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PREFACE 


The Tide List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketcd material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power /?eac/or£)oc/ce//n/ormar/on, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/consiruction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PS AR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I . Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 
Q« Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissionmg stage documents and correspondence 

X. Onsite low-level wastes storage 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 



Operating license stage documents & correspondence 


© ® 


8411270362 Submits renewed, amended & updated petition under 2.206, 
quire that util provide Commission full disclosure of intended sources & 
fences prior to issuing full power OL. 

SUGARMAN, R J. Sugarman, Denworth & Hellegers 

Denton, H. Office of Nuclear Reactor Regulation, Director 
27628:356:27628:357 


(i) ^ ^ 4) 


urging NRC to re- 
environ conse- 

f 84/11/21 

2pp, 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Peisonal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7 Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document start.s. 

1 1. The five-digit portion of this entry is the number of the frame on which this document ends, 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W , Washington, D.C. 20555. If this space is filled, it gives other sources foi 
copies of the document. The entry may be “Available at NRC“ for sale; “Available at NTIS“; or 
“Available at GPO “ 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categoiies used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols arc: 


lOCFR— -Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR-Proposed Rule 

PRM— Petition for Rulemaking 

PRO) — Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP— Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

© NUREG— NUREG Reports and Related Correspondence 

© © 




'8203090207'''NUREG/CR-1672 VOi' 


© V 


Trisk assessment methodology development for waste isolation 

IN geologic media. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREGyCR-1377. NUREG/CR-1397 & 
l«^NUREG/CR-1608. 

Q) STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applicaflon^ Inc. 

FIN B-6694. SAI-262-81-PA. iHOyii. Division of Risl^Analysis. 

^ 123p. Available at NRC.f $6. 
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1 . Nondocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author, 

6. Corporate, agency or other nonindividual source, 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry, 

8. Secondary report number assigned by originator, 

9. Date of document described, 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series doucuments are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16- This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is* 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650 Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street. N.W. 

Washington, D.C, 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: (1) paper to paper is $0.05 per page except for oversized 
documents and engineering drawings which vary from $0.05 to $1.00 per square foot; (2) microform 
to paper is $0.05 a page for pages on microfiche and is $0.20 a square fool for a full-size print oi 
$0.25 for a reduced-size print (18"' x 24") of a drawing on an aperture card; and (3) microform to 
microform is $0.10 per microfiche and $0.20 per aperture card. Orders completed for mailing or foi 
a special delivery service will have an additional fee for the actual mailing, shipping, or delivery 
service rate. Unless a user requests special packing materials, there is no additional charge by the 
contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Literature Research Company. An account may be 
established with the Literature Research Company by calling (703) 941-8018. 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-047 BARNWELL, SC. CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 RICHLAND, WA. U.S ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UNION CARBIDE CORP., GRAND 1 

JUNCTION, CO 

40-1 1 62 WESTERN NUCLEAR, INC., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40-2061 KERR-MCGEE CHEMICAL CORP,, 2 

OKLAHOMA CITY, OK 

40-2259 PATHFINDER MINES CORP*, RIVERTON, 2 

WY 

40-3392 ALLIED CHEMICAL CORP., 2 

MORRISTOWN, NJ 

40-3453 ATLAS MINERALS, INC., DENVER, CO 2 
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RIVERTON, WY 
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40-6563 MALLINCKRODT CHEMICAL WORKS, ST. 3 

LOUIS, MO 

40-6622 PATHFINDER MINES CORP., SHIRLEY 3 

BASIN, WY 

40-6659 GETTY OIL CO. - PETROTOMICS CO., 3 

SHIRLEY BASIN, WY 

40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 3 

40-0027 KERR-MCGEE NUCLEAR CORP., 3 

OKLAHOMA CITY, OK 

40-8064 EXXON MINERALS CO., USA. HOUSTON, 3 

TX 

40-8084 RIO ALGOM CORP., MOAB, UT 4 

40-8102 EXXON CO., USA. HOUSTON, TX 4 

40-8153 LEBANON STEEL FOUNDRY, LEBANON, 4 

PA 

40-8348 MINERALS EXPLORATION CO., LOS 4 

ANGELES, CA 

40-8380 ROCKY MOUNTAIN ENERGY CO., 4 

BROOMFIELD, CO 

40-8452 BEAR CREEK URANIUM CO., CASPER, 4 

WY 

40-8584 MINERALS EXPLORATION CO„ LOS 6 

ANGELES, CA 

40-8663 NUCLEAR DYNAMICS, INC., PHOENIX, 6 

AZ 

40-8674 PUTEAU RESOURCES, LTD., GRAND 5 

JUNCTION, CO 


Docket Name Page 

40-8675 ENERGY FUELS NUCLEAR, INC., 5 

DENVER, CO 

40-8681 ENERGY FUELS NUCLEAR, JNC., 5 

DENVER, CO 

40-8684 WESTERN NUCLEAR, INC., LAKEWOOD, 5 

CO 

40-8697 ROCKY MOUNTAIN ENERGY CO., 5 

DENVER, CO 

40-8698 PLATEAU RESOURCES. LTD., GRAND 5 

JUNCTION. CO 

40-8714 CLEVELAND-CLIFFS IRON CO.. 6 

CLEVELAND, OH 

40-8727 KERR-MCGEE NUCLEAR CORP., 6 

OKLAHOMA CITY, OK 

40-8728 TETON EXPLORATION DRILLING CO., 6 

INC., CASPER, WY 

40-8760 EDLOW INTERNATIONAL CO., 6 

WASHINGTON, DC 

40-8768 KERR-MCGEE NUCLEAR CORP,, 6 

OKUHOMA CITY. OK 

40-8781 TETON EXPLORATION DRILLING CO., 6 

INC.. CASPER. WY 

40-8783 URANERZ USA, INC,, CASPER, WY 6 

40-8786 URANIUM RESOURCES, INC., 6 

RICHARDSON, TX 

40-8829 WYOMING FUEL CO., LAKEWOOD, CO 7 

Domestic Licensing of Production and 

Utilization Facilities - Docket 60 

50-2 FORD NUCLEAR REACTOR 7 

60-3 INDIAN POINT STATION, UNIT 1 7 

60-5 PENNSYLVANIA STATE UNIV. 8 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 8 

UNIT1 

50-16 ENRICO FERMI ATOMIC POWER PUNT, 9 

UNITI 

BO-29 YANKEE-ROWE NUCLEAR POWER 9 

STATION 

60-57 BUFFALO MATERIALS RESEARCH 10 

CENTER 

50-59 TEXAS A&M UNIV, RESEARCH 10 

REACTOR 

60-87 WESTINGHOUSE CRITICAL 10 

EXPERIMENT 

60-97 CORNELL UNIV. ZERO POWER 10 

REACTOR 

60-1 12 UNIV. OF OKUHOMA RESEARCH 1 1 

REACTOR 

60-1 23 UNIV. OF MISSOURI RESEARCH 1 1 

REACTOR 

60-128 TEXAS A&M UNIV. RESEARCH 1 1 

REACTOR 
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50-133 

HUMBOLDT BAY POWER PUNT, UNIT 3 

11 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

11 

50-139 

UNIV. OF WASHINGTON RESEARCH 
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11 
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UCU TRAINING REACTOR 

12 
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BIG ROCK POINT NUCLEAR PUNT 

12 

50-1 57 

CORNELL UNIV. RESEARCH REACTOR 

13 

50-1 60 
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REACTOR 

13 
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GA TECHNOLOGIES 

13 

50-170 

ARMED FORCES RADIOBIOLOGY 
RESEARCH INSTITUTE 

13 

50-1 72 

RADIATION EFFECTS REACTOR 

13 

50-184 

NATIONAL BUREAU OF STANDARDS 
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14 
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UNIV. OF MISSOURI RESEARCH 

REACTOR 

14 
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SPACE RADIATION RESEARCH 

REACTOR 

14 
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UNIV. OF TEXAS RESEARCH REACTOR 

14 
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14 

50-199 
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15 
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15 
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17 
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17 
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18 
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20 
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UNIV. OF LOWELL RESEARCH 
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21 
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REACTOR 

22 
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UNIT 2 

22 
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24 
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OREGON STATE UNIV. RESEARCH 
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24 
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24 
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41 
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43 
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46 
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46 
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47 
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40 
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54 
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NINE MILE POINT NUCLEAR STATION, 
UNIT 2 

191 

60-412 

BEAVER VALLEY POWER STATION, 

UNIT 2 

193 

60-413 

CATAWBA NUCLEAR STATION, UNIT 1 

196 

60-414 

CATAWBA NUCLEAR STATION. UNIT 2 

197 


xi 



Docket 
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Page 

Docket 
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Page 

50-416 

GRAND GULF NUCLEAR STATION, UNIT 

199 

STN-50- 

peRKINS NUCLEAR STATION, UNIT 2 

256 


1 


409 



50-417 

GRAND GULF NUCLEAR STATION. UNIT 

202 

STN-50- 

PERKINS NUCLEAR STATION, UNIT 3 

256 


2 


490 



50-423 

MILLSTONE NUCLEAR POWER 

204 

STN-50- 

SOUTH TEXAS PROJECT, UNIT 1 

256 


STATION. UNIT 3 


498 



50-424 

ALVIN W. VOGTLE NUCLEAR PLANT, 

206 

STN-50- 

SOUTH TEXAS PROJECT, UNIT 2 

259 


UNIT1 


499 



50-425 

ALVIN W. VOGTLE NUCLEAR PLANT, 

209 

STN-50- 

WPPSS NUCLEAR PROJECT, UNIT 3 

261 


UNIT 2 


508 



50-426 

ALVIN W. VOGTLE NUCLEAR PLANT, 

212 

50-513 

WPPSS NUCLEAR PROJECT, UNIT 4 

262 


UNIT 3 


50-522 

SKAGIT NUCLEAR POWER PROJECT, 

262 

50-427 

ALVIN W. VOGTLE NUCLEAR PLANT, 

213 


UNIT1 



UNIT 4 


60-523 

SKAGIT NUCLEAR POWER PROJECT, 

262 

50-433 

UN IV. OF CALIFORNIA AT SANTA 

214 


UNIT 2 



BARBARA RESEARCH REACTOR 


STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

262 

STN-50* 

FLOATING NUCLEAR PLANT 

214 

528 

1 


437 



STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

265 

50-438 

BELLEFONTE NUCLEAR PUNT, UNIT 1 

215 

529 

2 


50-439 

BELLEFONTE NUCLEAR PUNT, UNIT 2 

216 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

260 

50-440 

PERRY NUCLEAR POWER PUNT. UNIT 

218 

STN-50- 

GESSAR-251 

270 


1 


531 



50-441 

PERRY NUCLEAR POWER PUNT. UNIT 

221 

STN-50- 

MARBLE HILL NUCLEAR STATION, UNIT 

270 


2 


546 

1 


50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

225 

STN-5a- 

MARBLE HILL NUCLEAR STATION, UNIT 

270 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

226 

547 

2 


60-445 

COMANCHE PEAK STEAM ELECTRIC 

228 

STN-50- 

GESSAR-238-BOP,INTERFACE 

270 


STATION 


550 



50-446 

COMANCHE PEAK STEAM ELECTRIC 

232 

60-601 

RESAR SP/90 

271 


STATION 


50-602 

TEXAS, UNIV. OF 

271 

STN-50- 

GESSAR-238 

235 

50-668 

WESTINGHOUSE ADVANCED PWfl 

271 

447 




STANDARD DESIGN (WAPWR) 


STN-50- 

BYRON STATION, UNIT 1 

236 




454 



Domestic Licensing of Special Nuclear 





Material - 

Docket 70 


STN-50- 

BYRON STATION. UNIT 2 

238 




455 



70-0025 

ROCKWELL INTERNATIONAL CORP., 

271 





CANOQA PARK, CA 


STN-50- 

BRAIDWOOD STATION, UNIT 1 

239 




456 



70-0027 

BABCOCK & WILCOX CO„ LYNCHBURG, 

271 

STN-50- 

BRAID WOOD STATION, UNIT 2 

242 


VA 


467 



70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

271 

50-456 

RIVER BEND STATION. UNIT 1 

244 

70-0143 

NUCLEAR FUEL SERVICES, INC., 

I—mA/IKI T-KI 

272 

50-459 

RIVER BEND STATION. UNIT 2 

248 


ERWIN, TIM 





70-0275 

LOCKHEED AIRCRAFT CORP., 

272 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

249 


DANSENVILLE, GA 


50-461 

CLINTON POWER STATION, UNIT T 

249 

70-0364 

BABCOCK & WILCOX CO,. APOLLO, PA 

273 

50-462 

CLINTON POWER STATION, UNIT 2 

261 

70-0371 

UNC NAVAL PRODUCTS, INC., 

273 





UNCASVILLE, CT 


STN-50- 

CESSAR SYSTEM 80 

261 




470 



70-0687 

UNION CARBIDE CORP., TUXEDO, NY 

273 

STN-60- 

WOLF CREEK GENERATING STATION 

261 

70-0698 

WESTINGHOUSE ELECTRIC CORP., 

273 

482 




PITTSBURGH, PA 


STN-50- 

CALUWAY PUNT, UNIT 1 

254 

70-0734 

GA TECHNOLOGIES, INC., SAN DIEGO, 

273 

483 




CA 


STN-50- 

PERKINS NUCLEAR STATION, UNIT 1 

256 

70-0754 

GENERAL ELECTRIC CO.. PLEASANTON, 

274 

488 




CA 
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70-0820 

UNITED NUCLEAR CORP., WOOD RIVER 
JUNCTION. Rl 

274 

71-0149 

MIDWEST INSPECTION SERVICE 

276 

70-0824 

274 

71-0160 

OMAHA TESTING LABS.. INC. 

276 

BABCOCK & WILCOX CO., LYNCHBURG, 


VA 


71-0173 

PACIFIC NORTHWEST LABORATORIES 

276 

70-0903 

GENERAL ATOMIC CO., NEW HAVEN, 

CT 

274 

71-0192 

NUCLEAR PACKAGING, INC 

276 



71-0211 

BOSTON EDISON CO. 

277 

70-0920 

RENSSELAER POLYTECHNIC 

274 





INSTITUTE, TROY. NY 


71-0250 

TRANSNUCLEAR, INC 

277 

70-0925 

KERR-MCGEE NUCLEAR CORP , 
OKLAHOMA CITY, OK 

274 

71-0271 

RIDIHALGH, EGGERS & ASSOCIATES 

277 



71-0276 

NAVY, DEPT OF 

277 

70-1068 

70-1100 

FLORIDA, UNIV. OF, GAINESVILLE. FL 

274 

71-0289 

277 

TERRADATA GEOPHYSICAL, INC. 

COMBUSTION ENGINEERING, INC., 

274 




WINDSOR, CT 


71-0291 

DJ INSPECTION SERVICES. INC. 

277 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON. 
NO 

274 

71-0293 

BRAND X PERFORATORS, INC. 

277 



71-0299 

QUALITY CONTROL SERVICES, INC. 

277 

70-1143 

WESTINGHOUSE ELECTRIC CORP., 

275 




PITTSBURGH, PA 


71-0304 

TELEDYNE BROWN ENGINEERING CO. 

277 

70-1151 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

275 

71-0311 

LOGWELL, INC. 

277 



71-0315 

RADIOGRAPHY INSPECTION, INC. 

277 

70-1193 

KERR-MCGEE NUCLEAR CORP., 

275 




OKLAHOMA CITY, OK 


71-0329 

HOWMET TURBINE COMPONENTS 

277 




CORP. 


70-1257 

EXXON NUCLEAR CO., INC., RICHUND, 

275 





WA 


71-0359 

PICK INSTRUMENT PRODUCTS CO., 

INC. 

277 

70-1308 

GENERAL ELECTRIC CO., SAN JOSE, CA 

275 



70-1621 


71-0365 

ARNOLD GREENE TESTING 

277 

DUQUESNE LIGHT CO., PITTSBURGH, 

PA 

275 

LABORATORIES. INC. 

70-1718 


71-0368 

BRANCH RADIOGRAPHIC 

277 

SHADYSIDE HOSP., PITTSBURGH, PA 

275 

LABORATORIES, INC. 

70-1966 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA. TN 

275 

71-0373 

NAVY, DEPT. OF 

277 

70-2838 

CINCINNATI GAS & ELECTRIC CO., 

275 

71-0376 

UNITED STATES PIPE & FOUNDRY CO. 

277 


CINCINNATI, OH 


71-0377 

INDIANA & MICHIGAN POWER CO. 

277 

70-2910 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

275 

71-0380 

GENERAL ELECTRIC CO. 

277 

70-2928 

TENNESSEE VALLEY AUTHORITY, 

276 

71-0610 

GESELLSCHAFTFUER NUKLEAR 
SERVICE, MBH 

277 


CHATTANOOGA, TN 




70-2947 

ILLINOIS POWER CO., DECATUR, IL 

276 

71-0632 

WESTERN X-RAY 

278 

70-2948 

NIAGARA MOHAWK POWER CO„ 

276 

71-0533 

A-1 INSPECTION, INC. 

278 


SYRACUSE. NY 


71-0534 

KANSAS STATE UNIV. 

278 

70-2968 

CLEVEUND ELECTRIC ILLUMINATING 
CO., CLEVELAND, OH 

276 

71-0536 

MISSISSIPPI POWER & LIGHT CO. 

278 

70-3000 

COMMONWEALTH EDISON CO., 

CHICAGO, IL 

276 

71-0537 

ILLINOIS, UNIV. OF, URBANA- 
CHAMPAIQN 

278 

70-3013 

COMMONWEALTH EDISON CO., 

276 

71-0538 

WALASHEK ENTERPRISES, INC. 

278 


CHICAGO, IL 


71-0539 

ARROW NDE CO„ INC. 

278 

70-3014 

NORTHEAST NUCLEAR ENERGY CO., 
HARTFORD, CT 

276 

71-0640 

NAVY, DEPT. OF 

278 




71-4888 

MODEL: SENTINEL -25A, B, C, C3, D, E, 

278 

Packaging of Radioactive Material for 



F, TELEDYNE 


Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-4986 

MODEL: RA-2, nA-3, RA-J, GENERAL 
ELECTRIC CO. 

278 

71-0027 

BABCOCK & WILCOX CO, 

276 

71-5026 

MODEL: CNS 14-190, CHEM-NUCLEAR 

278 

71-0042 

NAVY, DEPT, OF 

276 


SYSTEMS, INC. 


71-0116 

NAVY, DEPT. OF 

276 

71-5364 

MODEL: NPI-67-0442, NEUTRON 
PRODUCTS. INC. 

278 

71-0122 

J.L. SHEPHERD A ASSOCIATES 

276 

71-5450 



MODEL: RCC, -1,-2, -3, -4, 

279 

71-0141 

ROCKWELL INTERNATIONAL CORP. 

276 


WESTINGHOUSE ELECTRIC CORP. 



xili 
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71-5795 

MODEL: ORNL FOAMGLAS. ENERGY, 

279 

71-9079 

MODEL; HN-100, SERIES 2 & 2A. 

281 


DEPT. OF 



HinWAN NUCLEAR 


71-5796 

MODEL; 181375, 181361, ADVANCED 

279 

71-9081 

MODEL: CNS 1-1 3C, CHEM-NUCLEAR 

281 


MEDICAL SYSTEMS. INC, 



SYSTEMS, INC, 


71-5805 

MODEL: CNS 3-55. CHEM-NUCLEAR 

279 

71-9089 

MODEL; HN-100S, HITTMAN NUCLEAR & 

281 

SYSTEMS, INC. 



DEVELOPMENT CORP. 


71^5814 

MODEL: NRBK-41, -42 & -43, ENERGY, 
DEPT. OF 

279 

71-9094 

MODEL; CNS 14-195-H. CHEM-NUCLEAR 
SYSTEMS, INC. 

281 

71-5862 

MODEL: SENTINEL-IOOF, TELEDYNE 
ENERGY SYSTEMS 

279 

71-9096 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

281 

71-5875 

MODEL WAPD-39 & NRBK-44, ENERGY, 

279 

71-9132 

MODEL: T-3, ENERGY, DEPT. OF 

282 


DEPT. OF 


71-9139 

MODEL: 589, GENERAL ELECTRIC CO. 

282 

71-5939 

MODEL GE-1600, GENERAL ELECTRIC 

279 

71-9141 

MODEL; 900, TECH/OPS, INC. 

282 


CO. 


282 




71-9151 

MODEL: HN-100 SERIES 3, HITTMAN 

71-5957 

MODEL: BMI-1, BATTELLE COLUMBUS 
LABORATORY 

279 


NUCLEAR 




71-9152 

MODEL; CNS 1-13C II, CHEM-NUCLEAR 

282 

71-6144 

MODEL: B-2, U.S. ECOLOGY, INC. 

279 


SYSTEMS, INC. 


71 ‘6206 

MODEL: B, BABCOCK & WILCOX CO. 

279 

71-9156 

MODEL: IR-50, INDUSTRIAL NUCLEAR 

CO. 

282 

71-6244 

MODEL 6244. CHEM-NUCLEAR 

280 


282 

SYSTEMS, INC, 


71-9157 

MODEL: IR-100, INDUSTRIAL NUCLEAR 




CO. 


71-6272 

MODEL: 6272, U.S. ECOLOGY, INC. 

260 

71-9159 

MODEL; NUPAC 14/190L, /190M & / 

262 

71-6280 

MODEL. A.0109, J.L SHEPHARD & 
ASSOCIATES 

280 

71-9160 

190H, NUCLEAR PKG., INC. 

MODEL- 20-VS & 40-VS, GULF NUCLEAR, 

282 

71-6406 

MODEL: NONE, ENERGY, DEPT, OF 

280 


INC. 


71-6574 

MODEL: HN-aOO. HITTMAN NUCLEAR & 

260 

71-9163 

MODEL- GNG-20, GULF NUCLEAR, INC 

262 


DEVELOPMENT CORP. 


71-9168 

MODEL. CNS 8-120B, CHEM-NUCLEAR 

282 

71-6601 

MODEL: CNS 8-120, CHEM-NUCLEAR 

280 


SYSTEMS. INC. 



SYSTEMS, INC 


71-9175 

MODEL: CNS6-80B, NUCLEAR 

282 

71-6717 

MODEL: 671 7-B, GAMMA INDUSTRIES 

280 


PACKAGING, INC. 


71-6744 

MODEL: 6744, U S. ECOLOGY, INC. 

280 

71-9176 

MODEL- NUPAC 14/210L & 14/210H, 

262 


NUCLEAR PACKAGING. INC. 


71-6771 

MODEL: SN-1, METROPOLITAN EDISON 
CO. 

280 

71-9177 

MODEL. NUPAC 10/140, NUCLEAR 

283 




PACKAGING, INC. 


71-9001 

MODEL: IF-300, GENERAL ELECTRIC 

CO. 

280 

71-9178 

MODEL; NUPAC 7/100, NUCLEAR 

283 




PACKAGING. INC. 


71-9006 

MODEL: 500-SU, AUTOMATION 
INDUSTRIES, INC. 

280 

71-9179 

MODEL. NUPAC 6/100L & 6/100H. 
NUCLEAR PACKAGING, INC. 

283 

71-9010 

MODEL: NLI-1/2, NL INDUSTRIES. INC. 

280 

71-9181 

MODEL: PAS-2, NUCLEAR PACKAGING, 

283 

71-9016 

MODEL; TN-9. COMMONWEALTH 

280 


INC 



EDISON CO. 


71-9183 

MODEL NAC-1, NUCLEAR ASSURANCE 

283 

71-9019 

MODEL: BU-7, GENERAL ELECTRIC CO. 

280 


CORP. 


71-9021 

MODEL: 750, TECH/OPS, INC. 

280 

71-9184 

MODEL: PAS-1 . NUCLEAR PACKAGING, 
INC. 

283 

71-9024 

MODEL: STL-201, SL LOUIS TESTING 
LABORATORIES 

261 

71-9185 

MODEL- OP-100, INDUSTRIAL NUCLEAR 
CO. 

203 

71-9032 

MODEL: 650, TECH/OPS, INC. 

281 

71-9187 

MODEL: 865, TECH/OPS, INC. 

283 

71-9033 

MODEL: 660 & e60E, TECH/OPS, INC. 

281 

71-9192 

MODEL: AP-SOO, ANEFCO, INC. 

283 

71-9035 

MODEL: 680 & 680E, TECH/OPS. INC. 

281 

71-9193 

MODEL: NES-5, NUCLEAR ENERGY 

283 

71-9049 

MODEL: GE-500, GENERAL ELECTRIC 

281 


SERVICES, INC. 



CO. 


71-9194 

MODEL: UNIPAC 1, WESTINGHOUSE- 
HITTMAN NUCLEAR, INC. 

283 

71-9053 

MODEL: 683, TECHNICAL OPERATIONS, 

281 




INC. 


71-9195 

MODEL: 2000, GENERAL ELECTRIC CO. 

283 

71-9073 

MODEL: OH-142 SERIES & NUS 10-135, 

281 

71-9196 

MODEL: UX-30, NUCLEAR PACKAGING, 

283 


NUCLEAR PACKAGING 



INC. 
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71-9200 

MODEL. 9200, NUCLEAR PACKAGING, 
INC 

283 
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- Docket 72 


Docket 

Name 

Page 

72-0001 

MORRIS OPERATIONS, GENERAL 
ELECTRIC CO. 

283 

72-0002 

VIRGINIA ELECTRIC & POWER CO. 

283 

72-0003 

CAROLINA POWER & LIGHT CO. 

283 
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Name Docket Page 


Low Level Radwaste Disposal Sites 
Docket 27 


8ARNWELL, SC. CHEM-NUCLEAR 

SYSTEMS, INC. 

27-047 

1 

filCHLAND, WA. U.S. ECOLOGY. INC. 

27-040 

1 

Domestic Licensing of Source Material • 
Docket 40 



ALLIED CHEMICAL CORP., MORRISTOWN. 

NJ 

40-3392 

2 

ATLAS MINERALS, INC., DENVER. CO 

40-3453 

2 

BEAR CREEK URANIUM CO.. CASPER. WY 

40-8452 

4 

CLEVELAND CLIFFS IRON CO., CLEVEUND, 
OH 

40-8714 

6 

EDLOW INTERNATIONAL CO , 
WASHINGTON. DC 

40-8760 

6 

ENERGY FUELS NUCLEAR, INC., DENVER. 
CO 

40-8681 

6 

ENERGY FUELS NUCLEAR, INC.. DENVER. 
CO 

40-8676 

5 

ENERGY, DEPT. OF, CANONSBURQ. PA 

40-6500 

3 

EXXON CO., USA, HOUSTON. TX 

40-8102 

4 

EXXON MINERALS CO.. USA, HOUSTON, TX 

40-8064 

3 

FANSTEEL, INC , NORTH CHICAGO, IL 

40-7580 

3 

FEDERAL-AMERICAN PARTNERS, 
RIVERTON. WY 

40-4492 

3 

GETTY OIL CO. - PETROTOMICS CO . 
SHIRLEY BASIN, WY 

40-6659 

3 

KERR-MCGEE CHEMICAL CORP , 
OKLAHOMA CITY. OK 

40-2061 

2 

KERR-MCGEE NUCLEAR CORP. 
OKUHOMA CITY, OK 

40-8727 

6 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

40-8027 

3 

KERR-MCGEE NUCLEAR CORP.. 

OKLAHOMA CITY. OK 

40-8768 

6 

LEBANON STEEL FOUNDRY. LEBANON. PA 

40-8153 

4 

MALLINCKRODT CHEMICAL WORKS. ST. 
LOUIS. MO 

40-6563 

3 

MINERALS EXPLORATION CO., LOS 
ANGELES. CA 

40-8584 

6 

MINERALS EXPLORATION CO.. LOS 
ANGELES. CA 

40-8348 

4 

NUCLEAR DYNAMICS, INC. PHOENIX, AZ 

40-8663 

5 

PATHFINDER MINES CORP., RIVERTON. WY 

40-2259 

2 

PATHFINDER MINES CORP., SHIRLEY 

BASIN, WY 

40-6622 

3 

PLATEAU RESOURCES, LTD.. GRAND 
JUNCTION. CO 

40-8698 

5 

PLATEAU RESOURCES. LTD., GRAND 
JUNCTION, CO 

40-8674 

5 


Name 

Docket 

Page 

RIO ALGOM CORP., MOAB, UT 

40-8084 

4 

ROCKY MOUNTAIN ENERGY CO., 
BROOMFIELD. CO 

40-8300 

4 

ROCKY MOUNTAIN ENERGY CO., DENVER, 
CO 

40-8697 

5 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

40-1341 

1 

TETON EXPLORATION DRILLING CO.. INC., 
CASPER, WY 

40-0728 

6 

TETON EXPLORATION DRILLING CO., INC., 
CASPER, WY 

40-8701 

6 

UNION CARBIDE CORP., GRAND JUNCTION, 
CO 

40-0299 

1 

URANERZ USA, INC., CASPER, WY 

40-8763 

6 

URANIUM RESOURCES, INC., RICHARDSON, 
TX 

40-8706 

6 

WESTERN NUCLEAR. INC., JEFFREY CITY, 

WY 

40-1162 

1 

WESTERN NUCLEAR, INC., UKEWOOD. CO 

40-0684 

5 

WYOMING FUEL CO., UKEWOOD, CO 

40-0829 

7 

Domestic Licensing of Production and 
Utilization Facilities • Docket 50 



ALVIN W. VOGTLE NUCLEAR PUNT. UNIT 1 

50-424 

206 

ALVIN W. VOGTLE NUCLEAR PUNT, UNIT 2 

50-425 

209 

ALVIN W. VOGTLE NUCLEAR PUNT. UNIT 3 

60-426 

212 

ALVIN W. VOGTLE NUCLEAR PUNT. UNIT 4 

50-427 

213 

ARKANSAS NUCLEAR ONE. UNIT 1 

50-313 

98 

ARKANSAS NUCLEAR ONE. UNIT 2 

50-368 

160 

ARMED FORCES RADIOBIOLOGY 

RESEARCH INSTITUTE 

50-170 

13 

BEAVER VALLEY POWER STATION, UNIT 1 

60-334 

128 

BEAVER VALLEY POWER STATION, UNIT 2 

50-412 

193 

BELLEFONTE NUCLEAR PUNT. UNIT 1 

60-430 

215 

BELLEFONTE NUCLEAR PLANT. UNIT 2 

60-439 

216 

BIG ROCK POINT NUCLEAR PUNT 

50-155 

12 

BRAIDWOOD STATION. UNIT 1 STN-50-456 

239 

BRAIDWOOD STATION. UNIT 2 STN-50-457 

242 

BROWNS FERRY NUCLEAR POWER 

STATION. UNIT 1 

50-259 

39 

BROWNS FERRY NUCLEAR POWER 

STATION. UNIT 2 

60-260 

41 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 3 

60-298 

81 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 1 

60-325 

118 

BRUNSWICK STEAM ELECTRIC PUNT. 

UNIT 2 

60-324 

116 

BUFFALO materials RESEARCH CENTER 

60-67 

10 



Name 

Docket 

Page 

BYRON STATION. UNIT 1 

STN-5(>-454 

236 

BYRON STATION. UNIT 2 

STN-5C)*455 

238 

CALLAWAY PLANT. UNIT 1 

STN-50-483 

254 

CALVERT CLIFFS NUCLEAR POWER PLANT. 50-317 
UNIT1 

103 

CALVERT CUFFS NUCLEAR POWER PLANT, 50-318 
UNIT 2 

104 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

195 

CATAWBA NUCLEAR STATION. UNIT 2 

50-414 

197 

CESSAR SYSTEM 80 

STN-50-470 

251 

CLINTON POWER STATION, UNIT 1 

50-461 

249 

CLINTON POWER STATION, UNIT 2 

50-462 

251 

COLUMBIA UNIV. RESEARCH REACTOR 

50-208 

17 

COMANCHE PEAK STEAM ELECTRIC 
STATION 

60-446 

232 

COMANCHE PEAK STEAM ELECTRIC 
STATION 

50-445 

228 

COOPER NUCLEAR STATION 

50-298 

83 

CORNELL UNIV. RESEARCH REACTOR 

50-157 

13 

CORNELL UNIV. ZERO POWER REACTOR 

50-97 

10 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

86 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT1 

50-346 

139 

DIABLO CANYON NUCLEAR POWER PLANT. 50-275 
UNIT1 

56 

DIABLO CANYON NUCLEAR POWER PLANT, 50-323 
UNIT 2 

113 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 1 

50-315 

100 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 

50-316 

101 

DOW CHEMICAL CO. 

50-264 

46 

DRESDEN NUCLEAR POWER STATION, 
UNIT 1 

60-10 

8 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 

50-237 

22 

DRESDEN NUCLEAR POWER STATION, 
UNITS 

60-249 

29 

DUANE ARNOLD ENERGY CENTER 

50-331 

126 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 

50-321 

108 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 

60-366 

158 

ENRICO FERMI ATOMIC POWER PLANT, 
UNIT1 

50-16 

0 

ENRICO FERMI ATOMIC POWER PLANT, 
UNIT 2 

60-341 

137 

FLOATING NUCLEAR PLANT 

STN-60-437 

214 

FORD NUCLEAR REACTOR 

50-2 

7 

FORT CALHOUN STATION. UNIT 1 

60-205 

67 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

60-267 

48 

GA TECHNOLOGIES 

50-163 

13 
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GEORGIA INST. OF TECH. RESEARCH 
REACTOR 

50-160 

13 

GEORGIA TECH RESEARCH REACTOR 

50-276 

59 

GESSAR-238 

STN-50-447 

235 

GESSAR-236-BOP, INTERFACE 

STN-50-550 

270 

GESSAR-261 

STN-50-531 

270 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

199 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

202 

H. B. ROBINSON PLANT, UNIT 2 

50-261 

43 

HADDAM NECK PLANT 

50-213 

17 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

151 

HOPE CREEK NUCLEAR STATION, UNIT 2 

50-355 

153 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

11 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

67 

INDIAN POINT STATION, UNIT 1 

50-3 

7 

INDIAN POINT STATION, UNIT 2 

60-247 

27 

INDIAN POINT STATION. UNIT 3 

50-286 

68 

JAMES A. FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

126 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-348 

1 

141 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 

2 

167 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

91 

LA CROSSE BOILING WATER REACTOR 

50-409 

190 

LASALLE COUNTY STATION, UNIT 1 

50-373 

165 

LASALLE COUNTY STATION, UNIT 2 

50-374 

167 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

142 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

148 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

93 

MANHATTAN COLLEGE RESEARCH 
REACTOR 

50-199 

16 

MARBLE HILL NUCLEAR STATION, UNIT 1 

STN-50-546 

270 

MARBLE HILL NUCLEAR STATION, UNIT 2 

STN-60-647 

270 

MIDLAND PLANT. UNIT 1 

50-329 

123 

MIDLAND PLANT, UNIT 2 

50-330 

124 

MILLSTONE NUCLEAR POWER STATION, 
UNIT1 

60-245 

26 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 2 

60-338 

130 

MILLSTONE NUCLEAR POWER STATION, 
UNITS 

60-423 

204 

MONTICELLO NUCLEAR GENERATING 
PLANT 

50-263 

45 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

60-184 

14 

NINE MILE POINT NUCLEAR STATION. UNIT 60-220 

20 


1 
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NINE MILE POINT NUCLEAR STATION. UNIT 

2 

50‘410 

191 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

132 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

134 

NUCLEAR SHIP SAVANNAH 

50-238 

24 

OCONEE NUCLEAR STATION. UNIT 1 

50-269 

50 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

52 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

71 

OREGON STATE UNIV. RESEARCH 

REACTOR 

60-243 

24 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

18 

PALISADES NUCLEAR PLANT 

50-255 

37 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

262 

PALO VERDE NUCLEAR STATION, UNIT 2 STN>50-529 

265 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

268 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

59 

PEACH BOTTOM ATOMIC POWER STATION, 
UNITS 

50-278 

61 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

8 

PERKINS NUCLEAR STATION, UNIT 1 STN-50-488 

256 

PERKINS NUCLEAR STATION. UNIT 2 STN-50-489 

266 

PERKINS NUCLEAR STATION, UNIT 3 STN-60-490 

256 

PERRY NUCLEAR POWER PLANT. UNIT 1 

50-440 

218 

PERRY NUCLEAR POWER PUNT, UNIT 2 

50-441 

221 

PILGRIM NUCLEAR POWER STATION. UNIT 

1 

50-293 

77 

POINT BEACH NUCLEAR PUNT. UNIT 1 

60-266 

47 

POINT BEACH NUCLEAR PUNT. UNIT 2 

50-301 

85 

PRAIRIE ISUND NUCLEAR STATION, UNIT 

1 

50-282 

66 

PRAIRIE ISUND NUCLEAR STATION, UNIT 

2 

50-306 

92 

QUAD CITIES STATION, UNIT 1 

60-254 

35 

QUAD CITIES STATION, UNIT 2 

50-265 

46 

RADIATION EFFECTS REACTOR 

60-172 

13 

RANCHO SECO NUCLEAR GENERATING 
STATION 

60-312 

96 

REED COLLEGE RESEARCH REACTOR 

60-288 

73 

RESAR SP/90 

50-601 

271 

RHODE ISUND & PROVIDENCE 
PUNTATIONS AEG 

60-193 

14 

RIVER BEND STATION, UNIT 1 

60-458 

244 

RIVER BEND STATION, UNIT 2 

50-459 

248 

ROBERT EMMET GINNA NUCLEAR PUNT, 
UNIT 1 

50-244 

24 

SALEM NUCLEAR GENERATING STATION. 

50-272 

65 
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SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

94 

SAN ONOFRE NUCLEAR STATION. UNIT 1 

50-206 

15 

SAN ONOFRE NUCLEAR STATION. UNIT 2 

50-361 

154 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

155 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

225 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

226 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

120 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

60-320 

122 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

187 

SHEARON HARRIS NUCLEAR POWER 
PUNT, UNIT 2 

60-401 

190 

SHEARON HARRIS NUCLEAR POWER 
PUNT, UNIT 3 

50-402 

190 

SHEARON HARRIS NUCLEAR POWER 
PUNT, UNIT 4 

50-403 

190 

SHOREHAM NUCLEAR POWER STATION 

60-322 

109 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

50-522 

262 

SKAGIT NUCLEAR POWER PROJECT, UNIT 
2 

50-523 

262 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50.498 

256 

SOUTH TEXAS PROJECT, UNIT 2 

STN-60.499 

269 

SPACE RADIATION RESEARCH REACTOR 

50-187 

14 

ST. LUCIE PUNT, UNIT 1 

60-335 

129 

ST, LUCIE PUNT. UNIT 2 

50-389 

177 

SURRY POWER STATION, UNIT 1 

50-280 

63 

SURRY POWER STATION, UNIT 2 

50-281 

64 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

173 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

175 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-69 

10 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

11 

TEXAS, UNIV, OF 

50-602 

271 

THREE MILE ISUND NUCLEAR STATION, 
UNIT 1 

60-209 

73 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

60-320 

105 

TROJAN NUCLEAR PUNT 

60-344 

138 

TURKEY POINT PUNT, UNIT 3 

60-250 

31 

TURKEY POINT PUNT. UNIT 4 

50-251 

33 

as. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

56 

UCU TRAINING REACTOR 

50-142 

12 

UNIV, OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

214 

UNIV. OF CALIFORNIA RESEARCH 

60-224 

22 
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UN IV. OF LOWELL RESEARCH REACTOR 

50-223 

21 

UNIV. OF MISSOURI RESEARCH REACTOR 

50-123 

11 

UNiV. OF MISSOURI RESEARCH REACTOR 

50-186 

14 

UNIV. OF NEW MEXICO RESEARCH 

REACTOR 

50-252 

35 

UNIV. OF OKLAHOMA RESEARCH 

REACTOR 

50-112 

11 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

14 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

186 

UNIV. OF WASHINGTON RESEARCH 
REACTOR 

50-139 

11 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

54 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT1 

50-395 

184 

WATERFORD GENERATING STATION. UNIT 

3 

50-382 

169 

WATTS BAB NUCLEAR PUNT, UNIT 1 

50-390 

178 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

181 

WEST VALLEY REPROCESSING PUNT 

50-201 

15 

WESTINGHOUSE ADVANCED PWR 
STANDARD DESIGN (WAPWR) 

50-660 

271 

WESTINGHOUSE CRITICAL EXPERIMENT 

50-87 

10 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

162 

WILLIAM B, MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

164 

WILLIAM H. ZIMMER NUCLEAR STATION, 
UNIT1 

50-358 

153 

WOLF CREEK GENERATING STATION STN-50-482 

251 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

60-134 

11 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

249 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

186 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

261 

WPPSS NUCLEAR PROJECT, UNIT 4 

50-513 

262 

YANKEE^ROWE NUCLEAR POWER STATION 

50-29 

9 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

79 

ZION NUCLEAR POWER STATION, UNIT 2 

60-304 

88 
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Material * Docket 70 



BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

273 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0135 

271 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-0824 

274 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

271 

CINCINNATI GAS & ELECTRIC CO., 
CINCINNATI, OH 

70-2838 

275 

CLEVELAND ELECTRIC ILLUMINATING CO., 

70-2968 

276 


CLEVEUND, OH 
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Docket 

Page 

COMBUSTION ENGINEERING. INC, 

WINDSOR, CT 

70-1100 

274 

COMMONWEALTH EDISON CO , CHICAGO. 

IL 

70-3000 

276 

COMMONWEALTH EDISON CO , CHICAGO, 

IL 

70-3013 

276 

DUQUESNE LIGHT CO.. PITTSBURGH, PA 

70-1621 

275 

EXXON NUCLEAR CO., INC., RICHLAND. WA 

70-1257 

275 

FLORIDA. UNIV. OF, GAINESVILLE, FL 

70-1068 

274 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

273 

GENERAL ATOMIC CO., NEW HAVEN. CT 

70-0903 

274 

GENERAL ELECTRIC CO., PLEASANTON. CA 

70-0764 

274 

GENERAL ELECTRIC CO.. SAN JOSE, CA 

70-1308 

275 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

274 

ILLINOIS POWER CO., DECATUR, IL 

70-2947 

276 

KERR-MCGEE NUCLEAR CORP., 

OKUHOMA CITY, OK 

70-1193 

275 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-0925 

274 

LOCKHEED AIRCRAFT CORP., 

DANSENVILLE, GA 

70-0275 

272 

NIAGARA MOHAWK POWER CO.. 

SYRACUSE, NY 

70-2948 

276 

NORTHEAST NUCLEAR ENERGY CO., 
HARTFORD. CT 

70-3014 

276 

NUCLEAR FUEL SERVICES, INC., ERWIN. TN 

70-0143 

272 

RENSSEUER POLYTECHNIC INSTITUTE, 
TROY, NY 

70-0920 

274 

ROCKWELL INTERNATIONAL CORP., 
CANOQA PARK, CA 

70-0026 

271 

SHADYSIDE HOSP., PITTSBURGH, PA 

70-1718 

275 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2928 

276 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2910 

275 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-1966 

275 

UNC NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

273 

UNION CARBIDE CORP., TUXEDO. NY 

70-0687 

273 

UNITED NUCLEAR CORP., WOOD RIVER 
JUNCTION, Rl 

70-0020 

274 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-1151 

275 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-1143 

275 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-0698 

273 
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A-1 INSPECTION. INC. 

71-0633 

278 
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Docket 

Page 

ARNOLD GREENE TESTING 

LABORATORIES, INC. 

71-0365 

277 

ARROW NDE CO., INC. 

71 ‘0539 

278 

BABCOCK & WILCOX CO. 

71 ‘0027 

276 

BOSTON EDISON CO, 

71-0211 

277 

BRANCH RADIOGRAPHIC LABORATORIES, 
INC. 

71-0368 

277 

BRAND X PERFORATORS, INC, 

71-0293 

277 

DJ INSPECTION SERVICES, INC 

71-0291 

277 

GENERAL ELECTRIC CO. 

71-0380 

277 

GESELLSCHAFT FUER NUKLEAR SERVICE, 
MBH 

71-0510 

277 

HOWMET TURBINE COMPONENTS CORP, 

71-0329 

277 

ILLINOIS, UNIV. OF, UR8ANA-CHAMPAIGN 

71-0537 

278 

INDIANA & MICHIGAN POWER CO. 

71-0377 

277 

J.L. SHEPHERD & ASSOCIATES 

71-0122 

276 

KANSAS STATE UNIV. 

71-0534 

278 

LOGWELL. INC. 

71-0311 

277 

MIDWEST INSPECTION SERVICE 

71-0149 

276 

MISSISSIPPI POWER & LIGHT CO. 

71-0536 

278 

MODEL: 181375. 181361, ADVANCED 
MEDICAL SYSTEMS, INC, 

71-5796 

279 

MODEL' 20-VS & 40-VS. GULF NUCLEAR, 
INC. 

71-9160 

282 

MODEL* 2000, GENERAL ELECTRIC CO 

71-9195 

283 

MODEL 500-SU, AUTOMATION 

INDUSTRIES. INC. 

71-9006 

280 

MODEL* 589, GENERAL ELECTRIC CO 

71-9139 

282 

.MODEL: 6244, CHEM-NUCLEAR SYSTEMS, 
INC. 

71-6244 

280 

MODEL: 6272, U S. ECOLOGY, INC. 

71-6272 

280 

MODEL: 650, TECH/OPS, INC, 

71-9032 

281 

MODEL: 660 & 660E. TECH/OPS, INC. 

71-9033 

281 

MODEL: 6717-B. GAMMA INDUSTRIES 

71-6717 

280 

MODEL: 6744, U.S. ECOLOGY. INC. 

71-6744 

260 

MODEL: 680 & 680E, TECH/OPS, INC. 

71-9035 

281 

MODEL: 683, TECHNICAL OPERATIONS, 

INC. 

71-9053 

281 

MODEL; 750, TECH/OPS. INC. 

71-9021 

280 

MODEL 865, TECH /OPS. INC. 

71-9187 

283 

MODEL* 900, TECH/OPS. INC, 

71-9141 

282 

MODEL: 9200. NUCLEAR PACKAGING, INC, 

71-9200 

283 

MODEL A-0109, J L. SHEPHARD & 
ASSOCIATES 

71-6280 

280 

MODEL* AP-300, ANEFCO, INC 

71-9192 

283 

MODEL: B, BABCOCK & WILCOX CO. 

71-6206 

279 

MODEL: B-2, U.S. ECOLOGY, INC. 

71-6144 

279 

MODEL: BMM, BATTELLE COLUMBUS 

71-5957 

279 


LABORATORV 
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MODEL: BU-7, GENERAL ELECTRIC CO. 

71-9019 

280 

MODEL: CNS 1-1 3C II, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9152 

262 

MODEL: CNS 1-1 3C, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9001 

281 

MODEL; CNS 14-190, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-6026 

278 

MODEL: CNS 14-195-H, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9094 

281 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9096 

281 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

279 

MODEL: CNS 8-120, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-6601 

280 

MODEL: CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9168 

262 

MODEL: CNS6-80B. NUCLEAR PACKAGING, 
INC 

71-9176 

282 

MODEL. GE-1500, GENERAL ELECTRIC CO. 

71-5939 

279 

MODEL; QE-500, GENERAL ELECTRIC CO. 

71-9049 

261 

MODEL: GNG-20, GULF NUCLEAR, INC. 

71-9163 

262 

MODEL: HN-100 SERIES 3, HITTMAN 
NUCLEAR 

71-9161 

262 

MODEL: HN-100, SERIES 2 & 2A, HITTMAN 
NUCLEAR 

71-9079 

261 

MODEL; HN-100S, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

281 

MODEL HN-200, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-6574 

230 

MODEL IF-300, GENERAL ELECTRIC CO. 

71-9001 

260 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

71-9157 

282 

MODEL IR-50, INDUSTRIAL NUCLEAR CO. 

71-9166 

202 

MODEL NAC-1, NUCLEAR ASSURANCE 
CORP. 

71-9183 

203 

MODEL: NES-5, NUCLEAR ENERGY 
SERVICES, INC. 

71-9193 

283 

MODEL NU-1/2. NL INDUSTRIES, INC. 

71-9010 

280 

MODEL; NONE. ENERGY, DEPT OF 

71-6406 

280 

MODEL: NPI-67-0442, NEUTRON 

PRODUCTS, INC. 

71-5364 

278 

MODEL NRBK-41. -42 & -43, ENERGY, 

DEPT. OF 

71-5814 

279 

MODEL NUPAC 10/140, NUCLEAR 
PACKAGING, INC. 

71-9177 

283 

MODEL' NUPAC 14/190L, /190M & /190H, 
NUCLEAR PKG., INC. 

71-9159 

282 

MODEL: NUPAC 14/210L & 14/210H, 
NUCLEAR PACKAGING, INC. 

71-9176 

282 

MODEL NUPAC 6/1 OOL & 6/100H, 

NUCLEAR PACKAGING. INC. 

71-9179 

283 

MODEL: NUPAC 7/100, NUCLEAR 

71-9178 

283 
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MODEL: OH-142 SERIES & NUS 10-135, 
NUCLEAR PACKAGING 

71-9073 

281 

MODEL OP-1 00, INDUSTRIAL NUCLEAR CO. 

71-9185 

263 

MODEL- ORNL FOAMGLAS, ENERGY, DEPT. 
OF 

71-5795 

279 

MODEL: PAS-1, NUCLEAR PACKAGING, INC. 

71-9184 

283 

MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

71-9181 

283 

MODEL: RA-2, RA-3, RA-J, GENERAL 
ELECTRIC CO. 

71-4986 

278 

MODEL: RCC, -1, -2, -3, -4, WESTINGHOUSE 
ELECTRIC CORP, 

71-5450 

279 

MODEL SENTINEL .26A, B, C. C3, D, E, F, 
TELEDYNE 

71-4888 

278 

MODEL: SENTINEL-1 OOF, TELEDYNE 

ENERGY SYSTEMS 

71-5862 

279 

MODEL- SN-1, METROPOLITAN EDISON CO. 

71-6771 

280 

MODEL: STL-201, ST. LOUIS TESTING 
LABORATORIES 

71-9024 

281 

MODEL: T-3, ENERGY, DEPT. OF 

71-9132 

282 

MODEL: TN-9, COMMONWEALTH EDISON 

CO. 

71-9016 

280 

MODEL- UNIPAC 1, WESTINGHOUSE- 
HITTMAN NUCLEAR, INC. 

71-9194 

283 

MODEL: UX-30, NUCLEAR PACKAGING, INC. 

71-9196 

283 

MODEL- WAPD-39 & NRBK-44, ENERGY, 
DEPT. OF 

71-5875 

279 

NAVY, DEPT, OF 

71-0276 

277 


Name 

Docket 

Page 

NAVY. DEPT. OF 

71-0540 

278 

NAVY, DEPT. OF 

71-0373 

277 

NAVY. DEPT. OF 

71-0042 

276 

NAVY, DEPT. OF 

71-0116 

276 

NUCLEAR PACKAGING, INC. 

71-0192 

276 

OMAHA TESTING LABS., INC. 

71-0160 

276 

PACIFIC NORTHWEST LABORATORIES 

71-0173 

276 

PICK INSTRUMENT PRODUCTS CO., INC. 

71-0359 

277 

QUALITY CONTROL SERVICES, INC. 

71-0299 

277 

RADIOGRAPHY INSPECTION, INC. 

71-0315 

277 

RIDIHALGH, EGGERS & ASSOCIATES 

71-0271 

277 

ROCKWELL INTERNATIONAL CORP. 

71-0141 

276 

TELEDYNE BROWN ENGINEERING CO. 

71-0304 

277 

TERRADATA GEOPHYSICAL, INC. 

71-0289 

277 

TRANSNUCLEAR, INC. 

71-0250 

277 

UNITED STATES PIPE & FOUNDRY CO. 

71-0376 

277 

WALASHEK ENTERPRISES, INC. 

71-0538 

278 

WESTERN X-RAY 

71-0532 

278 
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CAROLINA POWER & LIGHT CO. 

72-0003 

283 

MORRIS OPERATIONS. GENERAL 
ELECTRIC CO. 

72-0001 

283 

VIRGINIA ELECTRIC & POWER CO. 

72-0002 

283 
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LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-047 BARNWELL, SC, CHEM-NUOLEAR SYSTEMS, INC. 

8505020427 Analyzes Amend 41 to Sale of SC Dept of Health & Environ Control Li- 
cense 09 7, renewing license for possession of source & other radioactive mails In 
entirety Incusslon of license condition re SNM may impact NRC activities 
WIDMAYER.D A Low-Level Waste & Uranium Recovery Projects Branch 85/04701 
HIGGINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch 32pp 
30141 248-30141 279 


DOCKET 27-048 RICHI-AND, WA, U,S ECOLOGY, IKC. 

65Q50 10500 Forwards monthly SNM receipt & burial rept for Mar 1985 per Condition 6 
of License 16-10204-01 & rept of isotopic activity per Stale of WA License WN-t019- 
2 W/o ends 

WRIGHT, SV US Ecology, Inc (formerly Nuclear Engineering, Inc) 85/04/12 
BROWNING, B. Low Level Waste Licensing Branch Ip 30095 319 30095 319 

8605160307 Forwards four documents to assist in review of Hanford ficense 
renewal Concerns re adequacV of silo seleclien & characterization will not be ad 
dressed as part of renewal process W/o end 

SHAFFNER,J Division of Waste Mananemonl 05/04/26 HUNT,J . JUNGLING.T En- 
gineering Branch (Post 831001) FORD.B Geotechnical Branch (Post 831001) 2pp 
30450.000-30450 089 

8506160298 Forwards monthly TLD rosults for Mar 1985 & First Quarter 1905 Requests 
thal end cop^y of cover Ur be signed & returned to LM Nolan at Richland facility 
MARTINEZ, t DUS Ecology, Inc (formerly Nuclear Engirjeering, Inc ) 85/05/03 
SCHAFFNER,J J NRC • No Detailed Affiliation Given 3pp 30449 345-30449 347 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP., GRAND JUNCTION, CO 

8505160458 Forwards "UMETCO Groundwater Monitoring Program to Conform W/NRC 
Criteria," in response to 840710 Itr Response lists action required to conform w/ac- 
ceptance criteria for groundwater monitoring 

LYONS, P.J. UMETCO Minerals Coro (subs of Union Carbide Corp) 64/09/20 
SMfTH,RD Uranium Recovery Field Office Ip 30441.104-30441 206 

-8605160461 "UMETCO Qroundwalof Monitoring Program lo Conform W/NRC Cute 
ria ’■ 

* Hydro Engineering 84/09/30. 22pp 30441 105 30441 206 

8502200681 Submits inactive tailings reclamation schedule,por 850125 meeting w/Slate 
of WY Explanation of work Involved in each phase end W/three oversize 
maps Aperture cards available in PDR 

LYONS, PJ UMETCO Minerals Corp. (subs of Union Carbide Corp,) 85/01/31 
PETTENQILL,H J Uranium Recovery Field Office. 5pp 20169 159 29169.163 

8505230351 Forwards revised data sheets, per 850325 letcon w/T Wong re 
10CFR40.e4 rept & ALARA rept for Second Half 1984 

LYONS, P.J UMETCO Minerals Corp. (subs, of Union Carbide Corp) 05/03/26 
SHOPENN,M Uranium Recovery Field Olfice Ip, 30547.027-30547 034 

-8606230361 Revised data sheets to Second Half 1984 ALARA rept. 

* UMETCO Minerals Corp (subs of Union Carbide Corp) 04/12/31. 3pp. 30547 028- 
30547.030 

-8505230374 Revised data sheets for Second Hall 1984 offluonl monitoring rept. 

* UMETCO Minerals Corp (subs, of Union Carbide Corp) 84/12/31 4pp 3ij547'031- 
30547:034 

8506310003 "A-9 Collection Drip Sya Quarterly Rept for First Quarter 1985." W/850430 
Ur. 

LYONS,PJ UMETCO Minerals Corp (subs of Union Carbide Corp,) 05/03/31. 
GARLAND, W L. Wyoming, Stale of. 16pp 30684 149 30684 184 

65061 6052S Forwards Amend 34 to License SUA-648, adding Condition 72 re implemen- 
tation of groundwater detection monitoring program 

SMITH,R D. Uranium Recovery Field Olfjco. 85/04/25 UMETCO Minerals Corp 
(subs of Union Carbide Corp.) 3pp 30457*268 30457*295 

-8505 160531 Amend 34 lo License SUA 640, authorizing use of natural U in Easl Gas 
Hills & heap leach U milling facilities in Natrona County^Y. 

SMITH, R.O. Uranium Recovery Field Olfice 05/04/25 20pp. 30457*271 -30457*200, 

-8606160536 Comments on proposed detection monitoring program Addition of License 
Condition 72 recommended. Fully operational program must have reliable data on 
background levels ol monitored parameters 

KONWINSKI.G R , PETTENQILL.H J Uranium Recovery Field Office 85/04/25. Urani- 
um Recovery Field Ollico lOpp 30467.201-30457.295. 

850S 130223 Reviews 850220 UMETCO Minerals Corp environ monitoring data for 
Second Half 1984 (or East Gas Hills Mill lo assure compliance w/Llcense Condition 
63 Data reviewed w/respect to previous data & applicable stds. 

SHOPENN.N.M, PETTENGILL.H J Uranium Recovery Field Office. 85/04/20 Urani- 
um Recovery Field Office 4pp 30370.255 30376.260. 

8505160580 Forwards Amend 35 to License SUA-648, re vising Conditions e2e & f to In- 
corporate schedule for reclamation of Inactive tailing area & certain const specs. 
SMITH.R.D. Uranium Recovery Field Olfice 86/04/30. UMETCO Minerals Corp. 
(subs of Union Carbide Corp,]. 35pp 30445*249-30445 278. 

-6505160584 Amend 35 to License SUA 640, authorizing use of natural U in East Gas 
Hills & heap leach facilities In Natrona County, WY 

SMITH.R.D. Uranium Recovery Field Office 05/04/30. 21pp. 30446*262-30445.272. 


-8605160595 Supports Issuance of Amend 35 lo License SUA 640 UMETCO proposed 
schedule consists of phase approach design to allow adequate consolidation of sEime 
areas 

GARCIA.PJ, PETTENQILL.H J Uranium Recovery Field Office 85/04/30 Uranium 
Recovery Field Office 6pp 30445 273-30445 278 


DOCKET 40*1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 


8S05220329 Notifies that, effective Immediately, R Collins designated to replace G 
Bqgden as liaison w/regulatory agencies 

M(jRRIS,JS Western Nuclear. Inc (subs of Phelps Dodge Corp) 85/03/28 
PETTENGILL.H J Uranium Recovery Field Office 1 p 30536 068 30536 068 

0506230307 Forwards 850320 revs lo in plant monitoring manual re procedures for 
gross alpha dust filter analysis Contrary to 840829 response to notice of vlolatlon^S- 
day turnaround requirement deleted for listed reasons 

COLLINS, RW Western Nuclear, Inc (subs of Phelps Dodge Corp) 85/04/04 
KONWINSKI.G Uranium Recovery Field Office 6pp 30550 345 30550 350 

8505090623 Reviews Fourth Quarter 1984 Split Rock Mill monitoring date on ground- 
water analyses, domestic drinking water analyses & surface water sampling for onsite 
ponds & Sweetwater River, per License Conditions 23,25 & 31 of License SUA-50 
JIERREE,C.C , PETTENGILL.H J Uranium Recovery Field Office 05/04/10 Region 4, 
Office of Director 5pp 30235 302-30235 306 

8505170608 Discusses review of licensee 650404 submittal of revised procedure re 
measurement of airborne U dust concentrations In compliance w/Conditlon 25 to LI 
cense SUA 56 Rov changed analysis complolion lime 

JIERREE.OC, PETTENGILL.H J Uranium Recovory Field Office 05/05/06, Uranium 
Recovery Field Office 2pp 30477 242-30477*243. 

8505230537 Forwards Amend 25 to License SUA-se.adding Condilion 74 re Implemon 
talion of groundwater doteclion program GR KonwInskI 050506 memo supporting li 
censing acllon also end 

SMITKR D. Uranium Recovery Field Office 85/05/06 COLLINS.R Western Nuclear, 
fnc. (subs of Phelps Dodge Corp ) 3pp 30545 303-30545*327 

-8505230640 Amend 25 to License SUA-56 for Weslorn Nuclear, Inc adding Condilion 
74 re irnplomentallon of groundwater detection monitoring program 
SMITH, R D Uranium Recovery Field Office 85/05/06 14pp 30545 306-30545 319 

-8505230546 Recommends Issuance of Amend 25 (o License SUA-56 re Implementa 
tion of groundwater detection program.per licensee 840921 request. 

KONWINSKI.gr, PEnENGf[L,HJ Uranium Recovory Field Offico 05/O5/0S Urani- 
um Recovery Field Office 7pp 30545 320 30545 327 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

6505160247 Submits review of proposed offsite radon monitoring & non radiological sur- 
face water criteria changes lo TVA Edgomonl decommissioning project Proposal lo 
monitor radon using alpha track detectors acceptable 

BRICH.R.F, HAWKINS, E.F. Uranium Recovery Field Office 05/04/03 Uranium Ra- 
covery Field Office. 3pp 30438.097-30438 101 

-0505160258 Notifies that License SUA 816 amended by addition o( listed License 
Conditions 36 & 30 Amend approves 650205 roquest for monitoring radon or radon 
progeny using alpha track or mod detectors & analyzing surface water samples. 
SMirKRO, Uranium Recovory Field Office 85/04/03, Tennessee Valley Authorily 
2pp 30438 100 30430 101 

8505230296 Foiwards addi Info modlfylr^g disposal site design criteria per R Brich 
850226 request.Consolidatlon of disposed mail resulifng In settlemont can be directly 
measured by proposed technique. 

HUFHAM.J W Tennessee Valley Authority 85/04/09 SMITH, R D. Uranium Recovory 
Fiold Office. 6pp. 30550 351-30550 366 

8605230601 Forwards Rov 3 to "Edgemonl Mill Docommissionirkg Health Physics 
Manual," for review & approval by May 1085.Manual rov review also end 
HUFHAM,JW Tennessee Valley Authority 05/04/10. SMITH.R.D Uranium Recovory 
Field Office, 10pp. 30545.174 30545 219 

-8505230813 Rev 3 to "Edgomonl Mil) Decommissfoning Health Physics Manual " 

* Tennessee Valley Authorily 85/04/10. 36pp. 30545.180-30545 21 9 

8505200111 Forwards description of record layout & codes, data for samples collected 
between Nov 1962 & Oct 1684 & data tape, per R Brief) Nov 1984 request for air 
sarnplo analysis results taken at Edgemont.SD W/o data tape. 

HUFHAM.J W Tennessee Valley Authority. 86/04/16 SMITH, RO Uranium Recovery 
Field Office 35pp, 30502 270 30502 305. 

8505100436 Issues Amend 13 to LIconso SUA-8 16, adding License Conditions 40 S. 
41,authonzif)g const of embankment & perimeter drainage sys .respectively, at pro 
osod dlspossl sitQ 

MITH.RD Uranium Recovery Field Office 86/04/23. Tennessee Valley Authorily 
2pp 30270,361-30270 302 

8505310399 Forwards util !n-place rock sizing QC program for review Final approval of 
disposal of site perimeter drain sys contingent upon adequate active QC program.por 
NRC 050322 Itr. a k m h u .i- 

HUFHAM,J.W Tennessee Valley Authority 05/04/23. SMITH, R.D Uranium Recovery 
Field Office 2pp 30681.326 3069 1 327 

8505100480 Forwards RAECOM source code.ldentdied as RAECOM. FOR .Source code 
must be compiled into binary form for executlon.Gackup source code should be made 
for Insurance W/o end. 

BflICH.R F Uranium Recovery Field Office 05/04/25, POLEHN,J Tennessee Valley 
Authority, Ip 30270:306 30270.306 
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DOCKETED ITEMS 


85053105Q2 Ciscusses review of Goodson & Assoc, loc 850 25 freld trip rep I of B50416* 
17 visit to Edgoinonl Decommissioning Project Listed consultant recominendations & 
conclusions should be submitted to TvA 

BRICH.RF, HAWKINS, EF Uranium Recovery Field Office 85/05/13 Uranium Re 
covery Field Office 4pp 30684 269-30664 273 


8505300511 Responds to concern raised on 850510 & fn 850513 Ur re ® 

correspondence to at) parlies & mechanism to ensure correspondence to NHu coun 
sel be for counsel eyes only Related correspondence „ 

LEWIS.S H Hearing Branch 2 #285 180 85/05/24 FIAPKIN,A illinols. Slate of 2pp 
30629 007-30629008 


6S052S0114 Forwards Chanter 5 from Repi 10 of 830919 submittal to cfanfy 841220 & 
850423 amends to License SUA-816. authorizing const ol clay perimeter 
liner, divers! on ditch & containment dam at new disposal sileW/o end 
HAWKINS, 6 F Uranium Reco very Field Office 65/05/16 HUFHAM,JW Tenr>essee 
Valley Authority 2pp 30629 320 30629 321 


8505310094 Supplemental response to State of IL first set of Interrogatories & request 
for production of documents Certificate of Svc end Refated correspondence 
RAINEY.JL. MESERVE.RA Kerr-McQoe Chemical Corp (subs of Kerf-McGee 
Corp) MESERVE.RA Covington & Burling #285 196 85/05/28 Illinois, Slate of 
12pp 30641 049-30641 060 


DOCKET 40-2081 KERR-MCOEE CHEMtCAL CORP., OKLAHOMA CITY, OK 


DOCKET 40-2269 PATHFINDER MINES CORP., RIVERTON, WY 


8505240393 Answers to Kerr- McGee Chemical! Corp interrogatories & document 
request Proof of Svc end Related correspondence 

RAPKIN,A Illinois, State of #285 111 85/05/23 Kerr McGee Chemical Corp (subs 
of Kerr-McGee Corp ) 126pp 30552 126-30552 251 

0505030436 Forwards Insp Rept 40-2061/85-01 on B50416 & 18 No noncompliance 
noted- 

PAPERIELLO.CJ Region 3, Oflico of Director 85/04/30 STAUTER.JC Kerr-McGee 
Chemical Corp. (subs of Kerr-McGeaCorp) Ip 30129 047-30129 050 

-85O503O444 Insp Rept 40 2061/85-01 on 850415 & 19 No noncompicance noted Major 
areas msoecteo environ air 5ampling,liquid waste disposal, Encineration of contaminated 
combustibles & demoMbon of Bldg 9 

JANUSKAAG, SCHUMACHER.M C Region 3, Office of Director. 05/04/30 3pp 
30129 048 30129OSO 

0505030496 Memorandum ^ order requiring filmg of motions to compel r© interrogato- 
ries by 650614 & answers to motions by 86C628 Prehearing conference will be held 
on B50709»l0 or 11 if necessary Served on 850502 

FRYE,JH- Atomic Safety and Licensing Board Panel #285 823 S5/05/01 Office of 
the ExocuWe Legal Director 2pp 30127 147-30127 148 

8505078187 Notice of appearance in proceeding Gerlincate of Svc enci 
HODGDON.AP, Hearfr^g iBranch 2 #265 875 65/05/02 3pp 30172 348 30172 360 

6505080513 Submits items of interesLOn 850424,members of NMSS & OELD staffs vis- 
ited ANL to discuss supplemented EfS re Kerr-WcQee.Wesl Chicago On 850430, cal I 
received from Mayor RenneJs re processing time of amend application 
CROWtWT Uranium Fuel Licensing Branch 85/05/02 DAVIS, JG Office of Nuclear 
Material Safety & SaFeguards,D tree tor Ip 30229 212-3D229 212 

8505060433 Submils list of addi diwuments re West Chicago Rare Earths Factlity.per 
People of State of IL 841127 request Related correspondence. 

HODGDONAP- Hearing Branch 2 #285 910 65/05/03 RAPKIM.A Illinois, Slate of 
5pp 30218 144-30218146 

0505060584 Memorandum & order forwarding AS LB questions to be addressed by par- 
ties ro EPA stds issued under U Mill Tailings & Radiatron Control Act providing guid- 
ance to be applied rf order to show cause enforced Served on 85050 B 
FRYE,JH Atomic Safety and Licensing Board Ranel #285 921 85/05/08 Kerr- 
McGee Chemical Corp (subs of Kerr-WcGee Corp ) 3pp 30231 216-30231 218 

8505140415 Response to ASIB 850501 memorandum & order stating that prehearing 
conference will be held 850709,10 or 11 A Rapkin will be away from ofc between 
850704-19 Proof of Svc & svc list enef 

RAPKIN.A IllJnciis. State of #285 948 85/05/09 3pp 30375 006-30375 008 

6505150350 Responds to end 850419 Itr f© meeting arrangements to discuss alter rra- 
tives evaluation irt upcoming supplemental EIS Recommends lhal alternative sites for 
consideration be presented early in analysis process Related correspondence 
LEWIS.S H Heanng Branch 2 #285 002 85/05/10 RAPKIN.A lilmois. State of 5pp 
30398 30B30396 312 

6505200325 Notice of address change for Environ Control Dw.State of iL.Atty General 
ofc Proof of Svc end Related correspondence 

flAPKIN,A ICiinois, State of #285 046 85/05/14 3pp 30466 080-30466062 

6595200329 Application for subpoenas for deposition duces tecum directing custodian 
of records for CslalylfC.Inc.JR Grant & J Rempe to appear on 850611 in 
Chicago JL Proof of Svc end Related correspondence 

RAPKTN,A Illinois, State of #285 045 85/05/14 Atomic Safety and Licensing Board 
Panel lOpp 30468 061-30468 070 

650-5200302 Forwards memorandum responding fo State of JL oommenfs on staff rept 
on suppf to FES Related correspondence 

MESERVE,RA Covington & Burling MESERVE.RA. Kerr-McGe© Chemical Corp 
(subs of Kerr McGee uorp) #285 047 65/85/16 Docketing & Services Branch Ip 
30460 023-30460 034 

-0505200308 Memorandum responding to Slate of JL comments on staff rept on suppi 
to FES Certificate of Svc end Related correspon dene© 

NICKLES.PJ Covington & Burling. NICKLES.PJ Kerr-McGe© Chemical Corp (subs 
of Kerr-McGee Corp ) 85/05/16 11pp 30468 024 30468:034. 

6505240316 Ack receipt of 850510 Itr Karr-WcGee Chemical Corp waste disposal site in 
West Chicago & alternalfves to sila discussed State asslsfanc© offered for site selec- 
tion process Related correspondence 

RAPKIN.A Illinois. State ol #285 112 85/05/20 LEWIS.S Office of the Executive 
Legal Director €pp 30556 24 f -305 56 246 

6606300529 Request for updated document production In response to firsl & second 
discovery requests for all sampling data & related Info ^ malls associated w/Kerr- 
WcGee sampling efforts beginning m Sept 1984 Proof of Svc enct 
RAPKIN.A. llltnas. Slate of #285 145 85/05/22 Atomic Safety and Licensing Board 
Panel 4pp 30628 044-30628 047 

8605310540 Trip rept of 850515 & 16 vrslts to Kerr-McGeo Clr in Oklahoma CiJy.OK re 
exam of drawings from Wesi Chicago Rare Earths facility to determine possible palh- 
way for laifings to have reached Kress Creek ^ ^ 

HORMML Uranium Fuel Ucenspng Branch 85/95/22 CROW.WT Uranium Fuef Li- 
censing Branch- fp 30684 112-30684 112 


6506310639 Forwards list of proposed alternate lower limits of detection for environ 
monitoring Utilization of lower limits of detection (n form of guideline more than aae- 
quate to assure accurate sample analysis , _ 

HARDGROVE.TW Pathfinder Mines Corp 85/04/09 JtERREE.C Uranium Recovery 
Field Office, 3pp 30682 338-30682 340 


8505160577 Forwards Amend 3 to License SUA.672. re vising Condition 47 re proposed 
alternate fower limits of detection for analysis of samples collected In environ monitor- 
ing program , 

SMITHS D Uranium Recovery Field Office 85/04/29 NUQENT.E L Pathfinder 
Mines Corp 2pp 30445 279 30445 294 


-8505160679 Amend 3 to License SUA 672,authonzing use of natural U In licensee 1) 
milling facilities in Fremont County.WY. 

SMITH, RD Uranium Recovery Field Olfice. 85/04/20 lipp 30445 281-30446*291 


-8505160502 Supports Amend 3 to License SUA'672 for Pathfinder Mines Corp.revising 
License Condition 48 re lower limits of detection , . . 

JIERREE.CC, PETTENGILUH J. Uranium Recovery Reid Office 85/04/29. Uranium 
Recovery Reid Office 3pp 30445 292-3O445'204 


6505080416 Requests fee for application tor amend to License SUA-672 for lower limits 
of detection for environ monitoring 

WEISS.D License Fee Management Branch 85/05/03 HAROGROVEJ W Pathfind- 
er Mines Corp Ip 30228 359-30226 359, 


6505230553 Forwards Amend 4 to License SUA 672,adding License Condition 60 re im- 
plementation of groundwater detection monitonng program GR Konwinskl 850506 
memo recommending Issuance of amend also end 

SMITH.R 0 Urartium Recovery Field Office 85/05/06 NUQENT.L Pathfinder Mines 
Corp 3pp 30545 269-30545 290 

-8505230559 Amend 4 to License SUA 672 for Pathfinder Mines Corp.adding Condition 
60 re implementation of groundwater detection monitoring program 
SMITH, RD Uranium Recovery Field Office 85/05/06 1 fpp 90545 272-30545 202 


-8505230566 Recommends issuance of Amend 4 to License SUA 672,adding License 
Condition 60 ro implementation of groundwater detection monitoring program, per li 
censoo 840921 request ^ , 

KONW1NSKI.gr, PETTENQILL.HJ Uranium Recovery Field Office 85/05/06 Urani- 
un Recovery Field Olfice 8pp 30545 263 30545 290 


DOCKET 40-3392 ALLIED CHEMICAL CORP., MORRISTOWN, NJ 

8506060209 Submils items of interest Meetings w/DOE.Niagara Mohawk Power Corp & 
DOT & site visits fo Allied Chemical Co S Mallinckrodt.lnc facilities noted 
CROW.WT Uranium Fuel Licensing Branch 85/04/24 DAVIS,JG Office of Nuclear 
Material Safety & Safeguards.Director 2pp 30389 345 30309 346 

8505070331 Fomards Insp Rept 40 3392/85-02 on 850326-27 & 0408-12 No noncom- 
pfiance noted 

PAPEflIElLO.C J Region 3. Office of Direclor 85/05/03 CIPOLU.A J Alllod Cheml- 
cafCorp ip 30176 303-30176313 

-8505070337 Insp Rept 40-3392/65 02 on 650326-27 8 0408 1 2 No noncompliance 
noted Major areas Inspected organization. Internal reviews 4 audits, procedure 
contro),operations review & radiation program including audits 
FRANCe.GM. GREGER.LR Regbn 3. Office of Director 85/05/02 lOpp 
30176304-30176 313 

8605140542 Trip rept of 850415 & 16 site visit to Allied Chemical Co in MetropoliSjL for 
fadllty tour & discussion of license renewal issues Draft license conditions end 
COOL, DA Uranium Fuel Licensing Branch 85/05/03 Uranium Fuel Licensina 
Branch 5pp 30389 347-30389 351 

8505240232 Submits item of Interest On 850509, meeting w/ Allied Chemical held fn 
Silver Spring, MD re proposed license conditions for renewal of License SUB- 
526 Agreement reached on content & Intent of conditions 

CROW.WT, Uranium Fuel Licensing Branch 85/05/15 DAVIS, JG Office of Nuclear 
Material Safety & Safeguards.Director, 1 p 30576 069-30576 069 

6505240193 FowardS addendum to Insp Rept 40 3392/85 01, consisting of liquid efflu 
ent sample & air sample collected during Insp & criteria for comparing analytical 
measurements Comparisons close out Open Item 40 3392/85 01-03, 

PAPERIELLO.CJ Region 3, Office of Director 85/05/20 CIPOLUA.A Allied Chemical 
Corp, 1p 30554:350 30554 352 

-8505240196 Addendum to Insp Rept 40-3392/85 01. consisting of liquid effluent 
sample 4 air sample collected during Insp 4 criteria for comparing analytical measure- 
ments 

• Region 3, Office of Direclor 85/05/20 2pp. 30654 351-30554 352 


DOCKET 40-3463 ATLAS MINERALS, INC, DENVER, CO 

8505230623 "Second Half 1 984 Sampling 4 Analysis Results of Environ MonitorinQ Pro- 
gram per Conditions 39 4 40 of License SUA-9 1 7 " 

EDWARDS, D.L Atlas Minerals, Inc. 85/01 /21 SMITH, R D Uranium Recoverv Field 
Office lOOpp 30545 062-30545.152, ^ 



DOCKETED ITEMS 
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0605140445 Responds lo 040710 Mr re NRC posiUon concerning new ERA groundwaler 
stds Current program considered reliable In indicating presence of hazardous conslitu 
ents in uppermost aqulfier under Impoundment 

BLUBAUGH.R E Allas Minerals. Inc 84/09/20 SMITH.R D Uranium Recovery Reid 
OHice 4pp 30309 293*30380 296, 

8506230219 Confirms selection of Tracketch sys, available from Tenadex, Inc, as meas* 
uremonl method to determine environ radon levels per 831101 amend request to Li- 
cense SUA-917 & 840229,0307, 20,0427 & 0522 itrsSya expected operational by 
040131 

BLUBAUQH.RE Atlas Minerals, Inc 84/12/03 SHOPENN.M Uranium Recovery 
Field Offjce Ip 30550 294-30550 294 

6505230600 Forwards final rapt re review of Atlas Minerals submittal 
VASQUE2,RJ Goodson & Associates. Inc NRC 31-83-673 85/03/26 GARCIA.PJ 
Uranium Recovery Field Of free 15pp 30545 157-30545,171 

0505130494 Provides info re U tailings at Atlas Minerals Corp Moab.UT mill, in response 
to Hr addressed to ERA Allas Minerals Corp has license w/NRC for milling U ore at 
Moab mill License administered through U Recovery Field Ofc 
PETTENGILL.HJ Uranium Recoveiy Field Office 85/04/11 SCHERMAN.G Affili- 
ation Not Assigned 2pp 30299 353 30299,354 

8506180318 Forwards Amend 21 to License SUA-917, adding Condition 49 re Implemen- 
tation of groundwatof detection monitoring program to ensure compliance w/ 
40CFR192 32 

SMITH.R D Uranium Recovery Field Office 85/04/30 Atlas Minerals, Inc 3pp 
30450 062-30450 082 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8505230477 Extends invitation to attend 850220 meeting at Colorado State UnIv.Foit 
Collins, CO to discuss Shirley Basin tailings research plot Agenda fisted 
MURDOCK,ES Pathfinder Mines Corp 04/11/26 KONWINSKI.G Uranium Recovery 
Field Office Ip 30544 355 30544 355 

6505160484 Forwards Amend 3 to License SUA 442 .adding Condition. 47 re fmpJamen- 
tation of groundwater detection monitoring program. 

SMITH.RT) Uranium Recovery Field Office 85/04/22 SIMCHUK.Q Pathfinder Mines 
Corp 3pp 30455 360-30456 015 

-•0505160487 Amend 3 to License SUA 4 4 2, authorizing use of U In licensee U milling 
facilities in Carbon County, WY 

SMITH.R D Uranium Recovery Field Office 85/04/22 8pp 30456 001-30456008 

<-6505160490 Supports Amend 3 to License SUA-442 on proposed detaclion monitoring 
program Fully operaliorval program must have reliable data on background levels of 
monitored parameters 

KONWINSKI.G R„ PETTENGILL.HJ Uranium Recovery Field Office 85/04/22, Urani 
urn Recovery Field Office 7pp 30456009-30456 015, 

0605170552 Foiwards payment of application for amend to License SUA'44S re organi- 
zational changes Radiation safety officer repis directly to environ 
coordinatorOrganizatlon chart end. 

MURDOCK, S Pathfinder Mines Corp 85/04/24 KONWINSKI.G Uranium Recovery 
Field Office 20pp, 304B3 341-30483 360 


"8505160321 Amend 21 to License SUA-917, adding Condition 49 re Implementation of 
groundwater detection monitoring program to ensure compliance W/40CFR192 32 
SMITH.R D Uranium Recovery Refd Offico 65/04/30 lipp 30450 065 30450 076. 

"8505160325 Discussos 840921 Amend 21 to License SUA-917 for Atlas Mills, lnc,Moab 
Mill re implementation of groundwater detection monitoring program.Gomparison of 
current program against NRC acceptance criteria provided 

KONWINSKI.G R . PETTENGILL.H J. Uranium Recovery Field Office. 85/04/30. Urani- 
um Recovery Field Office. 7pp 30450 076-30450 002 

0506070338 Advises that no addi fee required for 831101 application for Amends 13,16 
& 17 to License SUA-917, per 10CFR170 

MILLER, WO License Fee Management Branch 85/05/01 STOCKS.L Atlas Miner- 
als, Inc 1p 30214.363-30214.363. 


DOCKET 40<4492 FEDERAL-AMERICAN PARTNERS, RIVERTON. WY 

8605210633 Ack receipt of treasury bill as replacement bonding instrument to Permit 
352 

BRYAN, VJ Wyoming, Slate of 05/03/21, FERGUSON, JC. American Nuclear Corp. 
3pp 30523.103 30523,195, 

8605230144 Forwards W Wilkening 841130 memo re completion & development of 
background Well TP 2-3 & results of Jan & Feb 1965 samples Irom weli 
ANDRUS, N J American Nuclear Corp 05/03/27 KON\^NSKI,Q. Uranium Recovery 
Field Office 4pp, 30550,301-30550.304. 


DOCKET 40-66B9 GETTY OIL CO. - PETROTOMICS CO., SHIRLEY BASIN, WY 

6606060011 Submits updated groundwater program consisting of groundwater 
monitoring, tailing solution evaporation & seepage collection & return Program also 
modifies License Condition 45, 

PFAFF.S.J Pelfotomics Co (formerly Getty/ Polrolonolcs Co)- 85/04/01 
PETTENQILL.H,J Uranium Recovery Field Office 23pp 30229 299-30229 354. 

.•8505000017 “As Built Description of Pelrotomics Co Tailings See page Collection Sys " 
Three oversize drawings end Aperture cards available in PDR 
HOFFMAN.GL, PUYTON.SJ Hydro Engineering. 82/03/31 36pp 30229 322- 
30229 354 

85051 5050S Forwards Amend 4 to License SUA-5 51, adding Condilion 61 re implemen 
tatlon of groundwater detection monitoring program 

SMITH.R u Uranium Recovery Field CJffIco. 85/04/22. Pelrotomics Co (formerly 
Getty/Pelrotomtcs Co ) 3pp 30431 242 30431 262 

“8506160510 Amend 4 to License SUA 551, authorizing use of U In licensee U milling 
facilities in Carbon County, WY 

SMITH.R.D Uranium Recovery Field Office 85/04/22 lOpp 30431*246-30431-264 

"8505150511 Supports Amend 4 to License SUA 551 re proposed detection monitoring 
program Fully operaliona) program must have reliable data on background levels of 
monitored parameters 

KONWINSKI.G R , PETTENGILL,H J Uranium Recovery Field Office 85/04/22 Urani- 
um Recovery Field Office. 8pp. 30431*255 30431*282, 


8506160496 Forwards Amend 21 to License SUA-687, adding Condition 28 ra Impfemen 
tation of groundwater detection monitoring program 

SMITH.R.D Uranium Recovery Field Office 85/04/22 American Nuclear Corp. 3pp. 
30457 251-30457 267 

"8605160500 Amend 21 to License SUA-667 for American Nuclear Corp, authorizing 
use of natural U in licensee facility located in Gas HIII8.WY 
SMITH.R.D Uranium Recovery Field Office 85/04/22 6pp 30457 264 30457*250 

"6605100516 Comments on proposed detection monitoring program Addition of License 
Condition 26 recommended Program must be reliable In Indicating presence of haz- 
ardous constituent In aquifer 

KONWINSKI.G.R., PETTENGILL.HJ, Uranium Recovery Field Office. 85/04/22. Urani 
urn Recovery Field Office 8pp. 30457 260.30457-267 

8605310428 Forwards 8A McArt qualifications & balance of lab personnel & operations 
for re view, as followup to J Ferguson 850410 Introduction to Energy Labs.Inc person 
nel 

GARLING.R A . MCART, S.A. Energy Laboratories, Inc 85/04/26 QARCIA.P Uranium 
Recovery Field Office 10pp 30671 276-30671.294. 


DOCKET 40-6600 ENERGY, DEPT. OF, CANONSBURQ, PA 

6605070456 Forwards addI Info requested by M Weber,NRC, during conversation w/J 
Hammond.Morrison-Knudson.ro chromium wastes at Canonsburg, Response to DOE 
85041 1 Hr requested Immediately to prevent delay in site const activities 
THEMELIS.JG. Energy, Dept. of. 86/04/30 NIXON.W Uranium Fuel Licensing 
Branch 6pp 30214 350*30214:362 


DOCKET 40-6663 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 

8506060209 Submits Items of Interest Meetings w/OOE, Niagara Mohawk Power Corp & 
DOT & site visits to Allied Chemical Co & Mai I in ckrodt, Inc facilities noted 
CROW.W.T. Uranium Fuel Licensing Branch. 06/04/24, DAVIS.J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 30369.345*30389 346. 

8506090062 Requests Info re administrative & radiation safely requirements to complete 
radiation safely evaluation concerning application for renewal ol License STB 401, Re- 
sponse requested by 850701, 

doOL.D.A. Division of Fuel Cycle & Material Safety. 86/05/01 SOUDAN, DW Mal- 
linckrodt, Inc Ip 30264*013-30264*013 


DOCKET 40-7680 FANSTEEL, INC., NORTH CHICAGO, IL 

6505240303 Ack receipt of 850405 Itr & end re renewal of Liconso SMB 91 1 
DUGGAN, JG Fansleel, Inc 85/04/26 CROW.WT Uranium Fuel Licensing Branch 
2pp. 30576.208-30578.209. 


DOCKET 40-8027 KERR- MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8S05220302 Forwards “Sequoyah Fuels Corp Sequoyah Facility Environ Monitoring 
Data 1983-04 Update,'* per NRC 850219 request re applicallon to renew License 
SUB-1 01 0.Envlron air monitoring data reported In 05031 6 Mr Included. 

STAUTERje Kerr-McQea Corp 05/04/22 CROW.WT Uranium Fuel Licensing 
Branch Ip. 30535.105-30636.005 

"8505220306 “Sequoyah Fuels Corp Sequoyah Facility Enviror^ Monitoring Data 1683- 
84 Update." One oversize drawing end Aperture card available In PDR 
* Kerr-McQee Corp, 04/12/31. 260pp. 30535 106-3 0530.0 05. 

8506240291 “Raffinate Program 1984 Completion Rept" W/050430 Itr 
STAUTEn,JC. Kerr-McGeo Corp. 84/12/31 CROW.W.T Uranium Fuo) Licensing 
Branch. 64pp 30574-180 30574-542 

8505180607 Monthly rept of conirolled industrial waste injection well at Sequoyah Fuefs 
Gorp.Sequoyah facility for Mar 1965 W/650415 Itr 

STAUTER.J.C Kerr-McGee Corp 85/03/31 HENSCH.DA. OWahoma, Slate of. 0pp, 
30439:355 30439.360. 

8505160619 Forwards environ summary supporting Sequoyah Fuels Corp application for 
amend to License SUB-1010 to authorize consr& operation of facility to convert de- 
pleted UF6 to UF4. 

STAUTER.JC. Kerr-McGee Corp 85/04/22 CROW.W.T Uranium Fuel Licensing 
Branch. 12pp 30439 338-30430 560 

8506080420 Responds to 850326 request for exemption from 19CFn40.32(e) require- 
ment for approval to commence const of UF6 to UF4 conversion facility prior to com< 
pletion of environ assessment, Environ assessment must be performed. 

CROW.W.T. Uranium Fuel Licensing Branch 85/05/01. STAUTERJ.C. Sequoyah 
Fuels Corp (subs, of Kerr-McGee Nuclear Corp ) Ip 30228,350-30228:358 


DOCKET 40-8084 EXXON MINERALS CO., USA, HOUSTON, TX 


8505100066 Trip rept of 050422 site visit to Mallinckrodljnc, Columblum/Tanlalum Div 
plant In St Louis, MO re renewal of License STB-401. 

COOL.D.A. Uranium Fuel Licensing Branch 86/05/02. Uranium Fuel Licensing 
Branch. Ip 30286:118-30286-118. 


8408030253 Application for amend to License SUA- 1064 for Erexon Matia Co, author! zing 
expansion of Highland U operations Fee end. 

PATTON, J.D. Exxon Corp 84/07/03 HAWKINS, E.F. Uranium Recovery Field Offico, 
260pp. 25934 216 26936.113. ^ 
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8505310540 ’’Resloralion of PiJot In Situ Mining P/ogrann, First Ouart€-f, 1905/’ per Li- 
cense Condilion 16 

SHANNON.J0 Exxon Corp. 65/04/15„ HAWKINS, Eh Uranium Recovery Field 
Oirice 4pp 30684 100-30684 111, 

8505 13 02 IS Reviews B5D415 Exxon Minerals Co First Quarterly 1085 rept, submittedl in 
accordance w/License Condition 16 of license SUA-1064 Acttvities at expanded pitot 
dunng quarter consialed of monlhly health chysica surveys, 

WASTLER.S L, HAWKIMS.E F Uranium Recovery Field Office 85/04/30 Uranium 
Recovery Field Office 2pp 30378 269-30376 260. 


DOCKET 40-8084 R(0 ALdOM CORP., MOAB, DT 

B50 5200 107 “ALAR A Audit of Environ & Radiological Monitoring Program at Rio Algom 
Mining Com U Mill San Juan County.UT." W/8 50423 Hr 

SAVIGNAC.N . PERKINS.L K Rio Algom Corp 84/12/31 P£TTENGILL,H NRC - No 
Detailed Amilalion Given 32pp 30502 306-30502 337 

8S05090537 Forwards recent inventory of drums received through 650326 & statement 
o1 inlenf to mainlaini adequate records oi receipt & disposition of drums In tuture.ln 
response lo H Peltengill 850304 leEcon re drums shipped to Lisbon Mill Feo paid 
PERKINS.L K flio Alflom Corp 65/03/27 SWIm.RD Uranium Recovery Field 
Ofhce 4pp 30246 012-30246 015 

0505240077 Responds lo 850305 Itr re Section lift of first semiannual ALARA audit 
rept Engineering consultant evaluation of sinkholes at toe of lower tailings embank- 
ment end 

PATTiSON.RS Rio Algom Corp 85/04/01 PETTENGILL.H J Uranium Recovery 
field Office. 3pp 30576 249-30576 251. 

8505160499 Forwards Amend 2 to License SUA 11l9,add)ng (Condition 54 ra Implemen- 
tation of groundwater delection monitoring program 

SMITH, RD Ifranium Recovery Field Office 65/04/22, RiO Algom Corp 3pp. 
30457 211 30457 232. 

-8505160571 Amend 2 to license SUA-IIIO.aulhonzing usa ot natural U in Jicensee U 
mil ling facilities in San Juan County, UT 

SMITH, fl D. Uranium Recovery Field Office 05/04/22 lipp 30457 214-30457 224 

-8505160576 Supports Amend 2 10 License SUA-1119 re proposed detection monitor- 
ing program Fulty operational program must have rdiaWe data on background levels 
of mondoied parameters 

KONWINSKLG R , PETTENGILL.H J. Uranium Recovery Retd Office 85/04/22 Urani- 
um Recovery Field Office 8pp 30457 225 30457 232 

8505230475 Discusses Rio Algom Mining Corp 850417 Itr reporting possible overexpo- 
sure of employee to airborne yelfowcake Individual did not receive reportable overex- 
posure per 10CFR20 for listed reasons No enforcement sctions warranted 
SHOPENN.NM, PETTENGILL.H J Uranium Recovery Reid Office 85/05/07 Urani- 
um Recovery Field Office 2pp 30544 257-30544 258 

0505310535 Submits review of semiannual ALARA audit conducted on 841211 & 12at 
Rio Algom Wining Corp.Moab U Mill Review covers listed areas.including emptoyee 
e^^surd records, bioassays, personnel contamination 8 gamma surveys 
JlbRREE,C.C Uranium Recovery Field Office 85/05/08 Uranium Recovery Field 
Office 5pp 30684 201-30684 20i 


-8505160285 Submits review of licensee 840920 proposed groundwater detection men 
Itoring program in support of issuance of Amend 12 to License SUA-1 139 
KONMnSKI.G R . piTrENGILL,H J Uranium Recovery Field Office 85/04/22 Uranl 
gm Recovery Field Office 9pp 30457 242-30457 250. 


DOCKET 40-8153 LEBANON STEEL FOUNDRY, LEBANON, PA 

8605100331 Discusses Insp Rept 40-0153/85 01 on 050114 No violations noted Major 
areas inspected selective exam of procedures & representative records & interviews 
w/ personnel Transfer of radioactive mall discussed 

KINNEMAN.JD Redon 1, Office of Director 85/05/07 JUPPENLATZ.J Lebanon 
Steel Foundry 2pp 30245 259-30245 260 


DOCKET 40-8348 MINERALS EXPLORATION CO., LOS ANGELES, CA 


8505310424 Forwards 850404 memo re anafysis of water quality data from wells at A 3 
in situ site & acceptability of restoration work Data does not snow Improving or steblo 
U concentrations Suggests meeting to discuss info , 

ENQELMANN.R Wyoming. Slate of 85/04/21 WESTLER.S Uranium Recovery Field 
Office 19pp, 30671 295-30671 313 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO , BROOMFIELD, CO 

850S30D01 1 Notifies of 850425 meeting w/Rocky Mountain Energy Co to discuss Pat- 
tern 4 groundwater restoration & site reclamation for Nina Mile Lake Ir) Situ Leacli 
site 

RANDEN.L Wyoming, Stale of 85/04/09 SMITH, D Uranium Recovery Field Office 
SUN DIN.B, GARLAND, B Wyoming, Stale of. Ip 30659 306-30659 306 

8505300003 Forwerds “Nine Mile Lake Pattern & Restoration Rept," describing ground- 
water restoration of carbonate leach lest W/o end. 

LOEST.KW Rocky Mountain Energy Co 85/04/25 CHRfSTOPOULOS Wyoming, 
State of Ip 30659 307-30659 307 

8505310583 Requests meeting re carbonate test results & decommissioning plan for 
Nine Mile lake Affected groundwater believed restored to extent achievable W/o 
staled ©nets 

NEUMANN,MR Rocky Mountain Energy Co 85/04/30 STUCKENHOFF.A. 0B 
Brooks Co 1p 30662 367 -30682357 

6505290003 Comments on finding of no significant Impact at Nine Mile Lake 
site Inclusion ot comments In final NRC notice will correct any misstatements & pro- 
vide useful info to public 

NEUMANN, M R Rocky Mountain Energy Co 85/05/06 SMITH, R D Uranium Recov- 
ery Field Office 2pp 30629 365-30629^56 

8505310556 Summary of 050425 meeting w/Rocky Mountain Energy Co & State of WY 
re Stale Dept of Environ Quality interpretation of restoration effort & to obtain rroiice 
requirements per Nine Mile Lake Project List of attendees enci 
BRiCH.RF, HAWKINS.EF Uranium Recovery Field Office 85/05/09 Uranium Ro 
covery Field Office 3pp 30684 105-30684 107 


DOCKET 40-8102 EXXON CO, USA, HOUSTON, TX 

6505060302 Provides summary -of detection monitoring program re exisbng groundwater 
monitoring progrann In response to 840710 Itr One oversize drawing enci Aperture 
card available in PDA Fee paid 

PATTON,J D Exxon Corp 84/09/28 SMITH.D R Uranium Recovery Field Office 
22pp 30229 162 30229 103 

8505290740 Comments r© hydrologic review of final reclamation plan for Highland U op- 
©rations lading basin Tailings dam should bo reclaimed to 10 1 slope to result rr> more 
eroslonally stable design 

KEARNEY, B. V^oming, Stale of. 05/03/14 Wyoming, Slate of Ip 30629 274- 
30629274 

8505230089 Forwards 8 Kearney 850314 comments on review of final reclamation plan 
for Highland LI Operations Tailing Basin. 

MCCARTY, C Wyoming, State of 85/03/26 PETTeNQfLLH J Uranium Recovery 
Field Office. 2pp 30545 361-30545 362 

8505150209 Presents review of 050314 environ monilonng rept for Exxon Highland Fa 
cility for fast half of 1904 w/respeci lo past data & applicable stds Rept submitted per 
License Conditions 11 & 22 

JIERREE.CC. PErrENGfU.H J Uranium Recovery Field Office 85/04/12 Uranium 
Recovery Field Off«© 4pp 30430 102-30438 105 

0505310527 "Licensing Assislance/Geotechnical S Hydrological Evaluations/Lf Recov- 
ery Reid Ofc Review of Exxon Minerals Co Submittal," final repl 
VASaUEZ,flJ Goodsoo 8, Associates* fne NRC-3 1-83 673 65/04/18 GARCIA,? J 
Uranium Recovery Refd Office 9pp 30684 206-30604 215 

9505290005 Forwards "Response to NRC Request for Add! Info re Final Recfamalion 
Plan tOT Highland U Opeiabons Tailings Basm," per 650227 iU- 
PATTON, JD Exxon Corp. 85/04/19 PETTENGILL.HG Uranium Recovery Frald 
Office. Ip 30621.288 30621 332 

-8505290006 "Response to NRC Request for Info re Final Reclamation Pfan for High- 
land U Operations Tailings Basin " 

• Waler, Waste & Land. Inc, * Exxon Corp 65/04/1 9 44pp 30621 290-30621.332 

8505189273 Forwards Amend 12 to License SUA-1 139.adding Condition 33 re ground- 
wafer detection monilonng progrann GR Konwlnskl 850422 memo supporting action 

SMtTKRD. Urartlum Recovery Reid Otfico 85/04/22 Exxon Corp 3pp 30457 233- 
30457.250. 

-8505160280 Amend 12 lo License SUA-1 139, adding Condilion 33 re groundwater de- 
teclfon monflorfno program 

SMITKfl D. Uranium Recovery Re(d Office 05/04/22 6pp 30457 236 30457241 


$505310852 Forwards final findings of no significant impact re termination of Licenso 
SUA 1228. for publication in FR 

HAWKINS.EF Uranium Recovery Field Office 85/05/20 COMBS,? Office Of the 
Secretary of the Commission 1 p 30682 318 30682 324 

-8505310657 Rnal finding of no significant Impact re termination of License SUA- 
1228. contingent upon demonstration of successful decommissioning of site 
HAWKINS.EF Uranium Recovery Field Office 85/05/20 3pp 30682 319-30682 321 

-8505310662 Submits anafysis of comments on 850409 draft finding of no significant 
impact re termination of Licer>se SUA 1228 Draft should be revised & jssuecT in final 
form 

BRICH.R F . HAWKINS.E F Uranium Recovery Field Office 85/05/20 Uranium Re- 
covery Refd Office 3pp 30682 322-30682 324 


DOCKET 40-8462 BEAR CREEK URANIUM CO, CASPER, WY 

8505170405 Requests execution & return of end documents In order to complete re- 
newal of self bonding to Mining Permli 399C & amend & Initial self bonding to Permit 
492 W/o ends 

6RYAN.VJ Wyoming. Slate of 85/04/01 TUFTS.RF. Rocky Mountain Energy Co 
2pp 30484 151-30484.152 

6505230440 Discusses conditions for proposed tailings basin compliance well, per 
850320 teiconKey elements or proposed requirements do not property address 
unique geological characteristics of lailings basin 

MEOLOCK.R L Bear Creek Uranium Co 85/04/04 KONWJNSKI Uranium Recovery 
Field Office 3pp 30544 360-30644 362 ' 

850S310418 Suggests meeting w/NRC to discuss listed areas of disagreement w/NRC 
draft decision for new License Condition 47.Proposed conditions would result fn Inap 
propriate monitoring requirements & unnecessary expense. 

MEDlOCK,RL Bear Creek Uranium Co, 85/04/19 SMITH, RD Uranium Recoverv 
Field Office 2pp 30671 31 4-30671 '3 15 ’ 

8605310589 Forwards add! stability analyses performed to demonstrate that safety fac- 
tors for facility tailings dam greater than min values recommended In Reg Guide 
3 1 1 W/one oversize drawing Aperture card available In PDR 
MEDLOCK,RL Bear Creek Uranium Co 85/04/24, PETTENQILLH J Uranium Re 
covery Field Office Ip 30681 ’360-3068 1.360. 

0505310422 Informs of vacation shutdown on 850617-28 Limited number of essential 
security personnel will be on site & access will be restricted Normal activities will 
resume on 850701. 

MEOLOGK.R L Bear Creek Uranium Co, 85/04/25. SMITH,R.D Uranium Recoverv 
Field Office. Ip 30670.355-30670.355 neggyery 
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6505130234 Pfovides review of 650102 Bear Creek U Co 1064 const repi re upstream 
raise of main dam to Elevation 5,166 & centerline raise of north wirig dam to same 
elevation to assure compliance w/Llcense Condition 46 

PANGBURN.G C, HAWKINS, E.F. Uranium Recovery Field Office. 65/04/26 Uranium 
Recovery Field Office 3pp 30378 ‘252^3 0370 254. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 

8605230391 "Tailings Excursion Assessment Program Sweetwater U Project," quarterly 
rept W/85041 1 Itr One oversize map end Aperture card available in PDR 
HILL.C 2 Union 76 Minerals Exploration Co B5/04/30, GARLAND, W Wyoming. Stale 
ol 155pp 30574 243-30575 047 

8505150516 Forwards Amend 18 to License SUA- 1350, adding Condition 50 ro imple- 
mentation of groundwater detection monitoring program 

SMITH, R.D uranium Recovery Field Office 86/04/22 Minerals Exploration Co (subs 
of Union Oil Co of California). 3pp 30431 263*30431.284. 

-8S05150S20 Amend 18 to License SUA-1350,aulhonzlng use of natural U In licensee 
U milling facilities in Sweetwater County, WY 

SMITH, fl D Uranium Recovery Field Office 85/04/22 lipp 30431 268-30431 276 

-850S16US27 Supports Amend 18 to License SUA-1350 on proposed delecllon monitor- 
ing program Fully operational program must have reliable data on background levels 
of monitored parameters 

KONWINSKI.Q.R , PETTENQILL.H.J Uranium Recovery Field Office 85/04/22 Urani- 
um Recovery Field Office 6pp 30431 277-30431 284. 


DOCKET 40-0663 NUCLEAR DYNAMICS, INC., PHOENIX, AZ 

8606230202 Confirms 850408 lolcon that AF StoicK working on behalf of Nubeth Joint 
Venture & as independent contractor to NO Resources.lnc Stolck authorized to file de- 
commissioning rept & conduct Sundance Site Insp. 

MACDONALD, D A. Bethlehem Steel Corp. 85/04/09 BRICH,R F Uranium Recovery 
Field Ofllco. 2pp. 30550 356 30550.357. 

8505290359 Informs of complellon of approved procedures in abandonment of welfs at 
Oshoto In situ U mining test site Seeding around 15 wells In "Five Spot" field complet- 
ed on 850412-13. 

STOICK,AF ND Resourcos, Ino 85/04/23. RUYLE,R. Wyoming, State of. Ip. 
30616.363-30615.363 


DOCKET 40-8674 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8605230074 Forwards schedule for decommissioning per P Hlldenbrand 
request Decontamination & haulage of decontaminated soils expected to be complet- 
ed by 650615 Request for termination of License SUA-1326 will follow 
GERDEMAN,F.W. Plateau Resources, Ltd. 85/03/22. SMITH,R 0 Uranium Recovery 
Field Office. 2pp 30 547. 3 62-3 0547^3 83. 

6505160480 Issues Amend 10 to License SUA-1 326, describing responsibilities of direc- 
tor of regulatory affairs & insp & ALARA requirements 

SMITH,R D, Uranium Recovery Field Office. 85/04/12. GEROEMAN,F Plateau Re- 
sourcos, Ltd 2pp. 30448 284-30448’288 

-8505160408 Reviews licensee 850126 & 0322 applications for emend to License SUA- 
1326 re organizational changos.Recommends that License Conditions 10 & 19 bo 
amended as slated 

HlLOENBnAND,P., HAWKINS, E.F. Uranium Recovery Field Office 85/04/09. Uranium 
Recovery Field Office 3pp 30448:286-30448.208. 


DOCKET 40-8675 ENERGY FUELS NUCLEAR, INC., DENVER, CO 

8S05210601 "Semiannual Environ Monitoring RepLJul Dec 1984.'* W/850410 Itr. 
ROBERTS,HR Energy Fuels Nuclear, Ino 84/12/31, BRICH.R. Uranium Recovery 
Field Office. 9pp 30523 234-30623'242 

8505 160301 Nolifles that review of 850313 submittal Indicates that no addi cleanup 
work necessary. Site decommissioned per License SUA-1 328 & applicable regulatory 
requiremonls Lrcenso SUA-1 325 terminated 

SMITH,R.D Uranium Recovery Field Office 05/04/08. ROBERTS,H Energy Fuels 
Nuclear, Inc. Ip. 30449:341-30449*344. 

-8505160309 Submits review of licensee 850313 amended decommlsslor>lng 
rept.Faclllty decommissioned satisfactorily & all contaminated matl 
re moved. Re com mends that licensee be notified that License SUA-1326 terminated 
BRICH.R.F., HAWKINS, E.F. Uranium Recovery Field Office. 85/04/06. Uranium Re- 
covery Field Office. 3pp. 30449.342-30440:344 

8606130489 Informs of release from Decommissioning & Reclamation Bond G10 
063434 0, Issued by North River Insurance Co, effective Immediately, 

SMITH, R D. Uranium Recovery Field Office. 05/04/16. ROBERTS, H.R Energy Fuels 
Nuclear, fnc. Ip. 3 029 9:3 6 5 -3 020 9:3 5 5. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR, INC., DENVER, CO 

8605230615 informs that general content of renewal application for License SUA-1358 
acceptable, Current license will remain valid throughout renewal period. 

HAWKINS,E.F Uranium Recovery Field Office 86/02/25 SPARLING.D. UMETCO 
Minerals Corp. (subs of Union Carbide Corp.), Ip 30546' 153-30545 153. 

8505210604 Advises that Fourth Quarter 1684 data on sodium & calcfum for monitor 
wells In error, due to error In analytical procedures. Data for fourth quarter will be cor- 
rected 8 l submitted In next rept.Fir5t results & rerun results end 
SCHIERMAN.S.L UMETCO Minerals Corp. (subs of Union Carbide Corp). 85/03/28 
H1LDE0RAND,P NRC - No Detailed Affiliation Given. 2pp. 30523:232-30523:233 

8505090625 Submits review of semiannual environ monitoring rept for While Mesa Hill 
for Jul Dec 1984, per 10CFR40 65 & License Condition 28 of License SUA-1350,Dal0 
Includes air particulate 8ampllng,water sampling & vegetation sampllna, 
HILDENBRAND.P.. HAWKINS.E.F. Uranium Recovery Field Office. 05/04/11 Uranium 
Recovery Field Office 3pp. 30235:307-30235:309. 


6505310349 Expresses concern over iow priority of NRC tovirard renewal of License 
SUA-1358 St lack of progress toward approval License renewal must be complelod by 
851001 

VINCELETTE,M,D Energy Fuels Nuclear, Inc 05/04/12 SMITH, R.D. Uranium Recov- 
ery Field Office 2pp 30061 358-30601 359 

8506150473 Advises of issuance of Amend 28 to License SUA-1 358, adding Condition 
33 concerning fmplemenlation of groundwater detection monitoring program 
SMITH,RD Uranium Recovery Field Office 05/04/24 UMETCO Minerals Corp 
(subs, of Union Carbide Corp ) Gpp 30438 078*30438 067 

-8505150480 Supports Amend 28 to License SUA-1 368 re proposed detection monitor- 
ing program Fully operational program musi have reliable data on background levels 
ot monitored parameters 

KONWINSKI.G R , PETTENGILL,H J Uranium Recovery Field Office 86/04/24 Urani- 
um Recovery Fiofd Office. 7pp 30438.081-30438 087 

6505100135 Summarizes 650403 meeting w/UMETCO Minerals Corp, Energy Fuels Nu- 
clear & NRC ro license renewal Vincelfelte expressed concern that renewal of license 
would not be complete by desired startup of ore processing expected on 851001 
SMITH, R D. Uranium Recovery Field Office 85/04/26 SHORTRIDGE.E.W UMETCO 
Minerals Corp (subs of Union Carbide Corp,) 2pp. 30286,144*30286145 

6505100472 Forwards certain documents re recent Issuance of parent company guaran- 
tee for decontan)lnallon,decommi88lonlng, reclamallon 8 long-term survofllance at 
White Mesa Mill, located near Blanding.uf W/o ends 

HAWKINS.E F. Uranium Recovery Field Office 85/04/26 JONES, M Colorado, State 
of Ip 30270 305-30270 305. 

8S05130241 Requests info required by end Apps A,0 & C of Rog Guido 3 0, "Prepara- 
tion ol Environ Repls for U Mills" by 860509 in order to complete review of 050130 
application for renewal of License SUA- 1358 

JIERREE.CC. Uranium Recovery Field Ofiico 85/04/29. SPARLING,D K UMETCO 
Minerals Corp (subs of Union Carbide Corp ) lOpp 30378 24 2-3037a 251. 


DOCKET 40-8664 WESTERN NUCLEAR, INC , LAKEWOOD. CO 


8505230242 Notifies that R Collins replaced G Qogden as Western Nuclear liaison w/ 
nucfear agenclos,effeclive Immediately 

MORRIS, JS Western Nuclear, Inc. (subs of Phelps Dodge Corp). 85/03/20 
HILDENBRAND.P. Uranium Recovery Field Office. Ip 30560 350 30550 356 


DOCKET 40-8697 ROCKY MOUNTAIN ENERGY CO., DENVER, CO 


8505200622 Discusses restoration of Pattern I well field at Reno Crook In Situ Loach 
site. Acid feach test conducted fn 1979 unsuccessful due lo problems w/re action of 
acid lixivlant Info 

SCHMinOIEL.P. Wyoming, State of. 85/04/10. Wyoming, Slate of 12pp 30501 117- 
30501:120. 

850S230406 Issues Amend 8 to License SUA- 1338, approving 650401 decommissioning 

^ /listed mods 

,R.D Uranium Recoveiy Field Office. 85/05/03, NEUMANN.M Rocky Mountain 
Energy Co 2pp 30S47'002-3(}547 009 

~8506230416 Recommends Issuance of Amend 0 to License SUA-1 33 B.appfOvln9 
860401 decommissioning plan for facility w/addition of noted requirements 
WASTLER.SL. HAWKINS.E F Uranium Recovery Field Office 85/05/02. Uranium 
Recovery Field Office. 6pp 30547-004-30547-009 

6505310389 Requests addI info re 650312 submittal of results of all groundwater sam- 
pling conducted since June 1081 on Pattern 1 welfs to determlno If restoration & sta- 
bilization of gfOur>dwater achfeved.NRC review prosenled In end 
HAWKINS.E.F. Uranium Recovery Field Office. 86/05/15. NEUMANN,M Rocky 
Mountain Energy Co. 2pp 30681 ‘337-30681 ;342, 

»e&05310398 Discusses restoration & stabilization of groundwater irt Rocky Mountain 
Energy Co Pattern 1 wells. Addi Info re water quality analysis & Investigation of Injec- 
Ifon wells requested 

WASTLER.S.l., HAWKINS, E.F. Uranium Recovery Field Office 85/06/15. Uranium 
Recovery Field Office 4pp. 30601:330.30601.342. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD,, QRAtlD JUNCTION, CO 


0505170190 Forwards revised "Groundwater Detection Monitoring Program,'' Revs 
made to comply W/EPA health & environ prolGclion aids for U mill lalllnga,per 
10CFR40.102. 

QERDEMAN.F.W. Plateau Resources, Ltd. 84/09/27 SMITH, R D. Uranium Recovery 
Field Office 2pp. 30477:134-30477:142. 

-B505170196 "Groundwater Detection Monitoring Program" W/one oversize 
map Aperture card available In PDR. 

* Plateau flesourceB. Ltd. 04/09/27. 7pp. 30477.138 30477:142, 

6505160479 Requests approval of proposed rev & renewal ol Hr of Credit 46340 which 
provides surety for decommissioning & reclamation ol Shoot arlng Canyon U Process- 
mg Facility, per Condition 39 of License SUA-1 371. 

QERDEMAN.F.W, Plateau Resources, Ltd. 85/01/07 Uranium Recovery Field Office, 
Ip. 3O448'2a9-3O440'289. 

8505020052 toficatlon to amend License SUA- 1371, reflecting changes in organization- 
al structure poo paid 

QERDEMAN.F.W. Plateau Resources, Ltd 85/03/22. SMITH, DR. Uranium Recovery 
Field Office. 6p|>. 30140 023-301 40.027 

8505020042 FonArards payment of fee for 850322 submittal changing organizational 
structure & 850315 Itr re groundwater detection sys 

QERDEMAN.F.W, Plateau Resources, Ltd. 85/04/12. Uranium Recovery Field Office. 
1p 30130:277-30130.277. 
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DOCKETED ITEMS 


8505160131 Forwards Amend 21 to License SUA* 1338, adding Condilion 50 re ground^ 
water delecton monilodnq pfogram to onsura compliance W/40CF n 192 32(85(2) GR 
KonwInsKi 850422 supporting rmemo also ancL 

SMITH.R D. Uranium Recovery Field Office 86704/22 Plateau Resources, Ltd 3pp 
30455 330 30455351 

-8505160138 Amend 21 lo Licensa SUA-1 338, adding Condition 50 re groundwater de- 
tection moniloring progfam 

SMITH.R a Uranium Recovery Field Office 85704/22 11pp 30465333-30455 343 

“8508160138 Submits review of licensee 940927 proposed detection monitoring 
program, fn support of issuance of Amend 21 to License SUA-1 33B 
KONWINSKI,G R , PETTENGILL.H J Uranium Recovery Field Office 85/04/22. Urani- 
urn Recovery Field Office epp 30455^344-30456 351. 

8605160567 Forwards Amend 22 lo License SUA-t371, revising Conditions 11,20 & 21 
to Incorporate organizational changes. 

SMITH,R D Uranium Recovery Field Office B5/04/29 GERDEMAN,F Plateau Re- 
sources, Ltd 3pp 30445 297-30445313 

“8505160570 Amend 22 lo License SUA-1 37 1 ,aulhon 2 ing use of inalural U in licensee 
U mil ling fecdiUes in Garfiofd County.UT 

SMITH,R D Uranium Recovery Field Office 85/04/29 lipp 30446'300 30445 310 

“8505160573 Discusses Amend 22 to License SUA-t371 for Plateau Resources 
Ltd Recommends that License Conditions 11,20 & 21 bo revised to include listed or- 
ganf^ationa! changes 

JIERREE.CC, PETTENGILL.H J Uranium Recovery Field Office $5/04/29 Uraraum 
Recovery Field Office 3pp 30445 311-30445 313 

8505160289 Forwards Amend 23 to License SUA-1 3 71, revising Condition 50 re Imple- 
mentation of grouncfwBler detection monilofing program to ensure compliance w/ 
40CFR192 32 

SMITH.R 0 Uranium Recovery Field Office e5/04/3l> GERDEMAN.FW Plateau Re- 
sources, Lid. 3pp 30450 01 5-30450 029 

“8S051 60295 Amend 23 to License SUA-1371 for Plateau Resources.Ltd, revising Con- 
dition 50 re implementation of groundwater detection monitoring program to ensure 
compliance w/ 40CFR 192.32 

SMITH, R 0 Uranium Recovery Reid Office. 85/04/30 lipp 30450 018-30450 02B 

“8505160302 Discusses fee exemplron for Amend 23 to Llcerrse SUA 1371 for Plateau 
Resources Ltd Amend Issued to correct U Recovery Field Ofc error & should be fee 
exempt 

JIERREE.CC, P£nENGlLL.HJ Uranium Recovery Field Office 85/04/30 
I4ILLER,W O. License Fee Management Branch Ip. 30450 029-30460 029 


“8505290108 Discusses restoration 8 stabilization of Collins Draw site A-1 & B wel 
fields Methods of restoration not properly utilized Detailed plan for addi roslomtion oj 
i-Sand, Including consideration of listed info, requested , , , 

WASTLEB.SL, HAWKINS.EF Uranium Recovery Field Office 85/05/15 Uranium 
Recovery Field Office 9pp 30629 323-30629 331 


DOCKET 40-8727 KERR-MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 

8505230764 Application for termination of License SUA-t378 Const of U recovery facili- 
ties & solar evaporation pond deferred Indefinitely Reclamation 8i reslorabon proce- 
dures outlined m Section 5 O of NRC EIA would not apply „ 

STAUTER.J C Korr-McGee Corp 85/02/25 SMITH.R D Uranium Recovery Field 
Office Ip 30543 275-30543 275 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO., INC., CASPER, WY 

8505020055 Ack receipt of 850328 fir re Amend 12 lo License SUA-1 378 Costs rnust 
be identified In proposed plan in order to obtain internal approvals Confirms submlHal 
dale of 850501 

VELASQUEZ.J R Teton Exploration Drilling Co . Inc (subs of UNC Resources, Inc ) 
85/04/01 SMITH, D Uranium Recovery Field Office Ip 30140 022-30140 022 

8505160144 Issues Amend 12 to License SUA-1 373, incorporating schedule for cfocom- 
missioning In Condition 38 to modify submittal dale for aetailerf site decommissioning 

ImITH.ro Uranium Recovery Field Office 85/04/12 VELASQUEZ.J R Teton Explo- 
ration Drilling Co, Inc (subs of UNC Resources, Inc) 3pp 30449 281-30449 263, 

8505310416 Forwards RA Garling.SA McArt & author resumes.per 050417 
meeting Review requested for approving individuals as radiation safely officer & radi- 
ation safeN technician for decommissioning of site W/o ends 
APPEL.RR Affiliation Not Asslcncd 85/04/18 WASTLER.S L Uranium Recovery 
Field Office ip 30670 363-30670 363. 


docket 40-8760 EDLOW INTERNATIONAL CO., WASHINGTON, DC 

8506170360 PNO 111 85 041 by Ilf did 86O5O9.llcens08 notified NRC of plans to close U 
storage facility In East St Louis.lL by 850831 UF6 no longer In slorage Requests that 
NBC cease license renewal process & authorize use until 850631 
WALLETT.BS, AXELSON.WL Region 3. Office of Direclor B5/05/14 Ip. 
30442 1 77-30442 177 


DOCKET 40-8714 CLEVEUAND-CUFFS IRON CO.. CIEVEUMD. OH 

8505230207 "Quarterly Repl for Apr-Jure 1984 " W/840727 Ur 
WODEK.DJ Cleveland-Cfifls fron Co 84/06/30 SMITH, R D Uranium Recovery Field 
Office aspp 30549 335-30549 362 

B60S23012S ’’Quarterly Repl for Jul-Sept 1984 ” W/8411 14 Itr 
WODEK.DJ Clevefand-Cfiffs Iron Co 84/09/30. SMITH, R D Uranium Recovery Ffeld 
Office 29pp 30550 307-30550 335 


DOCKET 40-8768 KERR-MCQEE NUCLEAR CORP,, OKLAHOMA CITY, OK 

8505230100 Submits evaporation pond leak status reptAddI /eak indicated after Ice 
melted Heating unit brought in late Mar & all remaining ice melted Testmg of repairs to 
west ceff liner now scheduled for early Apr 

FREEMAN.M.D, Sequoyah Fuels Corp (subs of Kerr-McGee Nuclear Corp) 85/04/ 
03 HAWKINS.e . HfLDENBRAND.P Uranium Recovery Field Office Ip 30645 360 
30545 360 


8505230147 "Quarterly Repl for Oct Dec 1984," per License Condition 29 W/B50125 
Itr 

WODEK.DJ. Cleveland-Cliffs Iron Co. 84/12/31. SMITH.R 0 Uranium Recovery Field 
Office 3lpp 30547.326-30547.361 

8505310563 "Quarterly Repl for 650101-0331*' per License Condition 29 W/850425 Ur 
WODEK.DJ Cleveland Citffs fron C?o 85/03/31. SMITH.R 0 Uranium Recovery Field 
Office 31pp 30684*1 70-30634 200. 

0505 170415 Responds to 850107 proposal to seal wells at Collins Draw U In Situ Leach 
Project Instead of fecanlouring,relopsoinng A reseeding area fdentrfies problems thal 
must be worked out before approval given. 

MOONEY.G Wyoming, Slate of 86/04/04 LOUDER B ACK, T E. Cleveland Cliffs I/on 
Co 4pp 30484 145-30464^148. 

6505170422 NoUfies Of 350425 meeting w/NRC »n Cheyanir>e,WY to discuss groundwat- 
er realoratioft & reclamation for Clev^and Cliffs Collms Draw In Situ Leach site 
RANDEN.LD Wyoming, Stale of 85/04/09 LENNOX.D. MOONEY.G . HOGG, S Wy- 
oming. Stale of. Ip 30484.144 30484.144 

8505130498 Summanzes GS0125 quarterly repl for Fourth Quarter 1984, submilted in 
accordance w/Ucense Condi tkm 29 Facility remalrred shut down during quarter 
WASTLER.S L, HAWKfNS.EF. Uranium Recovery Field Office 85/04/11. Uranium 
Recovery field Office. 2pp 30299 361-30299 352 

8505160038 Issues Amend S io Ucenso SUA-I352,addmg Condition 35 to approve de- 
cojnmfssiomng plan for Collins Draw site DecommissionJng may proceed following 
NRC approval of site restoration & sfabifizetion 

8MITH,fl D, Uranium Recovery Reid Office 05/04/19 LOUDERBACK,TE Cfeveland- 
CliffS Iron Co 2pp. 30449 109-30449.114 

“8505160093 Reviews decommissioning plan for Coffins Draw Jn Situ Leach 
Protect Vendor adequately aetermined proper course of 
decommission/Dg Impfemeniation of plan cannot begin until NRC approves site resto- 
ration 

WASTLER.SL, HAWKINS, E.F Uranium Recovery Retd Office. 85/04/17 Uranium 
Recovery Reid Offfce 4pp 30449111-30449-114 

6505230461 Discusses 650425 quarterly repl for Jan-Ma/ 1985 Facility remained shut 
down A aclivilfes fimiled to biweekly rrMjnllonng & envfron & Jn plant radiofogicaf monf- 
tOnng. 

WALLER .S L, HAWKINS.EF. UranJun> Recovery Reid Office 85/06/02. Uranium 
Recovery Field Office 2pp 30544*346-30544:347. 

6505290105 Forwards detailed res alls of review of alf data available re restoration & 
stabifi;!ation of Collins Draw site Resloratfon & stabilization not achieved Plan for addI 
resloralion. Including items in end memo, requested 

HAWKINS.E.F. Uranium Recovery Field Offfce 65/05/13. LOUDERBACK,T E Cleve- 
larMJ-CJiffs lror> Co. Ip 30629 322-30629.331, 


8505100489 Reviews Third Quarter 1964 rept for Q & O Sands R&D in situ leach 
protect (Jul-Sept 1964) submitted by 350109 Itr.rn accordance w/ License Condition 52 
of Lcense SUA-1 387 Alf data within applicable limits 

HfLDENBRAND.P, HAWKINS.EF Uranium Recovery Field Office 85/04/09 Uranium 
Recovery Field Office 3pp 30270 327-30270 329 

8505160153 Submits review of ALARA audit rept for Sequoyah Fuels Corp "0” A "Q"* 
Sands R8D Jn Situ Leach Project for May Oct 1 994 Licensee adhering to ALARA phi 
fosqphy of Reg Guide 8 31 

HILOENBRANd.P , HAWKfNS.E F U/anium Recovery Field Office 05/04/09 Uranium 
Recovery Field Office 4pp 30449 207-30449 210 


DOCKET 40-8781 TETON EXPLORATION DRILLING CO., INC., CASPER, WY 


$505300486 Summary of 850429 meeting w/Unlled Nuclear Corp, Teton & British Cen- 
tral Electricity Board re potential for transfer of License SUA-1403 fo British Central 
Electncity Board List of attendees enci 

WASTLER.SL. HAWKINS.EF Uranium Recovery Field Office 85/05/14 Uranium 
Recovery Field Office 4pp 30651 074-30651 077 


DOCKET 40-8783 URANERZ USA, INC , CASPER, WY 


8505300475 "Quarterly Rept.First Quarter 1985 " W/650423 Itr 
SOMERVILLE, KG U/anerz USA. Inc 85/03/31 HAWKINS.E Uranium Recovery 
Field Office 214pp 30635 042-30635 255 nouovery 


8505310600 Discusses baseline water quality determination for mmerafized 20 sand 
aquifier Rev to table defining baseline water quality conditions recommended for com- 
parisons of addf collected samples 

FINLEY ,J, Uranert USA, Inc 85/03/26 Uranerz USA, Inc 5pp 20684 165-30684 189 


8505230454 Discusses ffuctualing water levels wilhln aquifers due to oil well activity oer 
850401 tefcon.Monftoring of situation will be continued & rept made ff major devialions 
reported 

SOMERVILLE, K G Uranerz USA, fnc 85/04/02 HAWKINS.^, Uranium flecove/v 
Field Office 4pp. 30644 356 30544 369 uranium necovery 


DOCKET 40*8786 URANIUM RESOURCES, INC., RICHARDSON, TX 


8505160291 Discusses fnsp of NRC files on 850312 during review of applications for 
amends to license SUA-1 400 & forwards notice of violation app'icaiions tor 

HAWKINS.E F U/anlum Recovery Field Office 85/04/05. RICHARDSON Uranium Re- 
sources, fnc Ip 30449.354-30449 356, uianum «e 
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*<0505160296 Notice of violation from Insp of NRC files on 850312 Violations 
noted repts required per License Conditions 23,25 & 35 not submitted 
' NRG - No Detailed Aftiiialion Given 05/04/05 2pp 30449 355 30449 356 

6505200626 Submits analysis of data re restoration & stability of R&D North Platte 
Project Protection of groundwater resources of paramount importance Adherence to & 
implementation of 850503 operating plan expected by B506O1 
RANDEN.LD, GARLAND.B Wyomina Slate of. 85/04/16 PELIZZA,M Uranium Ro 
sources, Inc 2pp 30501 129-30501 130 

8505200099 Responds to 650405 Itr re violations to License SUA-1400 Corrective 
actions quarterly repts re R&D in site test program status will be submitted & reclame 
tion bond will be submitted annually 

PELIZZA.M S Uranium Resources, Jnc 85/04/26 HAWKINS,E F. Uranium Recovery 
Field Office Qpp 30502 342-30502 349 

8505290002 Ack receipt of 850426 Itr informing NRC of steps taken to correct violation 
noted in 650405 lir Reply responsive to concerns raised in notice of 
viofatlon Implementation of corrective actions will be reviewed during future insps 
HAWKINS,E F Uranium Recovery Field Office 85/05/09 RfCHAHDSON Uranium Re- 
sources, Inc. Ip 30620 357-30629 357 


DOCKET 40<8629 WYOMING FUEL CO.. LAKEWOOD. CO 

8505290126 Forwards memo outlining NRC comments & requests for addi Info re 
650402 & 04 submittals concerning amend to License SUA-1441 
HAWKINS,E F. Uranium Recovery Reid Office. 65/05/10, COLLINQS,S Wyoming 
Fuel Co Ip 30629.314-30629 317 

-8505290132 Comments on locations for in plant survey of airborne natural U & radon 
or radon progeny at Crow Butte project & minor const & design mods Listed Info re 
quested. 

WASTLER,SL, HAWK!NS,E F. Uranium Recovery Field Office. 65/05/10 Uranium 
Recovery Retd Office 3pp 30620 315 30629 317. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 60<2 FORD NUCLEAR REACTOR 


-*8505200070 Public version of emergency implementation procedures. Including Rev 3 
to IP-1004 re post-accident offslle environ surveys, sampling & counting & Rev 16 to 
lP-1027 re site personnel accountablility & evacuation 

* Consolidated Edison Co of New York, Inc 85/02/04 40pp 30503 013 30503.052 

8605200505 Forwards public version of revised emergency plan implemenUng 
procedures, including IP-1002 "Emergency Notification & communicatfon" & IP-1007 
‘‘Determination of Magnitude of Release " W/850408 release memo 
SELMAN.M Consolidated Edison Co of New York, Inc 85/04/30. MURLEY,T E 
Region 1, Office of Director 3pp 30501 248-30501,319 

-6505200510 Public version o1 revised emergency plan implemenling 
procedures,lncluding IP- 1002 "Emergenev NolUlcalion & CommunlcalJon" & IP-1007 
Determination of Magnitude of Release & Exposure Rate “ 

* Consolidated Edison Co of New York, Inc. 85/04/30 80pp, 30501 249-30501 319 

8505230386 Forwards "Post Exorcise Assessment B50410 Remedial Exercise of Radio- 
logical Emergency Preparedness Plans of NY State & Westchester, Rockland, Orange 
& Putnam Counties for Indian Point Nuclear Power Station " 

KRiMM,R W. Federal Emergency Mana^ment Agen^. 85/05/17. JORDAN, E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 2pp 
30532*319 30533.077. 

-0605230404 "Post-Exercise Assessment 850410 Remedial Exercise of Radiological 
Emergency Preparedness Plans of NY Slate & Westchester, Rock land .Orange & 
Putnam Counties for Indian Point Nuclear Power Station " 

* Federal Emergency Management Agency 85/05/10, 118pp 30532 321-30533*077 


P. Operating license stage documents & correspondence 

8505200001 Further response to FOIA request that records ro 15 listed FIN files bo 
made available In PDR App C & D records available In PDR Review continuing 
FELTON, JM Division of Rules and Records. 84/09/20 SHOLLY.SC, Union of Con 
corned Scientists 12pp 30503 072-30503 093 

-8605200133 Requests reprogramming of Mated FYSQ funds due to changes In sched 
ule of severe accident ectivilTos Revised project Identification summary end. 

BOYD.S.M Division of Systems (ntegratlon (post 811005) FIN A-3711 63/07/26. 
FUNCHES,J Planning & Program Analysla Staff lOpp 30503 219-30503 228. 


F. SecuritVi medical, emergency & fire protection plane 

8505100373 Forwards revised emergency plan procedures for Ford Nuclear Reactor & 
"Ann Arbor Emergency Plan " 

VOQEL,S J. Michgan, Univ of, Ann Arbor, Ml 05/04/26 NRC - No Detailed Affiliation 
Given 2pp 30245 162-30245.109 

-8606100374 Revised emergency plan Implementing procedures.Includmg RTU 36 2, 
"Duress Alarm," RTU 39-3, "Reactor Door Intrusion Alarm," RTU 39-4, "Fuel Vault 
Intrusion Alarm" & RTU 30 6, "Fire Alarm." 

• Michigan, Univ of, Ann Arbor, Ml. 05/04/15 10pp 30245 164-30245 179 

-8505100375 “Ann Arbor Emergency Plan." 

* Michigan, Univ of, Ann Arbor, ML 85/04/15 lOpp 30245.180 30245*109 


8505230001 Partial response to FOIA request for records contained in 15 FIN 
files Forwards documents listed In App E Search continuing 
FELTON, J.M. Division of Rules and Records. 84/10/02 SHOLLY.S.C Union of Con- 
cerned Scientists 17pp 30557.001 -30557-019 

-8302020220 Forwards std order for DOE work "Safety Evaluation of Core Melt 
Accldents.Indlan PoInt-OR & Zlon-OR," providing addI funding for FY63 
MATTSON,R J Division of Systems Integration (post 811005) FIN A 371 2. 83/01/24. 
OGEKA,G.J. Energy, Depl of Ip 30559-260-30556-262 

-8302020229 Std order for DOE work "Safety Evaluation of Core Moll Accidents Indian 
Point OR & Zion OR," Issued to BNL 

MATTSON, R J Division of Systems Integration (post 811005) FIN A-3712-3. 83/01/ 
24 2pp 30659 261-30559*262 


Q. Inspection reports, IE Bulletins & correspondence 

8505100163 Forwards Exam Rept 60-002/OL-B6 01 of exam administered during wk of 
050429 

REYES,L.A. Region 3. Office of Director. 05/06/07 BURNS, B Michigan, Univ of, Ann 
Arbor, Ml, 1p 30245:315-30245-317 

-85D5100159 Exam Rept 50 002/OL-85 01 from wk of 05O429.Exam results all three 
candidates passed all sections of exams 

REJDINQEaT.D., MCMILLEN,JI. Region 3, Office of Director. 65/05/07 2pp 
30245*316-30245*317 


V. Operator Examinations 


-8308160343 Forwards std order for DOE work. "Safety Evafualion of Coro Melt 
Accidents, Operating Reactor Reviews for Indian Point & Zion “ 

MATTSON, R.J Division of Systems Integration (post 811005) FIN A-3712 83/08/04, 
OQEKA.QJ Energy, Dept of Ip 30559.289-30559 272 

-8308160360 Std order for DOE work "Safety Evaluation of Coro Melt 
Accldents.Operating Reactor Reviews for Indian Point & Zion," awarded to BNL 
MATTSON,h.J Division of Systems Integration (post B11005) FIN A-3712-3 83/08/ 
04 3pp 30559*270-30550:272 

-8506230202 Requests BNL proposal for technical assistance under FIN A-3712, 
“Safety Evaluallon of Core-Melt Accidents. Indian Point Operating Reactor & Zion Op 
orating Reactor,” Statement of work end 

MArreON.R J. Division of Systems Pniogration (post 811005) FIN A-3712. 02/11/29 
OGEKA,G,J. Energy, Dopi of 18pp. 30559-228-30559 245. 


8005100153 Forwards Exam Rept 50 OO2/OL-06-O1 of exam administered during wk of 
050429. 

REYES, L A Region 3, Office of Director. 85/06/07. BURNS, B. Michigan, Univ of, Ann 
Arbor, Ml Ip 30246.316-30245,317. 

-8505100169 Exam Rept 50 OO2/OL-05-O1 from wk of 850429.Exam resulls-all three 
candidates passed all sections of exams 

REIDINGER.T.D, MCMILLEN,J 1. Region 3, Office of Director. 86/05/07 2pp 
30245 316 30246 317. 


DOCKET 60-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 


6505220316 Forwards public version of emergency plan li^lementing 

procedurea.lncluding App A ro emergency roster & App B re Con Ed medical 
depl.consultants & agencies , 

OTOOLE,JD. Consolidated Edison Co. of Now York, Inc 86/01/16. MURLEY.T.E. 
Region 1, Office of Director. 2pp, 30536:044*30536 067, 

-8605220323 Public version of revised emergency plan irnplementing 

procedures, Including App A ro emergency roster & App B ro Con Ed medicat 
dept. consultants & agencies & lable of contents W/JM Felton 650613 memo 
‘ Consolidated Edison Co of New York, Inc 84/12/30. 21 pp 30536-046-30536,067. 


8S06200068 Forwards public version of emergency Imptementatlon procedurea.lncluding 
Rev 3 to IP'1004 re post-accident offsite environ surveys,sampling & counting & Rev 
16 to IP-1027 re site personnel.W/66051 3 release memo. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/02/04. MURLEY.T E. 
Region 1, Office of Director 3pp 30503:010-30503:052 


-8506230213 Project & budget proposal for NRC work. "Safely Evafualion of Core Moll 
Accidents Indian Point Operating Reactor & Zion Operating Reactor." 

PR ATT, T. Brookhaven National Laboratory FIN A 3712. 82/12/03 MEYER, J NRC - 
No Detailed Affiliation Given 0pp, 30559.246 3065fi'263 

-BS05230229 Forwards std order for DOE work; “Safety Evaluation of Core-Melt 
Accidents, Indian Point Operating Reactor & Zion Operating Reactor," accepling BNL 
821203 proposal & providing funds to begin work. 

MATTSON, RJ Division of Systems Inlagration (post 811005). FIN A-3712 52/12/30 
OGEKA,Q J. Energy, Dept of 2pp. 30559.264-30559 255 

-8506230236 Std order for DOE work- "Safety Evaluation of Core-Melt Accidents Indian 
Point Operating Reactor & Zion Operating Reactor.” 

MATTSON.RJ Division of Systems Integration (post 811005) OQEKA,Q J. Energy, 
Dept of, FIN A-3712. 82/12/30 3pp 3O559-266-3O569.260 

-8506230249 Forwards executed std order for DOE work: "Safely Evaluation of Core- 
Melt Accidents-Indian Point Operating Reactor & Zion Operating Reaclor." 

OGEKA.e J. Energy, Depl oi FIN A-3712, 03/01/10 DANDOIS.D.B. Division of Ac- 
counting & Finance, 1p 3D559'269-30569*269, 

-6505230285 Forwards executed std order for DOE work, "Safety Evaluation of Core- 
Melt Accldents.Indlan Point Operating Reactor & Zion Operating Reactor," 

OGEKA,G.J. Energy, Dept of FIN A-3712. 83/02/10. DANDOIS,O.B. Division of Ac- 
counting & Finance Ip 30559 263-30659.263. 

-8505230295 Forwards DOE 830226 notice, of closeout disposition of equipment for 
FIN A 3392 Requesls concurrence w/transfer of equipment to FIN A-3712 
GRENIER, B.L Technical Suppori Branch. FIN A-3712. 83/03/14. TING,R NRC ■ No 
Detailed Affiliation Given. Ip 30559*264 30569 264 
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~&505230305 Forwards property certirication of equipment purchased under FIN A- 
33d2.0ispositk{)n Instructions requested by 830315 

OGEKA.Gi Energy, DapI of FINA-3712 83/02/25 MATTSON, RJ Division ol Sys* 
lems fnlegration (post 811005). 2pp 30559 265 30559 286 

-8505230320 Requests reprogramming of funds from FINs B-8625 & B 0934 to FIN s A- 
3712 & A 3711 

BOYD.S, OiWsion of Systems Imegration (post 811005) FIN A 3712 83/07/26 
PUNCHES, J Technical Support Branch 2pp 30559 267-30559 26B 

-8505230348 Forwards executed sId order for DOE work "Safety Evaluation of Core- 
Mett Accidents Indian Point Operating Reactor & Zion Operating Reactor 
OGEKA,Q J. Energy, Dopt ol FIN A-3712 83/00/26 DANDOJS.D6 Division of Ac- 
counting & Rnance ip 30559 273-30559 273 


-8506230359 Forwards std order for DOE work: '^Safety Evaluation of Core-Melt 
Accidenfs'Operayng Reactor Reviews for Indian Point & Zion," providing funds for 
work during Oct 1&83 

MATTSONiR J Dtvfsion of Systems Integration (post 811005) FIN A 3712 83/09/02 
OGEKA,GJ Energy, Dept of Ip 30558 25 B -305 SB 258 

-8505230365 "Safety Evaluation of Core-Melt Accidents Indian Point Operating Reactor 
& Zton Operating Reactor," monthly highlights for Jan 1984 

KATO.W.Y, Brookhaven National Laboratory, FIN A 371 2 94/02/13 LYON.W Reac- 
lor Systems Branch 12pp 30559:280-30559 291 

-8505230372 Std order for DOE work: "Safety Evalualion of Core Melt 
Accidents Curating Reactor Reviews for Indian Point & Zior>,’' issued to GNL. 
MATTSON, RJ. Division of Systems Integration (post 811005) OQEKA.GJ Energy, 
Dept, of FtNA-3712-3 63/09/02 3pp 30558 259-30558 291 

-8505230384 Forwards executed std order for DOE work* "Safety Evaluation of Core- 
Melt Accidents Operating Reactor Reviews for Indian Point & Zkin W/o end 
0<aEKA,OJ. Energy. OepL of. FIN A-3712 93/09/14 DANDOfS.OB Division of Ac- 
counting & Rnance Ip 30559 262-30558 262 

-8505230401 Forwards std order for DOE work "Safety EvaJuaton of Coro-Melt 
Accidents Operating Reactor Reviews for Indian Point & Zion," provKfirtg addl funding 
to complete work In Oct 1983 

WATT^N,RJ Division of Systems Integration (post 811005) 83/10/20 OGEKA.GJ, 
Energy, E>epl. of 1p, 30556 263-30556,263 

-8505230443 Sid order for DOE work "Safety EvaluatJon of Core-Melt 
Accident s^Oeeraling Reactor Reviews for Irvdtan Point & Zion/* issued to BNL 
MATTSON*R J Dwsion of Systems Integration (post 811005) OGEKA,GJ. Energy, 
Dept ol. FIN A-3712-4. 83/10/20 3pp, 30558 284 3DS58 266 

-8505230464 Forwards executed std order for DOE work "Safety Evaluation of Core- 
Melt Accidents Operating Reactor Reviews for Indian Point 6 Zion " 

(DGEKA,GJ Energy, DepL of FINA-3712 83/11/16 OANDOIS.DB Division of Ac- 
counting & Finance Ip 30558'267-30558 267 

-6505230482 "Safety Evaluation of Core Melt Accidents'lndian Point Operating Reactor 
& Hfon Operating Reactor," monthly highlights for Jar 1983 

* Srookhaven Nalwnal Laboratory, F8N A-3712 63/01/31 Reactor Systems Branch. 
2pp 30656269-30556269 

-8505230518 "Safety Evaluation of Core Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Feb 1983 

* Brookhaven National Laboratory. FIN A-3712 93/02/28 Reactor Systems Branch 
2pp 30558270-30559 271 


-8585230547 "Safety Evaluation of Core-Melt Accidents Indian Point Operating Reactor 
a Zion Operatfng Reactor," monthly highlights for Mar 1983 

• Srookhaven National Laboratory. FIN A-3712 93/63/31 Reactor Systems Branch 
3pp. 30556 272-30558 274. 

-8505230562 "Safely Bvafuadon of Core-Well Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," rrwnlhly highlights for Apr 1983 

* Brookhaven National Laboraiory. FIN A-37i2 83/04/30 Reactor Systems Branch 
3pp. 30558 275-30558 277 


-8505230573 "Safety Evaluation of Core- Well Acctdenis Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for May 1983 

KATO.WY. Brookhaven National Uboratory FINA-3712 83/06/16 MEyeR.JF Re- 
aclor Systems Branch 7pp. 30958 278'3059B 284 


-6505230586 "Safety Evaluation of Core Mefl Accidents IrKflan Point Operating Reactor 
& Zion Gyrating Ffeactor," monthly highlights for Jul 1 983 

* Brookhaven Nahonaf Laboratory FfN A-3712 83/07/31 Reactor Systems Branch 
2pp 30558 285 30558266 

-8505230593 "Safety Evaluation of Core Mefl Acckfenis* Indian Point Operating Reactor 
6 Zion Operating Reactor" monthly highlights for Aug 1983 
^ Brookhaven National Laboratory FIN A-3712 83/68/31. Reactor Systems Branch 
2pp. 30558 297-30559288. 

-0905230599 "Safety Evaluation of Core-Well Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly h^hlighls for Oct 1 983 

KATO.W.y. Brookhaven Nahonaf Laboratory FIN A 3712 83/11/17, LYON.W Reac- 
tor Systems Branch 4pp. 30558 299-30558 2S2 


-8500230612 "Safety Evaftialion of Core-Melt Accidents Indian Point Operating Reactor 
9 Zion Oi»rahng Reactor," monthly highlights for Dec 1 983 
KATO.wV. Brookhaven NationaJ Laboratory FfN A-3712. 84/01/16 LYON,W Reac- 
tor Sy ale ms Branch 4pp 30559 293-30568 '298 

8505310009 Partial response to FOIA request for documents re NRC contracts for court 
reporier avos Forwards documents fisted in App A App A documanla avaifable in PDR 
FELTON,J.M DivIsioA of Rules and Records NRC-1 7-93 399 84/11/15 RILEY, A 
Tayfoe Associates. 7pp. 30681;1 21 -30681:130 

-8505310123 Notes that transcript quality deferloraied w/change of court reporting 
svcs conUacEorJeyfoe Assoc transcnpls have more errors & numerous lost 
exNbits NRC sbouW place higher prfonty on transcript quality, 

BRADENBURG.B. Consolidated Edison Co, of New York, Inc, 83/07/13. MATTtA.M J 
NRC - No Detailed Affiliation Gfven. Ip. 30681:168-30601:168 


8505060205 Forwards Amends 34 & 94 to Licenses DPR-S & DPR-26. respectively & 
safety evaluation Amends revise Tech Specs to incorporate reporllng requiremenis or 
10CFR50 72 &50 73 

NEIGH80RS.JD. Operating Reactora Branch 1. 85/04/22 OTOOLE.J D. Consolidat- 
ed Edison Co of New York, Inc 3pp 301 B9 267-30109 320 

-8505060215 Amends 34 9 94 to Licenses DPR-5 & DPfl-26, respectively, revising Tech 
Specs io incorporate reporting requirements of iOCFRSO 72 & 50 73 „ 

VARGAS A Operating Reactors Branch 1 85/04/22 29pp 30189 290-30189 31 B 

-8505060222 Safety evaluation supporting Amends 34 & 94 to Licenses DPR-5 & PPR- 
26,r©ap6clwely. 

* Office of Nuclear Reactor Regulation. Director. 85/04/22 2pp 30189 310- 
30189 920 

8504290442 Generic Hr 85-07 to all operating reactor iicensees re implementation of 
Integrated schedules for plant mods Svc list end _ , 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 149-30218 170 

8505090058 Staff requirements memo re 850425 affirm at ion/ discussion & vole iri 
Washington, DC re SECY-85- lOO.CommissIon approved draft order w/ 
mods Commissioner Assetstine disapproved & provided separate views , , 

CHILK.S J Office of the Secretary of the Commission 85/05/03. PLAINE.H H- plllcQ 
of the General Counsel ZERBE,JE Office of Policy Evaluations 1p 30254:014- 
30254 014 

8505230731 Staff requirements memo re CLI 85-06 which directs NRC to accomplish 
listed tasks.induding undertaking study of vulnerability of diesel generator & control 
bldgs to high winds & missile damage 

CH1LK,S J. Office of the Secretary of the Commission 85/05/13 DIRCKS.W J Office 
of the Executive Director for Operations 2pp 30543 261-30543 262 

8805210106 Generic Ltr 85 08 Io all holders of CPs & OLs re 10CFR20 406 termination 
repts • formats 

THOMPSON.H L DMsfon of Licensing 85/05/23, Consolidated Edison Co of New 
York, Inc 20pp 30682 282*30682 301 

8805210131 Generic Ltr B5-10 to all B&W PWR licensees & applicants re Tech Specs 
for Generic Ltr 83-28, Items 4.3 & 4 4 

THOMPSON, H L Division of Ucensing 85/05/23 Consolidated Edison Co of New 
York, Inc 15pp 30670 335-30670 349 


Q. Inspection reporta, IE Bulletins 6 correspondence 


6504250452 IE Info Notice 85-034, "Heat Tracing Contnbutes to Corrosion of Stainless 
Steel Piping " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineenng Response (Post 
830103) 85/04/30 Consofidated Edison Co of New York, tnc 107pp 30115:185- 
30115 291. 

8504250455 IE Info Notice 85-035, "Failure of Air Check Valves (o Seat " Svc list end 
JORDAN, EL Division of Emergency Treparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, fnc lOSpp 30115 077- 
30115184 

8805060418 iE Info Notice 64'S2,Supp[ 1, "Inadequate Mat! Procurement Controls on 
Part of Licensees 6 Vendors " 

JORDAN.E L Division of Emergency Preparedness 6 Engineering Response (Post 
830103) 05/05/08 Ck>nso/idated Edison Co of New York, Inc lOpp 30615 338- 
30815 347 

8505200168 IE info Notice 85 038. "Loose Parts Obstruct CRD Mechanism " 

JORDAN.E L Division of Emergeni^ Preparedness & Engineering Response (Post 
930103) 85/05/21 Consolidated Edison Co of New York, fnc 4pp 30667 356- 
30667 359 


T, Hearing transcripts on non-antltruat matters 


8505060527 Transenpt of Commission 650425 meeting In Washlngton.DC re approval of 
final decision !n special proceeding Pp 1-4 
* Commissioners 85/04/25 8pp 30187 237-30187 244 


DOCKET 60-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 


8505150126 ROon 650503,durlng annual fue) insp.l2 weight % TRIGA fuel element in 
ring B of core found swollen & unable to be removed from grid. Integrity of fuel ele- 
ment Intact Element to be stored & no longer used at facility, 

LEVINE.SH. Pennsylvania Stale Unfv., Lfniversify Park, PA 85/05/07. THOMAS.C R, 
Standardization 6 Special Projects Branch Ip 30395,181-30395 181 


DOCKET 60-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


f, Securltyt medteat, emergency 6 fire protection plans 


8506080164 Rev 11 to "Offsite Dose Calculation Manual " 

GALLE.D Commonwealth Edison Co 85/03/31. 300pp 301 99. 2 92-3 0200 ’222 


8506210307 Revised emergency plan Implementing procedures.lncluding Rev 1 to EP/P 
300-18. "Delermlnaljon ol Extent of Core Damage under Accident Condition" & Rev i 
to EPfP 200-14, "High Radloaclrve Surface Contamination," W/850515 ltr 
SCOTT, D.J. Commonwealth Edison Co. 85/05/15 DENTON.H R, Office of Nuclear 
Reactor Regulation, Director 68pp 3 04 9 8. 284 -304 98' 341 
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0505170111 Fonvards two revised oversize onsite & offsJle maps for Environ Group 
Procedure 1 Aperture cards available in PDR 

LICARI.K Commonwealth Edison Co 85/05/31 DENTON.H R NRC - No Detailed Af- 
filiation Given Ip 30442 001-30442 002 


J. Insurance & Indemnity Information 


0505210410 Forwards Endorsemonls 16 & 17 to NEUA Policy NF-277. Endorsements 
167,35 & 74 to NELIA Policies NF 43, NF 253 & NF-201. respectively, Endorsements 
86,87 & 88 to NEUA Policy NF-ia? & Endorsements 9 & 10 to MAELU Policy MF- 
114 

OSTER,J Commonwealth Edison Co 05/05/17 SALTZMAN.J Assistant Director lor 
Slate & Licensee Relations 17pp 30498 359-30499 013 


P, Operating license stage documents & correspondence 


8S04290442 Generic Ur 05 07 to all r^erating reactor licensees re implemenlation of 
fnlegroted schedules for plant mods Svc list end 

TH(jMPSON,H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc. 22pp. 30218 149-3Q;218 170 

8605210106 Generic Lir 85 08 to all holders of CPs & OLs re 10CFR20 40a termination 
repts • formats 

THOMPSON, M L Division of Licensing 85/05/23 Consolidated Edison Co of New 
Yorkjnc 20pp 30662 282-30682 301. 


Q. Inspection reports, IE Bulfetfns & correspondence 


8506170080 Partial response to FOIA request for NRC memos during or since 1983 re 
96 LERs or TMI SALP rept Documents fisted In App A end Documents listed In App B 
available in PDR Search for addi records conlinuing 

FELTON, J.M. Division of Rules and Records. 84/00/14 BARFIELD, K Critical Mass 
Energy Project lOpp 30473-31 8-30474' 180 

»640 10907 19 Forwards proposed IE fnfo notice re use of parts & matts of indeterminate 
quality In safety related applications 

SPESSARD,R.L Division of Engineorino. 83/11/25 JORDAN,E.L Division of Emer- 
gency ^Preparedness & Engineering Response (Post 830103) 2pp 30474 181- 

8505030096 Responds to NRC 850327 Itr re violations noted in Insp Repts 50-010/65- 
02,60 237/84-05 & 60-249/05-04 Corrective actions plant owned gas bottles re 
trieved from vendor & surveyed. Full compliance expected by 850516 
FARRAR, D.L Commonwealth Edison Co. 85/04/24 KEPPLER.J.G. Region 3, Office 
of Director 2pp 30125 026 30125-026 

85050B0363 Forwards Insp Repts 50 010/85-04,60-237/05 09 & 60 249/05-08 on 
850216 0418.No non CO nip I lance noted. 

SHAFER.WD, Region 3, Office of Director 85/04/26, REED,C Commonweafth 
Edison Co 2pp. 30228.167-30228 181 

-8505080366 (nsp Repts 60 010/05 04,50-237/85-09 & 50 249/85 08 on 850216 
0418, No noncompliance (dentified.Major areas Inspected previous insp findlngs.Pert 
21 repts, headquarters requosls.operalional safety & LERs 

CHRISSOTIMOS,N. Re^on 3, Office of Director. 05/04/26 13pp 30228160- 
30220.181. 

8504260462 IE Info Notice 85-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping ” Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/04/30 Consolidated Edison Co. of New York, Inc. 107pp. 30116,185- 
30115:291 

8604250455 IE Info Notice 85 035, "Failure of Air Check Valves to Seat " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/30. Consolidated Edison Co. of Now York, Ino. lOOpp 30116:077- 
30115.164. 

8605080418 IE info Notice 64-52, SuppI 1, "Inadequate Mail Procurement Controls on 
Part of Licensees & Vendors '* 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/08, Consolidated Edison Co of New York, inc lOpp 30616 338- 
30616.347, 


S. Reportable occurrences, LERs & related correspondence 


8506230427 Part 21 rept re incorrect short time delay band lever inadequately Installed 
In low voltage K-line circuit breaker electromechanical overcurrent trip devIce.Visual 
Insp to determine if correct lever installed recommended. 

KAISER.AF. Brown Dover! Corp. (subs, of Brown Bovorl & Co, Ltd) 85/05/13 
DEYOUNG, R.C. Director’s Office, Office of Inspection and Enforcement. 6pp 
30531.223-30531:228 

8605300192 Part 21 rept re heat numbers to be added & deleted from Subllsl Sheet 
A, based on review of NRC 850424 Itr 

KALE,aR Bonney Forge. 86/05/24 ANDERSON,W.F, Director’s Office. Office of In- 
spection and Enforcement. 8pp. 30622 082-30622.009. 


V. Operator Examinations 

8506020284 Advises that util must furnish approved ref mails listed In End 1 by B50501 
for NRC to meet schedule for 860610-14 written & oral exams 8 ^ 850611-14 plant oral 
& simulator exams. 

REYES, L A. Region 3, Office of Director 85/04/23. REED.C Commonwealth Edison 
Co 5pp 30118:194-30118.198. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


P Operating license stage documents & correspondence 

8605230494 Fonvards application for amend to License DPR -9, reflecting extension o1 
expiration date for possession only license until Mar 2025 Foe paid 
JENS,WH Detroit Edison Co 85/05/17 DENTON.H R Of free of Nuclear Reactor 
Regulation, Director 2pp. 30531 285 30531 305 

-8505230495 Application for amend to License DPR-O/e fleeting extension of expiration 
date for possession only ilcenso until Mar 2025 Safely evaluation status description 
end 

JENS.WH Dotfoil Edison Co 85/05/15 19pp 30531 287 30531 305 


DOCKET 60-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & Nre protection plans 

8503050055 Advises that 850108 Rev 6 to training & qualification plan consistent w/ 
provisions of 10CFR50 S4(p) & acceptable 

MARTfN,TT Region 1. Office of Director 05/02/27 HEIDER.LH Yankee Atomic 
Electric Co 3pp. 29214 150 29214 181 

65060B008B Rev 4 to Emergency Plan Implementing Procedure OP-3341, "Emergency 
Preparedness Exercises & Drills " 

* Yankee Atomic Electric Co 65/04/30 16pp 30157 164 30157 179 

0506080172 Forwards rev to 841228 App R Integrated sys design details, consisting of 
proposed mods to pressurizer PORV & containment isolation sys.por 831114 request 
kAY,J.A. Yankee Atomic Electric Co 85/04/30 ZWOLINSKI.J A. Operating Reactors 
Branch 6 140pp 30200 322-30201,098 

8506160180 Forwards FEMA 841130 rept of emergency exorcise on 040822 A 850107 
corrective action rept for remedial drill on 841218 Category A defideney noted re 
State of MA ability to determine whether local emergency operation ctrs actnralod 
HARPSTER.TL Region 1. Office of Director, 85/05/08 HEIDER,L H Yankee Atomic 
Electric Co. 2pp. 30395 076 30396 180, 

-6505150166 "Joint State & Local Radiological Emergency Response Exercise for 
Yankee Nuclear Power Station, 840822." 

* Federal Emergency Management Agency 84/11/30 93pp 3030 5 0 78*3 0395 1 80 

8S0S 140343 Change 47 to emergency plan implementing procedures. Including Rev 3 to 
OP-3301 re unusual event, Rev 8 to OP-3302 re alert, Rev 0 to OP-3 303 re site area 
emergency & Rev 8 to OP 3304 re gor^eral emergency 

* Yanxee Atomic Eloctrlc Co 85/0^09 69pp 30373.035 30373.140 

8506200343 Rev 0 to Emergency Plan Implementing Procedure OP-3347, "Operation of 
METPAC Sys" & Change 40 to Rev 47 to table of contents 

* Yankee Atomic Electric Co 65/05/14 ISpp 30467*333 30467.347. 

8506310124 Advanced Change Notice 1 to emergency plan implementing 
procedures, Including Rev 4 to OP-331 0 re evaluation of radiological data & Rev 2 to 
OP-3330 re emergency radiation exposure control 

* Yankee Atomic El ectrfc Co 85/05/15 27pp. 30641:146 30641 172 

8606290373 Revised emergency plan implementing proceduros,includmg Rev 48 to 
table of contents, Rev 3 to OP-3311 re emergency offsite radiation monitoring & Rev 4 
to OP-3305 re onsllo medical emergencies 

* Yankee Atomic Electric Co. 85/05/21 21pp 30501:327-30591 347. 


P. Operating license stage documents & correspondence 

6505280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for fisted plants Forwards App A documents Search con- 
tinuing for addl records 

FELTON, J.M Division of Rules and Records. 04/10/16. SHOLLY.S C Union of Con- 
cerned Scientists. 12pp 30630.001-30634.104 

6605010470 Forwards updated SEP ached ulo,includ Inn status of fndnridual Items & 
changes.Changes to schedule Include SEP Topics 111-2 & II? 4 A, "Harden Cable 
Sgroading Room." Changes do nol Impact complellon of all SEP work by end of 

KAYJ.A. Yankee Atomic Electric Co 85/04/24 2WOLINSKI.J A Operating Rooctors 
Branch 5, 5pp 80092‘057-30092:061 

8605060181 Provides 15 addl responses to 84051 1 request for Info re 1 97 queslions on 
Oct 1982 "RELAPSYA - Computer Program LWR sys Thormal Hydraulic Anatysis," 
per schedule calling for submitfal of responses to 26 questions by 650591. 

KAY.J A Yankee Atomic Electric Co 85/04/30. ZWOLII^SKI.J A Operating Reactors 
Branchs 21pp. 30167-236 30167-268 

8604290442 Generic Ltr 85 07 lo all operating reactor licensees re Implemenlation of 
Integrated schedules for plant mods. Svc list end 

THOMPSON, HL Division of Licensing 85/05/02. Consolidated Edison Co. of New 
York, Inc 22pp. 302 18- 140-3021 8-1 70. 

0505130346 Supplemental application for amend to Ucense DPR-3, revising Tech 
Specs lo restrict movement of cask hatch cover from traveling over spent fuel, 
HEIDER.LH, Yankee Atomic Eleciric Co. 85/05/07 Office of Nuclear Reactor Regu- 
lation. Director 2pp, 30274*334-30274.340 

-8506130348 Proposed Tech Specs to restrict movement of cask hatch cover from 
traveling over spent fuel 

* Yankee Atomic Electric Co 05/05/07, Spp. 30274.338-30274 '340. 

8505140126 Application for amend (o license DPR-3, adding Tech Spec Seclions 36 5 
& 4 6 6 lo define fimlllng conditions & surveillance requlremonls for ECCS subsystem 
leakage,per SEP Topic 5(V-19,F00 paid 

HEiDtR.LH. Yankee Atomic ElecUlc Co, 05/05/07. Office of Nuclear Reactor Regu- 
lation, Director, 2pp. 30367.085 30367-091 , 
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-85051 ^10145 Proposed Tech Spec Seclions 355&455to define limiting conditions & 
surveillance reauiremenls lor tCCS subsystem, leakage 
" Yankee Alonuc Elecinc Co 65/05^07. Spp 30367 007-30367,091 

8505140380 Forwards Rev 2 to **Ov 0 f pressure Protection Repr’ & addi info for Pro 
posed Change 184 re safety valve setpoint tolerance Analyses demon strata overpres 
sure protection maintained within established acceptance criteria 
KAY.JA Yankee Atomic Electric Co 85/05/09 ^OLINSKUA Operating Reactors 
Branchs lipp 30370 140-30370 166 


DOCKET 60-57 BUFFALO MATERIALS RESEARCH CENTER 


Q. Inspection reports, IE Bulletins & correspondence 

8506060287 Forwards Exam Rent 50 057/85 01 administered during wk of 060401 
WENZINGER.EC Region 1. Office of Director 85/04/18 RENNIE, DW New York. 
Stale Unlv of, Buffalo, NY 2pp 30183 160-30183 189 


-8505140385 Rov 2 to *’OverpressLire Protection Repl” 

• Yankee Atomic Electric Co YAEC-1379-2 R02 85/05/08 15pp 30370151- 
30370 165 

8505280226 Responds to open items identified in 840201 Generic Llr 84-04 to obtain 
final resolulion of Generic Issue A-2 re elimination o! postulated pipe 
breaks Application for exemption from GDC A end Fee paid 

KAV.JA Yankee Atomic Electric Co 85/05/09 ZWOLINSKLJA Operating Reactors 
Branch 5 5pp 30582 243-30582 247, 

6605290497 Forwards request for addI info re errors in Exxon PWfl LOCA models & 
analysis methods & possibility of related errors at facility Info needed by 850620 to 
complete review 

ZWOL!NSKI,J A, Operating Readers Branch 5 85/05/22 KAY,J A Yankee Atomic 
Electric Co 6pp 30595 219 30595 224 

0565210108 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 lernninalion 
repts - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 306B2 282-30682 301 

8505210122 Generic Llr 05 09 lo all We sting house PWR licensees & applicants re Tech 
Specs for Generic Llr 83-28, Item 4 3 

THOMPSON, HL Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30&71 334-30671 350 


Q. Inspection reports, IE BulleUns & correspondence 

6505020282 Forwards Insp Rapt SO 029/85-06 on 850319 22 No viofaUon noted 
EBNETER,8 0 Region 1. Office of Director, 05/04/19 HEIDER.LH Yankee Atomic 
Electric Go 2pp 30118 107-30118 115 

-8505020292 Insp Rept 50 029/85-06 on 650319 22 No violation noted Major areas 
Inspected startup physics testing following Cycle 16/17 refueling, including testing 
program, precntical tests &. post-critical tests 

WEN, PC. BETTENHAUSEN.L Region 1. Office of Director 85/04/10 7pp 
30118109-30118 116. 

6504250452 IE Info Notice 85-034, ''Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineofing Response (Post 
B30103) 85/04/30 Consolidated Edison Co of New York, Inc I07pp 30115 1S5- 
30115 291 

6504250455 IE Info Notca 85-035, “Failure of Air Check Valves to Seat ” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/30 Consolidated Edison Co of New YofK, Inc 108pp 30115 077- 
30115 104 

8505060418 lE Info Notice 64-52.Suppl 1, "inadequBte Mali Procuremonl Controls on 
Part of Licensees & Vendors ” 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/0-5/06 Consolidated Edison Co -of New York, Inc lOpp 30615 338 
30615 347 

6505130034 IE Info Nobce 65 037, ‘'Chemical Cifcaning of -Steam Generators at Mill- 
itcne 2" Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) flS/05/14 Yankee Atomic Electric Co 4pp 30848 272-30649 014 

6505230157 Forwards msp Rept 50 029/85 05 on 050304 08 Procedures for post acci- 
dent sampling 0 momlonna reviewed Concern expressed /e ability to colleci repre- 
sentative samples, per NUReG 0737.ltems II B 3,11 F 1 0 II F 2 & III 6 3 3 
MARTIN.T*T Region 1, Office of Director 85/05/16 HEIDER.LH Yankee Afomrc 
Electric Co 2pp 30534 226 30534 248 

-8505230171 fnsp Rept 50 029/85 05 on 850304 08 No violation noted Major areas 
Inspected Implementation 0 status of NUREG 0737 task actrons.including post-acci 
dent sampling of reactor coolant & conlarnment atmosphere 0 effluent monitoring 
WHiTEJR , DRAQOUN.T D, KNOX,W Region 1, Office of Director e5/05/(k2 21 pp 
30534 228-30534 248 

8605290393 Forwards Rev 1 fo inservlce Insp exam rept on 840331-0609 Previously 
reported indication within acceptance cfileria of Section XI of ASME 
Code SuppJemenlary exams not required 

KAY.JA Yankee Alomrc E/ecfnc C?o 05/05/22. ZWOLINSKLJA Operating Reactors 
Branch 5 2pp 30595330 30596 068 

-8605290397 Rev 1 to Inservice fnsp rept on 840331-0609 
' Yankee Alomic EreclfJC Co 85/04/30 99pp 30595 332-30596 068 


-6505060323 Exam Rept 50-057/55 01 on 850402-03 Exam results two reactor opera- 
tor candidates tested 0 passed. Written exam 0 answer key end 
KELLER,R M . KfSTER.H B Region 1. Office of Director 05/04/12 30pp 30183 152- 
30183 189 


V Operator Examinations 

8505060287 Forwards Exam Rept 50 057/85-01 administered during wk of 850401 
WENZINGER.EC Region 1. Office of Director 85/04/18 RENNIE.DW New York, 
State Unlv of, Buffalo. NY 2pp 30183 160-30183 189 

-8505060323 Exam Rept 50 057/85 01 on 850402 03 Exam results two reactor opern- 
tor candidates tested 0 passed Wnlten exam 0 answer key end 
KELLER, R M , KtSTER.H B Region 1. Office of Director 05/04/12 38pp 30183 152 
30163 109 


DOCKET 60-59 TEXAS A0M UNIV. RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

8505230263 ROon 850508, during restart following power fallure.facllity afr monitoring 
(FAM) sys inoperable for 15 minutes Causea by turning off high voltage to 
delectors Procedures revised to venfy FAM sys after power failure 
ANDERSON.DG Texas A0M Umv. College Station, TX 85/05/09. JOHNSON, E 
Region 4, Office of Director 1p 30537 349-30537.349 


DOCKET 50-87 WESTINQHOUSE CRITICAL EXPERIMENT 


F, Security, medical, emergency & fire protection plans 

8505030369 Forwards Matl Control 0 Accountability Insp Rept 50-087/65 02 on 
850408-11 No noncompltance noted 

AXELSON.WL Region 3. Office of Director 85/04/26 SCHOLAND.GW Westing 
house Electnc Corp 2pp 30130 268-30130 270 

-8505030406 Matl Control 0 Accountability insp Rept 50 087/85 02 on 850408-11. No 
noncompliance noted Major areas inspected organization 0 operation.measurement & 
control Proprietary details withheld (ref 10CFR2 790) 

PiRTLE.GL, DROUiN.B. CREEO.J R Region 3. Offce of Director 06/04/25. Ip 
30130 270 30130 270 

8505310296 Forwards Physical Security fnsp Rept 50 087/05-01 on 850408-15 Actions 
10 resolve concern re mgt direction & oversight of security program warranting senior 
mg! involvement will be reviewed during future insps 

HIND, J A Region 3. Office of Director 85/05/21 SCHOLAND.GW Weslinghouse 
Electric Corp 2pp 30642 100 30642 103 

-8505310305 Physical Security fnsp Rept 50 087/85 01 on 850408 11 0 15 Possible 
violations noted alarm monitoring requirements not performed 0 personnel screening 
not completed Details withheld (ref 10CFfl2 790) 

PIRTLE.GL, OROUIN.Q , CREED, JR Region 3. Office of Director 85/05/21 2pp 
30642102-30642 103 


Q fnspectfon reports, J£ Bulletins 0 correspondence 


8505030389 Forwards MafI Conlrol 0 Accountability fnsp Rept 50 087/85 02 on 
850408 11 No noncompliance noted 

AXELSON.W L Region 3, Office of Director 65/04/20 SCHOLAND.G W Weslina- 
house Efectric Corp 2pp 30130 260 30130 270 


-8505030408 Mat) Control 0 Accountability Insp Rept SO 087/85 02 on 850408-1 1 No 
noncompliance noted Mafor areas inspected organization 0 operation, measurement & 
control PfOpnelary details withheld (ref 1 0CFR2 790) 

PIRTLE.GL, DROUIN.B, GREED,JR Region 3, Office of Director 85/04/25 Ip 
30130 270-30130 270 ^ 


8505310296 Forwards Physical Secunty Insp Rept 60 087/05 01 on 850408-15 Actions 
to resolve concern re mgi direction 0 oversight of security program warranting senior 
mat mvotvoment will be reviewed during future Insps 

HINO.J A Region 3, Office of Director 85/05/21 SCHOLAND.G W, Westlnahouso 
Efectric Corp 2pp 30642 100 30642-103 ^ 


R, ParJodic operating rapoila 0 related correspondence 

8505280500 “Annual Radiofogical Environ Monitoring Rapt, 1984 ’* W/8 50501 Ur 
KAY.J A Yankee Atomic Efectric Co 04/12/31, MURLEYJ B RepBon 1. Office of Di* 
rector. 67pp 30581 l50-305ai'215 


-8505310305 Physical Security Insp Rept 50-087/85 01 on 850400 11 0 15 Possible 
violations noted alarm monitoring requirements not performed 0 personnel screanlno 
not completed Details withheld Irel 10CFR2 790) =>^r«ening 

PIRTLE.GL , DROUIN.B, CREED, JR Region 3, Office of Director 85/05/21 2dd 
30642 102-30642 103 ^pp 


S. Reportable occurrences, LERs & refated correspondence 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


8505090363 LER 84-011-02 on e40703,donng documentation revievr.lift saipoinl of 
safety valve pn-SV-f82 found to exceed Tech Spec loferanoe Caused not 
slaied Proposed Tech Spec 0 change for safety vafvo setpoint tolerance initiated VV/ 
850508 ltr 

ELUS.DW, ST LAURENT.NN Yankee Atomic Efectric Co 85/05/06 4pp 
30224-115 30224 110 


n. Periodic operating reports 0 related correspondence 


8505240301 Annual rept for Jul 1983 > June 1984 
AOEflHOLD.H C Cornell Unlv , Ithaca, NY 84/05/24 
Spp 30556 283 30556 285 


Region 1, Office of Direclor, 



DOCKETED ITEMS 11 


0SQ524O164 Transmits annual repts for Liconsos R-BD & R B9 for periods ending 
030630 & 040630 W/o repts 

ADERHOLD.HC Cornell Unlv , Ithaca, NY 05/05/19 Region 1, Offica of Director Ip 
30554 362-30554 362 

6605240320 Annual operating rept for Jut 1902 • June 1903 
ADERHOLO,H C Cornell Univ , Ithaca, NY 05/05/24 Region 1 . Office of Director 
3pp 30556 256-30556 256 


DOCKET 60-112 UNIV, OF OKLAHOMA RESEARCH REACTOR 


V. Operator Examinations 

0605300242 Application for amend to requallfication program, exempting people directly 
responsible for conduct of requallfication program & faculty members from 
exam Amend exempts no licensed operator from attending required meetings 
JENSEN,CM Oklahoma Slate Univ, Stillwater, OK 05/05/16 THOMAS,CO Stand- 
ardization & Special Projects Branch 1 p 30630 362-30630 362 


Q. Inspection reports, IE Bulletins 6( correspondence 


05O42SO452 IE Info Notice 85 034, '‘Heat Tracing Contributes to Corrosion of Slalnless 
Steel Pipi^ " Svc list end 

JORDAN, bL Division of Emergency Preparedness & Englnoerino Response (Post 
030103) 05/04/30 Consolidated Edison Co of Now York, Inc 107pp 30115185- 
30115 291 


8504250455 IE (nfo Notice 85 035, ^‘Failure of Air Check Valves to Seat " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Poet 
030103) 85/04/30 Consolidated Edison Co of New York, Inc 108pp 30115 077- 
30115 184 


8505060418 IE Info Notice 84 52.Supp1 1, "Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.E L Divisior^ of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/00 Consolidated Edison Co. of New York, Inc lOpp 30615 338- 
30615 347 


DOCKET 50-123 UNIV, OF MISSOURI RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


O, Inspection reporte. IE Bulletins & correspondence 

8605090043 Forwards fnsp Rept 50-123/85 01 on 650416-10 No violation noted 
PAPERIELLO,CJ Region 3, Office of Director 85/05/03 WARNER, D. Missouri. Univ, 
of, Rolfa, MO Ip 30219.114-30219>119 

-0506090049 fnsp Rept 60-123/85-01 on 85041 0-1 0.No violation or deviation 
noted Major areas inspected qualifications, audits, training, radiation protection 
procedures, Instruments & equipment & exposure control 

GRANT,W 0 , QFEGEn,L R Region 3. Oifice of Director 05/05/03. 5pp 30219 116- 
30219 119 


R, Periodic operating reports & related correspondence 

8505030521 "Progress Rept for Univ of Missouri, Roll a, MO Nuclear Reactor Faci]ity,Apr 
1904 • Mar 1965 " W/850429 Hr 

BOLON.AE, STRAKA,M Missouri, Univ. of, Rolla, MO 85/03/31 THOMAS.C.O 
Slendardization & Special Projects Branch I00pp, 30129 334-30130 071 

0505090333 Forwards "Progress Rept for Apr 1904 • Mar 1905, Univ of Missouri - Rolla 
Nuclear Reactor Facility " 

BOLON.A E , STRAKA.M. Missouri, Univ of, Rolla, MO 05/04/29. NRC - No Detailed 
Affiliation Given Ip 30233 001-30233'100 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


S. Reportable occurrences, LERs A related correspondence 

8505230263 RO on 8SO5O0,during restart following power failure, facility air monitoring 
(FAM) sys inoperable for 15 minute s.Caused by turning off high voltage to 
detectors, Procedures revised to verify FAM sys after power failure. 

ANDERSON,DG Texas A&M Univ, College Station, TX 85/05/09. JOHNSON.E 
Region 4, Office of Director ip. 30537.349-30537.349. 


DOCKET 60-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency ^ (Ire protection plana 

8505160110 Forwards SAFSTOR lacilily physical security plan.Plan withhold (ref 
tOCFR73 21) 

SHIFFER,Jt5 Pacific Gas & Electric Co. 86/04/20. OENTON,H.R Office ol Nuclear 
Reactor Regulation, Director. Ip 30429 032-30429 032 

8605140051 Informs that plant procedures no longer necessary Revs to emergency plan 
& emergency plan Implementing procedures stilf requested 

WENSLAWSW,F A Region 6, Office of Director 85/05/00. WEEKS, E.D. Pacific Gas 
& Electric Co 1p. 30367,109 30367' 109, 


H. General correspondence 

8505230309 Requests DES for decommissioning & Info ro Issue development. 
WlLSON,M.T. Affiliation Not Assigned. 85/05/08 ERICKSON, P NRC - No Dolailed 
Affiliation Given. 1p. 30532 221-30532'221. 


8505220190 "Tabulation of Personnel Exposure for 1904 ” W/850320 Hr 
SNIFFER, JD Pacific Gas & Electric Co. 04/12/31 MARTIN.JB, Region 5, Office of 
Director 3pp 30527 355-30527 357. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


Q, Inspection reports, IE Bulletins & correspondence 

6605080300 Forwards Exam Rept 60-134/85-02 administerocf during wk of 050325 Two 
Ihm open iteniB from previous insp reviewed & closed 

WENZINQER,EC Region 1, Office of Diroclor 85/04/10 WIL0Un,LC Worcester 
Polytechnic Inslllulo, Worcester, MA 2pp 30103 190-30163*261 

-8505060306 Exam Rept 50-134/85 02 on 850327-28 Exam results two reactor opera- 
tor candidates examined & passed all phases Wnlton exam & answer key end 
FERLIC.KP,, JOHNSON,DM, KISTER,H B Region 1, Office of Director 85/04/17. 
eBpp. 30103192-30103 261 


V. Operator Examinations 


0605080300 Forwards Exam Rept 50 134/05 02 administered during wk of 860325 Two 
In^ open items from previous insp reviewed & closed 

WEN^NQER.E.C, Region 1, Offrea of Diroclor. 85/04/16 WILBUR, LC Worcester 
Polytechnic fnstilulo, Worcoslor, MA 2pp 30183 190-30103 261, 

-8506060306 Exam Rept 60 134/85 02 on 050327-28 Exam results two reader opera 
lor candidates examined & passed! all phases. Wnlton exam & answer key one! 
FERLIC.KP , JOHNSON.DM, KISTER.H B. Region 1, Office of Oirector 05/04/17 
60pp 30103.192-30183.261 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8505100163 Forwards change to security plan per 850411 6 17 leloona w/L 
Nordorhaug Plan withheld (ref 10CFR2 790). 

ROBKIN.M A Washington, Univ of, Seallla, WA 05/04/24. MARTIN.J B Region 5. 
Office ol Director. Ip 30246.0BB 30246 OG0 

6505030491 Fonvards rev to physical security plan Rev withhold (ref 10CFR2 700). 
ROBKIN.M A Washington, Univ of, Soaltlo, WA, 05^4/26 Office of Nuclear Reactor 
Regulation, Director. Ip 30128.143-30123 143 

8505230250 Advises that 650205 & 0424 changes to physical socunty plan consistent 
w/provislons of 10CFR50 54(p) & acceptable. 

SCHUSTER, M D. Region 5. Office of Director 85/05/06, ROBKIN.M A Washington, 
Univ of, Seattle. WA. 2pp 30537 301-30537 362 


Q. inspection reports, IE Bulletins & correspondence 


P. Operating license stage documents & correspondence 


8605070452 Forwards Stale of CA 06041 7 Hr 1o util documenling concurrence w/doter- 
mlnailon that SAFSTOR decommissioning plan does not involve any properties in or 
eligible for Natl Register of Historic Places 

SHIFFER,J.D. Pacific Gas & Electric Co. 06/05/01. ZWOLINSKI.J*A Operating Reac- 


tors Branch 6. 3pp 30204 165 30204 167. 

8504290442 Generic Ltr 65 07 (o all r^erallng reactor licensees re Implementation of 
Integrated schedules for plant mods Svo list end. 

THOMPSON, H.L. Division of Licensing 85/06/02 Consolidated Edison Co. ol New 
York, Inc. 22pp. 3021 0-1 49 30218,170. 

8506310504 Requests foe for 860426 application for amend to License DPR-7, authoriz- 
ing disposal of 5,000 cubic ft of low level wastes. 

DKaQ^R.M. License Fee Management Branch. 05/06/21. SHIPPER, J.D. Pacific Gas 
& Electric Co. Ip. 30670'308 30670.308. 


8505230701 Forwards Exam Rept 60-139/OL-&5.01 on 050325-26 
PATE.R J Region 5, Office of Director. 05/04/24 MILLER, W.P Washington, Univ, of, 
Seattle, WA Ip 30543:032-30543.060 

-6505230706 Exam Rept 6O-139/OL-05 01 on 850325-26 Exam results two candidates 
passed & two failed. 

JOHNSTON.G W., PATE,RJ. Region 5, Office of Director 05/04/24. 28pp 
30543.033 30543 060. 


V. Operator Examinations 


8505230701 Forwards Exam Rept 5O-130/OL 05 01 on 850325 26 
PATE,R,J, Region 6, Office of Director 85/04/24 MILLER, W P. Washington, Univ of, 
Seattle, WA Ip 30543 032-30543:060 


8505210106 Generic Llr 85-00 to all holders of CPs & OLs re 10CFR20 408 termination 
repts • formats 

THOMPSON, H.L. Division of Ucenslng. 05/05/23. Consolidated Edison Co of New 
York, Inc. 20pp. dOB82'2O2-3O602.3O1 . 


-0505230708 Exam Rept SO-139/OL-05 01 on 8 50325-28. Exam rosulisilwo candidates 
passed & two failed. 

JOHNSTON, G.W., PATE.R J Region 5, Office of Director. 85/04/24. 28pp 
a0643'033 30543,060 


12 DOCKETED ITEMS 


DOCK€T SO-UJ UCU TRAIHINQ REACTOR 


0 Adjudicatory correspondence 

8505160606 Ad* scs ih3l r»€g:3taicrts anriong parties not complete Target date for com* 
pietcn of s’pu'aion postponed to 650715 by oral agreement of 

part c 5 R:l3ted ccrrespon J^rce 

AFTERGOODS Ccrrmtt^e to Bnd^e the Gap #285 023 85/05/13 FRYE,JH, 
SRiGHT.GO, lUEBKEEA A»om,c Safety and Licensing Board Panel Ip 
30436 212 30438212 ^ 


8505210160 Submits info to support 841101 Tech Spec chango roquo‘it to chanqu 
caltbr frequency for certain high range gamma moasuring Inslrumonls Floquosi witmn 
frequency suggestod in ANSI N323-1970 Review & approval requested 
KUEMIN.JL Consumers Power Co 85/05/16 Oflico of Nuclear Roaclor riogulnllon, 
Director 2pp 30494181*30494 182 

8505220076 Requesla addi info re listed items of Generic Ltr 03 28, Including vontlor 
interface for reactor trip sys components & implementation of Nuclear Dili 1 nah Action 
Committee program Info required within 90 days 

ZWOLINSKUA Operating Reactors Branchs 65/06/16 VANDEWALl E,D.i Con 
sumers Power Co 3pp 30519 204-30519 206 


DOCKET 50-155 8IG ROCK POINT NUCLEAR PLANT 
F Security, nvedtcaf. emergency & fire protecUon plans 

fl$O510O3W Re,/ 74 ta App p to 'Sne Emergency Plan Mutual Assistance Agreement 
Ajrcng CPC Detrcd Eds:n CoTo'gdo Ed son Co. Indiana & Michigan Electric Co & 
Ciii:<£ ard Et-C':tr,c \ 'vrr na^ng Co ’ 

' Ccr;jT€'sPCAa’‘Co 65/0U22 7pp 30245 202 30245 210 

inctuding 
& Rev to 


‘ Ccr:ur-tr3 PoA.rCo 85/04/22 lt?pp 30523 161 30523 17B 

85O5l30yr Rc-/ 61 to Err<-g:r.ry Ftan InPip'e.TcntiPQ Procedure EPiP 4A. "Site Emer* 
CT.ncy uire:»:r’ Rc* sed ereJ 
Cenurre^a Pc wer Co e£/C5'0l 16pp 30275 508 30275 323 

85051 M232 Err€^;*:r,:y p an .'^p'cmcn’r.g procedures mclud ng Rev 62 to EPIP 5A‘4. 
r^eieaue Pa’e C'C’irr n3!.:n Usng (yis te Survey Data” & Rev 62 to EPIP 5F. “Envi- 
ron Mon‘‘:r,r.i 3 

* Ccrs,.ref5Fc/»CTD: e5'05/06 22pp 33394 174.30394 194 

plan implemcm-ng procedures.includmg 
. ' A4 to FFio 4B 1 ro CD:ra*c-3 pe»5crncl & Re,/ 44 to EPIP 4K 1 re operational 
S'.cpC’rt ctr rJtrec^cr V//6EC514 \*j 

PCjTMAfJA PowerCo 65/05/14 36lpp 50519 229 30520229 

155/65-05 on 650319 0429 No noncomplt 
DEWin.RB Con.um«o 

650319-0429 No nDncomp'iance or deviations 
eaAa^j rrt'r* a"‘:r’3 on prc^icus insp find'ngs, operational 
In’ ^ o ^ * reactor trips 

BOrOOC R55:n3.G‘ cecfD'ccur 65/05/19 Bpp 30531 352-30581 359 

Recommendation Flow Chart.” 
.c R5^ 4 6 ► d fe'”er jnr :y k an' -p v: tci* rg Prc^cedure BPiP £ 9 
PZAi' Co 65 '05 20 4pp ZuiOt 069 SwOI 071 

procedures metud ng Rev 64 to 4A 
Jeal?& 4iTe FcrsonncUF re hcalth^hysics group 

*^5'C5'2t 3^? 5:552 050 30592 076 
J InauJivce it Indemr'ty fnformaPon 


Nuclear 


r r rf \ SALT2MAPJ J Office of 

f" -3. J a c- Dstrr'r Ipp 30’M 253 30TC>6 250 

P Operit,rtg yeme »fag» documents & correspondence 

aK^TOnis produced under coniraci 
i;'’uir.g ior a diJ . - -d p a , , Fer^ar^s App A documents Search con 

CW.5 Vavri 3:e:o SHOUY.SC Unon ol Con 

=rR- , I « ‘^-on 

H.NaDers 

s^"a;?oV'^a”Jd .^S°4 

for-rvMdurngrofueT^^tos * wthdrawa) S scram tasting to be par- 

£^‘*4^Co'^W 7 wTois/yi’; ’ VANDEWALLE.OJ Con- 



30157 161 ' Nuclear Reec.or Regulabon, Director 85/05/01 8 


Bpp 30157.155- 


JSodl "^''"“"lAKon ol 

TO218 1?S® ConsoWalad EtCsan Co of New 


8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 40B lormlrmllon 
repts - formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York. Inc 20pp 30682 282-30602 301 

8505290398 Revised application for amend to License DPR 6, revising 840730 TiKh 
Spec change request by renumbering definition Secllon 1,2 8 to 1 2 14 ro admin Wrn 
live controls 

KUEMIN.J L Consumers Power Co 85/05/24 Office of Nuclear Reactor Rogulollon, 
Oirectof tp 30595 260-30595 264 

-8505290404 Proposed revised Tech Specs renumbering definition Section 1,2 0 1o 
1 2 14 re administrative controls 

* Consumers Power Co 85/05/24 4pp 30595 261-30595 264 

^5^212 Hr re Issue 063, ’‘Conlainmonl Purgo & Vcinl ” 
UiM ho Ventilation sya Isolation valves accoplnblo K 

NUREG-Oaea.Section 5.3 6 2 satisfied. 

5 85/06/24 VANDEWALLE.OJ, Con 

sumers Power Co, 2pp 30592 178 30592,179. 

Q inspeetton reports, IE BullellnB & correspondence 

* «IS?nnV forming NRC of atapa (akan to aor(,i,!l 

50-155/84-17 Suggests that rool cause of loakain'' 
NOR^Litmr^F '^BnnPJr? ^^pressunzallon ays be aggressively addrosaod 
Po^a,C^¥ppSfc^30°iM287' ^EWIt/r B Conaunto,,. 

to violations noted m Insp Rept 50-155/84-17 Corroclivu 
superintendent will review plant procedures & initlale channos In 
&andIwa 1 ° shutdowns occur when needed ^ 

KEPPLER.JQ Ragiob 3, Olfioo 

!? flotations noted ,n Insp Rept 50 155/84-17 Correcllv,. 
actions guii^nce will be added to surveillance testing chapter of admlnlnstmtivn lu. t 

admlnlnstrallva pr,, 

KEPPLER,JG Roo,on.,,(ltr,.„ 

®’si?efp|,ra^’S«!iSa“ 'o Coifosion ol Slo,i,l.„i-. 

630^I03> M/a 4 /an%^!,lTffi'’S f’'«P?™''"oss S Enginaenng Rasponso 
30115 291 ^ ^ Consolidated Edison Co ol Now York, Inc fOZpp 3011 


(I’onl 
07pp 30IIGII)b 


* JoKVl O' Check Valves to Soal " Sve lisl onc-l 

830,03M5/04/3o' consol, 

bLlfsaes SVendora *' '‘'"oOequate Mall Procuremani Controls on 

60-'55^a5-05 on 650319 0429 No noncompN 
PowSi%pp&3lo 3 ^, 359 ’’''®"'°' DEWin.RB Consenora 

Maf I AIMS mlpeclld 

R. Periodle operating reports & related correspondonco 

® Wllc^R R ®^S0rsfewa^r"co°84“im^^^^ 
rector 25pp. 30440.261-30440.286 kEPPLER.JG Region 3, Office of DI- 

s. Rsportabla occtirrences. LERs « related correspondence 
rio!M)£“Tl®*^'*° ?or®shorf®ou‘lr"r ®'® '’'O’"'’ 

main! or oDfl/fltinftni flptKiuu* .9^ snort outage CousaH Hu niA*,»,iy,n4 

alexander.f 

30119 003 

FR/SCH.RR Consumers Power Co 65/04/30. 3 pp ^ 30 




DOCKETED ITEMS 13 


T. Hearing tranacrlpla on non-antilruat maltera 

8505280066 Partial responso to FOIA request for documents pfoducad undor contract 
to NFIC on reviews or PRAs for listed plants Forwards App A documents Search con 
tinuing for atfdl records 

FELTON J M Division of Rutos and Records 84/10/15, SHOLLY.SC Union of Con 
corned Scionlists 12pp 30630 001*30630 158 

-8505260330 Forwards partial transcript as modol for (icensee In using reactor risk 
assessment D Vanderwalle prosentoa paper to ACRS m Jut 1981 Suggests use for 
severe accident /regulatory reform rulemaking 

ROWSOME.FH Office of Nuclear Regulatory Research, Director 01/10/01 
BERNERO.B , BURDICK, G . MINOGUE.B NRC - No Oolailed Affillalion Gwen 31pp 
30630 223*30630 251 


DOCKET 50-157 CORNELL UNIV, RESEARCH REACTOR 


R Periodic operating reports & related correspondence 

8605240301 Annual ropl for Jul 1083 June 1084 
ADERHOLD.HC Cornell Univ, Ithaca, NY 84/05/24 Region 1, Office of Director 
3pp 30556 283*30556 205 

8505240164 Transmits annual ropts for Licenses R 80 & R 89 for periods ending 
830630 a 040030 W/o repts 

ADERHOLO.H C Cornell Llniv , Ithaca, NY 05/05/10 Region 1, Office of Director Ip 
30554 362*30554 362 

6505240320 Annual operating ropt for Jul 1982 • June 1963 
ADERHOLD,HC Cornell Univ. Ithaca, NY 85/05/24 Region 1, Office of Director 
3pp 30556 256-30556 258. 


P. Operating license stage documents & correspondence 

6505200080 Partial response to FOIA request for t^ree categories of documents re al 
loged 1067 accldeni at Radiation Effects Lab of "hot cell" a I Georgia Nuclear 
Lab Forwards documents listed In App A Documents also available in PDR 
FELTON.JM Division of Rules and Mocords 84/10/25 GREMAN.VA Legal Environ- 
mental Assistance Foundation 5pp 30508 309 3 0 507 275 

—6505200236 Requests rotoase from control items whreh rneet smoarabla contamina- 
tion std & which have residual radiation levels of less than 2 mrad/hr at 1 cm.per 
700422 guidelines Proposed release due to unique decommissioning problems 
DEWAR^ A Lockheed Aircraft Corp 71/02/02 Atomic Energy Commission 6pp 
30507 023 30507 028 

— 85052002SS Lists elements of decommissioning plaaper Slate of GA & AEC 71021 1 
agreomont Termination of OL R'86 will occur slmultanoousiy w/lssuance of State of 
GA license 

DEWAR,MA Lockheed Aircraft Corp 71/02/22 Alomfc Energy Commission 2pp 
30507 029*30507 030 

—8505200261 Fonwards Amend 10 to license R-Q6,per 700814 & 710129 requests & 
FR notice Amend permits company to own.but not operato reactor & reduces surveil- 
lancQ & staffing requirements 

SKOVHOLT.DJ Atomic Energy Commission 71/03/01 POORE.H L Lockheed Air 
craft Corp ip 30507 031*30507 031 

-$505200265 Amend 10 to License R 86, permuting possession of reactor 6 reducing 
surveillance & staffing requlrcmonls 

SKOVHOLT.DJ Atomic Energy Commission 71/03/01 25pp 30507 032 30507 056 

-8605200270 Notice of issuance of Amend 10 lo License R B6 
SKOVHOLT.DJ Atomic Energy Commission 71/03/01 2pp 30507 057-30507,056 


DOCKET 60-160 GEORGIA INST. OF TECH. RESEARCH REACTOR 


F, Security, medical, emergency & ffre protection plans 

S5051 60077 Requests deadline for full implementation of approved am erg oncy plan bo 
extendod from 850614 to 651014 Extension required due to posslblo physical mod of 
facility 

KARAM.R A Georgia Insliluie of Technology, Allonla, GA 85/05/07 THOMAS, C 0 
Standardization & Special Projects Branch ip 30398 167-30396 167 - 

8505310006 Grants 850507 request for extension of time until 851014 lo complete fm 
plemonlation of emergency plan 

THOMAS.C.O. Standardization & Special Projects Branch 85/05/21. KARAM.R A 
Georgia Inslilulo of Technology, Allania, GA 3pp 30667*353-30667 355 


DOCKET 50-163 QA TECHNOLOGIES 


F. Security, medicali emergency & ffre protection plans 

8605240344 Ack receipt of 650123 Mr transmitting change to Fob 1083 lixcd silo & 
transportation plan for protection of SNM of moderate & low strategic 
significance ConsistonI w/ 10CFR50 54(p) acceptable 

SCHUSTER, M D Region 6, Office of Director 65/05/20 MOWRY.W R QA Technol 
ogles, Inc./Generat Atomic Co. 2pp 30556 254*30556 255 


DOCKET 60-170 ARMED FORCES RADIOBIOLOQY RESEARCH INSTITUTE 


F, Security, medfeaf, emergency & fire protection plans 

6505060400 Forwards Reissue 2 to Armed Forces Radlobiology Research Inst physical 
security plan Plan withheld (ref 10CFR2 790). 

CONKLIN.JJ Oofenso, Dept of. Defense Nuclear Agency. 05/04/30 Region 1, 
Office of Director. Ip 30164,155-30154 155 


DOCKET 60-172 RADIATION EFFECTS REACTOR 


F, Security, medical, emergency & fire protection plana 

8505200080 Partial response to FOIA request for throe categories of documents re al 
ioged 1967 accident at Radiation Effects Lab or "hot cell” at Georgia Nuclear 
Lao Forwards documents listed in App A Documents also availabre in PDR 
FELTON. J M Division of Rules and Records. 84/10/25 BREMAN.VA Legal Environ 
mental Assistance Foundation 5pp 30506 309-30507 276. 

-6505200293 Insp Ropl 50-172/71 01 on 710519 Noncomplianco noted filler sample 
from paniculate air sampler not collected & analyzed weekly. 

LEWfS.R C., SUTHERLAND. JJ.. SEIDLE.WC. Region 2, Atlanta, Office of the Direc- 
tor 71/07/01. 7pp 30507 066-30507 071 


J, Insurance & Indemnity Information 


8606200000 Partial response to FOIA request for three caiegor/es of documents re al- 
leged 1907 accident at Radiation Effects Lab or "hot cell” at Georgia Nuefoar 
L^ Forwards documenls listed In App A Documents also available In PDR. 

FELTON. J M Division of Rules and Records 84/10/25 BREMAN,V.A Legal Environ- 
menlal Assistance Foundation. 6pp. 30606 309 30507*275. 


-8606200344 Forwards order terminating License R-86 & Amend 5 to Indemnity Agree 
ment B -24, tormina ting Indemnity coverage. 

SKOVHOLT.DJ Atomic Energy Commission 71/08/31 POORE.H L Lockheed Air- 
craft Corp Ip 30507 094 9050/.094. 


■8605200350 Order terminating License R 86 & Indemnity Ag^reement 8-24. 
MORRIS, PA Atomic Energy Commission 71/08/31. 2pp. 30507,095-30607.096 


O Inspection reports, IE Bulfetlns & correspondonco 

8505200089 Partial response to FOIA request for threo categories of documents re &t 
loged 1967 accident at Radiation Effects Lab or "hot cell" at Georgia Nuclear 
Lao.Forwafds documents listed In App A Documenls also available in PDR 
FELTON, JM Division of Rules and Rocords 04/10/25 BREMANyA Legal Environ 
mental Assistance Foundation 5pp 30506 309-30507 275 

-8505200210 Forwards Special Insp Rapt 50 172/70 02 on 700009 Four Homs of non 
compliance noted 

* Region 2, Atlanta, OHfco of the Director 70/10/02 O’REILLY. J P Region 2, Atlanta, 
Office o1 the Director Ip 30507 006 30507 006 

-8605200216 Special Insp Rept 50-172/70 02 on 700900 Noncompllance noted grab 
samples not collected.tiiesol generator not started on weekly basis or 
chocked.operating Inslrumontation not marntalnod & safety commlttoo failed to meet 
LEWIS.R C , PEERY.WW . SEIDIE.WC Region 2. Allania, Office of the Director 70/ 
10/02 lOpp 30507 007-30507 016 

-8505200225 Ack receipt of 700925 Itr ro noncomplianco noted in insp on 700909 Cor- 
foclivo actions samples collected weekly from primary cooling sys for analysis &. new 
proceduro written (or gen orator chock 

ORMSBY.RB Lockheed Aircraft Corp 70/10/14 DAVIS.J G Region 2, Atlanta, 
Office of the Director 4pp 30507.017-30507 020 

-0505200230 Forwards ficonseo reply ro noncomplianco.por 700925 Hr Satisfactory 
action comptotorf by licensee 

SEIDLE.W Region 2, Atlanta, Office of the OJroctor 70/10/21 O’REILLY, JP Region 
2, Allania. Office of the Director 2pp 30507 021-30607.022 

-8605200274 Forwards item of noncompllance re collecting & analyzing filter samples 
on weekly basf3.for response Corrective actions for item will bo observed at next Insp 
DAVIS.J Q, Atomic Energy Commission 71/05/22 ORMSBY.RB Lockheed AircrafI 
Corp 2pp 30507 059 30507 060. 

-B50S200279 Advisos that air sampio filter at reactor dominerallzcr bldg entrance sam- 
pled on biweekly schodulo since 710201 Schedule reealabllshed on 7 1051 9, per JG 
Davis 710522 Hr ro Item of noncompllance 

ORMSBY.RB Lockheed Aircraft Corp 71/06/02 DAVIS.J G Region 2, Atlanta, 
Office of Iho Director Ip 30507 061*30507 061 . 

-8505200284 Forwards licenseo 710522 reply to noncomplianco form Saiiafaciory 
action completed by licensee Ack sonl to licensoe.per PI 0900/1 
SEIOLE.W.C Region 2, Atlanta, Office of Iho Director. 71/08/11 O^REILLy,J P. 
Region 2, Allania, Office of Iho Director. Ip. 30507 062-30507.002 

-8605200288 Forwards Insp Rept 50-172/71 01 on 710519 Item of noncomplianco 
noted 

SEIDLE,WC Region 2, Allania. Office of the DIroclor 71/07/01. KEPPLER.JG 
Region 2, Atlanta, Office of the Director. 2pp 3 0507.063*30507 064 

-0506200293 Insp Rept 60-172/71*01 on 710519 Noncompllance noted fitlor eampfo 
from particulate air sampler not collected & analyzed woekly 
LEWIS, RG. SUTHERLAND. JT„ SEIDLE.WC Region 2, Allania, Office of the Dlroc- 
lor 71/07/01. 7pp 30507.065-30507 071 

-8505200304 Forwards Insp Rept 60-172/71 02 on 710714.No safely aignficanco or 
noncomplJance observed Termination of License R-G6 rocommended,por 710412 
Lockheed decommissioning plan Facility will be placed under Slate of GA license 
SEfDLE.Wa Region 2, Allania, Office of the Director 71/08/10. KEPPLER.J.G 
Region 2, Allania, Office of the Director Ip 30507*072 30507.072 

-8505200309 Special Insp Rept 50 172/71*02 on 7107l4.MaJor areas 
discussed decommissioning plan & stale license 

LEWIS.R C , SEIDLE.WC Region 2, Allania, Office of the DIroclor 71/00/09 3pp 
30507.073-30507*075 

-0605200317 Discusses Insp Rept 60-172/71-02 on 710714 No noncomplianco 
detected Major areas discussed decommissioning acHvIlfes, transferring rocords & se- 
lected exam procedures. 

DAVIS, JQ. Region 2. Allania, Office of the DIroclor. 71/00/12 ORWSBY.R.B. Lock- 
heed Aircraft Corp. 5pp 30507.076-30507.080. 



14 DOCKETED ITEMS 


S. Reportable occurrences, LERs & related correspondence 

fiSOeSDOOSO Partial response to FOIA request for three categories of documents re al- 
leged 1967 accident at Radjaiion Effects Lab or "hot cell” at Georgia Nuclear 
Lab Forwards documents listed in App A Documents also available in PDR 
FELTONJ M Division of flutes and Records 84/10/25 BREMAN.V A. Legal Environ 
mental Assistance Foundation Spp, 30506300 30507,275 

-8505200371 PN0 78-1t3on 780512, Region 11 notified of media interest re concern 
(hat unrestricted use of decommission I ng facility allowed by State of GA from 1971 
until 1976 fenced area not adequately policed Related Info end 
MEYCR.RJ, HIQGINBOTHAM^L Director's Office, OfTice of Inspection and Enforce- 
ment 78/05/15 40pp. 3050719-0-30507 231 

8505230427 Part 21 repi re {ncorrect short time defay band lever Inadequately installed 
h low voltage K-!ine cfrcwit breaker electromechanical overcurrent trip device Visual 
Insp to determine If correct lever Installed recommended 

KAISER, A F Brown Boven Gorp (subs of Brown Boven & Co, L(d)« 85/05/13 
DEYOUNG, RC Director's Office, Office of (rspectlon and Enforcemenl. 6pp 
3D 531 223 30531 '228 


W. DecommlsBlonlng Stage Documents A Correapondence 

8505200067 FOIA request for three categories of documents re 1967 accident at Radi 
ation Effects Lab or "hot cell” at Georgia Nuclear Lab,Dawsonvll(e,GA 
&REMAN,VA Legal Environmental Assistance Foundation. 84/09/11 Office of Ad 
ministration. 1p 30506 308 30506-308 

8505200080 Partial response te FOIA request for three categones of documents re al 
leged 1967 accident al Radiation Effects Lab or "hot cell” at Georgia Nuclear 
Lab Forwards documents listed fn App A Documents also available in PDR 
FELTON, JM. Division of Rules an-d Records 04/10/25 BREMAN,V A Legal Environ- 
mental Asslstaoca Foundation 5pp. 30506 309 30507 275 

-8505200304 Forwards Insp Rept 50-172/71-02 on 71 07 14. No safety sjgnficance or 
noncomplDance observed Termination of License R-d6 recommended.per 710412 
Lockheed decommissioning plan Facility will bo placed under State of GA license. 
SEIDLE^WO Region 2. Manta, Office of the Director. 71/00/10 KEPPLER.JG 
Region 2, Atianta, Office of the Director, Ip 30507 072-30507 072. 

-6505200309 Special insp Rept 50-172/71-02 on 710714 IHafor areas 
discussed decommissioning plan & state license 

LEWIS.RC, SEIDLE,WC Region 2, Atlanta, Office of the Director. 71/00/09. 3pp 
30507 073-30507:076. 

-6505200317 Discusses li^sp Repl 60-172/71-02 on 710714 No noncompliance 
detected Major areas discus&ed-decommissionlng activities, transferring records & se- 
iected exam procedures 

DAVIS, J.G Region 2. Atlanla, Office of the Oireclor 71/06/12 ORMSBY.R B Lock- 
heed Aircraft Cor p 5pp 30507076-30507080 

-6505200333 Forwards efecom missioning plan, per 10CFR50 Requests authonty to de- 
commission reactor & dispose of components 

POORE, HL Lockheed Aircratt Corp. 71/04/12 Atomic Energy Commission. 2pp 
30507 086-30507 089, 

-8505200336 ' 'Decommissioning Plan.” 

* Lockheed Aircraft Corp 71/04/12 4pp 30607 090-30507-093 

-B60S200344 Forwards order terminating License R-66 6 Amend 6 to indemnity Agree 
ment 8-24 .terminating indemnity coverage 

SKOVHOLT,D J. Atomic Erteroy Commission 71/08/31, POOflE,HL Lockheed Air- 
craft Corp. Ip. 30507.094-30507.094 

-8506200350 Order lerminatiog License R-86 & Indemn/ly Agreement B 24. 
MORRIS.PA Atomic Energy Commission. 71/08/31 30507 095 30507.096. 

-85052003S4 AcMses that Lockheed Corp eppliecf for authority to dispose of inlernafs & 
to decommission reactor per 710412 Itr State of GA will assume regulatory control of 
remair^ng matt 

WOODRLIFF.R.W Operating Reactors Branch 1 (Pre 791030) 71/05/27 Operating 
Reactors Branch 1 (Pro 791030) Ip. 30507 097-30507,097. 

-8505200359 Requests addi stalement from AEC re present position w/ respect to 
State of GA license & final ameliorations of reslnctions on property Statement will be 
used as explanation to Qty of Atlanla to satisfy option agreement 
FORBES, Q fl. Lockheed Aircraft Corp 72/03/30 Atonr^lc Energy Commission 2pp 
30507 098-30507.099 

-8505200362 Forwards 10CFR150 of AEC regufations.per 720330 request for definition 
of Agreement State AEC regulatory authonty over Ucensea 10 01425-14 & SNM 260 
ceased w/fisted termination dates W/o ends 

BLANC.G A Atomic Energy Commission 72/05/05. FORBES.Q.R Lockheed Aircraft 
Corp. 2pp 30507 100-30507 fOl. 

-6505200383 Forwards 720330 & 0505 Itrs between NRC 6i Lockheed Georgia clarify- 
ing disposition of srte & ack Stale of GA regulatory authority over decommissioning of 
(acilily & NRC 710831 order terminating License R-se.W/o ends 
KERR, GW. Assistant Director for Slate Agreements Programs 78/10/16 
TEDFORO.C Georgia, Stale of Ip 30507-233-30507 233 

-0505200393 Summanzes 781020 briefing w/EQ&G & Stale of GA fn Dawsonvilfe.GA 
re flyover survey of Lockheed-Georgia fadliiy Agreement reached to show media 
survey resufta. Related info end 

ASHLEY, EC Office of Slate Programs, Director 78/11/30, Office of Slate Programs, 
Director. 37pp. 30507:239-30507.275 


DOCKET SO- 184 NATIONAL BUREAU OF STANDARDS REACTOR 


0. Impaction reportSj IE Bulletins & correaportdence 

8505300469 Responds to vfofatlons noted In Insp Rept 50-184/85-01, Corrective 
actions personnel posted inside process room, Need for acbon disputed 
CARTER, RS. Commerce^ Dept, of, National Bureau of Standards 85/05/10. 
MARTINJT Region 1, Office of Director. 1p 30636.023-30636 023. 


R Periodic operating reports & related correspondence 


8505020270 "Operations Rept 37.1904 ” W/860403 Ur 
CARTER, RS Commerce, Depl of, National Bureau of Standards 84/12/31 16pp 
30116 200-30118 214 


DOCKET SO-ieS UNIV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8503120185 Forwards request fo; route approvaljjer 10CFR73 37 Last yr route Intended 
for use Info re planned shipping dales (ref 1 0CFR73.72) end in separate Itr 
HULTSCH.RA Missouri, Univ of, Cdumbla. MO B5/02/21 HILLMAN.C Physical Se- 
curity Licensing Branch Ip 29339 034-29339 034 


Q. Inspection reports, IE Bulletins & correspondence 

8505070174 Forwards Insp Repl 60-186/06-01 on 850416-18 No noncomplianco noted 
PAPERIELLO.CJ Regions, Office of Director 85/05/02 BflUGGER.RM Missouri, 
Univ of. Columbia. MO Ip 30181 034-30161 042 

-B5O5O7O170 Insp Rept 60-186/85 01 on 850416-18 No viofalion or deviation 
noted Major areas inspected radiation protection & radwaste mgt prog rams .Iniclu ding 
Quaiifications,audits, training instruments & equipment & exposure control 
QRANT.W.B . GREGER.L R Region 3, Office of Director 05/05/02 8pp 301 81 035 
30181.042 


DOCKET 60-187 SPACE RADIATION RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

8505080329 Requests approval to proceed w/certain maint tasks prior to approval of 
decommissioning plan & dismantling of reactor facility Tasks include, removing control 
rod 6 drive mecnanlsmjn core instrumentation & vacuum sys 
8ENVEN1STE,J Northrop Corp 85/04/29 BERNARD.H NRC • No Detailed Affiliation 
Given Ip, 30202-343 30202 343 

6505200648 Requests payment of fee for 650114 application for review of decommis- 
sioning pfan & environ rept 

DIGGS.RM License Fee Management Branch 05/05/10 BENVENfSTE.J Northrop 
Corp Ip 30500 343-30500 343 

8505240127 Forwards 050515 FR notice of proposed issuance of orders aulhorizlng drs 
position of component parts & terminating facility llcense,in accordance w/6501 14 ap- 
pticalion „ . 

THOMAS, CO Standardization & Special Pfolecls Branch 85/05/15 BENVENISTE.J 
Northrop Research S Technical Center 3pp 30575 278 30575 284 

-8505240134 Notice of proposed issuance of order auihorizing disposition of compo- 
nent parts & terminating License R 90 

THOMAS.CO Standardization & Special Projects Branch 85/05/15 4pp 30575'201- 
30575 284 


Q. inspection roporta, IE Bulletins & correspondence 


8505280284 Forwards Insp Repl 50-187/85 01 on 850408 09 No noncompiiance noted 
WENSUWSKI.FA Region i Office of Director 86/05/03 BENVENISTE.J Northrop 
Research & Technical Center Ip 30582 001-30582 007 

-8505280292 fnsp Rept 50 187/85-01 on 850408-09 No violations or deviations 
noted Major areas inspecled decommissioning organization.radialion & contamination 
survey records, ALARA work practices & instrument calibr 

CILLIS.M, YUHAS.GP Regjon 5. Office of Director 85/05/02 6pp 30582 002- 
30582 007 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


P, Operating license stage documents & correspondence 


8505090317 Forwards ‘‘Decommissioning Plan for Univ of Texas TRIGA Reactor ” 
Project schedule estimates completion in mid- to fate 198 7. Implementation of plan not 
anticipated until Jul 1987 or shortly after, 

BAUER, T.L Texas, Univ of, Austin, TX 85/05/03 DENT0N,H Office of Nuclear Re- 
actor Regulation, Director. 2pp 30219.254-30220-022 

-8505090326 "Decommissioning Plan for Univ of Texas TRIGA Reactor ” 

• Texas, Univ of. Austin, TX 85/05/03. 127pp, 30219.256-30220 022 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


P. Operating license stage documents & correspondence 


8505280550 Forwards Amend 14 to License R-95 & safety evaluation Amend channes 
allowable pH range of secondary coolant water from 6.5-7 5 to 5.5-9 
THOMAS.CO Standardization & Special Projecis Branch 85/05/20 DIMEGLIO A F 
Rhode fsland. State of Spp 30606 141-30606.149 

-6605280556 Amend 14 to License R-95, changing allowable pH range of secondarv 
coolant water from 5 5-7.5 to 5 5-9. ^ 

THOMAS.CO. Standardization & Special Projects Branch 85/06/20 4pp 30606.144- 
30606 147. 



DOCKETED ITEMS 15 


-8505280560 Safely evalualion supporting Amend 14 to License R 95 

* Office of Nuclear Reaclor ReBulalion, Director 85/05/10 2pp 30606 148 
30606 149 


DOCKET 50*199 MANHATTAN COLLEGE RESEARCH REACTOR 


H General correspondence 

8505310272 Advises thal effective 050701, author will no longer bo reactor 

arfminislrator Requests deletion of name & addition of RE Berlin on mailing label for 
IE notices 

KANE,RS Manhattan College, Rivordalo. NY 05/05/14 JORDAN.E L Division of 
Emerooncy Preparedness & Engineering Response (Post 830103) Ip 30661 335 
30661 335 

8505310358 Notifies thal effective 850701 .author will no longer be reactor 

administrator Requests dolotion of name & addition of RE Berlin on mailing lists & li- 
ce n so activities 

KANE.RS Manhattan College, Riverdale, NY. 05/05/14 CHU.A Standardization & 
Special Projocls Branch ip 30665 264 30665 264 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


-85050D0460 Insp Repts 50 206/85 11,50-361/85 11 & 50*^362/05 10 on 850325- 
29 No violation o-r doviation noted Major areas inspected impEomontation of fire protec- 
tion program 

QUALLS, PM Region 5. OHico of Director 85/04/16 6pp 30103 145 30183 149 

8505030415 Forwards Rov 3 lo security force training & qualification plan Rev withheld 
(ref 10CFR73 21) 

HAYNES.JG Soul Korn California Edison Co 85/04/26 MARTIN, JB Region 5, OffiCQ 
of Director Ip 30127 157-30127 157 

8505150107 Forwards revised omergGney plan Implemonting procedures. Including Tem- 
porary Chang© Notice 2 2 to S0 123 VIII -20 ro emergency planning coordinator di^ios 
& Tomporary Change Notice 2-1 to 50123-Vlll 60 re security leader W/o ends 
CROY.P A Sou thorn California Edison Co 05/04/25 MARTI N.J B Region 5, Office of 
DiroctOf Ip 3039 B 035 3039B 035 

8505230047 Forwards Rev 1 to Aug 1903 satonuards confinnency plan Rev withhold 
(ref 1QCFR73 21) 

HAYNESJG Southern California Edison Co 05/05/03 MARTIN.J Q Rogion 5, Office 
of Director Ip 30533 250-30533 258 

0505230250 Advises that 841023 Rev 3 & 850425 Rev 3A to guard training & qualifica- 
tion plan consistent w/provision&of 10CFR50 54(p) & acceptable 
SCHUSTER, M D Region 5, Office of Director 85/05/06 HAYNES.J G, Southern Cali- 
fornia Edison Co Ip 30537 3Q3 30537 383 


P, Operating license etogo documenle & correspondence 

8505210183 FOIA request for memos .documents, repts & correspondence re migration 
of radioactivoly contaminated koroseno at NRC licensed burial ground at West 
Valley, NY 

RESNIKOFF.M Sierra Club 64/12/03 Commissioners Ip 30524 265-30524 205 

8505210193 Partial response to FOIA request for records re migration of radloacllvely- 
contaminaled koroseno at NRC licensed buna) ground at West Valley, NY Forwards 
App A documents Search continuing 

FELTON.J M Division of Rules and Records 65/01/03 RESNIKOFF.M. Sierra Club, 
3pp 30524 286 30524 301 

-8505210190 Submits items of Interest to Commission ro spent fuel storage, West 
Valley & planned outside meetings 

ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 63/12/21 DAVIS, J.Q. 
Office of Nuclear Material Safety & Safeguards.DIrector 2pp 30524 289 30524*290 

-8505210205 Forwards brief discussion of contemlnalod solvent find In research moni 
tormg well at West Valley low level waste disposal area 

ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 03/12/22 
BROWNfNG.R NRC - No Detailed Affiliation Given 6pp 30524 291-30524 205 

-8605210211 Confirms 840116 visit to discuss disposal area, sotidification processing & 
product & low level waste forms from Union Carbide facility in Tuxcdo.NY 
CLARK, T A Advanced Fuel & Spent Fuel Licensing Branch 64/01/12 DAVIS, R 
Brookhaven National Laboratory ip 30524*296-30524 296 

-8606210227 Fomvards ‘’Characterization of Kerosene Base Tributyl Phosphate Solu 
lion Transport at West Valley Disposal Site " 

PERKINS, RW Battelle Memorial Institute, Pacific Northwest Laboratories 84/01/26 
CLARK.T Office of Nuclear Material Safety & Safeguards.DIrector Ip 30524*297- 
30524 297 

-8505210234 ‘'Charocterization of Koroseno Base Tributyl Phosphate Solution Trans- 
port at West Valley Disposal Site ” 

ROBERTSON.de , WOGMAN.N A . PERKINS.R W. Baltollo Memorial Inslituto, Pacific 
Northwest Laboratories 84/01/26 App 30524*298 30524 301 

-85052 10244 Forwards rocommended range finding measurements of organio solvonis 
migrating at West Valley Range-finding survey should be carried out lo establish 
actuaf concentrations of organic constituents of tributyl phosphate In soil gases. 
PERKINS.R W Battolle Memorial Institute, Pacific Northwest Laboratories 04/06/05 
CLARK.T Office of Nuclear Material Safety & Safeguards.DIrector 3pp 30524 312- 
30524 314 

"850621 0263 Comments on draft rept, "Plan for Diagnosing Solvent Conlamlnatlon at 
West Valley Facility Disposal Area,' per NRC 840705 request 
FAKUNDINY.R.H. New York. State of FAKUNDINY.R.H Now York, Stale Unlv of, 
Albany, NY 84/09/13. NICHOLSON, T J. Earth Sciences Branch 2pp 30524.316 
30524.358 


DOCKET 60-206 SAN ONOFRE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency A fire protection plans 


8503060426 Forwards description of changes & Revs 1 & 1A to Aug 1983 physical se- 
curity plan Rov & description withhold (rel 10CFn73 21). 

HAYNES.J Q Southern California Edison Co 85/02/25, MARTIN, J.B. Region 5. Office 
of Director Ip 29210.306-29210 306 


8605160304 Revised emergency plan Implementing procedures, including emergency 
plan Implementing procedure index, Rev 2 lo S0123-vjll-20 re emergency planning co- 
ordinator & Rev 2 to SO123-VIII'30 12 fo public address announcements 
* Southern California Edison Co 85/03/25 109pp, 30426.199 304S6’309. 


8506070292 Forwards description of change & Rev 4 to physical aecurity plan.Chango 
modifies screening requirements by deleting psychological testing due to cost & inef- 
fectiveness. 

HAYNES.J Q Southern Californio Edison Co. 86/04/10, MARTIN, J.B. Region 6, OIKce 
of Director 5pp, 30178 023-30178.027. 

8605060464 Forwards Insp Repts 60-206/85-11,50-361/85-11 & 60-362/85-10 on 
850326 29, No violation noted. , 

KIRSCH.D.F. Region 6, Office of Director, 86/04/19 BASKIN.K.E Southern California 
Edison Co 2pp, 301031143-30183:140. 


8605130391 Ack receipt of 850412 Ur mformlng NRC of stops taken to correct violations 
noted in Insp Repts 50-206/65 *06, 50-361/65 06 & 60 362/85 05 
MONTGOMERVJ Region 5, Office of Director. 65/05/07 BASKfN.K P Soulhern 
California Edison Co 1p 30274,355 30274 357 

-8505130401 Responds lo NRC 850314 Itr re violations noted in Insp Repts 50 206/65- 
06,60-301/85 06 & 50-362/06 05 Corroclive actions request that annunciation of 
diese! gonoralor missife doors not be required will bo sent Details withheld 
BASKIN.KP Southorn California Edison Co 65/04/12 MARTIN.J B Region 6. OMtea 
of Director 2pp 30274 356-30274 357. 

8505200259 Forwards Safogirards Insp Repis 50-206/85 15,50-361/85 14 50 362/05- 
13 on 850416 19 No violation noted Major areas Inspected selective exams of proce- 
dures & representative records Repl withhold frof 10CFR2 790 & 73 21) 
MONTGOMERY.J L Region 5, Office of Diro dor 05/05/13 BASKIN.KP Soulhern 
California Edison Co 2pp 30468 312 39460 313 

8505210130 Advises thal 850225 rev lo physical security plan re vita) area reconfigura- 
tion program consistent w/provislons of 10CPR50 54(pj & acceptable 
SCHUSTER, M D Region 5, Office of Drreclor, 85/05/17, HAYNES.J G Southern Cali- 
fornia Edison Co Ip 30404 166-30494 166 

8505230346 Forwards addi info fo util 840424 submiUa) concerning dedicated shutdown 
sys (DSS),por 041213 request Util procoodlng w/efforls lo comply w/schodulos for 
completion of mods, In eluding D5S mods, established by 830323 exempllon 
MEDFORD, MO Southern California Edison Co 65/05/21 ZWOLINSKI.J A Operalrng 
Reactors Branch 5 121pp 30534 342 30535 102. 

0605290469 NotilicalSon of 850625 mooting w/ulil in Belhosde.MD to discuss ulil ap- 
proach to complying w/Section III Q of App R 

PAULSON.WA Operating Roaclors Branch 5 B5/05/22 ZWOLINSKI.JA Operalmg 
Reactors Branch 5 3pp 30595 265 30595 267 


Q. Adjudicatory corraspondenco 

8505020177 Advises that Denton 620513 memorandum ro request for Investigation con- 
cerning design doficlencios & Dircks 040913 memorandum concerning rostart ol facili 
ty will bo Included In Commission dockot for Sierra Club vs US NRC 
CLEMENTS.WL Oackeling & Services Branch, //205 707. 05/04/30 Docketing & 
Services Branch 13pp 30106,334-30106 361 


H. General correspondence 

8S06080157 Request s summary & handouts from 850227 mooting w/util in 
Bethosda,MD re steam generator Insp schedule 

PEARL.WL NWT Corp 05/04/30 PAULSON.W Office of Nuclear Reactor Regula- 
tion, Director 2pp 30202 099-30202 100 


J. Insurance & Indemnity Information 

8605130327 Forwards Endorsements 103.104 & 106 lo NELiA Policy NF-146 & En- 
dorsements 00 & 01 to MAELU Pollctr MF-3D 

ADAMS.T.R. Southern California Eefison Co 85/05/06 DINITZ.I Office of Nuclear 
Reaclor Regulation, Director, Opp 30275*297-30276 304 


P. Operating license stage documents & correspondence 

86061000*06 Further response to FOIA requests dtd 040223 & 0730. Forwards App B 
documents Doewmonts available in PDR 

FELTON, J.M. Division of Rules and Records 84/10/09. KALER.R J. Gndsby & 
Hannah. 8pp 30296 056-3029*0 295 

-800S200864 Discusses RJ Bosnak 00021 1 memo re Mechanical Engineering Branch 
equipment qualiticailon offort & potential lor licensing delays Privato firm contract pro- 
posal being prepared. 

MATTSON.RJ Division of Systems Safely 00/02/16 DENTON, H.R Office ol Nuefo 
ar Reader Regulation, Director, Ip. 30295 107-30296,107, 

-8005200888 Informs that Seismic Qualification Review Toam schedules re OL applica- 
tions ^11 bo delayod due lo Naval Research Lab concollatlon of Interagency agroo- 
ment, 

BOSNAK.RJ. Mechanical Ennlnoe/lng Branch 00/02/11. MATTSON.RJ Division of 
Systems Safety, 2pp, 02828*071-02626 072 
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8505200S65 Further resporii&B to FO)A rcouast for NRR assessment & alt reviews &/or 
comments re integrated program de /el oped to outtino near-term OL workload^per 
EDO 340625 memo Forwards App A documents Memo from EDO to Palladino not 
found 

FEUTON^JM Division of Rules and Records 64/10/19 ADATO.M Union of Con 
cemed SciGnlista 4pp 30525 00' -30526 320 

-8505210063 Rev 1 to “Licensing Activities Schedule for Restart of Sar» Onofre Nuclear 
Generating Staiion.Unit 1.” 

* NRC - No Detailed Affiliation Given 64/08/31 lOpp 30525 080-30525 089 

8505060016 Forwards safety evaluation supporting util use of process control program 
as referenced in Tech Spec 6 16 

ZWOLINSKI.JA Operating Reactors Branch 5 85/04/22 BASKIN, K P Southern Cali 
forma Edison Co 2pp 30164 323-30184 325 

-6505060021 Safety evaluation supporting utjl use of process control program w/Tech 
Spec 6 1 6 

* Olfice of Nuclear Reactor Regulation, Director. 85/04/22 Ip 3016 4 325 30184 325 

850S010401 Advises lhat end notice of consideration of issuance ol amend to License 
DPR-13 4 proposed NSHC delermi nation S opportunity for hearing re 850409 reguesi 
re steam generator insp being forwarded for FR publication 

ZWOLINSKI,JA Operating Reactors Branch 5 85/04/25 BASKIN.K P Southern Cali 
forma Edison Co 2pp 30092 191-30092 200 

-8505010409 Notice of consideration ot issuance of amend to License DPR-13 & pro 
posed NSHC determination & opportunity for hearing re 85040 B request to extend 
schedule for steam generator insps 

ZW0LINSKI,J A Operating Reactors Branch 5 85/04/25 8pp 30092 193 30092 200 

8505010137 Forwards description of reliability improvement program for emergency 
diesel generators, per Generic Ltr 64-15 Response to (tr completed 
MEDFORaWO Southern California Edison Co 65/04/29 THOMPSON.HL Division 
of Licensing 6pp. 30087 297-30087 302 

8505020200 Advises that proposed acceptance criteria re air lock testing will be 
revi£ed,per JA Zwohnski 650206 Ur concerning issuance of Amend 67 to License 
DPR-13 Proposed change to Tech Specs will be submitted 

MED FORD, MO Southern California Edison Co 65/04/29 ZWOLINSKI.JA Operating 
Reactors Branch 5 tp 30106 269 30106 269 

8595030419 Forwards “San Onofra Nuclear Generating Station, Uni I, long- Term Svc 
■Prog ram .Review & Development of Small Bore Piping & Tubing Criteria” & “San 
Onofre Evaluation of Refueling Water Storage Tank, for Long-Term Svc,“ per 850312 
request 

MED FOR D.M a Southern California Edison Co 65/04/30 ZWOLINSKI.JA Operating 
Reactors Branch 5 Ip 30127 169 30127 260 


--8505 130393 Proposed Tech Specs re containment isolation valves 

* Southern California Edison Co 85/05/09 4pp 30275 028-30275 031 

8505170420 Responds to NHC 841128 request for confirmation re Generic Ltr S3- 
28, Item 4 2 1 on periodic maint program lor reactor trip breakers & Item 4 2 2 on 
trending of reactor trip breaker parameters to forecast degradation of operability 
MEDFORD.MO Southern California Edison Co 85/05/14 ZWOLINSKI.J A Operating 
Reactors Branch 5 3pp 30444 053 30444 055, 

8505310223 Forwards listed documents referenced in 05O3DO "San Onofre Nuclear 
Generating Slallon Unit 1, Seismic Program for Long Term Svc," per 850402 & 03 ro- 

S^^FORO.MO Southern California Edison Co 85/05/14 ZWOLINSKI.JA Operating 
Reactors Branch 6 2pp 30664 001-30664 357 

-0505310230 "Design of Raceway Support Mods.Safety Related " 

* Bechtel Corp 04/05/09 23pp 30664 003-30664.041 

-0505310242 Responds to 820119 comments re util seismic reevaluation program w/ 
exception of Item 1 Response to Item 1 expected by 020604 
BASKIN.K P Southern California Edison Co 82/04/12 CRUTCHFIELD.D Operating 
Reactors Branch 5 4pp 30664 042 30664 045 

“0505310252 Rev 1 to "Impact of Pipe Support Loads on Structures (fPSLS).SafGly- 
Related '* 

* Bechtel Corp 84/10/10 16pp 30664 046 30664 135 

-0505310261 Rev 0 to "Functionality Study of Piping Sys in Response to SSE Event "■ 

* EDS Nuclear, fnc 01-0500-1135 ROO BO/12/31 57pp 30664 136*30664 105 

-0505310260 "Experimental Study of Plastic Responses of Pipe Elbows " 
GREENSTREET.W Oak Ridge National Laboratory OFNL/NUREG 24 78/02/28 
58pp 30664 196-30664 357 

8505210106 Generic Ltr 85 08 to at? holders of CPs & OLs re 10CFR20 408 termination 
rapts - tormate 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 2£lpp 30682 282-30682 301 

8505210122 Generic Ltr 65 09 to all Westinghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 83-28,ltem 4 3 

THOMPSON.HL Division of Licensing 85/05/23 Yankee Atomic Efectrfc Co 17pp 
30671 334-30671 350 


Q, Inspection reports, IE Bulletins & correspondence 


-0505030424 Rev 0 lo "San Onofre Nuclear Generating Station, Unit l.Long- Term Svc 
Program, Rev lew & Development ol SmaFJ-Bore Piping a Tubing Criteria “ 

MmpenCorp 01-0310-1385 ROO 85/04/30 54pp 30127170-30127 223 

-0505030430 Rev 0 lo "Ssn Onofre Nuclear Generating Station, Uni I 1 Evaluation of 
Refuelirfl Water Storage Tank (or Long-Term Svc " 

^ ImpellCorp 01-0310-1392 ROO 85/04/30 37pp 30127 224-30127 260 

0505030356 Advises that Chem-Nucfear.fnc replaced by Nuclear Packagmg, fnc as 
vendor of wel radwaste ireatmerit svcs Nuclear Packaging, Inc will dewater wet rad- 
waste for shipment, per TP 02-NP Approval requested by 850601 
MEDFORD.MO Southern California Edison Co 85/OS/Ol KNIGHTON.GW Licens- 
ing Branch 3 Ip 30125 192-30125 192 

8S0S1 30332 Forwards draft NUREG 0629. '‘Integrated Plant Safely Assessment SEP" & 
FR notice Equipment & procedural changes identified Final version will form part of 
bases for considering full-term OL issuance W/o FR notice 

ZWOLINSKLJA Operating Reactors Branch 5 85/05/01 BASKIN.K P Southern Cali- 
fornia Edison Co 565pp 30276 107-30277 311 

8504290442 Generic Ltr 85-07 lo alf operating reactor licensees re implementation of 
integrated schedules for plant mods Svc list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, fnc 2Zpp 30218 149 30218 170 

8505130396 Preliminary applicalian for amend to License OPR-13, consisting of Pro 

g osed Change 149,revi5ing Tech Spec 3 6 2 re containment isolation valves & Table 
6 2-1 re power operated or automatic coniainment isolation valve summary 
MEDFORD.MO Southern California Edison Co 85/05/07 ZWOLINSKI.J A Operating 
Reactors Branch 5. 7pp 30278 183-30278 196 

-650513Q4()(> Proposed Tech Spec Change 149, providing assurance that containment 
isolation valves fisted in Table 3 6 2 1 will function when initiated by appropriate sen- 
sors 

’ Soulhern California Edison Co 85/05/07 7pp 30278 190-30278 196 

0505100293 Forwards SEfl supporting 831128 & 840718 responses lo Generic Ltr 03- 
28,1 tem 1 1, "Post-Trip Review - Program Descnplion & Procedure " 

ZWOLiNSKI.JA Operating Reactors Branch 5 85/05/09 BASKIN.K P SoulhernCalr- 
forma Edison Co 2pp 30245 304 30245 309 

-0505100310 SER supporting 831128 & 840718 responses lo Generrc Ltr 83-28.liem 
1 1, “Post'Trip Review - Program Description & Procedure “ 

* Office of Nuclear Reactor Regulation, Director 85/05/09 4pp 30245 306 
30245 309 

0605130263 Submits proposed program & schedule for repair of spent fuel pit storage 
racks, per DM Cruicnfield 840417 ltr Repair currently scheduled for 851 1 15 Procedures 
for repair provided 

MEDFORaMO Southern California Edison Co 85/05/09 ZWOLINSKI,JA Operating 
Reactors Branch 5 Ip 30273 346-30273 346 

8505130308 Forwards Application 130 for amehd to License DPR-13, consisting of Pro- 

g dsed Change 149,reveslng Tech Specs re containment isolation valves Fee paid 
ASKIN.K P Southern C&ofornia Edison Co 85/05/09, DENTON.H R. Office of Nu- 
clear Reacior Regulation, Director 1 p 30275 012 30275 031 

—8505130390 Application 130 for amend to License DPR-13,cons!s(mg of Proposed 
Change 149, revising Tech Specs re contalnmenl isolation valves 
BASKIN.K P Southern CaJifornia Edison Co 85/05/09 15pp 30275 013-30275 027 


8502280200 Forwards Insp Repls 50-206/85-04.50-361/85 03 & 50-362/85-03 on 
850114-18 No violations noted, 

KIRSCH.DF Region 5. Office of Director 85/02/11 BASKIN.K B Southern Californio 
Edison Co Ip 29145 238-29145 245 

-8502200294 Insp Repts 50-208/85-04,50 361/65 03 & 50-362/85-03 on 850114- 
18 No violation or deviation noted Major areas inspected operations, in eluding surveif- 
lar :e testing & caltbr control program & inservice testing program 
HAIST.D. KANOW.L. JOHNSON.P Region 5. Office of Director 85/02/07 7pp 
29U5 239 29145 245 


8505010330 Forwards fnsp Rept 50 206/85 09 on 650214 0320 Violations will be subj 
of separate correspondence 

KIHSCH.D F Region 5 . Office of Director 85/04/03 BASKIN.K P Southern California 
Edison Co ip 30094 070 30094 079 

-8505010342 fnsp Rept 50-206/85 09 on 850214-0320 Violabons noted failure to main- 
tain containment integrity & failure to perform proper post-malnt testing 
HUEY.F R , STEWAffT.J P . D’ANGELO, A J Region 5, Office of Director 05/04/02 
9pp 30094 071-30094 079 

8505060454 Forwards Insp Repts 50 206/05-11,50-381/85-11 & 50 362/85-10 on 
850325 29 No violation noted 

KIRSCH.DF Region 5, Office of Director 85/04/19 BASKfN.K E Southern California 
Edison Co 2pp 30183 143 30183 149 

-0506080460 Insp Repts 50 206/05-11,50 361/85-11 & 50-362/85-10 on 860325 
29 No violation or deviation noted Major areas Inspected im pi omental ion of fire protec- 
tion program 

QUALLS.PM, young, T, JOHNSON.P H Region 5, Office of Director 85/04/16 
5pp 30183 145-30183 149 


8505010401 Advises that end notice of consideration of Issuance of amend to Lfeense 
DPR-13 & proposed NSHC determination & opportunity for hearing re 860409 request 
re steam generator insp being forwarded for FR publication 

ZWOLINSKJ,J,A Operating Reactors Branch 5 85/04/25. BASKIN.K P Southern Cafi- 
fornia Edison Co 2pp 30092 191-30092 200 


■8605010409 Notice of consideration of Issuance of amend lo License DPR-13 & pro- 
posed NSHC determmation & opportunity for hearing re 050409 request to extend 
schedule for steam generator insps 

ZWOLINSKI.JA Operating Reactors Branch 5 85/04/25 Opp 30092 193-30092 200 


0504250462 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103] 85/04/30 Consolidated Edison Co of New York, fnc f07pp 30115 185- 
30 1 1 5 291 


85042504S5 IE Info Notice 85 035, "Failure of Air Check Valves to Seal" Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103] 85/04/30 Consolidated Edison Co of Now York, Inc 1 08pp ^30115 077- 


0505130391 AcK receipt of 850412 Hr Informing NRC of stops taken to correct violations 
noted in fnsp Repts 50-206/85 06, 50-361/85-06 & 60-362/85-05 
MONTGOMERY.J Region 5, Office of Director 85/05/07. BASKIN.K.P Southern 
California Edison Co 1 p 30274 355 30274 357 
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■■8505130401 Responds to NRC &50314 Ur re violations noted in Insp Ropls 50-206/85 
06,50-361 /05-06 & 50 362/85 05 Corrective actions reouGSt that annunciation of 
dioset generator missile doors not bo required will be sent Details withheld 
BASKIN, K P Southern California Edison Co 85/04/12 MARTIN, J B Region 5, Office 
of Director 2pp 30274 356 30274 357 

8506060418 IE Info Notice 04 52,Suppl 1, “Inadequate Mat! Procurement Controls on 
Part o( Licensees & Vendors " 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30615 347 

8505310619 Forwards Insp Hepts 50-206/85 06,50-361/85 04 & 50 362/85 04 on 
850120 0322 No violation noted 

KIRSCH.D F Region 5, Olfico of Director 85/05/08 BASKIN.K P Southern California 
EdiSOnCo 2pp 30663 263-30663 200 

-8505310633 Insp Repts 50 206/85 05,50-361/05 04 & 50 362/85 04 on B50120- 
0322 No violation or deviation noted Major areas Injected operational safety 
V0riflcation,o valuation of plant trips & events, LER review & tSF walkdown 
HUEY,F R , STEWART,J P . D‘/\NQELO.A Region 5. Office of Director 05/05/06 
16pp 30663 265 30663 280 

8505200269 Forwards Safeguards Insp Repts 50 206/85-15,50-361/86-14 & 50 362/ 
85-13 on 8504 15-10 No violation noted Major areas Injected selective exams of pro 
cedures & representative records Ropt withheld [ref 10CFR2 790 & 73 21) 
MONTGOMERY,J L Region 5, Oflico of Director 85/05/13 BASKIN.K P Southern 
California Edison Co 2pp 30460 312-30408 313 

8505130034 IE Info Notice 05 037, "Chemical Cleaning of Steam Goneralors at Mill 
stone 2 " Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response {Post 
030103) 05/05/14 Yankee Atomic Electric Co 4pp 30848 272-30849 014 


S, Reportable occurrences, LERa & related correspondence 

6805160075 Further response to FOIA request lor documents re operation of Grand 
Gulf Nuclear Station since 040 101, Including operation w/TDI diesel generators & use 
of TDI generators at faciiity App A documents h PDR, 

FELTON, J.M Division of Rules and Records 04/09/20 BELL.N Nuclear Informatfon 
& Rosourca Service 3pp 30454 105 30454 351 

-88 06 1601 04 Forwards altonclance Lst, handouts & slides used at 840126 meeting w/ 
TDI Owners Group 

CARUSO, R Licensing Branch 2 84/02/02 Licensing Branch 2 113pp 30454 110- 
30454 351. 

8605130178 Suppis response to FOIA request for documents re TDI diesel generators 
at facility & list of problems & defects which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents also placed in PDR 
FELTON, J M Division of Rules and Records 84/10/30 BELL.N Nuclear Information 
& Resource Service 4pp 30386 192-30380,047. 

-8404260430 Forwards comments on “Design Review of Connecting Rod Bearing 
Shells for TDI Enterprise Engines" & “Emergency Diesel Generator Rocker Arm Cap- 
screw Stress Analysis “ Ropt does not present sufficient data to support bearing life 
BERLINQER.CH Division of Licensing 84/04/11. MCGAUGHY.JP Mississippi 
Power & Light Co 7pp, 30387,332-30387 338 

■■8407090357 Summary of 840426 meeting w/TDf Owners Group In Wading Rivor,NY re 
status & progress of program to establish reliability of diesel generator Transcript & 
viewgraphs end 

MILLER.MA Division of Licensing, 84/06/26 Division of Licensing 50pp 30387.352- 
30388 170 

8605080226 PNO-V 85 023 on B50601 .licensee commenced shutdown from full power 
& early entry into maint outage originally scheduled for 850610 to Investigate In- 
creased motor bearing temp on safoty-related west main feedwater pump 
NARBUT.P , D’ANG^O.A Region 6, Office of Director. 85/05/02. Ip. 30201 312- 
30201 312 


DOCKET 60-208 COLUMBIA UNIV, RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

8505060193 Forwards FR notice of proposed Issuance of order terminating License R- 
IHStper 8501 14 application 

THOMAS.C.O. Standardization & Special Prolects Branch 85/04/29 GROSS,R,A. 
Columbia Unlv„ Now York, NY. app 30189.278-30189:284. 

-8605080196 Notice of proposed Issuance of order terminating License R-126 
THOMAS.CO Standardization & Special Projects Branch. 85/04/29. 4pp. 30109*281- 
30189,284 


DOCKET 50-213 HADDAM NECK PLANT 


P. Security, medical, emergency & fire protection plans 

6505030366 Forwards “Exercise AssessmenUoinl State & Local Radiological Emergen- 
cy Response Exercise for Haddam Neck Plant on 840512." FEMA 841001 44CFFr350 
a^roval will remain In effect. 

KIRIMM.R.W. Federal Emergency Management Agency, 66/04/24* JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103), Ip. 
30125.193 30125*280. 

-8506030373 “Exercise AssessmenWolnt Slate & Local Radiological Emergency Re- 
sponse Exercise for Haddam Neck Plant on 840512." 

* Federal Emergency Management Agency. 84/11/28 B8pp. 30126.194-30126 200. 

8605240403 Forwards Safety Insp Rept 50-213/86-06 on 050327-0401. No violation 
noted 

MARTIN, T.T Region 1, Office of Director. 86/06/20. OPEKA.J.F, Connecticut Yankee 
Atomic Power Co 2pp. 30653*177-30563*107 


•8505240411 Insp Ropl 50 213/05 06 on 860327-0401 No violatfon noted Major areas 
inspected emergency preparedness open items, status review of emergency program 
changes & annual emergency exercise observation 

SMITH.RH , HARPSTERJ L Region 1, Offtco of Director Q5/05/14 9pp 30663*179 
30653 187 


8505240462 Forwards SALP Repts 50-213/85 99.50 245/05-99 & 50 336/65 99 for 
Sept 1983 - Feh 1985 Meeting scheduled on 850604 to discuss SALP Board 
findings Reply to Board findings requested within 30 days after meeting 
MURLEY.TE Region 1, Office of Director 85/05/20 OPEKA.J F Northeast Nuclear 
Energy Co (subs of Northeast UKIiltes) 2pp 30552 252-30553 047 

-65Q6240466 SALP Rept 50 213/Q5-69 for Sept 1983 - Feb 1905 
* Region 1. Office of Director. 85/04/23 4epp 30552 254-30552 299 


H General correspontfence 


8504230326 Advises of changes to rngt structure associated w/WG Counsil leaving 
Northeast Utils to assume posibon w/another util Effectivo 85050 1,JF Opeka will re 
place WG Counsil 

COUNSIL, W G Connecticut Yankee Atomic Power Co COUNSIL.W G Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) COUNSIL.W G Northeast Utilities 85/ 
04/17 MILLER, JR Operalmg Reactors Branch 3 ZWOLINSKt.JA Operating Reac- 
tors Branch 5 YOUNGBLOOD.B J Licensing Branch 1 4pp 30536 036-30536 041 


J Insurance & Indemnity Information 


8605210423 Forwards Endorsement 80 to MAELU Policy MF-39 & Endorsement 92 to 
NEUA Policy NF-36 

STERN.D Marsh & McLennan, Inc 85/05/13 SALTZMAN.J Assistant Director for 
State & Licensee Relations 3pp 30499,052-30499 054 

8506240167 Forwards Endorsomenls 93 & 01 to NEUA Policy NF-161 & MAELU Policy 
MF-39,rospectively 

STERN.D Marsh & McLennan, Inc 05/05/20 SALTZMAN.J Assistant Director for 
Slate & Licensee Relations Spp 30555 029 30555 033 


P. Operating license stage documents & correspondence 


8505150001 Further response to FOfA request for documents from INFO & NRC that 
doscribe.analyzo or evaluate tNPO role or procedures in reporting info to NRC App A 
documents end. App B documents segregated & all factual portions released 
FELTON, JM Division of Rules and Records 84/11/21 TOTTEN.T Critical Mass 
Energy Project 4pp 30417 001-30417 193. 

-8210150566 Forwards ulil 820831 Hr transmitting INPO 1902 evaluation of ulit.per NC 
Moseley 810506 request & V Stello 810625 memo. 

SMITH.GH Division of Emergency Preparedness & Operational Support 82/09/15 
TAYLOR, JM Region 1, Office of Director Ip 30417194-30417 238 

-6210160660 Forwards INPO 1982 evaluation of facility. 

COUNSIL. W.G, Northeast Utilities 02/OB/31. HAYNES, R.C. Region 1, Office of Direc- 
tor Ip 30417*195-30417:236. 

-6210160673 “1982 Evalualion.CT Yankee, CT Yankee Atomic Power Co,” covering 
820405-12 

* Institute of Nuclear Power Operaliona 82/12/31. 41 pp 30417 196-30417.236 

6S060 10387 Forwards Amend 62 to Li>cen30 DPR-61 & safely evaluation. Amend re- 
vises Tech Specs to eliminate knee in power dependent Insertion limits cun/e to re- 
quire boration or dilution to change power level 

ZWOLINSKI, J A. Operating Reactors Branch 5 85/04/24. COUNSIL.W G Connecticut 
Yankee Atomic Power Co 2pp. 30092 201-30092*206 

-8505010400 Amend 62 to License DPR 6 1 .revising Tacti Specs to eliminate knee fn 
power dependent Inseiiion limits curve to require boratlon or dilution to change power 
level in power rango of 1.473 MWt to 1 ,025 MWt 

ZWOLINSKI, J A, Operating Reactors Branch S. 85/04/24 4pp 30092 203 30092 206 

-8506010416 Safety evaluation supporting Amend 62 to License DPR 61 

* Office of Nuclear Reactor Regulation, Director 85/04/24. 2pp. 30092*207- 
30092.208. 


8505020134 Requests schedule for impfemenlatlon of 841004 proposed electrical mod 
for automatic restoration of seal injeclion How from charging sys following loss of off- 
site power par TMI Item II.K3 25 Proposed mod acceptable 
ZWOLINSKr,J A. Operating Reactors Branch 5. 85/05/01. OPEKA, JF Connecticut 
Yankee Atomic Power Co. 2pp. 301 06,328-301 06:329 

8504290442 Generic Ltr 86-07 to all operating reactor licensees re Implementation of 
Iniejrated schedules for plant mods, Svc list end. 

THOMPSON, HL, Division of Licensing 85/05/02, Consolidated Edison Co of New 
York, Inc 22pp. 30218.149-30218 170 

0506160300 Remits fees for 850226 request for addi relief from certain ASME Code 
requirements & 850228 request for extension of deadline date for environ qualification 
of certain electrical equipment. 

OPEKA, JF, Connecticut Yankee Atomic Power Co OPEKA, J.F. Northeast Utilities. 
OPEKA.JF. Northeast Nuclear Energy Co. (subs of Northeast Utilities) 85/05/03 
DIGGS,R M License Fee Management Branch, Ip. 30427 136-30427.138 

8506140160 Forwards re^onise to 060214 request for add I Info re 840531 proposed 
rev to Tech Specs on EGGS pump discharge pressure requirements. Periodic testing of 
both HPSI & LPS1 pumps to more clearly reflect degraded pump curves proposed 
OPEKA, JF Connecticut Yankee Atomic Power Co, OPEKA,J.F, Northeast Utilities 
85/05/07* ZWOLINSKI, J A. Operating Reactors Branch 6 6pp 30367.146-30367:160. 
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BS0516011Q Subjnils add! info re util 340620 & 1004 rcBponses to G 0 n 0 fic Ur 03-28, per 
NRC 650305,1-4 & 0417 re-quests fleconsiderabon re Items 2 1 & 2 22 requeslerfiper 
ulil [mpfemaritation of NUTAC Mar 1984 vendor equipment lechnical info prograin 
OPEKA,JF. WRC}CZKA,EJ Connecticut Yankee Atomic Power Co OPEKA.J F 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 85/05/09 MILLER.J R 
Operating Reaclofs Branch 3, ZWOLINSKI.J A Operating Be actors Branch 5 2pp 
30429 084 30429 0Q5 

85D5230258 Application for amend to License DPR 61,fOVising Tech Specs re refueling 
cavity water level per safety analysis of cavity water level & seal redesign Fee paicf 
OPEKA.J F Connecticut Yankee Atomic Power Co 85/05/10 ZWOLINSKI.J A Oper- 
ating Reactors Branch 5 3pp. 30534' 134-30534.130 

“&50S 230260 Proposed Tech Specs re ref^/eling cavity water level 
• Connedicul Yankee Atomic Power Co 85/05/10 2pp, 30534.137-30534 138 

0505160323 Forwards draft SAIC 85/1517-2, ■"Review of Licensee & Applicant Re- 
sponses to NRC Generic LIr 83 - 20 J tern i 2, 'Po si -Trip Review Data & Info Capabili- 
ties,' Haddam Neck Plant,” technical evalualion rep! AddI Info requested 
ZWOLINSKI.J A Operating Reactors Branch 6 85/05/14 OPEKA.J F Conncclicut 
Yankee Atomic Power Co 3pp 30427 117 30427:134 

-0505160328 Draft "Review of Licensee & Applicant Responses to NBC Generic Ltr 
83-28, Hem 1 2, ‘PoaMrip Revcew Data & Info Capabilities/ Haddam Neck Plant,” 
technical evaluation rept 

‘ Science Applications fhlernabonal Corp (formerly Science Applicaiions. Inc) NRC- 
03-82 096 SAIC 85/1517-2 DBFT 85/05/14 NRC - No Detailed Affiliation Given 
15pp. 30427 120 30427 134 

8SO5220OtS Summary of 850430 & 0501 meelmgs w/uL! in Berlin, CT re status of li 
censing actions & Integrated safety assessment program Purchase cf spare mam 
transformer & improvements to secondary water chemislry program discussed 
AKSTULEWICZ.F Operating fleaclofs Branchs 85/05/17 ZWOUNSKI.JA Operat- 
ing Reactors Branch 5 3pp. 30520 302-30520 304 

8505360657 Nofification- of 650523 meeting w/uUI in Belhesda.MO to discuss proposed 
integral ecf safety assessment program topics, procedures & review schedule 
BOYLE,U L. Systematic Evaluation Program Branch 85/05/21 GRIMES^C I System 
aLc Evaluation Program Branch 2pp 30640 362-30640 363 


-8505240411 Insp Rept 50-213/85 06 on 850327-0401 No violation noted Major areas 
inspecied emergency preparedness open items, status review of emergency program 
changes & annual emergency exercise observation 

SMITH, R H . HARPSTER.TL Region 1, Office of Director 65/05/14 9pp 30553 178- 
30553 187 


8505240402 Forwards SALP Repis 60-213/85 99.50 245/85 99 & 50 336/85 99 for 
Sep! 1903 - Feb 1985 Meeting scheduled on B50604 to discuss SALP Board 
findings Reply to Board findings requested within 30 days after meeting 
MURLEY.T E Region 1. Office of Director B5/05/20 OPEKA.J F Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 30552 252-30553 047 

-8505240466 SALP Rept 50-213/85 99 for Sept 1983 - Feb 1985 
' Region 1 . Office of Director 85/04/23 46pp 30552 254 30552 299 

-B50524046B SALP Repis 50-245/85 99 & 50-336/05-99 for Sept 1983 - Feb 1985 
* Region 1 , Office of Director 85/05/06 92pp 30552 300-30553 029 

-8505240473 Discusses SALP for facilities tnput to SALP evaluation process & followup 
to previous SALP rept actions end 

COUNSIUW.G Conneclicul Yankee Atomic Power Co COUNSIL.WG Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) COUNSIL.W G Northeast Utilities 85/ 
03/22 STAROSTECKI.R Region 1, Office of Director RUBENSTEfN.L Assistant Di- 
rector for Core & Plant Systems MINNERS.W Safety Program Evaluation Branch 
18pp 30553 030-30553 047 


S. Reportable occurrences, LERa & related correspondence 

6505170269 LER 85 008 01 on 850320.C02 sya acluaiion did not shut off containment 
cable vault exhaust fan during annual test of fire protection sys for containmont cablo 
vault ExhausI fan controls rewired correctly W/850507 ltr 

SILBEROUIT.G J , GRAVES, R H Connecticul Yankee Atomic Power Co 85/05/07 
5pp 30465 214-30465 218 


V. Operator Enamtnatlone 


0505290405 Advises that position of not incorporating addi report! no requirements for 
safely & relief valve failures & chalfenges into Tech Specs acceptable, per util 640530 
response to NUREG 0737Jleni II K33 

ZWOLINSKF.JA Operating Reactors Branch 5 85/05/22 OPEKA.J F Connecticut 
Yankee Alomic Power Co OPEKA.J F Northeast Nuclear Energy Co (subs of North- 
east Ublities) 3pp 30595 257-30595 259 

8505210106 Generic Hr 65 OB to all holders of CPs & OLs re 10CFR20 408 termination 
repts • formals 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 39682 262-30682 301 

8505210122 Generic Ltr 65-09 lo all Westinghousa PWH licensees & applicants re Tech 
Specs for Generic Ltr 83 28.(tefn 4 3 

THOMPSON.H L. Division of Ucensing 65/05/23 Yankee Atomic Electric Co 17pp 
30671:334-30671 350 


Q, Inspection reports, IE Bullelfns & corresjion denes 

0505160493 Responds to NRC 641228 ltr re violations noted in fnsp Rept 50 21 d/84- 
26 Corrective actions Nov 1984 Nuclear Engineering & Operation Procedure 6 01 im- 
plemented to provide assurance that safety- related components identified properly 
COUNSIL,WG Connecticut Yankee Atomic Power Co 85/02/25 MARTIN.TT 
Region 1, Office of Director 3pp 3 9398 229-3039B 231 

8505150334 Responds to NRC 850211 Hr re violations nofed in Insp Rept 50-213/84- 
32 Corrective actions procedures within nuclear enpmeenng & operations depts re- 
vised lo require extensive technical review & evaluation of all projects 
COUNSIL.WG Connecticut Yankee Atomic Power Co 65/03/18 WENZ^NGER.E C 
Region 1, Office of Director 5pp- 30398 245 39398 246 

8505170037 Discusses insp Rept 50-213/85-03 on 8502 12-1 5 & forwards notice of 
violation Primary flow setpoints outside specs Caused by ulilizmg outdated proce- 
dures. 

MURLEy.T E. Region 1, Office of Director. 65/04/25 OPEKA.J Connecticut Yankee 
Atomic Powar Co 3pp 30465 007 30465 09 f 

-0505170042 Notice of viofation from msp on 650212-15 Vioietions noted Procedures 
5 2 23 & 5 2 3 did net ensure proper setting ot reactor protection sys loss ot flow trip 
charnels 

* Region 1. Office of Director 85/04/25 2pp 30465 090-30465 091 

8504250452 IE fnfo Nofpce 65 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Pipinp ■' Svt hst end 

JORDAN.b L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/39 Consolidated Edison Co of New York, Inc 197pp 30115 185- 
30115 291 

8S04260465 IE fnfo Notice 85-035, ‘‘Failure of Air Check VaJves to Seat” Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
039103) 05/04/30. Consolidated Edison Co of New York, Inc. I08pp 30115977- 
30115184 

0595960416 IE Info Notice 84 52.SuppJ 1. "Inadequafo Matt Procurement Controls on 
Part of Licensees & Vendors '* 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
B30103j. 65/05/00 Consolidated Edison Co of New York, fnc lOpp 30615 338- 
30816*347. 

3505130034 IE fnfo Nobce 85-037, "Chemical Cleaning of Steam Generators at Mill* 
stone 2." Sve fist encJ 

JORDAN, EL Olvfsion of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/14. Yankee Atomic Efoefne Co 4pp. 30048 272-30849 014 

8505240403 Forwards Safety fnsp Rept 50-213/85-06 on 850327 0401. No viofalion 
noted 

MARriNJT. Rogion 1, Office of Director 85/05/29 OPEKA.J F. Connecticut Yankee 
Alomic Power Co. 2pp. 30553.1 77'30553,1 87 


6505240462 Forwards SALP Repis 50-213/85 99.50 245/85 99 & 50-396/05-09 for 
Sepl 1983 - Feb 1985 Meeting scheduled on 850604 fo discuss SALP Board 
findings Reply to Board findings requested within 30 days after meeting 
MURLEYiTE Region 1. Office of Director 85/05/20 OPEKA.J F Northeast Nuclear 
Energy Co. (subs of Northeast Utilities) 2pp 30552 252-30553 047 

"8505240466 SALP Rept 50-213/85 99 for Sepl 1983 - Feb 1985 
* Region 1 . Office of Director 85/04/23 46pp 30552 254-30552 299 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


P. Security, medical, emergency & fire protection plans 


8S05020242 Forwards Safeguards Insp Rept 50-219/85 02 on 850107-11 & notice of 
violation 

MARTIN.TT Region 1, Office of Director 85/03/29 FIEDLER.PB General Public 
Utilities Corp - GPU Service Corp 2pp 301 17 303 301 17 31 1 

“8505020251 Notice of viofalion from insp on 850107-1 1 Details withheld (ref 
10CFR73 21 & 2790) 

* Region 1, Office of Director 85/03/29 fp 30117 306-30117 305 

“8505020203 Physical Security fnsp Rept 50 219/85 02 on 850107-11 Viofalion 
r7c ted physical barriers - protected areas rot monitored per security plan Deiails With 
held (ref I0CFR2 790) 

DUNLOP.JM, KEIMIG.RR Region 1. Office of Director 05/03/04 6pp 30117:306 
30117311 


8505060167 Rev 2 to EPIP-IG, “Emergency Dosimetry” & emergency plan implement- 
ing procedures index W/850429 ltr. 

BARTON, JJ General Public Ulilitfes Corp - GPU Service Corp 85/04/20 
MURLEY.T E Region 1, Office of Direcfor lOpp 30157 262-30167 271 


8505150598 Ack receipt of updated emergency plan & implementing procedures Internal 
control sys in place for maintaining current plan & procedures 
HARPSTERJL Region 1 . Office of Director 85/04/30 FIEDLER.PB General Public 
Utilities Corp. - GPU Service Corp 2pp 30412 241 30412 242 

8505090228 Notificalion of 050514 meeting w/ulil in Bethesda.MD to discuss safe 
guards info, hydrogen water chemistry tests, proposed changes lo shutdown panel & 
status of licensing actions 

DONOHEW.J N Operating Reactors Branch 5 85/05/06 ZWOLINSKI.J A Operatinn 
Reactors Branch 5 3pp 30226 241-30225 243 


0505100412 Forwards Insp Rept 50 219/85-09 on 850304-31 No violation noted 
KISTER.HB Region 1, Office of Director 65/05/07 FIEDLER.PB General Public 
Utilities Corp. - GPU Service Corp 2pp 30245 1 29-30245 1 43 


-8505100418 Insp Rept 50-219/85-09 on 850304-31. No violation or deviation 
noledOns unresolved item opened involving apparent discrepancy between FSAR 
staled cooling capacity of drywell equipment drain tank cooler & actual capacity 
BATEMAN, W H. WECHSELBERGER, CONNER, E L Region 1, Office of Director 85/ 
05/03 I3pp 30245 131-30245 143 


8505100342 Advises that deletion of -proposed mod re core spray sys does not change 
830627 safety evaluation Requiremenis of Item If K 3 21 of NUREG 0737 have been 
met, 

ZWOLINSKI.J. A Operating Reactors Branch 5 85/05/08 FIEDLER, P.B General 
Public Utilities Corp ■ GPLf Service Corp 3pp 30237 353 30237:359. 


8506290465 Summary of 850514 mealing w/GPU In Belhesda.MD re safeguards 
fnfo.hydrogen wafer chemistry test, proposed changes to NRC- approved remote shut- 
downj3ane1 Si status of licensing actions 

DONOHEWJ.N Operating Reaclora Branch 5 05/05/22 Operating Reactors Branch 
5 4pp 30591.348 30591.351 
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8S05300332 Nolificalion of 050619 maoling w/GPU in ao1hostfa,MD to discuss orner- 
goncy oparaling proceduros for ATWS events 

DONOHEW.J N Opornlmg Reactors Branch 5 85/06/20 ZWOLINSKI.J A Opornlinn 
Reactors Branch 5 3pp 30622 295 30622 207 


G Adjudicatory corroapondenco 

8505130434 Order denying TMI Afert request to Commission to reconsider &/or clarify 
denial of formal raq^uesl for adjudicatory hearing on character per Section 189 of 
Atomic Energy Act Evidence re current mgt does not demonstrate diminished std 
CHILK.SJ Office of the Secretary of the Commission i^f205 936 85/05/09 Three 
Milo Island Alert 2pp 30278 217-30278 218 


I. Financial Information 

8505020420 Forwards "19B4 Annual Ropt “ 

FIEDLER, P B General Public Ulilities Corp - GPU Service Corp 85/04/29 Record 
Services Branch (Document Control Desk) Ip 30103 213-30103 257 


p Operating license stage documents & correspondence 


0605160001 Further response lo FOIA request for documents from INPO & NRC that 
describe, analyze or evaluate INPO role or procedures fn reporting info to NRC App A 
documents end App B documents sogrogated & all factual portions released 
FELTON, JM Division of Rules and Records 84/11/21 TOTTEN ,T Critical Mass 
Energy Project 4pp 30417 001-30417 103. 

-0301060519 Trip rept of 021025-1104 INPO ovalualion at Oyster Creek, summarizing 
observations, conclusions & recommendations 

fisher, WL Reaclor Operations Branch 82/11/29 TAYLOR, JM Division of Roac- 
tor Programs (Pro 030103) 1 3pp 30419 303-30420 043 

-8506150186 Advises of WL FIshor 021025-1104 visit to site to observe INPO evalua- 
tion 

TAYL0R,J M Director's Office, Office of Inspection and Enforcement 02/19/21 
FIEDLER, PB General Public Ulililios Corp. ♦ GPU Service Corp 4pp 30420 044- 
30420 047 


8605010199 Summary of 050326 meeting w/ulil in Bothesda,MD re status of compli- 
ance W/10CFR50 49 ro environ qualification of electrical equipment important to 
safely List of attendees & viewgrophs one! 

DONOHEW,J N Oporating Reaceors Branch 5 85/04/16 Operating Reactors Branch 
5 18pp 30095 122*30095 139 

8605020101 Forwards request for addi info ro util 840713 response to Generic Ltr 84 09 
concerning rocombiner capability requirements Info requested within 60 days to meet 
present review schodulo 

ZWOUNSKI,J A Oporating Reactors Branch 5 85/04/29 FIEDLER,P 9 General 
Public Utilltios Corp - GPU Sorvico Corp 5pp 30106 291 30106 295 

8505080060 Forwards Amend 81 to License DPR- 10 & safety evaluation Amend 
changes dale in 830617 confirmalorv order when post- accident sampling sys required 
lo bo implomontod per NUREG 0737,llem II B 3 to next shutdown ol adequate length 
2WOLINSKj,d.A Operating Reactors Branch 5 05/04/29 FIEDLER, P 0 General 
Public Utilltios Corp • GPU Service Corp 3pp 30201 120 30201 128 

-8606080063 Amend 81 to License DPR-I exchanging date in 830617 confirmatory 
order when post accident sampling sys required lo bo Implemented per NUREG- 
0737, Item II B 3 to next shutdown or sufficient duration 

ZWOLINSKI.JA Operating Reactors Branch 6 85/04/29 2pp 30201 -123-30201 124 

-8505080066 Safety evaluation supporting Amend 81 lo License OPR-16. 

• Office of Nuclear Reactor Regulation, Director 85/04/29 4pp 30201 12S 
30201 128 


8504290442 Generic Ltr 85 07 to all oporating reactor licensees re implementaliori of 
Integrated schedules for plant mods. Sve fist end , _ ^ 

THOMPSON.H L Division of Llconsing 85/05/02. Consolidated Edison Co of New 
York. Inc 22pp 3021 B 149 30218 170 

8505090228 Notification of 850614 mooting w/util in Belhesda.MD lo discuss safe- 
guards fnfo.hydrogen water chemistry teats, proposed changes to shutdown panel & 
status of licensing actions ^ ^ 

DONOHEW.J.N Oporating Reactors Branch 6 85/05/06 ZWOLINSKUA. Operating 
Reactors Branch 5 3pp. 30225 241-30225 243 

8506160160 Requests romitlancQ of required application fee In response to 850422 ro- 
quest for extension lo 830617 confirmatory order re operability of post accident sam 


jDIGQB.RM Lfeenso Foe Management Branch. 86/06/08 FIEDLER.PB General 
Public Utilities Corp - GPU Service^ Corp 1p 30449.206 30449 206 

8605160384 Forwards safety evalualion re Gonoric Hr 03-2Ojtem 1 1 concerning post- 
trip review program descripllon & procedure. Procedures acceptable, Review of re- 
sponses to other items ol generic Mr continuing. ^ « r- i 

ZWOLINSKIJA. Operating Reactors Branch 5 85/06/14 FIEDLER.P.B General 
Public Ulililios Corp - GPU Service Corp 2pp 30426.318-30426-323 

-0505180372 Safety evalualion accepting post-trip review program description & 
procoduremer Generic Ltr 83-28, Iten) 1,1 ^ ^ ^ 

SHUM,D Offico of Nuclear Reactor Regulation, Director. 05/05/14 3pp 30426.320- 
30426-323 

8605220080 Notification of 850612 meeting w/GPU in B0thesda,MD to discuss status of 

DONcS?EwI!lN^ Operating Reactors Branch 6, 85/05/16 ZWOLINSKI,J.A, Operating 
Reactors Branch 6. 3pp. 305 10:20D-305 19-211, 

8506240116 Submits addI info requested in 850214 meeting ra response to Generic Ltr 
84-23, “Reactor Vessel Water Level Insirumantallon In BWRs Yarway vs GEMAC 
level Indication discrepancy in monihly operaling rept discussed. 

F1E0LER,P.B. General Public Utilities Corp. • 

ZWOUNSKI,J.A. Operaling Reactors Branch 6. 8pp. 30656:150 30556.157. 


8505300107 Requests payment of foe for 850222 application for extension of deadiino 
for environ qualification of ofecltjc equipment, per 850322 ltr Remittance requested 
with:in 15 davs of ltr roceipl 

MILLER, WO License Fee Management Brar^ch 85/05/17 FIE^DLER.PB General 
Public Utilities Corp - GPU Service Corp Ip 30659 259 30659 259 

0505290465 Summary of 850514 rneoting w/GPU in Belhesda.MD re safeguards 
Info, hydro gen water chemistry 1e si, proposed changes to NRC- approved remote shut- 
down panel & status of licensing actions 

DONOHEW.J N Operating Reactors Branch 5 85/05/22 Operaling Roaclors Branch 
5 4pp 30591 348 30591 351 

6505300312 Forwards Amend 82 to License QPR-16 & safetv evaluation Amend au- 
thorizes revs to inservpco Insp & testing requirements for reactor coolant in Tech Spec 
Section 4 3 

ZWOLINSKI,JA Operating Reactors Branch 5 65/05/22 FIEDLER.P B General 
Public Utilities Corp - GPU Service Corp 3pp 30622 298 30622 310 

-8505300318 Amend 82 to Liconse OPR- 16, revising inservlco map & tesling require 
men Is for reactor coolant In Tech Spec Section 4 3 

ZWOLINSKI.JA Operating Rooctors Branch 5 65/05/22 7pp 30622 301-30622 307 

“8605300322 Safety evaluation supporting Amend 02 to License DPR-16 

* Offico of Nuclear Reactor Regulalion. Director 85/05/22 3pp 30622 308- 
30622 310 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs ra 10CFR20 408 termination 
repts formats 

THOMPSON, H L DwJslon of Licensing 85/05/23 Consolidated Edisor^ Co. of New 
York, Inc 20pp 30682 282-30602 301 

8505300530 Forwards safely evaluation re environ quatificalion of electric equipment Im- 
pc riant to safety Proposed resolution for each environ qualification deficiency for facili- 
ty acceptable 

ZWOLINSKI.JA Operaling Reactors Branch 5 85/05/28 FIEDLER.P B General 
Public Utilities Corp GPU Service Corp 3pp 30627 336-30627 351 

“8505300531 Safety evaluation supporting environ qualification of electric equipment 
important to safety Proposed resolutions for environ qualification dsficlencios accepta 
bio 

* Office of Nuclear Reactor Reguialion, Director. 05/05/28 13pp 30627 339 
30627 351 

8505310344 Forwards safety evaluation supporting licensee response to Generic Ltr 63 
02 re Tech Specs to/ TMI action plan Items Addi Tech Specs requested for Items 
lA 1 3.llE4 27 &ilK 3 19 

ZWOLINSKI.JA Operaling Reactors Branch 5 85/05/30 FIEDLER.P B General 
Public Utilities Corp - GPU Service Corp 3pp 30642 0B9 30642 000 

“6505310373 Safety ovaluatlon supporting licensee response' to Genonc Ltr 83 02 re 
Tech Specs for TMI action pPan items Addi Tech Specs requested for Items 
lA 1 3,11 E 4 2.7 & II K 3 19 

* Offico of Nuclear Reactor Regulalion, Director 85/05/30 Opp 30642 092 
30642 099 


Q. Inspection reports, IE Dullellna & correspondence 


8605170060 Partial response to FOIA request for NRC memos during or since 10B3 re 
96 LERs or TMI SALP ropt Documents listed in App A end Documents listed In App B 
available In PDR Search for addi records continuing 

FELTON, JM Division of Rules and Records 64/09/14 BARFIELD, K. Critical Mass 
Energy Project tOpp 30473 318 30474 180 

“B60S170113 Forwards Rev 2 to CY83 SALP schedule Rev updated schedules provid 
ed in 621126 memos & 830117 rev SALP Input should bo submitted per listed 
Instructions Oyster Crook & Susquehanna ropts represent qualdy desired 
STAROSTECKIxR Division of Project & Resident Programs 83/05/13 ALLAN.JM 
Region 1, Office of Director. 2pp 30474-026 30474 047. 

“8506170252 Informs ihat Region I SALP Boards will reconvene on 830418 Proposed 
SALP ropts for Oyster CreoK & Indian Point Unit 3 dfslribuled to board members All 
other ropts will be provided 1 wk prior to mealing Revised schedule end. 
STAROSTECKI.H Region 1, Office of Director 83/04/12 Region 1. Offico of Direc- 
tor 2pp 30474 176 30474 180 

0505020242 Forwards Safeguards insp Rept 50 219/85 02 on 050107-11 & notice of 
violation „ , 

MARTIN, TT Region 1, Offico of Director 85/03/29 FIEDLER.P B General Public 
UlililiGS Corp. - GPU Service Corp 2pp 301 17.303-30 1 1 7 31 1 


“8505020251 Notice Of viofalion from Insp on 850107 11 Details withheld (ref 
10CFR73 21 & 2 790) 

* Region 1. Office ol Director 85/03/29 1p. 30117 305-30117 305 

“8605020263 Physical Security Insp Ropt 60 210/86-02 on 650107-11 Violation 
noted physical barriers - protected areas not monitored per security plan Details wilh 
held (ref 10CFfl2 790) 

DUNLOP,J M , KEIMIQ.R.R Region 1 , Office of Director 05/03/04 6pp 30117 306 
30117:311 


8505010383 Forwards 0NL technical evaluation ropt not included in NRC 846920 safety 
evaluation re Insp & repairs to isolation condenaor sys piping Rept not published when 
safely evaluation issued. 

ZWOLINSKI.JA Operating Reactors Branch 5 85/04/12 FIEDLER.P Q General 
Public Ulilities Corp. - GPU Service Corp. 2pp 30003.318 30094’007. 

“8501 170121 "Evaluation of Isolation Condonsor Cracks at Oyster Creek Unit 1 “ 
CZAJKOWSKI.C Brookhavon National Laboralory FIN A-3763 85/01/11, SMITH.D 
NRC • No Detailed Affiliation Given 52pp. 30093 318-30094 007. 


8505010384 Responds to NRC 856314 Hr re violations noted in Insp Rept 50-219/85 
Ol.Correclive actlonsiconlrol room personnel Instructed re protective instrumentation 
requirements of tech Spec Table 3.1.1 

FIEDLER.P.B Genoraf Public Utilities Corp. • GPU Service Corp 85/04/18 
KISTER.HB Region I, Oil tee of Director 5pp 30000^198-30090 209 
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B5O5O8O30O Responds to NRC B50327 Ur re violalions noted in fn-sp Repl 50-210/65 
07 Corrective actions delayed cask shipment resurveyed/eceipt si/rveys expedited to 
mimmize leachng lime, cask handJmp procedure revised & person nof briefed 
FlECLHR,P B General Public Ulmliea Corp - GPU Service Corp 85/04/26 
KISTEfl.H B Region 1. Office of Director. Cpp 30226 206 30228 208 

6504250452 IE Info Notice 55 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Pong*’ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Etigineeriing Response (PosI 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115165 
30115291 


8504250455 lE Info Notice 65 035^ "Failure of Air Check Valves to Seat” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, fnc f08pp 30115 077- 
30115164 

6505170164 Forwards Insp Rept 50 210/85-1 1 on 850320-29 No viotation noted 
K(STER>H8 Region 1, Office of Djrector 85/05/01 FIEOLER.PB General Public 
Utilities Corp - GPU Service Corp 2pp 3046532330465337 

--8505170167 Insp Rept 50-219/85-11 on 850320 29 No violation notedMaio/ areas 
inspected onsite safety map & in-ofc review of LERs 

URBAN.RJ . CONNEH.EL Region 1. Office of Director 85/04/25. lipp 30465 325- 
304G5335 

-8505170174 Notifies that Rev 1 to LER 04 017 ro sneak circuit faiPurfi of multiple con- 
tainment isotaticn valves reviewed & correcirve actions acceplable Basis for conclu- 
sion Med Recommends followup of event be considered dosed 
BEARDiJ.T Operating Reactors Assessment Branch 85/01/29, CONNEB.M Region 
1, Office of Director 2pp. 30465 336 30465 337 

850>5100412 Forwards Insp Repl 50 219/65 09 on 850304-31 No violation noted 
KISTEB.HB Region 1, Office of Director 85/05/07 FIEDLER.PB General Public 
Utilities Corp ♦ GPU Service Corp 2pp 30245 129 30245 143 

-8505100416 Insp Rept 50-219/65 09 orv 650304-31 No violation or deviation 
noted One unresolved mem opened involving apparent discrepancy between FSAR 
stated cooling capacity of rfryweil eqjjipment drain tank cooler & actual capacity 
BATEMAN,W H, WECHSELBERGER, CONNER.E L Region 1, OJFico of Direcior 86/ 
05/03 13pp 30245 131-30245 143 

85OS0G0418 lE Info Notice 84-52, SuppI 1. "Inadequate Mali Procurement Controls on 
Part of licensees & >^endors " 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/08 Consolidated Edison Co of New York, fr^c lOpp 30615 338- 
30615 347. 

8505300457 Responds 1o NRC 650117 Itr re violations noted In Insp Rept 50-219/64- 
31 Correclive actions component level quality cfassiricalion list being developed & 
post testing program underway to meet Generic Llr 83-28 requirements 
FIEDLER.PB General Public Utilities Corp • GPU Service Corp 85/05/09 

MARTIN,! T Region 1, Office of Director 2pp 30636359-30636 360 

8505300474 Responds to NRC 650409 Itr re violations noted m tnsp Rept 50 219/65- 
08 Corrective actions revised leakage recfucliori program developed.fnsliluting atfminis- 
(ratn/e cont/cla per Tech Specs A NL1REG-057& 

FIEDLER, PB General Public Utilities Corp. - GPU Service Corp 85/05/10 

KISTER.KB Regior^ 1. Offce of Director 3pp 30638 347-30638 349 

8505180435 Disciisses util 840210 & 0914 responses to IE Bulfelirt 64 01 No further 
licensee action required Insp Repl 50-219/85 01 on 85031 4.ven tying completion of 
GE Svc Info Ltr 402 recommendations.cfoses out issue 

ZWOLINSKI.JA Operating Reactors Branch 5 85/05/14 FIEDLER.PB General 
Public Utilities Corp - GPU Service Corp 3pp 30427 067-30427 069 

8505290453 Forwards Page 14 inacNerlenlly omilted from technical evaJuafmr> rept sub- 
milted w/830628 safety evaluation of util request for relief from inservice msp require- 
menls of ASME Coda.SectiOft Xt 

ZWOLINSKJ.JA Operating Reactors Branch 5 85/05/22 FIEDLER.P.B General 
Public utilities Corp - GPU Service Corp 6pp 30592 001-30592 006 

8505300312 Forwards Amend 82 to license DPR-16 & safety evaluation Amend au> 
thorizes revs to inservice msp & testing requirements for reactor coolant in Tech Spec 
Section 4 3 

2WOL1NSKUA Operating Reactors Branch 5 85/05/22 FJEDLEfl.PB General 
Public Uilities Corp - GPU Service Corp 3pp 30622 298-30622 310. 

-8505300318 Amend 82 to License OPR- 16, revising inservice insp & testing require- 
ments for reactor coolant in Tech Spec Scctcon 4 3 

ZWOLfNSKI.JA Operating Reactors Branch 5.85/05/22 7pp 30622,301-30622 307 

-8505300322 Safety evalualion supporting Amer^d B2 to License DPR-16 
* Office of Nuclear Reactor Regufalion, Director 65/05/22 3pp 30622 306- 
30622310 


S> ReportabJe occurrences, & refafed correspondence 

8505690329 Further response to FOIA request for all memos written by NRC during or 
since 1983 re 96 LERs & SALP for TM) Forwards documents listed in Apps A.B & 
C t^cumenls also placed in PDA 

FELTON, JM Division of Rules and Records 84/10/02 BARFfELD,K Critical Mass 
Energy Profecf 6pp 30248 034-30249 1 52 

-850 589 94 33 Forwards t5R 83-024/0 IP £ potentially generic issue data sheet re Limi- 
torque valve operator jerque setimg Urges IE & AEOD to provide updated guidance 
on manner in which generic issues should be handled by regional ofcs 
STAROSTECKLR Division of Project A Resident Programs 84/01/10 JORDAN,EL 
Division of Engineering & Qualify Assurance (Pre 830103) 2pp 3024B 256-30248 260 

8505020245 LER 85 007-00 on 550320,dlscovered oulside floor drain sample tank used 
but not sampled since 650313 Caused by personnel error & lack of procedural 
controls Radwaste & chemlslrv operating procedures revised W/850419 Itr. 

KAGERC, FIEDLER.PB General Public Utifiljes Corp ■ GPU Service Corp 85/04/ 
19. 4pp 39118 103-30118-106 


8505090518 Special Rept 85 02 on 0SO226,electfomalic roliof valves NR-108^NR 10BC 
& NR.108D failed to fully reseat after initial actuation, per Tech Spec 6 9 31 Caused by 
valve design deficiency Design change considered ^ 

FIEDLER.PB General Public Utilities Corp - GPU Service Corp 05/04/25 
MURLEY.TE Region 1, Officoof Director 3pp 30232 1 1 7-30232 1 1 9 


6505030089 PNO-I 85-031 on 850430,fiVG employees contaminated white performing 
venting & filling operations on Spent Fuof Shipping Cask TN 9 Caused by leakage 
from vent filling due to missing 0-ring in assembly Cleanup operations iniliaied 
WEADOCK.A. SHANBAKY.kf. BELLAMY, R Region 1, Office of Director 85/ 04/30 
2pp 30125 018-30125 019 


B505100167 LER 85-008-00 on 850401, review Of Tech Spec Amend 80 revealed new 
testing & calibr requirements for 4,160 volt emergency bus undervollage & degradon 
voltage equipment not yet incorporated In existing plant procedures W/8S0430 Mr 
DICIONSON,A. FIEDLER.PB General Public Utilities Corp - GPU Service Corp B5f 
04/30 5pp 30266 070 30266 074 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


R Security, medical, emergency & fire protection plana 

8505100179 Notification of 850509 & 10 meetings w/Science Applications, Inc, util & 
ARD Corp in Columbia.MO to discuss resolution of open Issues re detailed control 
room design review 

HERMANN.RA Operating Reactors Branch 2, 85/04/30 VASSALLO.D B Oporaling 
Reactors Branch 2 2pp 30286149-30286150 

850S290166 Responds to NRC 850402 Itr re violations noted In Insp Rept S0-22D/G5- 
01 Corrective actions diesel engine driven fire pump circuits for remote manual starting 
& indication modified 

LEMPGES.T E Niagara Mohawk Power Corp 85/05/01 EBNETER,S D. Region 1 . 
Office of Director app 30619 266-30619 293 

6505240264 Forwards Suppl 2 to 840103 submittal re SPDS.in response to request. Info 
addresses addition of parameters to overview display & redefinition of SPDS bound- 
aries 

MANGAN.CV Niagara Mohawk Power Corp 05/05/17 VASSAULO.DB Operating 
Reactors Branch 2 16pp 30554 144-30554 158 

850S310372 Forwards Safely Insp Rept 50 220/85 04 on 850301-0430 No violaliort 
noted 

COLLINS.SJ. Region 1, Office of Director 85/05/24 HOOTEN.GB Niagara Mohawk 
Power Corp 2pp 30642 116-30642 127 

-8505310378 Insp Rept 50-220/85-04 on 850301 0430 No violation noted Major areas 
inspected operational safety venficalion, physical secunty.planl tours, safety sys verifi- 
cation, surveillance tcsting.maint activities & LERs 

HUDSON.SD, LINVJLLE.JC Region 1, Office Of Director 85/05/22 lOpp 
30642 118-30642 127 


J. Insurance (k Indemnity Information 

8505170458 Forwards Endorsemenis 93 & 77 to NELIA Policy NF-161 A MAELU Policy 
MF-46.fespactivety 

STERN, D Marsh A McLennan, fnc 85/05/10 SALTZMAN,J Assistant Director for 
State A Licensee Relations 3pp 30444 220 30444 222 


P Operating license stage documents & correspondence 


8505030117 Informs that responses to Generic Ltr 83 28,ltems 21,2 2, 3 1 3,3 2 3 & 
4 5 3 Incomplete Request for addi info end Responses requested within 60 days for 
Items a 1,2 2,3 1 3 A 3 2 3 a 90 days for Item 4 6 3 

VASSALLO.D8 Operating Reactors Branch 2 85/04/23 HOOTEN,BG Niagara 
Mohawk Power Corp 5pp 30162 006 30162 017 

8505090133 Fonvards safety ©valuation re recombiner requirements of 10CFR50 44 per 
Generic Ltr 84-09 Criteria 1-3 in Generic Ltr 84 09 satisfied Recombiner capability for 
facility not required 

VASSALLO.DB Operafing Reactors Branch 2 85/04/29 HOOTEN,BG Niagara 
Mohawk Power Corp 2pp 30253 243 30253 248 

-8505090138 Safety evaluation re recombiner capability requirements of 10CFR50 44 in 
response to Generic Llr 84 09 Recombiner capability not required 

• Office of Nuclear Reactor fleguialion. Director, 85/04/29 4pp 30254 245- 
30254 248 

8504290442 Generic Ltr 85 07 to all operating reactor licensees re implBmentalion of 
integrated schedules for plant mods Svc list end 

THOMPSON,H L Division of Licensing 85/05/02 Consolidated Edison Co of Naw 
York, fnc 22pp 30218 149-30218 1 70 

850S17O145 Forwards safety ©vaiualion re util 831106 A 640430 responses to Generic 
Llr 83-2B,llem 1 1 on post-trip review Post-trip review program A procedures accepta- 
ble w/incorporation of info in Section ft B of safely evaluation 
VASSALLO.DB Operating Reactors Branch 2 85/05/02 HOOTEN,B,G Niagara 
Mohawk Power Corp 2pp 30484 324-30484*331 

-8605170157 Safety evaluation supporting util 831108 A 840430 responses to Genetic 
Ltr 63 28,ltem 1.1 re post-trip review program description A procedure 

* Office of Nuclear Reactor Regulation. Director 85/05/02 6ppv 3Q4a4t326- 


8505170615 Forwards correcled Pages 248 A 261a to Amends 65 A 66, respectlvefy to 
License DPR-63 Amends reflect 2 hr grace period for staffing compliment A radio looi- 
cat ETS, respectively ^ 

HERMANN.RA Operating Reactors Branch 2 85/05/02 HOOTEN.BG NIaoara 
Mohawk Power Corp 2pp 30477 234-30477'239 ^ 


-8505170621 Corrected Page 246 to Amend 65 lo License DPR-63 .reflecting 2 hr grace 
period for slaffmg compliment A radiological ETS 
* Operating Reactors Branch 2 85/05/02. 2pp 30477 236-30477*237 
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-8506170028 Corrected Page 261a to Amend 66 to Ucenso DPfl-63, changing radiologi 
cal ETS & administrative controls 

* Operating Reactors Branch 2 05/02/02 2pp 30477 230'3O477 239 

8505130406 Revised application for amend to License DPR-63, changing Tech Specs re 
snubber program, per 850313 submittal 

LEWPOES.TE Niagara Mohawk Power Corp 85/05/06 VASSALLO.DB Operating 
Reactors Branch 2 2pp 30276 197-30275 201 

-0505 1304 11 Proposed Tech Specs replacing Pages 241b.c & d of 850313 submittal re 
snubber program 

* Niagara Mohawk Power Corp 85/05/06 3pp 30275,199 30275 201 

8505150322 Requests relief from ASME Boiler Pressure Vessel Code, Section XI re 
qulremenl for repairs to HXs fnlerim fix performed Permanent fix scheduled for Spring 
1986 refueling & maint outage 

MANGAN.CV Niagara Mohawk Power Corp 85/05/13 VASSALLO.DB Operating 
Reactors Branch 2 3pp 30399 170-30399 172 

8505230513 Nolification of 850514 daily highlights meeting w/ulli In Bolhosda.MD to 
discuss extent of cracking & remedial measures for flaws identified In coniamment 
spray exchanger walor box to tube sheet welds 

HERMANN, R A Operating Reactors Branch 2 06/05/13 DENTON.H , EISEMHUT.O , 
EDISONcG NRC - No Detailed Affiliation Given Ip 30546 252-30546 253 

860S2300S2 Submits addi Info- re util 850513 Ur concerning operability of containment 
spray HXs, per 850514 request End figure revised to include as-buiU condition for HX 
111 & 112 Replacement of exchangers discussed 

MANGAN.CV Niagara Mohawk Power Corp 85/05/14 VASSALLO.DB Operating 
Reactors Branch 2 3pp 30533 264-30533 266 

8505290765 Forwards safety evaluation granting relief from ASME Boiler & Pressuro 
Vessel Code, Section XI concerning repair or component roplacemanl based on 
impracticality.per util 850513 & 14 requests 

VASSALLO.DB Operating Reactors Branch 2 85/05715 HOOTEN,B.G Niagara 
Mohawk Power Corp 3pp 30615 348-30615 354 

-8505290756 Safety evaluation granting relief from ASME Boiler & Pressuro Vessel 
Code, Section XI, ‘'^Rulos for Inservice Insp of Nuclear Power Plant Components Div I " 

* Office of Nuclear Reactor Regulation, Director. 85/05/15 4pp 30616 351- 
30015 354 

8506290021 Notification of 850530 technical appeal meeting w/ Boston Edison.Georgia 
Power & Philadelphia Electric Co In Bo1hoaaa,MO to discuss exception to require- 
ments o1 TMI Item II E.4 2 

HERMANN, R A Operating Reactors Branch 2 86/05/22 VASSALLO.O B Operating 
Reactors Branch 2 2pp 30829 354-30629 354 

8505210106 Generic Hr 85 08 to all holders of CPs & OLs re 10CFR20.408 termination 
ropts • formata 

THOMPSON, H L Division of Licensing 65/05/23, Consolidated Edison Co of New 
York, Inc 20pp 30G02 282-30682 301 


Q. Inspection reports, IH Bulletins & correspondence 

0604260452 IE Info Notice 85 034, "Heal Tracing Contributes to Corrosion of Stainless 
Slee! Piping " Sve Hat end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc, fO/pp, 30115 1 OS- 
SOU 5 291 

8594260455 IE Info Nolice 85-035, ^'Failure of Air Check Valves to Seat " Sve list end. 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc lOOpp 30116,077- 
30115184. 

8605290166 Responds to NRC 850402 Ur re violations noted In Insp Ropt 50 220/85- 
01 Corrective actions diesel engine driven fire pump circuits for remote manual starling 
& indication modified 

LEMPGES.TE Niagara Mohawk Power Corp 85/05/01 EBNETER.S-D Region 1, 
Office of Director 8pp 30610 286-30619 293 

8506060418 IE Info Notice 84-52, SuppI 1, "fnadequato Matf ProcuromonI Controls on 
Part of Licensees & Vendors " 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/08, Consolidated Edison Co. of New York, Inc lOpp 30615,338- 
30615 347 

8605290756 Forwards safely evaluation granting relief from ASME Boiler Pressure 
Vessel Code, Section XI concerning repair or component replacement based on 
fmpracticality,por ulil 850513 & 14 requests 

VASSALLO,DB Operaling Reactors Branch 2 85/05/15 HOOTEN,BG, Niagara 
Mohawk Power Corp 3pp 30615 348-30615 354 

-8606290766 Safety evaluation granting relief from ASME Boiler & Pressure Vessel 
Code, Section XI, ''Rules for Inservico Insp of Nuclear Power Plant Components Div I " 
* Office of Nuclear Reactor Regulation, Director 85/05/16 4pp 30615 361- 
30615'364 

8605310372 Forwards Safety Insp Rept 50-220/85-04 on 850301-0430 No violation 
holed. _ . . 

COLLINS, SJ Region 1, Office of Director. 85/05/24 HOOTEN,G,B. Niagara Mohawk 
Power Corp 2pp 3O642'116.3O042’127. 

-8505310378 insp Ropt 60-220/85-04 on 850301 -0430, No violation noted Major areas 
inspectod.operationaf safety verification, physical security, plant tours, 8 af 0 ly sys vorifl- 
cation, surveillance testing, main! activities & LERs 

HUDSON.SD, LINVILLE,J.C Region 1, Office of Director. 85/05/22 10pp 
30642 118-30642 127 


R. Periodic operating reports A related correspondence 

0505060377 “Personnel Radiation Exposure Summary," annual ropt for 1984 W/850320 
MANGAN,CV. Niagara Mohawk Power Corp 84/12/31. 33pp 30165.173 30155,206 


8505230277 Monthly operatino ropt lor Apr 1985 W/e50410 Ur 
ROMAN,! W. LEMPGES.TE. Niagara Mohawk Power Corp 05/04/30 5pp 
30538 3OB-3O530 31O 

8505240408 Forwards corrected transmittal Ur to rept of operating statistics & shutdown 
for Apr 1985 Date of Ur changed from 05041 0 to 850510 

LEMPGES.T E Niagara Mohawk Power Corp 05/05/13 Director's Office, Office of 
Inspection and Enforcement Ip 3 0553 080-30553,081 

-8505240432 Corroded transmittal Ur to repl of operating statistics & shutdown for Apr 
1985 Date of Itr changed from 850410 to 850510 W/o ropts 

LEMPGES.T E Niagara Mohawk Power Corp 05/05/10 Director’s Office, Office of 
Inspection and Enforcement Ip 30553 081 30553 081 


S, Reportable occurrences, LERs & related correspondence 

8505160559 Corrected LER Q3-025/04L 0 whifo reviewing environ radralion fish analysis 
sample data, determined that lower limit of daleclion sensitivity not met for several ra- 
dionuclides during analysis of May fish samples W/030923 Itr 
KESEUDT, MANGAN.CV Niagara Mohawk Power Corp 83/09/09 MURLEY.TE 
Region I, Office of Director 2pp 30440 051-30440 052 

8502280163 LER 85 001 00 on 850123,24 A 0207. automatic Initiations of reactor bfdg 
omergoncy ventilation sys occurrod Caused by off-normal spiking of ventilalion dud 
radialion monitor 11 Sensor convortor replaced W/050222 Ur 
RANDALL, R , LEMPGES.T.E Niagara Mohawk Power Corp 85/02/22 3pp 
29146100-29146.102 

6505080113 Special ropt on 850314.ventt!alion dud fire penairalions discovered nol 
equipped w/uro dampers & dedarod inoperable Fire watches established Penetrations 
will ba included In review of fire hazards analysis W/850412 Ur 
LEMPGES.TE, RANDALL.H, Niagara Mohawk Power Corp 05/04/15 MURLEY.TE 
Region 1, Olfjco of Director 3pp 30183 352-30183 354 

8505150293 PNO- 1 85-035 an SSOSOS.shipmenI of 2 6 Cl byproduct mall w/romovahle 
radloaclivo contamination love) of approx 40,000 dpmf/100cm2 arwed aiChem Nude 
ar Sys, Inc burial silo at Barnwell.SC Mall shipped from facility on 850504 
HOLSOPPLE.K , PASCIAK.W Region 1, Office of Diroclor 85/05/10 2pp 30399 032 
30309 033 

8506290087 LER 05 005 00 on 85041 6, re actor scram occurred due to APRM high flux 
level Caused by partial closing of turbine control valves due to disturbance in turbine 
control ays Work requests issued to Iroubloshoot sys W/05051 6 Hr 
RANDALL, R , LEMPGES.TE Niagara Mohawk Power Corp 85/05/16 4pp 

30620,155 3 0 620 158 

8506310456 LER 65 006 GO on 850419,QUtoma1ic initiation of reactor bldg emergency 
ventilation occurred Caused by off norma) spiking of reactor bldg ventilation duct 
monitor 11 Sys chocked & source cafibr Sys roturned to sve W/850520 Itr 
RANDALL, R , LEMPGES.T E Niagara Mohawk Power Corp 85/05/20 3pp 

30665 203 30665.205 


DOCKET 60-223 UNIV. OF LOWELL RESEARCH REACTOR 


O. Adjudicatory correspondence 

8506020212 Potilion of JF Doherty for leave to Intervene & request for hearing 
DOHERTY, JF Doherty, J F //2e5 790 85/04/29 Commissioners 2pp 30106 281- 
30106 282 

6506220047 Response opposing JF Doherty 850425 petilion for leave to 
Intorvono Potitloner has not usIaDlished standing to intervene Duo to submission of 
only one polition, proceeding should be dismissod Certificate of Sve onci 
KARMANIM, H oaring Branch 1 //285 091 05/05/20 Atomic Safely and Licensing 
Board Panel 17pp 30518 340-30510 356 

8505230377 Nolico of appooranco in procoodlng Certificate of Sve end 
KARMAN,M Hearing Branch 1 #285 005 85/05/20 2pp 30533 099 30533.100 

8505300401 Forwards motion to file late response to JF Doherty petition to 
interveno,pdlition of Univ of Lowell for leave to Intervono & notice of appearance in 
proceeding 

SULUVAN.R P. Callan. Sullivan & Burke SULLIVAN.R P Lowoll, Univ of. Lowell. MA 
#205 150 Q5/05/23 GROSSMAN.H Atomic Safety and Licensing Board Pano) Ip 
30628'306-3062C 31 1 . 

-8505300405 Motion to file late response to JF Doherty potUEon to Intervene Univ un 
aware of nocesalty for response until relovanl time for filing expired 
SULLIVAN.R P Lowelf, Univ of, Lowell, MA 86/05/23 Atomic Safely and Licensing 
Board Panol, Ip 30020*307-30628 307 

-8506300412 Response to polit-lon to Intervene of JF Doherty Univ adopts NRC re 
sponse to petition & EubmUe that JF Doherty failed to show requisite standing to 
Intervene Pelilfon should bo donled & proceeding dismissed W/Cortihcate ol Sve, 
SULLIVAN, R.P Lowell, Univ of, Lowell, MA 85/05/23 Atomic Safely and Licensing 
Board Panel 4pp. 30620 300-3062 B 311. 


Operating license stage documents Ik correspondence 

8506300618 Forwards request for addl Info re Bppllcation for renewal ol License R- 
126, per NRC 850430 site vIsitRosponses hhould bo submitted by 850607. 

THOM AS, CO StandardizaUon & Spoclel Projects Branch 85/05/14 0EQHIAN.L 
LowoK, Univ. of. Lowell, MA 6pp. 30657 044 30657.049 


Q. Inspection reports, IE SuNetlns & correspondence 

8505170659 Forwards Exam Rept 50-223/85-01 ol exam administered on 860311-12 
WENZINGER.E.C Region 1. Office of Director 85/05/06 BEGHIAN.LE Lowell, Univ 
of, Lowell, MA, 2pp 30484 004-30464 135' 



22 DOCKETED ITEMS 


«8505170565 Exam Rept 50-223/85'01 on 650311-12 Exam results ona candidate 
passed & one candidate Waited 

DUDLEy,N,F. KELLER.RW, KISTER.H B Region 1, Office of Director 85/04/24 
46 pp 30464 086^30464 135 


V. Op&ralor Examinations 

85051 70559 Forwards Exam Rept 50 223/35 01 of exam administered on 850311-12 
WEWZINGER.EC Region 1, Office of Director 05/05/06 BEQHIAN.L E Lowell Univ 
of, Lowoll, MA 2pp 30464 084-30464 135 

-8505170S65 Exam Rapt 50 223/85-01 on 650311-12 Exam resuCts one candJclatB 
passed & one candidate tailed 

DUDLEY.fVF. KELLER.RM, KISTER.H B Region 1. Office of Direclor fiS/04/24 
46pp 30484 086 30464 135 


DOCKET 50-224 UNtV> OF CALIFORNIA RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8505170496 "Berkeley Research Reactor Annual Rept of Operatlons.1984 " V\f/8503U 
Hr 

LIM.TH. PiGFORD.TH California. Unrv of. Berkeley, CA 84/12/31 11pp. 

30464 350 30464 360 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergencv ■& fir© prolectlpn plans 

8505080184 Rov 11 to ‘^Ollsits Dose Calculation Manual" 

GAILE.D Commonweallli Edison Co 85/03/31 3D0pp 30199 292-30200 222 

8S05070401 Forwards detailed control room design review final summary repts for 
fadkues.per 830414 cciinmiiment Scltetfule for completion of corrective actiort submit- 
ted 

RYeAK.B Commonwealth Edison Co 65/05/01 DENTON.HR Of ffce of Nuclear Re- 
actor Regulation, Director. 2pp 3023 9 001-30242 169 

“0605070403 Vol 1, ‘'Program Implementaljon’* to "Dresden Station Detailed Control 
Room Design Review Final Summary Rept ” 

‘ Commonwealth Edison Co 8S/05/3I 160pp 30239-003-30239 1 62 

“9505070406 Vol S.Seclions 1-13, “Review Fandmos" to "Dresden Station Detailed 
Control Room Design Review Final Summary Rept 
‘ Commonwealth ^isonCo 85/05/31 521pp 30239 163-30240 323 

“3505100083 "Detailed Control Room Design Review Final Summary Repl " 

♦ Commonwealth Edison Co 85/05/31 Seepp 30240 324-30242 169 

8505100143 Forwards Revs 15,18 & 18 Zion.Quad Cities & Dresden security 
plansjespectively Revs withheld (rei 10CFR73 2O 

FARRAR,0 U Commonwealth Edison Co 85/05/02 KEPPLER Region 3, Office of Di- 
rector Ip 30245314-30245 314 

8505290716 Forwards post-accident sampling core damage assessment procedures to 
satisfy outstanding items (or TMI Action Item 118 3 

RYBAK, B Commonvrealih Edison Co 85/05/06 DENTON.KR Office of Nuclear Re- 
actor Regulation, Director 1p 30617 182-30617 219 

“8505290729 flev 1 to Emergency Plan Impfemen ting Procedure EPiP 300-18. "De ter- 
mination of Extent of Core Pamage Linder Accident Conditions " 

* Comm onweaJth Edison Co 85/04/30 18pp 30617 183-30617 200 


“8505170110 "Main Steam Monitoring Tesl.Test-Analysis Correlation " 

* Sargent & Lundy. Inc EMD-043781, 83/05/19 13pp 30474 048 30474 060 


8505090462 Discusses concerns re SEP Topic Vt-7 C 1, Integrated Assessment Summa- 
ry Item 4 21 5, "Isolation of Class IE Sources From Ncn-ClasS IE Loads W/two 
oversize drawings Aperture cards available in PDR , .j */ 

RYBAK, 6 CommonweaUh Edison Co 85/03/06 GIL0ERT.R NRC - No Detailed Af- 
filiation Given 3pp 30130149-30130 161. 


8505010553 Finds proposal to fake credit for drywelj sprays as early as 10 minutes fol- 
lowing onset of transient unaccepfable.based on review of spray sys dependencies & 
operator actions needed to Initiate sprays Basis for conclusion provided 
VASSALLO.OB Operating Reactors Branch 2 85/04/11 FARRAR,DL Common- 
wealth Edison Co 6pp 30099 178-30099 183. 


B5050601 18 Forwards description of reactor water cleanup piping mods> at Penetration 
X-113 & inside containment Info details commitment lo replace piping Inside contain 
ment up to MOV 2-120M per 850322 itr 

HYBAl^B CommonweaUh Edison Co 86/04/22 DENTON.H R Office of Nuclear Re 
actor Regulation, Director 3pp 30157 219-90167 221 


8505010465 Forwards request for addi Info re licensee response to Generic Ltr 03 
28,f terns 21.2 22&453 Info requested within 90 days for Items 2 1 & 2 2 2 & within 
120 days for Item 4 53 

ZWOLINSKI.JA, Operating Reactors Branch 5 85/04/29, FARRAR,DL Common- 
weaUh Edtson Co 4pp 3W9<y071-30090'074, 


8504290442 Genenc Ltr 85 07 to all operating reactor licensees re implemenlalion of 
Integrated schedules for plant mods Svc list end 

THOMPSON, H L Division of Licensing 05/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30210 149-30218 170 


8505160152 Summary of 850417 meeting w/util,C-E,Aif Products & Chemicalinc & 
Stearns Catalytic re placement of liquid hydrogen storage tank for use in hydrogen 
water chemistry program 

GIIBERT.R A Operating Reactors Branch 5 85/06/10 Operating Reactors Branch 5 
4pp 30394 226-30394 229 


8505160345 Notification of 850522 meeting w/ulil in Bethesda.MD lo discuss Issues re 
new site for placement of propane tanks at facility 

GILBERT, R A Operating Reactors Branch 5 05/05/14 ZWOLINSKI.JA Operating 
Reactors Branch 5 4pp 30426 314-30426 317 

8505220073 Forwards safety evaluation re util 831 105,840229 & 0601 reaponses lo Ge- 
nenc Ltr 83*28 re ATWS events at Salem Nuclear Power Plant Response to Hams 
3 1 1.3 1 2,3 2 1, 3 22 & 4 5 1 adequate 

2WOLINSKUA Operating Reactors Branch 5 85/05/16 FARRAR.DL Common- 
wealth Edison Co 3pp 30519 125 30519 129 

“8505220076 Safety evaluation supportina responses to Generic Ltr 03-28 sections re 
post mainl testing of reactor trip sys (RTS) & other safety-related components & RTS 
reliability 

TAYLOR, T.E NRC - No Detailed Affilial/on Given 85/05/16 2pp 30519 128 
30519 129 


8505290100 Comments on proposed Tech Spec amend Involving economic generation 
conlrelper R Gilbert 850515 request No adverse findings determined Response de- 
layed due to implementation of program for providing comments 
PARKER.M C llJinois, State of. Dept of Nuclear Safety 85/05/20 DENTON.H Office 
of Nuclear Reactor Regulation, Director Ip 30599 246 30599 246 

6505290364 Advises of no adverse findings based on review of proposed loch Spec 
amend re Table 3 7 1 per 850515 request 

PARKER.M C Illinois, State of. Dept of Nuclear Safety 85/05/20 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 1p 30596 143 30596 143 


--85Q5290737 Rev 2 lo Procedure QCP 1400 10. “DelerminalJon of Exteni of Core 
Damage Under Accrdenf Conditions " 

* Commonwealth Edison Co 84/11/30 19pp 30617 20130617 219 

8S05130457 Advises that 650502 Rev 18 to physical secunty plan consistent w/provi 
sicns of t0CFR50S4(p) & acceptable 

AXELSON.W.L Region 3. OJlice of Director. 85/05/08. FARRAR.D L. Commonwealth 
Edison Co 2pp. 30278 350 30278 351 

0505210387 Revised emergency plan implementing procedures.including Rev 1 to EPIP 
300-18. "Determination Of Extent of Core Damage Under Accident Condition" & Rev 1 
to EPIP 200-14, "Hioh Radioactive Surface Contamination " W/850515 Hr 
SCOTT.DJ Commonwealth Edison Co 85/05/15 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 58 pp 30498 284-30498 341 


6505290262 Advises that no adverse finding exists lor proposed Tech Spec involving 
reactor coolant activity limits to M31 dose equivalent value & 125-volt & 250 volt sta- 
tion batteries.per RA Gilbert 650516 request 

PARKER.M C Illinois, Slate of. Dept of Nuclear SafeW 85/05/21 DENTON.H Office 
of Nuclear Reactor Regulation, Director Ip 30596 232-30596 232 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 400 termination 
repts - formats 

THOMPSON, H L Ohnsipn of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 20pp 30692 282-30682 301 


Q. (nspecllon raporta, IE Bulletina & correspondence 


8505210365 Forwards Safety Insp Repis 50-237/85-11 & 50 249/05-10 on 850422* 
24 No nortcampliance noted Exercise weaknesses end Cor/ectivo actions & eslimat- 
ed dale of conplelion o1 actions requested within 45 days of Hr date 
PAPEflIELLO.u J Region 3, Office of Director 85/05/17 FIEED,C CommonweaUh 
Edison Co 3pp 30500 178-30500 191. 

“8505210379 fnsp Repts 50-237/85-11 S 50-249/65-11 on 850422-24 No nohcompli- 
ance noted Exercise weaknesses noted Major areas inspected observation of emer- 
gency preparedness exercise 

BROWN.G, PLOSKIT, WiLUfAMSON.N Region 3. Office of Director 85/05/16 
lipp 30500181-30500191. 

8505170111 Forwards two revised oversize onsite &. offsite maps for Environ Group 
Procedure 1 Aperture cards available In POR 

LfCARI.K, Common wealth Edison Co 85/05/31. DENTON, H.R NRC - No Oetaifed Af- 
Malion Given Ip 30442 001-30442 002 


8505170080 Partial response to FOIA request for NRC memos during or since 1903 re 
96 LERs or TM) SALP rept Documents listed In App A end Documents listed In App B 
available m POR Search tor addl records conbnulna 

FELTON, J M Dwislon of Rules and Records. 84/09/14 BARFIELD, K Critical Mass 
Energy Project lOpp 30473 318-30474 180 

“8401090719 Forwards proposed IE Info notice re use of parts & malls of indeterminate 
quality in saletv relatea applications 

SPESSARD.RL Division of Engineering 83/11/25. JORDAN, EL Division of Emer- 
gency Preparedness & Engineering Response (Post 830103) 2pp. 30474*1 81- 


“8505170233 Discusses use of parts & malls of Indeterminate quality In safety- re la led 
applications determined during recent insps, Guidance re listed cases requested 
SPESSARD.R L Division of Engineering. 83/12/05 EISENHUT, DG. Diyislon of Li- 
censing 2pp 30474.169-30474 175 


P. Operating license stage documents & correspondence 


8505170080 Partfal response to FOJA request for NRC memos during or since 1083 re 
96 LERs or TMI SALP root Documents listed in App A end Documents listed in App B 
available In PDR Search for addf records continuing 

FELTON, JM, Division of Rules and Records 64/09/14 BARFIELD, K Critical Mass 
Energy Project, lOpp 30473*3 18-30476 150 


8505020604 Forwards Special Safety Insp Repts 50 237/65-10 & 60-249/85-09 bn 
860216-0328 & notice of vlofalion Enforccmenl conference held on 850325 
NORELfUS.CE Region 3, Office of Director 85/04/16 REEDC Commonwealth 
Edison Co 2pp 30116 062-30116 077, 

“8505020610 Notice of violation from special Insp on 850216-0328 
NOBELIUS.CE Region 3. Office of Director 85/04/18 2pp 30116 064-30116.065, 



DOCKETED ITEMS 23 


-8505020618 Special Inap Ropis 50 237/85 10 & 50-249/e5 06 on 650216 0328 Viola 
lion noted HPCI sys roon^ coolor valvod out & two torus water sampis valves found 
open in violation of Tech Specs 

CHR/SSOTIMOS.N Region 3. Office of Director 85/04/02 12pp 30116 066- 
30116 077 


‘8505200551 Responds to NRC 841211 Itr to vioffliions noted in Insp Ropis 50 373/84 
26.50 374/8 4 32.5 0 237/64-15.50-240/84-14, 50 254/84-15,50 265/84-13,50-295/84 
19 & 50 304/G4-20 Corrective actions re commercial grade mat! provided 
DELGEORGE.LO Commonweaflli Edison Co 85/05/03 KEPPLERiJG Region 3, 
Office of Director 20 pp 30406 002-30465 021 


8505030096 Responds to NRC 850327 Hr re violations noted in Insp Repts 50 010/05 
02.50-237/04-05 & 50 249/05 04 Cofrectivo actions plant owned gas botlfes re 
tnevod from vendor & surveyed Full compliance expected by 65051 5 
FARRAR, DL Commonwealth Edison Co 85/04/24 KEPPLER.JG Region 3, Office 
of Director 2pp 30125 025 30125 026 

8505080363 Forwards Insp Repts 50 010/85 04.5 0 237/85 09 & 50 249/85 OQ on 
850216 0418 No noncompliance noted 

SHAFER.W D Region 3, Office of Director 05/04/26 REED.C Commonwealth 
Edison Co 2pp 30228 167 30228 181 

-0506080366 Insp Repts 50 010/85 04.50 237/85-09 & 50 249/8 5 08 on 850216- 
0418 No noncompliance identiflod Major areas inspected previous insp findings, Part 
21 repts, head quarters requests.oparational safely & LERs 

CHRISSOTIMOS.N. Region 3. Office of Director 65/04/25 13pp 30220 160 
30228181 

8505030500 Forwards Safety Insp Repts 50-237/05-15 & 50-240/85 14 on 050327- 
0414 No noncompitance no tod, Thorough preplanning & consclenUous execution of 
Typo A test noted 

SPESSARD.R L Region 3, Office of Director 85/04/20 REED.C Commonwealth 
Edison Co 2pp 30130 179-30130 101 

-8605030507 Insp Repts 50 237/05-15 & 60-249/85 14 on 860327 0414 No noncom- 
pllance or deviation noted Major areas inspected LERs. Tech Specs.conlainment Inte- 
grated leak rate lest & results & focal leak rate test procedure 
RARE.SM, GULDEMOND.WG Region 3. Office ol Director 05/04/26 lipp 
30130 181-30130 191 

8SOS080020 Forwards Insp Rept 50 237/85 14 on 850320-23 & 0404 & notice of 
viofalion Fatso statement in 050313 Hr re plans to connect HPCI Battery 1C In place 
of degraded 125 volt dc battery should be addressed 

SPESSARD.R L Region 3, Office of Director 85/04/29 REED.C Commonwealth 
Edison Co 2pp 30227 129 30227 142 

-8505080024 Nolico of violation from In^ on 850320-23 & 0404 
SPESSARD.R L Region 3, Office of Director 85/04/29 2pp 30227 131-30227 132 

-0506080032 Insp Rept SO 237/85 14 on 850320-23 & 0404.Noncompllance 
noted failure (o have prescribed stds & procedures for accomplishing Class IE cable 
field splicing & failure to assure that design basis requirements translated 
GAUTAM.AS, WILLIAMS.CC Region 3, Office of Director 85/04/24 lOpp 
30227 133 30227 142 

0504250452 IE (nfo Notice 85-034, "Heat Tracing Contributes to Corrosion of Sloinfoss 
Steel Piping ” Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc t07pp 30115.105- 
30116,291 

8604260455 IE Info Notice 85 035, '‘Failure of Air Check Valves to Seat” Sve fist one! 
JORDAN.E L Division of Emergency Proparednoss & EngJnQorinn Response (Post 
830103) 86/04/30 Consolidated Edison Co of New York, Inc l08pp 30115 077- 
30116 104 

6505060355 Forwards errata lo Insp Ropts 50-237/95 10 & 50-249/85 09, correcting 
Paragraph 0 lo more accurately reflect company posHlon as discussed at 050325 en 
forcomont conference 

NORELIUS.CE Region 3, Office of Director 85/04/30. REED.C Commonwontlh 
Edison Co 1p 30155 166 30155.167, 

-8506060380 Errata to Insp Repts 60-237/85 10 & 60-249/85 OO.correcting Paragraph 
6 to more accurately reflect company position re HPCI cooler room Isolation as dis 
cussed at 850326 enforcement conference 
‘ Region 3. Office of Director 85/04/30 Ip 30155:167-30156*157, 

8506060418 IE Info Notice 84 52,Suppl 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.E L Division of Emergency Preparedness & Enginoering Response (Post 
830103) 05/05/08 Consolldatod Edison Co of New York, Inc lOpp 30615*338 
30616 347 

8505130356 Forwards insp Rept 50 237/85-18 on 850502 No violations noted 
HARRISON, JJ Region 3. Office of Director 85/05/00. REED.C. Commonwoorih 
Edison Co 1p 30275 259 30276 202 

-8605130360 Insp Rept 50-237/85 18 on 850502 No violation or deviation noted Major 
areas inspoctoo review of main sloam transient monitoring ays strain gauge slgnats 
YIN.IT., DANIELSON.DH Region 3, Office of Director. 85/05/08 3pp 30275 260- 
30275 262. 

8606140362 Forwards fnsp Ropts 60 237/05 08 & 50-249/85 07 on 050306-0410 & 
notice of violation Continued mgl emphasis on & craft po/sonnof attention to following 
procedures recommended 

SPESSARD.R L Region 3, Office of Director 85/05/00. REED.C Commonwoallh 
Edison Co 2pp 30376 098-30376 107 

-6506140356 Notice of violation from (nsp on 850306-0418. 

SPESSARD.R.L Region 3, Office of Director 85/05/08. Ip 30376 100 30376 100. 

-8BO514O301 Insp Repts 50-237/05-08 & 50 249/86 07 on 850306 0410 Violation 
noted failure to follow procedures re QC hold points 0 completion of work request 
forms 

MOSER. W M . HAWKINS.F.C, Region 3, Office of Director, 85/05/08 7pp. 30375.101- 
30376 107 


8505210365 Forwards Safety Insp flopis 50 237/95 II & 50 249/65-10 on 850422 
24 No noncompliance noted Exe/ctse weaknesses end Corrective actions & estimat- 
ed date of completion of actrons requested withm 45 days of Itr date 
PAPERIELLO.C J, Region 3, Office of Director B5/05/17 REED.C Commonwealth 
EdisonCo 3pp 30500170-30500 191 

-0505210379 Insp Ropts 50-237/85-11 & 50 249/05-11 on 850422-24 No noncompli 
ancs noted Exercise weaknesses noted Major areas inspected observation of emer- 
gency preparedness exercise 

BROWN, 6, PLOSKI.T, WILifAMSON.N Rogron 3. Office of Diroclor 05/05/16 
11 pp 30500 181 30500 191 

8605290459 Informs of acceptance of 841001 response to IE Bulletin 04 01, "Cracks m 
BWR Mark I Conlatnment Vent Headers " Since no indications of wold fatigue ob 
served during insp of drywoll mam vents & vent heador, issue closed, 

ZWOLINSKI.J A Operating Reactors Branch 5 B 5/ 05/22 FARRAR, D L Common 
woaflh Edison Co 3pp 30502 152-30502 164 

6505310323 Confirms plans for 850624 meeting in Marseillcs.lL to discuss llcensoo reg 
ulatory Improvement program status, per 050513 discussion bolweert D Farrar & N 
ChTtfisotlmoa 

NORELIUS.CE Rogron 3, Office of Director 65/05/24 REED.C Commonwoallh 
EdisonCo Ip 30642.176 30642 176. 


R. Periodic operating reports & related correspondence 

8505200149 Monthly operating ropts for Apr 1985 W/fl50501 Itr 
MAXWELL.D C . SCOTT, D / Commonwealth Edison Co 85/04/30 20pp 30485 30fl 
30405 336 


S. Reportable occurrencesj LERe & related correspondence 

850B1700DO Partial fpsponse to FOIA feaueal for NRC memos during or since 1983 ro 
96 LERs or TMf SAiP root Documenls listed in App A end Documents listed in App B 
availablo In PDR Search for adcll records continuing 

FEiTON.J.M Division of Rules and Records B4^^/14 BARFIELD.K Critical Mass 
Energy ProjQcl 10pp 30473 318-30474 180 

—8404200376 Forwards AEOD Engineering Evaluation Rept AEOD/E406, "Mochanlcal 
Snubber Failure" Evaluation illustrates that In addibon to dynamic transient 
overload.threo other rnochanlam can also damage internal parts of snubber 
HSU.C Reactor Ope rations Analysis Branch 84/03/23 StYFRIT.KV Reactor Op or 
ations Analysis Branch 3pp 30475 332-304/5 344 

-0404200380 "Mechanical Snubber Failure," AEOD engineering evaluation rept 

* AEOD, Director's Of lice 84/03/22 11pp 67277 046 67277 056 

-8505170129 Forwards Sargent 8 Lundy rept re main steam fine snubber failure Update 
re continuing investigation to resolve tost thermal growth discrepancies also 
end Results of Initial phase of Investigation will be submltled by 830603 
RYBAK, B Commonwealth Edison Co 83/05/27 KEPPLER.JG Region 3, Office of 
Director 3pp 30474 061-30474.063 

-8505170133 "Procedure for Dolermlnlng Snubber Binding In Five Failed Wain Steam 
Snubbers " 

• Sargonl & Lundy, Inc 03/05/27 27pp 30474 004-30474.100 

-8505170141 Forwards agenda & handouts distributed at util 030422 & 0505 mootings 
ro main steam line snubber failuro.po/ Danielson requosiFrnal thermal growth evalua 
tlon will bo submitted during wk of 030711 

RYB/kKiB Commonwealth Edison Co 83/07/02. KEPPLER.JG Region 3, Office of 
Director, 21pp 30474 107-30474 130 

-- 86051 70350 Forwards final rapt ra main steam sys snubber failure, docirmontlng sub- 
sequent fnveslfgation of failure Results of Investigation already presented to 
NRC Cause of failuro undetermined 

RYBAKB Commonwealth Edison Co 84/09/21. KEPPLERJ G Region 3. Office of 
Difoctor. Ip 30474,296 30474 206 

-6605170384 "Dresden Unit 2.Maln Steam Sys Snubber Failure Investigation'* 
MIROCHNA.R.H , ZEBUS.E R Commonwealth Edison Co 84/03/20 400pp 

30474*297 30475 331. 

050502012$ LER 85 015 00 on 650325, throe main steam lino low pressure Isolation 
switches tripped below loch Spec min trip point Caused by Instrument setpoint 
drift Switches rocalibr lo most Tech Spec limit & successfully tested W/050422 Itr 
MOY.M, SCOTT, DJ, Commonweak Edison Co. 85/04/22. 3pp 30118 265 
30118,267 

8SO5O0O421 LER 05 006 01 on &50217,w)iiJo shut down tor refueling, full scram 
occiirrod Causod by Improper design & lack of extensive design review Power supplle& 
wilt ba redesigned, rewired & functionally to8tod.W/850423 Ur 
LEAHY.M, SCOTT, D.J Commonwealth Edisof> Co 85/04/23 3pp 30183 124 
30183,126 

8605160068 LER 04 023-01 on 04121 1, during refueling oulaga, torus to condenser drain 
valv* A02-1 699-61 loaked 121 SCFH Caused by misaligned stem Stem adjusted $ 
valve retested W/850426 Hr. 

COYLE.L, SCOTT.D.J Commonwealth Edison Co. 85/04/25 3pp 30440177- 
30440.179 


8505200536 Ack receipt of 850503 Hr informing NRC 
noted in Inap Repts 50 373/84-25. 60-374/84-32, 6( 

84-15, 60-265/84^- 13,50 296/84-19 & 60-304/84-20, 

RE YES, L A. Region 3. Office of Director. 85/05/15, REED.C Commonweallh Edison 
Co, Ip 30485 001-30485 021 


of steps taken to correct violations 
] 237/04-15.50 249/04-14.60-254/ 


$505160071 LER 05-015 01 on 650325, three main stoam lino low pressure switches 
tripped bolow Tech Spec min trip point Caused by Inslrumonl setpoint drift .Switches 
immodlalely rocalibr & tested W/a 50430 Itr 

MOY.M, SCOTT, DJ. Commonwealth Edison Co 86/04/30, 3pp 30440 180 
30440.182 


24 DOCKETED ITEMS 


85052(10239 LER 65 016 00 on 650411, during startup follOiVing rcfuQling ouiags.OOOO h 
pumpdov/n. ot dryviiail floor & oqtipmsnt sumps not performed Cause not 
slated Operator briefed as to importance ot sump pumping at proper time W/6505O7 
Hr 

MOY,M. SCOTT, DJ Commonweallb Edison Co 85/05/07 3pp 30538 292* 
30538 294 

8505290278 LER 04-Old-Qt> on 640722, reactor scrammed due to opening of electron 
hydrauhc control sys, causing turbjne to trip on low oil pressure Caused by personnel 
error Changes macfo to framing program for newly lured altendants W/a50508 Hr 
COYLE, L, SCOTT .DJ Commonwealth Edtson Co 85/05/08 4pp 30618 359 
30618 362 

8505220261 LER 85 017 00 on 6504l3.during starlup.re actor water samples not taken 
every 4 h Caused by mis understand mg between personrtel Personnel briefed on tm* 
poflance of providing & following specific inslruclio ns during startup W/850509 Itr 
MOY,M, SCOTT.DJ Commonweallh Edison Co 65/05/09 3pp 30530 170 

30530 172 

8S05230427 Part 21 rept re incorrect short time delay band I aver inadequately installed 
in low voHags K-tine circus! breaker eteclfomecbanical overcurrent tnp device Visual 
insp to determine if correct lever installed recommended 

KAISER.A F Brown Boveri Corp (subs ol Brown Boveri A Co, LW ) 85/05/13 
DEYOUNG.R C Director's Office, Office of Inspection and Enforcement 6pp 

30531 223*30531 228 

3505280082 LER 65 016*00 on 6504 15, routine svc water effluent samples taken 6 h 
after 12 P Tech Spec lima limit expired Caused by personnel error Responsible indi 
vidual retrained Technician routine checklist updated W/ 8 5 0509 Itr 
LEAHY,M, SCX3TT,DJ Commonweallh Edison Co 85/05/13 3pp 30582 343- 
30582 345 

8505160314 Part 21 repl re Hatch transfer starters & transfer starter 
assemblies Evaluation of implementation ol QA program performed ori 850429 
0503 Results of evaluation verified seismic adequacy of equipmeni 
HATCH, A E Hatch, Inc 85/05/14 Director's Office, Office of fnspeclior^ and Enforce 
ment Ip 30427 135 30427135 

8506290612 LER 85 019-00 on 8S0419.diesel generator 2/3 automalically started w/o 
bus undervoltaga.lo lo water level or drywell high pressure Caused by possible inad- 
vertent Barring of auto start relay 1 430-1 OBA W/ 8505 17 Itr 

JACKSON. R, SCOTT.DJ Commenwealth Edison Co 85/05/17 3pp 30617 254- 
30817 255 

8505300192 Pad 21 rept re heal numbers to be added 8 deleted from Subltsl Sheet 
A.based on review of NRC 850424 Itr 

KALE, DR Bonney Forge 85/05/24 ANDERSON.WF Director's Office, Office of In 
spection and Enforcement app 30522 082-30622 Oas 


V. Operator Examfnatl-ona 

8505020284 Advises that uM mi&t furnish approved ref malls listed tn Enel l by 850501 
for NRC 10 meet schedule for 850610-14 written £ oral exams & 85061 f 14 plani oral 
& simulator exams 

REYES, LA Region 3, Office of Director 85/04/23 REED.C Commonweallh Edison 
Co Epp 30116 194 36118 198 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8505020401 Forwards SALP Rept 60 244/84 99 lor Jul 1983 - Dgc 1904 Mooling to 
discuss assessment scheduled for 850318 

MURLEV.T £ Regron 1, Office of Director 05/03/08, KOBER.fl W Rochester Gas & 
Electric Corp 2pp 30116 313 30116 355 

-8505020411 SALP Rept 50 244/84 99 for Jul 1983 - Dec 1984 Mgl does not use QA/ 
QC as viable feedback mechanism to measure & review station performance 

* Region 1. Office of Director 85/03/08 41pp 30116 315 30116 365 

8505020313 Forwards Insp Rept 50-244 /84-2B on 841217-20 No violation noted 
MARTIN.TT Region 1. Office of Director 85/03/19 KOBER.RW Rochester Gas & 
Etectric Corp 2pp 30 1 1 7 321 -301 1 7 326 

-8505020321 fnsp Rept 50 244/84-20 on 041217-20 No violation or doviotfon 
noted Major areas Inspected review o( open items & status of programs for changes 
to emergency preparedness programs & knowledge & performance ol duties 
SMITH.R H . eORDON.C Z . HARPSTERJ L Region 1. Office of Director 85/03/10 
4pp 30117 323 30117 326 

8505010214 Forwards comments & detailed evaluation of uti! 041031 doiaifod control 
room design review program ptan.per Supp1 1 to NUREG-0737 In progress audit lontQ 
tivety scheduled for 850513 16 

ZWOLINSKUA. Operaling Reactors Branch 5 05/04/16 KOBER.RW Rochester 
Gas & Electric Corp 4pp 30095 100-30095 1 17 

-8505010221 Safety evaluation re detailed control room design review program 
plan Plan addresses most requirements in Supp1 1 to NUREG 0737 Clarification moot- 
ing requested lo resolve listed concerns 

* NRC - No Detailed Affiliation Given 85/04/16 14pp 30095 104-30095 117 

8505090350 Notificalion of 850614-16 meetings w/ulil & LLL In Ontario, NY lo discuss 
DCRDR In-progress audit Meeting agenda end 

MILLER, C L, Operating Reactors Branch 5 85/05/06 ZWOUINSKI.J A Operating Ro 
actors Branch 5 5pp 30221 320 30221,324 

8505150160 Forwards SALP Rept 50 244/64-99 on 650225 Rept discussed at 850318 
meeting tn Rochester, NY Need for improved mat support in newly added QA/QC 
functional area cited Attendance list from SALP 850316 meeting enct 
MUHLEY.TE Region 1, Office of Director 85/05/08 KOBER.RW Rochester Gas & 
Electric Corp 3pp 30395182-30395 232 

-8505150171 Rev 1 lo SALP Rept 50 244/84 99 for Jul 1983 - Dec 1964 
” Region 1, Office of Director 85/05/08 45pp 30395 185*30395 230 

8505290274 Advises that 85021 1 Rev 20 to plant security plan consistent w/provrsions 
ot tQCFRSO 54(p) & acceptable 

MARTIN.TT Region 1, Office of Director 05/05/22 KOBER.RW Rochester Gas A 
Electric Corp 3pp 30596 170-30596 172 


J Insurance & fndemnily Informatfon 


DOCKET 50'338 NUCLEAR SHIP SAVANNAH 
H. General correspondence 


8505170331 Forwards Endorsement 104 to NELfA Policy NF-170 & Endorsement 80 lo 
MAELU Policy MF 47 

STERN, D Marsh & McLennan, Inc 85/05/10 SALTZMAN.J Assistani Director for 
Stale & Licensee Relations 3pp 30143 187 30443 189 


8505030200 Provides correct address per NRC 850318 Hr re renewal of possession-only 
license for Nuclear Ship Savannah, due to expire on 851103 

LEVINE, Z Tiansportation, Depl of 85/04/30 THOMAS, CO Standardization & Spe- 
cial Projects Branch Ip 30125028 30125 028 


P Operaling license sEage documents it correspondence 


P. Operating ffconso stage documents & correspondence 

8504290442 Generic Lir 85 07 to all operating reactor licensees re implementation of 
integrated schedules for plant mads Svc list end 

THOMPSON, HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218149 30218 170 


6585170060 Partra! response lo FOfA request for NRC memos during or since 1983 re 
96 LERs or TWI SALP lopt Documents listed in App A end Documents fssled in App a 
availabP© In PDR Search for add records co-ntinuing 

FELTON.JW Division of Rules and Records 84/09/14 BARFIELD, K Cnlical Mass 
Energy Project lOpp 30473318 30474 180 


DOCKET 50-243 OREGON STATE UNIV RESEARCH REACTOR 


F, Security, medical, emergency & firo protect Ion plane 

8505300382 Forwards Insp Rept 50-243/65 01 on 650325-26 No violations noted 
WENSLAWSKLF Region 5, Office ot Director 05/05/05 PARSONS.TO Oregon 
Stale Univ , Corvallis. OR 1 p 30636 344-30636 354 


8505170314 NotifrcatiPn of 850604 meeting w/util in Belhesda.MD to discuss licensing 
of storage of consolidated fuel at facility 

MILLER.CL Operating Reactors Branch 5 85/05/15 ZWOLINSKI.JA Operating Ro 
actors Branch 6 3pp 30444 001-30444 003 

8505210360 Informs of proposed deletion of requirement lo install second aulomalic 
containment isolation valve in seal return line, per review of SEP Topic VI 4, "Contain- 
ment Isolation Valves (Mechanical).' ’ dus lo costs Involved 
KOBER.RW Rochester Gas & Electric Corp 85/05/15 ZWOLINSKI.JA Operalinq 
Reactors Branch 5 Ip 30500 195-30500 195 y 

8505210106 Generic Ltr 85 00 to all holders of CPs & OLs re 10CFH20 408 termination 
repis - formats 

TROMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York. Inc 20pp 30682 282-3D682 301 


-8505300389 fnsp Rept 50-243/85-01 on 650325 26 No violations or deviations 
acted Major areas inspected radiation protection program, environ monitoring 
prog ram, emergency preparedness program & transportation activities 
CILUS.M, YUHAS.GP Region 5, Office of Director 85/05/03 lOpp 30636 345- 
30656 354 


Q. I ns pact Ion reports, fE Bufletfns & correspondence 

8505300302 Forwards Insp Rept 50-243/65-01 on 850325-26 No violations noted 
WENSLAWSKJ.F Region 5. Office of Director 86/05/06 PARSONS.TO Oregon 
Slate Univ. Corvallis. OR Ip 30636344-30836 354 

-8605300389 fnsp flept 50-243/86 01 on 850326-26 No vrolPHons or deviations 
noted Major areas inspected rad jatron protection program, environ monitoring 
prog ram, emergency preparedness program & transportation activities 
CILlfS.M, YIJHAS.GP Region 5. Office of Dpreclor 85/05/03 TOpp 30636 345- 
30636 354 


8S05210122 Generic Ltr 85-09 to all Weslinghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 83 28,)tem 4 3 

THOMPSON.H L Division of Licensing 85/05/23 Yankee Atomic Electric Co 1 7dd 
30671 334-30671 350 

6505310260 Provides formal approval of 841206 request to have option of no! using 
fuel funnel for fueJ handling operations per Amend 65 to Licor^se IjPR- 1 8 Practice of 
using load cell to provide indication to hoist operator should remain in effect 
ZWfJLINSKI.J A Operating Reactors Branch 5, 85/05/30 KOBER.RW Rochester 
Gas & Beclfic Corp 2pp 30642 001-30642 002 


Q. Inspection reports, IE Bulletins & correspondence 


8505020401 Forwards SALP Rept 50 244/84-99 for Ju) 1983 Dec 1904 Meetina to 
discuss assessment scheduled for 850318 ^ 

MURLEV.T E Region 1, Offjce of Director 85/03/08 KOBER.R W Rochester Gas & 
Electric Corp 2pp 30116 313-30116 355 
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-esos020411 SALP Repi 50 244/84-99 for Jul 1903 - Doc; 1984 Mgt (loos not iiso OA/ 
QC as viablo (oebback mechanism lo measure & review slaUon performance 
' Region 1, Office of Director fl5/03/08 41pp 3{>116'315 301 16 355 

9505020313 Forwards Insp Repl 50-244/64 28 on 641217-20 No violallon noted 
MARTIN JT Region 1, Office of Director 85/03/19 KODER.R W Rochosler Gas & 
Electric Corp 2pp 30117 321 30117 326 

-850S020321 Insp Rept 50 244/84-28 on 841217-20 No violation or deviation 
noted Major areas inspected review of open items & status of programs for charges 
to emergency preparedness programs & knowledge & performanco of duties 
SMITH, H H. dORDON.cz. HARPSTER.TL Region 1, Office of Director 85/03/18 
4pp 30117 323 30117 326 

8505160332 Siibmils 1965 steam generator mservico msp results & corrective 
actions Two tubes in Steam Qonerator A had tube sheet crevice indications in 
Inlet Summary rept will bo submitted within 12 months 

KOBER.RW Rochester Gas & Electric Corp 85/03/27 MUHLEV.TE Region 1, 
Office of Director lOpp 30396 272-30398 281 

0SO425O452 IE Info Notice 86 034. "Heat Tracing Contributes to Corrosion of Stainless 
Stool Piping '* Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/30 Consolidated Edison Co of Now York, fnc lO/pp 30116 185- 
30115 291 

86042604S5 IE Info Nofico 85*035, "Failure of Air Check Vatvos to Seat " Sve list onci 
JORDAN, E L Division of Emergency Preparedness & Ennlneonnfl Response (Post 
830103) 05/04/30 Consolidated Edison Co of New York, Inc lOBpp 30116 077* 
30116 184 

8505090260 NoUflcalion of 850522 & 23 meetings w/utit,Ffankfln Research Ctr & Oroxe) 
Univ in Onlario.NY & Rochester, NY to discuss masonry wall dosign (IE Bulletin 80-11) 
miller, C L Operating Reactors Branch 6 85/05/07 ZWOLINSKi.J A Operating Re 
actors Branch & 3pp 30219 102 30219 104 

8505060418 lE Info Nolico 84-52, SuppI 1, "fnadequat© Mail Procuremont Confrols on 
Part of Liconscos & Vendors ” 

JORDAN, EL Division of Emorgoncy Preparedness Engfnooring Response (Post 
830103) 85/05/08 Consoildatod Edison Co of Now York, Inc lOpp 30015 338 
30615,347. 

BS05150160 Forwards SALP Rept 50*244/04-99 on 850225 Hopt discussed at 850318 
meeting in Rochester, NY Need for Improved mgt support in newly added QA/QC 
functional area cited Attendance list from SALP 850318 rrkeoting end 
WURLEY,T E Region 1, Office of Director 65/05/08. KOBER.R W Rochoslof Gas & 
Electric Corp 3pp 30395 102-30395 232 

-.8605150171 Rev 1 to SALP Rept 60-244/84 99 for Ju! 1903 * Dec 1004 
• Region 1. Office of Director. 85/05/06 45pp 30395 185 30395 230 

«fl605160177 Comments on 660308 SALP Root 50 244/04 OBCfarlfyinn info provided 
re efforts lo reduce radiation exposures, mgt level task force review o7 QA/OC func 
lions & omission of nonconformance repts from semiannual audit 
KOBER,RW Rochoslor Gas & Electric Corp 85/04/11 MURLEY,TE. Rogion 1. 
Office of Director 2pp 30395 231-30395 232. 

0605170124 Responds to Insp Ropl 50-244/65 05 re uncontrolled & uncallbrated Dillon 
Load Cell S/N LAB 2791 from 841203 650208 Calibr roquiromontS met for specific 
use of load coll No corrective action doomed necessary 

KOaER,HW Rochester Gas & Electric Corp 65/05/10 WURLEYJE Region 1, 
Office of Director 3pp 30442 124-30442 126 

8505200315 Forwards Insp Rept 50*244/65 07 on 050325-29 No violation noted 
MARTIN,TT Region 1. Office of Director 85/05/13 KOBER,RW Rochoslor Gas & 
Electric Corp 2pp 30460 035*30460 043 

-8605200323 InSP Repl 50-244/85 07 on 650325*29 No violation noted Major areas 
Inspected radiation safely program, including status of previously Identified 
Homs,rosplraiory protection & control of high radiation areas 
DRAQOUN.T, SHANBAKY.M Region 1, Office of Director 85/05/03 7pp 
30460 037 30468 043 

86CS 130034 IE Info Nolico 85 037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Enginoorino Responso (Post 
830103) 05/05/14 Yankee Atomic Electric Co 4pp 30848-272 30049 014 


5. Reportable occurrences, lERs & reloied correspondence 

8605070425 LER 66 004-00:on 850326, safety injection actuation signal generated 
twice First event caused by deficioncy In Maint Proceduro M 48 14 Second event 
caused by momentarv loss of power W/860426 Hr 

LARIZZA.GF, KOBER.RW. Rochester Gas & Electric Corp. 85/04/26 4pp. 
30204 112-30204 116 

8605090556 LER 86 005-00 on 850405, leads of resistance temp delector in Channel 4 
opened.rosulling In roaclor trip signal during hot shutdown Only actuation was auto- 
matic opening of reactor frip breakers Caused by personnel error W/850503 Ur 
LARIZ^.GR, KOBER.RW. Rochester Gas & ElecUic Corp 85/05/03 3pp 

30232.150*30232 152 

6505160366 LER 05*006 00 on 8S0406,during startup from refueling outage .reactor trip 
A turbine trip occurred Caused by steam generator 0 level below 30% w/trfpped feed 
wafer flow less than steam flow nlstable.per Procedure CP-477 W/850506 Itr 
LARIZZA.QF., KOBER.fl.W. Rochester Gas & Electric Corp 85/05/06 3pp 

30440-123-30440:125. 

8505160399 LER 85-007 00 00 6504 OB.reac tor tripped & lurbino failed to automatically 
Irip.Caused by steam generator level 8 reducing below 17% narrow range 
level Caused by mechanical binding of 20ET trip solenoid W/850506 Itr 

LARIZZA.GF. KO0ER,RW Rochester Gas & Electric Corp. 86/05/06 3pp 

30440 074-30440 077. 


85O516O30D LER 85 OOfl-00 on 0504 07. reactor Inpped on low steam generator 
level Caused by operations personnel inability to mair^lain steam generator levels 
above trip setpoints while transferring IgvoI control W/05 0507 Itr 
LARf2ZA,GF, KOBER.RW Roctieslor Gas & Eleclnc Corp 85/05/07 3pp 

30440 053 30440 055 

8505200341 LER 05 010 00 on 850408, during operational lest of nuclear Instrumenta 
tion Intermediate range Channel N*35,rcactor trip breaker 8 opened w/no annunci- 
ation of reactor trip first out Caused by faulty cod Relay replaced W/85050a Hr 
LARIZZA.GF. KOBER.RW Rochoslor Gas & Electric Corp 85/05/06 4pp 

30485 100 30405 191 

Q5Q5210S63 LER 05 009 00 on 85O40B.dur[ng secondary sys pressure 
transient. condensate bypass vaEvo automatically opened causing turbine to 
trip Caused by condensate bypass valve switch in automatic position W/860508 Itr 
LARIZZA,GF. KOBER.RW Rochostor Gps & Eleclnc Corp 85/05/08 App 

30514 360 30514 363 

8605230596 LER 05 Oti 00 on 05041 1. reactor Irip occurred Causod by combination of 
manual turbine trip, low condenser vacuum & reactor power above P 7 
permissive MSI Vs manually closed to limit reactor cooldown W/ 8505 10 Ur 
LARIZZA.GF, KOBER.RW Rochostor Gas & Eleclnc Corp 85/05/10 5pp 

30540 139 30540 143 

S60S240350 Summary of 850507 oporating reactors ovonls meeting List of 
allendoes, events discussed & assignments end 

CnUTCHFIELD.O Assistant Director for Safety Assessment 85/05/13 
THOMPSON, H L Division of Llconslng 20pp 30576 1 45-30576 172 


V Operator Examinallons 

8605150160 Forwards SALP Ropt 50 244/84*90 on 050225 Ropl discussed at 850318 
meeting in RocJiosler.NY Nood lor improved mgt support in newly added QA/OC 
functional area cited Attendance list from SALP 050318 mcGlmg end 
MURLEY.TE Region 1, Office of Director 05/05/OB KOBER.RW Rochaster Gas & 
Etoctnc Corp 3pp 30395 102-30395 232 

•*6505168171 Rev 1 to SALP Ropl 50 244/84-99 for Ju! 1983 Dec 1904 
• Region 1, Office of Director 85/05/08 45pp 30396 106-30395 230 


DOCKET 60-246 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, modlcat, emorgoncy & fire proteclfon plena 

8505090308 Forwards revised omcrgency plan implementing procedures, including Rev 
0 to EPIP 4227 ro offsite based Info sya & Rev 2 lo EPIP 4601 ro alarm lesfs Advises 
that EPIP 4600 sorles not canceled as indicated in 950408 Itr 
COUNSIL.WG Northoasi Nuclear Energy Co (subs of Nor th east U till lies) 85/04/26 
MURLEY.TE Region 1, Office of Director 2pp 30221 129 30221 298 

-8505090315 Revised amorgcncy pinn impfementing procedures,includjng Rev 0 to 
EPJP 4227 ro offsite basecT info sys.Rov 2 lo EPIP 4601 re alarm tests & Rev 7 lo 
EPJP 4692 ro coinmunicaUens lelophonQ lost 

* Northeast Nuclear Energy Co (subs of Northeast Ulililtos) 85/04/26 I69pp 
30221 131-30221 298 

850S1 30344 Forwards Insp Ropts 50 246/05 06 & 50*330/05 09 on 860225 0324 No 
violation noted 

WENZINGER.EC Region 1. Office of Director 05/05/02 COUNSIL.W.G Nofthoasl 
Nuclear Energy Co (subs of Northeast UtilUtos) 2pp 3 0274 344*30274 364 

-050S130349 Insp Ropla 50-246/85.03 8, 60 336/05-09 on 850225-0324 No violation 
noted Major areas insported plant operations, equipment allgnmonts & 
readiness, radial ion prolocUon, physical security, fire protection & maint 
SHEDLOSKY.JT. MGCABE,EC Region 1. Olfice of Director. 05/04/10 9pp 
30274 346 30274 354 

0505240279 Revised omorgency plan Implomonling procodureB.IncludJng Rov 9 to EPIP 
4201, "RadloJogrcal Dose Assessment," Rev 8 lo EPIP 4201-1, "Noblo Gas Reieaso 
Rato" & Rev 5 to EPIP 4201-2. "1-131 Release Pale " W/050516 Itr 
OPEKA,J F Northeast Nuclear Energy Co (subs of Northeast Lftilitios) OPEKA.J F 
Northeast Utllitlos 05/05/16 200pp 3 0553 290 G0554 1 10 

8505240482 Forwards SALP Repts 50*213/85-99,50-245/85 99 & 60 338/05-99 for 
SapI 1903 - Fob 1085.Mootlng scheduled on 050604 to discuss SALP Board 
findings Reply to Board findings requestod wMhin 30 days after mooting 
MURIEV.TE Ronlon 1. Office of Director 05/05/20 OPEKA.JF North oast Nuclear 
Energy Co (subs of Northeast Ullli lies). 2pp 30552 252-30553 047 

-8505240408 SALP Roots 50-245/85-99 & 50-336/85 99 for Sept 1903 Feb 10B5 

* Region 1, Office of Director 85/06/06 OZpp 30552 300 30553 020 

-8606240473 Discusses SALP for facilities Input to SALP evaluation process & followup 
to previous SALP repl actions end 

COUNSIL.WG Connecticut Yankee Atomic Power Co. 05/03/22 STAROSTECKI.R. 
Roglon 1 , Office of Director 18pp. 30553 030 30553.047. 

6605240290 Application for amend to Licenses DPR-21 &. DPR‘65, Incorporating end 
proposed Rov 3 to aullabllity.lralning 8^ qualification plan End withheld (ref 
10CFR2 790 & 73 21). Fee paid 

OPEKA.J F Northeast Nuclear Energy Co fsubs. of Northeast Utilities) OPEKAJ F 
Northeast lililitlea. 85/05/22 M!LLER,J R Operating Reactors Branch 3 
ZWOL1NSKI.JA Operating Reactors Branch 5 2pp 3 055 6; 269-3 05 66,260 


H. General correapondence 

0504230328 Advisos of changes to rngt structure assoclatod w/WQ Counsll leaving 
Northeast Ulils to assume position w/enolher uli! Eflective 850501JF Opoka will re- 
place WG Counsil. 

COUNSIL.WG Connecticut Yankee Atomic Power Co 06/04/17. MILLER.JR Oper- 
ating Reactors Branch 3 2pp, 30536036 30536 041 
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1. Financial Information 


8505090552 "Annual Rept ol Major Electric UUfs, Licensees & Others ” W/B50506 Hr 
GLIGLfELMO,F J Northeast Nuclear Energy Co (sobs of Northeast Ulilitiies) 
GUGLIELMOFJ Northeast Unities 84/12/31 139pp 30226143 30226 281 


J fnaurance & Indemnity Information 

6505080S16 Unoxecul&d Amend 16 to IndemnilY Agree men 1 B-39 
SALTZMAN.J Assistant Director for State & iicenseo Relations B 5/04/ 16 3pp 
30187 214*30187 216 


P, Operating license staiga documents & correspondence 

8505160637 Responds lo 750B07 Hr concerning 10CFR50,App J Listing of primary con- 
tainment valves and positions end 

SWITZER, DC Northeast Nuclear Energy Co (subs of Northeast Ulilitcesh 

SWiT2Efl.DC Northeast Ulillies 75/11/14 GOLLER.KH Division oi Operaling Re- 
actors 10pp 30439 328-30439 337 

8505160640 Forwards proposed Tech Spec changes for performing Type A contain- 
mert leak rate test in accordance w/App K & proposed stall positons 
SWITZER, DC Northeast Nuclear tnevay Co (subs ol Northeast Utstittes) 

SWITZER, DC Northeast Utilities 77/07/29 LEAR.G Operating Reactors Branch 3 
(PfB 790626) 17pp 30430 311-30439 327 

8505170201 Application to amend License 0PR'2i .revising Tech Specs re surveillance 
Intervals for focal leak rata test to meet mler^l of IOCFR58.App J 
SWITZEB.DC Northeast Nuclear Energy Co (subs of Northeast Utilities)* 

SWITZeB,DC Northeast ULIiLes 78/05/31 ZfEMANN.OU Operating Reactors 
Branch 2 (Pra 790625) tp 30484 303-30484 304 

'’SS65 176205 Proposed Tech Specs, revising surveillance Intervals for local leak rate 
tests to meet intent of lOCFRSO.App J 

* Northeast Nuclear Energy Co (subs of Northeast UHlitres) 78/05/31 Ip 
30494 304 30484 304 

8505130364 Rev 3 to NPDES Permit CT 0003263, issued to Northeast Nuclear Energy 
Co Index end 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) 85/04/08 lipp* 
30275 001*30275011 

8505070396 Addresses concerns m Section 4 20 2 of SuppI 1 to NURHG 0624 by modi* 
tying three lines w/pipe caps or blank flanges, per 850402 commitment re SEP Topic 
V/ 4 Sections of Insp Rept 50-245/84 27 resofved 

COLINSIL.WG Northeast Nuclear Energy Co (subs of Northeast Utilities) 85/04/25 
ZWOLINSK/.JA Operating Reactors Branch 5 2pp 30173122 30173 123 

8S04290442 Genenc Ltr 85 07 to all operaling reactor licensees re implementation of 
integiated schedules tor plant mods wc \\s\ enci 

THuWPSON.H L. DMSion of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 149-30216 170 


8505230451 Forwards notice of consideration of issuance of amend to Llconse DPR-21 
& proposed NSHC determination & opportunity for hearing re 8605 15 application lo 
allovr continuous reactor operation under certain conditions ^ , 

ZWOLINSKI.J A Operating Reactors Branch 5 85/05/20 OPEKA,J F Northeast Nu 
clear Energy Co (subs of Northeast Utilities) 2pp 30531 196 30531 204 

-8506230456 Noiice of consideration of issuance of amend to License DPR 21 & pro 
posed NSHC dotermlnalion & opportunity for hearing re 850515 applicalion to allow 
continuous reactor operation listed 02 concentration & pressure conditions 
ZWOLINSKIJA Operaling Reactors Branch 5 85/05/20 7pp 30531 198-30531 204 

8S05300657 Notification of 850523 meeting w/util tn Bethesda.MD lo discuss proposed 
integrated safety assessment program topics, procedures & review schedule 
BOyLE.M L Syatemalic Evaluation Program Branch 85/05/21 GRIMES, C I System 
allc Evaluation Program Branch 2pp 30640 362-30640 363 

8505240298 Application for amend to Licenses DPR-21 & DPR 65, Incorporafing enci 
proposed Rev 3 to suitability, training & qualiticallon plan End withheld (rel 
10CFR2 790& 73 21) Feepatd 

OPEKA J F Northeast Nuclear Energy Co (subs of Northeast Utilities) OPEKAJ F 
Northeast Utilities 86/05/22 MILLER, j R Operating Reactors Branch 3 
ZWOLINSKIJ A Operating Reactors Branch 5 2pp 30656 259-30656 260 

8505290405 Advises that position of not incorporating addi reporting requirements for 
safety & relief valve failures & challenges into Tech Specs aeceptaole.per util 840530 
response to NUREG-0737,ltom il K 3 3, 

ZWOLINSKI.J A Operating Reactors Branch 5 B5/05/22 OPEKA, J F Conneclicul 
Yankee Atomic Power Co OPEKA.J F Northeast Nuclear Energy Co (subs of NOFih- 
east Utilities) 3pp 30595 267-30595 259 

850621010S Generic Ltr 85 08 lo all holders of CPs & OLs re lOCFn20 408 lerminatJon 
repls - formats 

THOMPSON, HL Dn/ision ot Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30682 301 


Q Inspection reports, IE Bulletins & correspondence 

8505020183 Forwards Insp Rapt 50-245/85-07 on 850305 08 No violations noted 
EBNETER.SD Region 1. Office of Director 85/04/19 COUNSfL.WG Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) 2pp 30119 031-30119 039 

-8505020189 Insp Rept 50-245/85 07 on 850305 08 No violations noted Major ar^^as 
inspected testing promam.precritical tests & power ascension tests re startup testing 
followmg relueimg oi Cycle 10 

WEN.PC, BETTENHAUSEN.L Region 1, Office of Director 05/04/16 7pp 
30119 033-30119039 

8505070396 Addresses concerns in Seclion 4 20 2 of Supp1 1 to NUHEG 0824 by modi 
tying three lines w/pipe caps or blank flanges, per 850402 commilmenl re SEP Topic 
VI 4 Sections of Insp Rept 60-245/84-27 resolved 

COUNSIL.WG Northeast Nuclear Energy Co (subs of Northeast UliN lies) 85/04/25 
ZWOLINSKf,J A Operating Reactors Branch 5 2pp 30173 122 30173 123 


$505160308 Remits fees far 650226 request for addi relief from certain ASME Code 
requirements A, 850228 request for extension of deadline dale for environ qualiricalion 
of certain electrical equipment 

OPEKA, J F Connecicut Yankee Atomic Power Co OPEKA.J F Northeast Utilities 
OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Utifilios) 85/05/03 
DIGGS.R W License Fee Management Branch ip 3D427 136-30427 138 

85D5160110 Submits add I info re utif B4062O & 1004 responses lo Generic Ltr 83-28, per 
NRC 850305,14 & 0417 requests Reconsideration re Items 2.1 & 222 requested, per 
util implementation of NUTAC War 1S84 vendor equipmenl technical mfo program 
OPEKA.J F, MROCZKA.EJ* Conneclicul Yankee Atomic Power Co OPEKA.J F 
Northeast Nuclear Energy Co (subs of Northeast Ulifitios) 85/05/09 MILLER.J R 
Operating Reactors Branch 3 ZVVOLINSKI.JA Operating Reactors Branch 5 2pp 
30429 084-30429 085 

6505160145 Forwards notice of exemption & safety evaluation re requirements of 
tOCFR50,App J & Franklin Research Ctr, '‘Containment Leakage Rale Testing," tech- 
nical evafualion rep! Exemption from App J granted 

ZWOLINSKf.JA Operating Reactors Branch 5 85/05/10 OPEKA.JF Northeast Nu- 
clear Energy Oo (subs of Northeast Iftililies) 3pp 30429 086-30429 099 

-0505160150 Exemption from requiremerits of 10CFR5O,App J re Type A testing ol 
penetrations w/expansion Pel lows, MSI Vs at 25 psig A containment air lock testing at 
10 psig 

THOMPSON.HL Division ot Licensing 85/05/10 Northeast Nuclear Energy Co 
(subs of Northeast Utililpes) 5pp 30429 089-30429 093 

-6505160151 Safety evaruabon supporting exemptions from requirements of 
10CFR50,App J 

* Office ol Nuclear Reactor Regufalioa Director 85/05/10 6pp 30429 094- 
30429-099 

-8206010661 "Containment Leakage Rate Testing, Millstone Unit 1.'' lechnacal evalua 
iron rep I 

OELGApZOJJ Franklin fnstituie/Frankhn Research Center. NRC-03-79-118. TER- 
05257-29 82/05/26 HUANG.YS NRC - No Detailed Affiliation Given 26pp. 
30429 100-30429 124. 

8505230265 Application for amend to License DPR-21, revising Tech Specs 37 A 2a & 
3 7 A6 re drywell-to suppression chamber differenliaJ pressure & drywell oxygerf con- 
centration. respedively.to aflow for up lo 48 h nonmaint Fee pafd 
OPEKA.J F. Northeast Nuefear Energy Co (subs, of Northeast Utilities) OPEKA,JF 
Northeast Utilities 85/05/15 ZWOLINSKUA Operaling Reactors Branch 5 3pp 
30534 001-30534 007 

-8505230270 Proposed revs tO Tech Specs 37A2a&37A 6. allowing periods of up to 
46 h nonmafnt of drywelLto-suppression chamber differential pressure & nonmaint of 
drywslloxygflnconcenlralion.rospectivefy 

* Northeast Nuclear Energy Co. {suds of Northeast Utilities) 85/05/15 4pp 
30534 004-30534 007, 


05O42SO452 IE tnfo Notice 85 034, "Heat Tracing Contributes to Corrosion of Stalnloss 
Steel Piping ” Sve fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Cg of New York, Inc I07pp 30115 106- 
30116 291 

850425045S IE Info Notice 85 035, "Failure ot Air Check Valves to Seat " Sve list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consofidated Edison Co of New York, Inc lOapp 30115 077- 
30115184 

B505130344 Forwards fnsp Repts 50-245/85 06 & 60-336/85 09 on 8 5 022 5-03 24 .No 
Violation noted 

WENZINGER.EC Region 1, Office of Director 85/05/02 COUNSIL.WG Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 30274 344-30274 354 

-8505130349 Insp Repts 50-245/85 06 S 50 336/85 09 on 850225 0324 No vlolalton 
noted Major areas inspected plant operalions, equipment alignments & 
readiness, radiation protection, physical security, fire protection & mainl 
SHEDLOSKY.J T , MCCABE, E C Region 1, Office of Director 85/04/18 9 od 
30274 346-30274 354 


8505060418 IE Into Notice 04-62,Suppl 1, "Inadequate Mall Procurement Controls on 
Part of Licensees A Vendors *' 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/05/00 Consolidated Edison Co of New York, Inc lOpp 30816 330- 

e nA'T ' ~ 


8505100388 Notification of 850521 meeting w/ulil in Bethesda.MD to discuss reinsp of 
recirculation pipe welds for (QSGC dunng Reload 10 outage scheduled (or Oct 1985 
SHEA.JJ Operating Reactors Branch 5 05/05/09 ZWOLINSKI.J A Oper alma Reac- 
tors Branch 5, 3pp 30237 361-30237 363 ^ 


8605240462 Forwards SALP Repls 60 213/05 99,50-245/05-99 A 60-336/85-99 for 
Sept 1983 - Feb 1985 Meeting scheduled on B50604 to discuss SALP Board 
findings Reply lo Board findings requested within 30 days after meeting 
MURLEY.TE Region 1, Office of Director 65/05/20 OPEKAJ F Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 30552 252-30553 047 

-8505240468 SALP Rents 60 245/85-99 & 50 336/85 99 for Sept 1983 - Feb 1985 
* Region 1. Office of Direclor, 85/05/06 92pp 30552 300-30553 029 

-8505240473 Discusses SALP for facilities Input lo SALP evaluation process & followuD 
to previous SALP rept actions end ^ 

COUNSIL,W G Connecticut Yankee Atomic Power Co COUNSIL.W Q. Northeast Nu 
clear Energy Co (subs of Northeast Utilities) OOUNSIL,W,G Northeast Utiktiea 85/ 
03/22 STAROSTECKl.R Region 1. Office of Director RU0ENSTEIN.L Assistant Di 
MINNERS.W Safely Program Evalualior) Branch. 

IBpp oO 5 53 030-30553 04/ 
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8505240395 Ack focojpl of 050307 Ur mfornung NRC of slops lakon to correct vtolalioris 
noted in Insp Rept 50 245/05 04 Comprehensivo insp of transportation program will 
bo performed in immodmto future 

MARTIN JT Region 1, Office of Director 05/05/21 OPEKA.JF Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 30553 048'30553 051 

0505240453 Forv^ards Enforcement Meeting Repts 50 245/05-12 & 50 336/85 15 on 
850325 

MARTIN.! T Region 1. 0/fico of Director 85/05/21 OPEKA.JF Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 30553 231-30553 235 

-0605240466 Meeting Repts 50 245/05 12 & 50 336/85-15 on 850325 Topics 
discussed transportation violation & deteriorating transportation program Dept 
reorganization, new package doso rale limits & comprehensive program audit pro 
posed 

CLEMONS.P . SHANBAKY.M Region 1. Office of Director 85/05/17 3pp 30553 233 
30553 235 

8505300268 FoAvards draft “SER.Pump & Valve Inservice Testing Program, Millstone 
Power Station. Unit l.for Second fO-Yr Interval,” for review, comments, corrections & 
addi info 

ZWOLINSKI.JA Operating Reactors Branch 5 85/05/22 OPEKA.J P Northeast Nu 
clear Energy Co (subs of Northeast Utilities) 3pp 30623 216 30623 330 

-8605300307 Draft "SER.Pump & Valve Inservice Testing Program.Millslone Nuclear 
Power Slallon.Unil l.for Second 10-Yr Interval ” 

' EG&G, Inc 85/03/15 NRC - No Delmled Aftillatiorr Given 54pp 30623 219- 
30623 272 

-8505300318 Draft "SER.Pump & Valve Inservice Testing Program, Millstone Nuclear 
Power Slalion.Unil 1 ” 

ROCKHOLD.HC, STROM BERG, H M EG&(3, Inc FIN A-6445 EGQ-EA-6326 83/06/ 
30 NRC . No Detailed Affiliation Given SBpp 30623 273 30623 330 


R. Periodic operating reports & related correspondence 

QS06290463 "Monitoring Marino Environ of Long Island Sound at Millstone Nuclear 
Power Station Wafer ford.CT, Annual Rept 1984 " w/850510 Ur 
OPEKA.J F Norlhoast Utilities Service Co (subs of Northeast Ulilillos) OPEKA.J F 
Northeast Ulilities 84/12/31 YOUNGBLOOD.B J LIconsIng Branch 1 MILLER, JR 
Operaling Reactors Branch 3, 204pp 30621 '004-30621 287 


8. Reportable occurrencosj LERa & related correapondenco 

6505160170 Part 21 rept re errors in safety grade core okiI thermocouple sys during & 
following postulated high energy line break Probably caused by moisture Ingresslon & 
ihormal expansion Qualification program completed 

RAHE.EP Weslinghouso Eloctric Corp 85/05/00 TAYLOR, JM Director's Office, 
Office of fnspecllon and Enforcemont 5pp 30427 112 30427 116 


V Operator Examinations 


8505130177 Approves proposed schedule change re 040927 order modifying License 
DPR 26per 650404 Ur Proposal involves conducting single health physics appraisal rn 
Sopt 1065 in lieu of appraisals in May & Aug 1985 

MURLEY.TE Region 1. Office of Director 85/05/06 SELMAN.M Consolidated 
EdJSon Co of Now York, Inc 2pp 30274 119 30274 121 

-8505130182 Requests chango in health physics appraisal schedule re 840927 order 
modifying Liconso DPR-26 Schedule change involves conducting single appraisal in 
Sept 1085 in lieu of appraisals in May & Aug 1985 

SELMAN.M Consolidated Edison Co of Now York, Inc 85/04/04 MURLEY.T B 
Region 1, Office of Director Ip 30274 121 30274 121 

6505090592 Decision CLI85 06 dirpclino staff discussion w/fEMA & repi within 80 
days ro status of emergency planning & corrective actions for deficioncias & lorminal- 
Ind proceeding Assotslino dissenting opinion end Served on 850508 
HOYLE.JC Commissioners iSf285 923 85/05/07 71pp 30231 132 30231 214 

8505200340 Forwords Safeguards Insp Rapt 50 247/65 08 on 650325-29 No violations 
observed 

MARTIN,! T Regton 1, Office of Oiroclor 85/05/14 O'TOOLE, J D Consolidated 
Edison Co of Now York, Inc 2pp 30467 340 30467 354 

-8505200356 Physical Security Insp Rept 50-247/85 08 on 850325-29 Licensee in 
compliance M^or areas Inspected mgt effectiveness, security organization & security 
program audit Portions withhold (ref 10CFR73 21) 

MADDEN. W J, KEIMIG.RR Region 1. Office of Direclor 05/05/09 5pp 30467 350- 
30467 354 

8505230388 Forwards "Post Exercise Assessmonl 850410 Remedial Exercise of Radio- 
iDolcal Emergency Preparedness Plans of NY State & Wostchestor.Rockland.O range 
& Puirram Counties for Indian Point Nuclear Power Station " 

KRIMM.RW Federal Emergency Management Agency 85/05/17 JORDAN, EL Divi 
sion^ 0^1 Emergency ^Preparedness & Engineering Response (Post 830103) 2pp 

-6506230404 "Post Exercise Assessment 850410 Remedial Exerciso of Radiological 
Emergency Preparedness Plans of NY Stale & Weslchostor.Rockland.O/ange &. 
Putnam Counties for Indian Point Nuclear Power Station " 

* Federal Emergency Management Agency 85/05/10 110pp 80532 321-30533 077 

8505290149 Confirms recent discussions w/NRC re 830713 & 0900 requests for ex 
emplions from Section ill J of 10CFR50,App R for emergency lighting Installations & 
review of Generic Llr 63*33 AddI emergency lighting & App R Info end 
O’TOOLE, JO Consolidated Edison Co. of New York, Inc 85/05/23 THOMPSON. H L 
Divislonof Licensing 34pp 30600 050-30600 003 

8605310164 Forwards response to Suppf II 1o New York PIRG 841 213 patillon ro emer- 
gency planning for protection of school children Response may not rollect all changes 
contained in county emergency plans 

KRIMM.RW Fedoral Emergency Management Agency 05/05/28 JORDAN, EL Dcvi- 
slon of Emergency Preparedness & Engineering Response (Post 830103) 2pp 
30641 316 30641 346 


8605240462 Forwards SALP Repla 50 213/85-90.50 245/85 99 & 50 336/85 99 for 
Sept 1903 • Feb 1985 Mooting scheduled on 850604 to discuss SALP Board 
findings Reply to Board findings requested within 30 days alter meeting 
MURLEY.TE Region 1, Office of Director 85/05/20 OPEKA.JF. Northeast Nuclear 
Energy Co (subs, of Northeast Utilllios) 2pp 30552 262-30553 047 

-8505240468 SALP Repts 50-245/85 99 & 50 336/85 99 for Sept 1983 - Fob 1985 
* Region 1, Office of Director 86/05/06 92pp 30552 300 30553 029 
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F Security, medical, emergency & fire protection plans 

6605220316 Forwards public version of emergency plan Irnplementing 

procoduros.mcludmg App A re emergency roster & App B ro Con Ed medical 
depl.consuUants & agencies 

O’TOOLE.JD Consolldalod Edison Co of Now York. Inc 85/01/10 MURLEY.TE 
Region 1, Office of Director 2pp 30536 044-30536 067 

—8505220323 Public version of revised emergency plan Inniptenionling 

procedures.including App A re emergency roster & App 0 re Con Cd medical 
depLconsullanis & agoncies & table of contents W/JM Felton 850513 memo 
* (jonsolidalGd Edison Co of New York, Inc 04/12/30 21pp 30536 046 30536 067 

6S05200068 Forwards public version of emergency imptomontatlon procedures, Including 
Rev 3 to IP- 1004 re post accident offsUo environ survoys.sampling & counting & Rev 
16 to IP-1027 re site personnel. W/85051 3 release memo 

OTOOLE.JD Consolidated Edison Co of Now York, Inc 85/02/04 MURLEY.TE. 
Region 1, Office of Director 3pp 30503 010 30503 052. 

.-8505200070 Public version of emorgoncy implementation procedures, including Rev 3 
to IP 1004 re post-Qccldent offsilo environ survoys.sampling & counting & Rev IB to 
IP-1027 re site personnel acco uni ability & ovacuaiion 

‘ Consolidated Edison Go of New York. Inc 85/02/04, 40pp 30503 013-30503 052 

8505070409 Board Notliication 85 042 forwards final draft NUREG-11t6 re PWR steam 
explosions More precise quantification of estimates In NUREQ-1116 lo follow in next 
several months 

THOMPSON.H L Division of Licensing 85/04/23 PALLAOINO. ROBERTS, ASSEL- 
STINE Commissioners 498pp 30216.001-30216138. 

8506200605 Forwards public version of revised emergoncy plan Implementing 
procedures, Including IP- 1002 "Emergency Notification & Communication'' & IP-1007 
‘^Determination of Magnitude of Refeaso ..." W/850400 release memo 
SELMAN.M Consolidated Edison Co. of Now York, Inc 85/04/30 MURLEYJ.E 
Region 1, Office of Director. 3pp 30501 246-30501.319 


-8B05310163 "FEMA Analysis & Response loSuppI il lo New York PIRG.El A1 Polillon 
for Suspension of Operation of Indian Point Units 2 & 3 " 

• Federal Emergency Management Agertcy 05/05/09 20pp 30641 318*90641 346 


Q. Adjudicatory correspondence 

8505090592 Decision CLI 85 06 directing staff discussion w/FEMA & ropl wifhin GO 
days ro status of omorgoncy planning & corrective aclions for doficioncios & terminat- 
ing proceeding Assotslino dissenting opinion end Served on D6050D 
HOYLE.JC Commissioners <5^285 923 85/05/07 71pp 30231 132-30231 214 


H. General correspondence 


8506080309 Requests Inclusion of P Kokolakis on distribution of NRR correspondence 
re Unit 2 S substitution of RL Spring for TJ Farrolly on distribution of NRR correspond- 
ence for Unit 3 

O’TOOLE, JD Consolidated Edison Co of Now York, Inc 2:ULLA,SS New York 
Power Authority (formerly Power Authority of the Slate of New York) 85/04/29 
VARGA.S A Operating Reactors Branch 1 Ip 30202 322-30202 322. 


P Operating ifeenae stage documents & correspondence 


8505200001 Furlfior response to FOIA roquost that records re 15 listed FIN files be 
made available In PDR App C & D records available in PDR Review continuing 
FELTON.JM Divislonof Rules and Records 64/09/20 SHOLUY.SC Union o1 Con 
cerned Scientists 12pp 30503 072-30503 083 

-8505200133 Requests reprogromming of fisted FY03 funds due to changes irt sched- 
ule of severe accident aclivitles Revised project identification summary end 
aOYD.SM Division of Systems Inlograllon (nest 811005) FIN A-3711 03/07/26 
PUNCHES, J Planning & Program Anafyais Staff lOpp 30503 219 30503 226 

6505230001 Partial response to FOIA request for records contained in 15 FIN 
filos Forwards documents listed in App E Search conlmulng, 

FELTON.JM Divislonof Rules and Records 84/10/02 SHOLLY.SC Union of Con 
corned Scientists 17pp 30557 001-30557.010 

-6302020220 Forwards std order for DOE work, "Safety Evaluation of Core Melt 
Accidents Indian Point OR & Zion OR," providing addi funoing for FY03 
MATTSON.R J Division of Systems Integration Tposl 81 100^ FIN A 371 2. 83/01/24 
OQEKA.G J Energy, Dept, of Ip 30559 2B0 30569 262 


-BS05200510 Public version of revised emergency plan implementing 
procedures,! nefu ding IP- 1002 "Emergency Notification & Communlcalfon" & IP-1007 
’■Determination of Magnitude of Release & Exposure Rate," 

* Consolidated Edison Co of New York, Inc. 86/04/30 80pp 30601 ‘249-30501 319 


■8302020229 Std Order lor DOE work "Safety Evaluation of Coro Melt Accidenls Indian 
Poirtl-OR & Hion OR," Issued to BNL 

MATTSON.R J. Division of Systems Integration (post 811005) FIN A-3712 3 83/01/ 
24. 8pp 30559 261-30559.262 
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■9308150343 Fowafds Sid order for DOE work “Safety Evaluation of Cor©* Melt 
Accidents .Operating Reactor Reviews for Indian Point & Zion '' 

MATTSON, RJ Division of Systems Integration (post 811005) FIN A 3712. 83/08/04 
OGEKA.G J Energy, Dept of Ip 30559 269-30559 272 


*8505230547 “Safety Evaluation of Core-Mell Accidenls Indian Point Operating Reactor 
& Hion Operating Roactor,” monthly highlights for Mar 1983 

* Brookhaven Naltonal Laboratory FIN A 3712 83/03/31 Reactor Systems Branch 
3pp 30558 272*30558 274 


-8308150350 Std order for DOE work “Safely Evaluation of Core-Melt 
Accidents, <^era1 mg Reactor Reviews for tndian Point & Zior>," awarded to BNL 
WATTSONI.B J Division of Systems Integration (post Q11005) FIN A-3712-3 83/08/ 
04 3pp 30559 270-30559 272 

-85052 39202 Requests BNL proposal for technical assistance under FtN A-3712. 
“Safety Evatuation of Core-Melt Accidents Indian Point Operating Reactor & Zion Op 
era tin o' Read or " Statement of work end 

MATTSON.RJ Division of Systems fnleg ration (post 61 1005) FIN A-3712 82/11/29 
OGEKA.G J Energy. Dept of IBpp 30559 228 30559 245 

-8505230213 Pro|ecl & budget proposal for NRC work “Safety Evaluation of Core Melt 
Accidents Indian Point Operating Reactor & Zion Operating Reactor ” 

PRATT,T Brookhaven National Laboratory FIN A-3712 82/12/03 MEYER. J. NRC - 
No Detailed Afliliatron Given app 30S59 24B 30559 259 


-8505230582 “Safety Evaluation of Core Melt Accidents Indian Point Operating Reactoj 
& Zion Operating Reactor,” monthly highlights for Apr 1983 « , 

* Brookhaven National Laboratory FIN A-3712 83/04/30 Reactor Systems Branch 
3pp 30558 275 30550 277 

-8505230573 “Safety Evaluation of Core Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for May 1983 
KATO.WV Brookhaven National Laboratory FIN A-3712 83/06/16 MEYER,J F Re 
actor Systems Branch 7pp 3D558 278-30550 284 

-8505230586 “Safety Evaluation of Core-Metl Accidents Indian Point Operating Reactor 
& Zion Operaling Reactor," monthly highlights for Jul 1903 

* Brookhaven National Laboratory FIN A 3712 03/07/31 Reactor Systems Branch 
2pp 30550 285 30558 286 


-8505230229 Forwards std- order for DOE work "Safety Evaluation of Core Melt 
Accidents Indian Point Operating Reactor & Zion Operating Reactor," accepting BNL 
621 203 proposal & provi-ding funds to begin work 

MATTSON.RJ Division of Systems Bnlegration (post 811005) FIN A-3712 82/12/30 
OGEKA.G J. Energy, Dept of 2pp 30559 254 30559 255 

-8505230238 Std order for DOE work “Safety Evaluation of Cor© Mdl Accidents fndiarr 
Poinl Operating Reactor & Zion Operating Reactor” 

MATTSON, RJ Division of Systems Integration (post 811005) OGEKA.G J Energy. 
Dept of FIN A-3712 82/12/30 3pp 30559 256-30559 258. 

-■6505230249 Forwards executed std order for DOE work “Safety Evaluation of Core- 
Mell Accidents Indian Point Operating Reactor & Zion Operating Reactor” 

OGEKA,QJ Energy. Dept of FIN A-3712. 83/01/10. DANDOIS.DB Division of Ac- 
counting 8 Finance 1p 30559 259 30559*259 

-8505230265 Forwards executed std order for DOE work, ''Safety Evaluation of Core- 
Mell Accidenls Indian Point Operaling Reactor & Zion Operating Reactor ■" 

OGEKA.G J Energy, Dept of FIN A-3712 83/02/10 DANDOIS.DB Division of Ac- 
countings Finance Ip 30559 263-30559 263 


“BS05230593 "Safety Evaluation of Core-Mell Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Aug 1983 

* Brookhaven National Laboratory FIN A 3712 83/08/31 Reactor Systems Branch 
2pp 30550 287-30558 28B 

-8505230690 "Safety Evaluation of Core-Mell Accidents Indian Point Operating Reactor 
& Zion Operating Reactor." monthly highlights for Oct 1983 

KATO.WY Brookhaven National Laboratory FIN A 3712 83/11/17 LYON.W Reac- 
tor Systems Branch 4pp 30558 289-30558 292 

-6505230012 "Safety Evaluation of Core-Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor." monthly highlights for Dec 1983 

KATO.WY, Brookhaven National Laboratory FIN A-37t2 84/01/16 LYON.W Reac- 
tor Systems Branch 4pp 30550 293-30558 29B 

8505280066 Partial response to FOIA request for documents produced under conlracl 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
tinuing for addi records 

FELTON.JM Division of Rules and Records 84/10/15 SHOLLY.SC Union of Con- 
cerned Scientists 12pp. 30630.001-30630 158 


-B50523D295 Forward's DOE 830225 notfce of closeout disposition of equipment for 
FIN A-3392 Requests concurrence w/lransfer of equipment to FIN A-3712 
QRENIER.ai Technical Supporl Branch FIN A 3712 B3/03/14 TING.P NRC - No 
Detailed Affiliation Given Ip 30559 264-30559 264 

■■8505230305 Forwards property certification of equipment purchased under FIN A- 
3392 Disposition instructions requested by 830315 

OGEKA.G J Energy. Dept ot FINA-37ia 83/02/25 MATTSON.RJ. Division of Sys- 
tems Integralion (post 811005) 2pp 30559 265 30559 266 

-8505230320 Requests reprogramming of funds from FI Ns 8-8625 & B 8634 to FlNs A- 
3712&A-3711 

aOYD.S Division of Systems Integration (post 811005) FIN A-3712 83/07/26 
FUNCHES.J Technical Support Branch 2pp 30559 267-30559 268 

-850523034ft Forwards executed std order (or DOE work “Safety Evaluation of Core- 
Melt Accidenls Indian Point Operating Reactor & Zi ora Operating Reactor." 

OGEKA.G J Eneroy, Dept of FIN A-3712 63/08/26 DANDOIS.DB Division of Ac- 
counting & finance 1p 30559 273-30559 273 

»850523'0359 Forwards sid order (or DOE work “Safety Evaluation of Core Mell 
Accidenls Operating Reactor Reviews tor Indian Point & Zion,” providing funds for 
work during Oct 1983 

MATTSOhTR J Division of Systems (ntegralJon (post 811005) FIN A 3712 83/09/02 
OGEKA.GJ Energy. Dept of. Ip 30558 25S-3055B 258 

“6505230365 “Safety Evaluation of Co/e-Melt Accidents Indian Point Operating Reactor 
& Zion Operaling Reactor," monthly highlights for Jan 1904 

KATO.WY Brookhaven National Laboratory F(NA3712 84/02/13 LYON.W Reac- 
tor Syslems Branch 12pp 30559 280 30559 291 

-B505230372 Std order for DOE work “Safety Evaluation of Core Melt 
Accidents Oporating Reactor Reviews (or (ndian Point £ Zion," issued to BNL 
MATTSON.RJ Division of Systems fnlegrahon (post 811005) OGEKA.GJ Energy, 
Dept of FIN A-3712 3 83/09/02 3pp 30558 259 30558 261 

-8505230384 Forwards executed std order for DOE work "Safely Evaluation of Core 
Mell Accptlents Operating Reactor Reviews for Indian Point & Zion” W/o encf 
OGEKA.GJ Energy, Dept of FIN A-3712 63/09/14 DANDOIS.DB Division of Ac- 
counting 6 Finance Ip 30558 262 30558 262 

-8505238401 Forwards std order for DOE v^ork “Safety Evatualion of Core Melt 
Accidenls Operating Reactor Reviews for Indian Point & Zion," providing addI funding 
(□ complete work in Oct 1983 

MATTSON.RJ Drvlsion of Systems Integration (post 81 1805) 83/10/20 OQEKA.GJ 
Energy, Oepi of Ip 30556 263 3055B 263 

-6505230443 Std order tor DOE work “Safety Evaluation of Core-Melt 
Accidents Operaling Reactor Roviews for Indian Point & Zion,” Issued to BNL 
MATTSON.RJ Division of Systems Integration (post S1 1005) OGEKA.GJ Energy, 
Dept of RN A 3712-4 83/10/20 3pp 30556 264-30558 268, 

“8565230464 Forwards executed std order tor DOE work' “Safety Evaluation of Core- 
Mell Accidents Operating Reactor Reviews for f ndian Point & Zion ” 

OGEKA.GJ Energy. Dept of FiN A-3712 83/11/16 OANOOfS.DB Division of Ac- 
counting & Finance 1 p 30558 267-30558-267 

-■65D52304B2 “Safely Evaluation of Core-Mail Accidents Indian Point Oporating Reactor 
8l Zion Operaling Reactor” monthly highlights for Jan 1983 
* Brookhaven National Laboratory FIN A-3712 63/01/31 Reactor Systems Branch 
2pp 30550 260 30558269 

“0505230516 “Safety Evaluation o( Core Melt Accidenls Indian Poinl Operating Reactor 
& Zion Operating Reactor.” monthly hlghfights for Feb 1983 
^ Brookhaven National Laboratory FIN A 3712 83/02/28. Reactor Systems Branch 
2pp 30558 270-30558 271, 


“8101060037 Responds to 801126 memo requesting consequence calculations for re- 
lease sequences w/& w/o iodines tn release Div of Sys Integration can perform CRAG 
runs & proposes using WASH 1 400 evacuation model & parameters .except for evacu- 
ation limit 

KREGER.WE Assistant Director for Radiation Protection 80/12/12 ERNST, ML As- 
sistant Director for Technology Review 2pp 30630 205-30630 209 

-8301270522 Recommends prionlization of issuo re probability of core melt duo to 
component cooling water sys failures in determining resources to be expended & 
schedule for resolution 

THADANI.A Reliability & Risk Assessment Branch 63/01/19 MINNERS,W Safety 
Program Evaluation Branch 5pp 30631 193 30631 197 

“8505200311 Discusses risk study of reactors Resuits presented in Task Force 
Rep1,&ECY-60 283 & 600626 briefing Evaluation of Offshore Power Sys rept using 
listed outline will be completed by 800905 

BERNERO.RM Office of Nuclear Regulatory Research, Director 80/07/18 
MATTSON.RJ Office of Nuclear Reactor Reguiation, Director 3pp 30630 202- 
30630 204 


-8505280519 Forwards NED & SMIRT papers, per 830617 telcon Sensitivity studies ro 
effect of acceferalion-tr-uncation on seismic core melt probability complete End table 
shows that effect minimal W/o referenced papers 

RAVINDRA.MK Structural Mechanics Associates 83/06/20 REITER, L NRC • No 
Detailed Atfiiialion Given 2pp 30631 348-30631 349 


“8505290321 Forwards draft table & explanatory mall of PRA info re comparison of 
plant specific PRA w/proposed safety goals Westinghouse draft 820520 Hr to PASNY 
S Con Ed re plant risk assessment & mitigation study also end 
DIRCKS.WJ Office of the Executive Director tor Operations 03/01/06 PALLADINO. 
GILINSKY. AHEAHNE Commissioners 25pp 30633 090 30634 184 

8505310009 Partial response to FOIA request for documents re NRC contracts for courl 
reporter sves Forwards documents fisted in App A App A documents available in PDR 
FELTON.JM Division of Rules and Reccras NRC 17 83 399 84/11/15 RILEY A 
TayJoe Associates 7pp 30681 121-30681 311 

“0505310123 Notes that transcript quality datenoraled w/change of courl reporting 
sves contractor Tayloe Assoc transcripts have more errors & numerous lo^ 
exhibits NRC should place higher priority on transcript quality 
BRADENBURQ.B Consolidated Edison Co of New York, Inc 83/07/13 MATTIA M J 
NRC - No Detailed Affiliation Given Ip 30681 168-30681 168 


8503070145 AcK receipt of 841228 & 850205 changes to QA program as roauired bv 
10CFR50 54(a) Changes acceptable 

EBNETER.S D Region 1, Office of Director 85/02/21 OTOOLE.J.D Consolidated 
Edison Co of New York, Inc 2pp 29266 294-29266 295 

8505060011 Forwards SER Identifying deficiencies in util 831104 response lo Gonoric 
83-28, Item 1,1, "Post-Trip Review Program Description & Procedure" Response lo 
SER requested wdhin 30 days of Itr date SALP evaluation also end 
VARGA.SA Operaling Reactors Branch 1 85/04/22 OTOOLE.J D Consolidated 
Edison Co of New York, (nc 2pp 30186,355-30186 363 


•8505060014 SER identifying deficiencies In ulil 831104 response lo Generic Ltr 83- 
28Jtem 1.1, “Poat-Tnp Review Program Description & Procedure " Methods & criteria 
for comparing event info w/known or expected plant behavior requested 
* NRC - No Oeiailed Affiliation Given. 85/04/22 7pp 30186 357-30186 363 


8505060140 Advises that addition of anlicjpatory reactor trip upon turbine trip lo Tech 
Specs necessary, per Generic Llr 82-16 Submittal of Tech Specs requosted^wdhfn 30 
days of receipt of ltr 

VARGA,SA Operating Reactors Branch 1 85/04/22 OTOOLE.J.D Consolldatad 
Ed«son Co of New York, Inc 3pp 30186 194-30186 196 uonsoiiaatod 
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8506060205 Forwards Amends 34 & 94 to Ltconses DPR 5 & DPR-26. respecliVGly & 
safety evaluation Amends revise Tech Specs to incorporate reporting requirements of 
10CFn50 72& 50 73 

NEtGH80RS.J D Operating Reactors Branch 1 65/04/22 OTOOLE.J D ConsoNdat- 
ed Edison Co of New York, Inc 3pp 30169 267’301 89 320 

..6505060215 Amends 34 & 94 to Licenses OPR 5 & DPR-26, respectively, revising Tech 
Specs to incorporate reporting requirements of 10CFR50 72 & 50 73 
VARGA, S A Operating Reactors Branch 1 65/04/22 29pp 30189 290-30169 316 

■*6505060222 Safety evaluation supporting Amends 34 & 94 to Licenses DPR-5 & DPR 
20,respoctivoly 

* Office of Nuclear Reactor Regulation, Director 65/04/22 2pp 30169 319 
301 69 320 

8505070226 Forwards request for addi info re NUREG-0737,ltQm II D 1 concerning per- 
formance testing of relief & safety valves Response requested within 30 days of Ur 
receipt List of followup questions end 

VARGA,SA Operating Reactors Branch 1 65/04/24 O'TOOLE, JD Consofidatod 
Edison Co of New York, Inc 4pp 30217 336-30217 339 

8504290442 Generic Ltr 05 07 to alt operating reactor licensees re implementation of 
inlenralod schedules for plant mods Svc list end 

THCjMPSON.H L Division of Licensing 65/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 149 30218 170 

8505090056 Staff requiremenls memo re 650425 affirmation/discussion & vole in 
Washington, DC re SECY 05-100 Commission approved draft order w/ 
mods Commissioner Asselstine disapproved & provided separate views 
CHILK.S J Office of the Secretary of the Commission 85/05/03 PLAINE,H H Office 
of the General Counso) ZERBt.JE Office of Policy Evaluations Ip 30254 014- 
30254 014 

8605130167 Forwards draft technical evaluation rept re JJeensee response to Generic 
Ltr 03-26.ltem 1 2 concerning Salem ATWS Response Incoinplote AddI Info requested 
VARGA, S A Operating Reactors Branch 1 65/05/03 O’TOOLE, JD Consolidated 
Edison Co of New York, Inc 4pp 30376 336-30378 354 

"8505130181 "Review of Licensee & Applicant Responses to NRC Generic Ltr 83-26 
(Required Actions Based on Generic Implications of Salem ATWS Events),ltem 1 2 
'Post-Trip Review Data & Info Capahililiss’ for Indian Point Station, Unit 2 (60 247) " 

* Science Applications International Corp (formerly Science Applications, Inc) NRC- 
03 62-096 SAIC 85/1523-7 65/05/03 NRC ■ No Detailed Affilfallon Given 15pp 
30378 340 30378 354 

8505150518 Requests assistance in conducting review of 650410 request to remove re 
quiremenl of walling 400 continuous hours after reactor shutdown before unloading 
more than one region of fuel assemblies SALP input also needed 
THOMPSON, H.L Division of Licensing 65/06/03 STAROSTECKI.R Region 1 . Office 
of Director 2pp 30433 338-30433 354 

0605160326 Forwards response to B50326 request for reactor trip bypass breaker 
status indication Indication unnecassary 

0’TOOLE.J.D. Consolidated Edison Co of Now York, Inc 85/05/10 VARGA.SA Op- 
erating Reactors Branch 1 13pp 30399 173-30399 185 

6505230731 Staff requirements memo re CLI 05-06 which directs NRC 1o accomplish 
listed tasks, including undertaking aludy of vulnerability of diesel generator & control 
bldgs to high winds & missile damage 

CHILK.S J Office of the Secretary of the Commission 85/05/13 DIRCKS.WJ Oifico 
of the Executive Director for Operations, 2pp 30543 261-30543 262 

8605200033 Responds to B40222 request for addi Info re 63021 4 application for amend 
to License OPR-26 re Zlon/lndlan Point Task Action Plan Horn F 1(0(3} Changes to 
Tech Specs withdrawn per repudiation by Commission 050507 order 
OTOOLE.J D Consolidated Edison Co of Now York, Inc 85/05/14 VARGA.SA Op- 
erating Reactors Branch 1 12pp 30466‘024'30466 035 

8505210106 Qonoric Lfr 65-00 to all holders of CPs & OLs ro 1OCFR20 400 termination 
fopts - formats 

THOMPSON.H L Division of Licensing 05/05/23 Consolidated Edison Co of New 
York, (nc 20pp 30602 282-30662 301 

8605210122 Generic Ltr 05-09 to all Waslinghouse PWR licensees & appileanis ro Tech 
Specs for Generic Ltr 83-20.ltGnn 4 3 

THOMPSON.H L Division of Licensing 85/05/23 Yankee Atomic Electric Co, 17pp 
30671 334-30671 350 


Q. Inspection reports, IE Bulletins & correspondence 

6S05090329 Further response to FOiA request for all memos written by NRC during or 
since 1983 ro 96 LERs & SALP for TMI Forwards documenls listetl In Apps A,B & 
C Documents also placed In PDR 

FELTON,J,M. Division of Rules and Records 04/10/02 BARFIELD.K Ciliical Mass 
Energy Project 6pp. 30248 034 30248 046 

"8405160575 Ack receipt of 840412 ltr & $40,000 check In payment of civil penalties 
imposed by 840313 ltr Corrective actions will be examined during future Insps 
AXELRAD.J A Enforcamanl Staff 84/04/30 OTOOLE.J D Consolidated Edison Co 
of Now York, Inc, Ip 30248 247-30248 247 

6505010494 Forwards Insp Rept 50 247/86-07 on 850301-31 No violations observed 
COLLINS.SJ Region 1, Office of Director 85/04/26 OTOOLE.J 0 Consolidated 
Edison Co of New York, Inc, 2pp, 30090 276 30090 206, 

"8505010498 Insp Rept 50 247/65-07 on 850301-31 No violations or items of concern 
noted Major areas inspected operational safety verification, maint.surveillance, review of 
monthly rept.LER followup & IE info notice & bulletin loflowup 
KENNY.T, ROSSBACK,L, NORRHOLM.L Region 1. Office of Director 85/04/22 
9pp 30090,278-30090 286, 

8604260452 IE Info Nolice 85-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30, Consolidated Edison Co of New York, Inc 107pp. 30116,185- 
30115:291. 


0504250455 IE Info Notice 85 035, "Failure of Air Check Valves to Seat ” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York. Inc lOBpp 30115 077- 
30115 184 

8505060262 Forwards Insp Rept 50 247/05 05 on 850225 0301 & notice of violalion 
MARTIN.TT Region 1, Office of Director 85/04/30 O’TOOLE, J D Consolidated 
Edison Co of New York, Inc 2pp 30160 245 30160 255 

"8S05060266 Notice of violation from insp on 850225 0301 

* Region 1, Office ol Director 85/04/30 Ip 30160 247 30160 247 

“0505060271 Insp Rept 50 247/85 05 on 650225 0301 Noncomplianco noted failure to 
have procedure tor performing offsilo dose calculalions due to liquid & gaseous ef- 
fluents 

STRUCKMEYER.R . KOTTAN.JJ, WEADOCK,AA Region 1. Office of Director 85/ 
04/29 8pp 30160 248 30160 255 

6505130177 Approves proposed schedule change re 840927 order modifying License 
DPR 26, per 650404 Ur Proposal involves conducting single health physics appraisal in 
Sept 1985 in lieu of appraisals in May & Aug 1985 

MURLEY.TE Region 1, Office of Director 85/05/06 SELMAN.M Consolidated 
Edison Co of New York, Inc 2pp 30274 1 19 30274 121 

“6505130182 Requests change in health physics appraisal schedule ro 840927 order 
modifying License DPR 28 Schedule change involves conducting single appraisal in 
Sept 1085 in lieu of appraisals in May & Aug 1965 

SELMAN.M Consolidated Edison Co of New York, Inc 85/04/04 MURLEY.TE 
Region 1, Office of Director tp 30274 121-30274 121 

6505080418 IE Info Notice 84-52,Suppj 1, "Inadequate Mall Procuremonl Controls on 
Part of Licensees & Vendors ” 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/08 Consolidated Edison Co of Now York, Inc lOpp 30615 338 
30615 347 

8505130034 IE Info Notice 85 037, "Chemical Cleaning of Sleam Gonoralors at Mill 
stone 2 " Svc list end 

JORDAN.E L Division of Emergency Proparednoss & Engineering Response (Post 
030103) 05/05/14 Yankee Atomic Electric Co 4pp 30848 272-30849 014 

8505200340 Forwards Safeguards Insp Rapt 60-247/85 08 on 850325 29 No violations 
observed 

MARTIN.TT Region 1, Office of Director 65/05/14 O’TOOLE, JD Consolidated 
Edison Co of New York, Inc 2pp 30467 340 30487 354 

"8505200356 Physical Security Insp Ropl 50-247/85 08 on 850325 29 Licensee in 
compliance Major areas Inspected met effectiveness, security organization & security 
program audit Portions withheld (ref luCFR73 21) 

MAODEN.WJ , KEIMIG.RR Region 1, Office of Director 85/05/09 Spp 30467 350 
30457 354 

6S052101Q5 Forwards Insp Ropl 50 247/85-1 1 on 850410 12 No violation noted 
MARTIN.TT. Region 1, Office of Director 85/05/16 O’TOOLE.J D Consolidated 
Edison Co of New York, Inc 2pp 30493 278 30493 287 

"0505210191 Insp Ropl 50 247/85-11 on 050410-12 No violalron noted Major areas 
Inspected Ifconsoo implementation of radiological controls improvemeni program, per 
040927 order modifying license 

WHITE, J . WEAOOCK,A , SHANBAKY.M Region 1. Office of Director 85/05/14 8pp 
30493 280-30493 287 

8506300068 Summary of 850509 mooli ng w/uliLWeslinghousQ.C E.SandIa, Doc Re- 
search Assoc & Southwest Research Inst re augmontod InsGArice insp ol reactor 
vessel flaw Mooting agenda & viewgraphs end 

NEIGHBORS.JD Operating Reactors Branch 1 85/05/16, Operating Readers 
Branch 1 13pp 30652 067-30652 070 


R. Periodic operating reports & related correspondence 

8505160377 Monthly operallng ropl for Mar 1985.W/G5O410 Ur 
BLATT.M , OTOOLE.J D uonsolidated Edison Co. of New York. Inc 85/03/31 
TAYLOR, J M DIroclor’s Office, Office of Inspection and Enforcement 6pp 
30440 093 30440 098 


S. Reportable occurrences, LERa & related correspondence 


0505060004 LER 05-005 00 on 850326, main boiler feodwaler pumps 21 & 22 tripped 
during preplanned power descent Frobobly caused by pressure transient in feedwater 
sys Positioner on feedwater regulallng valve replaced A valve stroke reset W/650423 
ltr 

CLLWANGER.J R„ OTOOLE.J D Consolidated Edison Co of New York, Ire 85/04/ 
23 4pp 30103 308 30183 311 


T. Hearing transcripts on non-antltrust matters 


8606060527 Transcript of Commission 850425 meeting In Washington, DC ro approval of 
linaf decision In special proceeding Pp 1-4 
‘ Commisslonofs. 85/04/25 8pp 30 187,237-30 187*244 


DOCKET 60-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8505080184 Rev 11 to "Offsite Dose Calculation Manual " 

GAILE.D Commonweallh Edison Co 85/03/31 300pp 30199 292-30200:222 
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8505070401 Forwards detailed controt room design review hna^ summary rep Is ior 
facildiesiper &30414 commilrnent Schedule for comptotioo of correcUve acttoa submit- 
ted 

RYBAK, B Commonwealth Edison Co B5/05/O1 DENTON.HR Office of Nuclear Ro 
actor Regulation, Director 2pp 30239 001 30242169 


8505290100 Comments on proposed Tech Spec amend involving econornic generalron 
controf.per R Gilbert 850515 request No adverse findings determined Response de- 
layed due to impfementalion of program for providing comments 
PARKER.MC Illinois, Stale of, Dept of Nuclear Safe^ 85/05/20 DENTON.H Office 
of Nuclear Reactor Regulation, Director Ip 30599 246-30599 246 


-8605070403 Vol 1, "Program Implementation" to 'Dresden Station Detailed Control 
Room Design Review Final Summary Rept” 

• Commonwealth Edison Co 85/05/31 160pp 30239 003-30239 162 

-8505070406 Vol 2,Sections M3. "Review Findings" to "Dresdon Station Detailed 
Contfcl Room Design Review Final Summary Ropl ^ 

* Commonwealth Edison Co 85/05/31 521pp 30239 1 63-30240 3 23 

8505100149 Forwards Revs 15,18 & 18 Zion, Quad Cities & Dresden security 
p!ans,respec lively Revs withheld fref 10CFR73 21] 

FARRAR, D L Commonwealth Edison Co 85/05/02 KEPPLER Region 3, Office of Di- 
rector ip. 30245 3 V 4-30245 314 

8605290715 Forwards post accident sampling core damage assessment procedures to 
satisfy outstanding items for TKill Action Item II B 3 

RYBAK, B Commonwealth Edison Co 85/05/06 DENTON.H R Office of Nuclear Re 
actor Regulation. Director Ip 30617 182-30617 219 


8505290364 Advises of no adverse findings based on review of proposed Tech Spec 
amend re Table 3 71 per 850516 request u d 

PARKER.MC lliinois. State of, Dept of Nuclear Safety 85/05/20 DENTON.H R 
Ofitce of Nuclear Reactor Regulation, Director Ip 30596*143-30596 143 

850S290262 Advises that no adverse finding exists for proposed Tech Spec Involving 
reactor coolant activiW limits to 1-131 dose equivalent value & 12j-volt & 250'Voit sia* 
tion batteries.per RA Gilbert 850516 request 

PARKER.MC Illinois. Stale of. Dept of Nuclear Safely 8S/05/21 DErTTON.H Olhco 
of Nuclear Reactor Regulation. Director Ip. 30596 232-30596 232 


8505210106 Generic Ltr 85-08 to all holders of CPs & OLs re 10CFR20 408 termination 
repls • formats ^ , 

THOMPSON.H L Division of Licensing 65/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30682 301 


Q, Inspectton reports. IE Bulletins & correspondence 


-9505290728 Rev 1 to Emergency Plan Implementing Procedure EPIP 300-18, "Deler- 
frinalioh of Extent of Core Damage Under Accident conditions ” 

^ Commonwealth Edison Co 85/04/30 IBpp 30617 1B3-30617 200 

8505130457 Advises that 850502 Rev 18 lo physical security plan consistent w/provi 
sions of 10CFP50 54|p) & acceptable 

AXELS ON, WL Region 3. Office of Director 85/05/08 FARRAaDL Commonwealth 
Edison Co- 2pp 30278 350-30278 351. 

8505210387 Revised emergency plan imprementing procedures.including Rev 1 to EPIP 
300-18, "Determination or Extent of Core Damage Under Accident Condition" & Pev 1 
to EPIP 200-14, "Hiah Radioacfivo Surface Contamination " W/B50515 Ur 
SCOTT.DJ Commonw'eallh Edison Co. 85/05/15 DENTON.HR Office of Nuclear 
Reactor Regulation, Director 58pp 30498 284 30498 341 

5505210365 Forwards Safely fnsp Repls 50 237/85-11 & 50 249/85 10 on 850422- 
24 No noncompTiance noted Exercise weaknesses end Corrcctrva actions & estimat- 
ed date of complelioh of actions requested within 45 days of ltr date 
PAPERIELLO.C J Region 3, Office of Director B5/05/17 REED.C Commonwealth 
Edison Co 3pp 30508,178 30500191 

-8505210379 Insp ReplS 50 237/85-11 & 50-249/85-11 on 850422-24 No noncompli- 
ance noted Exercise weaknesses noted Major areas inspected observation of emer- 
gency preparedness exercise 

QROWN.G. PHILUPS.W P Region 3, Office of Director 85/05/16 11 pp 30500 181- 
30500 191 

8505170111 Forwards two revised oversize onsite & offsite maps for Environ Group 
Procedure 1 Aperture cards available in PDR 

LICARI.K. Commonwealth Edison Co 65/05/31 DENTON.H R NRC • No Detailed Af 
filialioh Given Ip 30442 001-30442 002 


P, Operating license stage documents & correspondence 

9595030462 Discusses concerns re SEP Topic VI-7 C 1,lntegrated Assessment Summa 
jy Item 4 21 5, "Isolation of Class IE Sources From Non Class IE Loads" W/two 
oversize drawings Aperture cards available in PDR 

RYBAK, B Commonwealth Edison Co 85/03/06 GIIBERT.R NRC - No Detailed Af- 
filiation Given 3pp 30130 149-30130 151. 


8505170080 Partial response to FOIA request for NRC memos during or since 1083 re 
96 LERs or TMI SALE rent Documents listed in App A end Documents listed in App 0 
available in PDR Search for addi records continuing ^ . , * . 

FELTON. JM Division of Rules and Records 64/09/14 BARFIELD, K Critical Mass 
Energy Project. lOpp 30473 318-30474 180 


-8401090719 Forwards proposed IE Info notice re use of parts & matls of fndatorminalo 
quality in safety-related applications . _ 

SPESSARD.RL Owiston of Engineering 83/11/25 JORDAN.E L Division 
^ency iPreparedness & Engineering Response (Post 830103). 2pp 30474 101- 


-8505170233 Discusses use of parts & malls of indeterminate quality in safely rolalod 
applications determined during recent insps. Guidance re listed cases requeated 
SPESSARD.RL Division of Engineering 83/12/05 EISENHUT.DG Division of Li- 
censing 2pp 30474 169-30474 175 


8505020604 Forwards Special Safety fnsp Repls 50-237/85 10 & 50-249/85 09 on 
850216-0328 & notice of Violation Enforcement conference held on 850325 
NORELfUS,CE Region 3, Office of Director 85/04/18. REED.C Common woaltfi 
Edison Co 2pp 30116 062-30116 077 


-8505020610 Notice of viofation from special insp on 860216-0328 
NORELIUS.CE Region 3. Office of Director 85/04/18 2pp 30116 064-30116 065 

-8505020618 Special Insp Repls 50 237/85-10 & 50-249/85 09 on 850216 0328 Vio lo- 
tion noted HPCI sys room cooler valved out & two torus water sample valves founii 
open in violation of Tech Specs 

CHRISSOTtMOS.N Region 3. Office of Director 85/04/02 12pp 30116C6Q- 
30116 077 


8505030096 Responds to NRC 850327 ltr re violations noted in fnsp Repts 50-010/85- 
02.50-237/84 05 & 50 249/86 04 CorrecKvo actions plant-owned gas bottles re- 
trieved from vendor & surveyed Full compliance expected by 850515 
FARRAR, 0 L Commonwealth Edison Co 85/04/24 KEPPLER.J G Region 3, Office 
of Director 2pp 30125 025-30125 026 

6505080369 Forwards Jnsp Repts 50 010/85 04,50-237/85 09 & 50 249/Q6-08 on 
850216-0416 No noncompliance noted 

SHAFER, WD Region 3, Office of Director 85/04/25 REED.C Commonwealth 
Edison Co 2pp 30228 167-30228 181 


8505910553 Rnds proposal lo lake credit for drywell sprays as early as 10 minutes fol- 
lowing onset of transient unacceptable, based on review of spray sys dependencies & 
operator actions needed to initiate sprays Basis for conclusion provided 
VASSALLO.DS Operating Reactors Branch 2 85/04/1 1 FARHAR.OL Common 
wealth Edison Co 6pp 30099 176 30099 163 


-8505080366 fnsp Repts 50 010/85 04.50-237/85 09 & 50-249/85 08 on 650216- 
0418 No noncompliance identified Major areas inspected previous insp findings, Part 
21 repls, headquaners requests, operational safety & LERs 

CHRISSOTfMOS.N Region 3. Office of Director 85/04/25 13pp 30228 169- 
30228 tat 


8505010465 Forwards request for arfdl info re licensee response to Generic Ltr 83- 
28.1tems 2.1,2 2 2 & 4 5 3 fnfo requested wifhin 90 days for items 2 1 & 2 22 & within 
120 days for flem 4 5 3 

ZWOLINSKI.JA Operating Reactors Branch 5 85/04/29 FARRAR, DL Common 
wealfh Edison Co 4pp 30090 071-30090 074 

8504290442 Generic Ltr 85 07 to all operating reactor licensees re implennentation of 
integrated schedules for plant mods 5vc list end 

THOMPSON.H L Division □( Licensing 85/05/02 Consohdaled Edison Co of New 
York. Inc 22pp 30218 149 30218 170 

8505150152 Summary of 850417 meeting w/u1rl,C E.Ajr Products & Chemical.lnc & 
Steams Calarylfc /e placement of liquid hydrogen storage lank for use in hydrogen 
water chemistry program 

GILBERT.R A Operating Reactors Branch 6. 85/05/10 Operating Reactors Branch 5 
4pp 30394 226 30394 229 

8505160345 Notification of G50S22 meeting w/uhl in Belhesda,MD to discuss issues re 
new sue for placement of propane tanks at facility 

GILBERT.R A Operatmg Reactors Branch 5 65/05/14 ZWOLINSKI,JA Operating 
Reactors Branch 5 4pp 30426 314 30426317 

8565220073 Forwards safety evaluation re util 831105.840229 & 0601 responses to Ge 
nerJc Ltr 83 28 ro ATWS events at Salem Nuclear Power Plant Response lo Hems 
3 1 1.3 1 2,3 2 1. 3 2 2 & 4 5 1 adequate 

ZWOLINSKI.JA Operating Reaclora Branch 5 85/05/16, FARRAR.DL Common 
wealth Edison Co 3pp 30519 125-30519:129 

-8505220075 Safety evaluation supporting responses to Genenc Ltr 03-28 sections re 
postmalnl testing o1 reactor trip sys (RTS) & other safety-related componenls & RTS 

reiiabilrty 

TAYLOR.TE NRC - No Delaifed Afflllalion Gtven 85/05/16 2pp 30519 126 
30519 129 


850S030500 Forwards Safety Insp Repts 60-237/85.15 & 50-249/85-14 on 850327- 
0414 No noncompliance noted Thorough preplanning & conscientious execution of 
Type A teat noted 

SPESSARD.H L Region 3, Office of Director 85/04/26 REED.C Commonwealth 
Edison Co 2pp 30130 170-30130 191 

-8505030507 Insp Repts 50-237/85-15 & 50 249/85-14 on 850327 0414 No noncom- 
plrance or deviation noted Major areas Inspected LERs, Tech Specs.containmenl Inte 
grated leak rale test & results & local leak rate test procedure 
HARE.SM, GUIOEMOND.W G Region 3, Office of Director 86/04/20 lipp 
30130 181-30130 191 

8604260452 fE Info Notice 05-034, "Heat Tracing Contributes lo Corrosion of Stain loss 
Steel Piping " Sve fist end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New YorR, inc f07pp 301 15 185 
30115 291 

8504250465 IE fnfo Notice 85 035, "Failure of Air Check Valves to Seal," Sve list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Posi 
830103) 85/04/30, Consolidated Edison Co, of New York, fnc 108pp 30115 077- 


8505060366 Forwards errata to fnsp Repls 50 237/85-10 & 60-249/85 09, correcting 
Paragraph 6 to more accurately reflect company position as discussed at 850325 en- 
forcement conference 

NORELIUS.CE Region 3, Office of Director 06/04/30 REED.C Commonwealth 
Edison Co Ip 30155 166-30155.157, 

-8505000360 Errata 10 Insp Repts 60-237/85-10 & 50-249/85 09, correcting Paragraph 
6 to more accurately reflect company position re HPCI cooler room fsolation as cJis 
cussed at 850325 enforcement conference 
' Region 3, Office of Director 06/04/30 Ip 30155 167-301 55- 167, 
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0505060410 IE Info Notice 04-52, Supp! 1. "Inadequate Mall Pfocuromenl Controls on 
Part of Licensees & Vendors *’ 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of Now York, Inc lOpp 30615 338- 
30615 347 


8505140352 Forwards fnsp Ropls 50 237/85-08 & 50-249/85 07 on 850306 0418 & 
notice of violation Continued mgt emphasis on & craft personnel attention to following 
roceduroa recommended 

PESSARD.R L Region 3, Office of Direclor 85/05/08 REED.C Commonwealth 
Edison Co 2pp 30375 098-30375 107 

-8506140356 Notice of violation from insp on 050306 0418 
SPESSARD.R L Region 3. Office of Director 85/05/08 Ip 30375 100-30375 100 

-8505140361 Insp Repts 50 237/05 06 & 50-249/85 07 on 850306 0418 Violation 
noted failure lo follow procedures re QC hold points & completion of work request 
forms 

MOSFR.M M , HAWKINS, PC Region 3. Office of Director 65/05/08 7pp 30375 101- 
30375 107 


6505200536 Ack receipt of 850503 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repls 50 373/04-25, 50-374/B4 32,50-237/84-16,60-249/84*14.50 254/ 
04-15, 50-265/04-13.50-295/84 19 & 50-304/84-20 

REYES, LA Region 3, Office of Director 05/05/15 REED.C Commonwealth Edison 
Co Ip 30485 001-30485 021 

-8605200561 Responds lo NRC 841211 Ur re violations noted In Insp Repts 50 373/84- 
25,50 374/04-32,50 237/84-15,50 240/84 14. 50 254/84-15.50 265/84 13,50-295/04- 
16 & 50-304/84-20 Corrective actions re commercial grade mail provided 
DELGEORGE.LO Commonwealth Edison Co 85/05/03 KEPPLER.J.G Region 3, 
Office of Director 20pp 30485 002 304B5 021 

8505210365 Forwards Safety Insp Ropls 50 237/05-11 & 50-249/05 10 on 850422- 
24 No noncompliance noted Exercise weaknesses oncJ Corrective actions & estimat- 
ed dale of completion of acliona requested within 45 days of Hr date 
PAPERIELLO.C J Region 3, Office of Direclor 85/05/17 REED.C Commonwealth 
Edison Co 3pp 30500 178 30500 101 

-B505210379 Insp Repts 50 237/85 11 & 50-249/85-11 on 850422-24 No noncompll- 
ance noted Exercise weaknesses nolod.Major areas inspected obaorvallon of omor- 
goncy preparedness exorcise 

BROWN.G, PLOSKI.T, WILLIAMSON.N Region 3. Office of Director 86/05/16 
lipp 30500 181-30500101 

8605290459 Informs of acceptance of 841001 response to IE Bollelln 04 01, '’Cracks in 
BWR Mark I Conlalnmom Vent Headers " Since no indications of weid fatigue oh 
served during insp of drywell mam vents & vent header, issue closed 
ZWOLINSKI.JA Operating Reactors Branch 5 85/06/22 FARRAR, DX Common 
woatfh Edison Co 3pp 30582 152-30592 164 

6505310323 Confirms plans for 850624 meeting In Marsoillos.lL to discuss licensee rog- 
ulatory improvement program status, per 850513 discussion between D Farrar & N 
Chrissolimos. 

NORELIUS.CE Region 3, Office of Director 05/05/24 REED.C Commonwealth 
Edison Co Ip. 30642 176 30642.176 


R. Periodic operating reports & related correspondence 


85052Q0149 Monthly operating repts for Apr 1985 W/050501 Hr. 

MAXWELL, D C . SCOTT.D J Commonwealth Edison Co 05/04/30 28pp 30485 30B- 
30485.336 


S. Reportable occurrences. LER& & related correspondence 


0506160605 LER 85 01 1-00 on 8504 16, rose tor bldg vent trip & isolation occurred w/ 
standby gas troatmeni sys B automatically started Caused by fuel handlers removing 
machinery from fuelpoot Machinery washed to reduce dose levels W/850506 Hr 
LIZAlEK.J, SCOTT.DJ Commonwealth Edison Co 85/05/06, 3pp 30440 017- 
30440 019 

860523D427 Part 21 ropl re incorrect short time delay band lever inadequately Installed 
fn low voltage K-lino circuit breaker electromochanical overcurreni trip dovlce Visual 
fnsp to determine if correct levor installed rocommonded. 

KAISER, A F Brown Boveri Corp (subs of Brown Bovori & Co, Ltd) 85/05/13 
DEYOUNG, R C Director's Office, Office of Inspection and Enforcement 6pp 
30531 223-30631‘220 


8506160314 Part 21 repl re Hatch transfer starters & transfer starter 
assemblies Evaluation of implamenlalion of QA program performed on 050429- 
0503, Results of evaluation verified seismic adequacy of equipment 
HATCH, A E. Hatch, Inc 05/05/14 Direclor'a Office, Office of Inspection and Enforce 
manl ip 30427’1 35 30427 135 

8605300192 Part 21 real re heal numbers lo bo added & deleted from Subliat Sheet 
A>based on review of NRC 050424 Itr. 

KALE.D R. Bonney Forge 05/05/24 ANDERSON.W F. Director's Ofitco, Office of In- 
spection and Enforcement Opp 30622 082-30622 089, 


V. Operator Examlnatfons 


0505020284 Advises that ufif must furnish approved ref malls Jisled In End 1 by 860501 
for NRC lo meet schedule for 850610-14 written & oral exams & 860611-14 plant oral 
& simulator exams. 

REYES.LA Region 3. Offfco of Director. 05/04/23. REED.C Commonwealth Edison 
Co. 5pp. 30118.104-30118.190 


DOCKET 50*280 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & tire proteclion plans 

8604170547 Forwards monthly status rept on plant-specific backfilling activities current 
through 850308 Nine of 15 SEH open Hems resolved prior lo appeal meetings SER 
scheduled for completion on 850329 

CRUTCHFIELD, D Assistant Director for Safety Assessment 86/03/18 

THOMPSON, HL Division of Licensing 65pp 30161 162 30161 246 

8505170274 Forwards safety evaluation re util 031108 & 850118 responses to Generic 
Llr 83-20, Items 42 1 & 4 2 2 & SuppI 1 to NUREG-0737 on preventive mainl & sur- 
veillance program for reactor trip breakers Program acceptable 
VARQA.SA Operating Reactors Branch 1 85/04/29 WILLIAMS.JW Florida Power 
& Light Co 2pp 30479 352-30479 357 

-8505170281 Safety evaluation re util 831108 A B5O110 responses lo Generic Llr 83- 
20.ltems 4 2 1 & 4 2 2 concorning reactor trip sys reliability Licensee positions on subj 
iloms acceptable 

* NRC - No Detailed Aifillation Given 85/04/29. 4pp 30479 354 30479 357 

8505210504 Informs NRC that Dade County, FU & util have agreed to hold emergency 
preparedness exercises in Jan 1986 instead of Nov 1985 

WILLIAMS.JW Florida Power & Light Co 85/05/06 VARGA.SA Op era ling Reactors 
Branch 1 Ip 30515 079 30515 079 

8505170033 Forwards supplemental safety ovalualion re 850417 response to TMI Item 
III D 3 4, "Control Room Habitability" Inclusion of rodundanl radiation monitor in addi 
tion to previously approved mods acceptable 

VARGA,SA Operating Reactors Branch 1 85/05/08, WILLIAMS.JW Florida Power 
& Light Co 5pp 30483 309-30403 313 

6505230484 Notifies that no further action required re schedular change of plant emer- 
gency preparedness oxercisos from Nov to Jan All parties agree & schedular change 
within gtiidanco provided In IE Info Notice 82-44 

MCDONALO.DQ Operating Reactors Branch 1 85/05/09 WILLIAMS.JW Florida 
Power a Light Co 3pp 30544 342-30544 344 

0505170427 Forwards response to opon items identified in NRC 050304 ovalualion of 
conformance w/Reg Guide 1 97 Rov 1 lo Rog Guido 1 97 repts end Repls different!- 
ale between SPDS & supporting safely assossmont sys instruments 
WILLIAMS.JW Florida Power & Light Co 05/05/10. VABGA.-S A Operating Reactors 
Branch 1 Opp 30444 060-30444 216 

“•8505170434 Rev 1 to "Turkey Point Plant Unit 3 Engineering Evaluation of Instrumen- 
tation Sys for Reg Guide 1 97, Rov 3 " 

* Florida Power & Light Co 65/04/30 76pp 30444 068-30444 142 

-8S05170440 Rev 1 lo "Turkey Point Plant Unit 4 Engineering Evaluation of Instrumon 
tation Sys for Reg Guide 1 97.Rev 3 " 

* Florida Power & Light Co 85/04/30 73pp 30444 143 30444 216 

0606170108 Forwards Insp Repts 50 250/85 14 & 50 251/85-14 on 650422-26 No vio 
lations or deviations rioted 

8ROWNLEE.V.L Region 2. Office of Director 85/05/13 WILLIAMS.JW. Florida 
Power & Light Co. 2pp 30443 050 30443.052 

-8505170117 Insp Repts 50 250/85 14 & 50-251/85-14 on 850422 26 No violation 
noted Major aroas inspected mgt effectivenoss socunty prog ram, security program 
audit & testing & mafnt Details withhold (ref 10CFR2 790 & 73 21) 

ENNIS.JO, MCQUIRE.DR Region 2. Offico of Director 65/05/10 Ip 30443 052- 
30443 052 

8505170351 Revised Emorgoncy Plan Implementing Procoduro 20106, "Natural Emer- 
gency" W/850513 Hr 

WILLIAMS.JW Florida Power & Light Co 85/05/13. GRACE. J N Region 2. Office of 
Director 14pp 30442 100 30442 203 

8505160309 Forwards Info requested in NRC 850304 Itr re SPDS parameter 
selection Info addresses requirements of Gonenc Ltr 82 33 & safety functions identi- 
fied In NUREG 0737.$upp1 1 Revised acheduto for SPDS Implementation submitted 
WILLIAMS.J.W. Florida P^ower & Liohl Co 85/05/14 VAflGA.S A Oporaling Reactors 
Branch 1 Opp 30427 070-30427 070 


J. Insurance & Indemnity Information 

8605000248 Forwards Endorsement 76 to NEL1A Policy NF-185 & Endorsement 54 lo 
MAELU Policy MF 55 

DUCK,J R Marsh & McLennan, Inc 85/05/02. SALTZMAN,J Assistant Director for 
State & Liconsoo Relations. 3pp, 30201 .255-30201 -257 


P. Operating license stage documents & correspondence 

8406210107 Summary of 040515-10 meelinga w/uli),Pacilic Scientific & Toledyno al site 
re rosuHs of mechanical snubber test program for facility 

ZUDANS,J J Events Analysis Brancn SHAW.H K. Mechanical Engineering Branch 
84/06/13 LANIK.GF Events Analysis Branch BRAMMER.H L Moctianlcal Engineer- 
ing Branch 12pp 30475 359-30476 012 

6505090242 Further response to FOIA roquost for documents re NRC consideration of 
effects of external events upon emergency response planning App B Documonis 1*12 
& 15-20 end & In PDR App B Documents 13 & 14 Withheld (ref FOIA Exemption 6). 
FELTON,J M. Division of Rules and Records 84/12/04. BELL,N Nuclear Information 
& Resource Service 4pp 30249.153 30249,306, 

-8305180221 Rev 1 to "Proposed Design Mods S Tech Spec Changes on Grid Voltage 
Degradation for Turkey Point Nuclear Genorallng Plant, Units 3 & 4," technical evalua 
Won rept 

SELAN.JC. Lawrence Livermore National Laboratory, FfN A 0250. UCID 19149 R01 
83/04/08 NRC - No Detalfed Alfiltalion Given 13pp 30249 307-30249 321, 
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‘•0605099399 Amanda 1 04 & 98 to Licenses DPR'31 & DPR-41,{6SpecHvely, chanQing 
Tgc>i Specs to provide requirements For pro-teclion o1 safnty related equipment subj to 
sustainod degraded voltage conditions at oftsite power source 
VARGApS A Operating Reactors Branch 1 84 /OS/'t 4 lOpp 30249 291-30249 300 

-8505090403 Satety evaluation supporting Amends 104 & 9B to Licenses DPR 31 & 
DPR ‘41, respectively 

* Oflice ot Nuclear Reactor Regulation, Director 64/08/14 6pp 30249 301- 
30249 306 

85022G9522 Requests remittance of required fee for 650201 applicalton, providing rea- 
rialysis of spent fuel pool rerack re liftoff during seismjc event, per 10CFR170 require- 
ments 

DIGGS, RM License Fee Management Branch 85/02/20 WILLIAMS, JW Florida 
PowerA Light Co Ip 29111 362-29111 362 

8505090465 Forwards Amends 112 & 106 fo Licenses DPR-31 & DPR-41, respectively 
A safely evarualion Amends revise Tech Specs to provide consistency in identification 
of surveillance specimen capsules 

MCDONALD.OQ Operating Reactors Branch 1 85/04/22. WILLfAMS.JW Florida 
PowerA Light Co 4pp 30185343 30186 001 

-6505060471 Amends 112 & 106 to Licenses DPR 31 & DPR 4 Irrespectively, revising 
Tech Specs to prowdo consistency m identification of surveillance specimen capsules 
DENTON, H R Office of Nuclear Reactor Regulatiori. Director B5/04/22 I3pp 
30185 347-30185 359 

-8505060475 Safely evalualion supporUng Amends 112 & 106 to Licenses DPR 31 & 
DPR-41, respectively 

* Office of Nuclear Reactor Regulation. Director 85/04/22 5pp 30185 360- 
30186001 

9505030215 Summary of 950328 enforcement conference w/util in A1lanta,GA re con- 
tainment spray sys. containment isoFaUon valve & St Lucie 2 App R reviews MoliftcaUon 
of meeting end 

SELLS.Dfc Operating Reactors Branch 3 85/04/29 Operating Reactors Branch 3 
2pp 30162 001-30162 005 

-8505030231 Notification of significant licensee meeting on 850328 w/util in Atlanta.GA 
to discuss St Lucie App R issues & containment spray sys & component coolmg water 
sys issues for Turkey Point 1 & St Lucie ^respectively W/agenda 

* Region 2, Office ol Director 85/03/27 Region 2. Office o1 Diieclor 3pp 
30162 003 30162 005 

S504290442 Generic Ltr 85-07 to all cyserating reactor licensees re implementation of 
intagrated schedules for plant mods Sve list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York.Inc 22pp 30218 149-30218 170 

t ^05150491 Discusses concerns re 850315 spent fuel pool modsNRC safety evaluation 
& environ assessment in support o1 amends adequately reflects review & provides ac- 
ceptable basis br Tech Specs issued in support of spent fuel pool expansion 
rHOMPSON.H L Dwisror^ of Licensing 85/05/03 BEMI5,P R Region 2, Office of Di- 
rector 5pp 30416 352-30416 356 


6505290162 Board Nolification 85*065 forwards supplemental safety evaluation suppoil 
Ing conclusion in SB Sun & QN Lauben affidavits that revised data trarisfer proceauro 
& peak cladding temp meet requirements of 10CFR50 & 10CFR50 46 . « vi 

LAIN AS, G C Assistant Director for Operating Reactors 05/05/16 LAZu.mm, 
COLE.RF . LUEBKE.EA Atomic Safety and Licensing Board Panel 2pp 30634 334 
30634 362 


I DDV lu apui, iiiuuruuiciiiiiy „ .T Ti- i- 

THOMAS, CO Standardization & Special Projects Branch 05/05/09 RAHE,ER Wes 
linghouse Electric Corp 2pp 30634 336 30634 340 

-8505290185 Topical rept evaluation of Special Rept NS NRC 06-3026. "BART-WREM- 
FLOOD Input Rev ” Rept acceptable Data transfer procedure modified so good agroo- 
ment exists between WRENFLOOD & BART ooo 

LAUBEN.N NRC - No Detailed Affiliation Given 05/05/09 3pp 30634 338- 
30634 340 


“8505200189 Forwards Rov 1 to safety evaluation supporting Amends 99 & 93 to Li- 
censes DPR-31 & DPR 41, respectively, changing Teen Specs to support fntograted 
program for vessel flux reduction . r. 

VARGA,SA Operating Reactors Branch 4 85/05/14 WILLIAMS, JW Florida Power 
& Light Co 3pp 30634 341-30634 362 

“8505290192 Rev 1 to safety evaluation supporting Amends 99 & 93 to Licenses DPR- 
31 & DPR-41, respectively Supplemental safety evaluation addressing change in input. 

methodology for BART code end 

* NRC - No Detailed Affiliation Given 85/05/14 19pp 30634 344-30634.362 

8505230301 Requests review of end evaluation supporting position that RHR sys Pump 
Suction Isolation Valves MOV-750 & MOV-761 no longer require Type C testing por 
10CFR50 App J Review of 040330 inservice test program rev also requested oy 
850524 

WILLrAMS,J W. Florida Power & Light Co 85/05/20 VARGA, S A Operating Raactora 
Branch 1 4pp 30533101-30533 104 


8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 lermlnstian 
repts - formats. 

THOMPSON, H.L Division of Licensing 05/05/23 Consolidated Edison Co. of Now 
York, Inc 20pp 30682 282-30682 301 

8505210122 Generic Ltr 85 09 to all Woslinghouse PWR licensees & applicants ro Te-ch 
Specs for Genenc Ltr 83-28, Mem 4 3 

THOMPSON.HL Division of Licensing 05/05/23 Yankee Atomic Eteciric Co 17pp 
30671 334-30671 350 


Q. Inspectfon reports, IE Buflatlns & correspondence 

8505200611 Ack receipt of 850318 Mr informing NRC of steps taken to correct viofallao.s 
noted in Insp Repls 50 250/04 41 & 50 251/84 42 

WALKER.RD Region 2, Office of Director 85/04/04 WILUAMS,JW Florida Power 
& Light Co 3pp 30486 268 30486 309 


BS 05160200 Board Notification 85 049 forwards results of concerns raised by Region II 
re amends issued in support of spent fuel pool expansions at facility W/o end 
LAINAS.Q C Assistainl Director for Operating Reactors 65/05/03 LA20.R M , 
COLE.H F , LUEBKE.E A Atomic Safety and Licensing Board Panel 4pp 30460 186- 
30450 189 


“8505200619 Responds to NRC 850215 Mr re Violations noted in Insp Repts 50-250/04- 
41 & 50 251/84-42 Corrective actions Adminislralive Procedure AP 0190 9 ro controli 
for removal of instrumentation from sve revised 

WILLIAMS, JW Florida Power a Light Co 85/03/18 GRACE, J N Region 2, Office of 
Director 3pp 30486 291-30486 293 


8505130383 Forwards discussion of dropped control rod transient analysis in support of 
850215 application to amend Licenses DPR 31 & DPR 41, changing Tech Specs to 
revise moderator temp coefficient 

WILLIAMSJW Florida Power & Light Co 85/05/08 THOMPSON.H L. Division of Li 
censing I0pp 30275 086 30275095 

8505230342 Forwards Amends 113 & 107 to Licenses DPR-31 & DPR 41, respectively 
A safety evaluation Amends revise Tech Specs 1o defete limit on quantity of fission- 
able mail used in core or available onsMe in fission detectors 

MCDONALD, DG Operating Reactors Branch 1 85/05/09 WIULfAMS.JW Florida 
Power & LFghl Co 2pp 30547 035-30547 048 

“8505230353 Amends 113 a 107 to Licenses DPR 31 & DPR-41, respectively, revising 
Tech Specs to delete limit on quantity of fissionable matl used in core or available 
onsite in fission detectors 

VARGA, S A Operating Reactors Branch 1 85/85/09 7pp 30547037 30547043 

“8505230363 Safety evafualion supporting Amends 113 6 107 to Licenses OPR-31 A 
DPR 41, respectively 

* Office of Nuclear fleaclor Regulation, Director 85/05/09 Ip 30547 044-30547 046 

0505210626 Requests payment of fee for review of 850416 ftr providing info on higher 
calculated peak clad temp usmg BART-WREFLOOD input revSubmitlaJ requires issu- 
anceof SSER 

DIGGS.RW License Fee Management Branch 85/05/13 WfLLIAMS,JVV FloncTa 
Power A Light Ce tp 30523 214-30523 214 

8505210558 Forwards suppl & Rev 1 to safety evaluations re Amend 99 to License 
DPR-31 & Amend 93 to License DPR-41 ECCS evaluation model using BART code 
acceptable Peak clad Camp value revised 

VARGA.SA Operating Readers Branch 1 85/05/14 WILLIAMS,JW Fforida Power 
& Light Co 8pp Available ai NRC c 30523 243-30523 269 

“8505210567 Simpl fo safety evaluation re Amend 99 to License DPR-31 & Amend 93 
to License DPR 41 BART computer code methodology acceptable, per 1OCFR50,App 
K 

* NRC - No Detailed Affiliatpon Given 85/05/14 3pp 30523 251-30523 253 

“8505210S74 Rev 1 to safety evaluation supporting Amend 99 to License DPR -31 A 
Amend 93 to Lrcensa OPR 41 re integrated program for pressure vessel flux reduction 
& operation w/new sfaam generators 

* Offpce of Nuclear Reactor Regulation. Director. 66/05/14 lepp 30523 254- 
30523 269 


“8505200627 Forwards Insp Ropts 50 250/84-41 S 50-251/84 42 on 841217-21 & 
notice of violation 

WALKER, RD Region 2, Office of Director 85/02/15 WILLIAMS, JW Florida Power 
& Light Co 2pp 30486 294-30486 309 

“8505200833 Notice of violation from insp on 841217-21 
• Region 2. Office of Director 85/02/15 fp 30486 296 30406 296 

--8505200644 Insp Repts 50 250/84-41 & 50-251/84 42 on 841217-21 Violation 
noled failure lo establish measures for removing uncalibr instrument from sve 
SMITH.C, UPRIGHT.CM Region 2, Office Of Direclor 85/02/06 13pp 30486,297- 
30486 309. 

6505220156 Ack receipt of 850401 ftr informing NRC of steps taken lo correct vlofalions 
noted fn Insp Repts 50-250/85 02 & 50-251/85-02 Violation 1 under evalualion 
GRACE.J N Region 2. Office of Director 85/04/22 WILLIAMS, J W Fforida Power & 
Light Co Ip 30527 339 30527 344 

“8505220164 Responds to NRC 850228 Jtr re violations noted in fnsp Repts 50-250/85 
02 & 50 251/85-02 Corrective actions load rejection voltages measured, Tech Spec 

4 9 will be revised & temporary surveillance procedure developed 

WILLIAMS, JW Florida Power & Light Co 85/04/01 GRAC^J N Region 2. Office of 
Director 5pp 30527 340 30527 344 

8505170618 Ack receipt of 85040S Hr informing NRC of steps taken to correct violations 
noted in fnsp Repfs 60-250/85-06 & 50-251 /85-05 

BROWNLEE, V L Region 2, Office of Director 05/04/25 WILLIAMS J W Florida 
Power A Light Co tp 30483 104-30463 106 

“850S170622 Responds lo NRC 850306 Hr re violations noled In Insp Repts 60 250/05- 

05 & 50-251/05 05 Corrective actions program for improved operation 

frnjjfeniented.lncfuding ensurance that adequate testing & acceptance criteria avail* 

WILLIAMS, J W Florida Power & Light Co 85/04/05 GRACE, J N. Region 2. Office of 
Director 2pp 30463 105 30463 106 

6505200634 Forwards fnsp Repts 50 250/85 08 & 60-251/85-0B on 850210 0401 & 
notice oi violation 

WALKER.R D Region 2, Office of Direclor 85/04/25 WILLIAMS, J.W. Fforida Power 

6 Light Co 2pp 30406 341-30486 359 « roww 

“8505200639 Notice of violation from Insp on 850219-0401 
* Region 2, Office of Director 85/04/25 2pp 30406 343-30486 344 
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-860B2O0646 Insp Repts 60 260/85 00 & 50-251/05 08 on 850219 0401 Vidation 
noted faiktro to havo adequate procedures for mor^lhty verification of safety related 
oq^uipmenl intended to assure operability of equipment per Tech Specs 
PEEBLESJA, BREWER.On, ELROD.SA Region 2, Office of Director 65/04/24 
15pp 30466 345 30466 359 

85042SD452 IE Ir^fo Notice 65 034, “Hoat Tracing Contributes to Corrosion of Stainless 
Steal Piping Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Responso (Post 
630103) 85/04/30 Consolidated Edison Co of New York, Inc I07pp 30115 105* 
30115291 

85042504SS IE Info Notice 05 035, "Failure of Air Check Valves to Seat’* Svc list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 108pp 30116 077- 
30115 164 

8505210166 Informs of Incorrect listed statement in 860419 meeting notes prepared by 
RO Hart re Insp Repts 50 250/85*11 & 50-251/85-11 Inspector indicated no findings 
in area re spent fuel pool rorack 

0ROWNLEE,VL Region 2, Office of Director 65/05/01 WILLIAMS, JW Rondo 
Power & Light Co Ip 30511 333 3051 1 333 

8B05170570 Forwards Insp Repts 50-250/85 07 & 50 251/85-07 on 650400*12 No vio 
I at 10 ns or doviations observed • 

0ROWNLEE,VL Region 2, Office of Director 65/05/03 WILLIAMS.JW Florida 
Power & Light Co 2pp 30464 070-30464 083 

-8505170577 Insp Repts 50 250/65 07 & 50-251/85*07 on 850409-12 No violations or 
doviations noted Major areas Inspected llcensoo action on previous enforcomont 
mattGrs,malnt progress, Insorvice Insp & IE bulletin followup 

KLEIN80RQE,WP, BLAKE, J J Region 2, Office of Director 65/04/24 12pp 
30464 072-30464 063 

8505210013 Forwards Insp Repts 50-250/05-11 & 50 251/85-11 on 650415 19 No vio- 
lations or deviations noted 

BROWNLEE, VL Region 2, Office of Director 05/05/06 WILLIAMS.JW Florida 
Power & Light Co 2pp 30514 070-3051 4 079 

-8505210014 Insp Repis 50 250/65-11 & 50*251/85-11 on 850415-19 No violations or 
deviations noted Major areas Inspected witnessing refueling activity, followup of IE Bul- 
lelin 84 03 & independent Insp effort 

MATHIS.JL, JAPE.F Region 2, Office of Director 85/04/30 6pp 30514 072- 
30514 070 

8505140372 Forwards Insp Repts 50-250/85*12 & 50 251/05-12 on 650415-19 No vio- 
lation or deviation noted 

BROWNLEE. VL Region 2. Office of Director 65/05/07 WILLIAMS.JW Florida 
Power a Light Co 2pp 30368 062-30360 066 

-8605140378 Insp Ropts 50 250/85-12 a 50-251/05-12 on 650415-19 No violation or 
deviation noted Major areas mspoctod pipe support baseplate designs using concroto 
expansion anchors per IE Bulletin 79-02 a IE Bulletin 70-14 

ANG.WP, BLAKE, JJ Region 2. Office of Director 05/05/01 5pp 30366 064- 
30360 060 

8505060418 IE Info Notice 64-52, Suppt 1, "Inadequate Mali Procurement Controls on 
Part of Li cense es a Vendors " 

JORDAN.EL Division of Emergency Preparedness a Engineering Responso (Post 
630103) 05/05/08 Consolidated Edison Co of Now York, Inc lOpp 30616 338 
30615.347 

8506140500 Advises that 650501 submittal of revised emorgoncy diesel gonerator 
(EDG) Tech Specs per Insp Repts 50 250/85 02 a 50-251/65 02 deferred until 
850001 Tech Specs under review in conjunction w/Generic Llr 64-15 
WILLIAMS.J W. Florida Power a Light Co 05/05/09 VARQA.S A Operating Reactors 
Branch 1 Ip 30375 353-30375.353, 

S505170108 Forwards Insp Repts 50 260/65-14 a 50-251 /B5-14 on 650422-26 No vIo 
fations or deviations notod 

BROWNLEE. VL Region 2, Office of Director 65/06/13. WILLIAMS.JW Rondo 
Power a Light Co 2pp. 30443 050-30443 052 

-B505170117 Insp Ropts 50-250/85-14 a 50 251/85-14 on 85O422-20.No violation 
noted Major areas inspected mgt effectiveness security program, security program 
audit a testing & mainl Details withheld (ref 10CFR2.790 a 73 21) 

ENNIS.JD, MCGUIRE, DR Region 2. Office of Director 85/05/10 Ip 30443 052- 
30443 052 

8506130034 IE Info Notice 65 037, "Chemical Cfoaning of Steam Generators at Mill- 
stone 2 " Svc list end 

JORDAN.E L Division of Emergency Preparedness a EnginoGring Response (Post 
B30103) 85/05/14. Yankee Atomic Electric Co 4pp 30848.272-30649 014 


S, Reportable occurrences, LERa a related correepondence 

8605090650 LER 65-01 0-00*on 650330, subcoolIng margin monitors considered Inoper- 
able per Tech Specs a plant shutdown Caused by failuro of RCS femp elements to 
meat environ acceptance criteria Elements will be replaced W/850420 Itr 
TEUTEBERG.R.L . WILLI AMS, J.W Florida Power a UghI Co. 65/04/29. 3pp 
30232;016-30232 018 

660S070429 LER 85-009-00 on 650401 .evaluation required for Inoperable mechanical 
shock arrestor (snubbers] not completed within allowable time Ilmits.Caused by snub- 
bers inadequately eva[uated.W/850S01 Itr 

HART.RD., WILLIAMS.JW. Florida Power a Light Co 85/05/01 3pp. 30204*116 
30204:110. 

850609039S PNO-II-B5 046*on 850502, leak discovered from buck carrying low level 
waste on 1-95 Cause not stated.Truck driven to nearby St Lucie planl.Surveys showed 
no detectable contamination Waste disposal on hold ponding further Insp 
HOSEY.CM, COLLI NS.D.M. Region 2, Office of Director 86/05/03 2pp 30223:209- 
30223:210 


6505220261 LER 65 011 00 on 650406, while in refueling shutdown.two safety related 
snubbers msido conlainmonl on RCS prcssurcer spray a relief line removed before 
inservice insp could be performed 

HART.RD, WILLIAMS.JW Florida Powor a Light Co 85/05/06 2pp 30530149 
30530 150 
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F Security, medical, emergency a fire protection plans 

8504170547 Forwards monthly status repl on plant specific backfiUing activilios current 
through 05030Q Nine of 1 5 SER open items resolved prior to appeal meetings SER 
scfiodiilod for completion on 050329 

CRUTCHRELD.D Assistant Director lor Safety Assessment 05/03/10 
THOMPSON, HL Division of Licensing BSpp 30161 162 30161 246 

6605170274 Forwards safety evaluation re util 831106 a 650116 responses 1o Generic 
Llr Q3-2a.ltems 4 2 1 a 4 2 2 a Suppl 1 to NUREG 0737 on prevenlive malnl a sur- 
veillance program for reactor trip breakers Program acceptable 
VARGA.SA Operating Reactors Branch 1 Bb/04/29 WILLIAMS.JW Florida Power 
a Light Co 2pp 30479 352-30479 357 

-8505170281 Safely evaluation re ulil 691106 a 650110 responses to Generic Ltr 03 
28, Items 4 2 1 a 4 2 2 concerning reactor trrp sys reliability Licensee positions on subj 
Items acceptable 

• NRC - No Detailed Alfilialion Given 05/04/20 4pp 30479 354-30479 357 

8605210594 Informs NRC that Dado Counly.FL a util have agreed to hold emorgoncy 
preparedness exercises in Jan 1906 insload of Nov 1985 

WILLIAMS.JW Florida Power a Light Co 85/05/06 VARGA.SA Operolinn Reactors 
Branch 1 Ip 30515 070 30515 079 

8505170033 Forwards supplemontal safety evaluation ro 650417 response to TMI Item 
III D 3 4, "Conlfol Room Habilabllily " Inclusion of redundant radiation monitor in addi 
tion to previously approved mods acceplablo 

VARQA.S A Operating Reaclors Branch 1 05/05/00 WILLIAMS.J W Florida Power 
a Light Co 5pp 30403 300 30403 313 

8605230464 Notifies that no further aclion required re schedular change of plant emer- 
gency preparedness exercises from Nov to Jao All parties agree a schedular change 
within guidance provided in IE Info Notice 02 44 

MCDONALD, DG Operating Reaclors Branch 1 65/05/09 WILLIAMS.JW Florida 
Powor a Light Co 3pp 30544 342-30544 344 

8505170427 Fohvards response to open items identified In NRC 850304 evaluation of 
conformance w/Reg Guide 1 97 Rev 1 to Reg Guido 1 97 ropts one! Ropls difforenli 
ato between SPDS a supporting safely assessment sys Instruments 
WILLIAMS.JW Florida Power a Light Co 85/05/10 VARGA.SA Operating Reactors 
Branch 1 Opp 30444 060 30444 216 

-6505170440 Rev 1 to "Turkey Point Plant Unit 4 Engineering Evaluation of Instrumen 
laUon Sys for Reg Guide 1 97,Rev 3 " 

• Florida Power a Light Co 65/04/30 73pp 30444 143 30444 216 

0606170198 Forwards tnsp Repts 50-250/05 14 a 50 251/85 14 on 850422 26 No vio 
latlons or doviations noted 

BROWNLEE.VL Region 2, Office of Director 05/05/13 WILLIAMS.JW Florida 
Power a light Co, 2pp 30443 050 30443 052 

-8506170117 Insp Ropls 50-250/85-14 & 50 251/05-14 on 850422-26 No violation 
noted Major areas Inspected mgt effocltvoness security prog ram .security program 
audit a testing a malnl Details withheld (ref 10CFR2 700 a 73 21) 

ENNIS, J D Region 2, Office of Director 85/05/ tO Ip 30443 052-30443 052 

8505170351 Revised Emergency Plan Implomonlinn Procedure 20106, "Natural Emer 
goncy " W/Q50513 llr 

WILLIAMS, J.W Florida Powor a Light Co 85/05/13 GRACE.J N Region 2. Office of 
Director 14pp 30442 190 30442 203 

B5051C03B9 Forwards Into requested in NRC 050304 Itr re SPDS parameter 
selection Info addresses roqulremenls of Genoric Llr 62 93 a safely functions Idonti- 
(led in NUREG 0737, Suppl 1 Revised schedule for SPDS implGmenlaliorr submitlod 
WILLIAMS,J W. Florida Power a Light Co 65/05/14. VARGA.SA Operating Reactors 
Branch 1 . 9pp, 30427*070 30427 076 


J. Insurance a Indemnity Information 

8505080248 Forwards Endorsement 76 to NELIA Policy NF-105 a Endorsement 54 to 
MAELU Policy MF-55 

DUCK.J R Marsh a McLennan, Inc 65/05/02 SALTZMAN.J Assistant Director for 
Slate a Licensee Relations 3pp 30201:255-30201 257 


P. Operating license stage documents & correspondence 

8505170080 Partial rosponso to FOIA request for NRC memos during or since 1903 re 
06 LERs or TMI SALP root Documents listed In App A onci Documents listed In App B 
available In PDR.Soarch for addI records continuing 

FELTON, J.M Division of Rules and Records 64/09/14, BARFIELD, K Critical Muss 
Energy Pfojecl lOpp 30473 318-30474:100 

-8406210107 Summary of 840515-16 mootings w/ulil, Pacific Scientific a Teledyne at 
alto re results of mechanical snubber test program lor facility 
ZUDANS,J J Events Analysis Branch SHA w,H K Mechanical Engineering Branch 
84/00/13 LANIK.Q.F. Events Analysis Branch BRAMMER.H.L Mecnanical Enginoer 
ing Branch. 12pp 30475*359 30476 012 

8605090242 Further responso to FOIA request for documents re NRC consideration of 
effects of external events upon omergoncy response planning App B (Documents 1 -1 2 
& 15 20 end & In PDR App B Documents 13 & 14 withheld (ref FOIA Exemption 5). 
FELTON, JM, Division of Rules and Records 64/12/04. BELL,N. Nuclear Information 
& Resource Service 4pp 30249 163-30249 306 
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*<8305160221 Rev 1 1o “Proposed Design Mods & Tech Spec Changes on Grid Vollage 
Decradation for Turkey Point Nuclear Generating Planl.Units 3 & 4." lechnical evalua 
lion repi 

SELAN.J C Lawrence Livermore National Laboratory FIN A02&0 UCi:D‘19149 R01 
83/O4/0Q NRC -No Del ailed Affiliation Given 13pp 30249 307-30249 321 

- BS05090399 Amends 104 8 9G to Licenses DPR-31 & DPR 41, respectively, changing 
Tech Specs to provide roquirements for protection of safety related equipment subj to 
suslafned d'eqraded voltage conditions at offsite power source 
VARGA.S A Operating Reactors Branch 1 04/06/14 tOpp 30249 291-30249 300 

-BS0509040a Safety evaluation supporting Amends 104 & 98 to Licenses DPR 31 & 
OPR 41 .respect wely 

* Office of Nuclear Reactor Regulation. Director 84/08/14 6pp 30249 301- 
30249 305 

S50226D522 Requests remittance of required fee for 65>0201 application, providing rea- 
nalysis of spent fuel pool rerack re liftoff during seismic event, per 10CFR170 require- 
monls 

DIGGS.RM License Fee Maragement Branch 65/02/20 WILLIAMS.JW Florida 
PoWflrA Light Co Ip 29111 3S2-29111 362 

B505060465 Forwards Amends 1 12 8 106 to Licenses DPR 31 & DPR-41, respectively 
& safety evaluation Amends revise Tech Specs to provrdo consistency in idontification 
of surveillance ^ecimen capsules 

WCDONALD.DG Operating Reactors Branch 1 85/04/22 WILLIAMS.JW Florida 
Powers Light Co 4pp 30185 343-30186 001 

-8505060471 Amends 112 & 106 to Li cerises DPR-31 & DPR -41, respectively, revising 
Tech Specs to provide consistency in tdenlification of surveillance sped men capsules 
DENTON, HR Office of Nuclear Reactor Regulation, Director 85/04/22 13pp 
30185 347 301 B5 359 


8505290162 Board Notification 85 056 forwards supplemental safety evaluation support- 
ing conclusion in SB Sun & GN Lauben affidavits (hat revised data transfer procedure 
& peak claddinq (emp meet requirements of 10CFR50 & 10CFR50 46 , , „ 

LAINAS.GC Assistant Director for Operating Reactors 85/05/16 LAZO.RM, 
COLE.R.F, LUEBKE.EA Atomic Safety and Licensing Board Panel 2pp 30634 334- 
30634 362 


-6505290165 Topical rept evaluation of Special Rept NS NRG 85-3025 ‘ BART-WREN- 
FUOOD Input Rev“ Rept acceptable Data transfer procedure modified so good agree 
menl exists between WRENFLOOD & BART 

LAUBEN.N NRG - No Detailed Affiliation Given 85/05/09 3pp 30634.338 
30634 340 


-8505290189 Forwards Rev 1 to safety evaluation supporting Amends 99 & 93 to Li 
censGs DPR-31 & DPR 41, respectively, changing Teen Specs to supporl intograten 
program for vessel flux reduction 

VARGA, S A Operating Reactors Branch 4 85/05/14 WILLIAMS.JW Florida Power 
& Light Co 3pp 30634 841-30034 362 

“8505290192 Rev 1 to safety evaluation supporting Amends 99 & 93 to Licenses DPR 
31 & DPR 41, respectively Supplemental safety evaluation addressing change In input 
methodology for BART code end 

* NRG - No Detailed Affiliation Given 85/05/14 19pp 30634 '344-30634 362 

8505230301 Requests review of end evaluation supporting position that RHR sys Purnp 
SucHon Isolation VaJves MOV-750 & MO\/-751 no longer require Typo C testing par 
10CFR50 App J Review of 840330 inservice test program rev also requesloo by 
850524 

WILLIAMS. J W Florida Power & Light Co 85/05/20 VARGA.S A Operating Reactors 
eranch 1 4pp 30533 101-30533 104 


-8505060475 Safety evaluation supporting Amends 112 fi 106 to Licenses DPR 31 & 
DPR- 41, respectively 

* Office of Nuclear Reactor Regulation, Director 85/04/22, Spp 30165 360- 
301 86 001 


8506210108 Generic Ltr 85 08 lo all holders of CPs & OLs re 10CFR20 408 lorminalion 
repls • formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York. Inc 20pp 30602 202-30682 301 


05OS93O215 Summary of 850328 enforcement conference w/util in Ailanta.GA re con- 
tainment spray sys, containment isolation valve & St Lucie 2 App R reviews Nolificalion 
of meeting end 

SELLS, DE Operating Reactors Branch 3 85/04/29 Operating Reactors Branch 3 
2pp 30162 001-30162 006 

-8505030231 Notification of significant licensee meeting on B&032B w/util in Ailanta.GA 
to discuss St Lucie App R issues & containment spray sys & componenl cooling water 
sys issues for Turkey Point 1 &. St Lucie Ijespeclively W/agenda 
• Region 2. Office of Director. 85/03/27 Region 2, Office of Director 3pp 
30162 003-30162 005 

8504290442 Generic Ltr B5 07 to ail operating reactor licensees re implementaton of 
integrated schedules for plant mods sve list end 

TKOMPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc. 22pp 30218 149 30210 170 

85€ 5 150491 Discusses concerns re 850315 spent fuel pool mods NRC safety evaluation 
& environ assessment in support of amends adequately reflects review & provides ac 
ceptable basis for Tech Specs issued in supporl of spent fuel pool expansion 
THOMPSON.H L Division of Licensing 85/05/03 BEMlS.PR Region 2. Office of Di 
rector Spp 30416 352-30416 350 

8S061 60200 Board Nolificalion 85 049 forwards results of concerns raised by Region II 
re amends Issued in support of spent fuel pool expansions at faciliWW/o encl 
LAINAS.GC Assislani Direclor for Operating Reactors 85/05/03 LAZO.RM, 
COLE,R F, LUE8KE,EA Atomic Safety and Licervsing Board Panel 4pp 30450106' 
30450 186 


8505210122 Generic Ltr 85 09 to ail Westinghouse PWR licensees & applicants ro Toch 
Specs for Generic Llr 83 28, Item 4.3 

THOMPSON.H L Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671 334-30671 350 


Q, Inspection reports, IE Bulletins & correspondence 

8505200611 Ack receipt of 650318 ltr informing NRC of steps taken lo correct violations 
noted in Insp Repts 50 250/84-41 8 50 251/84-42 

WALKER.R D Region 2, Office of Director 85/04/04 WILLIAMS.JW Florida Powor 
a Light Co 3pp 30486 288-30486 309 

-8505200619 Responds lo NRC 850215 ltr re violations noted in Insp Repts 50-250/04- 
41 & 50*251 /84-42 Corrective actions Administraltva Procedure AP 0190 9 re controls 
for removal of Instrumentation from sve revised 

WILLIAMS.J.W Florida Power a Light Co 85/03/18 GRACE, J N Region 2. Office of 
Director 3pp 30486 291-30486 203 

-8505200627 Forwards Insp Repls 50-250/84 41 a 50-251/84-42 on 841217-21 & 
notice of violation 

WALKER.R D Region 2. Office of Director 85/02/15 WILLIAMS.JW, Florida Power 
a Light Co 2pp 30486 294 30466 909 

-0505200633 Notice of violation from insp on 841217-21 
* Region 2, Office of Director 85/02/15 Ip 30486 296-30486 296 


8505130383 Forwards discussion of dropped contro) rod transienl analysis In support of 
860215 application to amend Licenses DPR 31 a DPR-41. changing Tech Specs lo 
revise moderalor lemp coefficient 

WILLfAMS.JW Florida Power A Light Co 85/05/06 THOMPSON.H L Division of LI 
censing lOpp 30275086-30275095 

8505230342 Forwards Amends 1t3 & 107 to Licenses DPR'31 & DPR 41, respectively 
a safely evaluation Amends revise Tech Specs to delete limit on quantity of fissfon- 
abte mail used in core or available onsite in riseron detectors 

MCDONALD.OG Operating Reactors Branch 1 85/05/09 WILLIAMS,JW Florida 
Power & Light Co. 2pp 30547 035-90547 046 

-850-5239353 Amends 113 & 107 to Licenses DPR 31 & DPR-41, respectively, revising 
Tech Specs (o defete limit on quantity of fissionable mall used in core or available 
onSile in fission detectors 

VARGA.SA Operating Reactors Brar^ch 1 85/05/09 7pp 30547 037-30547.043 

-8505230383 Safety evaluation supporting Amends 113 & 107 to Licenses DPR 31 & 
DPR-41, respeclivefy 

• Office of Nuclear Reactor Regulation, Director 85/05/09 tp 30547044-30547 046 

8505210625 Requests payment of fea for review of 850416 ltr providing info on higher 
calculated msk clad temp using BART-WREFLOOD input rev Submittal requires issu 
anca of SSEfl 

DIGQS.R W License Fee Managemenl Branch 85/05/13 WILLIAMS.J.W Florida 
Power & Light Co Ip 30623.214-30523 214. 

8505210558 Forwards suppi & Rev 1 to safety evaluations re Amend 99 to License 
DPR’31 & Amend 93 to License OPR 41.ECCS evaluation model using BART code 
acceptable Peak clad lemp value revised 

VARGA.S A Operating Reactors Branch 1 85/05/14. WfLUAMS.J W Florida Power 
& Lfghl Co, Bpp Available at NRC c 30523 243 30523 269 

-8505210567 Suppi lo safety evaluation re Amend 09 (o Liconse OPR-SI & Amend 93 
to License DPR‘41 BART computer coda methodology acceplahle.per 10CFR50,App 
K 

• NRC -No Detailed Affiliation Given 65/05/14 Spp 30523 251-30523 253 


-8505200644 Insp Repts 50-250/84-41 & 60-251/84 42 on 841217-21 Violation 
noted failure to establish measures for removing uncafihr instrument from sve 
SMITH, C, UPflIGHT.CM Region 2, Office of Direclor 85/02/06 f3pp 304Q6 297- 
30486 309 

8505220156 Ack receipt of 650401 Jtr inforniing NRC of steps taken to correct violations 
noted in Insp Repls 50 250/85 02 & 50-251/85 02 Violation 1 under evaluation 
GRACE, JN Region 2. Office of Director 85/04/22 WILLIAMS.JW Florida Power & 
Light Co Ip 30527 339 30527 344 

-8505220164 Responds to NRC 850228 ltr re violations noted in Insp Repls 50 250/05- 
02 0 50-251/85 02 Corrective actions load rejection voltages measured, Tech Spec 

4 0 will be revised S (eniporary surveillance procedure developed 

WILLIAMS.JW FtOfida Power & Light Co 85/04/01 GRAC^J N, Region 2. Office of 
Director 5pp 30527*340-30527 344 

8505170619 Ack receipt of 850405 ltr informing NRC of steps taken to correct violations 
noted In Insp Repls 50-260/05 05 & 50-251 /85 06 

BROWNLEE.VL. Region 2, Office of Director 85/04/25 WILLIAMS.JW Florida 
Power & Light Co Ip 30463 104-30463 106 

-0505170622 Responds to NRC 850306 Hr re violations noted In Insp Repts 50-250/06- 

05 & 50-25 1/85-05 Corrective actions program for improved operation 

iinj7femented,fncludfng onsurance that adequate testing S acceptance criteria avail 

WILLIAMS.JW Florida Power & Light Co 85/04/05 GRACE, J N Region 2 Office of 
Director 2pp 30463 105 30463 106 

8505200634 Forwards Insp Repls 50-250/85 08 & 50-251/85 08 on 850219 0401 & 
notsce o1 vlotaVon, 

WALKER.R D Region 2. Office of Director 85/04/25 WILLIAMS, J W Florida Power 

6 Light Co 2pp 30406 341-30486 359 

-8505200039 Notice of violation from insp on 050219 0401. 

* Region 2, Office of Director 85/04/25 2pp 30486 343-30488 344 


•6505210574 Rev 1 to safely evpluatfort supporting Amend 69 to License DPR 31 & 
Amend 93 lo License DPR-41 re integrated program for pressure vessel flux reduction 
& oparalfon w/naw steam generators 

* Office of Nuclear Reactor Regulation, Director 05/05/14 I6pp 30523 254- 
30523 269 


-8506200645 Insp Repts 50-250/85-08 & 60-251/85 08 on 860219-0401 Violation 
noted failure to have adequate procedures for monthly verification Of safetv-refated 
equipment intended to assure operability of equipment per Tech Soecs 
p|eBLESTA &REWER.DR. ELROD, S A i^eglon 2. Office ofl^irector 85/04/24 
15pp. 30406 345-30486 359 
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6504260^52 IE Info Nottco 85 034, "Hoat Tracing Conlributos lo Corrosion of Slamless 
Stoat Piping '* Svc list end 

JOROAN.E L Divrslon of Emergency Preparedness & Ennmeering Response (Post 
Q30103) 85/04/30 Consolidated Edison Co of New York, Inc I07pp 30115185 
30115 201 


6505240271 PNO-ll 85 056 on 85051 7, reactor tripped Caused by loss of offsite power 
due to fire disabling 500*kV line near util substation Unusual event declared All safety 
sys functioned normally Power restored 

DICK.G, fiflOWNLEEiV Region 2, Office of Director B5/05/17 Ip 30556 261- 
30556 261 


8S042604GS IE Info Notico 85*035, "Failure of Air Check Valves lo Seal " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc lOBpp 30115 077* 
30115 104 

6506210106 Informs of Incorrect listed statement in 850419 meeting notes prepared by 
RD Hart ro Insp Repla 50 250/85*11 & 50 251/85-11 tnspeclof indicated no findings 
In area ro spent fuel pool rerack 

RROWNLEE.VL Region 2. Office of Director 85/05/01 WILLIAMS. JW Florida 
Power & Light Co Ip 30511 333 30511 333 

6605170570 Forwards Insp Ropts 50*250/85*07 & 50*251/85 07 on 850409-12 No vio 
latlons or dovfalions observed 

BROWNLEE, VL Region 2. Office of Director 85/05/03 WILUAMS,JW Florida 
Power 5 Light Co 2pp 30464 070-30464 083 


DOCKET 50*252 UNIV. OF NEW MEXICO RESEARCH REACTOR 


P, Operating license stage documenta & correapondence 

6505060378 Forwards licenses, Tech Specs & SARs for USGS & Unlv of New Mexico 
research reactors, per 041016 Ur W/o ends 

IRELAND.R E Region 4, Office of Director 85/05/01 HYDER J E Los Alamos Scien- 
tific Laboratory Ip 30155 207 30155 207 


DOCKET 60-254 QUAD CITIES STATION, UNIT 1 


-8505170677 Insp flopls 50 250/05 07 & 60-251/05 07 on 850409*12 No violations or 
doviQli-one noted Major areas inspected licensee action on previous enforcement 
motlers.malnt progress, insorvice In^ & IE bulletin followup 
KLEINSORGE.W P . BLAKE.J J Region 2. Office of Director 05/04/24 12pp 
30464 072*30464 083, 

850521001:3 Forwards Insp Repls 50 250/05 11 & 50-251/05-11 on 050415*19 No vio 
lations or dovlallons noted 

BROWNLEE, VL Region 2, Offico of Director 05/05/06 WILLIAMS, JW Florida 
Power a Light Co 2pp 30514 070 30514-079 

-06OS21OO14 Insp Ropts 50*250/85*11 a 50*251/05*11 on 850415 19 No violations or 
davla Ilona noted, Major areas inspected witnessing refueling activity, followup of IE Bul- 
letin 84*03 & mdopondent insp offorl 

MATHJS,JL. JAPE.F Region 2, Offico of Diroctor 85/04/30, Opp 30514 072- 
30514.070 

8505140372 Forwards Insp Repls 60 260/05-12 & 50 251/05 12 on 050415-19 No vio- 
lation or dovlatJon noted 

BROWN L EE, VL Region 2, Offico of Director 05/06/07 WILLI AMS.JW Florida 
Power & LIgfU Co, 2pp 30360 002*30360 000. 

-8605140370 Insp Repts 50-250/05 12 & 50 251/05*12 on 650416-19 No violation or 
deviation noted Major areas inspected pipo support baseplate designs using concrete 
oxpanston anchors per IE Bulfotin 70 02 a IE Bullotin 79 14, 

ANQ.W.P, DLAKE,JJ Region 2, Offico of Director 85/05/01 5pp. 30368064* 
30360,068 


F. Security, medical, emergency & fire protection plans 


8504110291 Forwards "App R Reevaluation, Interim Compensatory Measures & Exemp- 
tion Requests " At present stage of revenfication of fire protection program, no major 
redesign of safe shutdown paths or philosophy necessary 

RYBAK, B CommonwoaUh Edison Co 04/12/18 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 3pp 29782 041-29702 285 

“8504110301 "App R Reovaluatlon, Interim Compensatory Measures & Exemption Re- 
quests " 

• Commonwealth Edison Co 84/12/10 242pp 29702 044-29782 285 

8501240161 Rev 10 lo Station Procedure 550 T1 re environ sampling supplies.Rev e to 
Station Procedure 550-T2 re operational support ctr emergency supplies cabinet & 
Rev 4 to Station Procedure 550 T3 re emergency situation fifm dosimeters 

* Commonwealth Edison Co 65/01/31 22pp 28531 194*28531 215 

8605080184 Rev 1 1 to "Offsite Dose Calculation Manual " 

GALLE.O Commonwealth Edison Co 65/03/31 300pp 30199 292-30200 222. 

6SOS020506 Ack receipt of Revs 5 & 5A to Dec 19B4 & Mar 1985 emergency 
plans, re^eclively Changes consistent W/10CFR50 54 & acceptable, 

PAPERItLLO.C J Regions, Office of Director 85/04/19 REED.C Commonweaith 
Edison Co 2pp 30116 361-30116 362 


8506060410 IE Info Nolice 84-52, Suppl 1, "fnadoquato Matl Procuremonl Controls on 
Part af Llconsoes & Vendors 

JORDAN.E L Division of Emergoncy Proparodnoss & Engineering Response (Post 
030103) 05/05/08. Consolidated Edison Co of Now York, Inc. lOpp 30615.338 
30015 347 

8505140500 Advises that 050501 aubnniltal of rovisod omorgoncy diesel generator 
(EDQ) Tech Specs per Insp Ropts 60 260/85 02 & 50*251/86 02 deferred until 
050001 Tech Specs under roviow in conjunction w/Qonoric Hr 84*15 
WILLIAMS.J W. Florida Power & Llglit Co 05/05/09 VARGA.S A Operating Reactors 
Branch 1 1 p 30375 353.30375'353 

860B170108 Forwards Insp Ropts 60-260/05*14 & 60*251 /B5-14 on 650422-26 No vio* 
fetlons or doviatlons noted 

BROWNLEE, VL Region 2, Offico of Diroctor 05/05/13 WILLIAMS.JW Florida 
Power & Light Co 2pp 30443 050*30443 052 

-8606170117 Incp Ropts 60-250/05-14 & 50*261/06 14 on 850422*20 No violation 
noted Major areas inapeclod mn( offectivonoss security program,8ecurity program 
audit & lasting & main! Dolalls withhold (ref 10CFR2 790 & 73 21), 

ENNIS.J D. WCGUIRE.OR Region 2, Offico of Director. 05/06/10 Ip 30443 052* 
30443 052 

05051 3 Q034 IE Info Notico 06 037, "Chemical Cleaning of Steam Generators at Mill* 
atono 2 " Svc list onci , ^ , 

JORDAN.E L Division of Emergency Proparednoss & Enginoering Response (Post 
030103) 85/05/14, Yankoo Atomic Electric Co, 4pp 3084D*272*30849'014 


8505100314 Confirma 850418 telcon re 850528 29 sun/ey of site by 001, Boise Inter- 
agency Fire Ctr Access to emergency operations facility requested 
PAPERIELLO.C J Region 3, Office of Director 85/04/23 REEO.C Commonwealth 
Edison Co 1 p 30237 352 30237 352 

8505070401 Forwards detailed control room design review final summary repts for 
facllltlos.per 830414 commitment Schedule for completion of corrective action submat- 
ted 

RYBAK, B, Commonwealth Edison Co 05/05/01 DENTON.H R Office of Nuclear Re 
actor Regulation, Director 2pp 30239 001*30242 169 

-8505100083 "Delalled Control Room Design Review Final Summa^ Rept " 

* Commonwealth Edison Co, 85/05/31 566pp 30240 324*30242 169 


8505100148 Forwards Revs 15,16 & 18 to Zion, Quad Cities & Dresden security 
plBns,respQcHvoly Revs withheld (ref 10CFR73 21) 

FARRAR.D L Commonwealth Edison Co, 85/05/02 KEPPLER Region 3. Offico of Di 
rector. Ip 30245*314*30245 314 

8505290715 Forwards post-accident sampling core damage assessment procedures lo 
satisfy outstanding items for TMI Action Item II B 3 

RYB/kK,B Commonwealth Edison Co 85/05/06 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director Ip 30617 182-30617 219 

-8505290737 Rov 2 to Procedure QCP 1400 10, "Delermlnalion of Extent of Core 
Damage Under Accident Conditions." 

* Commonweallh Edison Co, 04/11/30 10pp 30617 201-30617 219. 


8. Roporloblo oocurrences, LERs & related correspondence 

8606090396 PNO-ll 85 048.on 860502, loak discovorod from truck carrying low level 
wasto on 1 95 Cause not slntod Truck driven to nearby St Lucio plant Surveys showed 
no detoctoblo conlaminallon Waalo disposal on hold pending further Insp 
HOSEY.G M . COLLINS.D M Region 2, Office of Director oVo5/03 2pp. 30223'209* 
30223.210 

8605230153 LER 83 0l2/O3X-ron 830fl19,durlng starlup.conlalnmonl breathing air 
valvo oulsidQ containment (CV-4-6165) found pinned open.Caused by inadequate pro* 
codural controls during mainl Procedures changed W/fl50507 Itr 
BEHNKE.D., WILLfAMS,J W Florida Power & LighI Co 05/05/07 3pp 30538:326* 
30530 320 


8506130463 Advises that 850502 Rev 10 to physical security plan consistent w/provl- 
sions of 10CFRSO 54(p) & acceptable . « 

AXELSON.WL Region 3, Offico of Director 85/05/08 FARRAR.D L Commonwealth 
Edison Co 2pp. 30278.358-30270 359. 

8505200213 Revised emergency implementing procedures Including, Rev 6 lo OAP 
1I00-T5 re station procedure rev cover sheet, Rev 28 lo QEP 310-0 re notification of 
responsible aulhorillas & Rev 15 to QEP 310-T3 re prioritized notification listing 
• Commonweallh Edison Co 85/05/08 19pp 30468 266*30468 303 

6506210212 Rev 12 to Procedure QEP 440*1, "Emergency Communfcalion Facilities " 
Revised table of contents end 

GERNER.L Commonweallh Edison Go 05/05/00 10pp. 30494*213 30494.222 


0606230687 LER 85-008*00 on 060411, small loak discovered at filling on tesl connec- 
tion bolwoan conlalnmont & containment isolation valvo Caused by lost connecllon 
leakage & malfunction of valve CV-4-951.W/850513 Hr. 

HAR'TRD, WILLIAMS.JW Florida Power & Llghl Co 85/05/13. 2pp 30542.281- 
30542:282. 


8506280189 Forwards Insp Repts 60 254/85*13,60*265/85-14,50-295/86*19, 50 304/ 
85*20.50-373/85-16,50 374/05-15,60*454/85-20 & 60-455/85-14 on 050425 A 
0603 No noncompllance Identified „ _ 

PAPERIELLO.C. J. Region 3, Office of Director. 85/05/21 REED,C Commonwealth 
Edison Co 2pp. 30571*310 30571.310 


B60B290343 LER 83 017/03X-1 on 03 1004, while performing routine surveHlance teal on 
Unit 4B containment spray pump, pump shaft broke A pump Inoperable.Caused by tor- 
alonal ovorload. Pump repaired & foinalallGd.W/850516 Hr. ^ 

^HNKE.D.H , WILLIAMS, J.W. Florida Power & Light Co. B5/05/16. 3pp. 30619.121- 
30619 123 


•8605200221 Insp Repts 50 254/85 13,50-265/05-14,50 295/85*19, 60 304/85*20,50- 
373/85*15,60 374/85-16,50*464/05-20 & 50 455/85-14 on 850426 & 0503.No Viola- 
tions or deviations Identified Areas Inspected radiological environ program 
OESTMANN.M J. Region 3, Office of Director 85/05/11 7pp 30571.312-30571*318 
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J. Insurance & Indemnity Informalfon 

6506-210410 Forwards Endorsemenis 16 & 17 to NELIA Policy NF‘277, Endorsements 
167.35 & 74 to NEIIA Policies hlF 43,NF-253 & NF-201, respectively, Endorsements 
86,87 & 68 10 fslELIA Policy NF^IB? & Endorsemenis 9 10 Ip MAELU Policy MF- 

114 

OSTER,J Commonwealth Edison Co 85/05/17 SALTZMAN.J Assistant Director for 
Slate & Licensee Relations 17pp 30498 359 30499 013 


P. Operating license stage documents & correspondence 

B 505010553 Finds proposal to lake credit for drywell sprays as early as 10 minutes fol- 
lowing onset of transient unacceptable, based on review of spray sys dependencies & 
operator a c lions needed to initiate sprays Basis for conclusion provided 
VASSALLO.DS Operating Reactors Branch 2 85/04/11 FARRAR, DL Common 
wealth Edison Co 6pp 30099 178 30099 183 

8505020407 Forwards safety evaliralion re NUREG-0737,ltem3 I A2 1 & II B 4 re reactor 
operator & senior roactor operator training & qualifications & mitigating core damage, 
respectively Requirements met 

VASSALLO.DB Operating Reactors Branch 2 05/04/12 FARRAR, DL Common 
wealth Edison Co 21pp 30141316-30141336 

8505020470 Forwards request for addi info re responses Co Generic Ltr 83 28, Items 
21, 2 22 & 453 Info for Items 2 1 & 2 2 2 requested within 60 days & within 90 daya 
for hem 4 5 3 HL Thompson 850320 hr to INPO end 

VASSALLOiOD Operating Reactors Branch 2 85/04/23 FARRAR, DL Common- 
weaMh Edison Co 4pp 30141 197-30141 207 

6504290442 Generic Ltr 65 07 to all c^erating reactor licensees re implementation of 
integrated schedules for plant mods Svc list end 

THOMPSON.H L Division of licensing 85/05/02 Consol tdaled Edison Co of New 
York, Inc. 22pp 30218 149-30218 170 

8505310223 Forwards listed documents referenced m 850308 "San Onoifre Nuclear 
Generating Station Unit I^Soismic Program for Long Term Svc,” per 850402 & 03 re- 
quests 

MEDFORD.MO Southerfr California Edison Co 85/05/14 ZWOLINSKI.JA Operating 
Reactors Branch 5 2pp 30664 001*30664 357. 

“8505310261 Rev 0 to ■•Funcironalaly Study of Pipmg Sys in Response to SSE Event” 

‘ EDS Nuclear, Inc 01-0590 1135 to 80/12/31 57pp 30664:136 30664 195 

8505240597 Responds to B50313 Ur ra use of hafnium In control rod blades Disparity in 
cross section between hafnium & boron accounted for in relative worths of two control 
rod designs Hafnium has higher resonance absorption than boron 
VASSALIO.D B Operating Reactors Branch 2 85/05/15 PARKER, MC Illinois, Stale 
of 2pp 30576 208-30575 207 

8505290100 Comments on proposed Tech Spec amend involving economic generation 
controlper R Gilbert 850515 request No adverse findings determined Response de- 
layed due to Implementation of program for providing comments 
PARKER, MC Illinois, Stale of, Depf of Nuclear Safely 85/05/20 DENTON, H Office 
of Nuclear Reactor Regulation, Director Ip 30599 246 30599 246 

8505300479 Responds to 830422 request lor clarification re mservtce msp & testing 
program to be followed by licensee Licensee proposed program should be followed 
subi to conditions until review complete & final approval erven 
THOMPSON.H L Division of licensing 85/05/21 NORELIUS.CE Region 3. Office of 
Director, Ip 30651 078-30651.081 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 40B termination 
repts- formats 

THOMPSON.H L Drvjslcn of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30682 282-30682 301 


D. InspaetJon reports, IE Bulletins & correspondence 

^504250452 IE Info Notice 65 034, ''Heat Tracing Contributes to Corrosion of Stainless 
Steal Piping *' Svc list encf 

JORDAN, E L Division o1 Emergency Preparedness & Engineering Response (Post 
838103) 85/04/30 Consolidated Edison Co of New York, fne I07pp 30115 185- 
30115291 

6504250455 IE Info Notice 85-035, "Failure of Air Check Valves to Seat " Svc lisl end 
JORDAN, E L Division of Emergency Preparedness & Encineering Response (Post 
BSOlOa) 85/04/30 Consolidated Edison Co of New York, Inc. f08pp 30115 077- 
30115184 

8505090216 Responds to NRC 650401 ltr re violations noted in Insp Repts 50 254/85 
09 & 50 265/85 10 Corrective actions OAP 350 Inservice testing program administra- 
tive procedures revised to assign overall responsibility for program 
FARRAR, DL Commonwealth Edison Co 85/06/01 KEPPLER.JG Region 3, Office 
Of Director. 3pp 30219 001 30219 003 

85050604 IS IE Info Notice 84 52,Suppl 1. "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, EL Division of Emergency Preparedness & Engineering Responso (Post 
630103) 85/05/08 Consoridafod Edison Co of New York, Inc. lOpp 30615 338- 
30615347 

8505140173 Forwards Insp Repts 50-254/85-11 & 50-265/85-12 on 850326-29 & 
0424 No violatsons noted 

HARRISON, J J Region 3, Office of Director. 85/05/60 REED.C Commonwealth 
Edison Co 2pp 30367 151*30367.157 

-85051461 7S fnsp Repls 50 254/85 It & 50 205/05-f2 on 650328 29 & 0424 No vio- 
lation or deviation noted Malor areas inspected mechanical snubber functional tasting 
& reviBW of test results & review of restrain! installation 

KAUFMAN.P.D, DANIELSON, DH Region 3, Office of Director 85/05/06 5pp, 
30367.153-30387.167, 

8505200201 Notification o1 850510 meeting w/util in Bethesda.MO to discuss pipe crack 
insp & repair facility. 

BEVAN.RB. Operating Reactors Branch 2 85/05/08. DENTON,HR, 

EI8ENHliT.DG, EDISOKG NRC * No Detailed Affiliation Given Ip 30501341* 
30501 342 


0505200538 Ack recoipt of 650603 Ur Informing NRC of steps taken to correct vipla^ons 
noted In Insp Repts 60-373/84 26. 60-374/84 32,50 237/84-15.50-249/84-14,50-254/ 
84-15, 50 205/04 13,50-295/84-19 & 50 304/84-20 

REYES.LA Region 3, Office of Director 85/05/15 REED.C Commonwealih Edison 
Co Ip 30485 001-30485 021 

-8505200561 Responds to NRC 841211 ltr re violations noted in Insp Repts 50 373/84- 
25,60 374/84-32,50-237/84-15.50 249/84-14, 50-254/84-16,50-265/84-13.50 295/84- 
19 & 50 304/84 20 Corrective actions re commercial grade matl provided 
DELGEORGE.L 0 Commonwealth Edison Co 05/05/03 KEPPLER.J G Region 3. 
Office of Director 20pp 30485 002-30485 021 

8505280189 Forwards Insp Repts 50 254/85 13,50-265/85-14.50-295/05 19. 50 304/ 
05 20.60-373/85 15,60 374/85-15.50-454/86 20 & 50 455/05-14 on 050425 & 
0503 No noncompliance Identified ^ 

PAPERIELLO.C J Region 3, Office of Director 85/05/21 REED.C Commonwealth 
Edison Co 2pp 30571 310*30571 318 

-8505280221 Insp Repts 50-254/85-13.50-265/85-14,50 295/85-19, 50*304/85-20.50 
373/85 15,50-374/85-15,50-454/85-20 & 50 455/85-14 on 850425 & 0503 No viola 
lions or deviations identified Areas inspected radiological environ program 
OESTMANN.MJ. SCHUMACHER, MC Region 3. Office of Director 05/05/11 Tpp 
30571 312-30571 31 B 

8505300479 Responds to 830422 request for clarification re Inservice insp & to sling 
program to be followed by licensee Licensee proposed program should be followed 
sub] lo conditions until review complete & final approval given 
THOMPSON.H L Division of Licensing 85/05/21 NORELIUS.C E Region 3, Office of 
Director Ip 30651 078-30651 081 

8505280290 Responds to NRC 850402 Mr re violations noted in Insp Repts 60 254/85- 
02 & 50-265/86 02,Correclivs aclions placement of Jumpers corrected.damaged con- 
trol transformers In heater logic replaced & Corporate Directive NSDD A09 revised 
FARRAR.O L Commonwealth Edison Co 85/05/22 KEPPLER,J G Region 3, Office 
of Director 6pp 30573 143 30573 148 

8505310323 Confirms plans for 850624 meeting in Marseillos.lL to discuss licensee reg 
ulatory improvement program status, per B50513 discussion between D Farrar & N 
Chri&sotimos 

NORELIUS.CE. Region 3, Office of Director 85/05/24 REED.C Commonwealth 
Edison Co Ip 30842 176-30642 176. 


R Perfodlc operating reports & related correspondence 

8505160171 Forwards addendum to Part 3 of ”1984 Quad Cities Station Annual Operat- 
ing Repl.” reDOJting results of environ radiological & meteorological monitoring 
STEPHENSON.B B Commonwealth Edison Co 85/04/24 KEPPLER.J G Region 3, 
Office of Director Ip 30427 301-30427 308 

-8505160175 Addendum to Part 3 of ”1984 Quad Cities Station Annual Operating 
Rept,” reporting results of environ radiological & meteorological monitoring 
* Cofnmonweafih Edison Co 84/12/31 7pp 30427 302-30427 308 

8505200276 Monthly operating repts for Apr 1905 W/850501 Ur 
KRONICH.C . TAMLYN.T K Commonwealth Edison Co 85/04/30 23pp 30580 261- 
30580 283 


S Reportable occurrences, LERs & related correspondence 

8505030739 LER 85 014-00 on 850403, fuel pool radiation monitor 1A spiked 
high Caused by electrical noise interference Monitor reset W/6504 1 7 ltr 
CRIPPES.TR, KALIVIANAKIS.N Commonwealih Edison Co 05/04/17 3pp 
30142 297-30142 299 

8505030734 LER 85 013 00 on 850329, Tram B standby gas treatment sys started w/o 
apparent start signal Reactor bldg ventilation & control room ventilation ays 
tripped Caused by relay 2-1701*1008 coif failure Relay replaced W/B50410 itr 
BUSS.R D , KALIVIANAKIS.N Commonwealih Edison Co 85/04/19 4pp 30142*290 
30142 293 

0505030346 LER 65 012*00 on 650327,0418 & I9,fuel pool radialion monitors 1A & IB 
spiked upscale.energizing fuel poof high radiation alarms Caused by loose capacitor In 
radiation monitor sensor unit Connection repaired W/850422 Itr 
WILGUS.O . KALtVIANAKfS.N Commonwealth Edison Co 85/04/22 4pp 30147.359* 
30147-362 

8505140341 PNO-lfl 85 039 on 0SO5O7,two contractor employees injured when electrical 
cable contacted 345 KW fine Workers received burns on hands & taken to hosp for 
treatment Electrical short occurred causing power problems 

CHRISSOTIMOS.N , SHAFER.W Region 3, Office of Director 85/05/08 1p 
30375 085*30375 085 

0SO523O427 Pari 21 rept re mcorrect short time delay band lever inadequately inslalfod 
in low voltage K-line circull breaker electromechanical overcurrent trip device Visual 
insp to determine If correct lever Installed recommended 

KA1SER.AF. Brown Boverr Corp (subs of Brown Boveri & Co, Ltd) 85/05/13, 
OEYOUNG.RC. Direclor's Office, Office of Inapeclion and Enforcement 6 dp 
30531 223*30531 228. 

8505160314 Pari 2t rept re Hatch transfer starters & transfer starter 
assemblies Evaluation of fmpfemenlalion of QA program performed on 850420- 
0503 Results of evaluation verified seismic adequacy of equipment 
HATCH, A E. Hatch, Inc 85/05/14 Director's Office. Office of Inspection and Enforce- 
ment Ip 30427 135-30427 136 


V. Operator Examinations 

8505020407 Forwards safety evaluation re NUREG-0737,Uem9 I A 2 1 & j| 0,4 re reactor 
operator & senior reactor operator training & qualifications & mitigating core damaao 
respectively Requirem ents met ^ 

VASSALLO.DB Operating Reactors Branch 2. 85/04/12 FARRAR,D L Common- 
wealth Edison Co. 21pp 30141 316-30141 336 summon 
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8505020276 Advises that util must iurnish approved ref malls listed in Er^cl 1 by 860520 
for NRC to meet schedule for 65081 2'1 6 written & oral exams & 6&0814'16 plant oral 
Sl simulator exams 

REYES, LA Reaion 3, Office of Diroctor 65/04/23 REED.C Commonweallh Edison 
Co 5pp 30110 018*30119 022 


DOCKET 60-25S PALISADES NUCLEAR PLANT 


8505170451 Rev 5 to El-4 1, ''Technical Support Ctr Layout /Phono Loca Irons " 

• Cornsumors Power Co 05/05/07 2pp 30444 008 30444 009 

8505100357 Roquosts add! info to complfilo review of 840731 submittal including do 
scnption of SPDS & crilical function monitoring sysRosponso requested wilhin 100 
days of receipt of Mr 

ZWOLINSKI.JA Oparaling floaclofs Branch 5 B5/05/09 VANDEWALLE.D J Cor 
Burners Power Co 5pp 30243 291 30243 296 


F. Securlly, medicalj emergency & fire protection plane 


8685170152 Rev 4 to Emergency Implementation Procedure El a, “Onsilo Radiological 
Monitoring " Temporary Change Notice El 65 000 incorporated 
^ Conaumofs Power Co 05/01/29 3pp 30443 017 30443 020 

8605170348 Rev 12 to Emergency Implomenlation Procedure El-2 1, “Emergency Ac- 
tions/Nolifications/ResponslDilities " Temporary Change Notico El 85 001 Incorporat- 
ed 

BRUNET,JR. ANDEflSON.DL, ROGERS.DW Consumers Power Co 65/01/29 
lOpp 30442 204 30442-213 

8505170005 Rev 5 to Emergency Plan Infiplementing Procedure EM 3, “Emergency Op 
orations Facility Activation “ Temporary Change Notice El 05 002 Incorporalod 
BRUNET.JR, ANDERSON.DL, ROGERS.DW Consumers Power Co 85/02/01 
4pp 30443117*30443 120 

8505170210 Temporary Change TCN-EI-85 009 to Rov 4 to Emergency Plan Iniplo- 
monlfng Procedure El 4 2, "Cjporatlonal Support Clr Activation " 

DUOUETTEJM, HINDMAN.D Consumers Power Co 05/02/01. 9pp 30442 160* 
30442 168 


8505170057 Temporary Change TCN EI-B5 005 to Rev 2 to Emergency Plan Imple- 
menting Procedure EM 4, “Medical Caro/Troalmenl of Contaminated, Injured Person* 
nel." 


GADDI E,K I FORD, W L Consumers Power Co 85/02/26 4pp 30443113-30443 116 


850 5230274 Responds to noncomp fiance Identified in 050418 Insp Ropt 50 255/85-07 
re annual emergency proporodne&s training Personnel lacking required training re 
moved from staff augmentation fists 

VANDEWALLE.DJ Consumors Power Co B5/05/13 KEPPLER.J Q Region 3. Olfice 
of Director 2pp 30534 282 30534 263 

6505200436 Forwards Mat MeoKng Ropt 50 255/85-12 on 850603 
HIND.J A Region 3, Oflico of Director 85/05/14 DEWITT,R B Consumers Power Co 
1p 30500 338-30600 341 

-8505200593 Mgt Mooting Ropt 50-255/85 12 on 850503 Major areas 
discussed woaknsss-es in emorgoncy program re linnoly dassificalion of emergencies 
& noliflcalion to offsite authorities 

PAnERSON,JP. PHILLIPS, MP Region 3, Office of Director 65/05/13 3pp 
30500 339 30500 341 


J. insurance & Indemnity Information 


8505140409 Forwards Endorsement 68 to NELIA PolJcy NF 179 & Endorsement 75 1o 
MAELU Policy MF-50 

FROUNFELKER.R Consumors Power Co 65/05/ 08 SALTZMAN.J Olfice of Nuclear 
Reactor Regulation, Director 3pp 30375 095-30375 097 


P. Operating license stago documents & correspondence 


650 51 70097 Rev 4 to site emergency plan 
‘ Consumers Power Co 85/02/28 5pp 30443 044 30443 0'4D 

66 051 7044 9 Tempera^ Change TCN El 85 003 to Rev 10 to Emorgoncy Implementing 
Procedure El-1, “Activation of Site Emergency Plan/Emorgoncy Classification “ 

* Consumers Power Co 85/03/06 4pp 30444 004 30444 007 

6506170069 Temporary Changes TCN-EI-85-004 5 TCN 85 010 to Rev 1 to Emergency 
Implomenlation Procedure EM6 1, “MainI of Emergency Equipment “ 

DUQUETTE, J.M . ANDERSON,D L . BECK.W L Consumors Power Co 65/03/08 5pp 
30443 037-30443 041 

8S 04 00008 3 Temporary Change £1*85 010 lo Rev 1 to Emergency Imptomenling Proce- 
dure EM 6 1, “Maint of Emorgonoy Equlpmonl” 

GADDI E, K, LANGSCHWAGER.O Consumers Power Co 85/03/27. 2pp 29875 361- 
29675 362 

6605000109 Temporaiy Change El 85 014 to Rev 4 lo Emergency Plan Implomonling 
Procedure EM 5 1, “Training & Drills'' 

* Consumers Power Co 65704/00. 2pp 30202 040 30202 049 

6505210161 Public version of revised emern^sney Implementing procedures. Including 
Rov 12 lo “General Ofc Response Team/Emorgoncy Operations Facility'' & Rov 10 
lo “Review 6 Conirol of General “ W/ 05051 3 release memo 
" Consumers Power Co 85/04/22 19pp 30523161*30523 170 

8505000230 Rev 6 to Procedure EMO, "Environ Assessmonl " 

DUQUEHEJM Consumors Power Co 65/04/23 34pp 3020V279-30201 311, 


0605170080 Partial response to FOIA request for NRC memos during or since 10B3 re 
96 LERs or TMI SALP ropi Documents listed in App A end Documents listed in App B 
available In POR, Search ler addi records continuing 

F£LTON,J M Division of Rules and Records 84/09/14 BARFIELD, K Critical Mass 
Energy Project lOpp 30473 318-30474 180 

-6505170301 Forwards readings from safely Injeclion & refueling water lank support 
surveillance lo date, along w/prolirrinary evafualfon of measurements NRC will bo noti- 
fied of schedule for next moasuroments 

KLEIN, PJ Consumers Power Co. 84/02/08 KEATINQ.D Region 3, Of free of Direc- 
tor 2pp 30474 238*30474 230 

8505170041 FOIA requesl for C E repis CEN2P (Dec 1976) & CEN42P (Jan 1974) re 
stoam gonerator repair 

KERDILES.J. Framatomo 84/09/25 Division of Rules and Records Ip 30472 224* 
30472 224 

8605170045 Responds lo FOIA request for C E ropls CENf2P (Dec 1976) & CEN42P 
(Jan 1974) ro stoam generator repairs Forwards nonpropnclQry versions of ropts.por O 
Lavins lefcon 

FELTON, JM Division of Rules and Records 84/10/22 KERDILES,J Framalomo 1p 
30472 225*30473 030 

-8505170053 Forwards nonpropriolary C E Ropt CEN*2(P>, “Palisades Steam Genera- 
tor Tube Exam & Repair “ 

SEWELL, R.B Consumers Power Co 76/01/26 O'LEARY.JF Atomic Energy Com- 
mission. Direclorato of Licensing Ip 30472 226 30472 226 


85 051 7024 8 Temporary Change TCN El-65 006 to Rev 6 to Emergency Plan Imple- 
menting Procedure Ei-10, “Accident Environ Assessment “ 

DUQUETTE,JM Consumers Power Co 65/04/23 2pp 30442 235 30442 236 

8605170263 Temporary Change TCN-EI-B5 007 to Rev 6 to Emorgoncy Plan Imple- 
menting Procedure E(-10, “Environ Assoasmoni " 

DUQUETTE, JM Consumers Power Co 65/04/23 4pp 30442-106 30442.111, 

65O5Q0O332 Temporary Change Ei-05 013 lo Rev 1 lo Emergency Plan Implamenlfng 
Procedure El-2 2, “Emergency Staff Augmonlation “ 

* Consumers Power Co 85/04/24 2pp 30202 341-30202 342 


-0505170000 Nonpfoprielary "Palisades Steam Genoralor Tube Exam & Repair '" 

• Combustion Engineering, Inc CEN-2(P) 74/01/31 Sipp 30472 227 30472 276 

-8506170086 Forwards propriolaiy & nonproprietary versions of C E rapt, “Palisades 
Steam Gonerator Tube Repair Sleeving Propriofary mpl wjUihold (ref 10CFR2 790) 
BIXEL,OA Consumors Power Co 76/12/22 SC)mENCER,A Operating Reactors 
Branch 1 (Pro 790625), 2pp 30472 277-30472 270. 

-8506170070 Nonproprietary “Palisades Steam Generator Tube Repair Sleeving’’ 
SCHERER.AE Combustion Engineering, Inc CEN 42(P) 76/12/10. IIBpp 

30472-279-30473 030 


65 0502043 4 Confirms that newly installed 6 h emergency lights operallonal & will bo 
declared operable before end of May 1965,por 841001 commitment & lOCFR50,App 
R require merits. 

JOHNSON, B.D Consumers Power Co. 85/04/30, Office of Nuclear Reactor Regula- 
tion, Director Ip 30103.360 30103.360 


0606150001 Furlhor response to FOJA request for documenls from INPO & NRC that 
dGscribe.analyzQ or evaluate INFO role or procedures In reporting fnfo lo NRC App A 
documenls encL App B documents sogrogaled & all factual porlions released 
FELTON.JM Division of Rules and Records 64 /1 1/21. TOTTEN, T Cnllcal Mass 
Energy Prolecl 4pp. 30417 001*30417 193. 


8605170140 Temporary Change El-05 012 to Emergency Plan Implementing Procedure 
EMI 2, “Esllmalion of Core Damage From PosI Accident Sampling,” 

* Consumers Power Co. 85/05/03. 2pp. 30443 022*30443 023, 


6505170075 Rev 12 to Attachment 1 to Proceduroe El-2 1, "Emergency/AclIons/NolKI 
cations ” 

• Consumers Power Co 65/05/04 3pp. 30443 111-30443 112. 


6605170172 Rev 3 to Emergency Plan Implemenlatlon Procedure £1-7-1, “Post-Accident 
Sampling " 

HAGER.J. ROGERS,D.W. Consumers Power Co 85/05/08 IQpp 30442 202- 
30442 300. 


6605170134 Corrected Pages 5 & 6 of Attachment 1 to Rev 10 to Emergency Proce- 
dure El-1, "Activation of Site Emorgoncy Plan/Emergency Cfasslflcalbn,'* Pages re- 
placed to make editorial changes. 

^ Consumers Power Co. 05/05/07. 2pp. 30442-1 17*30442 1 18. 


8685170211 Rev 4 to Emergency Plan Implementing Procedure EM 2, 
Support Clr Activation Floor Plan ” 

* Consumers Power Co 85/05/07. 2pp 30442.161-30442-162 


'Operational 


6585170366 Rev 1 to Emergency Plan Procedure El-15 2, “Communications Drills 
* Consumers Power Co. 65/05/07 3pp. 30443:101*30443 193, 


-B50B1S0016 “Evaluation of Palisades Nuclear Plant, Consumers Power Co” 

• Instilute of Nuclear Power Oporatlons 82/12/31 42pp 30417.106 30417 147 

8505030301 Forwards Amend 67 to License DPR-20 Amend modifios Tech Specs to 
properly identify epproprreto wasto gas decay lank for XG*t33 releases & corrects set 
point for three process monilore 

ZWOLINSKI.JA. Operating Reactors Branch 6 85/04/29, VANDEWALLE.D J. Con- 
sumors Power Co 3pp 30 128.0 55-301 26-062 

-8505030312 Amend 87 to License DPR-20, modi lying Tech Specs lo propady Identify 
appropriate svasto gas decay tank for Xe-133 releases & conoct setpoint for throe 
process monitors. 

ZWOLINSKI.JA Operating Reactors Branch 5 85/04/20 6pp 30126 056 30126 082 

650 5070 127 Forwards application for amend lo License DPR *20 .clarifying oxistlng Tech 
Spec 3.15 by reducing unnecessary reporling requirements for primary coolant ays 
leakago Fee paid 

VANDEWALLE.D J Consumers Power Co. B5/04/30 Office of Nuclear Reactor Regu- 
lation. Direclor. Ip 30172.094 30172 100. 

-8505070131 Application for amend lo Llcenso DPR-20,cl an lying existing Tech Spec 
3,15 by reducing unnecessa^ reporling requlromonls for prirr^ary coolant sys leakage 
DEWfTT*R 8 Consumers Power Go 65/04/30, 3pp, 30172 095-30172 097 
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'•■6505070136 Proposed Tech Spec 3 15 re reducingi repo ring requl remen Is for primary 
cooFant sys leakage 

• Consumers Power Co 85704/30 3pp 30172 098 30172 100 

6605070280 Forwards application for amend to License DPR-20, changing Tech Specs 
to arid roquiremonl to v0rl^y.al least once par 12 h.operation of at least one shutoown 
cooling pump & one HX during relueling Fee paid 

VANDEWALLE.D J Consumers Power Co 85/04/30 Olfice of Nuclear Reactor Regu 
lalron, Director Ip 30177 357 30177 361 

•*8506070285 Application for amend to license DPR-20, changing Tech Specs to add 
requiramanl to verify .at feast once per 12 h. operation of at least one shutdown cool* 
ing purnp & one HX during refueling 

DEWITT, RB Consumers Power Co 85/04/30 2pp 30177 358*30177 359. 

-05OSO7O29O Proposed Tech Spec 4 6 1 d, providing varificalion that at least one shut- 
down cooling pump & one HX in operation at least once per 12 h during refueling 

• Consumeis Power Co 85/04/30 2pp 30177 360-30177 361 


Q Inspection reports, IE Bulletins & correspondence 


8505170060 Partial response to FOIA request for NRC memos during or since 1903 re 
96 LERs or TMI SALP rept Documents listed in App A end Documents listed in App B 
available in PDR Search tor addi records continuing , _ ... 

FELTON.JM Division of Rules and Records 84/09/14 BARFIELD, K Crdicol Mass 
Energy Project lOpp 30473 318-30474 100 


*8505170146 Informs tha! util will conduct insp of SIRW tank support &1 rue lure on 
830920 NRC presence during insp welcome Insp procedure end W/o end 
KLEIN.PJ Consumers Power Co 83/08/16 K^EATING.D Region 3, Office of Direc 
tor Ip 30474131-30474 131 


-8505170303 Informs of fourth Insp of safely injection & refueling water <SIRW) lank 
support on 840211 Ulil will continue to monitor SIRW tank support, per 840206 com 
milmenl _ 

KLEIN,PJ Consumers Power Co 84/02/14 KEATING, D Region 3, Office of Direc- 
tor Ip 30474 240-30474 241 


8505060101) Provides supplemental response to Ceneric Lir 83-28, Issues 2.1, “Equip- 
ment Classiti cation & vendor Interface (Reactor Trip Sys Components)" & 3 2, “Post- 
Malnt Tastir39.“ per 850219 commitment Idenlified activity completed as stated 
JOHNSON, B D Consumers Power Co 85/05/01 Office of Nuclear Reactor Regula- 
tion, Director 2pp 30157 162-301 67 163 


*8505170335 Informs of fifth insp of safety Injection & refueling water lank support 
structure on 840308 No significant change in elevation of tank support structure 
found Earlier concern re possible inelastic condition unsupported 
KLEIN.PJ Consumers Power Co 84/03/ 12 KEATING. D Region 3, Office of Direc- 
tor ip 30474 249-30474 249 


8504290442 Generic Ltr 65-07 to all operating reactor licensees re Implementation of 
Integrated schedules for plant mods Sve fist end 

THOWPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22 pp 30218 149-30218 170. 

0505060314 Advises that util 801219 & 841005 submittals re TMI Aclion Item UK 025 
concerning adequate cooling of reactor coolant pump seals during loss of offsite 
poweracceplable llemresolvecf 

ZWOLINSKIJA Operating Reactors Branch 6. 85/05/02 VANDEWALLE.D J Con- 
sumers Power Co 2pp 30202 291-30202 292 


-BS051 70349 Informs of sixth insp of safety injeclion & reactor water tank support 
structure on 840312 No significant change in elevation determined Further insps will 
be conducted during current refueling outage , ^ 

KLEIN.PJ Consumers Power Co 04/03/13 KEATING, D Region 3, Office of Direc- 
tor Ip 30474 250 30474 295 


-8505170300 Informs that util wilt conduct insp of safety Injeclion & reactor water tank 
support structure on 840619 NRC presence welcome . 

KLEIN.PJ Consumers Power Co 84/05/15 KEATING, D Region 3, Office of Direc- 
tor Ip 30475 355 30475.356 


6505060358 Responds to 850327 ltr re problems w/ Exxon LOG A ECCS analysis of 
Westmghouse plants receiving Exxon reload fuel Based on review of XN-NF 78- 
16,i&sua Inapplicable to plant & considered closed. 

ZWOLINSkCja Operatlr^g Reaclors Branchs 85/05/03 VANDEWALLE.D J Con- 
sumers Power Co 2pp 30202 337-30202 33B 


-9505170408 Informs that quarterly insp of safety injection & reactor water lank supporl 
structure postponed due to fluctuating water level In tank during plant startup Now 
msp date will faa set after plant returns to sve 

KLEIN.PJ, Corisumers Power Co 84/06/12 KEATING.D Region 2. Office of Diroc 
tor Ip. 30475-35B.30475 350 


8505130185 Forwards final response to SEP Topic III 7 0. "Design Codes, Design Crite- 
ria & Load Combinations” Submiilal covers remaining issues associated w/lhermal 
loads, snow loads & pipe rupture loads 

JOHNSON, 8 0, Consumers Power Go 6S/0S/O3 Office of Nuclear Reactor Regula- 
lion. Director 52pp 30274 139-30274 190 

8505170398 Forwards application lor amend lo License DPR 20, revising Tech Spec 
4,7 2 to change station battery sve & discharge tests from 18- & 60 month 
inl0rvals,respeclrvely,p0r SEP Topic VIII 3 A. “Station Battery Capacity Test "Fee 
□aid 

VANDEWALLE.D J. Consumers Power Co 85/05/13 Office of Nuclear Reactor Regu- 
falfon, Director 2pp 30444 223 30444 220 

-8505170403 Application for amend to License DPR 20, revising Tech Spec 4 72 to 
change atallon battery sve & discharge tests from 18- & 60-month 
inlervaIs,reapectivsly,p0r SEP Topic VIII 3 A. “Station Battery Capacity Test Require- 
ments ” 

DEWITT.RB Consumers Power Co 85/05/13 3pp 30444 225*30444 227 

-8505170621 Proposed Tech Spec 4 72 change, rev? sing frequency of periodic station 
battery sve & discharge tests from 16- & 60 month fnleAralSirespec lively, per SEP 
Topic VIII-3 A, “Station Battery Capacity Test Requirements “ 

* Consumora Power Co 85/05/13 2pp 30444 228 30444 229 

8505210412 Forwards rev to AdmlnistralivQ Procedure 10 45. "Vendor Manual Control," 
suppCemcnling 850219 response lo Generic Ltr 83-28,fssues 2 1 & 2 2,per BS0S15 
commitment Vendor info control program desenbed 

JOHNSON, B D Consumers Power Ck) 85/05/15 Olfic© of Nuclear Reactor Regula- 
tion, Director 3pp. 30499 351-30500.002 


-8505170476 Informs of insp of safety ln|ectlon & reactor water lank support structure 
on 640731.lnsp expected to take 4 h NRC presence welcome 
KLEIN.PJ Consumers Power Co 84/07/19 KEATING.D Region 3. Offico of Direc 
tor Ip, 30476 134*30476 134 

-8505170501 Informs that seventh Insp ol safety Injection & reactor water tank support 
structure conducted on 840731 Results indicate no significant change in elevation of 
tank support structure during past yr 

KLEIN.PJ Cof^sumers Power Co B4/08/01 KEATING.D Region 3. Office of Diroo- 
lor 3pp 30478 136-30476 130 

6505200035 Responds to NRC 850131 Ur re violations noted in Insp Rept 60 255/84- 
27 Corrective actions four pump fow-flowlnp correctly adjusted to required limit & 
three pump low-flow-tnp set at nigh level 

VANDEWALLE.D J Consumers Power Co 05/03/04 KEPPLER.J G Region 3, Offico 
of Director 3pp 30486 086-30486 088 

8505130366 Responds lo NRC 850320 ltr re vio/alions noted in Insp Ropi 50-265/86 
05 Corrective actions processing methods enhanced to ensure tests completed on 
schedule Computenzed tracking sys to be developed for surveillance program 
VANDEWALLE.D J Consumers Power Co 85/04/16 KEPPLER.J G Region 3. Offico 
of Director 2pp 30277 331-30277 332 

8505070479 Forwards fnsp Rept 50 255/85 00 on 850305 0406 & notice of violation. 
SHAFER.WO Region 3. Office of Director 85/04/25 DEWITT.RB Consumers 
Power Co 2pp 30204 173-30204 187 

-8505070402 Notice of violation from insp on 060305 0408 
SHAFER, WD Region 3. Office of Director 05/04/25 Ip 30204 175-30204 175 


-8605210414 Rev lo Atfminlstratrve Procedure 10 45, "Vendor Manual Control “ 

• Consumers Power Co 85/05/15 lipp 30499 354 30500002 

8505210106 Generic Ltr 85-08 to all holders of CPs & OLs re lOCf R20 408 termination 
repis • formats 

THOMP60N.HL. Division of licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30682 301. 

8505290079 Application for amend lo License OPR-20,modifyjng Tech ^ecs concern- 
ing operability el primary coolant sys leakage defection sysoer NLIREG-0820 .Section 
4 15 2, “Integralecl Plant Safety Assessment Repi “ Fee paid 
VANDEWALLE.D J Consumers Power Co 85/05/23. Office of Nuclear Reactor Regu- 
lation, Director 5pp. 30599 221-30599 231 

-6505290005 Proposed Tech Specs re operability of primary coolant sys leakage detec- 
tion sys 

• Consumers Power Co 85/05/23 6pp 30599 225-30599 231 

0505290091 Application for amend lo License DPR-20, changing Tech Spec Sections 
3,7 b & 3 7i,aB result of discovery & subsequent repair of cracked cylinder head on 
Diesel Generator 1-1 Fee paid 

REVNOLDS.J.W Consumers Power Co 85/05/24 DENTON.HR Office of Nuclear 
Reactor Regulation, Director. 4pp -30596 177-30596 182 

-6SQ5290066 Proposed Tech Spec 3 7, revising electrical sys as result of discovery & 
subsequent repair of cracked cylinder head on Diesel Ger^arator 1-1. 

• Consumers Power Ce 85/05/24. 2pp 30S96 181-30596 182 

6505290356 Notification of 850530 meeting w/uti! in Bethesda.MD to discuss & prepare 
change la pressure/lemp limit curve In Tech Specs 

WAMBACH,TV, Operating Reactors Branch 5 85/05/24 ZWOLINSKI.J.A. Operating 
Reactors Branch 5, 3pp 30596:144-30596,146 


-8505070487 fnsp Rept 50 255/85 08 on 850305 0408 Violations noted' Surveillance 
Tost ME*12,Step 52 1 re battery cell temp not performed on specific cells Efeclrolyla 
heights nol recorded per Tesl ME-12 Step 5 3 

WRIGHT, GC Region 3, Office of Director 85/04/25 12pp 30204 176-30204 187 

8504250452 IE Info Notice 85-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Enoineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115.185 
30115 201 

8504250455 IE Info Notice 85-035, "Failure of Air Check Valves to Seat " Sve fist end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc, 108pp 30115 077- 
30115184 


8505130357 Submits revised response to violations noted in Insp Rept 50 255/85* 
04 Addi correckvo actions filter elements reinstalled on Fillers F-57A,B & C & evalua 
lion of radwasto sys performed fo determine if other elements removed 
VANDEWALLS.O J Consumers Power Co 85/05/02, KEPPLER.J.G Redon 3. Offico 
of Director 2pp 30274 292-30274,283 ^ 


8505080418 IE Info Notice 84-52, Suppi 1. “Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors “ 

JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/09 Consolidated Edison Co of New York, Inc lOpp 30615^330 
30616347 


8505230274 Responds to noncomplianca Identified In 850418 Insp Rept 50 265/85-07 
ra annual emergency preparedness training Personnel lacking required train ina re- 
moved from staff augmenlalion lists 

VANDEWALLE,OJ Consumers Power Co 85/05/13, KEPPLER.J.G Reaion 3 Office 
of Director 2pp 30534 282-30534 203 ^ 
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050513D034 IE Info Notice 85-037, ‘^’Chemicaf Cleaning of Steam Generators at Mill 
atone 2 '' Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
630103) 85/05/14 Yankee Atomic Electric Co 4pp 30048 272'30049 014 

6505200436 Forwards Mot Mealing Ropt 50-255/05-12 on 850503 
H1ND,J A Region 3, Office of Director 85/05/14 DEWITT,R B Consumers Power Co 
Ip 30500 330-30500 341 

-0605200593 Mgt Meeting Ropt 60 255/65-12 on B505D3 Major areas 
discussed weaknesses In emergency program ro timely classification of emergencies 
& notification to offsite authorities 

PArrERSON,J P , PHILLIPS, MP Region 3. Office of Director 85/05/13 3pp 
30500 339 30500 341 

B 5053106 13 Forwards Safety Insp Repi 50-255/85-10 on 050423-26 & 0501 02 & 
notice of violation 

PAPERIELLO.C J Region 3, Office of Director 05/05/21 DEWfTT.R 8 Consumers 
Power Co 2pp 30663 201-30663 294 

'<>8505310618 Notice of violation from Insp on 850423*26 & 0501-02 
PAPERIELLO,C J Region 3, Office of Director 65/05/21 2pp 30663 283 30663 204 

-0605 3 10624 Insp Ropt 50-265/05 10 on 850423-26 & 0501-02 Violations noted failure 
to follow radiation protection procedures 

LOVENOALE.P C , GREGER.LR Region 3, Office of Director 05/05/21 lOpp 
3Q6G3 285-30663 204 


R, Periodic operating reports & related correspondence 

0505160406 "1904 Annual Environ Operating Rept " W/850425 Hr 
FRISCH,R R Consumers Power Co 84/12/31 KEPPLER.JG Region 3. Office of Di- 
re dor 7pp 30440 067-30440 073 

8S05230247 Monthly oporaling rept for Apr 1965 W/050508 Hr 
SMITH.PA, VANDENBERQ.O Consumers Power Co 05/04/30 5pp 30536 205- 
30538 209 


S. Reportable occurrences, LERs & related correspondence 


0505170080 Partial response to FOIA request for NRC memos during or since 1983 ro 
00 LERs or TMI SALP rod Documonts listed In App A end Documents listed in App B 
available in PDR Search (or addl records continuing 

FELTON, JM Division of Rules and Records 04/09/14 BARFIELD,K Critical Mass 
Energy Project lOpp 30473 318 30474 1Q0 


-8505170471 Forwards LER 03 74, associated licensee corrective action documentation 
& ovniuation of safoty signHIcanco ro discovery of numerous main steam safely valve 
solpolnts oulslclo lost accoptanco criteria for transmittal 

JORGENSEN, BL Region 3, Oflice of Dlroclor 84/07/16 SHAFER, WD Region 3, 
Office of Director lipp 30470 025-30476 049 


0504170647 Forwards monthly status ropt on plant-specific backfitting activities current 
through 850300 Nino of 15 SER open Items resolved prior to appeal meolingsSER 
scheaulod for complelion on 050329. 

CRUTCHFIELD, D Assistant Director for Safoty Assessment. 85/03/10 
THOMPSON,HL Division of Licensing 65pp 30161 102-30161*246 


8605170121 LER 85 003 00 In lalo Nov 1004 & since 050211, reactor Internals vibration 
monllorino not performed for weekly lost per Tech Spec 4 13(c) Caused by hardware 
failures in data processing equipment Now equipment obtained.W/050507 Hr. 
LEWIS.JG, FRISCH, RR Consumers Power Co. 05/05/07 3pp 30465 300- 
30465 310 

0505230661 LER 65 005 OO.on 050414, during power reduction (or turbine control 
problem a, safe guard 9 bus 1C failed to transfer Cause unknown Investigation 
conlinulnn Proper hand switch operation will be discussed w/oporators W/850513 Hr 
LEWIS,JQ, BORDINE,T.C Consumers Power Co 05/05/13. 4pp 30542 132- 
30642 135 

6505230806 LER 05 004-00 on 85041 1, previous doy data used for channel adjustment 
of power range safely channels calculations Caused by personnel orror.No adjust- 
mont to channels necessary Personnel counseled W/65051 3 Hr 
LEWIS.JG, BORDINEJC. Consumers Power Co 05/05/13 2pp 30540 361- 
30540 362 


DOCKET 60-250 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 

8505200216 Forwards Insp Roots BO 259/85-1 7,50-260/85-1 7,50-296/85-17. 50 327/ 
05-14.50 320/85 14,50-390/05 31 & 60-391 /05 28 on 050319-22 No violation or dovi- 

V^R*b!SdM Region 2, Office of Director. 05/04/04. PARRIS, HG Tennessee 
Valley Authority 2pp 30486 027-30486 037 

-8505200263 Insp Ropts 60-250/05 1 7,50-260/85-17.50 206/85-17. 60-327/86-14,50- 
328/85-14,50 390/86 31 & 60 391/85-20 on fl5031D-22.No violation or deviation 
notod.Mojof areas inspoclod radiological environ monilofing 
KU20,G B Region 2. Office of Dlroclor 85/04/03 flpp. 30406,029-30488037 

6566030730 Confirms 850429-0501 sHe visits to review fire protection exemption re- 

VA&SALLO.DB Operating Reactors Branch 2 85/04/23. PARRIS, H.G. Tennessee 
Valley Authority 2pp, 30160 362-30150,363. 

BB05020373 Rev 24 to radiological emergency plan.W/ep426 Hr* ^ 

MARKS,BK.. HUFHAM.J.W Tennessee Valley Authority. 85/04/26. GRACE, JN 
Region 2, Office of Director. 7pp. 30106 118-30106:123 

Director 45pp, 30104 006-30104 049. 


8505020436 Rev 16 to Central Emergent^ Control Clr Implementing Procedure IP-3, 
"Alert,Site Area Emergency & General Emergency" & revised djv of nuclear power 
emergency ctr implementing procedures W/850426 Hr 

WEBB.WE, MARKS.BK, HUFHAM.J W Tennessee Valley Authority 85/04/26 
GHACE.J N Region 2. Office of Director IBpp 30104 248-30104 267 

6505130254 Forwards revs to physical security plan Revs withheld (ref 10CFR73 21) 
HUFHAM,J W Tennessee Valloy Authority 85/05/02 GRACE, J N Region 2, Office of 
Director Ip 30274 020-30274 020 

0505140241 Forwards response to items identified by EG&G as insufficient re conform 
ance to Rev 2 to Reg Guide 1 97 Corrections to original response will be submiHed 
by 850508 

DOMER.J A Tennessee Valley Authority 85/05/07 VASSALLO.D B Operating Reac- 
tors Branch 2 lepp 30373 179 30373 194 

8505140434 Application for amend to Licenses DPR 33,DPR-52, & DPR-6B, revising 
Tech Specs to add addi cable tray fixed water spray sys & clarify lest 
requirements, per commitment in util 840801 response to NRC insp Fee paid 
DOMER.J A Tennessee Valley Authority 85/05/08 VASSALLO.D B Operaling Reac 
tors Branch 2 4pp 30374 355 30375 005 

-8505140440 Proposed Tech Specs adding addI cable tray fixed water spray sys & 
clarifying tost requirements 

* Tennessee Valley Authority 86/05/08 lOpp 30374 359-30375 005 

8505210308 Revised emergency clr implementing procedures.including Rev 8 to IP-1 re 
operations duty specialist concerning transportation accident shipment of radwaste 
from TVA facility W/8505 17 Hr 

HUFHAM.J W Tennessee Valley Authority 85/05/17 GRACE.J N Region 2. Office of 
Director 14pp 30489 344-30400 358 

8505290286 Ack receipt of 850501 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 259/05 16, 50 260/85-16 & 50-296/85-16 
VERRELU.DM Region 2, Office of Director 85/05/21 PARRIS, HG Tennessee 
Valley Authority Ip 30597 130 30597 131. 

-8505290294 Responds to NRC 850401 Hr re violations noted in Insp Repts 50 259/85 
16,50-260/85 16,50 296/85 16 Corrective actions withheld (ref 10CFR73 21) 
MCCLOUD, D E Tennessee Valley Authority 85/05/01 GRACE.J N Region 2, Office 
of Director Ip 30697 131-30597*131 

B505290137 Forwards Insp Repts 50-259/85-29,50-260/05 29 & 50 296/85-20 on 
850506 08 No violations or deviations noted 

VERRELLI.DM Region 2, Office of Director 85/05/22 PARRIS.HG Tennessee 
Valley Authority 2pp 30599 338-30599 340 

-8505290154 Insp Repts 50-259/85-29,50-260/65-29 & 50 296/65 29 on 850506- 
08 No violations noted Insp held to coincide w/site familiarisation given to FBI special 
agents Details withheld (ref 10CFR2 700 & 73 21) 

TOBIN.WJ Region 2. Office of Director 05/05/21 Ip 30599 340-30599 340 

8506310133 Forwards info re concerns discussed in 050425 meeting on 850101 rev to 
pliysical security & contingency plans Rev either inconsistent W/10CFR60 54 or 
lacked sufficient detail End withheld (ref 10CFR73 21) 

WALKER.R D Region 2, Office of Director 85/05/24 PAHRIS.H G Tennessee Valley 
Authority 3pp 30641*268-30641 270 


J. Insurance & Indemnity Information 

8505080308 Folwards Endorsements 83 & 70 to NELIA Policy NF-198 & MAELU Policy 
MF 66,respectively 

DUCK.J.R Marsh & McLennan, Inc 85/05/01 SALTZMAN.J Office of Slate Pro- 
grams, Director 3pp 30202 323-30202 325 


P. Operating flcense stage documents & correspondence 


8505090329 Further response to FOIA request for all memos written by NRC during or 
since 1903 re 96 LERs & SALP for TMI Forwards documents listed In Apps A.B & 
C Documonts also placed in PDR. . , ,, 

FELTON, JM Division Of Rules and Records. 04/10/02 BARFIELD, K Critical Mass 
Energy Project 6pp 30248 034-30248.046 

-8606090470 Forwards 830926 memo re design adequacy of main steam relief valve 
tailpipe 10 inch vacuum breakers Evaluation of memo, test data fi regional position for 
noted Hems requested 

LEWIS, RC Division of Project & Resident Programs 83/10/07. OLSHINKSKI.J A 
Region 2. Office of Director. Ip 30248 320 30248 320 

-8605090474 Discusses main steam relief valve tailpipe 10 inch vacuum breakers.m re- 
sponse to 831007 memo Stuck valves Intended to bo replaced at end of cycle NRC 

olsmNSKbS A^'^Svisff^o^ Engineering & Operational Programs 83/11/06 
LEWfS.RC Division of Project & Resident Programs 3pp 30248 321-30246.322 


8506150001 Further response to FOIA request for documents from INPO & NRC that 
describe, analyze or evaluate INPO role or procedures In reporting info to NRC App A 
documents end App 0 documents segregated & ell factual portions released 
FELTON,JM Division of Rules and Records 04/11/21 TOTTEN, T Critical Mass 
Energy Project 4pp 30417 001-30417193 


-8505160113 "Browns Ferry Nuclear Plant, TVA," 1982 evaluation 
* Institute of Nuclear Power Operations 02/12/31. 52pp 30418 294-30418 345. 


8605090271 Responds to FOIA request for documents re 841003-04 meetings in San 
Jose.CA between NRC & Hydrogen Control Owners Group FonfVards documents 

FELT(m>?Rl Division of Rules and Records 84/11/28 HIATT, SL Ohio Citizens for 
Responsible Energy 3pp. 30251*276-30252 242 

-8505090312 Forwards severe core damage analysis package re hypothetical ATWS at 
f&cllllv^V/o 6iicl 

WIGDOR.M Reactor Systems Branch 84/10/16 THOMAS, Q Electrfc Power Re- 
search JnstHute, 1p 30252 023-30252*242, 
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8SOSOB0120 Forwards co/recied pages lo Amends 116,111 & B6 lo Licenses DPR- 
33,OPR*5? S DPR 6 B, respectively, adding changes inadvertently onnillod.corfecling 
wol notes to indicate previous* amends & revising pages to improve legibility 
CLARK, RJ Operating Reactors Branch 2 85/04/22 PARRIS.HG Teitnesse© Valley 
Authority 2pp 30186 139 30186 167 


‘6505200253 Insp ReptS 50-250/85*17,50^260/85-17,60-206/85 17. 50 327/85 14,50- 
328/85 14,50^390/85*31 & 50 391/85-26 on 850319 22 No violation or dsviatron 
noted Major areaa Inspected radiological environ monilonng Implementation, 

KUZO,G B . ADAMOWZ.S A , MONTGOMERY.D M Region 2. Ofirce of Director 85/ 
04/03 9pp 30486 020 30486'037 


8505080129 Amends 116,111 S 86 to Licenses DPR 33, DPR 52 & DPR 60. 
respectively.correcling footnotes to indicate previous am6nd5,rQVisfng pages to im- 
prove legibitiW & adding changes inadvertently omitted from amends 
‘ NRC- No Detailed Afliliahon Given 85/04/22 27pp 30186 141 30186167 


S505220170 Forwards Insp Repts 60-259/85 15,50-260/85 15 & 50-296/85-15 on 
850226 0325 & notice of violation 

WALKER.R D, Region 2, Office of Director 85/04/24, PARHIS.H G Tennessee Valtoy 
Authority 2pp 30528 319-30528 334 


8505050070 Requests add! mfo re response la Generic Ltr 83 28, Item 2 2 NUTAC pro 
gram does not address concern re mterface between vendors & util Info requested 
within 60 days of ltr receipt Review end 

VASSALLO.DB Operatmg Reactors Branch 2 65/04/23 PARRIS.HG Tennessee 
Valley Aulhorily 2pp 30187 177 30187 186 

8505060228 Summary of 850325 meeting w/uli! re status oJ equipment qualification pro- 
gram 

CLARKR J Operating Reactors Branch 2 85/04/23 Operating Reactors Branch 2, 
4pp 30180 334-30189 337 

8505030679 Notification of 850502 meeting w/ulil tn Belhesda.MD to discuss enhance 
ments lo employee concerns program 

KENYON.T J Licensing Branch 4 05/04/26 ADENSAM.E G Licensing Branch 4 
2pp 30160 283-30160 284 

8504290442 Generic Ltr 65 07 to all operating reactor licensees re implementation of 
integrated schedules for plant mods svc (ist end 

THOMPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co of Now 
Vork.Jnc 22pp 30218 149 30218 170 

8505070161 Forwards fist of diesel generator auxiliaries necessary to support proper op- 
eration of diesel generator sets, in response to 850228 request for info on shared 
emergency dlosel generators Associated drawings provided separately 
MCCLOUD, DE Tennesseo Valley Authority 85/05/02 VASSALLO.DB, Operating 
Reactors Branch 2. 3pp 30172 203-30172 205 

8505200160 Forwards Amends 117.112 & 88 to Licenses DPR-33,OPR-52 & OPR-68.re 
speclively & safety oval ual Pan Amends change Tech Specs to reflect 161 IkV offsite 
power sys capability & incorporate changes in start bus utilization 
CLARK.RJ Operaling Reactors Branch 2 85/05/02 PARRIS.HG Tennessee Valley 
Authority 2pp 30502 027 30502091 

-SS05200ies Amends 117,112 & 88 to Licenses DPR-33,DPR-52 & DPR-68. 
rBspectively.changing Tech Specs to reflect 161 kV offsite power sys capability & in 
corporating changes in start bus utiJizstion 

VASSALLO.DB Operating Reactors Branch 2 85/05/02 60pp 30502 029- 
30502086 

“8505200178 Safely evaluation supporting Amends 117,112 & 88 lo Licenses OPR- 
53,DPR-52& DPR 60, respectively 

' Office of Nuclear Reactor Rogulalron, Director 85/05/02 3pp 30502 0B9 

30502 061 

8505160204 Forwards safety evaluations & DNL technical evatuation rept re post imple- 
mentation audit review of plant unique analysis rept Mods in accordance w/NUREQ- 
0661 or acceptable Tech Spec changes requested 

VASSALLO.DB Operating Beaclors Branch 2 85/05/06 PARRIS.HG Tennessee 
Valley Aulhonly 3pp 3046^0 145-30450 176 

“8505160214 Safety evaluahon re Mark I containment long-term program pool dynamic 
roads review for plant Pool cfynamic loads meet acceptance critena of NUREQ-0661 
or alternative cntena acceptable 

* Office of Nuclear Reactor Regulation, Director 85/05/06 2pp 30450148- 

30460 149 

“B 505160233 “Technical EvaEuahon of Browns Ferry Nuclear Plant, pfant Unique Analy- 
sis Rept “ 

SONIN.AA. tEHNER.JR, BIENKOWSKI.G Brookhaven National Laboratory FIN A- 
3713 BNL 04243. 84/09/30 NRC - No DeJailod Affiliation Given. 24pp 30450.150- 
30450 173 

“85 05160247 Safety evaluation re Mark I conlamment fang- term program structural 
review for plant Mods follow NUREG 0661 guidelines & acceptable Analyses verified 
& approved 

• Office of Nuclear Reactor Regulation, Director 85/05/06 3pp 30450 174- 

30450 176 


—8605220176 Notice of violabon from insp on B50226 0325 

* Region 2, Office of Direcfor 85/04/24 2pp 30528 321 30628 322 

-8505220179 fnsp Rept 60-259/85-15,50-260/85-15 & 50 298/85-15 on 850226- 
0325 Violalfons noted failure to have ail three trains of standby gas treatment opera- 
ble & to adhere to Tech Spec 6 3 A 0 , , , 

PAULK.G L . PATTERSON, C A , LENAHAN.J J Region 2, Office of Director 05/04/ 
23 12pp 30628 323-30528 334 

8505200485 Forwards Insp Repts 60.259/85-21.50-260/85 21 & 50-296/85 21 on 
850401 -04 & notice of violation 

VERRELU.OM. Region 2, Office of Director 85/04/26 PARRIS.HG Tennessee 
Valley Aulhonly 2pp 30487 299-30487 310 

-8505200468 Notice Of violation from Insp on 850401-04 

* Region 2, Office of Director 85/04/26 4pp 30487 301-30487.304 

-8505200474 Insp Repts 50-259/85-21,50 260/85-21 & 50-296/85-21 on 850401- 
04 Viotation noted Inadequate design calculations on Pipe Support HPCI R-86,R2. 
LIU.WC, 6LAKE.JJ, Region 2, Office of Director 85/04/19 6pp. 30497' 305- 
30467 310 

8506240359 EN-85-035,on 850502, notice of violation & proposed imposition of cMf pen- 
alties in amount of $75,000 will be issued to licensee Action baseo on one safeguards 
Violation in which vital equipment not protected properly 

KLINGLER.G., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 
85/04/29. Ip 30562 285-30562 285 

8504250452 JE Info Notfce 65-034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Puping " Svc list enci 

JORDAN.t L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/30 Consolidated Edison Co of New York, fnc 107pp 30115106- 
30115 291. 

8504250455 IE Info Notice 85-035, “Failure of Air Check Valves to Seat “ Svc list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/90 Consolidated Edison Co of New York, Inc 108pp 30115 077- 
30115*184 

8505170414 Forwards Enforcement Conference Repts 50259/85 24, 60-26D/85 24 &. 
50 296/85 24 on 850408 

GRAGE,J N Region 2, Office of Director 85/04/30 PARRIS, H G Tennessee Valley 
Authonty 2pp 30465 072-30465 077 

-8505170433 Enforcement Conference Repis 50-259/85-24,50-260/85-24 & fiO 296/ 
85 24 on 850408 Major areas discussed operability of Unit 1 HPCI sys & fack of safety 
evafuation after discovery of open resistors 

PAULK,Q L . CANTRELL, FS Region 2, Office of Director 85/04/23 4pp 30465 074- 
30465 077. 

8505200026 Forwards fnsp Repts 50-269/85-20,60-260/85-20 & 50 296/85-20 on 
850321-28 Viotalions Identified under consideration for escalated enforcement aclion 
& may change as result of further NRC review 

GRACE, JN. Region 2, Office of Director 65/04/30 PARRIS.HG Tennessee Valley 
Authority. 2pp 30486 213-30486 218 

-8505200030 fnsp Repis 60 259/85-20.50 260/85 20 & 50-296/85-20 on 650321- 
28 Violal'on noted.failure to perform safety evaluation required by plant procedures 
PAULK,G L , PATTERSON.C A . CANTRELL, F S Region 2. Office of Director 85/04/ 
23 4pp. 30486 215-30466 216 

8505240343 EN 85-03SA hold placed on notice of violation & proposed imposition of 
civil penalties fn amount of $75,000 scheduled to be Issued to licensee on 850502, 
KLINGLER.G. AXELRAD.J Director's Office, Office of Inspection and Enforcement 
85/05/02 Ip 30562.281-30562 281 


8505140434 Application for amend lo Licenses DPR 33,DPR-52 & DPR-68, revising 
Tech Specs to add addi cable (ray fixed water ^ray sys & clanfy test 
requiremenl8.per commslmenl in utit 840801 response to NRC insp Fee paid 
DOMER.J A Tennessee Valley Aulhonly 85/05/08 VASSALLO.DB Operating Reac- 
tors Branch 2 4pp 30374 355-30375 005 

-'8505140440 Proposed Tech S^pecs adding add! cable tray fixed water spray sys & 
clarifying test requirements 

• Tennessee Valley Authonty 85/05/08 lOpp 30374 359 30375 005 

8505300394 Informs that reactor bldg closed cooling water sys does not meet closed 
loop acceplanc© criteria & will be backfilled to accommodate Type C tesiing per 
10uFR50,App J Mods schedufed dunng next refueling outage 
DOMER,J A Tennessee Valley Authority 85/05/10 VASSALLO.DB Operating Reac- 
tors Branch 2 4pp 30636 355 30638356 

8505210106 Generic Lif 85-08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON.H L Dcvision of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30662 282-30682 301 


Q, fnspectfon reports, IE Bulletins & correspondence 

8SOS200215 Forwards Insp Repis 50 259/85-17.60 260/85 17,60-296/05 17. 50-327/ 
85-14,50.328/86-14,50-390/85 31 & 50-391/85-26 on 850319-22 No Violation or devi 
abon noted, 

VERRELLLDM Region 2, Office of Director 85/04/04, PARRIS, H.G Tennessee 
Valley Authonty. 2pp 30486 027-30486 037 


8505090311 Forwards plans for piping in sps .corrective actions &/or mods, per 031219 
order confrrming util commitments on pipe rack-refated Issues & DE McCloud 850327 
Ilf 

DOMER.J A Tennessee Valley Authority 85/05/03 VASSALLO.DB Operating Reac- 
tors Branch 2. 5pp 30221 049^30221 053, 

8505060418 IE Info Notice 84'52,Suppl 1, “Inadequate Mali Procurement Controfa on 
Part of Licensees & Vendors." 

JORDAN, E L Division of Emergency Preparedrress & Engineering Responao CPoat 
830103) 85/05/08 Consolidated Edison Co of New York, Inc. lOpp 30615:330- 


0505140434 AppllcalJOn for amend lo Licenses DPR.33 ,dPR- 52 & DPR-68, rovlsin.g 
Tech Specs to add addI cable tray fixed water ^ray sys & cfar^fy teat 
requlremenls.per commfimeni In util 840801 response to NRC Insp Fee paid 
DOM ER,J, A, Tennessee Valley Authority 85/05/08 VASSALLO.D.B Ope rabna Reac- 
tors Branch 2. 4pp 30374 355-30375 005 ^ ^ 

850520D205 EN-86 035B:on 85051 6, civil penalty In amount of $50,000 will be issued for 
safeguards violation Hold placed on enforcement action on 850502 Escalation of pro- 
posed cMl penalty unwarranted based on licensee corrective actions 
KLINGLER.G , AXELRAD.J Director's Office, Office of Inspection and Enforcement 
65/05/13 Ip 30468:260-30468.260. 


8505290286 Ack receipt of 850501 Mr Informing NRC of steps taken to correct violallons 
noted In Insp Repts 50-269/85-16. 50-260/85-16 & 50-296/85-16 
VERRELLI.DM. Region 2, Office of Director 85/05/21, PARRIS.HG. Tennessee 
Valley Authority Ip, 30597:130-30597.131, 
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.a5052902'94 Responds to NHC 850401 Itr ro violations noted in Insp Ropts 50-250/85 
1 6.50'260/65-1 6, 50-296/85-1 6 CorfQCtivo actions withheld (fat 10CFR/3 21) 
MCCLOUD.OE Tennessee Valley Authority 85/05/01 GRACE, J N Region 2, Office 
of Director Ip 30597 131-30597 131 


0505030730 Confirms 850429 0501 site visits to review fire protection exemption ro- 
quests 

VASSALLO.D B Opernling Reactors Branch 2 85/04/23 PARRIS, HG Tennessee 
Valley AuthOflly 2pp 30150 362-30150 363 


6505290137 Forwards Insp Repls 50-259/85 29,50-260/85-29 & 50 296/85-29 on 
850500 00 No violations or deviations noted 

VERRELU.DM Region 2, Office of Director 65/05/22 PARRIS.HG Tennessee 
Valley Authority 2pp 30599 330-30599 340 


-8605290164 Insp Repts 50-259/85 29,50-260/85-29 & 50-296/05 29 on 850506 
08 No violations noted Insp held to coincide w/slte familiarization given to FBI special 
anonls Delalls withheld (ref 10CFR2 790 & 73 21) 

TOBIN WJ, MCQUIRE.DR Region 2. Office of Director 65/05/21 Ip 30599 340- 
30599 340 


0505290165 Clarifies position that leakage monitoring frequencies & out of-svc limes in 
Tech Specs sufficient to detect leaks caused by through wall cracks fn timely 
manner More resiriclive leakage monitoring limits unwarranted 
DOMER,JA Tennessee Valley Authority 85/05/22 VASSALLO,D B Operating Reac- 
tors Branch 2 2pp 30600 020-30600021 


R. Periodic operating reporta & related correspondence 



S- Reportable occurrences, LERe & related correspondence 

0408030196 LER 03 060/01 X-2 on 831210,RHR pump 1C motor tnppad.leaving only 
pump 1A operable, in violation of Tech Specs Caused by bearing & winding 
failure Periodic oil analyses to bo performed to delect potential bearing failure W7 
840724 Hr 

CHRISTOPHER, W , JONES, G T. Tennessee Valley Authority 84/05/25, 3pp 
25917’2g0 25917 292. 


8505020373 Rev 24 to radiological emergency plan W/850426 Hr 
MAHKS.BK, HUFHAM.JW Tennessee Valley Authority 85/04/26 GRACE, J N 
Region 2, Office of Director 7pp 30106 118 30106 123 

0505020383 Revised radtofoglcal emorgoncy plan implementing procedures, including 
BFN IP-2, "Notification of Unusual Event." 0FN fP-3, "Alert, BFN IP 4, "Site Area 
Emergency" & BFN IP 5, ''General Emergency ’’ W/860426 Hr 
HUFHAM.JW Tennessee Valley Authority 85/04/26 GRACE, JN Region 2, Office of 
Director 46pp 30104 005-30104 049 

8506020436 Rev 16 to Central Emergency Control Clr implementing Procedure IP 3, 
"Alert, Site Area Emergency & General Emergency" & revised div of nuclear power 
emergency ctr implementing procedures W/B50426 Itr 

WE0a,W£. MARKS.BK. HUFHAM.JW Tennessee Valley Aulhonly 85/04/26 
GRACEJ N Region 2. Office of Director 18pp 30104 248 30104 267 

8505130264 Forwards revs to physical security plan Revs withheld (ref 10CFR73 21) 
HUFHAM.JW Tennesseo Valley Authority 65/05/02 QRACE.JN Region 2, Office of 
Director Ip 30274 020-30274 020 

8605140241 Forwards response to items Identified by EG&G as insufficient re conform 
anco to Rev 2 to Reg Guide 1 97 Corrections to original response will be submitted 
by 850508 

DOMER.JA Tennessee Valley Authority 85/05/07 VASSALLO.D B Operating Re ac 
tors Branch 2 16pp 30373 179-30373 194 

8605140434 Application for amend to Licenses DPR 3 3, DPR 52 & DPR 68, revising 
Tech Specs lo add addi cable Iray fixed water spray sys & clarify lest 
rogulremonts.por commitment in util 040001 response lo NRC insp Fee paid 
DOMER.J A Tennessee Valiev Aulhorily 85/05/00 VASSALLO.D B Operating Reac- 
tors Branch 2 4pp 30374 355 30375 005 


0505090329 Further response lo FOIA request for all memos wrillen by NRC during or 
since 1983 re 96 LERs & SALP for TMI Forwards documents listed in Apps A,B & 


C Documents also placed In PDR _ , ^ . 

FELTON, JM Division of Rules and Records 84/10/02, BARFIELD.K Critical Mass 
Energypro ecl 6pp 30240 034-30240 046 


•‘8505090476 Forwards potentially generic issue data shoot re failures of pilot Info! lube 
aHachmonls on Target Rock aafoly relief valves a i 

LEWIS, RC Division of Project A Resident Programs 83/03/04 JORDAN, EL Divi 
Sion of Englnesring & Quality Assurance fPre 830103) STAROSTECKf.R Division of 
Project a Resident programs NORELiUS.C E Division of Project a Resident Pro 
grams 2pp 30248 323 30249 096 


3505030576 LER 82 006/03X-2on 820 10 9. reactor motor operated valve board (LPCI) 
motor generator set 1 EN removed from svc due lo loss of lubricant on generator 
ooupllna Causficf by change of consistency & loss of lubricant W/850426 Itr 
JONES.GT Tonnoaseo valley Authority 85/04/26 3pp 30146*354-30146 356 


8&0SQ3O71C LER 84-022 04 on 84051 2, determined that necessary cooling equipment 
for some electricaf board rooms could bo lost during LOCA Caused by design over- 
sight on toad shed logic Mods scheduled W/850426 Itr 

GORDON, AW, JONES.GT Tennessee Valley Authority. 85/04/26 3pp 30142331- 
30142 333 


0505090616 LER 85 01 2-00 on 850408,discovorod standby gas troalmont sys divisional 
cables routed through fire stop/prossure seals using spare cables designated for non- 
safety related use Junction box also determined selsmlcally unqualified, 
GORDON.AW, JONES.GT Tennessee Valley Authority. 85/04/30 3pp 30232 141- 
30232143 


0505080372 LER 85 010 OO.on 850403, following upscale alarm of CAM- 1 -90-250, chemi 
cal analyst failed to continue CAM hourly sampling par Surveillance Instruction 
4 6 B 1 a Caused by personnel error. Personnel given aodl training W/850503 Itr. 
SMITH.DL, JONES.GT. Tennessee Valley Authority 85/05/03 3pp 30228.103- 
30228 195. 


8B05150155 LER 85-011-00 on 05041 1, control circuit fuse blew.causing partial initiation 
of primary containment isolation sys Caused by failure of relay 16AK72 coll Coil 
replaced New fuse inalalled Recurrence control not required. W/8505 10 Hr 
SfEELE.n.C., JONES.GT Tennessee Valley Authority 85/05/10. 3pp, 30395 073- 
30395 076 


8505290328 LER 85 014-00:on 8504 10, diesel generator racks & shutdown board bat- 
tery rack 3E8 discovered to bo seismically unqualified Caused by Installation 
deficiency. Racks modified to meet design requirements W/860514 Hr 
JONES.SB, JONES, Q.T Tonnos&eo Valley Aulhorily. 85/05/14 3pp 30619 143- 
30619 145. 


8505300261 LER 85-013 00 on 650418, uli) ofc of ongineorinn dolorminod that existing 
configuration of startup test instrumonlalion panels cannot bo determined to bo sois- 
micalfy qualified Caused bv improper mounting of panels W/85051 4 Hr. 
QOnOON.AW, JONES.GT Tennessee Valley Aulhorily 85/05/14. 3pp 30639,209- 
30639:211. 


DOCKET BO-aeO BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F, Securlly, medical, emergency & fire protection plans 

0506200215 Forwards Insp Repts 50-259/85- 17,50-260/05-1 7,60-296/86-1 7, 60-327/ 
05.14,50-328/85-14,60-390/85 31 & 60-391/85-26 on 8S0319-22.No violation Of devf- 

VE^R^LLLDM. Region 2, Office of Director 05/04/04 PARRfS.HG Tennessee 
Valley Authority 2pp 30486:027-30486.037 

-8505200253 Insp Repts 50 269/85-17,50-260/85-17,50-290/85-17, 50 327/86-14.50- 
328/86 14,50*390/85 31 & 60-391/85-26 on 85031fi-22.No violation or deviation 
noted. Major areas inspected 'radiological environ monitoring implemenlawon 
Kl)ZO,Q B, Region 2, Office of Director 85/04/03. 9pp. 30486,029 30486'037. 


.-8505140440 Proposed Tech Specs adding add! cable Iray fixed water spray sys & 
clarifying test requirements 

* Tennessee Valley Authority 85/05/08 10pp 30374 359 30375 005 

8505210308 Revised emergency clr implementing proceduros.includmg Rev 8 to IP-t re 
operations duty spocidllst concerning transportation accident shipment of rad waste 
from TVA facihiy W/ 85051 7 Hr 

HUFHAM.JW Tennessee Valley Aulhority 85/05/17 GRACE.JN Region 2, Oflice of 
Director 14pp 30499 344 30489 35B 

8606290286 Ack recoPpl of 850501 Hr informing NRC of slops taken lo correct vioialions 
noted In Insp Hopts 60-269/85 16, 50-260/85-10 & 50-296/85-16 
VERRELLI.D M Region 2, Office cf Director 85/05/21. PARRIS, HQ Tennessee 
Vaffoy Authority Ip 30597 130 30597 131 

.‘8505290294 Responds to NRC 850401 Hr re violations noted In In^ Repts 50 259/85 
16,50 260/85-16,50-296/86-16 Corrective actions wHbhelcJ (ref 10CFR73 21) 
MCCLOUD, DE Tennessee Valley Authority 95/05/01. GRACE.JN Region 2. Office 
of Director Ip 30597 131-30597131 

8606290137 Forwards Insp Repls 50 250/85 29,60 269/85 20 & 50-298/85 20 on 
050506 OO.No violations or deviations noted 

VERRELLI.D M. Region 2, Office of Director 65/05/22. PARRfS.HG Tennessee 
Valloy Aulhority 2pp, 30599 338 30599 340 

-8505290164 fusp Repts 50 260/86-20,50 260/05-29 & 50-206/85 29 on 050506 
08 No violations noted Insp held to coincide w/sito famillar,rzatlcn given to FBI special 
agents Details withheld jref 10CFR2.790 8 73 21) 

TOBIN.W J Region 2, OKico of Director 05/05/21 Ip 30599 340 30590 340 

8605310133 Forwards info re concerns discussed In 850425 mooting on 850101 rev to 

V/10CFR50 54 or 

Tennessee Valley 


ffi cal security & contingency plans Rov either inconsistent i 
id 8ufficler>l detail End withheld (ref 10CFR73 21> 

WALKER.R D Region 2, Office of Director 05/05/24 PARRIS.HG. 
Aulhorily 3pp 30641 268-30641 270 


J. fnsuranco & Indemnity information 

8505080308 Forwards Endorsements 83 & 70 to NELIA Policy NF-108 & MAELU Policy 
MF-66,rospectlvety 

DUCK, JR. Marsh & McLennan, fnc 85/05/01. SALTZMAN,J Office of Slate Pro 
grams. Director 3pp 30202 323 30202 325 


P. Operating license stage documents & correspondence 

8605090329 Further response to FOIA request for all memos WflUon by NRC during or 
sinoo 1903 re 96 LERs & SALP for TMI Forwards documents listed in Apps A.B & 
C Documents also placed in POR 

FELTON, JM Division of Rules and Records 84/10/02 BARFIELD.K Crilica) Mass 
Energy Project 6pp 30248,034-30240 046 

-.8505090474 Discusses main steam relief valve tailpipo 10-fnch vacuum breakers, In re- 
sponse to 831007 memo.Stuck valves Intended (o be replaced at end cf cycle NRC 
agreed that problem resolved 

OLSHINSKLJ A. Division of Engineering & Oporationfit Pfograms 83/11/00, 
LEWIS.R C, Division of Project & Resident Programs 3pp 3 024 8' 32 1-3024 8:322. 

8606150001 Further response to FOIA request for documonts from INPO & NRC that 
deacflbe, analyze or evaluate INPO role or procedures In reporting info lo NRC App A 
documents end, App B documents segregated & all factual portions released 
FELTON.J.M, Division of Rules and Records 64/11/21 TOTTEN.T Critical Mass 
Energy Project 4pp 30417.001-30417 193 

.-8505160113 “Browns Ferry Nuclear PI ant, TVA," 1982 evaluation 
* Institute of Nuclear Power Operations 82/12/31. 52pp 30410*294-30418 345 
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06-05000271 Responds to FOIA request for docunienls ro 041003 04 meetings in San 
Jose.CA between NRC & Hydrogen Control Owners Gr-ojp Forwards documents 
listed in app 

FELTON, JM Division o1 Rules and Records 84/11/23 HIATT.SL Ohio Citizens for 
Responsible Energy 3pp 30251 276 30252 242 

-8S0509D312 Forwards severe cora damage analysis package re hypothetical ATWS at 
facili^ W/o end 

WIGDOR,W Reactor Systems Branch 84/10/16 THOMAS.G Electric Power Re* 
search Institute ip 30252 023*30252 242 

6 S 05060120 Forwards c-orrected pages to Amends 116-,111 & 66 to Licenses DPR* 
33*DPR 52 & DPR 6B,respfiCt:vc1y,adding changes inadvertently omilted*correcling 
footnotes to indicate previous amends & revising pages to improve l^ibihty 
CLARK, RJ Operating Reactors Dranch a 65/04/22 PARRIS, HG Tennessee Valley 
Authority 2pp 30186 139-30186 167 

••8505060129 Amends 116,111 & 66 to Licenses DPR-33,OPR-S2 & DPR BB, 
respectivety.correctmg footnotes lo indicale previous amend s.revisang pages to im 
prove legibili^ & adding changes inadvertently omitted frorn amends 
* NRC • No Detailed Ainiialion Gwen 05/04/22 27pp 30166 141 30186 167, 

0505060070 Requests add! info re response to Generic Llr 83 28,1 tern 2 2 NUTAC pro 
gram does not address concern re interface between vendors & uliHnfo requested 
within 60 days of Itr receipt Review end 

VASSALLO.DB Operating Reactors Branch 2 85/04/23 PARflIS.HG Tennessee 
Valley Authority 2pp 30187 177-30187 186 

0505060228 Summary of 850325 meeting w/util re status of equipment qualification pro 
gram 

CLARK^R J Operating Roactors Branch 2 85/04/23, Operating Reactors Branch 2 
4pp 301 B9 334.30189 337 

8S0503C679 Notification of 650502 meeting w/uiil in Bethesda.MD to discuss enhance* 
menis lo employee concerns program 

KENyON.T J Licensing Branch 4 65/04/26 AOENSAM.EG Licensing Branch 4 
2pp 30160 283-30160 284 

3504290442 Generic Ltr 05 07 to all iterating reactor bcensees re implenfientation of 
Integrated schedules for plant mods Svc list end 

THCjWPSON.HL Division of Licensing 85/05/02 Consolidated Edison Co. of New 
Vork. Inc 22pp 30216149 30218170 

8505070101 Forwards list of diese! generator auxiliarfes necessary to support proper op* 
eration of diesel generator sets, In response to 850228 request for info on shared 
emergercy diesel generators Associated drawings provided separately 
MCCCOUD.OE Tennessee Valley Authority 85/05/02 VAsSALLO.DB Operating 
Reactors Branch 2 3pp 30172 203-30172 205 

8505208160 Forwards Amends 117,112 & 88 to Licenses DPR 33,DPR*52 & DPR.60,re* 
spectively & safety evaluation Amends change Tech Specs to reflect 161 KV offsite 
power sys capability & incorporate changes m &l8rt bus utilization 
CLARK»h J Operating Reactors Branch 2 85/05/02 PARRIS.H G Tennessee Valley 
Authority 2pp 30502 027-30502 001 

-8505200185 Amends 117,112 & 88 to Licenses DPR*33,D PR-52 & DPR*66, 
respectively.changlng Tech Specs to reflect 161 kV offsite power sys capability & in 
corporatino changes fn start bus utilization 

VASSALLO.DB Operating Reactors Branch 2 85/05/02 60pp 30502 029* 

30502 008 

-8505200178 Safely evaluation supporting Amends 117,112 & 86 to Licarises OPR* 
33.DPR*52 & DPR ea.respeclively 

* Office of Nuclear Reactor Regulation, Director 65/05/02 3pp 30502 089 

30502 091 

8505160204 Forwards safety evaluations & BNL technical evafualion rapt re post imple- 
mentation audit review of plant uniquo analysis rcpIMocfs m accordance w/NUREG 
0661 or acceptable Tech Spec changes requested 

VASSALLO.DB Operating Reactors Branch 2 85/05/06 PARRIS.H G Tennessee 
Valley Authority 3pp 30450 145*30450 176 

-8505160214 Safety evaluation re Mark I containment long term program pool dynamic 
loads revrew for plant Poof dynamic loads meet acceptance criteria of NUREG 0661 
or alternative critena acceplable 

* Office of Nuclear Reactor Regulation, Director 85/05/06 2pp 30450146 

30450.149 

-8505160233 ''Technical Evaluation of Browns Ferry Nuclear Plant, Plant Unique Analy- 
sis Rapt " 

SONIN,A A . CEHNER,JR . BlENKOWSKf.G Brookhaven National Laboratory FIN A 
3713 BNL-04243 84/09/30 NR C - No Detailed Affifiation Given 24pp 30450 150 
30450 173 


8505300394 Informs that reactor bldg closed cooling water sys does not meet closed 
loop acceptance criteria & will be backfilted to accommodate Type C testing per 
10CFR50,App J Mods scheduled during next refueling outage ^ „ 

OOMER,JA Tennessee Valley Authority 85/05/10 VASSALLO.DB Operating Reac 
tors Branch 2 4pp 30636 355 30636 358 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts * formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30682 282*30682 301 


Q. Inspection reports, IE Bulletins & correspondence 

8506200215 Forwards Insp Repts 50-259/85-17,50-260/85 17.50 296/85-17. 50-327/ 
85-14.50*328/85-14, 50*390/05*31 8 50-391/85*26 on 850310 22 No violation or dovi 
atfon noted 

VERRELLI.DM Region 2, Office of Director 65/04/04 PARRIS.H G Tennossee 
Valley Authority 2pp 30466 027-30486 037 

--8505200253 Insp Repts 50 259/85-17.50 260/85*17,50 296/85-17, 50*327/85-14,50 
328/85*14.50 390/85-31 & 50 391/85-26 on 850319 22 No violation or deviation 
noted Major areas inspected radiological environ monitoring implementation 
KUZO.G B . ADAMOVITZ.S A . MONTGOMERY. D M Region 2, Office of Director. 85/ 
04/03 9pp 30486 029*30486 037 

8505220170 Forwards Insp Repls 50 259/65 15,50-260/85-15 & 50 296/85-15 on 
850226 0325 & notice of violation , , „ 

WALKER.RO Region 2. Office of Director 85/04/24 PARRIS.H G Tennessee Volley 
Authority 2pp 30528 319*30528 334 

-6505220176 Notice of violation from insp on 850226-0325 

• Region 2. Office of Director 85/04/24 2pp 30528 321-30520 322 

-8505220179 Insp Rept 50-259/85-15,50-260/05-15 & 50-296/05-15 on B50226 
0325 Violations noted (allure to have all three trains of standby gas treatment opera- 
ble & to adhere to Tech Spec 6 3 A 6 

PAULK.G L , PATTERSON.C A , LENAHAN.J J Region 2, Office of Director. 05/04/ 
23 I2pp 30528 323-30528 334. 

8505200465 Forwards Insp Repts 50-259/85-21,50-260/85-21 & 60 296/05-21 on 
850401 04 & notice of violation 

VERRELLI.DM Region 2, Office of Director 85/04/26 PARRIS.H G Tennessoo 
Valley Authority 2pp 30487 299-3048T310 

-8505200474 Insp Repts 50*259/85-21.50-260/85 21 & 50 296/85-21 on 850401- 
04 Violation noted inadequate design calculations on Pipe Support HPCI R-86,R2. 
UU.WC, BLAKE, JJ Region 2, Office of Director 85/04/19. 6pp 30487 30B- 
30487 310 

8505240359 £N'8S 035 on 850502, notice of violation & proposed imposition of civil pen- 
alties in amount of $75,000 will be issued to licensee Action based on ore safeguards 
Violation in which vital equipment not protected properly 

KLINGLER.G , AXELRAO.J Director’s Office, Office of Inspection and Enforcomonit 
85/04/29 Ip 30562 285-30562 285 

8504260452 IE Info Notice 85 034, "Heal Tracing Coniributes lo Corrosion of Stainless 
Steel Piping " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponse (Post 
830103) 85/04/30 Consolidated Edison Co of New York, fnc 107pp 30115 185 
30115 291 

8504260455 IE Info Notice 85 035, "Failure of Air Check Valves to Seat ” Svc list end 
JORDAN.E L Owisforr of Emergency Preparedness & Engineering Response <Posl 
830103) 85/04/30 Consolidated Edison Co of New York, fnc lOOpp 30116 077- 
30115184 

8505170414 Forwards Enforcement Conference Repts S0259/85 24, 50-260/85-24 & 
50*296/85 24 on 850408 

GRACE,J N Region 2. Office of Director 85/04/30 PARRIS.H G Tennessee Vallov 
Authority 2pp 30466 072 30465 077 

-8505170433 Enforcement Conference Repts 60 259/85 24,50 260/85-24 & SO 206/ 
85-24 on 850408 Major areas discussed operability of Unit 1 HPC) sys & lack of safety 
evaluation after discovery of open resistors 

PALILK,G L , CANTRELLFS Region 2, Office of Director 85/04/23 4pp 30465 074- 
30466077 

8505200026 Forwards fnsp Repts 50*259/85 20,50-260/85 20 & 50-296/85*20 on 
850321 28 Violations identified under consideration for escalated enforcement action 
& may change as result of further NRC review 

GRAuE.JN Region 2, Office of Director 05/04/30 PARRIS.H G Tennessee Valiev 
Authority 2pp 30485 213 30486 218 * 


“8505 160247 Safety evaluation re Mark I conialnment long-term program structural 
review lor plant Mods follow NUREG 0661 guidelines & acceplabfe Analyses verified 
& approved 

" Office of Nuclear Reactor Regulation, Director 05/08/06 3pp 30450 174- 
30450 176 

8505140320 Submits addi info in support of 840B23 application for amend to License 
OPR 52 re Installation of analog trip sys dunng current major main! 8 refueling outage 
per 8 Long verbal request 

OOMER.J A. Tennessee Valley Authority 85/05/08 VASSALLO.DB Operating Reac- 
tors Branch 2 1 1pp 30375 234-30375 244. 

8505140434 Application for amend to Licenses DPR33,DPR-52 & DPR 68, revising 
Tech Specs lo add addI cable tray fixed water ^ray sys & clarify test 
require merits, per commitment in utH 640801 response to NRC tnsp Fee paid 
DOMER.J A. Tennessee Valley Authority 85/05/08. VASSALLO.D B Operating Reac- 
tors Branch 2 4pp. 30374 355 30375;005 

“0505140440 Proposed Tech Specs adding add) cable tray fixed water spray sys & 
clanfying teat requirements 

* Tennessee Valley Authority 85/05/08 lOpp 30374 359 30375 085. 


“0505200030 Insp Repts 50-259/05-20,50-260/05 20 & 50-296/85-20 on 850321- 
28 Violation noted failure to perform safety evaluation required by plant procedures 
PAULK.G L. PATTERSON, C A, CANTRELL, FS Region 2. Office of Director 85/04/ 
23 4pp 30486 215 30466 218 


8505240343 EN B5-035A hold placed on notice of violation & proposed impoallion of 
civil penalties m amount of $75,000 scheduled to be issued to licensee on 850502 
KLINGLER.G , AXELRAD.J Director’s Office, Office of Inspeclion and Enforcemom 
85/05/02 Ip 30562 281-30562 281 ^ 


8605080418 IE Info Nolice 84-52,Suppl 1, "Inadequate Mall Procurement Conirols on 
Pari of Licensees & Vendors ” 


JORDAN.E L Division of Emergency Preparedness & 
830103). 85/05/06 Consolidated Edison Co of New 
30615 347, 


Engineering Response (Post 
Vork, Inc lOpp 30615-338 


6505140434 Application for amend lo Licenses DPR-33.DPR-52 & DPR 68 revisino 
Tech Specs to add addi cable tray fixed water spray ays & claritv teM 
requirements, per commitment fn util 840601 response to NRC insp Fee nald 
DOMER,J A Tennessee Valiey AuthoriN. 85/05/08 VASSALLO.D B Ooeraiina Reac- 
tors Branch 2 4pp. 30374 355-30375 ofe ’ ^peraung Moac- 



DOCKETED ITEMS 43 


fi50&200205 EN 05 0353 on 8505 16, civil penalty in amouni of $50,000 will be Issued for 
safeguards violation Hold placed on enforcement action on 850502 Escalation of pro 
posed civil penally unwarranted based on licensee carrecKve actions 
KLINGLEn,G , AXELFIAD.J Director's Office, Office of Inspection and Enforcement 
85/05/13 Ip 30468 260 30468 260 


6 SO 52 90268 Ack receipt of 850501 ftr informing NRC of steps taken to correct vfofalions 
noted in Insp Repls 60 259/85*16, 50 260/85-16 & 50*296/86-16 
VERnELLt,OM Region 2, Office of Director 85/05/21 PAnniS,HG Tennessee 
Valley Authority Ip 30597 130-30597 131 

•^05(115290294 Responds to NRC 650401 Itr re violations noted in In^ Repts 50-259/85 
10,50 260/85 10,50*296/85*16 Corrective actions withheld (ref 10CFR73 21) 
WCCLOUD.DE Tennessee Valley Authority 05/05/01 GRACE.J N Region 2, Office 
ofDireclor Ip 30597 131*30597 131 

8505290137 Forwards Insp Repts 50*250/05 29,50-260/85*29 & 50 296/85 29 on 
650506 OB No violations or deviations noted 

VERRELLI.DM Region 2, Office of Director 85/05/22 PARRIS,HG Tennessee 
Valley Aulhonly 2pp 90599 338-30599 340 


«B50 5290 164 Insp Repts 50*259/85*29,50*260/85-29 & 50-296/85-29 on 850506 
OB No violations noted Insp held to coincide w/slte familiarization given to FBI special 
agenls Details withhold (ref 10CFR2 790 & 73 21) 

TOBIN.WJ, MCGUIRE, DR Region 2, Office of Director 85/05/21 Ip 30599 340- 
30599 340, 


8505290 1 65 Clarifies position that leakage monitoring freauencles & out-of*svc times in 
Tech Specs sufficient to detect loaKs caused oy lhrough*wall cracks In timely 
nnannar More rostnclive leakage monitoring limits unwarranted. 

DOMER.JA Tennessee Valley Aulhorily 05/05/22 VASSALLO.DB Operalmg Reac- 
tors Branch 2 2pp 30600 020*30600 021 


R. Periodic operating reports & relatod corrospondence 


8506030721 "Discharge Monitoring Rept for Mar 1985 " 

RIVERS,M E Tennessee Valley Authority 85/03/31 lipp 30142 093 30142 103 


S, Reportable occurrences, LERs & related correspondence 


0505090329 Further response to FOIA request for all memos written by NRC during or 
since 1083 re 96 LERs & SALP for TMI Forwards documents llstod In Apps A,B & 


C, Documents also placed In PDR 
FELTON*J M Division of Rules and Records 
Energy Pro eel Bpp 30248 034-30248 048 


84/10/02 BARFIELO.K Crillcal Mass 


-0505090475 Fonvards polenlially generic issue data sheet ro failures of pilot inlet lube 
atlaohmonls on Target Rock safety relief valves, 

LCWIS,R C Division of Project & Resident Programs 83/03/04 JORDAN, E L Divi- 
sion of Enginooring Quality Assurance (Pro 830103) STAROSTECKI.R Division of 
Prelect & Resident Programs NORELIUS.C E Division of Project & Resident Pro- 
grams 2pp 30248 323 30249 095 


DOCKET 60-261 R B, ROBINSON PLANT, UNIT 2 


F. SscurJly, medical, emergency & fire protection plans 


8505170500 Ack receipt of B50403 Itr Informing NRC of stops taken to correct viotatlons 
noted in Insp Root 50*261/84 53 

WALKER,RO Region 2, Office of Director 85/04/16 UTLEY, EE Carolina Power & 
Light Co Ip 30464 320 30464 339 

-85 05170504 Forwards Insp RopI 50 261/04-63 on 641211-050110 & notice of vlola- 

^ACE,J N Region 2, Office of Director 85/03/06. UTLEY, E E, Carolina Power & 
Light Co 3pp 30464 327-30464 339. 


>8505170506 Notice of violation from Insp on 841211-850110 
• Region 2, Office of Director 85/03/08 2pp 30464-330-30484 331 


-8505170508 fnsp Rept 60-201/04-53 on 84121 1-8501 lO.Violation noted, olfdoing shift 
(ore man incorrectly concurred that shift turnover completed on 841220 & 31 & ongo- 
ing shift foreman failed lo ensure avaiJabllity of shift fire brigade 
KRUG.H E , WHITCOMB,H C., FREDRICKSON.P. Region 2, Office of Dlroclor. 05/02/ 
22 8pp 30464-332-30464,339 

8605200580 Forwards Insp Rept 50-261/85-13 on B6O311*0410No vlolallons or devi- 
ations noted. 

VERRELLI.DM Region 2, Office of Director. 85/04/23. UTLEY, E.E Carolina Power & 
Light Co Ip 30487 028-30487-033 


-8505200599 fnsp Rept 50 261/85-13 on 050311 -041 0.No violation or deviation 
noted Major areas lnsnoctGd.SociJrily,R08,QA practices.radlation control 
acllvjlles.nousekeeping & IE bulletin & IE Info notice followup. 

KRUQ.H.E., WHITCOMB.HC , FREDRICKSON.P. Region 2, Office of Director 66/04/ 
23 6pp. 30487.029 30487 033. 


8SO51BO406 Forwards "Evaluation of DCRDR Program Plan for HB Robinson Steam 
Electric Pianl,Unit 2." per SuppI 1 lo NUREG-0737 Meeting to discuss concerns 
roqueslod Proposed agenda end , 

VARGA,SA Operating Reactors Branch 1. 85/05/02 UTLEY.EE. Carolina Power & 
Light Co. 3pp. 30431.285-30431 313 


“0504290007 "Evaluation of Detailed Control Room Design Review Program Plan for 
NB Robinson Steam Electric Plant, Unit 2." , , « , , unr. 

* Science Applicailons International Corp. (formerly Science Applications, Inc.) NRC 
03-62-096. 85/04/16. NRC ■ No Detailed Affifiation Given. 16pp, 30431 '208 
30431 -SOS 


8505130D93 Rev 6 to Emergency Plan & Procedures PEP-2006, '‘Police, Fire $l Medical 
Phone Numbers '■ W/850507 Hr. /-m« i 

MORGAN.RE Carolina Power & Light Co 85/05/07 QRACE.J.N Region 2. Office of 
Director, lipp 30274 218-30274 228 


8506140026 Rev 10 lo Emergency Plan & Procedure PEP-2004, "Personnel" W/ 
B50507 Ur 

GAINEY, D, MORGAN.RE Carolina Power & Light Co 85/05/07 GRACE.J N 
Region 2, Office of Director 12pp 30375 150-30375 169 

8505150134 Responds to 85031 1 request for add! info re exemption from l0CFRS0,App 
R,Secllon III <3 3 lochnical requirements lor cable trays & diesel oil storage tank w/ 
two oversize drawings Aperture cards available In PDR 

ZIMMERMAN, SR Carolina Power & Light Co 85/05/10 VARGA, S A Operating Re 
actors Branch I lipp 30394 087-30394 097 

8505310105 Forwards Rev 10 to mduslfial socurity plan Rov withheld (ref 10CFn73 21 
& 2 790) 

MCDUFFIE,M A Carolina Power & Light Co 85/05/10 GRACE.J N Region 2. Offico 
of Director Ip 30641 063*30641 063 

8605280235 Rev 5 to Emergency Plan Pro<ceduro PEP-2005, "Federal, State & County 
Aoencios " W/850520 Itr 

MORGAN, n E Carolina Power & Light Co 05/05/20 GRACE.J N Region 2. Office of 
Director lOpp 30571 166-30571 175 

8505280366 Rev 4 to Emergency Plan & Proceduro PEP-2007 re other emergency re 
sponse contacts W/850520 Itr 

MORGAN.R E. Carolina Power S Light Co 85/05/20 GRACE.J N Region 2, Office of 
Director lipp 30573.055 30573 085 


Q. Adjudicatory correspondence 


8505210001 Petition of Slate of SC for leave to Intervene Certificate of Sve end 
WILSON, RP South Carolina, State of ff205 069 05/05/16 Commissioners 2pp 
30493 307-30493 306 


P. Operating license stage documents & correspondence 

8505160001 Further response to FOIA request for documents from INPO & NRC that 
describe, analyze or evafuato INPO role or procedures In reporting info lo NRC App A 
documonls end App B documents segregated & all factual portions released. 

FELTON, JM Division of Rules and Records, 04/11/21. TOTTEN, T Critical Mass 
Energy Project 4pp 30417 001-30417 193 

-8605160121 "HB Robinson Unit 2,CP&L.Evalualion Rept Jul 1981 " 

* Institute of Nuclear Power Operations 81/07/31 45pp 30410 348 30410 027 

8505060198 Application, for amend to License DPR-23,ro vising Tech Spec to resolve 
concern resuFling from overly restrictive setpoint on 480 volt undervoltage relays on 
Emordoncy Buses El & E2 Fee paid 

CUTTER, A B. Carolina Power & Light Co 85/04/30 VARGA.S A Oporaling Reactors 
Branch 1 4pp 30157.347-30157 352 

-8505060200 Proposod Toch Spec revs to resolve concern resulting from ovorly restric 
tive sotpoinl on 480 volt undorvoltage relays on Emergency Buses El & E2 

* Carolina Power & Light Co 05/04/30 2pp 30157-351-30157.352 

8505070192 Forwards rovised Table 2,PagG 2 of 4,Speclffc Relief Request 2 of 840113 
revised "(nservice Insp & Tost Program for Pumps & Valves " Relief request rovised 
lo delete ref lo pump bearing temp measuromenl 

ZIMMERMAN, SR Carolina Power & Light Co 05/05/01 VARGA,SA Oporaling Re 
actors Branch 1. 2pp. 30172 156-30172.157 

8504290442 Generic Ltr 85 07 to all operating reader tlcensoes re impi omental ion of 
Integrated schedules for plant mods Sve list end 

THCDMPSON.H L. Division of Licensing 85/06/02. Consolidated Edison Co of New 
York, Inc 22pp 30218.149 30218 170 

8605070214 Forwards feo.completmg foes due for applies lions, In response lo NRC 
850412 request 

ZIMM£RMAN,S R Carolina Power & Light Co 05/05/02 MILLER.W 0 License Feo 
Management Branch Ip 30179 103 30f70'103 

8605080291 Application for amend to License DPn-23,rGvising Toch Specs In responso 
to Generic Ltr 03-37, "NUREQ 0737 Toch Specs " Application supersedes 
840207,0720 & 850131 requests .Request Involves NSHC Fee paid 
CUTTER, A B Carolina Power & Light Co 05/05/02 VARGA.S A Operating Reactors 
Branch 1. 6pp 30201.261-30201 278 

-0505080296 Proposod Tech Spec changes in response lo Generic Ltr 83-37, 
"NUREQ 0737 Tech Specs " 

* Carolina Power & Light Co 85/06/02 12pp 30201 287 30201 278. 

8505100429 Subnnits results of calorimetric flow test performed subsequent to return to 
power from steam generator replacoment outage & justification for not proposing 
Tech Spec changes re low reactor coolant loop flow trip setpoint. 

ZIMMERMAN.S.R Carolina Power & Light Co 85/05/00. WRGA.S A. Operating Re- 
actors Branch 1 2pp 30246 127-30245 120, 

6505210629 Forwards draft technical evaluation rept based on preliminary review to 
assess adequacy of licensee responses to Generic Ltr Q3-28Jtem 1 2 Response in- 
compfote in three areas Suggoists conference call within 1 wK 
VARGA, S A. Operating Reactors Branch 1 85/05/00. UTLEY.EE Carolina Power & 
Light Co. 18pp 30523.196-30523*213. 

8505240238 Forwards request for addi info re NUREG-0737, Item II D.1, "Performance 
Testing of Relief & Safely Valves,” Response requaaled by 050614 in order to ac- 
commodate review schedule for item 

VARGA.S, A, Operating Reactors Branch 1. 85/05/09, UTLEY.E E Carolina Powor & 
Light Co 4pp 30570:048 30576 051 

8505240243 Expresses appreciation for participating in NRC-aponsored three plant 
pressurized thermal shock study led by ORnL. 

DENTON.H R Office of Nuclear Reactor Regulation, Director. 85/05/10. UTLEY.E E 
Carofina Power & Light Co 3pp 30576 035 30576'037. 
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9505200212 Advisos that costs & feasibilities ro probabihstic reanalysis of auKiliary feed 
walGi- sys & torrado missile protection of sve water sys under evaluation Corrimilment 
to one option wil3 be decided by 050614 

CUTTER, A B Carolina Power & Light Co B5/05/13 VAHGA.S A Operating Reactors 
Branch 1 ip 3046B 328 30468 328 

8505240529 Forwards Amend SO to License DPR 23 a safety evaluation Amend 
changes Tech Specs requiring station hatlenes equalizing charge to be performed an 
nualU 

REQUAG Operating Reactors Branch 1 85/05/13 UTleY.EE Carolina Power & 
Light Co 2pp 30564 340 30564 347 

-8505240531 Amend 90 to License OPR.23, changing Tech Specs requiring station bat 
teries equalizing charge to be performed annually 

VARGA.SA Operating Reactors Branch t 65/05/13 4pp 30564 342-30564 345 

-8505240533 Safety evaluation supporting Amend 90 to License DPR 23 

Office of Nuclear Reactor Regulation, Director 65/05/13 2pp 30564 346 
30564 347 

8605240522 Forwards Amend 9t to License DPR-23 & safety evaluation Amend re 
vises Tech Specs to increase min temp for pressurizing secondary side of steam gen 
erators abovo 200 psig to 120 F 

REQUAG Operating Reactors Branch \ 85/05/14 UTLEY.EE Carolina Povyer & 
Light Co 2pp 30564 348 30564 357 

-8S0524Q523 Amend 91 to License Dpfl 23 revising Tech Specs to increase mm temp 
^equiromervl for pressurizing secondary side of steam generator above 200 psig to 120 

VARGA.SA Operating Reactors Branch 1 85/05/14 6pp 30564 350-30564 355 

-8505240526 Safety evaluation supporting Amend 91 to License DPR-23 

* Office o1 Nuclear Reactor Regulation D.rector 85/05/14 2pp 30564 356- 
30564 357 

8S052 10446 Application for amend to License DPR 23, revising Tech Specs m response 
to Genenc Ur 82-16, 'NUREG 0737 Tech Specs ” Fee paid 
MCDUFFiE.W A Carolina Power & light Co 85/05/15 VARGA.S A Operalina Reac- 
tors Branch 1 2pp 30499 1 18 30499 122 

-8505210449 Revised Tech Specs, changing shift manning overtime limits & reporting of 
safely & relief vaNe failures & challenges per Genenc Ur 82-16 re NUREG 0737 Tech 
Specs 

* Consumers Pov»erCo 85/05/15 3pp 30499 120 30499 122 

B50524Q033 Forwards addi info re Genenc Llr 83 28.ltem 4 3. "Reactor Trip Sys Reli 
ability/' per 850401 request Cor?trol room bypass breaker indication will be upgraded 
CUTTER.AB Carolina Power & Light Co 85/05/20 VARGA.SA Operating Riactors 
Branch 1 4pp 30555 092 30555 095 k y v 

6505240200 Forwards status rept on inadequate core cooliriq & reactor vessel level m 
Oicatiori sys.m response to 841231 SER Summary of deviations of asbuift reactor 
vessel Jevol indicalion sys also enct 

CunER.AB Carolina Power & bghl Co 05/05/20 VARGA.SA Operalmo Reactors 
Branch 1 6pp 30556 294 30556 299 ■ h y nicai-iu 

8505310285 Notification of 850529 meeting w/util in BethesdaMD to discuss status of 
multi plant ,TMI & plant specific open items 

B.lnch^^?^T067?3lo'3'o%7O^^^^^^ Opo.atrna Roadcs 

850531(H)y Forwards addi info re Generic Ltr 63-28 Items 21 & 2 2 2. per 650315 
request Techn cal manual update program will be phased in to better control existing 
balance of plant vendor manuals 

ZIMMERMAN, SR Carolina Power & Light Co 85/05/22 VARGA.S A Operating Re 
actors Branch 1 3pp 30641 096 30641 098 ^ 

Responds to NRC 350315 request for add! info re Item 4 5 3 of Generic Ur 
8J 20 util plans to maintain existing requirements No Tech Spec change requests will 
oe subrr?i/t©o ^ ^ 

ZiMMERMAN.SR Carolina Power & Light Co 85/05/22 VARGA.SA Operating Re- 
actors Brarveh 1 2pp 30641 123-30641 129 

0505210106 Generic Ltr 85 08 to dll holders of CPs & OLs re 10CFft20 406 termination 
repts - formats 

THOMPSqn.H L Division of Licensing 85/05/23 Consolcdated Edison Co of New 
York. Inc 20pp 30602 282-30682 301 

8505210122 Generic Ltr B5 09 to all Westmghouso PWR licensees & applicants re Tech 
Specs for Generic Ltr 83 28, Item 4 3 

306°n34 3967^ 350^'°" ‘-'ce'^sing 85/05/23 Yankee Atomic Efeclnc Co 17pp 
Q fnspectfon reports, IE Bulletins & correspondence 

8505170013 Furt^her response to FOlA request for documents re SALP repts for listed 
bn?.? documents Documents also available in PDR App 

B documents wiihhetd (ref FOlA Exemption 5) 

“toKi® s^p FtlpfaQ 

Ugh™Tp°30«r«6l& Carolina Powers 

Ra spends to NRC 050213 ft; re violations noted in Insp Rept 50-261/85- 
08 Corrective atlions rriods to remaining 39 structures wilt be completed during next 

c^iecked for adequacy ^ 

D,?ac?or 5pp Segi^a 2. Oitea of 

»' vro^lrons 

UgK'lf Car<^'"aPo««S 


-BS05200249 Responds to NRC 850311 llr re violations noted in fnsp Rept 50 261/05- 
12CorreciivG actions Oparaltons Surveillance Test OST-10B revised to includo ro- 
quiremont to run boric acid pumps tor 5 minutes prior to laklno required data 
MORGAN R E Carolina Power & Light Co 85/03/28 GRACE.J N Region 2. Office of 
Director 2pp 304Bb 068 30486 069 

8505200266 Ack receipt of 050329 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50 261/85 09 

WALKER, R D Region 2, Office of Director 85/04/09 UTLEY, E E Carolina Power & 
Light Co ip 304B5 165 30485 16B 

--8505200272 Responds to NRC 850305 ltr re violations noted in Insp Rept 50-261/65 
09 Corrective actions work will continue on replacemont of exislii ig locxed high rndi 
ation area doors w/now design doors 

MORGAN.R E Carolina Power & Light Go 85/03/29 GRACE.J N Region 2, OffiCQ of 
Director 3pp 30485 166-30485 16B 

8505170500 Ack receipt of 850403 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-261/84 53 

WALKER.RD Region 2, Office of Director 85/04/16 UTLEYiE E Carolina Power A 
Light Co ip 30464 320 30464 339 

*-8505170503 Responds to NRC 850306 Ur re violations noted In Insp Rept 50 261/84 
53 Corrective actions administrative directions in min equipment list (MEL) upcintofl to 
eliminate discrepancies between directions & Intent of MEL sections 
MORGAN.R E Carolina Power & Light Co 05/04/03 GRACE.J N Rogion 2. Offico of 
Director 6pp 30464 321-30464 326 

-8505170504 Forwards Insp Rept 50-261/B4-53 on 841211 850110 & notice of viola 
tion 

GRACE.J N Region 2. Office of Director 85/03/06 UTLEY.E E Carolina Powor &, 
Light Co 3pp 30464 327-30464 339 

-8505170506 Notice of viotalion from insp on 841211 850110 
* Region 2, Office of Director 85/03/06 2pp 30464 330 30464 331 

-8505170508 Insp Rept 50-261/84-53 on 041211 0501 10 Violation noted, offgoinci shlh 
foreman incorrecljy concurred that shirt turnover compteted on 841220 & 31 & ongo 
mg shift foreman failed to ensure availability of shift fire briqade 
KRUG.H E. WHITCOMB.HC. FREDRICKSON.P Region 2, Offit 
22 app 30464 332-30464 339 • a - 


, Office of Director 05/02/ 


8505200588 Forwards Insp Rept 50-261/85-13 on 850311-0410 No violations or riovi 
ations noted 

VERRELLI.DM Region 2. Office of Director 85/04/23 UTLEY.E E. Carolina Powor R 
light Co Ip 304B7 028 30487 033 

-8505200699 Insp Rept 50 261/85-13 on 650311-0410 No violation or dovlallon 
noted Major areas inspected security.ROs.OA practices, radiation corlrol 

aclivities.hausekeeping & IE bulletin & IE Into notice followup 
KRUG.H E , WHITCOMB.H C . FREDRtCKSON.P Region 2, Office of Director 85/04 / 
23 5pp 30487 029-30487 033 

6505170343 Ack receipt of supplemental ltr informing NRC of stops taken to corroci vio 
lalions noted m Insp Rept 50-261/84 44 

Director 85/04/29 UTLEY.EE Carolina Powor R 
Light Co Ip 30464 340 30464 345 'jwr i 

-8605170356 Responds to viofations noted in Insp Rept 50-261/04-44 Corrocllvo oc 
tions84ll30 breach of containment imegrily Included in 1905 operator retralninq pro 
oram as conlainmont integrity concern example 

Region 2. Office Of 

piping^’ s!fc hsTenef^ Contribiiies to Corrosion of Slnlnlons 

8301031 Preparedness & Engineering Response (Post 

30115 291^^^°^^^^ Consolidated Edison Co of New York, Inc 107pp 30115 105 

Nolice 85 035. ''Failijr© of Air Check Valves to Seat " Sve list onol 
oi Emergency Preparedness & Enpineorlno RQS[>on<in fPn«ii 
Consolidated Edison Co of Now YorS, fnc ?08pp ^301 1 5 077- 

8505070192 Forwards revised Table 2.Page 2 of 4.Specific Relief Request 2 of Miu n 

^ Programmer Pumps^ & Valves' ' RolSf requos ?6visid 
bearing temp measurement ^ roviaon 

ZIMMERMAN, SR Carolina Power 8. Light Co 85/05/01, VARGA.SA ODOraimn rin 
actors Branch 1 2pp 30172,156 30172 157 uperaiing MO- 

6505070223 Forwards addi Relief Request 12 frorji 2nd W vr msemce m wniumnt 

-^0=^ & A lfpV„na Roacca 

'• Conlrols op 

S'®''"' <3enomlo,a at Mill- 
(POP, 

0505280244 Notifies that fnservice performance of inRnrvi/'a .si . t 
discharge chock valves & main check 

VARGA, S A OporatlnaRo. 
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n. Periodic operntlng reports & related correspondence 

950I&210597 “Environ nadiologtcal Monitoring Rept,19Bl “ W/a20331 Ur 
OBLER,BO, STARKEY.RB Carolina Power & Ligm Co 01/12/31 O’REILLY.JP 
Region 2, Office of Director 59pp 30515 001*30515 050 

8505170618 “Effluenl & Waste Disposal Semianniia! Rept,3rd & 4th Quarters, J uNDgc 
1083 ” W/840229 Ur 

MORGAN, R E Carolina Power & Ught Co 83/12/31 O'REILLY.J P Region 2, Office 
of Director 137pp 30462 259 30463 031 

8585210017 Monthly operating rept for Apr 1985 W/fl50508 Ur 
SCOTT, A E , MORGAN, R E Carolina Power & Light Co 05/04/30 TAYLOR.J M Di 
rector's Office, Office of InspocKon and Enforcement 5pp 30511 355 30511 359 


S. Reportable occurrences. LERe & related correspondence 

8505280223 Special ropton 85031 8, RCS iodine radioactivity spike occurred Cause not 
stated Subsequent sampling met requirements of Tech Spec 3 1 4 RCS 1*131 dose 
equivalent returned to previously experienced levels on 850320 
MORGAN, R E Carolina Power & Lighi Co 85/04/16 GRACE, J N Region 2, Office of 
Director 2pp 30582 240*30582 249 

8585280063 LER 63 004/03L*1,on 8304 19, auxiliary feedwater pump B tripped Caused 
by low discharge pressurePump vented & declared operable on 030420 Discharge 
cneck valves replaced W/6b0514 Itr 

WRIGHT.CL, MORGAN, R E Carolina Power & Light Co 85/05/14 3pp 30583 001- 
30583 003 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8585080077 Summary of 850417-18 meetings w/NUTECH,lnc in San Jose.CA ro NRC 
comments on NUH 001, Rev 0, "Topical Rept for NUTECH Honzontal Modular Sys lor 
Irradiated Fuel" 

ROBERTS, JP Advanced Fuel & Spent Fuel Licensing Branch 85/05/02 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 7pp 30220 355* 
30229 361 

8505090007 Notifies that 850204 license application for ISFS1 does not comply w/ 
10CFR72 20 Environ ropl does no1 fully meet 10CFR50 51,51 45*51 60 & 5161 
require ments Environ rept should Include statement of purpose & alternatives 
ROUSE.LC, Advanced Fuel & Spent Fuel Licensing Branch 85/05/03 UTLEY.EE 
Carolina Power & Light Co 2pp 30253 141*30263 142 

0505240063 Summary of 850505 mooling w/MilsubIshi Heavy Industries In Silver 
Spnng,MD re acqulsillon of Ridihalgh.Eggors & Assoc dry storago technology NMSS 
aatico of 350530 mGcltng w/ulil onci 

ROBERTS.jp Advanced Fuel & Spent FuqI Licensing Branch 85/05/16 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 2pp 30576 223- 
30576 224 
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F. Security, medical, emergency & fire protection plans 

B505030103 Forwards schedule of corrective actions submitted by State of MN for defi 
clenclos noted in 850220 final rept for offsite radiological emergency preparedness 
exorcise conducted on 841205 Schedule adequate 

KRIMM,R,W Federal Emergency Managomenl Agency 85/04/24 JORDAN, E L Divi- 
sion of Emergency Preparedness & Engineering Response {Post 030103) 5pp 
30125 020 30125 024 

8505030458 Forwards "Monlicello Nuclear Generating Plant Site Specific Offsite Radio 
logical Emergency Preparedness Alert & Nolification Sys OA Verification" Prompt 
alert & notification sys adequate 

SPECK, SW Federal Emergency Management Agency 85/04/25 DIRGKS.WJ 
Office of the Executive Director for Operations Ip 30129 051 30129 293 

..esc 5930463 "Monlicello Nuclear Oenoralmg Plant Site Specific OlfsUo Radiological 
Emorgoncy Preparedness Alert & Notification Sys QA Verification," 

^ Focforal Emergency Management Agency 85/04/05 242pp 30129 052-30129 203 

6505030503 Forwards application for amend to License DPR-22, revising Tech Specs to 
incorporate Generic Ltr 84*13 recommendnltons re safely related snubbers & nonsa- 
fe ly related health physics & security procodures & radiation protection plan 
MUSOLF,D Northern Slates Power Co 85/04/26 Office of Nuclear Reactor Regula* 
lion. Director Ip 30130 156-30130177 

-6605030510 Application for amend to License DPR-22, revising Tech Specs to incorpo 
rate Generic Ltr 04-13 recommendations re safety related snubbers, nonsafaly-related 
health physics & socunty procedures & radiation protoclion plan Fee paid 
MUSOLF.D Northern Stales Power Co 85/04/26 7pp 30130 167-30130 163 

-6505030514 Proposed Tech Specs Incorporating Generic Ltr 84-13 rocommendattons 
ro safely relalea snub b o rs, non safety-r elated health physics & security procedures & 
radiation protection plan 

* Northern States Power Co 65/04/26 14pp. 30130 164-30130,177. 

8505090263 Errata to Rev 10 to Emergency Plan Irtiplementing Procedure EPIP 1 1 5* 
"Startup & Operation of Emergency Operations Facility (EOF)" & Rev 2 to EPIP 
1 1 18. "Control of Radioactive Matls at EOF " W/850430 Mr 
FEY.FX Northern Slates Power Co 65/04/30 6pp 30219.037-30219 042 

8605130346 Rev 1 to Emergency Plan Implementing Procedura A, 2-424, "Emergency 
Operations Facility Count Room Procedures." W/8 b 0507 ltr 
FEY,FL Northern Slates Power Co 85/05/07 17pp 30275 266-30275 204 

8505260192 Forwards SW Speck 850425 Itr transmitting "Monlicello Nuclear Generat- 
ing Plant Site-Specific Offsite Radiological Emergency Preparedness " Based on 
FEMA evaluation, sys meals requirements of Rev 1 to NLIREG-0654/FEMA REP-1 
PAPERIELLO.C.J Emergency Preparedness Branch, 05/05/17 LARSON.CE North 
orn Stales Power Co 1p 30573 175-30574 060. 


P Operating license stage documents & correspondence 

8505020520 Forwards request for addl info ro licensee response to Generic Lir 83 
28, Items 2 1,2 2,4 5 2 & 4 5 3 Addi info for items 2 1 & 2 2 requested within 60 days & 
wilhm 90 days for items 452&453HL Thompson 850320 Hr also end 
VASSALLO.D 0 Oporaling Reaclors Branch 2 85/04/23 MUSOLF.D M Norlhern 
Slates Power Co 5pp 30141 015-30141 019 

-8504150517 Forwards review of NUTAC ropt on Generic Llr 83-28, Section 22? re 
vendor equipment technical info program Rept fails to address concerns ro exchange 
of info between all vendors of safely related equipment & utils 
THOMPSON, H L Division of Licensing 85/03/20 ROSEN,S L Inslilute o1 Nuclea*' 
Power Operahons 7pp 30162 011 30162 017 

OS05030503 Forwards applicalior^ for amend to License DPR-22, revising Tech Specs to 
incorporale Generic Ltr 84-13 recommondalions ro safety related snubbers & nonsa 
fety related health physics & secunly procedures & radiation protoclion plan 
MUSOLF.D Northern Slates Power Co 85/04/26 Office of Nuclear Reactor Regda 
tion, Diroctor Ip 30130 156-30130 177 

“8505D30510 Application for amend to License DPR.22, revising Tech Specs to incorpo 
rale Generic Llr 84-13 recommendations ro safety related snubbors.nonsaloty-related 
health physics & security procedures & radiation protection plan Fee paid 
MUSOLF.D Norlhern Slates Power Co 85/04/26 7pp 30130 157-30130 163 

-0605030514 Proposed Tech Specs incorporaling Generic Llr 84 13 recommendations 
ro ^afoty-relalerJ snubbors.non&afety relaled health physics & security procedures & 
radiation protection plan 

* Northern Slates Power Co 85/04/26 14pp 30130 164-30130 177 

8505030446 Fonwards applicalion for amend to Lsconso DPR-22,fovising Tech Specs as 
result ol inslallalton of combustible gas conirol sys Fee paid 
MUSOLF.D Norlhern States Power Co BS/04/20 Offico of Nuclear Roaclor Regula 
Hon, Director Ip 30129 037-30129 046 

-8606030440 Application for amend to License DPR-22, revising Tech Specs as resell 
of Inslollation or combustible gas conirol sys 

MUSOLF.D Norlhorn Stales Power Co 85/04/20 3pp 30129 038 30129 040 

-0505030454 Proposed Tech Specs adding requirements for combustible gas control 
sys per 10CFR50 44 

* Northern Slates Power Go 05/04/29 Opp 30129041 30129046 

8505070266 Informs that currently issued & roquosted Tech Spec changes limiting 
oponlnn of purge & vent valves to 40 degrees responsive to NRC 850215 
roquesf Pages containing proposed changes from 620924 submittal end 
MUSOLF.D Northern Slates Power Co BS/05/01 Office of Nuclear Reactor Regula 
lion, Diroctor 5pp 30172 318-30172 322 

6604290442 Gononc Llf 06 07 to all operating reactor licensees ro Implemonlation of 
Integrated sdtodules for plant mods Sve list oncI 

THOMPSON.H L Division of Licensing 85/05/02 Consolidalod Edison Co of New 
York. Inc 22pp 30216 149 30218 170 

6505260194 Forwards Rev 2 to 040403 applrcatlon for amend to License DPR 22,dQlQt 
Ing Tech Spec •roquiremonl to demonstralo 0 1-tnch water positive pressure in cor^lrol 
room when tasting emergency ffllration sys 

MUSOLF.D Northern States Power Co 85/05/17 Olfice of Nuclear Reader Regula 
tlon. Oireclor Ip 30571 304 30571 309 

-6505260190 Rov 2 to 840403 application for amend to LIconso DPR 22, deloling Tech 
Spec requirement to domonslrato 01 -inch WQlor posilivo pressure In conlror room 
when testing emergency filtration sys 

MUSOLF.D Northern States Power Co 85/05/1/ 2pp 30571 305 30571 306 

-8505280201 Proposed Tecfi Spec chango.de toting requirement to domonstrale o 1 
Inch water positive pressure In control room when testing emergency fitlralion sys CO 
Hoag 850416 ttr to util enci 

* Northern Stales Power Co 85/05/17 3pp 30571-307 30671 309 

8505210106 Gononc Ltr 65 08 to all holders of CPs & OLs ro 10CFR20 400 termination 
fopts • formats 

THOMPSON.H L Division of Licensing 85/06/23 Consolidated Edison Co of Now 
York, Inc 20pp 30602 262 30682 301 


Q. Inspection reports. IE Bulletins & correspondence 

8505960335 Provides revised response to Noncompliances 3,4 & 9 noled In Insp Rept 
50-203/65-04 Cofrocllvo acttons'ulil will apply scope of work statement found in In 
slruclton 3 AWI 6 1 1 to future purchase orders 

LARSON, CE Northern Stales Power Co 65/ 04/24 UTTLE.WS Region 3, Office pi 
Director 3pp. 30165 095-30165 097 

6504250462 IE Info Notice 65 034, "Heal Tracing Contributes to Corrosion of Stainless 
Sleot Piping *' Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/30 Consoltdaled Edison Co of New York, Inc 107pp 30115 185 
30115 291 

8504250455 IE Info Notice 85 035. "Failure ol Air Check Valves to Seat" Sve list end 
JORDAN, EL Division of Emergency Preparedness & Engmeenng Response {Post 
630103) 85/04/30 Consolidated Edison Co of Now York, fnc lOBpp 30116 077- 
30116:184, 

8605030236 Forwards app to SALP Ropts 50 263/85 01,50 262/85 01 & 50*306/05 
01. summarizing 650225 meeting 

KEPPLER,J G, Region 3, Office of Director 05/04/30, LARSON, C E. Northern Slates 
Power Co. 2pp 30126 008-301 26 092, 

-8505030243 App to SALP Ropts 50*263/ 85-01, 50*262/65 01 & 50 306/85 01 for Jul 
1983 -Nov 1084 

‘ Region 3, Office of Director 84/11/30 2pp 30126 090 30126091 
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'fi50503l>258 Offers no comments on SALP repls for facilities Feedback le sale & oMi 
ctenl operatic n of facilHies appreciated 

GILBERTS, D E Northern Stales Power Co 85/04/ U KEPPLERJ G Remon 3, Oifico 
ol Director \p 30126 092-30126 092 


8505290715 Forwards post-accldonl sampling coro damage asnossmonl procodiiros to 
satisfy outstanding Items for TMI Action Item II B 3 

RYBAK,B CommonweaUh Edison Co 85/05/0B DENTON, H R Offico of Nucloar Tla 
actor Regulation, Director Ip 30617 182 3061 7 219 


850S290035 Ack receipt of 850403 ttf informing NRG of steps taken to correct noncom- 
pliance noted m Insp Repi 50 263/85 07 NoncompIlancQ withdrawn re requirement to 
retain raw data from scram timing recorder traces tor 5 yra 

SPESSARD,RL Region 3. OJfico ol Diroctor 65/05/03 LARSON^CE Northern 
States Powar Co Ip 30620 035-30620 037* 

■ 6505290039 Responds to NRC 850304 Hr re violations noted in Insp Rept 50-263/85 
07 Retules roncompliance Raw data from scram lime testing will bo retained contrary 
to belief tfiat no such reguireinent exists 

LARSON.CE Northern Stales Power Co 85/04/03 SPESSARD.RL Region 3, Olflco 
of D.rector 2pp 30620 036-30620 037 

8505060418 !E Info Notice a4-52,Suppl 1. "Inadequalo Mat! Procuremont Controls on 
Part ol Licensees & Vendors " 

J GROAN, E L Division oj Emergency Preparedness & Enaineenna Response (Post 
830103) 85/05/G6 Consolidated Edison Co ol New York. Inc IDpp 3061 5 339' 
30615 347 


S. Reportable occurrences, LHRs & related correspondence 

6505060444 LER 85 007 00 on B5030a.Channel B reactor bldg vent wide- range gas 
mcnitor isolated reactor blcfg ventilation & started standby gas treatment sys Caused 
by vaWe VGM'35-2 inadverter^tly left closed during Tost 0389W/85O426 Ur 
8AYLESS.RS, MUSOLF.D Northern Stales Power Co 85/04/25 3pp 30183137- 
30183139 

8505070286 Part 21 & Deficiency Repi SSH-M 85/Of re defective circurt breakers for 
recombmers supplied by Rockwell Inti tnitially reported on 841124 Equipment deficlen 
cies corrected prior to installation Rockwell Inti requested to follow up action 
MUSOIF.D Northern States Power Co 85/05/03 Director's Office, Office ol Inspec- 
tion and Enforcement app 30177 354-30177 356 

8505210573 LER 85-008-00 on 65041 l.lurbfne control sys Initialed scram when phase 
fault occurred Caused by personnel neglecting to remove grounding cables alter com- 
plGtion of maint activity Stbslalion relaying will be modified W/850510 Ur 
NYSTROM,J, MUSOLF.D Northern States Power Co 85/05/10 3pp 30515 060- 
30$ f 5 062* 

8505240297 LER 65 009 00 on 85041 7, reactor bldg ventilation isolation & standby gas 
treatment sys initiation occurred Caused by spurious trip of GA Co Channel A reactor 
bldg vent wide range gas monitor W/850517 Ur 

BAyLESS.RS, WUSOLF.D Northern Stales Power Co 65/05/17 3pp 30562 274- 
30582 276 


DOCKET 50 264 DOW CHEMICAL CO. 


J. Insurance & Indemnity Informatiori 

8505020104 Forwards Endorsement 56 to NELIA Policy NF-160 
GAY.CG Dow Chemical Co 65/04/23 SALTZMAN.JD NRC • No Detailed Aflilralion 
Given 2pp 30106299 30106300 


DOCKET 50 265 QUAD CITIES STATION, UNIT 2 


-8505290737 Rev 2 to Procedure QCP 1400-10, "Omermination of Lxtunl ol Coio 
Damage Under Accident Conditions " 

• Commonwealth Edison Co 64/11/30 19pp 30617 201 30617 210 

8505130463 Advises that 850502 Rev 18 to physical security plan consistent w/provi 
alons of 10CFR50 54 (p) & acceptable „ 

AXELSON.W.L Region 3, Office oj Director 85/05/06 FARRAR.D L CommonweaUh 
Edison Co 2pp 30278 358 30270 359. 

B505200213 Revised emergency implemontlng procedures Including, Rov f> to OAF 
1100T5 re station procedure rev cover sheoLRev 26 to QEP 310 0 re notificiiUon of 
responsible authorilies & Rev 1b to QEP 310-T3 re prioritized notification lislinrj 

* Commonwealth Edison Co 05/05/08 lOpp 30486 266 30460 303 

8505210212 Rev 12 to Procedure QEP 440-1. "Emergency Communication rnutillos" 
Revised table of conients end 

GERNER.L CommonweaUh Edison Co. 85/05/06 10pp 30494'213 30494 22? 

B5052B0189 Forwards Insp Repls 50-254/85-13,50-265/85 14.50 295/05 19, 50-304/ 
D5 20,50 373/85-15,50 374/85-15, 50-454/86-20 & 50 455/05 14 on G50425 A 
0503 No noncompliance Identified 

PAPERIELLO.CJ Region 3, Office of Director 05/05/21 REED.C CommonwnalLh 
Edison Co 2pp 30571 310 30571 310 

-8505288221 Insp Repls 60 254/85-13,50-265/85-14,50-295/05-19, 50 304/80-20.50- 
373/85-15,50-374/65 15,50 454/85-20 & 50-455/85 14 on 850425 & 0503 No vloln 
lions or deviations Idenlified Areas Inspected rad iologlc at environ program 
OESTMANN.MJ Region 3, Office of Director. 65/05/11 7pp 305/1 312-30571 310. 


P. Operating license stage documents & correspondence 

8505010553 Finds proposal to take credit for drywell sprays as early as 10 inlriuld'i Ini' 
lowing onset of transient unacceptable, based on review of spray sys dopondoncUttt ^ 
operator actions needed to initiate sprays.Basls for conclusionorovided. 

VASSALLO.DB Operating Reactors Branch 2 65/04/11. FARRAR.D L. Coriunoil- 
wealth Edison Co 6pp 30099 178-30099 183 

8605020407 Forwards safety evaluation re NUREG 0737, Items l.A 2 1 & II B 4 ro roa< lor 
operator & senior reactor operator training & qualifications & mitigating coro damiirtn* 
fespectivelyvRequjrementa met 

VASSALLO.DB Operating Reactors Branch 2 85/04/12 FARRAR.D L Canimon 
wealth Edison Co zipp 30141 316-30141 336 

8505020470 Forwards request for addi info re responses lo Generic Llr 83 
2 1,222 & 4 53 Info for Hems 21 & 2 22 requested within 60 days 5 wuhin 00 ifnya 
for Hem 4 5 3 HL Thompson 850320 llr to INPO end 

VASSALLO.DB Operating Reactors Branch 2 85/04/23 FARRAR.D l (iGrrin^uni- 
wealth Edison Co 4pp 30141 107-30141 207 

8504290442 Generic Ltr 85 07 to all operating reactor IlcoMSoes ro iinplomuntniloii Ol 
int^rated schedules for plant mods Sve list end 

THCjMPSONjH L Division of Licensing 85/05/02 Consolidalod Eiflson C« of Now 
York, Inc 22pp 30218 149 30218 170 


F. Security, medical, emergency ft fire proleclion plans 

8504110291 Forwards "App R Reevalualion, Interim Compensatory Measures ft Exemp 
lion Requests'* At present slag© of revenficalion of fire protection program, no major 
redesign of safe shutdown paths or philosophy necessary 

RY0AK.0 Commonwealth Edison Co 84/12/18 DENTcSn.H R Office of Nuclear Re- 
actor Regulation, Director 3pp 29782 041-29782 285 

-8 504 110301 “App R Reevaluallon.fntenm Compensatory Measures & Exemption Re 
quests" 

•Commonwealth Edison Co 84/f2/18 242pp 29782 044-29782 285 


8505240597 Responds to 850313 ltr re uso of hafnium In conlrof rod bladoa ni'ipnrilv in 
cross-seclion between hafnium & boron accounted for in rolativo worths ol two ounlrol 
rod designs Hafnium has higher resonance absorption than boron 
VASSALLO.DB Operating Reactors Branch 2 85/05/15 PARKER.MC tlllnoin fJinin 
of 2pp 30575 206 30575 207 ’ 


8505290100 Comments on proposed Toch Spoc amond involving oconornic (innornhon 
conlrol.por R Gllbort 050516 request No advorso firidings dolormlnod FlflHpor>go nJo- 
fayed duo lo implementation of program for providing comments 
PARKER.MC llfinols, Stale of, Dept of Nuclear Safoty 85/05/20 DENTON ff OSfjrn 
of Nuclear Rcaclor Regulation, Director ip 30599 246 30599 246 ' 


8501240161 Rev 10 lo Station Procedure 560 T1 re environ sampling supplies, Rev 0 lo 
Station Procedure 550 T2 rc operational support ctr emergency supplies cabinet ft 
Rov 4 to 'niation Procedure 550-T3 re emergency situation film dosimeters 
* Commonwealth Edison Co 65/01/31 22pp 28531 194-28531 215 

8605080164 Rev 11 to "Offsilo Doso Calculation Manual" 

GALLE.D Commonwealth Edison Co 85/03/31 SOOpp 30199 292-30200 222 

850S020S06 Ack recoipl ot Revs 5 & 6A to Dec 1084 & Mar 1985 emergency 
plans,re5pEctivcly Changes consistent w/IOCFFSO 54 ft acceptable 
PAPERIELLO.CJ Rsgiori 3. Office of Director 05/04/19 REEO.C Commonwealth 
Edison Co 2pp 30116 361-30116 382 

8605100314 (Don firms 850410 telcon re 850528-29 survey of site by OOJ, Boise Inter 
aaency Fire Ctr Access lo emergency operations facility requested 
PAPERIELLO.CJ Rocioi 3, Office of Diroctor 05/04/23 REED.C. CommonweaUh 
Edison Co Ip 30237 352-30237-352 


8505070401 Forwards detailed control room design review final summary repls for 
facilities, per 830414 commitment Schedule for completion of corrective action submrl 
ted 

RYBAK.B Commonwealth Edison Co 65/05/01 DENTON. H R Office of Nuclear R© 
actor Regulation, Director. 2pp, 30239 001-30242.169 


-8605100063 "OolBilcd Conirol Room Design Review Final Summary Rept 
• CommonweaUh Edison Co. 85/05/31 506pp, 30240 324-30242,169, 


0505100148 Forwards Revs 15,18 ft IB ZEon.Quad CilSaa ft Dresden security 
plfins.respecIlveV Revs withheld [foJ 10CFft73.21 ) 

FARRAR.D L Commonwealth Edison Co. 05/05/02 KEPPLER Region 3. Office of Dl 
rector. Ip 30246-314-30245314 ^ 


(..iiiimwaiiwi lu iiiburviCQ inSH ft loalirTn. 
program lo bo lollowod by Irconsoe Lloonsoo prrjposoci progrorn should fcr, followo3 
subi to conditions until review complete ft final approval nivon 
THOMPSON, HL Divfsfort of Licensing, 85/05/21 NOnCLIUS.CE RonlOnn Olfirn nr 
Director fp 30651 070 30G51 081 ^ ^ 

^ lOCmzo 400 tormlnnjiop^ 

THOMPSON, HL Division of Licensing 85/05/23 ConsoJIdnlod Fdlson Co of 
York. Inc 20pp 30682 202-30682 301 


u. inspoctton reports, lE Bulletins ft correspondence 

sic nS o“o“ conlnbulo, ,o CorroBlon ot SInwoBs 

‘LK ol Emergency Preparedness ft Enulnoorinn Roanomn in^oi 

" co^olldatod Edison to ol Now Yorrhio 

8504250455 IE Info Notice 05 036, “Fnlluro of Air Chock Valvnn m " Gs.o i i 
JORDAN, El Drvislon o( Emofflonoy Proporodnoss & 

Consolidalod Eilsonto ol Now Yor8!"lno "?00pp'’3Sn6'o?|! 

85850fW218 Resporrefs to NRC 850401 Ur ro vfofaliona noted in Insi^ Rnnic oAjt.att 
09 & 60 265/85-1 0.CorroGlive actions QAP 350 Insorvlco 

responsibility (or pr% nm^ ndminisira- 
FARRAR.O.L Cornmonwoallh Edison Co. 05/05/01 nnninn ^ mr. 

of Diroctor app 30219 001 -302 ID 003 ^ 


i 
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860S060418 IE Info Notfco fl4'52.Suppl 1, "InadQquate Mall ProcuromenI Conlrols on 
Part of Licenseas & Vendors ” 

JORDAN, EL Division of Emergoncy Preparodnoss & Engineering Response (Post 
830103) 05/05/08 Consolidated Edison Co of Now York, Inc lOpp 30615 33B- 
30615 347 

8505140173 Forwards Inap Repts 50 254/06 11 & 50 265/05 12 on 85032B-29 & 
0424 No violations notod 

HARRISON,JJ Region 3. Office of Director 85/05/00 REED.C Commonwealth 
Edison Co 2pp. 30367 151-30367 157 

-*8505140176 (nsp Repts 50 254/85-11 & 50 265/05-12 on 050320-29 & 0424 No vio 
lailon or deviation noted Major areas Inspected mechanical snubber functional testing 
& review of tost results & review of restraint installation 

KAUFMAN.P.O, DANIELSON.OH Rogfon 3. Offico of Director 85/05/00 5pp 
30367 163 30367 167 


6505230427 Part 21 rept re incorrect short lime delay band /over inadequately installed 
In low voltage K-line circuit breaker electromechanical overcurrent trip device Visual 
Insp to determine if correct lover inslallod rocomrnended 

KAISER, A F Brown Boven Corp (subs of Brown Boveri & Co, ltd) 85/05/13 
DEYOUNG,RC, Director’s Offico, Office of Inspection and Enforcement 6pp 
30531 223-30531.228 

8505160314 Part 21 rept re Hatch transfer starters & transfer starter 
assemblioa Evaluation of Implementation of QA program performed on 850429- 
0503 Results of evaluation verified seismic adequacy of equipment 
HArCH.A E Hatch, Inc 85/05/14 Director’s Office, Office of Inspection and Enforce 
ment Ip 30427 135-30427 135 


V. Operator Examinations 


65Q5208201 Notification of 050510 meeting w/util in Bethesda.MD to discuss pipe crack 
insp & repair at facility 

QEVAN.RB Operating Reactors Branch 2 05/05/00 DENTON.H R , 

EISENHUT,DG. EDISON, Q NRC - No Detailed Affiliation Given Ip 30501 341- 
30501:342 

8505200536 Ack receipt of 850503 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-373/04-25, 50 374/84 32,50-237/04-15,50-249/04-14,50-254/ 
84-15, 60-265/04-13,50-205/84-19 & 50 304/04-20 

REYES, LA Region 3, Office of Director 85/05/15 REED,C Commonwealth Edison 
Co 1p 30485 001-30485 021 

-85052006B1 Responds to NRC 841211 Ur re violations notod In Insp Repts 50-373/04- 
25,50-374/84-32.80-237/04-1 5.50-249/84-14, 50-254/04-15,50 265/04-13,50 295/04- 
19 & 50 304/84-20 Corrective actions re commercial grade mall provided 
DELGEORGE.LO Commonwealth Edison Co 85/05/03 KEPPLER.JG Region 3, 
Office of Director 20pp, 30405 002-30405 021 

8505210440 Forwards summaries of analytical rosulle for Wold 10S-P5 demonstrating 
no loss of design safety margin over margin provided in ASME Bolfor & Pressure 
Vessel Code for Class 1 piping, per Generic Ltr 04-1 1 requirements 
RYBAK, B Commonwealth Edison Co 05/05/16 DENTON.H R Office of Nuclear Ro- 
aclor Regulation, Director flpp 30499 296 30499 304 

8605280189 Forwards Insp Repts 50-254/65-13,50-265/05-14,50*205/05-19, 60 304/ 
05-20,60 373/86-16,50 374/85-15.50 454/05 20 & 50-455/05-14 on 050425 & 
0503 No non compliance Identified 

PAPEHIELLO.C J. Region 3, Offico of Director 05/05/21 REED.C Commonwealth 
Edison Co 2pp 30571.310 30571 318 

-061)5280221 Insp Repts 50 254/85-13.50-265/05 14,50-295/85-10, 50 304/85-20,50* 
373/05-16,60 374/05-15,50-454/65-20 & 50 455/05 14 on 850425 & 0503 No viola- 
tions or deviations Identifiod Areas Inspected radiological environ program 
OESTMANN.MJ, SCHUMACHER, MC Region 3. Office of Director 85/06/11 7pp. 
30571;312-30571’316 

6 BOS 3 00479 Responds to 830422 request for clarification ro InservIce Insp & testing 
program to be followed by llcensoe Licensee proposed program should be followed 
aubj 10 conditions until review complete & final approval given 
THOMPSON.H L Division of Licensing B5/05/21 NORE^LIUS.C E Region 3. Office of 
Director Ip 30651-070 30651 001 

8506280290 Responds to NRC 850402 Ur ro violations noted in Insp Repts 60 264/85- 
02 & 50-265/85 02.CorroctiVQ actions placemen! of jumpers correctod.damaged con- 
Irol iranstormoffl in heater logic replaced & Corporate Directive NSDD-A09 revised 
FARRAR, D L Commonwealth Edison Co 85/05/22. KEPPLER.J G Region 3, Office 
of Director 6pp. 30573’143 30573:148 

6595310323 Confirms plans for 650624 meeting In Marseilles, IL to discuss licensee rog- 
ulatoiy Improvement program status, por 850513 discussion between D Farrar & N 
Ohrlssotimos 

NORELIUS.C.E Region 3, Offico of Director 85/05/24 REEO.C Commonwealth 
Edison Co Ip 30642.170*30642 176. 


R. Periodic operating reports & related oorrespondenco 

8505168171 Forwards addendum to Part 3 of '’1904 Quad Cities Station Annual Operat- 
ing Rept,” reporting results of environ radiological & meteorological monllorlng 
ST EPHENSON.B B Commonwealth Edison Co 85/04/24 KEPPLER.J Q Region 3. 
Office of Director. Ip 30427.301-30427 308. 

-9505160176 Addendum to Part 3 of '*1984 Quad Citios Station Annual Operating 
Rapt,” reporting results of environ radiological & meteorological monitoring 
' Commonwealth Edison Co. 84/12/31 7pp 30427 302-30427.308 

9506290276 Monthly operating repts for Apr 1905 W/a50501 Mr 
KRONICKC , TAMLYNJ.K Commonwealth Edison Co 05/04/30, 23pp. 30500 261- 
30590,263. 


S. Reportable ooourrencee, LERs & related correspondence 


6585030665 LER 85 000 00 on 060401 .small crack w/water Booping discovered on re- 
clrculalion weld 02M-F7 Possibly caused by IGSCC Further analysis of indications 
being performed. W/850415 Itr 

HIEN.QD, KALIVIANAKIS.N Commonwealth Edison Co. 85/04/15. 3pp 30143.361- 
30143-363. 


9605830043 LER 05-010 OO.on 850328,pre planned sequence of scrams performed w/o 
no1!flcation.Caused by procedural Inadequacy Procedure written to document steps 
taken by personnel prior to radiograph operalions.W/850424 Ur. 

WEINFURTER.E.B.. KALIVIANAKI^N Commonwealth Edison Co. 65/04/24 4pp 
30145.360-30146,363 


6S05140341 PNO-lll 05 039 on 06OSO7.two contractor employees injured when olectrlcal 
cable contacted 345 kW line Workers received burns on hands & taken to hosp for 
treatment Electrical short occurred causing power problems 
CHRISSOTIMOS.N,, SHAFER, W Region 3. Office of Oireotor. 85/05/08. Ip 
30376.085-90376 085. 


8505020407 Fonvarda safely evaluation ro NUREG-0737, Items I A 2 1 & II 8 4 re reactor 
operator & senior reactor operator training & qualifications & mitigating core damage, 
respectively Requlremonls mot 

VASSALLO.DB Operating Reactors Branch 2 85/04/12 FARRAR, DL Common 
wealth Edison Co 21pp 30141 316 30141336 

8S0502027G Advises that uti) must furnish approved ref malls listed in End 1 by 850520 
for NRC to meet schedule for 050812-16 written & oral exams & 050814-16 plant oral 
& simulator exams 

REYES.L A Region 3, Offico of Director 85/04/23 REED.C Commonwealth Edison 
Co 5pp 30119 018-30119 022 


DOCKET 50-268 POINT BEACH NUCLEAR PLANT, UNIT 1 


F, Security, medical, emergency & ffro protection plans 

8505030380 Forwards Stele of Wl schedule of corrective actions for deficiencies noted 
In final rept of 04091 1 offsilo radiological emergoncy plan exorcise Schedule ade- 
quate 

KRIMM.R W Federal Emergoncy Management Agency 85/04/24 JOnDAN.E.L. Divi- 
sion of Emorgoncy Preparedness & Engineering Response (Post 830103) 12pp 
30126 001-30126 012. 

8505230520 Forwards notfco of environ assessment & finding of no significant impact re 
applications for oxomptfon from 10CFR50,App R requirements 
MdLER.J R Operating Reactors Branch 3 85/05/14 FAY.C.W Wisconsin Electric 
Power Co 2pp 30646 190-30546105 

-8505230533 Notico of environ assessment ^ finding of no significant Impact ro re- 
quests for oxomption from 10CFR50,App R requirements 

LAINAS.QC Assistant Director for Operating Reactors. 85/05/14 4pp 30546 192- 
30546 195 

8605210202 Ack receipt of end FEMA 850425 Itr which included schedule of corrective 
actions submitted by Stale of Wl for recommodatlons identified as result of 840911 
offsito emergency plan exercise Scftedule adequate 

PAPERIELLO.CJ Region 3, Office of Director 85/05/16 FAY.CW Wisconsin Elec- 
tric Power Co 2pp 30494 270-30494 292 

8505300291 Confirms responses to concerns re program plan describing methodology 
for conducting DCRDR & updates DCRDR schedute per Generic Ltr 82 33 Rev to re- 
quired submission dato for summary rept to Q6D331 requested. 

BRITT, R W. Wisconsin Efeclrfo Power Ce 05/05/21 DENTON.H R Office of Nuclear 
Reactor Rogulnlion, Director MILLER,JR Operating Reactors Branch 3 12pp 
30623.102-30623 203 

8505280305 Forwards Safety Insp Repts 50-266/85 05 & 60-301/95 05 on 850506 00 
& nolice of vJofallon Noncomplianco re capability of shift superintendents to make 
adequato protective action recommendation Is repeat noncompliance 
PAPERIELLO.C J, Region 3, Office of Director. 85/05/22 FAY,C W Wisconsin Elec- 
tric Power Co 2pp 30572 260-30572.270. 

-8505280314 Notice of violation from Insp on 850506 09 
PAPERIELLO.C J Region 3. Office of Difoclor 85/05/22. 2pp 30572.262-30572 263 

-8505280328 Insp Repts 50-260/85 05 & 60-301/65 05 on 850506 09 Ncncom 
pliances noted.anHt supenntendonls failed to make adequate protective action recom 
mendation & failure to conduct key emergency response personnel required training 
SNELL.W, BROWN.Q, PHILLIPS.M Region 3, Offico of Director 65/05/22. 16pp 
30672.264 30572 279. 


P. Operating license stage documents & correapotidence 


8605010346 Summarizes 650328 discussion responding to JR Miller Hr re open items 
concerning Qensrfc Ltr 81-14, '’Seismic Qualification of Auxiliary Feedwater Sys.” W/ 
one oversize drawing Aperture card available In POR. 

FAY,CW. Wisconsin Electric Power Co 05/04/26. DENTON.H R Office of Nuclear 
Reactor Regulation, Director 13pp 30088.044-30008 056 

6505030542 Application for amend to Licenses DPR<24 & DPR-27,con si sting of Tech 
Spec Change Request 104,modlfying auxifiary bldg rectilinear crane to single •failure- 
proof status, per NURE6-0612 Foe paid 

FAY.C.W Wisconsin Electric Power Co 85/04/26 DENTON, H R Office of Nuclear 
Reactor Regulation, Olrector. MILLER ,J R Operating Reactors Branch 3 3pp 
30130 081-30130116 

-8805030553 Proposed Tech Specs re mod of auxiliary bldg rectilinear crane to single 
failure-proof slatus,per NUREG-0612 

* Wisconsin Electric Power Co 86/04/26, 21pp. 30130.084-30130 104 

-8505030558 Rev 3 App G suppi to ’'Summary of Plant Specific Data Supplied by Appli- 
cant for Facility Auxiliary Bldg Crane.” 

* Edorer, Inc. EOR-l ROS ERR. 05/01/16 11pp. 30130:105*30130 115 
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^ Haws No adve/a© impacl on safe 
Power Co Spp'’3M35®351^3M35 3^6o"'^*' ^ 85/04/29 fAY.CW Wisconsin Electric 

30435 360 Reactor Regulation. Director 85704/29 5pp 30435 356 

tT?C?MfIon fo^^planl Jrods ‘^v^ct(s?encr^‘^^ ficensees re implemenlation of 
York, fnc 22i3p aosT^MO^OO^fa 1 70® 05/05/02 Consolidated Edison Co of New 

dSg swIldi'alltmSeT?^ SnTre'ssu,3ef ''" '"' 

pAY^r^uf ExlB/ision requested untif 850831 ^ fhannocQu 

Realtor H^gl'laJon ^DKecbr^^MILLFn DENTON.Hfl Office of Nuclear 

30178 161-30178163 ° MILLERjn Operating Reactors Brwch 3 3pp 

Bl.lllras*® aTsTa's per^GeJenoTt!"B3°2Vfleojelite\ff'l°^^^^^ B- 

sl«iiisS"Svisiis 

{fsoeTO^LIr's^a re iinKrdlirg sy^N^c reconS^^^ ^ 2 1 o' 

Hiv n ?a/ foimosteP Item 4 5 3 response wll b^?^£S iteSt=t' « 

Reacto)^ fleSon" d“ ctor'^'MILLER J®H %’erat°^ °' 

30394187-30394 201. M'Li-tH.J R Operating Reactors Branch 3 5pp 

bS';?v,r v§ " 

"*RAM“£?®Bl?SHmER®S?' Valve Sys." trnal repi 
07/31 125pp 30533 1 37*30533 252 fmpell Corp 09*0870-0014 ROO 04/ 

“If " vs,- 


Part^oiVice'nsee*°S^Ve^ots Mall Prccuremenl Controls on 

B30103r'B5/05/08°£k)n5dIdated'’iriisVf’’p'®'*'’? M * Enginoaring Responso (PosI 
30615 347 ’^onsoiroated Edison Co of New York, Inc lOpp 30615 338 

^^compSance^^S^^ 50-266/85-07 & 50-301/85 07 on 850415-19 No non 

tflcPow0r^Co‘^pp^3O®275?7^^^^ 85/05/08 FAY.C W Wisconsin Elec- 

deviakon nyed^iajorieas^ins^^^ 850415 19 No vioJatlon or 

maint outage activities ^ ifjspecied radiation protection program during rofueilng & 

Gpp 30275 175-3^^^18^ ^ ^ Region 3, Offico of Director 85/05/08 

stone 2 "*Svc lisrend*"'^^ Chemical Cleaning of Steam Generators at Mill- 

ffiMrf5/05°/Trifanll?:ffi‘4VK^ 

*TnS°or^lahoVN®oTOompl?anc®e'’%®^^^ 4 50-301/85 05 on 050506-09 

adequate protective action recommftnHTiJr?®?®^' ^^ superintendents to make 

pltances^noiodsSifAuperinten^^^^^ 050606 09 Nonce m- 

niendation & failure to conduct ksv adequate proteclivo aclion recom- 

JNELL.W. brown, Q , PHILLIPS Hi Rp^i?inn^n raquiretJ training 

30572 264-30572 279 Region 3, Office of Director 85/05/22 1 6pp 


B Periodic operating reports & related correspondence 

10 1 .. 

85/04/30 lOpp 30538 201- 


“'Slei^w" fIIIy &®w''v?,iSn°P^ W/8S0510 Hr 

30538 290 ^ Wisconsin Efectric Power Co 8{ 



docket 50-267 FORT ST. VRAIN NUCLEAR GBNERATINQ STATION 




Nuclear Plant Unit l fleacSteei <> 

VAK»rrut^r^c^.- ' ^ V A ki tesm?!!?? P/ogram ” 

10532 226-lo53’2310 Electric Corp WCAP 

'>08 lerminauon 

York. Inc 20pp^30682 282*30662 301*® Consolidated Edison Co of New 

‘•trM^aejIem®" 3^®®""^''°“®® ''®®"sees & applicants re Tech 

3067V3??.^67i Sm'"®" ®' '-'®®®®'"9 Vankas Atomic Electric Co. 17pp 

Q Inspecllon reports, IE Bulletins A correspondeoce 

reptComnien?S5up®po?'ng uraraVeVs^LPralinaM suo’' !f /S'"-®"'® 

FivUul'SVS '"iPWements appreciat^^'^ ® supported Hov of trend assign. 
Oiteclor Ip 30442 IS^fsOdd/l'M^ ^ 85/04/23 KEPPLEBJ G Region 3, Oltice ol 

'’®P'® ^M«5/85 06 S 50-301/85 08 on 850411 No r»n- 
?SX%oX",4ig;^“95?^i’"®®'°' FAVew Wisconsin Eleolnc 

1 = »eror=j:iS-.-™^ ?| ®n ™ non.^,_ 

30204 °5i-3020 ™62'^*''^’^*' Region 3, Olffee ol Director 85/04/24 2pp. 

Steel Piping^' Sve ksVenc?* ^®®’ Contribules to Corrosion ol Stainless 

gO,oVi5%?;?9^®S„®n^^ 

830103,^ 85/04/30 Consolidalld E&son W^®aw\V;rc'"fol'CT??5!S7t 


»Ier®2,S®S3"?45^0»8“ ^°HNSON,EH Region 4. 

®® '= '’®^ -""®'«f (-1 

Oltice ol Direc“of'°2w'30?78137.3lS78'f38 ROSENSEHG.S Region 4, 

App^(?/“afe®g®ualdls'& "®®"®™l Crlte- 

S7w®®pfe,fo’^src^“A'’V 

Office Of Director 2pp 30219S^2*302 ?oT 73^ 85/04/24 JOHNSON.E H Region 4, 

V '® ®'"^'“®® ®»- 

JOHflSQN Vh ®o®"' 5"®''?"?,®' '"'kl equipmen “ ‘’®'‘®' “"''8's'anding of ss- 

o1’»^'Jp^®C2^358°gl?4^r3?^^^^^^ Public Service CO. 

2pp 304123ro-3IM°12"381 °'''°® '^''®®'®' 55/04/20 Region 4, Ollice of Director. 

GAHM.JW Publ. service Co ol Colorado 85/04/29 76pp 30155 016.30155:092 

otganlzatlonS'conlrol ol e^SmncfeTPa^n^reirnlm n®® ?®" Sections 5 a 10 A ra 
GAHM^jSr^ V^?/8504^^ Hr ® ^ ^ summary of referenced 

Offico it OireolQr.®79p®p~MS3?6oV.3M3°9®07°7 J0HNS0N.6H Region 4 , 

“SS32 SiHHrS 

Region A, Office of Director. 7pp 301 73^124-301^^30^ 85/04/30 JOHNSON, E H 
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6505300445 Forwards comments on NRC DCRDR audit rept Rept identifies human en 
gineejing discrepancies (HED), planned control room design changes, schedule (or 
planned changes & disposition of HED 

WAREMBOURG,DW Public Service Co of Colorado 85/04/30 JOHNSON,EH 
Region 4, Office of Director 250pp 30633 081 30638 340 


8505140157 Confirms 850508 lelcon arrangements for 850516 meeting in Denver, CO to 
review dosign & operation of electricat sys Review of mall provided resulted m con 
cerns requiring corrective action 

JOHNSON, EH Region 4. Office of Director 85/05/09 LEE, OR Public Service Co 
of Colorado 2pp 30367 162 30367 163 


8505130347 Forwards SALP Rept 50 267/85 08 for Oct 1983 - Feb 1985 
MARTI N»R0 Region 4, Office of Diroctor 85/05/07 LEE.O R Public Service Co of 
Colorado 3pp 30279 067-30279 119 

-6506130353 SALP Rept 60-267/05 00 for Oct 1983 * Feb 1985 
♦ Region 4. Office of Director 85/05/07 53pp 30279 070 30279 119 

8505170588 Forwards request for addi info on response to Generic Ur 83-28 re Salem 
ATWS events List of Incomplete responses w/ brief description of daftcmncy also 
end Info requested within 30 days of Itr receipt 

JOHNSON, EH Region 4. Office of Director 85/05/08 LEE.O R Public Service Co 
of CoPoratfo 4pp 30463 360-30463 363 


p. Operatfng license stage documents & correspondence 


8505240097 Advises that Tech Specs re xenon stability testing,plant protective sys in 
strumentation & reactor protective sys will be delayed until 850531 
BREY.HL Public Service Co of Colorado 05/05/09 JOHNSON, EH Region 4. 
Office of Director Ip 30562 176 30562 176 

05O629OO5S Forwards technical evaluation rspl, "Review of Licensee & Applicant Ro 
sponses to Generic Ltr 83 20, ’Post-Trip Review Data & Info Capabilities' for Fort St 
vrain.Unit 1 " 

JOHNSON, EH Region 4. Office of Director 85/05/17 LEE, OR Public Service Co 
of Colorado 3pp 30620 159 30620 176 

-6S05200Q59 "Review of Licensee & Applicant Responses to Generic Ltr 63-26, 'Post- 
Trip Review Data & Info Capabilities’ for Fort St Vraln.Umt 1 " 

‘ Science Applications International Corp (formerly Science Applications, Inc) NRC- 
03 82-096 SAIC 85/1514-2 DRFT 85/05/17 NRC - No Detailed Affiliation Given 
16pp 30620162-30620176 


8505170066 Partial response to FOIA request for documents re potential effect of plant 
performance stds Imposed by state legislation & util re^lators on plant 
safety Forwards documents listed on app Documents available in PDR 
FELTON, J M. Division of Rules and Records 04/10/03 BELUN Nuclear Information 
A. Resource Service 3pp 30476 151-30477 001 

-8605170104 Forwards WL Brown 840906 memo re PUC of CO incentive plan Ex- 
presses concern that principle thrust of incentive plans appears to be significant 
ffTpact on cost of power resulting from efforts to comply w/NRC requirements 
CC5LLrNS.J.T. Region 4. Office of Director 04/09/06 SALTZMAN.J Assistant Direc- 
tor for Slate & Licensee Relations 2pp 30476’332-30476 333 

--8505170100 Forwards 840525 & 0000 Commission decisions re adopting incentive 
plan A exceptions filed by ulll in response to first decision (ncenlivo plan may jeopard- 
Re public health A safety 

BROWN, W L. Regulations Division 84/08/22. COLLINS, J T Region 4, Office of Direc 
lor 4pp 30476:334 30476 337. 

6605160001 Further response to FOIA request for documents from INPO A NRC that 
efesen be, analyze or evaluate INPO role or procedures fn roporling info to NRC App A 
documents end App B documents segregated A all factual porllons released 
FELTON, J.M Division of Rules and Records 84/11/21 TOTTEN.T Critical Mass 
Energy Project 4pp 30417 001-30417 193 

-8207060079 "Evaluation of Fort St Vrain Nuclear Generatmg Station 
• Institute of Nuclear Power Operations 81/12/31 35pp 30417 276 30417 310 

6602260104 Responds to request for addI info re proposed amond to Tech Spec 4 1 9 
on limiting conditions for operation for orifice control assembly Automation of calcula 
lion of optimum orifice positions would bo advantageous 

aREY.H,L. public Service Co of Colorado 65/02/11 JOHNSON.EH Region 4, 
Office of Director 2pp 29098.344-29098 345 

6605010351 Informs that fisted electrical sys drawings sent to J Miller of NRR for 
review, per 840410 A 12 requests Cepy of logic diagrams being prepared by I Ahmed 
requested 

WAREMBOURG.D W Public Service Co of Colorado 05/04/12 JOHNSON.EH 
Region 4. Offico of Director 2pp 30093:286 30093 267 

6605010376 Forwards photographs of hot sve facility motrolony robot used for NDE of 
fuel A reflector elements Photos inadvertently omitted from 850124 submittal 
BREY,HL Public Service Co of Colorado 85/04/12 JOHNSON.EH Region 4, 
Office of Director 3pp 30093.310 30093'31 2 

6606020482 Requests response to concerns listed In Section 4 2 5, "Conduct of Oper- 
ations," A Section 4 2.6, "Maint Practices," of NRC 841016 assessment rept A subse- 
quent meetings within 30 days of Itr receipt 

JOHNSON, E.H. Region 4, Office of Director 85/04/10. LEE.O R Public Service Co. 
of Colorado 2pp. 3011 6.356 301 16 357. 

6505100609 Amends 1,000 amp/h ref in 850311 itr to 1,058 amp/h of required battery 
capacily to satisfy load profile 

WAREMBOLJRG.O.W. Public Service Co of Colorado 85/04/22 JOHNSON.EH 
Region 4, Olfica of Director. 1p 30440 050 30440 050 

6505260379 Discusses min battery capacily required to satisfy emergency dc load 

6 rol lie, Amend of 1,080 emp/h to 1,058 amp/h of required battery capacity requested 
/AREMBOURG,D,W. Public Service Co. of Colorado 85/04/22 JOHNS&N.E.H 
Region 4, Office of Director. Ip. 30502.362-30502.362. 

8605160497 Expresses appreciation for opportunity to discuss quality aspects of CRD A 
orifice assembly (uRDOA) refurbishment program on 650424 in 
Aiiingl on, TX. Discusses 850418 audit to confirm 18 ChDOAs completed w/high qual- 

!l?NQLeTON,LW. Public Service Co of Colorado. 85/04/26. JOHNSON, E H. Region 
4, Office of Director 10pp. 30440.030-30440 045 

8564290442 Generic Ltr 85-07 to all operating reactor ficensees re Implomontallon of 
integrated schedules for plant mods Sve list end, 

THOMPSON.KL. Division of Licensing 05/05/02. Consolidated Edison Co of New 
York, In-O. 22pp. 30218.149*30218 170 


6505160116 Forwards modified fuel surveillance program, summary of Refueling 3 fuel 
surveillance commitments A current status, per 050118 Ur Programs incorporate past 
cominilmenis w/mods neceasllatod by reductions In DOE funding. 

LEE.O R, Public Service Co of Colorado. 85/05/03 JOHNSON.E H Region 4, Olllce 
Of Director. I0pp. 30440 237-30440'246 


6506170469 Forwards NRC posilions on capability of operator to terminate certain 
Steam pipe rupture events within 4 minutes, per 860403 meeting Response to positions 
A concerns requested within 30 days of ltr receipt, 

JOHNSON.EH. Region 4. Office of Director. 85/05/07. LEE.O R public Service Co 
Of Colorado. 3pp. 30463 330 30463 332 


8505300506 Requests payment of fee for 850503 application transmitting facility fuel 
surveillance program for NRC approval 

DIGGS, R M license Fee Management Branch 86/06/21 LEE, OR Public Sga/icq 
C o of Colorado ip 30654 306-30654 306 

8506210100 Genonc Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON,H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 202 30682 301 


Q. Inspection reports, IE Bulletins & corresponderice 


BS0S1603B1 Ack receipt of 850328 Hr informing NRC of steps taken (o correct violnlions 
noted in Insp Rept 50 267/84-29 Implomenlallon of cerrcclive actions will be re 
viewed during future insp 

JOHNSON, E H Region 4, Office of Diroctor 85/04/23 LEE.O R Public Service Co 
of Colorado 2pp 30440 099-30440100 

6505090203 Forwards Rov 15 to physical securily plan, In eluding App B, ’’General Crito 
ria for Securily Person nol" A App c, "Safeguards Coming oncy Plan ’’ Rov responds to 
NRC Insp on 04 121 7-1 9 Rev & plan wiIhlioTd (ref 10CFR73 21) 

GAHM.J W Rubric Service Co of Colorado 85/04/24 JOHNSON.E H Region 4, 
Offico of Director 2pp. 30219 172 30219 173 

66050104 10 Forwards Insp Rept 50 267/65 1 0 on 850326 29 No violation or deviation 
noted 

JOHNSON.EH Region 4, OHice of Director 06/04/26 LEE,OR Public Service Co 
of Colorado 3pp 30092 147-30002 156 

-8606010418 Insp Rept 50 267/85-10 on 8.50325 29 No vlolaflon or deviation 
noted Major areas inspected radwaste program. Including organizalion A mgt 
controls,trelnlng A qualifications, audits A solid radwaste 

HOLLEY.WL, MURRAY, B, IRELAND, R E Region 4. Office of Director 85/04/26 
Opp 30092149 30092.156 

0505010426 Forwards fnsp Rept 50 267/05 02 on 850211-15 No violation or deviation 
noted 

JOHNSON.EH Region 4, Office of Director 95/04/26 LEE.O R Public Service Co 
of Colorado. 2pp 30092 157-30092 16/ 


-8505010433 Insp Ropl 50 267/85 02 on C50211-15 NO violation or deviation 
noted Major areas inspected radiation protection activilios associated w/CRD A orifice 
assemblies, Including organization.planning.tramrng.audits A exposure control 
CHANEY, H D , MURRAY.B , IRELAND.R E Region 4, Office of Director 85/04/23 
9pp 30092’ 169 30092 167 

8505150431 Forwards summary of 050219 moellng w/util at Region IV re aclivillos au- 
thorized by License DPR-34 Mooting bene field & provided bettor understanding of se- 
curity matter ro designations of vital equipment 

JOHNSON.EH Region 4. Office of Dire dor. 85/04/26 LEE.O R. Public Service Co 
of Colorado 2pp 30412'358.30412 361. 

*■*■8505150434 Summary of 850219 mooling w/uli! in Arlington, TX re security maltora 
pertaining to designations of certain vitaf equipment. Dotal Is addressed in Insp Rept 
50-267/84-36 

JOHNSON, EH Region 4. Offico of Diroclor. 85/04/26 Region 4. Office of Director 
2pp. 30412*360 30412 3 61 

6505290264 Forwards notice of violation from insp on 850301-31 A 0401-l6.lnsp Rept 
60-267/86 07 will bo issued in future 

JOHNSON.EH. Region 4, Office of Director. 85/04/26. LEE, OR Public Service Co 
of Colorado. 4pp. 30019 104-30619.189 


^•8505290260 Notice of violation from insp on 050301-31 A 0401-16 Violations 
noted failure of maint QG to sign off hold points Incorporated Into CRD refurbishment 
procedures. 

^ Region 4, Office of Director 85/04/26 2pp. 30619 108-30619,189. 


8504250452 (E Info Notico 85 034, ’'Heal Tracing Coniribulea to Corrosion of Stainless 
Steel Piping," Sve list end, 

JORDAN, EL. Division of Emorgoncy Preparedness A Engineering Response (Post 
830103) 05/04/30 Consolidated Edison Co of Now York, Inc i07pp 3011 6' 105- 
30115 291. 


8504250455 (E Info Notice 85-035, "Failure of Air Check Valves to Seat." Sve list end, 
JORDAN, E,L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc lOBpp 30115 077- 
30116:184 


8506130347 forwards SALP Rept 50 267/85-08 for Oct 1983 - Fob 1905. 

MARTIN, R D Region 4, Office of Director. 85/05/07 LEE,O.R Public Service Co of 
Colorado 3pp 30270 067-30279119 
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-8505130353 6ALP Rept 50 267/^5 08 »or Oct 1983 Fob 19B5 
* Regrori 4. Office of Director 65/05/07 53pp 30279 070 30279 11 9 

-0411130594 Inlornns of review of LERs from Ocl 1983 - Nov 1G84^in support of SALP 
review Review focused on completeness, darily.underslandabilJly & adequacy of LER 
contents LERs adequate for assessment period, 

SEVFRIT,KV Reactor Operations Analysts Branch 84/11/05 JOHNSON.E H Divi 
sjon of Resident. Reactor Prolect & Engineering Programs 4pp 30279 120 
30279 123 


V. Operate/ Examinations 

8505130347 Foiwards SALP Rept 50 267/85 08 for Oct 1983 - Feb 1965 
MAR7HR D Region 4, Otfice ot Director 85/0S/07 IEE,0 R PubU Service Go of 
Colorado 3pp 30279 067-30279119 

-B505 130363 SALP Rept 50 267/85-08 for Oct 1983 - Feb 1085 
^ Region 4< Office of Olrfictor 65/05/07 53pp, 30279 070 30279 119 


-8S0 4020356 Advises that facility LERs through 850228 have been evaluated, per Re 
gtoral Ofc Notice 0e03F(ndtngs In previous evafualion valid for extended POCKET 50-269 OCONEE NUCLEAR STATION. UNIT 1 

period Licensee needs to improve safely evaluation of event 
SEYFRir.KV ReaclorOperalions Analysis Branch 85/03/22 JOHNSON.E H Region 

4, Office ot Director Ip 30279 124 30279 124 F. Securfty, medlcaf, emergency & fire protection plans 


8505130436 Forwards Insp Rept 50-267/65 09 on 850325-29 No violation or deviation 
noted 

JOHNSON.E H Region 4. Office of Director 85/05/07 LEE.OR Public Service Co 
of Coforado 2pp 30270 219 30278 223 

“8505130438 Insp Repi 50-267/65 09 on 850326-29 No violation or deviation 
noted Major areas inspected mamt w/specific emphasis on control rod rofurbishmant 
program 

SKOW.M.E, IRELAND.RE Region 4, Office of Director. 85/05/08 3pp 30278 221- 
3027B 223 


8506100459 Responds to FOfA request for SECV-84-089 & SECy-84.089A Documents 
end 

FELTON, J M Division of Rules and Records 84/09/24 WISE.J R Bishop. Liberman. 
Cook, Purcell & Reynolds Ip. 30297 319-30297 319. 


-^8403120190 Requests Commission review of staff disapproval of licenseo request for 
exception to establish emergency operations facility 125 miles from plant site 
DIRCKS.WJ Office of the Executive Director for Operations SECY-84.0a9 84/02/ 
22 44 pp 30297.320-30298 005 


850521)0171 Forwards Insp Rept 50-267/65 06 on 850305 OB & notice of violatiori 
JOHNSON.E H Region 4, Office of Director 85/05/07 LEE, OR Public Service Co 
of Colorado 3pp 30485 348-30485 356 

-6505200179 Notice of violalron from Insp on 650305-08 

• Region 4, office of Director 85/05/07 Ip, 30485 351-30465 351 

-8505200183 Insp Rept 50-267/85-06 on 850305 08 Violation noted corrective action 
not taken to promptly revise Administrative Procedure Q 15 & Q-18 
SKOW.M. IRELAND, RE Region 4. Office of Director 85/04/30 6pp 30485 352- 

30485 356 

850S200221 Forwards Insp Rept 60-267/85-12 on 650415 19 & notice of violation 
JOHNSON.E H Region 4. Office of Director 85/05/07 LEE, OR Public Service Co 
ofCoforado 2pp 30486 021-30486 028 

-8505200227 Notice of violation from fnsp err 650415-19 

* Region 4, Office oJ Director 85/05/07, tp 30486 023 30486 023 

-B505200236 /nsp Rept 50-267/85-12 on 650415-19 Violation noted failure to fill out & 
sign authorization sheet to Rework Task 1 of FNPWP-10011 prior to starting work 
SKOW.M E> IRELAND, HE Region 4, Office of Director 85/05/07 3pp 30486 024- 

30486 026 

8506060418 IE Info Nolrce 84-52, SuppI 1, "Inadequate Mall Procurement Controls on 
Part of Licensees A Vendors *' 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/09 Consolidated Edison Co of New York. Inc, lOpp 90615 338 
30615 347 

8505200369 Forwards notico of significant licensee meeting on 850629 at Fori St Vram 
visitors dr to discuss SALP rept for Oct 1983 • Feb I985,per lelcon Proposed meeting 
agenda also end 

MARTIN.RD Region 4. Office of Dtreclor 65/05/15 WALKER.RF Public Service 
Co of Colorado 5pp 30470 249 30470 253 


R, Periodic operating reports & related correspondence 

8505280T69 Monthly operating rep! for Apr 1985 W/a50613 Hr 
NOVAOHEK.F. GAHM.J W Public Service Co of Colorado 85/04/30 9pp 
30562 223-30582 231 

8505220100 Forwards "Radiological Environ Monitoring Program Summary Rept for 
1984 

GAHW,JW. Public Service Co of Colorado 85/05/01 JOHNSON.EH Region 4, 
Office of Director ip 30527'051 -30527 184 

-8605220103 "Radiological Environ Monitoring Program Summary Rept for 1904 " 

* Colorado Stale Univ. FI Collins. CO 84/12/31. Ip 30527,052 30527.184 


S. Reportable occurrences, LERs & related correspondence 


-8406020307 Recommands Commission agree w/proposed staff disapproval of util re 
quest for exception to emergency operation facility location distance 
requirement Minutes of 840321 meeting w/ util & util vlewgraphs end, 

DIRCKS.WJ Office of the Executive Director for Operations. SECY-B4-089A 84/05/ 

1 4 23pp 30298 006 30293 028 

8505170120 Forwards Insp Repts 60-269/85-05.50-270/85>05 & 50-267/85-05 on 
850311-14. 

BROWNLEE.VL Region 2, Office of Director 05/03/27 TUCKER.H B Duke Power 
Co 2pp 30465 166-30465 168. 

-8506170136 Insp Repts 50-269/85-05.50 270/85 05 «• 50-287 /85-05 on 850311- 
14 Vlofalion notedalarm sys testing procedures Details withheld (ref 10CFR2 790 & 
73 21), 

ENNIS.JO Region 2. Office of Director 85/03/25. Ip 30465 168-30465.160 

6605010368 Requests response to end NRC position re operator protection concerning 
NUREG-0737.U8m 1IL03 4, "Control Room Habitability''^ & test results within 2 wks 
after compfeting mods & tests to control room habitability sys 
ST012.JK Operating Reactors Branch 4 85/04/15 TUCKER, HB Duke Power Co, 
7pp 30100 030-30100 030 

8505240074 Forwards public version of Rev 7 of Crisis Mflt Implementing Plan CM IP-2, 
"Crisis News Group Plan" & Rev 3 to Crisis Mgt Implementing Plan CMIP 3. "Crisis 
News Group Plan.*' W/850510 release memo 

TUCKER.H B Duke Power Co 05/04/17 Record Services Branch (Document Control 
Desk) 2pp 30567184-30567 352 

-0505240082 Public version of Rev 7 of Crisis Mgt Implementing Plan CMfP-2, "Crisis 
News Group Plan '* 

* Duke Power Co 65/03/29 86pp. 30S67 106-30567 267 

-0505240092 Public version of Rev 3 to Crisis Mgt fmpfemenling Plan CMrP-3, "Crisis 
News Group Plan " 

* Duke Power Co 85/04/05 86pp. 30567 268 30567 352, 

8505030494 Forwards Rev 4 to training & qualification plan Rev withheld (ref 
10CFR73 21) 

TUCKER.H B Duke Power Co 85/04/22 GRACE.J N Region 2. Office of Director. 
2pp 30128 14 1-30 128' 142 

8505100341 Advises lha* control room pressunzatlon test prolected for completion by 
850531 Test results will be submitted by 850614, along w/response to NRC 050415 Itr 
re utif actions per NUREG 0737Jtem Ilf D.3 4, "Control Room Habitability " 

TUCKER.H B Duke Power Co 85/05/01 DENTON.H R Office of Nuclear Reactor 
Regulation. Director STOL2,JF Operating Reactors Branch 4. Ip 30245*256- 
30245 250 

8505090195 Advises that 850422 Rev 4 to guard training & qualification plan consistent 
w/provlafons of 10CFR50 64(p) & acceptable 

WALKER.fl D Region 2, Office of Director. 85/05/02. TUCKER.H B Duke Power Co. 
2pp. 30221 047-30221 048. 


8S051 60163 LER 85-004-00 on 85031 7, unplanned liquid radwaslo release of approx 
900 gallons occurred while recirculating from monitor tank Caused by Isolation valve 
V-B241 failure Valve cleaned & verified to isolate Procedures under review W/8504 16 
Hr 

EGQEBROTEN,J , HJLL.J. GAHM.J W Public Service Co of Colorado 85/04/16 
JOHNSON.E.H Region 4. Office of Director app 30440 253-30440 260 

8505010624 LER 85-006-00on 6503 1 9. discrepancies discovered between submittal 
dale & event date re maint work that disturbed fire retardant mat! In barrier penetra- 
tion seals Caused by inadequate procedures Procedures modified W/8504 17 Ur 
EGGEBRDTEN,J. GAHM.JW P*rWic Service Co oJ Colorado 65/04/18 
JOHNSON.E H Region 4, Office of Director 5pp 30093,252-30093 256. 

8505010264 Confirms arrangements for 850424 enforcement meeting in Region IV 
ofc Maiof topics of discussion will be maint QC problems re ChO & 
refurbishment Notification end, 

JOHNSON.E,H. Region 4. Office of Director 65/04/19 LEE.O R Public Service Co 
of Colorado 3pp 30095 066 30095 088 

9505070587 Forwards summary of 850417 meeting w/util,GA Co & EG&Q m 
Arlington, TX re CRD mechanism repfacemenl bearing problem Meeting proved bene- 
ficial 4 provided better understanding of problem 

JOHNSON.E H Region 4, Office of Director. 85/04/30 LEE.O.R Public Service Co 
d Colorado 20pp 30205.145 30205 172. 


8506130387 Ack receipt o1 650426 Itr informing NBC of steps taken to correct violations 
noted In Insp Repts 50-269/05-05, 60 270/85-05 & 50-287/85 05 
BROWNLEE, V I Region 2. Office of Director 85/05/06 TUCKER.H B, Duke power 
Co* Ip 30274 381-30274 362. 

-0505130392 Responds to NRC 850327 Ur re violations noted In Insp Repts 50-289/85 
05,50-270/85-05 & 60-207/85-05 Corrective actions (ref 10CFR73 21) 

TUCKER.H B. Duke Power Co, 85/04/26 GRACE, J N. Region 2, Office of Director 
Ip 30274 362-30274 362 

8505200169 Rev 85-3 to Vol C of emergency plan implemenllng procedures, Including 
HP/O/6/ 1000/01 re classification of emergency, flP/O/B/ 1000/02 re notification of 
unusual events & RP/O/B/1 000/03 re alert W/850514 Ur 

TUCKMAN.MS, TUCKER.H B. Duke Power Co. 85/05/14. GRACE.S N Region 2. 
Otfice ot Dreclor BOpp, 30466 1&2-304BB 254. 

8605210377 Rev 15 to "Crisis Mgt Plan for Nuclear Stations " W/850614 Ur 
TUCKER.H B Duke Power Co, 85/05/14 124pp 30495 001-30495 1 24 

6505310033 Forwards Rev 14 to security plan, removing lumping criteria from Intrusion 
detection testing requlrement8.Rev withheld (ref 10CFR7d 21). 

TUCKER,H,fi Duke Power Co. 85/05/16. GRACE, J.N Region 2, Office of Director 
2pp. 30641:101-30641 102 
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J. Insurance & Indemnity information 

6505090240 Endorsement 61 to MAELU Policy MF 61 

* Muliral Atomic Energy Liability Underwriters 85/04/15 Ip 30219 034-30219 034 

0505090268 Endorsement 79 to NELIA Policy NF-182 

’ Muclsar Energy Liability Insurance Association 86/04/15 Ip 30219101 30219 101 

8505090336 Endorsement 80 to NELIA Policy NF-182 

* Nuclear Energy Liability insurance Association 85/04/15 lp 30220 309-30220 309 

0505090341 Endorsement 62 to MAELU Policy MF 61 

* Mulual Atomic Energy Liability Underwriters 05/04/15 Ip 30220 300 30220 300 


P. Operating license stage documents A correspondence 


8505100394 Advjses that test will bo performed 2 days prior to initial outage for first 
Keowee battery replacement to assure that w/one battery out of size, remaining battery 
will supply required loads for both Keowee units 

TUCKEh.HB Duke Power Co 05/05/01 DENTON, HR Office of Nuclear Reactor 
Regulation, Director STOLZJF Operating Reactors Branch 4 2pp 30245 154- 
30245 155 

0504290442 Generic Ltr 85 07 to all operating reactor liconsees re Implementation of 
intograted schodules for plant mods bvc list end 

THCjMPSON.H L Division of Licensing 05/05/02 Consolidated Edison Co, ef New 
York, Inc 22pp 30210 149 30218 170 

8S05230610 Requests meetings on 050509-10 at facility to discuss improvement of 
Tech Specs 

STOLZ.J F Operating Reactors Branch 4 85/05/02 TUCKER, H B Duke Power Co 
3pp 30545 154-30546 156 


6505150001 Further response to FOIA request for documents from fNPO & NRC that 
describe, analyze or evaluate INPO role or procedures in reporting info to NRCApp A 
documents end App B documents segregated & all factual portions released 
FELTO 1 N.JM Division of Rules and Records 04/11/21 TOTTEN,T Critical Mass 
Energy Project 4pp 30417 001-30417 103 

“6505150071 "Evafualion of Oconee Nuclear Power Station '' 

• Institute of Nuclear Power Operations 81/07/31 40pp 30418 015-30418 055 

“850 5160074 "Evaluation of Oconee Nuclear Slation,Duk6 Power Co" 

• Institute of Nuclear Power Operations 83/01/31 31pp 30419 056 30418 086 

6505220340 Forwards ‘'Semiannual Radioactive Effluent Refeaso Rent for McGuire Nu 
clear Station for Jul Dec 1904," Rev 5 to, "Offsite Dose Calculation Manual" & util 
process control program W/o program 

TUCKER,HB Duke Power Co 05/03/01 GRACE,JN Region 2, Office of Director 
3pp 30530 076 30530'122 

. 6505220345 "Semiannual Radioactive Effluent Release Rept for Juf-Oec 1984 ” 

• Duke Power Co B4/12/31. 35pp 30530 079-30530 113 

“8505220346 Rev 6 to "Offsite Dose Cafculation Manual " 

BIRCH,M.L, HAMPT0N,JW, MCINT0SH,M0 Duke Power Co 84/09/10 Opp 
30530 114 30530'122 


0505230603 Expresses appreciation for participation In NRC sponsored three-plant 
study on pressurized thermal shock Resoluiion reflects strong technical efforts by both 
rodustcy & NRC 

DENTON.HR Office of Nuclear Reactor Regulation, Director 05/05/03 
TUCKER, H0 Duke Power Co 2pp 30545172-30545 173 

8605140334 Requests payment of fee for 041000 application within 16 days of receipt 
of Ur Application proposed Tech Spec changes to NUREG-0737 items 
MfLLER,W O License Fee Management Branch 05/05/08 TUCKER, H B Duke 
Power Co Ip 303D9 333-30389 333 

8505240240 Advises that licensees may formally request consideration of Integrated re 
actor vessel metis program for plants, per CO Thomas 850313 & 0503 Itrs Each licens- 
ee should submit request for license amend to remove current Tech Specs 
THOMPSON,H L Division of Licensing 05/05/00 TUCKER, H B Duke Power Co 
TUCKER.H.B Babcock & Wilcox Operating Plants Owners Group lOpp 30576030 
30576 047 

8505290667 Forwards safety ovaluation ro util 831104 response lo Generic Ltr 03- 
20Jtom 1.1, "Post-Trrp Review (Program Description & Procedures)" Post-trip review 
program & procedures accoplable.VV/o safety evaluation 

STOL2,JF Operating Reactors Branch 4 85/05/16 TUCKEfl,HB Duke Power Co 
2pp 30620 260 30629 262 


8504170847 Forwards monthly status rept on plant-specific bacMittIng activities current 
Ih rough 860308 Nine ol IS SER open Items resolved prior to appeal meetings SER 
scheduled for completion on 050329 

CRUTCHFIELD, 0 Assistant Director for Safety Assessment 65/03/10 
THOMPSON, HL Division of LIcerising 66pp 30161 102-301 61 '246 

8505020378 Application for amend lo Licenses DPR-30,DPR 47 & DPR-SS, granting 
on a- lime exfenslon of inoperabllily of Reactor Bldg Cooling Tram 3A to 14 
days Proposed Tech Spec chaiigo & lochntcaf jusliffcalion end Foo paid, 

LEE^W.S Duke Power Co 85/04/11, DENTON,H R Office of Nuefear Roaclor Renu 
latlon, Plreclof STOLZ,J.F Operating Reactors Branch 4 4pp 30104 050-30104,063 

“8505020384 Proposed Tech Spec rev to Page 3 3 3, granting ono lime extension of In- 
operability of Reactor Bldg Cooling Train 3A for repalr,provldlng both trains operable 8 
Train 3A relumed to sve by 850420 
" Duke Power Co 85/04/11 0pp 30104 054-30104 059 

8505010434 Approves revs lo facility startup physics testing program, ro Unit 2 Cycio 6 
cnlical boron concentration, moderator temp coefficient & control rod worth physics 
startup losis. 

STOLZ.J F Operating Reactors Branch 4 85/04/10 TUCKER, HB, Duko Power Co 
2pp 3009D 294-30099 295 

0505010627 Forwards Amends 137,137 & 134 to Licenses DPR*30,OPR-47 & DPR- 
6 5, reap actively A sefety avalualion Amends revise rod position & power Imbalanco 
limits of Tech Spec 3 6 2 lo support operation of Unit 2 during upcoming Cycle 8 
NICOLARAS.H. Operating Roactora Branch 4 85/04/16 TUCKER, H B Duke Power 
Co, app, 30099 089-30099.1 15 

“8505010629 Amends 137,137 & 134 to Licenaea DPR.3B.DPR-47 & DPR-55, 
respeclively, revising rod position & power Imbalance limits of Tech Spec 3 5.2 to sup- 
port operallon of Unit 2 at full rated power during upcoming Cycle 8. 

STOLZ,J.F, Operating Reactors Branch 4 85/04/10 14pp 30099 092-30099.105. 

“8605010833 Safely evaluation supporting Amends 137,137 & 134 lo Licenses DPR- 
3B,DPR-47 & OPR-65, respectively 

* Office of Nuclear Reactor Regulalion, Director. 85/04/18 lOpp 30099 100- 
30099-115 

8506130129 Forwards Central Files available Amends 138,138 & 135 to LIconaos DPfl- 
38,DPR-47 8 DPR-fiScrospectWefy & safely ovaluation Amends revise Tech Specs lo 
allow one-time extension of Inoperability of Reactor Bldg Cooling Unit 3A. 
NiCOLARAS.H. Operating Reactors Branch 4. 66/04/22, TUCKER.HB Duke Power 
Co. Ip. 303e3‘267-30383:267. 

B505Q00582 Forwards questionnaire ro licenaae perception of regional review of licens- 
ing aollone Response requested as part of audit required per NUREQ-1076 
STOLZ.J.F. Operating Reactors Branch 4, 85/04/24, TUCKER,H B Duke Power Co 
5pp. 3023SJ31 1-30235 316 

8605060610 Notificalion of 850500-10 meetings w/util fn Oconee, SC to discuss NRC 

N^SfRASJ^^Opi^alSg R^^ Branch 4. 85/04/30 STOLZ,J.F. Operating Reac- 
tors Branch 4 2pp, 30187:21 7-30187'21 8. 

85OSO7O120 Notification of 850507-08 meetings w/uti( & BNL In Oconee, SC re PRA 
study on Unit 3, specifically maior safety sys & SQlecled assumptloris used, _ 

NICOLA RAS,H. Operating Reactors Branch 4, 85/04/30 STOL2,J F Operating Reac- 
tors Branch 4. 2pp 90217:352-30217.353 


8505200092 Romils fee for 041000 appllcalion,per WO Miller 650508 request 
SIMMONS. JW Duke Power Co 85/05/20 DIGGS, R M Office of Administration 2pp 
30599 244-30599 246 

8505210108 Generic Ltr 85 00 to all holders of CPs & OLs ro 10CFR20 408 lerminallon 
repls - formats 

THOMPSON, H L Division of Llcefistng 85/05/23 ConsoTidaled Edison Co of Now 
York, Jnc. 20pp 30682 202 30602.301 

8605210131 Oenoric Ltr 85-10 to all B&W PWR licensoos & applicants re Tech Specs 
for Generic Lir 83 28, lie ms 4 3 & 4 4 

THOMPSON, H L Division of Licensing 65/05/23 Consolidatod Edison Co of Now 
York, Inc I6pp 30670 335 30670 340 


Q inspeollon reports, IE Bulloilns & correspondence 

8506170120 Fonwards Insp Repls 50-269/85 05,50 270/85 05 & 50-287/05 05 on 
050311-14, 

BROWNLEE, VL Region 2. Office ol Director, 85/03/27 TUCKER, HB Duke Power 
Co 2pp 30465 166 30465,166 

“8605170136 Insp Repls 60-269/85 05,60-270/05 06 & 60 287/85-05 on 850311- 
14Viol'ation noted alarm sys testing procedures DolaiJs withheld (rof 10CFR2 790 & 
73 21). 

ENNIS,JD, MCQUfRE,DR Region 2, Oflice of Director. 05/03/26. Ip 30466.160 
30465.168. 

8505170532 Forwards Insp Repls 50-260/05 08.50 270/86-08 & 50 287/05 08 on 
650322-24 No violation or devlalion noted 

BROWNLEE.VL Region 2. Office of Director 85/04/02 TUCKER.HB Duke Power 
Co 1p 30464 226 -30464‘234. 

“0505170537 Insp RoplS 60-269/85 08,60-270/85 06 & 50 287/05 08 on 050322- 
24 No violation or dovialion notod.Major areas inspected propara! Ion for 
refuellrig.re fueling & spent fuel pool activity & followup on IE Bulletin 84 03, 
MATHISJ.L, JAPE,F. Reglert 2, Office of Director. 86/03/20. 6pp 30464 229 
30464'234 

8505210514 Forwards Exam Rept 6O-280/OL-05 01 of exam adminislerod on 850205* 
06, 

BROWNLEE.VL Region 2, Office of Director 85/04/08 TUCKER.H.B, Duke Power 
Co. app 30526’348-30526.352. 

“0505210517 Exam Rept 50 269/QL-65-01 on 850205 06 Exam results'all candidates 

^ILSON.B A Region 2. Office of Director. 85/03/14 3pp, 3 052 6' 350-30 526 -352. 

0506200300 Forwards Insp Rept 50.269/85 06,50-270/85-06 & 50-207/05-06 on 
850310-21 & notice of violation. 

WALKER.R 0 Region 2, Office of Director. B5/04/09 TUCKER.H.B. Duke Power Co 
ip. 304B6 070-30486.079. 

“8505200321 Not/ce of violation from Insp on 850318-21 
* Region 2. Office of Director, 85/04/09. 2pp, 30486,071-30406 072. 


A50S070497 ASSESSMENT OF SELECTED TRAC AND RELAP6 CALCULATIONS FOR 
OCONEE-1 PRESSURIZED THERMAL SHOCK STUDY 

ROHATGI.U.S, PU,J., SAHA,P Brookhaven National Laboratory. FIN A-32e6 
NUREG/CR-3703 85/04/30, Division of Accident Evaluation 08pp 30211.005- 


30211:100. 


“8505200332 Insp Repts 50-269/65 06,60-270/85 06 & 60-287/85 06 on 650318- 
21. Violation noted.fallure to Implement design spec requirements lor main feedwater 
flow nozzlos 

ECONOMOS.N,, BLAKE, JJ. Region 2, Office of Director. 85/04/04. 7pp. 30486.073 
30486.079, 
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8504250452 IE InfD Notice 85 034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc list enct 

JORDAN, EL Division of Emergoncy Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co a( New York, Inc 107pp 30115 185- 
30115291 

8504250455 IE Info Notice 85 035, “Faiture ot Air Check Valves to Seal " Svc list end 
JDRDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consofirfaled Edison Co of New York. Inc 108pp 30115 077- 
30115164 

BSOSI 30387 Ack receipt of 650426 Itr informing NRC of steps taken to correct violations 
noted in Inbp Repls 50-269/85 05, 50 270/85 05 & 50-287/65-05 
BROWNLEE.V L Region 2, Office of Direclor 65/05/05 TUCKER.H B Duke Power 
Co Ip 30274 361-30274 362 

-8505130392 Responds to NRC 650327 Itr re violations noted In Insp Repts 50-269/85- 
05.50-270/85 05 & 50 287/85 05 Corrective actions (ref 10CFR73 21) 

TUCKER.H 0 Duke Power Co 85/04/26 GRACEJN Region 2. Office of Director 
1p 30274 3S2-30274 362 

8SQS0B041& IE Info Notice 84-52, SuppI 1, “Inadequate Matl Procurement Controls on 
Part ot Licensees & Vendors" 

JORDAN, E L DivisJOn of Emergency Preparedness & Engineering Response (Post 
630103) 65/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 33B 
30S15347 

8505130D34 IE Info Notice 65-037, "Chemical Cleaning of Steam Generators al Mill 
sione 2 ” Svc list end 

jORDAN.EL Division of Emergency Preparedness & Ervgmeering Response (Post 
830103) 85/05/14 Yankee Atomic Electric Co 4pp 30646 272 30849 014 

6505200108 IE Info Notice 85 03B, “Loose Parts Obstruct CRD Mechanism " 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 86/05/21 Consolidated Edison Co of Nevr York. Inc 4pp 30667 356- 
30667 359 


8505130365 Advises that exemption request ro requalification program requested in 
NRC 850404 Hr unnecessary Program submitted on 7B0717 reviewed & approved In 
NRC 780817 Ur Only S 5% of training program lauqht through self-study 
TUCKER.H 8 Duke Power Co 65/05/0B DENTON, H R Office of Nuclear Roaclor 
Regulation, Director THOMPSON,H L Division of Licensing 2pp 30274 305 
30274 306 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8505100459 Responds to FOIA request for SECY-04-089 & SECY-84 089A Documents 
end 

FELTON.J M Division of Rules and Records 04/09/24 WiSE.J R Bishop. Liberman. 
Cook, Purcell & Reynolds Ip 30297 319-30297 319 

-B403120190 Requests Commission review of staff disapproval of licensee request for 
exception to establish emergency operations facifity 125 miles from plant site 
DIRCKS.WJ Office of the Executive Director for Operations SEuy-84-0Q9. 84/02/ 
22 44pp 30297 320-30298 005 

-B406020307 Recommends Commission agree w/proposed staff disapproval of util re 
quest for exceplion to emergency operation facility location distance 
requirement Minutes of 640321 meeting w/ util & ulil viewgraphs end . . 

DIhCKS.WJ Office of the Executive Director for Operations SECY-G4 089A 84/05/ 
14 23pp 30298 006 30298 028 

0505170120 Forwards Insp Rents 50-269/85-05.50-270/85 05 & 50-287/85 05 on 
850311-14 

0ROWNLEE.V.L Region 2. Office of Direclor 85/03/27 TUCKER.H 0 Duke Power 
Co 2pp 30465 166-30465 168 


R, Periodic operating reports & related correspondence 

8505170637 "Radioactive Ef/fuerbt Releases, Solid Wastes, Annual RepL 1982” W/ 
830225 Itr 

TUCKER.H B Duka Power Co 82/12/31 O'REILLYJP Region 2. Office of Director 
epp 30463 080 30463 085 

850523001 B Forwards "1983 Radioactive Effluent Release Rept," including second 
semiannual solid waste disposal repi for Jul Dec 1983 Delay of submittal addressed in 
840227 Itr 

TUCKER.H B Duke Power Co 04/03/22 O'REILLY. J P Region 2. Office of Director 
Ip 30540 245 30540 250 

-8505230020 "1993 Radioactive Effluent Release Repl," including second semiannual 
solid waste disposal rept for Jul-Oec 1983 

TUCKER.H 8 Duke Power Co 83/12/31 7pp 30540 246 30540 250 

6505220120 "Environ Radiological Monitoring Program Annual Operating Rept,1984" 
W/a 50430 Ilf 

TUCKER.H 8 Duke Power Co 64/12/31 GRACE.JN Region 2. Office of Director 
29pp 30530 003-30530 031 


-8505170136 Insp Repls 50 269/85 05,50-270/85 05 & 60 287/85-05 on 850311 
14 Violation noted alarm sys testing procedures Details withheld (ref 10CFn2 790 & 
73 21) 

ENNIS, J D Region 2. Office of Direclor 85/03/25 1p 30465.168-30465 168 

8505010368 Requests response to end NRC position re operator protection concerning 
NUREQ-0737,ltem Ilf D 3 4, "Control Room Habitability’^ & teat results within 2 wks 
after completing mods & tests to control room hpbitabllity sys _ 

STOLZ,JF Operating Reactors Branch 4 85/04/16 TUCKER.H. B Duke Power Co 
7pp 30100 030-30109 036 

9505240074 Forwards public version of Rev 7 of Crisis Mgt Implementing Plan CMfP-2, 
“Crisis News Group Plan" & Rev 3 to Crisis Mgt Implementing Plan CMIP-3, "Crisis 
News Group Plan " W/050510 release memo 

TUCKER.H 6 Duke Power Co 85/04/17 Record Services Branch (Document Control 
Desk) 2pp 30567 1 04-30567 352 

-8505240062 Public version of Rev 7 of Crisis Mgt Implementing Plan CMfP-2, “Crisis 
News Group Plan " 

•Duke Power Co 85/03/29 86pp 30587 186-30567 267 


6505240284 Monthly operating repts for Apr 1985 W/8505t5 itr 
REAVIS.J A. TUCKER.H a Duke Power Co 85/04/30 17pp 30562 253 30562 269 


S. Reportable occurrences, LERs & related correspondence 

B505070434 LER 95 004 00 on 65 0328 .gaseous waste disposal lank released w/o re- 
dundant sample analysis Caused by personnel error Personnel counseled & sample 
taken W/fl50429 Hr 

GODWIN.SG , TUCKER.H B Duke Power Co 85/04/29. 4pp 30204 132-30204 135 

6505070447 Advises of reliability of auxiliary oil pumps per LER 84-007-00 No insp of 
Unit 2 pump during outage warranted Dtit deleting commilment 
TUCKER.H 0 Duke Power Co 85/04/30 Record Servic os Branch (Document Control 
Desk). 2pp 30204 153-30204 154 

8505140418 Part 21 rept re discrepancies in Limitorque actuator weights for valves sup 
plied to Bellefonto LTnils 1 & 2 & Washington Nuclear Project Unit 1 List of affected 
valves end Listed B&W designed plants notified of problem 

TAVLOR.JH Babcock & Wilcox <!^ 85/05/08 TAYLOR, JM Director’s Office, Office 
of Inspection and Enforcement. 5pp 30368 1 16 30368 120 

0SO524O358 Summary of 850507 operating reactors events meeting List of 
attendees, events discussed & assignments end 

CRUTCHFIELO.D Assistant (Srector for Safety Assessment 85/05/13 
THOMPSON.H L Division of Licensing 2Bpp 30576 145 30576 172 

8505290322 LER 85-OOS-OOon 85041 1, reactor tnp occurred upon ciosura of low pres- 
sure turbine intercept valves & mam turbine control vafves.Caused by faulty edge con- 
nector on circuit board of electro hydraulic control sys W/850513 Itr 
HAYNES.RF., TUCKER.H Q Duke Power Co 85/05/13. 4pp 30619139 30619 142 

8505290627 LER 05-006-00 on 850411, plant Inpped during divergent secondary pres- 
sure swing Caused by turbine header pressure conlrof instabilities Recirculation valves 
isolated until mods can be made W/850513 Itr 

GODWIN.SG, TUCKER, HB Duke Power Co 85/05/13 4pp 30617 25 0 30617 253 


V. Operator Examinations 


-8505240092 Public version of Rev 3 to Crisis Mgt Implementing Plan CMIP-3, “Crisis 
News Group Plan " 

* Duke Power Co 85/04/05 96pp 30567 268-30567 352 

8505030494 Forwards Rev 4 to training & qualification plan Rev withheld (ref 
10CFR73 21) 

TUCKER.H B Duke Power Co 85/04/22. GRACE. J N Region 2, Office of Director 
2pp 30128 141-30120 142 

8505100341 Advises that control room pressurization test protected for completion by 
850531 Test results will be submitled by 85061 4.afong w/response to NBC 050415 (tr 
re util actions per NUREG O737Jt0m IN D 3 4. "Control Room Habitability." 

TUCKER.H e Duke Power Co 05/05/01. OENTON.H R Office of Nuclear Reactor 
Regulation, Director. STOL2.JF Operating Reactors Branch 4 ip 30245 256- 
30245 266 


8505090195 Advises that 850422 Rev 4 to guard training & qualification plan consistent 
w/provisions of 10CFR50 54(p) & acceptable 

WALKER.R D Region 2, Office of Direclor. 85/05/02 TUCKER.H B Duke Power Co 
Zpp 30221 047-30221 048 

8505130387 Ack recelpl of 850426 Ur Informing NRC of slaps taken to correct violations 
noted in Insp Repts 50-269/85 05. 50 270/85-05 & 50 287/85 05 
BROWNLEE.V I Region 2, Office of Director 85/06/06 TUCKER.H B. Duke Power 
Co Ip. 30274 361-30274,^362 


-8506130392 Responds to NRC 850327 Itr re violations noted in Insp Ropts 50 269/86 
05,60-270/05 06 & 50-287/85 05 Corrective actions (ref 10CFR73 21) 

TUCKER.H a Duke Power Co 85/04/26 GRACE, J.N Region 2, Office of Director 
Ip 30274 362-30274 362. 


8605200169 Rev 05 3 to Vol C of emergency plan inw lament [no procedures, Including 
HP/O/B/1 000/01 re classification of emergency, RP/O/B/1 000/02 re notificalion of 
unusuaf events & RP/O/B/1 000/03 re alert W/050514 Ur 

TUCKMAN.MS, TUCKER.H B, Duke Power Co. 85/05/14 GRACE.SN. Real on 2 
Office of Director. 80pp 30468 182-30468 264 . u v 


8505210514 Forwards Exam Rept 50 269/OL-85 01 of exam administered on 850205- 
06 

BROWNLEE.V L Region 2. Offico of Director 85/04/08. TUCKER.H 6 Duke Power 
Co Zpp. 3062a-34e-30526 352. 

-8505210517 Exam Rept 50 26d/OL-85 01 on 850205 06.Exam resullsiatl candidates 
passed 

WILSON.BA Region 2, Office of Director 85/03/14 3pp 30526 350-30526 352 


8505210377 Rev 15 (0 ”Crfsis Mgt Plan for Nuclear Stations " W/650514 Itr 
TUCKER.H 8 Duke Power Co 85/05/14. 124pp 30495 001-30495 124 

8505310033 Forwards Rev 14 to security plan, re moving Jumping criteria from Intrusion 
detection leslinj requirements Rev withheld (ref 10CFR73 21) 

TUCKER.H B, Duke Power Co 85/05/16 GRACE.J.N Region 2. Office of Direclor 
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P. Operating llconse stage documents & correspondence 

8505150001 Furlher fesponso to FOIA request for documents from INPO & NRC that 
describe ^analyze or evaluate INPO role or procedures in reporting Info to NRCApp A 
documents end App B documents segregated & all facluaf portions released 
FELTONJ M Division of Rules and Records 64/11/21 TOTTEN.T Critical Mass 
Energy Pro|ecl 4pp 30417 001-30417 193 

-8505150071 "Evaluation of Oconee Nuclear Power Station " 

^ Insiilute of Nuclear Power Operations 01/07/31 40pp 30416 015 30418 055 

-8505150074 "Evaluation of Oconee Nuclear Station, Duke Power Co " 

' Institute of Nudear Power Operations 83/01/31 31pp 30416 056-30418 066 

8505220340 Forwards "Semiannual Radioactive Effluent Release Rept for McGuire Nu- 
clear Stalion for Jul Dec 1964," Rev 5 to, "Offsite Dose Calculation Manual" & util 
rocass control program W/o program 

UCKER.H B Duke Power Co 05/03/01 GRACE.J N Region 2. Office of Director 
3pp 30530 076 30530 122 

-6505220346 Rev 5 to "0/fsilo Dose Calculation Manual " 

BIRCH,MU, HAMPTON,JW, MCINTOSH.M D Duke Power Co 64/09/10 8pp 
30530 114-30630 122 

0504 1 70 B 47 Forwards monthly status rept on plant specific backfilling activitlos current 
through 850306 Nine of 15 SER open iteme resolved prior to appeal meetings SER 
scheduled for completion on 650329 

CR LITCHFIELD, D Assistant Director for Safety Assessment 85/03/16 

THOMPSON,HL Division of Licensing 65pp 30161 182-30161 246 

8505020378 Application for amend to Licenses DPR-30,DPR-47 & DPR 55, granting 
one time extension of Inoperability of Reactor Bldg Cooling Train 3A to 14 
days Proposed Tech Spec change & technical Juslification end Foe paid 
LEE,WS Duke Power Co 85/04/11 DENTON,HR Office of Nuclear Reactor Regu- 
lation, Director STOLZ,JF Operating Reactors Branch 4, 4pp 30104 050 30104 053 

-8505020384 Proposed Tech Spec rev to Page 3 3-3,grantlnq one-timo extension of In- 
operability of Reactor Bldg Cooling Train 3A for ropair,proviaing both trains operable & 
Train 3A rolurnod to svc by 850420 

• Duke Power Co 85/04/11 6pp 30104 054-30104 050 

6505010434 Approves revs to facility startup physics testing program, ro Unit 2 Cycle 8 
critical boron concon1ra1ion,modorator temp coefficient & control rod worth physics 
startup tests 

STOLZ,J F Operating Reactors Branch 4. 85/04/10 TUCKER.HQ Duke Power Co 
2pp 300Q9 294 30090 295 

8505010627 Forwards Amends 137,137 & 134 to Licenses DPR-36,DPn‘47 & DPR- 
5 5, respectively & safety evaluation Amends revise rod position & powor Imbalance 
limits of Tech Spec 3 5 2 to support operation of Unit 2 during upcoming Cycle 6 
NlGOLAnAS,H Operating Reactors Branch 4 05/04/10 tDcReR.H.B Duke Power 
Co 3pp 30099 089 30099115 

-8505010829 Amends 137,137 & 134 to Licenses DPR-30,DPR.47 & DPR-55, 
rospecllvoly, revising rod position & power imbalance limits of Toch Spec 3 5 2 to sup- 
port operation of Unit 2 at full rated powor during upcoming Cycle 0 
STOLZ,JF Operating Reactors Branch 4 85/04/18 I4pp 30099 092-30099 106 

-85050 10B33 Safety evaluation supporting Amends 137,137 & 134 to Licenses DPR- 
3a,DPR-47 & DPR-65,rQspoctlvok 

* Office of Nuclear Reactor Regulation, Director, 85/04/10 lOpp 30099,106- 
3009D 115 

6505130129 Forwards Central Files available Amends 138,130 & 135 to Licenses DPR 
3B,DPR*47 & DPR- 55, res pec lively & safely evaluation Amends revise Toch Specs to 
allow one lime extension of inoperability of Reactor Bldg Cooling Unit 3A 
NICOLARAS,H Operating Reactors Branch 4 85/04/22 TUCKER, H B Duke Powor 
Co Ip 3 0383 287-30303 267 

6505090562 Forwards questionnaire ro licensee perception of regional review of licens 
Ing actions Response requested as part of audit required per NUREQ-1075 
BTOLZ,J F Operating Roaclors Branch 4 85/04/^4 TUCKER, H,B Duke Power Co, 
5pp 30235 311-30235,315 

6595060610 Notification of 850509-10 meetings w/util In Oconee, SC to discuss NRC 
Toch Spec Improvement Profecl 

NIC0LARAS,H, Operating Reactors Branch 4 05/04/30 STOLZ.J F. Operating Reac- 
tors Branch 4 2pp 30187,217-30187,210 

8505070128 Notification of 850507-00 meelings w/ulil & BNL in Oconee, SC ro PR A 
study on Unit S.specifically major safety sys & selected assumptions used 
NICOLA R A S,H Operating Reactors Branch 4 85/04/30 STOLZ.J, F, Operating Reac- 
tors Branch 4. 2pp 3021 7,352-3021 7’353 

8505100394 Advises that test will be performed 2 days prior to Initial outage for first 
Keowee battery repfacoment to assure that w/one battoiy out of svc, remaining battery 
will supply roquireu loads for both Keowee units, 

TOCKER,H B Duke Power Co 85/05/01 DENTON.H.R Office of Nuclear Roaclor 
Regulation, Director, STOLZ,J F Operating Reactors Branch 4 2pp 30245' 154- 
30245,165 

8604290442 Generic Ltr 85 07 to all mieraling roaclor licensees ro impfemenlalion of 
intea ratod schedules for plant mods. Svc list end 

THOMPSON, H L Division of Ucenslng 86/05/02 Consolidated Edison Co, ol Now 
York. Inc 22pp 30218 149-30218-170 

8695230610 Requests meelings on 850509-10 at facility to discuss improvement of 
Tech Specs 

STOL2,J F Operating Reactors Branch 4 85/05/02. TUCKER, H,B Duke Power Co 
Opp 30545.154-30545.156 

6505230603 Expresses appreciation for participation in NRC-sponsored three plant 
study on pressurized thermal shock.Resoiution reflects strong technical efforts by both 
Indusl^ & NRC 

DENTON, H R Office of Nuclear Reactor Regulation, Director 05/05/03 
TUCKER.H.B, Duke Powor Co 2pp 30546:172-30545:173 


6505140334 Requests payment of fee for 841008 application within 15 days of recoipl 
of Ur Application proposed Tech Spec changes to NUREG-0737 items 
MILLER,WO License Fee Mar>agomenl Branch B5/05/08 TUCKER, H B Duke 
Powor Co Ip 30389 333 30389 333 

8605240240 Advises that licensees may formally request consideration of integrated re 
actor vessel malls program for plants, per CO Thomas 850313 & 0503 Itrs Each licens 
ee should submit request tor license amend to remove current Tech Specs 
THOMPSON.HL Division ol Licensing 05/05/08 TUCKER, HB Duke Power Co 
TUCKER,H 0 Babcock & Wilcox Operating Plants Owners Group lOpp 30576 03B 
30576 047 


0605290657 Forwards safety evaluation re ulil 831104 response to Generic Ltr 03 
28, Item 1 1 , "Post-Trip Review fProgram Description & ProcoduresJ " Post-trip review 
program & procedures acceptable W/o safety evaluation 

STOLZpJF Operating Reactors Branch 4 85/05/15 TUCKER, H 8 Duke Power Co 
2pp 30629 260 30629 262 

0SO529OO92 Remits fee for 841008 application, per WO Miller D5050Q request 
SIMMONSJ W Duke Powor Co 85/05/20 DIGGS.H M Office of Administration 2pp 
30599 244-30599 245 

8505210106 Generic Hr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts •> formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co el New 
York, Inc 20pp 30602 202 30602 301 

8505210131 Generic Ltr 85 10 to all B&W PWR licensees &. applicants re Tech Specs 
for Generic Ltr 83-2 8, Items 4,3 & 4 4 

THOMPSON.H L, Division of Licensing 05/05/23 Consolidated Edison Co of New 
York, Inc 1 5pp 30670 335-30670 349 


O. Inspection reports. iH Bulletins & correspondence 

8505170120 Forwards Insp Repts 60-269/85 05,50-270/85 05 & 50 287/85 05 on 
85031 1-14 

BROWNLEE, VL Region 2, Office of Director 85/03/27 TUCKER, H B Duka Power 
Co 2pp 30465 166 30465 160 

-8605170130 Insp Repts 50-269/85 05,50-270/05 05 & 50 207/85 05 on B50311 
14 Violation noted alarm ays testing procedures Details withheld (ref 10CFR2 790 & 

ENNikjD. MCGUIRE, DR Region 2, Office of Director 05/03/25 Ip 30465 168- 
30465 160 ^ 

8605170532 Forwards Insp Repts 50-269/85 08,50-270/85 09 & 50-287/05 08 on 
850322-24 No violation or deviation noted 

BROWNLEE.VL Region 2, Office of Director 05/04/02 TUCKER, HB Duke Power 
Co. Ip 30464 226-30464'234 

-8606170537 tnsp Repts 50-269/05 00,50 270/05-08 & 50 287/85 08 on 850322- 
24 No violation or devlallon noted Major aroas Inspected preparation for 
rofuellng, refueling & spent fuel poof activity & followup on IE Bullotin 84 03 
MATHIS,JL, JAPE.F, Region 2, Office of Director 85/03/29 6pp 30464 229 
30464 234 

8505200300 Forwards Insp Rept 60 289/05 06,60 270/85-06 & 60-287/06 06 on 
850318-21 & notice of violation 

WALKER, R.D. flenlon 2, Office of Oiroolor 85/04/09 TUCKER,H B Duke Power Co 
Ip 30486 070 30480,079 

-8506200321 Notice of violation from Insp on 05031 8 21 
* Region 2, Office of Director. 85/04/09 9pp 304G6 071 30488 072 

-8505200332 Insp Hopls 50-269/85 08,50 270/05 08 & 50 287/05 06 on 850318- 
21 Violation noted failure to fmplomenl design spec requirements for main feedwater 
flow nozzles. 

ECONOMOS.N, BLAKE, JJ Region 2, Office of Director 85/04/04 7pp 30406 073 
30460 079 

8504250452 IE Info Notice 85-034, "Heal Tracing Contributes to Corrosion of Stainless 
Steel Piping •' Svc list end, 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/30. Consolidatod Edison Co of Now York, Inc I07pp 30115 185- 
30116-291 

8504250455 IE Info Notice 85 035, "Failuro of Air Chock Valves to Seal" Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/04/30 Consolidated Edison Co. of New York, Inc fOOpp 30115 077- 
30116'104 

8505130387 Ack receipt of 050426 Ur informing NRG ol slops taken to correct violations 
noted In Insp Rapts 50-269/85 05, 60-270/05 05 & 50 287/85-05 
BROWNLEE.V L Rogion 2, Office of Director 05/05/06 TUCKER,H B Duke Power 
Co Ip 30274 381-30274 362 

-8506130392 Responds to NRC 050327 Ur re violations noted In Insp Repis 50-269/85- 
05,50 270/85-05 & 60 287/05 05 Correcllve actions (ref 10CFR73.21) 

TUCKER, H a Duke Power Co, 86/04/26 GRACE,J N Region 2, Office of Director 
Ip. 30274’362-30Z74‘362 

8505060410 IE Info Notice 84-52, SuppI 1, "Inadequate Mali Procurement Controls on 
Part of Licenseas & Vendors *’ 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co, of New York, Ino lOpp 30616 338- 
30615:347. 

8605130034 IE Info Notice 85-037, "Chemical Cleaning of Steam Generators at Mill 
stone 2 '* Svc list end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/14 Yankee Atomic Electric Co 4pp 30848 272-308^49 014 



54 DOCKETED ITEMS 


8-5-052Q016B IE fnfoNotico -65 038, '"Loose Paris Obstruct CRD Mechanism" 

JORDAN, E L Division of Emergen w Preparedness S Engine onng Response (Post 
8 3 01 03) 85/05/51 Consolidated Edison Co of New York. Inc 4pp 30667 356- 
GO 667 359 


R. Periodic operating reports & related correspondence 

850S170637 "Radioachva Etfluenl Roloases, Solid Wasles,Annual Rept, 1982 W/ 
836225 Itr 

TUCKER.H a Duke Power Co 82/12/31 O'REILLY.J P Region 2, Office of Director 
6pp 30463 OaO 30463 085 

3505230018 Forwards ''1983 Radioactive Effluent Refeaso Rept," including second 
semiannual solid waste disposal repi for Jut Dec IdQS Delay of submittal addressed in 
640227 Itr 

TUCKER.H B Duke Powe/ Co 84/03/22 0’REILLY,J P. Region 2. Office of Director 
Ip 30510 245 30540 250 


0505100201 Forwards oporabilily requirements for environmentally qualified equipment 
a components Describes administrative controls Instituted & specific actions to be 

taken in event environ qualification status becomes uncertain 

MURPHY. WP Vermont Yankee Nuclear Power Corp 05/05/03 VASSALLO.D B Op 
eratirg Roaclors Branch 2 4pp 30245 318 30245 321 

8505170087 Forwards safely evaluation re Q40925 & 1002 responses to Generic Llr 63 
28,ttem 1-1 concerning post trip review program & praceduros Program & procedures 
acceptable 

VASSALLO.D B Operating Reactors Branch 2 85/05/06 CAPSTICK.R W Vermont 
Yankee Nuclear Power Corp 2pp 30464 044-30404 050 

•*8505170092 Safety evaluation ro 840D25 & 1002 responses to Generic Ltr 83 28, Item 
1 1 concerning post-trip review program & procedures Program & procedures accepla 
ble, 

* Office of Nuclear Reactor Regulation, Director 05/05/06 5pp 30484 046 
30404 050 


-6505230026 "1983 Radioactive EffJuenI Release Rept," including second semiannual 
solid waste disposat rept for Jut-Dec 1963 

TUCKER.H B Ouko Power Co 63/12/31 7pp 30540 246 30540 250 

8505220120 “Environ Radiological Monitoring Program Annual Operating Rept.t9e4'’ 
W/850430 Itr 

TUCKER.H B Duke Power Co 64/12/31 GRACE,J N Region 2, Office of Director 
2&PP 30530 003-30530 031 

8505240264 Monthly operating reals for Apr 1905 W/e5051S Itr 
REAVIS.J A , TUCKER.H 8 Duke Power Co 85/04/30 17pp 30562 253 30502 269 


S. Reportable occurrences. LERe & rclaled correspondence 

3505140418 Part 21 rept re discrepancies in^ irmitorque actuator weights for valves sup 
plied to Bellsfonte Units 1 & 2 & Washington Nuclear Project Unit 1 List of affected 
valves end Listed B&W-designed plants notified o1 problem 

TAYLOR, JH Babcock & Wilcox Co 85/05/0B TAYLOR.JM Director's Office. Office 
of Inspection and Enforcement 5pp 30358 116-30360 120 


V. Operator Examlnatfons 


8505290435 Afmlication for amend to License DPR-28, consisting of Proposed Charge 
129, revising Tech Spec Figures 361,3 62 & 363 to incorporate shifts in reactor 
vessel pressure/temp limit curves Feo paid 

MURPHY.WP Vermont Yankee Nuclear Power Corp 85/05/10 DENTON, HR Office 
ef Nuclear Reactor Regutatfon, Director 4pp 30592 155-30592 174 

--8505290443 Proposed Tech Specs, revising Figures 3 6 1,3 6 2 & 3 63 to incorporate 
shifts in reactor vessel pres sure /temp limit curves 

* Vermont Yankee Nuclear Power Corp 85/05/10 16pp 30592 159-30592 174 

850517030B Requests approval of use of PVRC recommended damping analysis 
method, per AS ME Code Case N-41 l.for replacement of recirculation sys & portions of 
RHR ^s Expeditious review requested 

CAPSTICK.RW Vermont Yankee Nuclear Power Corp 85/05/14 VASSAL LO,DB 
Operating Reactors Branch 2 2pp 30442 217-30442'218 

8 5052 10298 Requests NRC review & approval for use of Nuclear Energy Svcs.Inc NES- 
5 cask lifting device to shield activated reactor components during transport to li- 
censed disposal site Fee paid 

CAPSTICK,RW Vermont Yankee Nuclear Power Corp 85/05/17 VASSALLO.D B 
Operating Reactors Branch 2 2pp 30494 277-30494 278 


8505130365 Advises that exernption request re re qualification program requested In 
NRC 850404 Itr unnecessary Program submitted on 780717 reviewed & approved In 
NRC 700817 Itr Only 2 5% of training program taught through self study 
TUCKER.H B Duke Power Co 85^5/08 DENTON. H R Office of Nuclear Reactor 
Regulation, Director THOMPSON.H L Division of Licensing 2pp 30274 305 
30274 306 


8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts • formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30602 282 30682 301 


O. Inspection reports, IE Bulletins & correspondence 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8505080069 forwards request for exemptions from requirements of 10CFR50.App 
R, Section ID G 2, *'Fire Protection of Safe Shutdown Analysis '* Meeting to discuss ex- 
emption requested 

MURPHY ,WP Vermont Yankee Nucloar Power Corp 85/04/24 DENTON, HR Office 
of Nuclear Reactor Regulation, Director. 35pp 30197 135 30197 327 

-8505088072 "Safe Shutdown Capability Analysis ” 

^ Vermont Yankee Nuclear Power Corp 65/04/08. 159pp 30t97 170-30197 327 

S 5050 10373 Revised "1985 Vermont Yankee Nuclear Power Station Emergency Re- 
sponse Exercise & Evaluation Plan '' 

• Vermont VenVee Nuclear Power Corp 65/04/30 275pp 30089 141-30090 055 

8505100381 Forwards Insp Rept 50-27 1/85 10 on 850305-0401 No violations or unac- 
ceptable conditions noted Review of Inadequate parts identified in Insp Rept 50-271/ 
85-11 continuing 

WENZINGER.E C Region 1, Olfice of Director 85/05/02. MURPHY, WP Vermont 
Yankee Nuclear Power Corp 2pp 30245 21 6-30245 236 

-■850510'0393 Insp Rept 50 271/85-10 on 850305 0401 No violalron noted Major areas 
inspected physical security & IE Bulletin 84 03 Operators readiness to implement new 
emergency procedures should be reviewed in June 1985 

RAYMOND.WJ, MEYER.GW, TRIPP,L E Region 1, Office of Director 85/04/23 
1&PP 30245 218-30245 236 


f. Financial Information 

6505100347 Forwards certilied financial statements for 1084 
MORGAN,G J Vermont Yankee Nuclear Power Corp 65/05/07 DENTON.HR, Office 
of Nuclear Reactor Regulation. Director IBpp 30245 23B 30245 255 
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8505010397 Forwards Enforcement Conference Rep! 50-271/85-15 on 650311-16 & 
notice ol violation 

MURLEY.TE Region 1. Office of Director 85/04/25 MURPHY.W P Vermont Yankee 
Nuclear Power Corp 3pp 30092 130-30092 146 

-8505010400 Notice of violalion from insp on 850311-15 

• Region 1, Office of Director 05/04/25 2pp 30092 141 30092 142 

-6505010406 Enforcement Corrference Rept 50-271/85-15 on 85031 1-1 5 Items 
discussed concerns associated w/inadequato receipt insp & storage program & inac- 
curate & misleading insp repts 

PRELL.J. EAPEN.PK Region 1, Office of Director 85/04/23 4pp 30092 143- 
30092 146 


8504250452 IE Info Notice 65 034. "Heat Tracing Contributes to Corrosion of Sfainfess 
Steel Pipj^ " Sve list enci 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp. 30115 185- 
30115 291 


05O42SO455 IE Info Notice 85 035, "Failure of Air Check Valves to Seat " Sve list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc 108pp 30115 077- 


8505100381 Forwards Insp Repl 50-271/85-10 on 850305 0401 No violations or unac 
ceptable conditions noted Review of inadequate parts Identified in Insp Rept 50-271/ 
05 1 1 conllnuing 

WENZINGER.E C Region 1, Office of Director 05/05/02 MURPHY.W.P Vermont 
Yankee Nuclear Power Corp 2pp 30245 21 6 30245 236 


-8505100383 tnsp Rept 50 271/85-10 on 050305 0401 No violation noted Major areas 
inspected physical security & IE Bulletin 84-03 Operators readiness to Implemenl new 
emergency procedures should be reviewed In June 1985 

RAYMOND.WJ, MEYER.GW, TRIPP.LE Region 1, Office of Director 85/04/23 
1 9pp 30245 2 1 8-30245 236 


6505060176 Forwards request for addi info re responses to Generic Llr 83-26.1 nfo for 
Items 2 1.2 2 1 & 22 2 requested withfn 60 days & Item 4 53 wilhrn 90 days of ltr 
receipt- 

VASSALLO.D B- Operaling Reactors Branch 2 85/04/23 CAPSTICK.RW Vermont 
Yankee Nuclear Power Corp 6pp 30166 027-30166 038 

6505060181 Provides 15 addf responses to 640511 request forfnfo re 197 questions on 
Oct 1982 "RELAPSYA • Computer Program LWR Sys Thermal-Hydraulic Analysis," 
per schedule calling for submittal of responses to 26 quesIFons by 850501, 

KAY.JA Yankee Atomic Eledric Co 85/04/30 HWOLfNSKI.JA Operating Reactors 
Branchs 21pp 30157 238-30157 258 

8 504 290442 Generic Ltr 85 07 to all operating reactor licensees re implementation of 
In teg rated schedules for plant iT>ods. Sve fist end 

THOMPSON.H L Division of Licensing 65/05/02 Consolidated Edison Co of New 
York, fnc. 22pp 30218 149 30218*170, 


8505130313 Forwards fnsp Ropl 50 271/85 07 on 850211-15 No viofalions noted 
EBNETER.SD Region 1, Office of Director 05/05/02 MURPHY WP Vermn-m 
Yankee Nuclear Power Corp 2pp 30275 076 30275 085 

-6805130320 Insp Rept 50-271/65-07 on 05021 1-15 No noncompfiance noted Maior 
areas lnspected,Cycle 11 startup testing, administrative controls for leS 
procedures, test programs & QA surveillance program during startup tesllna 

8pT302re07fl”30^275°08f of ^Director. 05/04/14. 

0505060416 IE Info Notice 84-52.Suppt 1, "Inadequate Matl Procurement Controls on 
Part of Licensees & Vendors " ® 

JORDAN.EL. Division ol Emergency Preparedness & Engineering ResDonso fPf>«;i 
830103) 86/05/08 Consolidated Edison Co of New YoTk, Inc ®10pp 30615*336! 
30615 347, 
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n Periodic oporallng reporla & related correspondence 

0505280506 ‘‘Arnual Radiological Environ Monitoring ReptJ984 " W/850430 llr 
CAPSTICK.RW Vermont Yankee Nuclear Power Corp 04/12/31 MURLEYJE 
Region 1, O/fice of Director 63pp 30580 169 30500 231 


—8505090390 Fonwards status summary of NUREG 0737 Tectr Specs to determine con 
slalBficy w/Genofic Ur 82-16 Items salisfactorrly completed except for Tech Specs re 
timiUng overtjmo & reporting safety & relief valve challenges 
STAROSTECKI.R Division of Project A Resicfenl Programs 83/06/14 
EISENHUr.DG Division of Licensing 3pp 30240 157 30248 159 


0505280405 Monthly operating rept for Apr 1985 W/850610 Itr 
BURGER.FJ, MURPHY.WP Vermont Yankee Nucfear Power Corp 05/04/30 7pp 
30582 207-30582 213 


8. neportahle occurrences, LERs & related correapondenco 

0505030181 Followup Part 21 rept re ovorcompression of power lead gland assembly 
sealant during factory assembly Procedures revised to specify that only one coal of 
threaded lubricant will be applied Proprietory rept end Rept withheld 
FO>t R A Conax Corp 05/03/05 Direclor’s Office, Office of Inspection and Enforce 
menl 3pp 30124 263-30124 269 

8505070330 LER 85 005 00 on 850402, high radiation trip in one logic channel 
occurred Caused by personnel error Personnel mvolved roinstrucled In equipment con 
figuration & procedure content W/050429 Itr 

PELLETIER. J P Vermont Yankee Nuclear Power Corp 85/04/29 3pp 30204 212- 
30204 214 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F, Security, medical, emorgoncy & fire protection plans 


8505030370 Informs that verifying info exists to show lhat plant 6 inch silicone foam fire 
barrier penetration seals have adequate fire rating, In response to 050227 
allegation Fire test results end 

MCNEILL, C A Public Service Electric & Gas Co of New Jaraey. 85/04/26 
VARGA.SA Operaling Reactors Branch 1 6pp 30125 201-30125 364 

8506020343 Forwards public version of Rev 3 to emergency ptan,Rov 1 to ovoni cfnssl- 
ficalion guide, revised emergency plan procedures & evacuation time ©stimaloa 
FELTON, JM Division of Rulos and Records 05/04/29 Document Manogomonl 
Branch 2pp 30131 001-30137 076 

-8506020381 Public version of Rev 3 to emergency pfan 
^ Public Service Electric & Gas Co of New Jersey 84/00/31 312pp 30131 002 
30131 313 

-0505020380 "Evacuation Time Eslimales for Areas Near Site of Salem & Hope Crook 
Nuclear Generating Slations " 

* Parsons, Brinkerhoff, Quada & Douglas, tnc 84/02/27 IGOpp 30131 314* 
30132103 

-8506020394 "Event Classificalion/NoDfication/Reportlng Guide " 

* Public Service Electric & Gas Co of Now Jersey 04/10/10 670pp 30133 206 
30136 243 


8505020402 Public version of emergency procedures, including Rev 2 to EP-I 8, "Per- 
sonnel Accountability," Rev 2 to EP-l-9, ''Search & Rescue Operations" 8 Rev 1 to 
event classification guide 

• Public Service Electric & Gas Co of New Jersey 84/12/28 5S2pp 30135 244- 
30137 075 


0505290116 Responds to NRG BD0402 llr re violations noted In Insp Bopts 50 272/D4- 
46 & 50 31 1/04-46 Corrective actions new hardware installed for fire doors having UL 
labels & fire doors w/o UL labels or hardware Inconsistent w/fabol, replaced 
MCNEiLL.CA Public Service Eloclrrc & Gas Co of New Jersey BB/05/02 
MURLEY.TE Region 1, Office of Director 5pp 30620.031-30620 034 


8505200173 Forwards suppi to 030520 procedures generation packago for emergency 
operating pro ce du re s Jn eluding Rev 3 to Administrative Directive AO‘2 re oporatlons 
dept Concerns raised In end 841219 preliminary SER also addressed. 

MCNEILL.CA Public Service Electric & Gas Co, of New Jersey 86/05/15 
VARGA.SA Operating Reactors Branch 1. 11pp. 30571 181-30571'263 


-8505280177 Rev 3 to Ad m Inis I rail vo Direcllvo AD-2, "Authors Guido for Operations 
Dept Documents," 

* Public Service Electric & Gas Co of Now Jersey. 05/02/19 60pp 30571 ’192- 
30671 263 


0605200337 Revised emergency plan procoduros.lncludlng Rev 7 to £P 1-2 re alert, Rev 
7 to EP l-SA re site area emergency senior shift supervisor, Rev 7 10 EP l’3B re silo 
area emergency duty officer & Rev 7 to EP I 3C re response manager 
• Public Service Electric A Gas Co, of Now Jersey. 85/05/20, 22lpp. 30466:103- 
30466.323 


P. Operating license stage documents 0i correspondence 


—6505090414 Discusses NRC reviews & evaluations to ensure plants operated safely.in 
response to 830813 Itr Region I liaison officer will keep state Informed re continuing 
activities 

MURLEY.TE Region 1 , Office of Director 83/09/13 KUHBTZ.SQ Now Jersey, 
State of 5pp 30240 162 30240 207 

“0505090418 Forwards B31102 llr to Governor du Pont of Delaware ro facility perform- 
ance in comparsion w/otfior nuclear power plants In region 

MURLEY.TE Region 1. Office of Director 83/11/14 SONN.HW Public Service 
Eieolric & Gas Co of New Jersey Ip 30248 206 30240 208 

85050B0176 Forwards payment of fee for application for reltof of valve & pump testing 
requirements, in rosponse to 850409 request 

LIDEN.E A Public Service Electric & Gas Co of New Jersey 85/04/29 OIGGS.R M 
License Fog Management Branch Ip 30201 260 30201 260 

0504290442 Generic Ltr 05-07 to all iterating reactor licensees re implementation of 
integrated schedules for plant mods Sve list end 

THCjMPSON,H L Division of Licensing 05/05/02 Consolrdalod Edison Co of Now 
York, Inc 22pp 30218 149 30218 170 

0505280632 Forwards Amends 62 & 33 to Licenses DPR-70 & DPR-76, respectively & 
safely evaluation. Amends change Tech Specs to update nuclear dept organization & 
station operations review committee responsibilities & membership 
nSCHER.D. Operating Reactors Branch 1 85/05/13 MCNEILL.CA Public Service 
Electric & Gas Co of Now Jersey 9pp 30604 276 30604 323 

-B6052B0S38 Amends 62 & 33 to Licenses DPR-70 & DPR -7 5,re spec lively, changing 
Tech Specs 1o update nuclear dept organization & station operations review commit- 
tee responsibilities, membership & quorum requirements 
VARGA.S A Operating Reactors Branch 1. 05/05/13 40pp 30604 279 30604 318 

-8505280648 Safoly evaluation supporting Amends 62 & 33 to Licenses DPR 70 & 
DPR-75,rGspGCllvQly 

* Office oJ Nuclofir Reactor Regulation, Director 85/05/13 5pp 30604 319 
30604 323. 

8605210366 Advises that implementation of radiological ETS wJI be viewed at some 
future dato.por util 850310 llr describing difficulties w/Amends 59 & 16 
MARTIN.TT, Region 1. Office of Director. 85/05/16 LIDEN.E A Public Service Elec 
tnc & Gas Co of New Jersey. 2pp 30485 163-30405 166 

6505210100 Generic Llr 85-08 to all holders of CPs & OLs re 10CFR20 40B termlnalion 
repls - formats. 

THOMPSON, H L Division of Licensing. 05/05/23 Consolidated Edison Co of Now 
York, Inc 20pp 30602 262-30602 301 

8505210122 Generic Llr 85 09 to all Weslinghouso PWR licensees & applicants fo Tech 
Specs for Generic Ltr 83 28, Item 4 3 

THOMPSON, HL Division of Licensing 85/05/23 Yankee Atomic Electric Co t7pp 
30671 334 30671 350 


Q. Inapectlon reports, IE Bulletins & correspondence 

6505170080 Partial response to FOIA roqueat for NRC memos during or since 1083 ro 
96 LERs or TMI SALP rept Documents fisted in App A end Documenls listed In App a 
available In PPR Search for addi records continuing 

FELTON,JM. Division of Rules and Records 84/09/14 BARFIELD.K. Critical Mass 
Energy Project lOpp 30473 318 30474 100. 

8605090329 Further response to FOIA reeudst for al) memos wrilten by NRC during or 
since 1903 ro 96 LERs & SALP for TMf Forwards documer^ts listed In Apps A,B & 
C Documenls also placed in PDR. 

FELTON,dM Division of Rules and Records. 84/10/02 BARFiiELD.K Crillcal Mass 
Energy Projoci 6pp. 30240 034-30248 046 

-6605090409 Forwards proposed augmontod insp program for monitoring & evaluating 
util performance improvemonl program over next 1-2 yrs 

STAROSTECKI.R Division of Project & Resident Programs 83/06/23 DENTON, H. 
Office of Nuclear Reactor Regufalion, Dfroclor, DEtOUNG.R C Director's Office, 
Office of Inspection end Enforcement MURLEY.T Region 1, Office of Director. 2pp 
30240160-3^248 101 

8506090427 Forwards stales rept on augmontod Insp program Based on iiconsoo 
schedules & progress, bimonthly meetings w/llcensee expected to continue through 
Cy04 Program sufficient as orIgfnalJy oulllnod 

STAROSTECKf.R, Division of Project & Resident Programs. 84/01/05 
EISENHUT.D G Division of Licensing, lipp, 30248 226 30248 246 


8506890329 Further response to FOIA request for all memos written by NRC during or 
since 1983 ro 96 LERs & SALP for TMf Forwards documents listed In Apps A.B & 
C Documents also placed In PDR. . ... 

PE LION. J M Division of Rules and Records. 04/10/02 BAHFIELD,K Critical Moss 
Energy Project 6pp 3024B.034-3024B 046. 

-8505090367 Forwards INPO evaluation rept Site evaluation conducted during wks of 
610525 & 0601. 

BRUNNER, EJ Division of Project & Resident Programs 83/03/14. TAYLOR J.M. Di 
rector's Office, Office of Inspeclfon and Enforcement. CASE.E.G, Office of Nuclear 
Reactor Regulation, Director. Ip 30246 048-30248.076. 


8506010452 Rosponds lo IE Bulletin 63 03 ro chock valve failures in raw water cooling 
ays of diosel generators Check valves radiographod during fifth refueling 
outago.Ropalra made lo valvos which did not fully close when How cul off 
LIOt^.E A. Public Service Electric A Gas Co. of New Jersey 05/04/16 MURLEY,T E 
Region 1, Office of Director. Ip 30092 137-30092*137 

0506070432 Forwards Special NRC Team Assessment Repts 50-272/84-41 & 60 311/ 
Q4-40 on 841020-1102 Strengths & weaknossess affecting performance listed In rept 
STAROSTECKI.R. Region 1, Office of Director. 85/04/23. MCNEIL.C. Public Service 
Electric & Gas Co. of New Jersey. 3pp 30204:1 19 30204,128 


-8605090370 Forwards draft order modifying Licenses DPR-70 & DPR*76, effective 
immediately Review & submillal of suggestions requested by 830329. , ^ 
GUTIERR&.J.M Region 1. Office of Director 03/03/20 ALLEN J.M Region 1, 
Office of Director STAROSTECKI.R . KEIMIG,R R. Division of Project & Resident Pro- 


grams 0pp 30240*077-30240*156 


-650B070437 Special Team Insp Repts 50-272/84 41 & 50 311/84-40 on 841020- 
1102,Major areas Inspected station morale, alt iludes, quality of training .quality of 

C rocedures, engineering support, safety reviews & staffing 
AZARUS,W., JACOBS,R., IINVILLEJ C Region 1, OfHce of Director 05/04/22 7pp 
30204:122.30204.128 
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B505100275 flcsponjs !o 650320 Hr re vio’at'ons noted in insp Repts 50 272/85- 
03 & so 31 1 /05 03 CorrectAe act ons operatar disciplined & shift & senior shift super- 
srijCfS repj mandscj Dscuss 3 n of ^ ofalon schedufed for next training prograr^ 
VCNEfLLCA Pufc'c Service ElcCfri: & Gas Co of New Jersey 65/04/29 
COLLINS SJ Reg'on 1 Office of D./CCIor 3pp 30246 163 30246 165 

8504250452 IE Info Not.ee 85 031, Heat Tracing Contributes to Corrosion of Stainless 
St:cf Pp ng ‘ S.cti3^ end 

JORDANS L Di^sPn of Emergency Preparedness & Engineering Response {Post 
6301031 85^0V30 Consol dated Ed sDn Co of New YorR, Inc 107pp 30115185* 
30115 231 

8504250455 IE Info flotce 85 035 Fa'ure ol Air Check Values lo Seal ” Sve list end 
JORDAN EL 0 r.s.on of Erpcrgcncy Preparedness S Eng.neering Response (Post 
830103) 65 '041/20 Consol. Ja’cd Ed.sori Co of New York, Inc 108pp 30115 077 
50115 184 

SSO5I30267 Forwards Insp Repis 50 272/85 07 & 50 311/85 07 on B50302 0405 & 
rotico of V o'atcn 

COLLINS SJ Reg'yn 1, Olf.ce of D'rector B5/05/02 MCNEILL, C A Public Service 
Efccf/'C a Gas Co of New Jersey 2pp 30275 337-30275 351 

- 8505130269 No* ZG cf v ol3l On from insp on 650302 0405 

• ReGon 1 Off'ce of D.rcctcr 85/05/02 ip 30275 339 30275 339 

- 8505130273 tnsp Repts 50 272/85 07 a 50 311/85-07 on 850302 0405 Violation 
ncfed irprcper changes madi to sur,fO llar.ee procedure a unexplained failures of fuel 
in 'itor meunt-ng bolts 

hriLMANQM, LIMROTHDF Regcn 1. Offee of D.rector 85/04/30 12pp 
30275 340 30275 351 

B5O52901I5 RdSpendS to NRC 650402 Ur re violations noted in Insp Repts 50-272/64- 
45 a 50 311/84 45Cofrecti/e act'cnsncw hardware installed for fire doors having UL 
lote'3 8 f.re dears w ^0 UL labels or hardware incons. stent w/!abel. replaced 
N'CNEILLCA Puh'c Scr»ice Elcctnc a Gas Co of New Jersey 85/05/02 
NhjRLEVTE Regon 1. Off :o of D rector 5pp 30620 031-30520 034 

8505060418 IE Info Nj’ce 84 52 SuppI f Inadequate Mail Procurement Conlrols on 
Part cf Lic6'x«:::5a Vendors" 

JORpANEL D.^'sen of Emergency Preparedness a Engineering Response {Post 
6 ill 03) 85'05r03 Consol dated Ed son Co of /few York, fnc lOpp 30615 338 
5C616317 


fi50$lS02aQ' Ack rac- pi cf 8:0116 itr inform rg NRC of steps taken to correct viofalions 
rated n Insp Reprs 50 272/65 02 a 50 311/85 Of VicIaLon remains classified at Se- 
ver ^ Le.et IV icT \ sted TCasoni 

MUnLEY J E Regpn 1 Offee of D.rector 85/05/10 MCNEILL. CA Public Service 
Electr.: & Gai Co of New Jersey 4pp 30395 064-30395 067 


8S05130034 IE Ir.'^ Nctce 85 037, Cherr cal Cleaning of Steam Generators at Mill- 
j 2 " S«c I St cnef 



3S05290535 Forwarda Safety h:p Rep's 50 272/85 09 a 50 311/85-11 on 850406 
0:C5 Na ^ o'etan noted 

COLUfNSSJ Reg'cn 1. Office of Drecter 85/03/21 MCNEILL.CA Pub' ic Service 
E[cc!''<c a Gas Co cfNt.w Jersey 2pp 30592 166-30592 199 

-8505230542 Sa'rty lr\:p Repts 50 272/85 09 a 50 311/85 11 on 850406- 0506 No 
V j'atori nc'edV^cr aress ./'Speried operatic nal safety verification maml 
ctscrvstcns si'ne 'ranee cbser.at.Dns a re. cw of spec a! repts 
L^VROTHDf, NORRHOLMLJ Rc-g on 1, OftctJ Of D.rector 65/05/16 12pp 
i0:92 18b :0592 139 


H, Periodic operaUng reports & related correspondence 

asosxooiai 'Arabia' is'ar.j fiadic':gical Envron WonJorng Pregram 1933 Radio'ogi 
cat Repl 

■ PS EaG Research Cc p RTL ENV 84 01 83/12/31 193pp 30487 341 30488 161 

Forwards ' Nuc'earO.'craQht Committee Sudh QuanerN Rept" 

UDEN E A Fuo' 0 Sen, ce Elec»r,c & Gas Cc of New Jersey 85/04/29 VARGA S A 
ng PriLtcrs Branch 1 ip C0157 212 30157 218 

-85«W0026 Nuclear O-crgiaht Comm.lt-e S xth Quarterly Rept ’ 

GOTTLLB M B . LEVY S . ROGERS KC Pub'-c Service E'cctric & Gas Co of New 
J^r^ey 65 04'26 epp 30157 213 30f57 218 

McrthJy operal r.g repi for Apr 1985 W/8S0510 Uf 
nONAFALV^J P, 2UPKA j M Pufcic Serv.ee E'ectric & Gas Co of 


04/30 14pp 205 k f23 30539 126 


New Jersey 85. 


S Reportable occurrertces, LERs & related correspondence 

8505090925 f uriher fesjPOnsG to FOIA request for all memos written bv NRC dunna n 
1653 <0 pS LEHs S SAtP lo, TMI Fc.v,a,ds dKumln .rif^d ,n Apps A ^ “ 
C Documents also placed m PDR ' 

FELTON j M Di^. son of Rules and Records B4/10/02 BARFfELD.K Critical Mas‘ 
Energ-y Project 6pp 30246 024 30243 152 

-B3CI0^2.J032I Fomards Sa'em task force draft Rept of NRC Fact Finding Task Force 
STAP&STPrK^^^r Sa’em Nuclear Generating Station.Unit 1 on 830225’ 

, Ffojecl & Resident Programs 83/03/09 
302^047 ^'^ Oivson cf Systems Integration (post 811005} Ip 30248 047- 

documents re (aci'ity ATWS events.in response lo 

AL LAN J M Region 1, 0ff.ee of Director 83/03/11 REHM.T Office of the Execulive 
ChTi&ctof for Operabons 2pp 30248 041-3024B 042 txecuiive 

draft AO rept re possible AO on 830225 Bolh reactor Inp break- 
aulomatjcalfy upon receipt of valid trip signal Immediate remedial 

HELTEMES,CJ AEOD. D.,pc 


-8505090423 Forwards evafuaiion of mgl & operation of facility & summary of NRC 
evaluation of util mgt problems involved in Feb 1983 circuit breakor faiurcs in ro 
sponsG lo 830913 request for analyses of facilities in comparison w/other nuclear 

RiURLEY.TE Region 1, Office of Director 83/11/02 DU PONT, PS Dolawaro. State 
of 15pp 30248 209-30248 225 

8505090159 LER 84 000 01 on 840309.during refueling oulagaradlonraptiy of 10 wolds 
in avc water piping associated w/component cooling HX 12 reyea Gd possible incfica 
lions in 9 welds Caused by low velocity water in piping W/050429 Ur 
RUPP.J L . ZUPKO,J,M Public Service Electric & Gas Co of Now Jorsoy 05/04/? 9 
5pp 30233 263 30233 267 


DOCKET 50*274 US GEOLOGICAL SURVEY RESEARCH REACTOR 


P Operating license stage documents & correspondence 

8505060378 Forwards licenses.Tech Specs & SARs for USGS & Univ of Now Moxico- 
research reactors, per 841016 Ur W/o ends 

IRELAND, R E Region 4, Office of Director 85/05/01 HYDER.J E Los Alamos Scion 
tific Laboratory ip 30155 207-30155 207. 


DOCKET 50*275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


E NRC Safety Evaluation Report (SER), suppJs & correspondence 

8505100437 FOIA request for records relevant to &/or generated in connection w/ 
SSER 26 (NUREG 0675) 

DEVINE, T Government Accountability Project 84/09/13, Office of Admlnlslrallon 
30293 044 30295 055 


8505100434 Partial response to FOIA request fof records relevant lo &/or goneralod in 
connection w/SSER 26 (NUREG 0675) Forwards App A documents App A documonls 
also placed in PDR Review continuing 

FELTON, JM Division of Rules and Records 84/11/19 DEVINE, T Governmont Ac 
countability Project 2pp 30293 042-30293 043 

8505080173 Documents conclusions re pipeway struclgras roquestod per SShft 
29 Study confirmed critically loaded pipeway structures bents for plants safisfy dosii]r> 
criteria for local combinations,induding design earthquakes loads 
SNIFFER, JD Pacific Gas & Electric Co 05/04/19 KNIGHTON, GW Ucon'»iiiD 
Branch 3 2pp 30201 099 3D201 100 

8505100069 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OP 
DIABLO CANYON NUCLEAR POWER PLANT.UNITS 1 AND 2 Docket Nos 50 
And 50-323 (Pacific Gas And Electric Co ) 

* Division of Licensing NUREG-0675 S28 85/04/30 635pp Available at NHC 
S 1 1 00 30286 1 56-30286 070 

8505060317 Board Notification 85^048 forwards SSER 28 which provides slalus of roso 
luKon of 1,665 allegations received as of 850301 Allegations not of magnitude lo pro- 
elude continued operation or full power ffcensing W/o end 

NOVAK,T M Assistant Director for Licensing 85/05/01 MOORE.T S . 
JOHNSON, WR Atomic Safety and Licensing Appeal Panel 2p;> 30450 05/ 


850510034S Board Nolification 85-051 forwards SSER 31 re oporfllion of 
facilities, including basis for certain license conditions Included in Unit 2 low powor OL 
applicable to Unit 1 NUREG 0737 Hems also addrassod 
Division of Licensing 85/05/02 PALLADINO, ROBERTS, ASSFL- 
STINE Commissioners lOOpp 30480 268-30489 073 


a iir« 


Hiuivcuui] plans 


r securriy, mearcai, emergency 

8505090242 Further response to FOIA request for documents re NRC consideration of 
effects of eirtemaf events upon emergency response planning App B Documents 1-1 2 
^ Documents 13 & 14 withhold (reV FOIA Exemption 5) 
FELTON,J M Division of Rules and Records 84/12/04 BELL,N Nuclear fnforma 1 ia;i 
& Resource Service 4pp 30249 153 30249 321 loar rnrormoiiQii 

-8505090338 Sanitized staff reaul remen Is memo re 840725 discussion of oarfhaunkuH 
Washington. DC Revised draft order to cSor 
J o emergency planning requested 

^ the Secretary of (he Commission 84/07/31 PLAfNE H H Offtro 
of the General Counsel Ip 30249 261-30249 261 n umco 

-8505030347 Staff requirements memo ra 840730 discussion in Washington Dr m 
nfnin.n^r lo considor complicating effects of earlf^quakos on^Slioraoncv 

effi ^ c®"®'?®' aff.rm)ng rev.sad draft order on 040802 

^ ® Secretary of the Commission 04/08/01 PLAfNE H H Ofhrdn 
of the General Counsel Ip 30249 262-30249^262 ru/Mi>it:,h M Uffico 

of the General Counsel Ip 30249 263-30249 263 ‘♦/'Ju/ur rL/MNt.HH Qffico 

TrlS dala lor omorgoncy pro- 

ST2BW8n?4l8*8 iT/'' °° martin, J.B, Ragioo 5, Olto of 

8505230028 Forwards public version of revised emfsmnnnw i . 

procedures.incfudmg Rev 8 to EP M 4, "EarthSa" J">P o^on1ing 

tection of Safe Shutdown Equipment *' W/BSd ^14 rAinfL^®^ ^ 

SHIFFEnj.D Pacllc Gas rffli 0^11/03^5 MAR™Tb « n,„ . 

Director 2pp 30560 111-30560 272 MflMffN.J.B Region 5, Office of 
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-05O523OC34 Public version of revised om 0 rg 0 ncy plan implomenling 
procodureSiincludlng Hev B to EP M-4, ''Earthquake" & Rev 3 to EP M-lO, "Firo Pro 
loction of Safe Shutdown Equipment " 

* Pacific Gas & Etoctric Co 85/03/05 150pp 30560 113 30560 272 

6505290543 Rev 3 to "San Luis Obispo County Nuclear Power Plant Emergency Re 
sponse Plan " W/fl50523 Mr 

MANKINS<H D San Luis Obispo. CA SHIFFER.J D Pacific Gas & Electric Co 85/03/ 
31 MARTIN. J B Region 5, Office of Director 384pp 30592 270 30593 293 

6505150446 Forwards public version of revised emergency plan implementino 

procedures, in eluding Rev 0 to Procedure EP E-0, "Reactor Trip or Safely fnjeclion" & 
Rov 0 to EP E 0 1. ’^Reactor Trip Response " W/850505 release memo 
SHIFFER.J D Pacific Gas & Electric Co 85/04/08 MARTIN, J B Region 5, Office of 
Director 2pp 30434 001-30435 350 

•«&505150465 Public version of revised emergency plan Implemonling 

procedures, including Rev 0 to Procedure EP E 0, "Reactor Trip or Safely Injection, 
Rev 0 to EP E-0 1, "Reactor Trip Response" & Rev 0 to EP E 3, "Steam Generator 
Tube Rupture " 

‘ Pacific Gas & Electric Co 85/04/08 7O0pp 30434 003 30435 350 

6505170183 Forwards public version of revised emergoncy plan implemenling 

rocedures, including Rov 7 to EP M-? re oil spill isolation & cleanup procaduroJM 
elton 850508 release memo also end 
SHIFFER,J D Pacific Gas & Electric Co 05/04/24 MARTIN, J B Region 4, Office of 
Director Ip 30480 001-30480 259 

-8505170173 Public version of revised emergency plan Implemenling 

procedures, including Rev 7 to EP M-7 to oil spill Isolation & cleanup & Rev 6 to EP G- 
4 re personnel accountability & assembly 

* Pacific Gas & Electric Co 85/04/24 257pp 30400 003 30400 259 

06OS15O178 Ack receipt of 850429 Itr informing NRC of steps taken to correct violations 
noted In Insp Fopt 50 275/05 12 

MONTGOMERY.J Region 5. Office of DIroclor 06/05/07 SHIFFER.J D Pacific Gas 
& Electric Co 2pp 30i^94 204-30394 205 

-8505160182 Responds to NRC 850328 Itr re violations noted In Insp Re pi S'0-27S/&5 
12 Corrective actions withheld (ref 10CFR73 21) 

SHIFFER.J 0 Pacific Gas & Elecfrlc Co 85/04/29 MARTIN, JB Region 5. Office of 
Director ip 30394 205 30394 205 

65(15290077 Requests that personnel listed In end be Issued no escort required picturo 
badges for prompt access to all areas of facility for 850603 00 emergency response 
fac ill ties appraisal 

MARTIN.Jd Region 5, Office of Director B5/05/22 SHfrFER,JD Pacific Gas & 
Electric Co 2pp 30596 277 30596 27B 


Q. Adjudicatory correspondence 

6595290632 Order oxfonding time until 050628 for Commission to act to roviow ALAB 
782 

CHILK.S J Office of the Secretary of the Commission //285 162 D5/O5/20 Comrnis 
sioners Ip 30615 337-30615 337 


H. General correspondence 

8505070392 Forwards PG&E 850320 response to 850213 concerns ro Alfegation 1656 
& response to Itr to President Reagan forwarded lo NRC for action on S50404 OSIIA 
IS examining industrial safety concerns 

K1flSCH,OF Region 5, Office of Director 05/05/03 WADE, AC Affiltalion Not As- 
signed Ip 30173 071 30173 074 


6505090219 FOIA request for documents re SSER 26 (NUREG 0675) concerning oper- 
ation of Diablo Canyon plant 

DEVINE, T , DIXON, C Government Accountability Proiecl 84/09/13 Office of Admin 
istralion Ip 30252 341-30252 341 

8605170329 Responds to FOIA request for "Probabilistic Seismic Safely Assessment of 
Diablo Canyon Nuclear Power Plant" A Amend 52 lo FSAR Both documents available 
in PDR 

FELTON. J M Division of Rules and Records 64/09/ 14 SHOLLY.SC Union of Con 
cerned Scientists Ip 30477 083 30477 135 

-8505170339 Draft "Probabilistic Seismic Safety A&sossmsnl of Diablo Canyon Nuclear 
Power Plant ’* 

ANG.A, NEWMAHK.NM NM Nowmark Consulting Engineering Services 77/06/30 
NRC No Detailed Affiliation Given 50pp 30477 004 30477 133 

0605090121 Further response lo FOIA request for SECY 64-249 & documents ro op 
lions for handling allegations Revised App A documents available in PDR AddI docu 
ments being reviewed 

FELTON, JM Division of Rules and Records 84/09/24 ADATO.M Union of Con 
corned Scientists 7pp 30250 229 30251 274 

“8505000232 '“Diablo Canyon Allegation Mgl Program " 

DEYOUNG.R Director's Office, Ofitce of Inspoclion and Enforcement DENTON, H R 
Olfico of Nuclear Reactor Regulation. Director MARTIN, J B Region 5, Office of Direc 
lor 83/11723 epp 30251 143-30251 150 

“8505000396 Requests person or parsons lo bo pressed into sve to operate computer 
allegation tracking data base on short notice Continued support for compulerrzod 
tracking sys (mporalive due lo continued high vol input of allegations 
CANTER.H L Region 5. Offico of Director G4/06/1B KIRSCH.O Region 5. Office of 
Director 5pp 30251 256 30251 260 

8506230001 Partial response to FOIA request for records contained In 15 FIN 
hies Forwards documents listed in App E Search continuing 
FELTON.JM Division of Rules and Records 04/10/02 SHOLLY.SC Union of Con 
earned Scientists 17pp 30557 001-30560 110 

“8605230016 Pfovidoa juslification for new tachnlcal assistance prolocl (FIN A 3720) lo 
conduct Diablo Canyon ID VP Funds will bo diverted from FINs A 3710 & A-3723 lo 
hmd project 

VOLLMER.RH Division of Engineering FIN A 3720 83/01/26 FUNCHES.J L Plan 
nmg & Program Analysis Staff 4pp 3055B314 30558 317 

8505200695 Further response to FOIA request for NRR assessment & all reviews &/or 
comments ro inlograled program devoiopod to oulfino near term OL workload^por 
EDO 040625 memo Forwards App A documents Memo from EDO to Palladino not 
found 

FELTON.JM Division ol Rules and Records 04/10/19 ADATO.M Union of Con 
corned Sc lentisls 4pp 30525 00130526 007 

“6407260398 Advises that inlogratod sclicdulcs for Haled planls developed in accord 
anco w/840525 memo Finalized A approved schedules will become pari of monthly 
rapt 

EISENHUT.D G Division of Licensing B4/06/20 Region 1, Office of Director 169pp 
30525 165 30525 332 

“8805210060 Rov t to "Licensing Aclivitles Schedule for Full Power & Fuel Load of 
Diablo Canyon Nuclear Power Plant, Unils 1 & 2” 

' NRC No Dolailod Affiliation Given 84/08/31 6pp 3QS25 090 30525 005 

“8505210133 Forwards OL roveew mgl rept for Jul 1984 ro status of plants Markup of 
end ropl requested by 0408 1 5 

EISENHUT.D G Division of Licensing 84/07/30 Region 1, Offico of Director 120pp 
30525 333 30526 097 


J. Insurance A Indemnity Information 

0505090323 Unexoculod Amond 8 lo Indemnity Agreomenl B-75, changing Item 3 
SALTZMAN.J Assistant Dirocfor for State & Licenseo Relations 05/04/26 Ip, 
30253 143-30253.143, 

0505070305 Executed! Amend 8 to Indemnity Agreomenl B-75/opladno Item 3 In entire 

S^'aLTZMAN.J AssislanI Director for Stole & Licensee Relations MANEATIS.G A Pa 
Cilic Gas & Electric Co. 05/05/01 Ip 30178*136-30178 136 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8505230646 Summary of ACRS SubcommlUees on Extromo External Phenomena & 
Diablo Canyon 050321 meeting w/util in Culver CIly.CA ro NRC program on seismic 
design margins & util program plan for long term reevalualion of seismicity at site. 

‘ ACRS - Advisory Commllteo on Reactor Safeguards 65/04/08 ACRS • Advisory 
Corrmitteo on Reactor Safeguards iepp 30544 220 30544 235 

65 0623062 8 Comments on PG&E long-term seismic program plan dtd Jan 1985 Pro- 
gram too general & should be focused more directly on seismicity al plant 
silo Appointment of L Cfuff encouraging 

MAXWELL, JC ACRS • Advisory CommUloo on Reactor Safeguards 05/04/20. 
SAVIO.R ACRS - Advisory Committee on Reactor Safeguards Ip, 30545 0G1- 
30545 061 

8505170481 Trip rept of ACRS Subcommillees on Extrema Externaf Phenomena & 
OiBblo Canyon 850321-22 meetings In Los Ang^sfos.CA re NRC Seismic Margins Pro 
gram & Long-Term Seismic Program of Diablo Canyon Power Plant 
SCAVUZZO.RJ. ACRS - Advmory Committee on Reactor Safeguards, 85/05/25 
ACRS - Advisory Committee on Reactor Safeguards 4pp 30484.140 30484,143 


“8505210196 Requests assistance In ensuring that end plant status repts accurate & 
provide adequate basis for devolopmcnt of near- term OL mgl plans Rosponso ro 
guested by 840501 

DENTON.H R Office of Nuclear Reactor Regulation, Director 84/04/26 Region 1, 
Ofileo of Director 70pp 30526 090-30526 1 78 

“8506210221 Forwards OL review mgl rept for Aug 1984 ro status of plants Markup of 
end rept requested by 0410 05 

EISENHUT.D G Division ol Licensing 84/09/24 Region 1, Offico of Director 144pp 
30526177 30526 320 

8505090230 Further response to FOJA request for documents ro SSER 26 (NUREC 
0675) concerning operation of Diablo Canyon plant. Forwards App I 
documonls Documents also availablo In PDR 

FELTON.JM Division of Rules and Records Q4/12/11 DEVINE, T, DIKON.C Go\ 
ornment Accountability Project 2pp 30252 342 30253 140 

“6505090255 Advises of completion ol review of licensee 040119 Ur re welding symbol 
ogy & reply to allegations Licensee rosponso to allegations to improper welding sym 
bofogy use demonstrates rovenficalion program actmties. 

REYNOLDS.SD NRC - No Detailed Affiliation Given 04/02/06 KIRSCH.D, 
DISHOP,r NRG - No Dotaited Affiliation Given, 31 pp 30253 110 30253 140. 

8S0 5 170047 Forwards Amend 1 to License D PR-80 & safely evaluation Amend revises 
Tech Specs ro min shift crew composition & testing frequency requlremenls for Diesel 
Gonoralor 3 per util 850130 Itr 

KNIQHTON.G W Licensing Branch 3 85/04/26 SHIFFER.J D Pacific Gas & Elecfrlc 
Co 4pp 30484 O65-3O4D4.O03 

“8505170052 Amend 1 to License DPR-80, revising Tech Specs re min shift crow com- 
position & testing frequency requirements foi Diesel Gonoralor 3 
KNIGHTON.G.W. Licensing Branch 3. 85/04/26 12pp 30484 069-30484 000. 


P. Operating license stage documents & correspondence 


-8505170055 Safoly evaluation supporting Amend 1 to License DPR 80 
* Office of Nuclear Reactor Regulation, Director 85/04/26. 3pp 30484 001- 
30484 083. 


8505170324 FOIA request for "Probabilistic Seismic Safoly AssossmonI of Diablo 

Canyon Nuclear Power Plant" & Amend 52 lo FSAR 8505060528 "SuppI 1 to Startup Test Rept,'* lor Nov 1984 - Jan 1905 W/850420 Itr 

SHOLLY.S.C Union of Concerned Scientists 84/08/01, FELTON,J.M Division of NOREM.M N , WOMACK.LFj SHfFFER.J D Pacific Gas & Eleclric Co 05/04/29 

Rules and Records Ip. 30477'002-30477 082 KNIGHTON.G W Licensing Branch 3 61pp 30183 056-30183 116. 
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S5050fi0105 Advises that Allegation Review Board convened on 650501 to examino otil 
response to Allegation 1,655 Allegation adequately addressed, per 850320 response 
JOHNSOW,AD, KinSCKDF, DODDS.RT Region 5, Office ot Director 85/05701 
Regcon 5. Office of Director Ip 30202 050 30202 050 

S505260496 Responds lo NRG 650214 Hr re Alfegation 1657 Recent review of turbine 
pedestal design confirms that adequate capacity exists lo resist design basis loads 
SHIFFER.JD Pacific Gas & Electric Co 85705/01 MARTIN.JB, KIRSCH.Df 
Region 5. Office ot Director 3pp 30582 0B4 30582 006 

8S04290442 Generic Hr 85 07 to all one/ating reactor licensees re Impternenlalion of 
integrated schedules lor plant mods Sve fist end 

THC5MPS0N,H L Division ot licensing 85705/02 Consolidated Edison Co of New 
Vork, Inc 22pp 3021B 149 30218 170 

0505130451 Notifies of dismantling of interim post LOCA sampling sys Permanent 
sys, SENTRY post accede nl sampHng sys.operabte & meets NU REG O/ST. Item lfB3 
regiriremenls Ack of receipt of rnatl requested 

SHIFFER.JD Pacific Gas & Electric Co 85/05707 KNIGHTON.G W Licensing 
Branch 3 Ip 30278 349-30278 349 

8505130419 Responds to NRC questions raised in 850425 lelcon re environ qualifica- 
tion testing of in cord thermocouple ref junction boxes Description of subj qualification 
end Further info available m utif documentation fife 

SNIFFER, JD Pacific Gas & Eleclnc Co 85/05708 KNIGHTON.G W Licensing 
Branchs 2pp 30275057-30275 056 

8505150211 Informs lhat issues raised in Northern California Power Agency 1981 poti- 
lion re trar>smission from geothermal power plant & filings & mod of Stanislaus com- 
(Tiilmenls resolved Proceeding should be terminated 

FALLfN.JF Pacific Gas & Electric Co, 65705/08 C)ENTON,H R Office of Nuclear Re 
actor Regulation. Director 6pp 30394 160-30394J65 

8505230168 Amends corrects 850425 application for NPDES Permit CA'0OO3751 re 
secondary sewage treatment plant discharge & value lor chtorine total residual 
DAINES.NH Pacific Gas & Electric Co. 85/05/OB JONES.KR California, Stale of 
ip 30538 329<30538 329 

8505240257 Notification of 850515 meeting w/util in Eelhesda.MD to establish schedule 
for completing combined Tech Specs 

SCHIERLING.H Licensing Branch 3 85705/08 KNIGHTON.G W Licensing Branch 3 
4pp 30576 030-30576 033 

8505140240 Rs quests add! info re changes to Chapter 17 of FSAR update submiMed on 
850329 Info re OA program description requesteo 

KIRSCKDF Region 5. Office of Director. 85/05709 SHIFFER.JD Pacific Gas a 
Efectnc Co, 6pp 30373.172-30373 177 

8505230644 Informs of completion of review of proposed long-term seismic program 
plan Questions & comments will be discussed in 650522 & 23 meetings in 
Bethesda.MO Notice of meeting end 

KNIGHTON.G W Licensing Branch 3 85/05709 SHIFFER.JD Pacific Gas a Electric 
Co 3pp 30544 236-30544 253 

-850523 0653 NotificatJon o1 850522 a 23 meetings w/Untv of Nevada, utiF a USGS m 
8elhosda.MD re long term seismic program a NRC comments NRC comments end 
SCHIERLING.H. Licensing Branch 3 85/05/09 KNIGHTON.G W Licensing Branch 3 
1 5pp 30544 239-30544 253 

8505300196 Forwards application- for renewal of NPDES permils as submitted to State 
of CA Regional Water QC Board, per Section 3 2 of App B to Licenses DPR-80 a 
OPR SI 

SHIFFEfl.JD Pacific Gas a Efectnc Co 85/05/09 KNIGHTON.G W. Licensing 
Branch 3 32pp 30639 360-30640 026 

8505140306 Forwards "EvaJuation of Oiabfo Canyon Containment Paint Effects on 
Long-Term DHR Capabililty of ECCS.” per 850425 Jlr Analysis performed by Westing 
house w/mput parameters provided by ubl 

SHfFFER.JD Paesfre Gas a Efectnc Co. 85/05/10 KNIGHTON.G W Licensing 
Brar^ch 3. 2pp 30375 247-30375 274 


-8505280107 Proposed Tech Specs, eliminating typos.providing addi 

clarification, improving consistency a adjusting nomenclature 
‘ Pacific Gas a Electric Co 05/05/14 477pp 30569 178 30570 294 


“8505280114 Application for amends to Licenses DPR 00 a DPR-B1, consisting of 
Change Request 86-03, revising Tech Spec 313 1, ’“Movable Control 

Assemblies, Group Height, Limiting Condition for Operation " 

SHIFFER.J D Pacific Gas & Electric Co 85/05/14, 2pp 30570 295 30570 302 


-8505280122 Proposed Tech Spec 3131, '“Movable Control Assemblies, Group 
Height, Limlling Condition for Operation " 

* Pacific Gas a Electric Co 85/05/14 5pp 30570 297-30570 302 


85052404B2 Submits reasons why requested actions re various 2 206 petitions submit 
ted on behalf of JL McDermott S TJ O'Neill not required prior to commercial operation 
of Unit 1 or licensing of LInil 2 ^ 

DENTON, HR Office of Nuclear Reactor Regulation, Director 85/05/16 DEVINE.T 
Government Accountability Project 6pp 30576 110-30576 115 


8505310333 Forwards SER re Generic Ur 83-28,1 tern 1 1. “Post-Trip Review (Program 
Description & Procedure) *' Program a procedures acceptable 
KNIGHTON.G W Licensing Branch 3 85/05/15 SHIFFER.JD, Pacific Gas & Electric 
Co 3pp 30602 267-30602 274 


■8505310341 SER supporting util response lo Generic Llr 03-28, Item 1 1, Post -Trip 
Revtaw (Program Description & Procedure)" 

• NRC - No Detailed Affiliation Given 85/05/16 5pp 30682 270-30602 274 


8505310405 Forwards description of areas to be addressed In combining Units 1 & 2 
Tech Specs & tentative review schedule, per 050423 Hr Proposed cornblned Tech 
Specs for both units should be prepared by mark(ng-up Unit 2 tech Specs 
THOMPSON.H L Division of Licensing 05/05/15 SHIFFER.J D Pacific Gas & Elec 
trie Co 0pp 30681 329 30681 336 


8505300347 Forwards Rev 1 lo Vols l.tll & Vfll of final repl. "Seismicaify Induced Sya 
Interaction Program" Incorporating final results for Unit 2 & minor revs lo Unit 1 
data Rev 1 to Vol VIII also end 

SHIFFER.JD PaciHc Gas & Electric Co 85/05/16 KNIGHTON.G W Licensing 
Branchs 2pp 30624 240 30627 216 


“850S3 00350 Rev 1 to Vols 1,111 & Vdl of final rept, "Selsmfcally Induced Sya Interacllon 
Program " 

* Pacific Gas & Efectnc Co 85/05/16 1,055pp 30624 242-30627 216 


8505260113 Forwards License Amend Request 85-04, requesting amend to LIcensoa 
DPR 80 & DPR-81, changing Tech Spec 3/4 3 1, "Reactor Trip Sya Instrumentation;' 
per SER Fee paid 

SHIFFER.J D Pacific Gas & Electric Co 85/05/20 DENTON.H.R Office of Nudoor 
Reactor Regulation, Director Ip 30572 146 30572 167 

-8505280119 License Amend Request 85-04, requesting amend lo Licenses DPR-QO A 
DPR 81, changing Tech Spec 3/4 3 1, "Reactor Trip Sys Ins trumen fallen “ 

SHIFFER.JD Pacific Gas & Efectnc Co 85/05/20 Ip 30572 149 30572 149 


“8505280124 Proposed Tech Spec 3/4 3 1, "Reactor Trip Sys Instrumentation " 

• Pacific Gas & Efectnc Co 85/05/20 IBpp 30572 150-30572 167 

8505240440 Forwards response to NRC 850515 Itr, specifically addressing items for 
combined Tech Specs, per License Amend Requests 85-0 1.8 5-0 2, 86 03 & OS. 
04 Changes will be proposed for combined Tech Specs upon reaolulicn of items. 
SHlFFEaJ 0 Pacific Gas A Electric Co 65/05/21 THOMPSON.H L Division of U. 
censing 12pp 30553 108-30553 199 


6505210106 Generic Lir 85 08 to aft holders of CPs & OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York. Inc 20pp 30682 282-30682 301 


-8505140316 "Evaluation of Diablo Canyon Containment Paint Etfacls or> Long Term 
OHR Capability of ECCS " 

ANDREYCHEK.T.S. Westmghouse Electric Corp 85/04/26 26pp 30375 249- 
30375 274 


8505210122 Generic Lir 66 09 to all Westinghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 83-20, Item 4 3 

THOMPSON.H L Division of Licensing 05/05/23 Yankee Atomic Electric Co 1 7pp 
30671 334-30671 350 


8505170166 Forwards application for amend to License OPR-80.consisting of Rev 3 to 
License Amend Request 85 01, revising Tech Spec 4 8 1 l re diesef fuel oif storage & 
transfer s vs, for consistency w/KRC positrons 

SHIFFER.JD Pacific Gas & Electric Co 85/05/14. DENTON, HR Office of Nuclear 
Reactor Regulation, Director 1p- 30442 301-30442 306 

“8505170222 Appllcalion for amend lo License DPB-80.consi sting of Rev 3 to License 
Amend Request 85-01, revising Tech Spec 4 8 1 1 re diesel fuel oil storage & transfer 
sys 

S>IIFFER.JO Pacific Gas A Electric Co 85/05/14 Ip 30442 302-30442 3 02 

“850S 170226 Proposed Tech Spec 4 8 1 re diesel fuel oil storage A transfer sys 

* Pacific Gas A Eteclric Co 85/05/14 4pp 30442 303-30442 306 

6505280083 Forwards applications for amend to Licenses DPR-BO A DPR 81. consisting 
of Rev 4 lo Change Request 85 01 A Change Requests 85 02 A 85 03, revising Teen 
Specs ra min shitl crew composition A electneal power sys 

SHIFf ERJ D Pacific Gas A Electric Co 85/05/14 OENTON.H R Office of Nuclear 
Reactor Regulation, Director 2pp 30568 00I-3O578302. 

-8505280090 Application for amend to License DPR 80, consisting of Rev 4 to Change 
Request 85-0 1,ro vising Tech Specs to elimmale typos, provide add) 

da nfica 1 ( 0/1 ,impr ova consister>cy A adjust nomenclature 
SHIFFER.J 0 Pacific Gas A Electric Co 85/05/14 2pp. 30568 003.30569'T75. 

-8505280094 Proposed Tech Specs, eliminating typos.providing addI 

clarificatlon.Improving consistency A adjusting nomenclature 

• Pacific Gas A ElecTric Co. 85/05/14 531pp 30568 005 30569175 

-8505260101 Application for amends to Licenses DPR-86 A DPR-B1, consisting o1 
Change Request 85*02, re vislnp Tech Spec lo eliminate ty|>os.provlde addi 
clan flea Non, imp rove consistency A adjust nomenclature 
SHIFFER.J D Pacific Gas A Efectnc Co 85/05/14 2pp 30569 176 30570 294 


850529 03B6 Forwards descnplion of review of const documentation for nnasonry 
walls Const documentation satisfies requirements of special Insp speclfmd In code for 
masonry structuros 

SHIFFER.JD Pacific Gas A Electric Co 85/05/23 KNIGHTON.G W. Licenslpfl 
Branch 3 3pp 30596 184-30596 186 ^ 


Q. Inspection feporla, \B Bulletins A correspondence 


8505090230 Further response to FOIA request for documents re SSER 26 (NUREG 
0675) concerning operation of Diablo Canyon plant Forwards App B 
documents Documents also available in PDR 

FELTON,JM Division of Rules and Records 84/12/11 DEVINE.T Govornmonl Ac- 
countability Project 2pp 30253 342-30254 140 


“8505090245 Discusses tubular steel radii A Stokes A Hudson allegations Insp of dSd 0 
support area should be continued A NRC or LLL data base should bo developod on 
actual radii for 2x2 A 3x3 tubulars 


REYNOLDS.SD Region 1, Office of Director 84/03/13 BISHOP.T.W Real on 5 
Office of Director Ip 30253 109 30253 109 rioyiun 


8505060031 Forwards Insp Repts 50-275/85 07 A 50-323/85-08 on 850107-0214 No 
violations noted 

KlflSCH,OF Region 6, Office of Director, 05/04/15 SHIFFER.JD Pacific Gas A 
Electric Co Ip. 30184 329-3O104'339 ^ ^ 


“8505060036 Insp Repts 50-275/85-07 A 50-323/85-08 on 850107 0214.No violal)on.s 
or davlalions noted Major areas fn$pecled,OA/QC administration A corporate QA audit 
program A alfegation fol/owup 

H0N,A» DODDS, R Region 5, Office of Director 85/04/12. lOpp 30184,330 
30184 339. 
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8S05080312 Forwards "Status Rept on Cardinal Industrial Products Corp Revatidation 
Program & Ralated Items as Apply to Diablo Canyon as of 85041 7;’ par IH fnfo 
Notice 84^52 

SHIFFERJ D Pacific Gas & Electric Co 85/04/17 MARTJN.J B Region 5. Office of 
Director 1p 30202 293 30202 321 

-8505000315 '‘Status Rept on Cardinal Industrial Products Corp RovaNdalion Program 
& Rolaied Homs as Apply to Diablo Canyon as of 850417 " 

* Pacific Gas & Eleclnc Co 85/04/17 28pp 30202 294-30202 321 

8506090554 Forwards Meeling Repts 50-275/85-20 & 50 323/85 20 on 850411 to dis 
ciiss findings ro metis furnished by Cardinal Induslrml Products 
KIRSCH.DF Region 5. Office of Director 85/04/18 SHIFFER.JD Pacific Gas & 
Electric Co Ip 30232 044-30232 048 

-65050905a2 Meotings Repts 50-275/85-20 & 50 323/85-20 on 850411 Major area 
discussed status of certification of Cardinat fndustrlal Productsjnc boM.studs & nuts 
DODDS.RT, KIRSCH.DF Region 5, Office of Director 85/04/18 4pp 30232 045- 
30232 04 B 

8505090507 Forwards Insp Repls 50 275/85 08 & 50 323/85 09 on 050217 0406 No 
Violation noted 

KIRSCH.DF Region 5. Office of Director 85/04/24 SHIFFER.JD Pacific Gas & 
Eleclnc Co 2pp 30232 059-30232 085 

-8505090601 Insp Repts SO 275/85 08 & 50 323/05 09 on 65021 7-0406 No violation 
noted Major aroas inspected maint & surveillance aclivities.followup on LERs.Unit 2 
sys turnover & Unit 1 power ascension testing 

WENDONCA,M M . pAdOVAN.M L . ROSSJ M Region 5. Office of Director 05/04/ 
18 25pp 30232 061-30232 005 

8504261452 IE Info Notice 85 034. "Heat Tracing Contributes to Corrosion of Stainless 
Stool Pinirm " Svc list end 

JORDAN.t L Division of Emergency Preparedness & Engineering Response (post 
030103) 85/04/30 Consolidated Edison Co of New York, fnc i07pp 30118 185- 
30115 291 

8504260455 IE Info Notice 05 035. "Failure of Air Chock Valves to Seal " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/30 Consolidated Edison Co of Now York, Inc tODpp 30115 077- 
30115 184 

8505160178 Ack receipt of 850429 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-275/65-12 

MONTGOMERY.J Region 6. Offico of Director 85/05/07 SHIPPER, J D Pacific Gas 
& Electric Co 2pp 30394 204 30394 205 

• 8505150162 Responds to NRC 850320 Hr re violations noted In Insp Rept 50 275/85- 
12 Corrodivo actions withheld (ref 10GFR73 21) 

SHIPPER, j D Pacific Gas & Electric Co 05/04/29 MARTIN. J B Region 5. Offico of 
Director Ip 30394 205-30304 205 

8505060416 IE fnfo Notice 84-52,Guppl 1, "Inadequate Matl Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/05/08 Consolidated Edison Go of Now York, Inc lOpp 30615 338 
30615 347 

6505300498 Forwards Insp Repls 50-275/85-16 & 50 323/86-16 on 850325-0426.No 
violation noted 

KIRSCH.O F Region 5. Offico of Director 85/05/08 SHIFFER.J D Pacific Gas & 
Electric Co. Ip 30637.309-30630 022 

-B50&30049g insp Repls 60 276/85 16 & 60 323/85-16 on 050325-0426.No Violation 
or deviation noted Major areas Inspected ailegattons re Pullman Power Product 
vendor quality sya audit of Cardinal Industrial Products 

PEREIRA^DB, CROWLEY.T , DODDS, R T Region 5, Office of Director 85/05/07 
epp 30637:310-30638 022. 

8S052903B8 Forwards description of review of const documentation for masonry 
wa3ISxConst documentation satisfies requirements of special Insp specified in code for 
masonry structures 

SHIFFER.JO Pacific Gas & Electric Co 85/05/23. KNIQHTON.QW Ucensmg 
Branch 3 3pp 30596 184-30596*166 


R. Periodic operating reports & related correspondence 

8505100317 "1979 Annua! Environ Radlofogica! Rept '* 

BROWNRIGG.D L . LORENZ, RW Pacific Gas & Electrio Co 411-80 26. 79/12/31 
65pp, 30263 038-30263 102 

8505190311 *'1980 Annual Environ Radiological Rept " 

BROWNRIGG.D L . SZALINSKI.PA Pacific Gas & Electric Co 411 81.56 80/12/31 
GOpp 30262 182-30262.261. 

8505190332 "1681 Annual Environ Radiological Rept." 

BROWNRIGG.D L . SZALINSKI.PA Pacific Gas & Elaclric Co. 411-02 96 81/12/31 
92pp 30262 262-30262.353 

8505100508 "1002 Annual Environ Radiological Repl." 

NELSON, LH , DINNEL.KD, SZALINSKI.RA Pacific Gas & Efectric Co 411-83.111. 
82/12/31. 95pp 30265 053-30265149. 

8505190413 "1983 Annual Radiological Environ Rept " 

NELSON.LH., DINNEL.KD, SZALINSKI.P.A. Pacific Gas & Electric Co 411-84.167 
03/12/31 91pp. 30261 243-30261 '332. 

8505240434 Discharge monitoring repts for Apr 1 985.Monitorfng rept Form 0-2 & static 
bio ass ay rept end 

THORNBERRY.fl.C Pacific Gas & Efectric Co. 85/05/20. JONES.KR. California, 
SJateof 11pp. 30563-166 30553:176. 


S fteportafale occurrences, LERs & related correspondence 

6505090442 LER 85-011-01 on 85021 7, manual reactor Ifjp initiated tn response to auto 
malic shutdov/n of mam feedwater pumps 1-1 & 1-2 from excessive thrust bearing 
wear mdicatron Thrust bearing wear detection sys reset W/850502 Itr 
SISK.DP. SHIFFER.JD Pacific Gas & Eleclnc Co 85/05/02 5pp 30234 206- 
30234 210 

6505150169 PNO-V 86 024 On B50S07,uni1 achieved 100% commercial 
oporalton Considerable media interest shown In declaralron 

DODDS.R T , MENDONCA.M Region 5, Offico o1 Director 85/05/07 Ip 30395 258- 
30395 258 

8505160170 Part 21 repl re errors in safoty grade core exit thermocouple sys during & 
following postulated high energy line break Probably caused by moisture ingression & 
thermal expansion Qualification program completed 

HAHE.EP Westmghouso Electric Corp 05/05/09 TAYLOR, JM Director's Offico. 
Office of Inspection and Enforcement 5pp 30427 1 12-30427 116 

8505200037 PNO-V-05 026 On 850511,30,000 gallons Of water spilled from condensate 
sys into Diablo Creek Caused by open condansate damlneralizcr drain valve that 
should have been programmed closed by computer valve control sys 
DODDS.R T. PADOVAN.M L Region 5, Office of Director 85/05/13 Ip 30466 036 
30466 D36 

8505280243 PNO-V 05-029 on 650518 & 20,roaclof trip &. safely Injection occurred due 
to loss of vital Inslrumonl ac power Caused by failuro of transformer In vital Inairumont 
ac inverter fY‘13 & IY-12 output breaker tripping open 

DODDS.R T , MENDONCA.M Region 5, Olfico of Director 85/05/20 Ip 30571 153 
30571 163 


T, Hearing tranacrlpts on non-anlltrust matters 

8505300001 FOIA request for transcript & other records of 040730 Commission 
meeting Transcript page coforrlng to meeling end 

CURRAN, D Harmon, Weiss ^ Jordan 85/02/00 FELTONJ M Division of Rules and 
Records 3pp 30651*333 30651-335 


U, Congress Ion al/Exocutive Correspondence 

0605100446 Further rosponso lo FOIA request for all documents ro Congressional 
040612 briefing on plant Documents llstod in app available in PDR Review of remain 
Ing documonls continuing 

F ELTON, J M Division or Rules and Records 84/12/10 DEVINE.T Government Ac- 
countability Project 2pp 392B9 034 30291 017 

-8407230089 Forwards clarification of background to NRC 040410 responses lo H 
Meyers quostions on plant 

KAMMERER.C Ofhco of Congressional Affairs 84/00/14 MYERS, H House of Rep, 
Interior & Insular Affairs 2pp 30290 043 30200 090 

-8407230091 Forwards responses lo questions & Issues raised In 840322,26 & 0410 
memos 

KAMMERER.C Office of Congressional Affairs 04/06/13 MYERS.H House of Rep. 
Interior & Insular Affairs 46pp 30200 045 30290 090 

-8506100449 Expresses rogrot at inability to ollond Committee briefing on 
plant Comments end ro Commission ^ staff disregard of regulations in approval ol In 
experienced operaling crew ^ subsequent expurgation of operator qualjficalions rule 
GILINSKY.V Commissioners 84/06/14. UOALL.M House of Rep, Inlenor & Insular 
Affairs epp 30290 037-30290 042 

-8605130306 Forwards revised queslions from Subcommiltca on Energy & Environ re 
plant 

KAMMERER.C Office of Congressional Affairs 04/03/25 PALIADINO. GILINSKY. 
ROBERTS Commissioners 19pp 30290 091 30290 2S6 


DOCKET 50-276 GEORGIA TECH RESEARCH REACTOR 


P. Operating ifeonse stage documents & correspondence 

6505160118 Requests to movo defueled AGN 201 to fencod area of research clr due to 
room being wired for new speclrometor scheduled for delivery In Jul 1905.0ecommis 
signing application being reviewed by NRC 

KARAM.R A Georgia Inatilute of Technology. Atlanta. QA 85/05/07 THOMAS.C.O 
Standardization & Special Prelects Branch Ip 30394 206 30394.206 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & firo protection plana 

8505010129 Forwards Science Applications Inll Corp 050322, "Detailed Conirol Room 
Design Review In-Progress Audit Rept lor Peach BoUom Slallon.Unlls 2 & 3," per 
Suppl 1 to NUnEQ-0737 & Generic Ltr 02-33 

STCjLZ.J.F Operaling Reactors Branch 4 85/04/19 BAUER.EG Philadelphia Elec- 
IrlcCo 2pp 30112 136 30112*174 

-8504220440 "Detailed Conirol Room Design Review In Progress Audit Rapt for Poach 
Bottom Atomic Power Station, Units 2 & 3 ” 

* Science Applications International Corp, (formerly Science Applications, Inc) NRG- 
03 82-096, 06/03/22 NRC - No Dolailod Affiliaiion Given 37pp 30112130- 
30112.174 

8505060558 AcK receipt of 841121 fir Informing NRC of steps taken to correct violations 
noted in Insp Repls 60-277/84-19 & 60 278/84 10, Violation D occurred as staled in 
notice of violation Safeguards info delated (ref 10CFR7a,21) 

MARTIN.T.T, Region 1, Office of Director. 05/04/10 DALTROFF.SL Philadelphia 
EloclficCo 3pp 30183 041-30183 044 
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-85050B0Sfi0 Responds to NFIC 841025 Jlr ro viofations roled m Insp Repls 50-277/84 
19 & 50-278/84' lOCorroctiveaclio (IS wdhherd {ref 10CFR7i3 21 & 2 700) 
DALTROFF.SL Philadelphia Elecinc Co 84/11/21 MURLEYJE Region 1 . Office of 
Direclor Ip 30183 044-30183 044 

8505030212 Forwards schedule of corrective actions per INJREG'0654 for Category B 
deficiencies cited during^ 841017 offsite radtofogicel emergency preparedness 
exercise Two Category A deficiencies addressed a1 850410 remedial exercise 
KRIWiM.RW Federal Emar-gency Management Agency 85/05/01 JORDAN.EL Divi' 
Sion of Emergency Preparedness & Engineering Response {Post 830103} I2pp 
30124 317-30124 331 

8505060383 Forwards Insp Repts 50 277/85 08 & 50 278/85 08 on 8502 01 0315 No 
violation noted Response fo unresolved item re exceeding anat^ed number of reactor 
vessel cycles for safety relief valve blowdown ©vents requested in 30 days 
COJ.LINS.S J Regrort 1, Office of Director 85/05/01 DAtTROFF.S L Philadelphia 
Electric Co 2pp 30154 226-301.54 255 

«8505060387 Inbp Repts 50 277/85 08 & 50-278/B5 08 on 850201-0316 No violation 
noted Major areas inspected operational safety, radiation protection.physical 
secunty.control room activities & licensee events 

JOHNSON,! D. WILLIAMS.JH. BEALL, JE Region 1, Office of Director 85/04/25 
28pp 30154 228-30154 255 

85D5140280 Forwards Physical Security Insp RepI 50 277/85-16 on 8504114 & 18 En 
forcement conference scheduled on 6S0513 to discuss violations re unconlrotfed iden- 
tification badges 

MARTIN, IT Region 1, Office of Director 85/05/07 OAtTROFF.St Philadelphia 
Elecinc Co 2pf> 30375 333 30375 339 

-B50S140286 Physical Security Insp Rept 50-277/35 16 on 850414 S 18 Violations 
noted faiEure to rept change In security plan &. implementing procedures & failure to 
respond to alarms Safeguards info withheld (ref 10CFR2,790| 

DUNLAP,JM, JOHNSON,! D. KEIMIG.R R Hegior^ 1, Office of Director. 85/05/07 
5pp 30375 335-30375 339 

85053 10320 Advises that portions of 841114 & 1228 revs to physical security plan con- 
sistent w/provksions of l0CFfl5O54(p) & accepiabl a Remaining portions not accepta- 
ble for reasons stated in end End withheld (ref t0CFR73 21) 

MARTIN,!! Region 1, Office of Director 65/05/09 BAUER»E G Philadelphia Elec- 
tric Co 4pp 30665 165-30665 168 

8505200292 Forwards Safeguards Insp Repts 50-277/85 02 & 50-270/86 02 on 
8501 07-1 \ No violations -observed 

MARTIN,! T Region 1, Office of Director 85/05/14 OAl.!ROFF,S L PhiPadelphia 
Electric Co. 2pp 30466 01 1 30463 021 

-6605200301 Physical Security tnsp Repts 50-277/85-02 & 50-278/85 02 on 850107- 
11 Licensee in comp fierce Maior areas inspected securttv plan & implementing 
procedures,mgt effectiveness & records & repts Portions wilnheld (ref 10CFR73 21) 
BAILEY, flJ, KEIMIG.R R, Region 1, Office ci Director 85/05/13 9pp 30468013- 
30468 021 

850524022ft Requests rev to NRG 640614 order.extondmg schedule for control ro-om 
design review summary, per Supp! 1 to NUREG 0737, until 660226 Completion date for 
control panel enhancements unaffected 

* Philadelphia Efeclric Co 85/05/22, STOLZ,J F Operating Reactors Branch 4 3pp 
3D556 262 30556 264 

6505290224 Forwards fire protection mods progress rept for May 1-985, update of pane 
tration sealing prog ram, update of lira damper program including exemption request & 
progress rept addressing structural fire p/otection 

BOYEfl.VS Philadelphia Electric Co 65/05/23 THOMPSON.H L Oivisjon of Licens- 
ing 21 pp 30599 259-30599.279 


P. Operating license stage documents & correspondence 

8505130463 FOIA request for documents on complainls from WA Young re operations 
of Great Allanlic & Pacdic Pipe Welding & Const Coal facility 
WALD.W Schnader, Harrison, Segal & Lewis WALD.M Great Atlantic & Pacific Pipe 
Welding & Construction Co, inc 84/11/05 Region 1, Office of Director Ip 
30299 266 33299 250 

8505130466 Responds to FOPA request for documents on complaints from WA Young 
re operations of Great Allanlic & Pacific Pipe Welding a Const Co at facifily Forwards 
documents listed ij> App A App B documents withhelo (ref FOIA Exemption 5), 
FELTON.JM Division of Rules and Records 85/01/29 WALD.M Schnader, Ham- 
son, Seg^l & Lewis App 30299 261-30299 312 

-8505130468 Responds to concerns re ALARA program.per 840906 Itr Actions to de- 
velop & examine facts & circumsiances of concerns ini (rated Results of review will be 
provided 

GALLO.RM Region 1. Office of Director 84/10/26 YOUNG.WA Affiliation Not As- 
signed 45pp 30299 265-30299 312 

8505010517 Forwards screerting phase In team status rept In response to 640618 order 
modifying licenses Rept completes screening phase of appraisal plan submiHed to util 
DUVALL,FC, 0ISHOP.DL Operalions /Tnalysls Corp 85/02/08 MURLEV.TE 
Region 1, Office of Director 5pp 30090 287 30090 291 


0505060168 Provides addi info re Generic Ltr 84 09 concerning recombiriGr requiie- 
menls of 10CFRS0 44.per 850403 lelcon Info includes pneumatic users within primary 
containment.svc & breathing air during outages & leakage control sys 
OALTROFF.SL Philadelphia Electric Co 85/05/01, THOMPSON.H L Division of Li- 
censing 3pp 30157 259-30157 261 

8504290442 Generic Llr 85 07 to all operating roaclor licensees re Implemenlalion of 
integrated schedules for plant mods Sve list end , „ , 

THOMPSON.H L Division of Licensing 06/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149 30218 170 

8505200193 Discusses use of unmodified Unit 3 dryer separator sling lifting beam Jo ro 
assemble Unit 2 reactor until lifting beam alignment problem corrected Postulated load 
drop analysis performed to support use of Unit 3 beam 

KEMPER.JS Philadelphia Electric Co 85/05/13 THOMPSON.H L Division of Licens- 
ing 3pp 30468 255 30468 257 

8605160410 Forwards Rev 0 to "Mark I Wetwell to Drywell Differential Prossuro Load & 
Vacuum Breaker Response ” Add! info re predicted dynamics of facility wetwell to 
drywell vacuum breakers provided.par 850422 request 

KEMPER.JS Philadelphia Electric Co 85/05/14 STOLZ.J F Operating Reactora 
Branch 4 2pp 30429 001-30429 031 

-850S1 60515 Rev 0 to '“Mark I Wetwell to Drywell Differential Pressure Load & Vacuum 
Breaker Response for Peach Bottom Atomic Power Station Units 2 & 3 
BILANIN.AJ Continuum Dynamics, Inc 85/01/31 29pp 3D429 003-30429 031 

8505210200 Notification of 850611 meeting to discuss disiribution of ol cracked weld 
locations removed from RHR/recirculation piping for analysis in accordance w/ 
050327 llr 

KEMPER, JS Philadelphia Electric Co 85/05/15 STOLZ.J F Operating Reactors 
Branch 4 ip 30494 250 30494 250 

8505290213 Informs of incomplete response to Generic Llr O3-20Jtem 12m four areas 
evaluated Draft Technical Evaluation Rept SAIC 65/1519-3 end 
STOLZ.J F Operating Reactors Branch 4 85/05/15 BAUER.E G Philadelphia EJec- 
trie Co 2pp 30629,292-30620 308, 

-6505290220 Draft “Review ol Licensee & Applicant Responses to Generic Ltr 83 
28Jlem 1 2, Post-Trip Review Data & Info Capabilities/ for Peach Bottom Atomic 
Power Station.Unil8 2 & 3,” technical evaluation rept 

* Science Applications International Corp (formerly Science Applications, Inc) NRC 
03-82-096 SAIC-85/1 519-3 DRFT 85/05/15 NRC - No Detailed Affiliation Given 
15pp 30629 294-30629 300 

8505310579 Notification of 850530 meeting w/utll & Bechtel In Bethesda.MD to prosonl 
& discuss proposed use of energy absorbers al plant 

GEARS.G Operating Reactors Branch 4 85/05/20 STOLZ.J F Operating Reactors 
Branch 4 2pp 30682 356-30662 360 

8505210106 Generic Llr 85-08 to all holders of CPs & OLs re 10CFR20 408 lerminntlon 
repls - formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 20pp 30682 282-30682 301 

8505290123 Forwards application for amend to Licenses DPR 44 & DPR-56, changing 
Tech Specs re definition of core alteration & proposed change to allowable hydrogen 
concenlrahon In offgas recombiner sys Fee paid 

BRADLEY, E J Philadelphia Electric Co 85/05/23 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 1 p 30599 346 30599 363 

-8505290126 Application for amend to Licenses DPR 44 & DPR-56.changing Toch 
Specs re definition of core alteration & allowable hydrogen concentration In offgas re- 
combiner sys 

DALTROFF.SL Philadelphia Efeclric Co 85/05/23 lipp 30599 349-30599 369 

-8505290133 Proposed Tech Spec changes re definition of core alteration & aliowabla 
hydrogen concenlratron m offgas recombiner sys 

* Philadelphia Electric Co 85/05/23 4pp 30599 360 30599 363 


Q. Inspection reports, IE Bulletins & correspondence 

8505100365 Forwards insp Repls 50 277/85-06 & 60-278/85 06 on 850120 30 No vfo 
lation noted 

MARTIN,! T Region 1, Office of Director 05/03/08 DALTROFF.SL Philadelphia 
Electric Co, 2pp 30243 284 30243 288 

-850510036S Insp Repls 50-277/85 06 50 270/85 06 on 850120-30 No noncompli 

ance noted Major areas inspected nonradiologicaf chemical program including QC of 
analytical measurements, enafytical procedures, slafling & training 
ZIBULSLEY.H, PASCIAK.WJ Region 1, Office of Director 65/03/01 3pp 
30243 286 30243 288 

0505060558 Ack receipt of 841121 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 277/84-19 & 5O'270/84-1O Violation D occurred as staled .in 
notice of violation Safeguards info deleted (ref 10CFR73 21) 

MARTIN,! T, Region 1, Office of Director 85/04/19 DALTROFF.SL Philadelphia 
Electric Co 3pp 30183 041-30183 044 


8505010403 Forwards SER re util 631 104 response to Generic Llr 83-20, Item 1 1, 
"Post-Tnp Review Program Description A Procedures/* per Multi Plant Action B- 
76 Program & procedures acceptable 

STOLZjJF. Operating Reactors Branch 4 85/04/15 SAUER.EG Philadelphia Elec- 
tric Co 2pp 30099 318 30099 324 

-8505010413 SER supporting irtil 031104 response to Generec Ltr 83 28. Item 1 1, 
“Post Trip Review Program Description & Procedure ** 

" NRC - No Detailed Affiliation Given 85/04/15 6pp 30099 920 30099 324 

8505050089 Requesis clarifrcalion & addI Info to conclude review of plant-unique rept re 
structural mods to vacuum breakers, including chuggeng source rate & drywell model 
used Response requested by 850531 , 

STOLZJ.F Operating Reactors Branch 4 05/04/22 BAUER.E G Philadelphia Elec- 
tric Co 3pp 30186:198-30186 200 


-8505060560 Responds to NRC 841025 llr ro violations noted In Insp Repls 50 277/04- 
19 & 50 270/04-10 Corrective actions wJlhhefd (ref 10CFR73 21 & 2 790) 
DALTROFF.SL Philadelphia Efeclric Co 84/11/21 MURLEY,T,E Region 1 Olfics of 
Director Ip 30183 044-30183 044 . u i ^ 


8604250452 IE Info Notice 85 034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping “ Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison to of New York, Inc 107pp 3OlVl05- 
30115 291 


8504260455 IE Info Notice 85-035, “Failure of Air Check Valves to Seal " Sve list end 
JORDAN.EL Division of Emergency Preparedness & Engineerinn Response (Post 
830103) 85/04/30 Consoiidateil Edison Co of New York. Inc. f08pp^30ll5 077- 
30115 184 
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86OS0GOQ65 Remits fee for uti) 840620 epplication transmitting second 10'yr inservjco 
insp & testing program & request for relief from certain ASMt Codo requirements, per 
C50314 request 

BRADLEY ,EJ Philadelphia Electric Co 85/05/01 DIGGS, R M License Fee Manage 
mont Branch Ip 30157 236-30157 236 


8506230738 LER 85-001 01 on 850100, containment leak test program identified that 
total combined leakage of Types 8 & C tests exceodod miowable leak rate 
limit Caused by valves w/ excessive leakage rales Valves repaired W/Q50509 Hr 
NAGLE,JC, lJLLRICH,WT Philadelphia Electric Co Q5/05/09 5pp 30542 307 
30S42311 


8505O8O3B3 Forwards Insp Repts 50-277/85 OB & 50-278/85 08 on 050201 0315 No 
violation noted Response to unresolved item re exceeding analyzed number of reactor 
vessel cycles for safety relief valve blowdown events requested in 30 days 
COLtlNS.SJ Region 1, Office of Director 85/05/01 DALTROFF,SL Philadetphta 
EleclricCo 2pp 30154 226-30154 265 

-8506080387 Insp Repts 50 277/85 00 & 50-278/05 08 on 660201-0315 No violation 
noted Major areas inspected operational safety, radiation protectfon.physical 
security, control room activities & licensee events 

JOHNSON.! D, WILLIAMSJ H., BEALLJ E Region 1, Office of Director 85/04/25 
28pp 30154 228-30154 255 

0505290751 Forwards evaluation phase Interim status rept re appraisal of plant & sys 
operaling procedures in response to 040618 NRC order Evaluation phase of appraisal 
dan completed on 650430 

DUVALL.FG. BISHOP.D L Operations Analysis Corp 85/05/01 MURLEY.TE 
Region 1, Office of Director 7pp 30617 168-30617 174 

6605140280 Forwards Physical Security Insp Ropt 50-277/85-16 on B50414 & 18 En 
forcemeni conference scheduled on 850513 to discuss violations re uncontrolled fden 
tificatlon badges 

MARTIN,! T Region 1, Office of Director 85/06/07 DALTflOFF.SL Philadelphia 
ElscWcCo. 2pp 30375 333-30375-339 

-8605140206 Physical Security insp Ropt 50 277/85-16 on 650414 & 18 Violations 
noted failure to rept change in security plan & implementing procedures & failure to 
respond to alarms Safeguards info withhold (ref 10CFR2 790) 

DUNLAP,JM. JOHNSON, T.D. KEIMIQ,R R Region 1, Office of Director 05/05/07 
5pp 30375 335 30375 339 

0605060418 IE Info Notice 84-52, SuppI 1, "Inadequate Moll Procurement Controls on 
Part of licensees & Vendors " 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/00 Consolidated Edison Co of New York, Inc 10pp 30615’336- 
30615-347 

0505160090 Submits supplementary info addressing augmented insp requirements In 
Generic Lir 84 11 re disposition of nonconforming welds In rectrculalion & RHR sys 
during pipe replacement activilies.per QA Gears 850501 request 
COONGY.MJ PhiJadolphIa EleclricCo 85/05/14 STOL2,JF Operating Reactors 
Branch 4 12pp 30420 336-30420 346. 

8505200292 Forwards Safeguards Insp Repts 50-277/05 02 & 50 278/85-02 on 
850107-11 No violations observed. 

MARTIN,! T Region 1. Office of Director 05/05/14 OALTROFF.SL, Philadelphia 
Electric Co 2pp 30468 011-30468021 

-8505200301 Physical Security Insp Repfs 50-277/85-02 & 50-278/85 02 on 850107- 
1 1 LIconsee in compliance Major areas inspected, security plan & implemonling 

g rocoduros.mgt effeclivenoss & records & repts Portions withhold (ref 10UFR73 21) 
AILEY.RJ, KEIMIG.R R Region 1, Office of Director 05/05/13 Opp 30460 013 
3046Q 021, 

6 S 052401 65 Forwards addi Insp limitafions resulting from recent primary coolant pres- 
sure boundary piping replacement activities for second 120-monlh Insorvlco Insp 
program Categories B-J & B K-1 summarized 

OACTROFF.Sl Philadelphia Electric Co. 85/05/20. STOLH.J F. Operating Reactors 
Branch 4 6pp 30554 354-30554,359. 


R. Pertodle operating roporte & related oorrespondonce 


8505230427 Part 21 rept re incorrecl short time delay band lever inadequately installed 
in low voltage K-line circuit breaker electromechanical overcurrent trip device Vtsual 
insp to determine if correct lover installed recommended 

KAISER, A F Brown Bover* Corp (subs of Brown Boveri & Co, Ltd) 85/05/13 
DEYOUNG, fl C Director’s Office, Office of Inspection and Enforcemonl 6pp 
30531 223 30531 228 
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F Security, medical, emergency & fire protection plans 


8505010129 Forwards Science Applications fnti Corp 850322, "Detailed Control Room 
Design Review In Progress Audit Ropt for Peach Bottom Station, Units 2 a 3," per 
SuppI 1 to NUnEG-0737 & Generic Hr 02-33 

STCaZ.JF Operating Reactors Branch 4 85/04/19 BAUER.EQ Philadelphia Elec- 
tric Co 2pp 30112 136-30112 174 


-850422044Q "Detailed Control Room Design Review In Progress Audit Rept for Peach 
Bottom Atomic Power Station, Units 2 a 3 " 

* Science Applications International Corp (formerly Science Applicalions, fnc) NRC- 
03 82-096 05/03/22 NRC - No Detailed Affiliation Given 37pp 30112 138- 
30112174 


06O5O6O55Q Ack receipt of 841121 Ur informing NRC of steps taken to corrocl violations 
noted In insp Ropls 50 277/84 19 & 50-278/84-10 Violation D occurred as stated in 
noliCD of violation Safeguards info deloled (ref 10CFR73 21) 

MARTIN,!! Region 1, Office of Director 85/04/19 DALTROFF.S L Philadelphia 
Electric Co 3pp 30183 041 30183 044 


■8506060660 Responds to NRC 841025 Hr re violations noted in Insp Ropls 60 277/84- 
19 & 50 278/84-10 CorrecUvo actions withhold (ref 10CFR73 21 & 2 790) 
DALTROFF.S L Philadelphia Electric Co 84/11/21 MURLEY.TE Region 1, Ojfice of 
Dirocior Ip 30183 044 30103 044 


8505030212 Fonivards schedule of correclivo actions per NUREG-0654 for Category B 
deficiencies cited during 841017 offsite radiologhcal emergency preparedness 
exercise Two Category A deficloncios addressed at 850410 remedial exorcise 
KRIMM.RW Federal Emergency Management Agency 85/05/01 JORDAN, EL Divi 
Sion of Emergency Preparedness & Engineering Response Post 830103) I2pp 
30124 317-30124-331 


8505060383 Forwards Insp Repis 50 277/05 00 & 50 278/05-0B on 850201 0315 No 
violation noted Response to unresolved item re exceeding analyzed number of reactor 
vessel cycles for safety relief valve blowdown events roqueslotl in 30 days 
COLLINS.SJ Region 1, Office of Director 85/05/01 DALTROFF.S L Philadelphia 
EleclricCo 2pp 30154 220-30154 255 

-8605080387 Insp Repis 50-277/85 08 & 50-278/05 00 on 850201 0315 No violation 
noted Major areas inspected operational safety, radiation protection, physical 
security, control room activities & licensee events 

JOHNSON,! D, QALLO.RM Region 1, Office of Director 85/04/25 20pp 
30154 220-30154 255 

8S06310320 Advises that portions of 841114 & 1228 revs to physical security plan con- 
sistarit w/provislons of i0CFR50 64(p) & acceptable Remaining porfrons not accepta- 
ble for reasons slated In end End withheld (ref 10CFR73 21) 

MARTIN.! T Region 1, Office of Dirocior 85/05/00 BAUER.EG Philadelphia Efec- 
Iric Co. 4pp 30665- 1 65 30665 1 68 


0505300336 Monthly operating repts for Apr 1905.W/850515 Hr 
ALDEN.WM, LOQUE.R.H. Philadelphia Electric Co 05/04/30. lOpp 30639,230- 
30630 247 


0606200292 Forwards Safeguards Insp Repts 60 277/85 02 & 60 278/05 02 on 
650107-11 No violations observed 

MARTIN.! T Region 1, Office of Director 85/05/14 DALTROFF.S L Philadelphia 
Electric Co, 2pp 30468 01 1-30468 021 


S. Reportable occurrencoB, LERa & related correspondence 

8505090329 Further response to FOIA request for ell memos written by NRC during or 
aincG 1903 re 06 LERs & SALP for TM I Forwards documents listoa In Apps A,0 & 
C Documents also placed in PDR, 

FELTON.J M Division of Rules and Records 84/10/02 BARFIELD, K. Critical Mass 
Energy Project 6pp 30240 034-30248 046 

-8505090440 Notification of Significant Licensee Meeting 04-30 on 840412 w/uM In 
King of Prussia, PA to discuss event involving individual rod scramming, primary sys 
haatup rates, rod scram times & unplanned reactor coofdown 
TRIPP.LE, Region 1, Office of Director. 84/04/12 Region 1, Office of Director 1p 
30248.261-30240 261 

-8605090444 Discusses issues to be discussed at 040412 enforcement 
conference Items include events Involving individual rod scramming & violations of lim- 
ilmg conditions for operation 

BLOUGH.A R Region 1, Office of Director. 84/04/10 KEIMIG.R R. Division of Project 
8c Resident Programs. 11 pp 30248.262-30248-287 

8505020311 NPOES noncompllance notificatfon.on 8504 10, total suspended solids of 
sample from Discharge Point 108 exceeded permit limit Caused by clogging of sludge 
return pump A Lines Blown back & valves lined up. 

LILLRICH.W.T. Philadelphia Electric Co 85/04/22 Pennsylvania, Commonwealth of, 
2pp 30118 192-30118:193 

8505230326 NPDES noncompliance rept on 8S0416,biologlcal oxygen demand of 
sample from Discharge Point 108 in sewage treatment plant exceeded permit 
limit Caused by pin floe carryover from clarifier. Pres sure filters utilized 
ULLRICH.WT Philadelphia Eleclrlc Co 85/05/03 Pennsylvania, Commonwealth of 
2pp. 30530-344-30530.345 


-0606200301 Physical Securily Insp Repts 50 277/85 02 & 50 278/85 02 on 850107- 
11 Licensee In compliance Major areas inspected security plan & ImplBmenlmg 
procadures,mgl effectiveness & records & repis Portions withheld (ref 10CFR73 21) 
BAfLEY,R,J. Region 1, Office of Director 85/05/13 Opp 30468 013 3046B 021 

6505240228 Requests rev to NRC 840614 order.oxtendmg schedule for control room 
design review summary.por Supp1 1 to NUREG 0737, until 660228 Completion dale for 
control panel enhancements unaffected 

* Phllaaofphia Electric Co, 05/05/22 STOLZ,J F Operating Reactors Branch 4 3op 
30566.202-30556-264 

8606200224 Forwards fire prolection mods progress rept for May 1085, update of pene 
Iration soaling program, update of fire damper program Including exemption request & 
progress rept addressing structural fire protection 

BOYER, V S. Philadelphia Electric Co 05/05/23 THOMPSON, H L Division of Licens- 
ing 21 pp, 30590-259 30509 270 


P. Operating license stage documents & correspondence 

8605130463 FOIA request for documents on complaints from WA Young re operations 
of Great Atiantic & Pacific Pipe Welding & Const Co m facility 
WALD.M Schnadof, Harrison, Segal & Lews WALD.M Groat Atlantic & Pacitic Pipe 
Welding & Construction Co, Inc 84/11/05 Region 1, Office of Director. Ip. 
30299 260-30299-260, ^ 

860613Q465 Responds to FOIA request for documents on complaints from WA Young 
ro operations of Great Atlantic & Pacific Pipe Welding & Consf Co at facility Fonivards 
documents listed In App A App B documents withhoItT (ref FOIA Exemption 5) 
FELTON.J Ml Division of Rules and Records 85/0 1 /29, WALD.M Schnader Harri- 
son, Segal & Lewis 4pp 30299 261-30299 312 
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■8SOS130468 Responds to concerns ro ALAflA program, per 840906 Ur Actions to de 
vdlop & examine facts & circLmslances of ccncorns initiated Results ot review will be 
provided 

GALLO.RW, Region t. OJfiC© of Director 64/10/26 YOUNG.WA Affiliation Not As> 
signed 45pp 30299 265 30299 312 


8505060558 Ack roceipl of 841121 Ur informing NBC of stops taken to correct violations 
noted in tnsp Repta 50 277/84^19 & 50-278/84-10 Violation D occurred as slated in 
natice of violation Safeguards info deleted (ref 10CFR73 21) 

MARTIN,! T Region i, Office of Director 85/04/19 DALTROFF.S L Philadelphia 
Electee Co 3pp 30103 041-30183 044 


8505010517 Forwards screening phase interim status rept in response to 840618 order 
modifying licenses Rept cod>pTetes screening phase of appraisal plan submitted to util 
OUVALL,fC. BISHOP, DL Operations Analysis Corp 85/02/08 MURLEYJE 
Region 1. Office of Director, 5pp 30090 287-30d90 291 


-8505060560 Responds to NRG 841025 tlr ra violations noted fn Insp Rents 50-277/84- 
19 & 50 278/84-10 Correclivo actions withheld (ref 10CFR73 21 & 2.790) 
DALTROFF.SL Philadelphia Electric Co 84/11/21. MURLEY.T E Region 1. Office of 
Director Ip 30183 044-30163 044 


B505010403 Forwards 5ER re util 831104 re^onse to Generic Ltr 83 28, Itain 1 1, 
"Post-Trip Review Program Descnption & Procedures" per MuUi-PJanl Action B- 
76 Program & procedures acceptable 

STOLZ.J F Operating Reactors Branch 4 85/04/15 BAUER, E G. Philadelphia Elec- 
tric Co 2pp 30099 31 e 30099 324 


8504260452 fE Info Nolico 85 034, "Heat Tracing Contributoa to Corrosion of Stainless 
Steel Pipiiy ” Sve list end ^ _ , 

JORDAN.t L Division of Emergency Preparedness & Engineering Response (PosI 
630103) 05/04/30 Consolidated Edison Co of New York. Inc 107pp 30115185 
30115 291 


-8505010413 SER supporting util 931104 response to Generic Ltr 83 28, ttem 1 1. 
"Post-Tnp Review Progrann Description & Procedure" 

' NRC • No Detailed AfMiafion Given 85/04/15 5pp 30099 320 30099 324 

8505 060089 Requests clarification & addl info to conclude review of pfant-unique rept re 
structural mods to vacuum breakers, including chugging source rate & drywell model 
used Response lequesled by 850531 

STOL2,JF Operating Reactors Branch 4 85/04/22 BAUER, EG Philadelphia Elec- 
tric Co 3pp 30186 198 30186 200 

6505 06 0168 Provides addl info re Generic Ltr 84 09 concerning recomblner require- 
ments of 10CFR50 44,per 350403 telconfnfo includes pneumatic users within primary 
conlalrimeril.svc & brealUng an duT»nQ outasas & leakage conlrol sys 
DALTROFF.SL. Philadeiphia Bectric Co. 85/05/91 TNOMPSON.HL Division of Lf- 
censtng 3pp 30157 269-30157 261 

8504290442 Geredc Llr 85 07 to all operating reactor licensees re implementation of 
integrated schedules for plant mods Sve list end 

THOMPSON, HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149 30218 170 

8505200193 Oiscusses use of unmodified Unit 3 dryer-separator sling lifting beam to re- 
assemble Unit 2 reactor until Idling beam alignment pfobtam corroded Postulated load 
drop analysis performed to aupport use of Unit 3 beam 

KEMPER, J S Philadelphia Efeclrrc Co 85/05/13, THOMPSON.H L Division ot Licens 
ing Opp 3046B 255-30466 257 

6505160410 Forwards Rev 0 to "Mark I Wetwell to Orywell Oiderenlfal Pressure Load A 
Vacuum Breaker Response *' Addl mfo re predicted dynamics of facility wetwell to 
drywell vacuum breakers provided, per 850422 request, 

KEWPEfl,J S Philadelph^ Electric Co 85/05/14 STOLZ,J F Operating Reactors 
Branch 4 2pp 30429 001-30429.031 

-BSOS160515 Rev 0 to “Mark I Wetwell lo DrywelJ Differential Pressure Load & Vacuum 
Breaker Response for Peach Bat tom Atomic Power Station Units 2 & 3 " 

BILANINAJ Continuum Dynamics, Inc 65/01/31 29pp 30429 003-30420 031 

850S29Q213 Informs of incomplete response to Generic Llr 63 26,1 tern 1 2 in four areas 
evaluated Draft Technical Evaluation Rept SAJC 05/ 151 9 3 end 
STOL2JF Operating Reactors Branch 4 65/05/15 BAUER, EG Philadelphia Efec- 
trie Co 2pp 30628 292-30629 308 

-8505290220 Draft "Review of Licensee & Applicant Responses to Generic Llr 83- 
28, Item 1 2, 'Post-Trip Review Data & fnfo Capabilities,' for Peach Bottom Atomic 
Power Station. Units 2 & 3," tech meal evaluation rent 

* Science Applications International Corp (formerly Science Applicatrons, fne) NRC- 
03 82 096 SAIC-86/1519-3 DRFT. 85/05/15 NRC - No Detailed Affiliation Given 
15pp 30629 294 3062 9 308 

8505310579 NoUficabon of 850530 meeting w/ulil & Bechtel In Bethesda.MO to present 
& discuss proposed use of energy absorbers at pianl 

QEAflS,G Operating Reactors Branch 4 85/05/20 STOLZ.J F Operating Reactors 
Brarveh 4 2pp. 30682 358-30682 380. 

8505210105 Generic Ltr 86 08 to alJ holders of CPs & OLs le 10CFR20 408 termination 
repis - formats 

THOMPSON ,H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30662 262 30682 901 

8505290123 Forwarda application lor amend lo Licenses DPR'44 61 DPR 56, changing 
Tech Specs re definition of core alloralion & proposed change to allowable hydrogen 
corcenlration In offgas recombiner sys Fee paid 

BRADLEY.EJ. Philadelphia Electric Co, 8^^05/23 DENTON.HB Office of Nuclear 
Reactor Regulation, Director Ip 30599 348-30599 363 

-8505290128 Application for amend to Licenses DPR-44 & DPR 56, changing Tech 
Specs ra definilion of core aliaration & allowable hydrogen concentration in olfgas re- 
comblner sys 

DALTROFF.SL. Philadelphia Eleciric Co 85/05/23. fipp 30599 349-30599 359 


8604250455 IE Info Notice 85 035, "Failure of Air Chock Valves to Seat Sve list gtcI 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/30 Consolidated Edison Co of New York. Inc 108pp 30115 077- 
30115:184 

8505060065 Remits fee for uti) 840628 application Iransmiltlog second 10 yr in service 
Insp & testing program & request for relief from certain ASME Code requiremanls.per 
850314 request 

BRADLEViE J Philadelphia Electric Co, 85/05/01 DIGGS.R M License Fee Manago- 
menl Branch Ip 30157 236-30157 236 

8505060303 Forwards Insp Repts 50-277/85 08 & 50-278/05-08 on 850201-031 5 No 
violation noted Response to unresolved item re exceeding analyzed number of reactor 
vessel cycles for safety relief valve blowdown events requested in 30 days , . , 
COLLINS, SJ, Region 1. Office of Director 85/05/01 DALTROFF.SL Philadelphia 
Electric Co 2pp dot 54 226-30154 255 

-8605060367 Insp Repis 50-277/85 08 & 50 278/85-08 on 850201-0315 No violation 
noted Major areas inspected operational safety, radiation protoclion,physlcBl 
seourity.conlrol room activities & licensee events 

JOHNSON,! D. WILLIAMS.JH, BEALL, J E Region 1, Office of Director 85/04/25 
28pp 30154 228.30154-255 

85052907S1 Forwards evafuallon phase interim status rept re appraisal of plant & sys 
operating procedures In response lo 840618 NRC order Evaluation phase of appraisal 

B an completed on 850430 

UVALL.FC. 8ISHOP,OL Operations Analysis Corp 85/05/01 MURLEY.TE 
Region 1, Office of Director 7pp 30617 168-30617 174. 

8605060416 IE Info Notice 84-52, SuppI 1, "Inadequate Mat! Procurement Controls on 
Part ot Licensees & Vendors ” 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/05/00 Consolidated Edison Co of New York, Inc. lOpp 30615 330 
30615 347 

8505200292 Forwards Safeguards Insp Repts 60-277/85 02 & 50-278/05-02 on 
850107-11 No violations observed 

MARTIN, TT Region 1, Office of Director 85/05/14 DALTROFF.SL Phifado/phla 
Electric Co 2pp 30468 011-30468 021 

-8505200301 Physical Security Insp Repts 50-277/85 02 & 50 278/85-02 on 850107- 
1 1 Licensee in compliance Major areas inspected security plan & lmpiemon>1ing 
procedures.mgl effectiveness & records & repts Portions withheld (ref 10CFR73 2I) 
BAILEY.RJ, KEIMIG.RR Region 1. Office of Director 85/05/13 9pp 30460 013- 
30468 021 


R Perfodfe operating reports & related correspondence 


8505300336 Monthly operating repts for Apr 1985 W/850515 ltr 
ALOEN.WM, LOGUe.RH Philadelphia Electric Co 85/04/30 lOpp 30639 238- 
30639 247 


S. Reportable occurrences, LERe & related correspondence 


6605090329 Further response to FOIA request tor all memos written by NRC during or 
since 1983 re 96 LERs & SALP for TMI Forwards documents listed in Apps A,B & 
C Documents also placed In PDR 

FELTON. JM Division of Rules and Records 84/10/02 BARF/ELO.K. Critical Mass 
Energy Project 6pp 30248 034-30248 046 

-8505090440 Notification of Significant Licensee Meeting 84-30 on 840412 w/uti( in 
King of Prussia, PA to discuss event involving individual rod scramming, primary sys 
healt^ rates, rod scram limes & unplanned reactor cooldown 
TRIPP,LE Region 1, Office of Director 04/04/12 Region 1, Offico of Director 1o 
30246 261-30248,261. ^ 


-8S0 5290 133 Proposed Tech Spec changes re definition of core alteration & aliowabfe 
hydrogen concentration in offgas recomoiner sys 
* Philadelphia Electric Co 85/05/25 4pp 30599 360 30599363 


Q. Inapectfon report Sj IE Bulletins a correspondence 

8505100365 Forwards Insp Repts 50-277/65-06 & 60 278/85 06 on 850128-30 No vio 
ration noted 

MARTfN.TT. Region 1, Office of Director 86/03/(J8 DALTROFF.S L Philadeiphia 
Eleciri'c Co 2pp, 30243 284-30243.206 


-0505090444 Discusses issues to be discussed at 040412 enforcement 
conference Items include events involving individual rod scramming A violations of lim- 
iting conditions for operation 

BLOUGH.A R Region 1, Office of Director. 84/04/10 KEjMIG.R R Division of Project 
S Resident Programs 1 1 pp 30240 262- 3024 8 287, 

8505020311 NPOES noncompliance notification on 8504 10, total suspended soiida of 
sample froiri Discharge Point 108 exceeded permit limit Caused by clogging of sfudaa 
return pump A Lines clown back & valves lined up 

ULLRiCawT Philadelphia Electric Co 85/04/22 Pennsylvania, Commonweallh of. 
2pp 30118.192-30118.193 


-0505100366 Insp Repts 50 277/85 06 & 50-278/85 06 on 05O128-3O.No noncompli- 
ance noted Mafor areas inspectednonradiological chemical program Including OC of 
analytical measuremenls, analytical procedure s.sla fling a training 
ZiBULSLev^H,. PASCfAKpWJ Region 1, Office of Director 85/03/01 3pp 
30243 285 30243 260 


Ltii tjo-uuy-uu on ocuji'u.insp piate ciscovered missing from standby oas 
trealrnem sys suction pfonum, affecting secondary conlainment capacity Caused bv 
maint personnel removing ptale for fan Insp Plate reinslalled.W/860429 ltr 
NAGLE»JC, ULLRICH, WT. Philadelphia Electric Co 05/04/29, 4oi> 30226139- 
30226 142. 
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6S05230326 NPDES noncomplmnce repl on 8504 18, biological oxygon domand of 
sampio from Oischarge Point 108 in sewago troatmenl plant oxceodod permit 
Ijmil Catsed by pin floe carryover from clarifier Pressure filters utilized 
ULLRICH.WT Philadelphia Electric Co 85/05/03 Pennsylvania, Commonwealth of 
2pp 3063B 344-30638 345 

6505160411 LER 85 010 00 on 850410, diesel generators E-1 & E-3 started & drywell 
coolers tripped after receiving false reactor low level signal Caused by defective test 
equipment used during surveillance test Generators shut down W/050506 Itr 
NAGLE.JC, ULLRICH, WT Philadelphia Electric Co 05/05/06 4pp 30440 083- 
30440 0G6 

B505230427 Pari 21 rept re incorrect short time delay band lever Inadequately installed 
m low voltage K-Irne circuit breaker eloclromechanfcal overcurront trip device Visual 
msp to determine If correct lover installed recommended 

KAISER, A F Brown Boveri Corp (subs of Brown Bovori & Co, Ltd) 85/05/13 
DEYOUNQ.R C Director's Office, Office of Inspection and Enforcement 6pp 
30531 223 30531 228 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8505210394 Forwards Insp Repts 50-280/05 07 & 50-281/85 07 on 050211-0304 & 
notice of violation 

WALKER.RD Region 2. Office Of Director 05/04/29 STEWART.WL Virginia Power 
(VirginPa Electric & Power Co ) 2pp 30515 10Q-3O515 209 

-8S052 10481 Insp Repts 50-280/85-07 & 50 201/05 07 on 650211 0304 Violation 
noted, charging pump intermediate seal coolers not operating in accordance w/Tech 
Spec 3 13 B 3-Paragraph 5 d 

BURKE.DJ. DAVIS.MJ, ELROD,S Region 2, Office of Director 85/04/17 7pp 
30515 203-30515 209 

850516044 Q Forwards SER re SPDS.por SuppI 1 to NUREG 0737 SPDS program ac- 
ceptable 

VARGA.SA Operating Reactors Branch 1 85/05/02 STEWART, WL Virginia Power 
(Virginia Eloclric & Power Co ) 3pp 30448 296-30440 312 

-8605160454 SER supporting SPDS.per SuppI 1 to NUREG 0737 
* NRC No Detailed Affiliation Given 05/05/02 12pp 30448 209 30440 312 

8585140023 Rev 1 to Emergency Plan Implementing Procedure EPIP6 01, "Reentry/ 
Recovery Guitfoline " W/0 50509 (ir 

MILLER,H L. STEWART.W L Virginia Power (Virginia Efeclric & Power Co) 85/05/ 
09 GnACE,J N Region 2, Office of Director 13pp 30375 170-30375 102 

8505150166 Forwards addi Info re Items 2,0 & 15 In NRC 850210 Ur concerning con- 
formance to Rev 3 to Reg Guido 1 07 Util will install containment spray instrumenta- 
1tor» per guide during 1988 refueling outage 

STEWARf,WL Virginia Power (Virginia Efoctric & Power Co) 05/05/10, 
DEN TON, HR Office of Nuclear Reactor Regulation, Director VARGA.SA Operating 
Reactors Branch 1. 4pp 30395 253 30395 256 

0505290379 Revised emergency plan Implomenling procedures, including Rev 3 to EPIP 
1 04, "Response to Site Area Emergency," Rev A to EPIP-2 03, "Repts to Off silo 
Agoncies" & Rov 2 to EPIP-5 02, "Search & Rescue " W/050522 Ur 
STEWART,W L Virginia Power (Virginia Electric & Power Co ) 05/05/22 QRACE,J N 
Region 2, Office of Director 29pp 30596 187-30596 215 

0585290181 Revised emergency plan W/650523 Mr 
STEWART,W L Virginia Power (Virginia Electric & Power Co ) 05/05/23 GRACE.J N 
Region 2, Office of Director 264pp 30597 135 30500 038 


J. Insurance & Indemnity Information 

8581000441 Endorsement 51 to NELIA Policy NF-24D 
' Virginia Power (Virginia Electric & Power Co) 04/12/14 ip. 28230 230 20230 236 

8605080263 Forwards Endoraoments 78 & 59 to NELIA Policy NF-106 8 MAELU Policy 
MF-57,rospeclively 

INGLES, JM Marsh & McLennan, Inc 05/05/02 DJNtTZ.J Assistant Director for 
Stale & Licensee Relations 2pp 30201.252-30201 254. 

8585090274 Forwards Endorsements 53 & 40 to NELIA Policy NF-240 & MAELU Policy 
MF-36,resp0Cliv0ly 

INGLES.J M Marsh & McLennan, Inc 85/05/03. DINITZ,). Office of Nuclear Reactor 
Rogul alien, Director 3pp 30210,107-30219 109 


P, Operating license stage documents & correspondence 

8505090566 Partial response to FOIA request for documents re 15 FINs Forwards App 
F documents Documents also available in PDR 

F£LTON,J.M, Division of Rules and Records. 84/11/19 SHOLLY.SC, Union of Con- 
cernod Sclenfists 3pp 30258’301-30261 242 

-0SO6O9O571 Forwards draft "Insights Gained From Four PRAs" Review & comments 
requDstod by 830 4 22 

SI%IS.TP Division of Safely Technology. 83/03/23 EfSENHUT.DG. Division of U- 
censpno. MATTSON, RJ Division of Systems Integration (post 811006) 
VOLCMEn,R,H, Division of Engineering 2pp 30258:306 30250*307 

-8505090677 Draft "Insights Gained From Four PRAs " 

* Reliability & Risk Assessment Branch 03/03/23 81pp 30250 300-30250 025 

8605160801 Further response to FOIA request for documents from INPO & NRC that 
describe, analyze or evaluate INPO role or procedures In reporting info to NRC. App A 
documents end App B documents segregated & all factual portions released. 
FELTON, JM Division of Rules andT^ecords. 84/11/21. TOTTEN, T. Critical Mass 
Energy Project 4pp. 30417 001-30417,193 

..8506150024 "Surry Power Stalion.VEPCO," 1982 evaluation. 

• Institute of Nuclear Power Operations, 83/03/31. 46pp, 30417 148-30417:193. 


8503220118 Forwards discussion of choices A limitations of available breathing appara 
lua for use in oxygen deficient environs such as reduced pressure containments 
CUNNINGHAM.L Operating Reactor Program Branch 85/03/14 BELLAMY, R R 
Region 1. Office of Director COLLINS.DM Region 2, Office of Director 6pp 
30095 304-30095 309 

8S05Q60526 Notification of 850508 mooling w/ulils In Bethesda.MD to discuss respirato- 
ry protection for subatmospheric containments 

NEtGHBORS.JD Operating Reactors Branch 1 05/04/29 VARGA.SA Operating 
Reactors Branch 1 ipp 30107 235 30187 236 

8504290442 Generic Ltr 85 07 to all operating reactor licensees re Implemonlation of 
Intearaled schedules for plant mods Sve list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 14Q 30218 170 

BS05 140373 Forwards technical evaluation rept re util response fo Generic Ltr 83- 
20,ftem 1 2 concerning Salem ATWS Response incomplete AddI info requested within 
1 wk of receipt of rept 

VARGA.SA Operating Reactors Branch 1 05/05/03 STEWART.W L Virginia Power 
(Virginia Electric & Power Co) 4pp 30309 305-30389 323 

-8305140391 "Review of Licensee & Applicant Responses to NRC Generic Ltr 83 20 
(Required Actions Based on Generic Impllcatlona of Salem ATWS Events), Item 1 2 
'Post-Trip Revraw Data & Info Capabilities' for Surry Power Stalion.Unlls 1 & 2 " 

* Science Applications fntsfnalional Corp (formerly Science Applications, Inc ) NRC- 
03-Q2 096 6AIC-85/1523 10 05/05/03 NRC - No Delalled Affiliation Given 15pp 
30389 309-30389 323 

8E05 170130 Forwards safety evaluation ro rasponso to Generic Ltr 03 20, Items 4 2 1 & 
4 2 2, "Provonlative Mainl Program for Reactor Trip Breakors/Maint & Testing’' 
Based on review, response acceptable 

VARGAS A Oporatlng Reactors Branch 1 05/05/03 STEWART.W L Virginia Power 
(Virginia Electric & Power Co) 2pp 30484 337-30404 342 

-8605170138 Safety evaluation re ficensaa rosponso fo Generic Hr 83-20, Items 4 2 1 
& 4 22 ro comprehensive program of preventative main! & surveillance testing for re- 
actor trip breakers m PWRs Response accopfablo 

* Operating Reactors Branch 1 85/05/03 4pp 30484 339-30404 342 

8505280547 Requosls assistance In conducting review of ulil 050416 relief request from 
ASME Code Section XI ro boric acid transfer sys Complete SER requested by 850715 
THOMPSON,H L Division of Licensing 85/05/09 WALKER.R D Regiort 2, Office of 
Diroclor, 3pp 30606 160 30606 162 

8505170023 Application for amends to Licenses DPR 32 & DPR-37, changing Tech 
Specs to allow reconsliluled assemblies to bo placed in core Foe paid 
STEWART.W.L Virginia Power (Virginia tloctrlc & Power Co) 85/05/13 

DENTON, HR Office of Nuclear Reactor Rogulolion, Director VARGA.SA Operating 
Reaclors Branch 1 4pp 30443 026 30443 036, 

-8605170027 Proposed Tech Spocs allowing recensfituted assemblies to be placed in 
core 

* Virginia Powor (Virginia Electric & Power Co ), 85/05/13 7pp 30443 030-30443 036 

8505240205 Responds to NRC 850313 request for addi info ro Hems 2 1 B,2 2 2 & 4 5 2 
of Generic Ltr 03 20 Vendor Info program for safoty-relaled components 
described Vendor manuals.fifes & corrospondenco controlled by administrative proce 
duros 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/05/20 

DENTON.H.R Office of Nuclear Reactor Regulalion, Director THOMPSON, H L Divi 
Sion of Licensing 6pp 30556 214-30556 216 

8505210106 Generic Ur 05 06 to all holders of CPs & OLs ro 10CFR20 400 termination 
repts - formats 

THOMPSON, H L Division of Llconsing 05/05/ 23 Consolidalod Edison Co of Now 
York, (nc. 20pp 30682 282 30602 301. 

6505210122 Generic Llr 05 09 to all Woslinghouse PWR ifeonsoes & applicants re Tech 
Spocs for Generic Ltr 63 28, Item 4 3 

TMOMPSON.H L Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671 334-30671 350 


Q. Inepecllon reports, IE Bulletins & correspondence 

6605230607 Ack receipt of 850321 Itr informing NRC of stops taken to correct violations 
noted In insp Repts SO-2QO/64-36 & 50 281/84 36. 

WALKER.R.D. Region 2. Office of Director 06/04/01 STEWART.W L Virginia Powor 
(Virginia Electric & Power Co) Ip, 30540.147-30540 162 

-8506230598 Responds to NRG 850220 Itr re violations noted in Insp Repts 60-280/64 
30 & 60-281/84 36 Corrective actions p Spin g & instrumentation drawing In conircl 
room revised per as built condition & updates 1o electrical drawings Identified 
STEWART.W L Virginfa Power (Virginia Electric & Power Co,) 85/03/21 GRACE.J N 
Region 2, Offlco- of Dlroclor 3pp 30540 1 48-30540. 150 

-0506230606 Forwards fnsp Rapls 50-280/ 04-36 & 50-281 /84-38 on 841201-850104 & 
notice of violatior^ 

WALKER.R.D. Region 2, Office of Director 85/02/20 STEWART.W L Virginia Power 
(Virginia Eloclric & Power Co ). 2pp 30540*151-30540.162 

-8505230611 Notice of violation from insp on 841201 860104 
‘ Region 2, OJ( ICO of Director 85/02/20 Ip 30540 153-30540.153, 

-8605230619 Insp Repts 50-2G0/04-36 & 60 281/84 36 on 841201-850104 Violation 
noted.opposile unit auxiliary feedwater sya not available to Unit 2 because motor op- 
erated cross tie valve closed 

BURKE.DJ, DAVIS.MJ,. ELROD, S Region 2, Office of Director 85/02/19. 9pp 
30540 164-30540*162 

0505170531 Ack receipt of 850401 Itr Informing NRC of steps taken to correct violations 
noted (n Insp Repts 50-280/85 01 & 60-281/85 01 

WALKER.R D. Region 2, Oflico of Director 85/04/16 STEWART.W L Virginia Power 
(Virginia Eloclric & Powor Co ) Ip. 30464,235-30464:240, 
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->8505170534 Responds to NRC 65D301 Hr re violations noted fn Insp Ropts 50 280/85- 
01 & 50 2.51 /as 01 Corrective aclians station procedures updated to incorporale Tech 
Spec surveillance requirements for ctilorine detectors 

St EWART, W L Virginia Power (Virqinia Electnc & Power Co) 65/04/01 GRACg.J N 
Region 2, Office of Director 5pp 30464 236 30464 240 

8505170428 Forwards Insp Repts 50-280/65'10 & 50 281/85 10 on 850325-28 No vio 
lalions ordevialjons identihea 

BROWNLEE, V L Regjon 2, Office of Director 85/04/18 STEW ART. W L Virginia 
Power (Virginia Efectnc & Power Co ) 2pp 30463 316-30463 327 

-8605170441 fnsp Repis 50-280/85 10 S 50 281/85 10 on 850325 28 No violations or 
daviations noted Major areas inspected followup on IE BulJauns 78-1 0 & 64 03, licens- 
ee action on previous jnsp findings & licensee idenlified items 
LINAHAN.JJ, VAN DVNE.KW, JAPE.F Region 2, Olfice of Director 85/04/11 
lOpp 30463 318-30463 327 

8505230754 A-c5< receipt of 850404 lir informing NRC of steps taken to correct violations 
r>oted in fnsp Repts SO 260/65 03 & 50 281/85 03 

aROWNLEE,V L Region 2, Office of Director 85/04/25 STEWART.W L Virginia 
Power (Virginia Etectnc & Power Co ) Ip 30542 158-30642 162 

-8505230757 Responds to NRC 850308 Hr re violations noted in fnsp Repts 50-280/85- 
-03 & 50-281/85-03 Corrective actions discrepant audit repts corrected & trckfer sys 
implemenlec# 

STEWART, W L Virginia Power (Virginia Electric & Power Co ) 85/04/04 GRACE.J N 
Region 2, Office of Director 4pp 30542 15^ 30542 162 

8505210394 Forwards Insp Repts 50 280/85 07 S 50 281/85 07 on 850211-0304 & 
notice of violation 

WALKER ,R D Region 2. Office of Director. 85/04/29 STEWART^WL Virginia Power 
(Virginia Eleclric & Power Co) 2pp 30515 199 30515 209 

-8505210400 NoUcb of violation from insp on 85021 1-0304 

* Region 2, Office of Director 85/04/29 2pp 30515 201*30515 202 

-8505210481 Insp Repts 60-260/85-07 & 50-281/85 07 on B5D2 1 1-0304 Violation 
noted charging pump intermediaie sea) coolers not operating in accordance w/Tech 
Spec 3 13 B 3-Paragraph 5 d 

BURKE.DJ, DAVIS.MJ. ELROD, S Region 2. Office of Director 85/04/17 7pp 
30515 203-30515 209 

6504250452 IF Info Notice 65 034, “Heat Tracing Contributes (o Corrosion of Stainless 
Steel Piping " Sve |is1 end 

JORDAN, EL Division of Emergency Preparedness & Bngjnaering Response (Post 
830103J 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115 185- 
3D116 291 

B504350'455 IE Info Notice 85 035, ‘ Failure cf Air Check Valves to Seat " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 108pp 30115 077- 
30115184 

8505170467 Forwards Ir^sp Repts 50*280/05 09 & 50-261/85-09 on 850305 0401 & 
notice of viotation 

WALKER. RD Region 2. Office of Director 85/05/03 STEWART, W L Virginia Power 
(Virginia Eleclnc &. Power Co ) 2pp 30464 017-30464 028 

..8505170490 Notice of viofation from insp on 650305 0401 
^ Region 2, Office of Director 85/ 05/03 3pp 30464 019-30464 021 

-8505170493 Insp Repts 50 280/85 09 & 50 281/85 09 on 650305-0401 ViolaliOn 
noted failure to follow procedures in plant maint & design change area & electrical 
cable tray covers & support not properly secured following electrical main! 
BURKE.DJ, OAVJS.M J , ELROD, S A Region 2, OfficG of Director 65/05/01 6pp 
30464 022 30464 027 

8505170607 Fofwards safety evafuation re relief from surface exam requirement for re- 
actor vessel inlet nozzle to-safe end welds Relief granted 

VARGA,SA Operating Reactors Branch 1 85/05/07 STEWART.WL Virginia Power 
(Virginia Eleclnc & Power Co) 2pp 30477 244 30477 248 

"8505170629 Safety evaluation re util requesis for relief from surface exam requirement 
for reactor vdsset inlet nozzfe-1o-safe end welds Relrof granted for first 10-yr insp in- 
terval 

• NRC - No Detailed Affiliation Given 85/05/07 3pp 30477 246 30477 248 

8605050418 l£ Info Notice e4-52,Suppl 1, ''Inadequate Mat) Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/00 Consolidated Edison Co of New York, fnc lOpp 30615 33B- 
30615 347 

85051300-34 IE Info Notice 85 037, “ChemicaJ Cleanrng of Steam Generators at Mill 
atone 2 ” Sve Jtsl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Yankee Alorrre Electric Co 4pp 30848 272-30840 014 


S, Reportable occurrences, LERs & related correspondence 

8505020406 PNO-li 85 044 on 850430, unit tripped from 20% power due to faulty oil 
pressure switch on operating mam feedwaler pump Unit shut down for 2 
wks Snubbers wrif be visually inspected 

PfCK,G, ELROD.SA Region 2. Office of Director 85/04/30 fp 30103,356- 
30103r365 

8505 090081 NPDES nonce mpliance notification on 8504 30, total suspended solid level 
calculated from sewage treatment plant Outfall 008 effluent exceeded max monthly 
average iimit Syniheire seed promoting bactenaf action will be used 
TAYL0R.JA Vergrnia Power (Virginia Efoctric & Power Co) 85/05/02 JENKINS,R.R 
Virginia, Commonweafth of Ip 30233 362 30233 382 

8505100151 LER 65-005-00 on 8 504 03, opera lor discovered lockout of automatic initi 
alion of C02 for Fire Zone 7 w/o reouircd fire watch Caused by misunderstanding be- 
tween personnel re fire zone tagging W/8 5050 2 Itr, 

SADNDERS.RF Virginia Power (Virginia Eleclric & Power Co) 85/06/02 4pp 
30266 066-30268 069. 


8505210043 Forwards LERs 83 O14/01X-2 & 84-017 01 
SAUNDERS, R F Virginia Power (Virginia Electric 8 
Services Branch (Document Control Desk) 1p 30510 


Power Co) 85/05/07 Record 
012-30510 022 


>8505210047 LER 83 014/01 X-2 on 030309, during refueling, abnormal degradation ot 
seven fuel rods observed Caused by primaiy hydriding^weld effects, stress related de- 
fects & debris induced fretting Leaking fuel assemblies eliminated 

SAUNDERS.R F Virginia Power (Virginia Efectric 8 Power Co ) 85/05/07 6pp 
30510 013 30510 018 


-8505210052 LER 04 017-01 on 8 40620, control rod B-6 became stuck at 56-slGps-wilh 
fawn location during Cycle 7, causing quadrant power lift of greater than 2% for great- 
er than 24 h Caused by separated holddown spring clamps between rodlets^ 

SAUNDERS.R F Virginia Power (Virginia Eleclnc & Power Co) 85/05/07 . 4pp 
30510 010-30510 022 


8505230427 Part 21 rept re incorrect short time delay band fever madequafely Installed 
in fow voltage K*fine circuit breaker eleclromechanicaf overcurrent trip device Visual 
Insp to determine if correct lever installed recommended 

KAISER, A F Brown Boverl Corp (subs of Brown Boven & Co . Ltd ) 85/05/13 
DE YOUNG, RC Director’s Office, Office of Inspection and Enforcement fipp 
30531 223*30531 228 


Y Dry Cask Independent Spent Fuel Storage Installations 

8505020062 Requests permission to initiate const on facility dry cask ISFSI prior Ip re- 
ceipt of license based on listed reasons, including small commltmer^t of funds & ro- 
sources & insignificant environ Impact Response requested by 850501 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 85/04/10 
CUNNINGHAM. H E Division of Fuel Cycle & Material Safety 4pp 30140 278- 
30140 281 

B505010534 Requests submittal of drawings shown at 850410-15 meetings between 
NRC & Bechtel re proposed changes for upgraded concrete pad ^ecs in ISFSI SAR 
ROUSE,LC Advanced Fuel & Spent Fuel Licensing branch 85/04/23 
STEWART.WL Virginia Power (Virginia Electric & Power Co) Ip 30099.187* 
30099 187 

8505160269 Responds to 850430 request for J Roberts presence at informal Iona I soa 
slon of Surry (Jounty Board of Supervisors J Roberts unable to attend F Sturz will 
attend to discuss plant dry cask storage environ assessment 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 85/05/07 JONES, M E 
Surry County. VA Ip 30483 336-30483 338 

"8S0S170234 Notifies tha) county completing review of conditional use permit for util to 
operate dry cask I SFSJ. Requests J Roberts ores once at 650516 Board of Supervisors 
informational session w/util 

JONES, M E Surry County, VA 85/04/30 CUNNfNGHAM,R E Division of Fuei Cycle 
& Material Safety Ip 30483 337-304B3 337 

-8505170243 Notifies of Surry County Board of Supervisors 850516 meeling to discuss 
er^vpfon assessment of util dry cask ISFSI F Sturz 8 O Smith will altend Requests C 
Bi I Iupsj3 reject manager for environ assessment proparafion, also attend 
ROUSE, Lu Advanced Fuel & Spent Fuel Licensing Branch 85/05/07 
0 ALLARD, RL Environmental & Hydrologic Engineering Branch tp 30483 338 
30483 338, 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F Securfty, medical, emergency & fire protection plans 


8505210394 Forwards Insp Repts 50 280/85 07 & 50 261/85 07 on 850211-0304 & 
notice of violation 

WALKER, R D Region 2, Office of Direclor 85/04/29 STEWART, W L Virginia Power 
(Virginia Efeciric & Power Co } 2pp 30515 199-30515 209 

*-8505210481 fnsp Repts 50-280/85 07 & 50*281/85-07 on 850211*0304 Vlofaflon 
noted charging pump i n termed late seal coolers not operating in accordance w/Toch 
Spec 3 13 B 3 Paragraph 5 d 

BURKE, DJ Region 2, Office of Direclor 85/04/17. 7pp 30515 203-30515 209 

8505160448 Forwards SER re SPDS.per Supp) 1 to NUREG 0737 SPDS program ac- 
ceptable 

VARGA, S A Operating Reactors Branch 1 65/05/02 STEWART, W L Virginia Power 
(Virginia Electnc & Power Co) 3pp 30448 206-30446 312 


"8505160454 SER supporting SPDS,per Supp! 1 to NUREG 0737 
* NRC - No Detailed Affiliation (Siven 65/05/02 12pp 30448 299-30448.312, 

8505140023 Rev 1 to Emergency Plan fmpfemenling Procedure EP/P-6 01. "Reentry/ 
Recovery Guideline '* W/850509 Ur 

WILLER.H L STEWART.WL Virginia Power (Virginia Efectnc & Power Co) 85/05/ 
09 GRACt.JN Region 2, 01 lice of Director 13pp 30375 170-30375 182 

0505150166 Forwards addf info re Hems 2,8 S 15 m NRC 850219 ftr concerning con- 
formance to Rev 3 to Reg Guide 1 97 Util will install containment spray instrumanla 
lion per guide during 1 988 refueling outage 

STEWART,W L V/rgInTa Power (Virginia Efectr/c & Power Co,) 05/Q5/1O 
DENTON.H R Office of Nuclear Reactor Regufatlon, Director VARGA.5.A Operatfria 
Reactors Branch 1 4pp 30395'253-30395 256 ^ 


8505290379 Revised emergency plan fmplemenling proceduresjncluding Rev 3 to EPJP- 
1.04, "Response to Site Area Emergency," Rev 4 to EPIP-2 03. "ReDts to Offsite 
Agencies" & Rev 2 to EPIP-5 02, "Search & Rescue," W/850522 Hr ^ 
STEWART.WX, Virginia Power (Virginia Electric & Power Co ) 65/05/22 GRACE J N 
Region 2, Office of Director 29pp 30596*187*30596:215. ' ' " 

8505290181 Revised emergency plan W/850523 Jtr 
STEWART, W.L Virginia Power (Virginia Electric & Power Co,) 85/05/23 GRACE J N 
Region 2, Office of Director 264pp 30597*1 35-30598*038. 
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j, Insuraaca & iadsmnlty Information 

0505090274 Forwards Endorsements 53 & 40 to NELIA Policy NF>240 & MAELU Policy 
MF'OB.respoc lively 

rNGLES.JM Marsh & McLennan. Inc B5/05/03 DINITZ.I Office of Nuclear Reactor 
Regulation, Director 3pp 30219 107-30219 109 


0505210122 Generic Lir 05 09 to all Wositnghouso PWR licensees & applicants re Tech 
Specs for Generic LIr G3-28Jtem 4 3 

THOMPSON.HL Division of Licensing &5705/23 Yankee Atomic Electric Co 17pp 
30671 334 30671 350 


Q. Inspection reports. IE Bullollns & correspondence 


p. Operalfng llconse stage documents & correspondence 


8505090565 Partial response to FOIA request for documents ro 15 FINs Forwards App 
F documents Documents also available In PDR 

FELTON.JM Division of Rules and Records 04/11/19 SHOLLY.SC Union of Con- 
eernod Sclentisls 3pp 30250 301-30261 242 

“8505090571 Forwards draft “Insights Gained From Four PHAs’' Review & comments 
requested by 030422 ^ ^ , 

SI%IS,T P Division of Safety Technology 83/03/23 EISENHUT.DG Division of Li 
censing MATtSON.RJ Division of Sysioms Integration (post 011005) 
VOLLMER.R H Division of Engineering 2pp 30258 306 30250'307 


0505090577 Draft “Inslghls Gained From Four PRAs ’* 

* Reliability & Risk Assessment Branch 03/03/23 01 pp 


30250 300-30259 025 


0505230587 Ack receipt of 850321 Itr informing NRG of steps taken to correct violations 
noted in Insp Repls 50-280/84-36 & 50-281/84-36 

WALKER.R 0 Region 2. Office of Director 05/04/01 STEWART .W L Virginia Power 
(Virginia Electric S Power Co ) Ip 30540 1 47-30540 1 62 

“0505230590 Responds to NRG 050220 Itr re violations noted in Insp Repts 50 280/84- 
36 & 50-281/84-36 Corroclivo actions piping & instrumentation itrawmn in control 
room revised per as built condition & updates lo electrical drawings idantifred 
STEWART.W L Virginia Power (Virginia Eleclric & Power Co) 05/03/21 GRACE.J N 
Region 2, Office of Director 3pp 30540 148 30540 150 

“0505230806 Forwards Insp Repts 50 280/04 36 & 50 281/04 36 on 841201 050104 & 
notice of violation 

WALKER.R 0 Region 2, Office of Director 85/02/20 STEWART.W L Virginia Power 
(Virginia Electric & Power Co) 2pp 30540 151-30540 162 


8505150001 Further response lo FOIA request tor documents from INPO & NRC that 
describe.analyze or evaluate INPO role or procedures In reporting info to NRC App A 
riocuments enc) App (3 documents segregated & all factual portions released 
FELTON.J W Division of Rules and Records 04/11/21 TOTTEN, T Critical Mass 
Energy Prole Ct 4pp 30417 001-30417 193 

“8505150024 “Surry Power Station. VEPCO.” 1982 evaluation 
^ Institute of Nuclear Power Operations 83/03/31 46pp 30417.148 30417 193 


“0605230611 Notico of violation trom insp on 041201 850104 
‘ Region 2, Office of Director 85/02/20 1p 30540 153-30540 153 

“0605230619 Insp Repls 60 280/84-36 & 60 201/84 36 on 841201-850104 Violation 
noted opposite unit auKillary feedwater sys not available to Unit 2 bacause motor op 
orated cross tie vafve closed 

BURKE.DJ, DAVIS.MJ. ELROD, S Region 2. Office of Director 05/02/19 9pp 
30540 154-30540 162 


8503220116 Forwards discussion of choices & limitations of available breathing appara 
(US (or use In oxygon deficient environs such ns reduced pressure containments 
CLiNNiNGHAM.L Operating Reader Program Branch B5/03/14 BELLAMY.R R 
Region 1, Office of Director COLLtNS.tJM Region 2, Office ol Director 6pp 
30095 304*30096 309 


6505170531 Ack receipt of Q50401 Hr informing NRC of steps taken lo correct violations 
noted In Insp Ropls 50 200/85-01 & 50-281/85 01. 

WALKER.R D Region 2. Offico of Director 85/04/18 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) Ip 30464 235 30464 240 


0505060525 Nolificatlon of 850506 meeting w/ullls tn Bolhosda.MD to discuss rosplralo- 
ry protection for subalmosphenc containments ^ 

N^GHQOnS.JD Operating Roacloro Branch 1. 05/04/29 VARQA,SA. Operating 
Reactors Branch 1 2pp 30187 235 30107 236 


8504290442 Generic Lir 05 07 lo all operating reactor licensees ro imptomontalion of 
intearaled schedules for plant mods Sve list end . .. 

THOMPSON.H L Division of Licensing 85/05/02 ConsoNdatod Edison Co of Now 
York, Inc 22pp 30210140-30210 170 


8605100250 Requests roliel from certain ASME Code Section Xt requirements ro hydro 
static testing for 10-yr inservico exams Approval of roliof request would eliminate 

costly & impractical lost duplication , „ .... 

STEWART.W t Virginia Power (Virginia Electric & Power Co) 05/05/03 
DENTON, H R Ottico ot Nuclear Reactor Regulation, Director VARGA, S A Operating 
Reaclors Branch 1 3pp 30246 103 30248 105 


“0B0S170534 Responds to NRC 050301 Hr re violations noted in fnsp Ropta 50 280/05- 
01 & 50 201/05 01 Corrcclivo actions station procedures updated to incorporate Tech 
Spec surveillance requirements tor chfonno detectors 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 05/04/01 GRACE, J N 
Region 2. Office of Director 5pp 30464 236-30464 240 

8S05170428 Forwards Insp Ropls 50 200/85-10 & 50 281/85-10 on 050325 20 No vio 
lotions or deviations idontiticd 

BROWNLEE.V L Region 2. Ottico ot Director 05/04/10 STEWART.W L Virginia 
Power (Virginia Eloclrlc & Power Co ) 2pp 30463 316 30463 327 

“8S05170441 Insp Repls 50-200/85-10 & 50-201/85-10 on 050325 20 No violations or 
deviations noted Major areas Inspected followup on IE Bulletins 78-10 & 04 03Jicen‘i 
oe action on previous Insp findings & licensee identlticd items 
LINAHAN.JJ. VAN DYNE.KW, JAPE.F Region 2. Offico of Director 05/04/11 
lOpp 30463 318-30463 327 


0505140373 Forwards technical evaluation ropt ro util response lo Generic Lir 03- 
28, Item 1 2 concerning Salem ATWS Response Incomplete AddI info requested within 
1 wk oi receipt ot repl 

VARGA ,S A Operating Reactors Branch 1. 65/05/03 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) 4pp 30389 305 30309 323 

“0505140391 “Review of Licensee & Applicant Responses to NRC Generic Hr 03 28 
(Required Actions Based on Genoric Implications ol Salem ATWS Events) Jlom 1 2 
Peal-Trip Review Data & Info Capabllilles’ tor Sur^ Power Slatlon, Units 1 & 2, 

* Science Applications Inlornational Corp (formerly Science Applications. Inc ) NRC- 
03 02-096 SAIC 05/1523 10 05/05/03 NRC - No Delalfod Afidfallon Given 16pp 
30389 309 30389 323 


6005170130 Forwards safely evaluation re response to Genoric Ltr 03 20, Items 4 2 1 & 
4.2 2, "Proventalive Maint Program lor Reactor Trip Breakors/Malnl & Testing’’ 
Based on rovievir, response acceptable ^ ^ 

VARGA, S A Operating Reactors Branch 1 05/05/03. STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) 2pp 30404 337-30404 342 

- 0605170138 Safety evaluation ro licensee response to Generic Ltr 03-28, Items 4 21 
& 4 2 2 ro comprehensive program of preventative maint & surveillance testing for fo 
actor trip breakers In PWRs Response acceptable, 

* Opera ling Reaclors Branch 1 85/05/03 4pp 30404'339-30404 342 

8S05200547 Requests assistance In conducting review of utl) 050415 roliof request from 
ASME Code Section XI ro boric acid transfer sys.Comptote SER roquoslod by 050715 
THOMPSON.H L Division ot Licensing 05/05/09 WALKER.R, D, Region 2, Offico of 
Di/GClor 3pp 30606,150-30006 162 

8505170023 Application for amends to Licenses DPn-32 & DPR-37,changlng Tech 
Specs lo allow reconstituted assemblies to bo placed In core Fee paid 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 05/05/13. 
DENTON ,H R Offico of Nuclear Reactor Regulation, Diroclor VARGA.SA Operating 
Reactors Branch 1 4pp 30443 026-30443 036 


.0605170027 Proposed Tech Specs allowing reconstituted assemblies to be placed In 
* Virginia Powor (Virginia Electric & Power Co,) 85/05/13 7pp, 30443,030-30443.036 


6505240205 Responds to NRC 850313 request for addi info ro Items 2 1 B,2,2,2 & 4.5.2 
of Generic Ur 83-20, Vendor Info program for safety-related components 
dascri bad. Vendor manuals.fifes & correspondence controlled by administrative proce- 


STEWART.WL Virginia Power (Virginia Electric & Power CoO. 05/05/20 
den TON, H R Office ot Nuclear Reactor Regulation, Director THOMPSON.H.L Divi- 
Bfon ot Licensing. 5pp 30566 214-30556.216. 


6505210106 Generic Ltr 05-08 to all holders of CPs & OLs re 10GFR20 408 termination 
ropta - formats _ . . . . . ..i 

THOMPSON.H 1. Division of Licensing. 85/05/23. Consolidated Edison Co of New 
York, tnc 20pp 30602 202-30602 301 


0605230754 Ack receipt of 050404 fir informing NRC of steps taken to correct violations 
noted In Insp Roots 50 200/05-03 & 50-281/05 03 

BROWNLEE.V L Region 2, Offico of Director 05/04/25 STEWART.W L Virginia 
Power (Virginia Etoclric & Powor Co ) ip 30542 158-30542 162 


-0505230757 Responds lo NRC 050308 Hr ro violations nolod In Insp Repls 50 200/05 
03 a 50 281/05 03 Corrcclivo actions discrepant audil repta corrected a tickler sys 

implomonlod _ , 

STEWART.W L Vlffllnla Power (Virginia Electric & Power Co ) 05/04/04 GRACE, JN 
Region 2, Office of Director 4pp 30542 159-30542 1G2 


0605210394 Forwards Insp Repta 50 200/05-07 a 50 201/85 07 on 050211 0304 8 
notice of violation . , , 

WALKER, R.D Region 2. Office ot Director 05/04/29 STEWART.W. L Virginia Power 
(Virginia Electric & Powor Co) 2pp 30515 199-30515 209 


“0605210400 Notice of violation from insp on 05021 1 0304 
* Rogion 2, Offico of Diroclor. 85/04/29 2pp 30515 201 30515-202 


.0605210481 Insp Ropts 50 2(^0/05 07 & 50-201/05 07 on 050211-0304 Violation 
noted charging pump intermediate seal coders not operating In accordance w/Toch 
Spec 3 13 B 3-F>aragraph 5 d 

BURKE, DJ„ DAViS.MJ, ELROD.S Region 2, Office of Director 85/04/17 7pp 
30516203-30516.200. 


8504250462 IE Info Notice 85 034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping “ Sve list end 

JORDAN, EL DivlBion of Emergency Proparedno&s a Enpineering Response (PosI 
030103) 86/04/30 Consolidated Edison Co. of Now York, Inc i07pp 30115105 
30116201 


8604260465 IE Into Notice 85 035, “Failure of Air Check Valves to Seat “ Sve list enc) 
JORDAN.EL Division of Emergency Proporednoaa & EnQineering Respor^se (Post 
030103} 05/04/30 Consolidated Edison Co ot Now York, Inc lOOpp 30115 077' 
3011B‘104. 

6505170487 Forwards tnsp Repls 50-200/05 09 a 50 201/05 09 on 850305 0401 8 
notice of vlotallon, 

WALKER, R D, Region 2, Olfice ot Director. 05/05/03 STEWART.W L Virginia Power 
(Virginia ElocUlc & Power Co ). 2pp 30404 017-30464'020 

“8505 170490 Nolle 0 of violation from Insp on 050305 0401 
• Region 2, Office of Director 05/05/03 3pp 30404 010-30464 021 

“0505170493 Insp Repls 60-280/85-09 & 50-281/05 09 on 850305-0401, Violation 
noted failure to follow procedures in plant maint & design change area a electrical 
cable tray covers & support not properly secured following electrical malnl 
BURKE.O.J. DAVIS.MJ, ELROD,S.A Rogion 2, Office ot Director 85/05/01 6pp 
3O404’O22-3O464‘O27 
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8605170607 Forwards safety evaluation re relief from surface exam requirement for re- 
actor vessel ml el nozzle to safe end welds Relief granted 

VARGA, S A Operating fleaclors Branch 1 85/05/07 STEWART.WL Virginia Power 
tVirgifnia Ef&ctric & Power Co ) 2pp 30477 244 30477 248 

■■6505170629 Safety evaluation re util requests for relief from surface exam fequirement 
for reactor vessel inlel nozzle^lo safe end welds Refiof granted for first 10-yr insp in- 
terval 

* NRC - No Detailed Affiliation Given 85/05/07 3pp 30477 246-30477 248 

6505060418 IE Info Notice 84 52»Suppl 1, ''In adequate Mall ProcuremenI Controls on 
Part of Licensees & Vendors " 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co- of New York, Inc lOpp 30615 336- 
306 IS 347 

8505130034 IE Info Nolfce 85 037, “Chemical Cleaning of Steam Generators at MilN 
Slone 2" &VC list end 

JORDAN, EL Drvision of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/14 Yankee Atomic Electric Co 4pp 3084B 272-30849 014 


S. Reportable occurrences, LERs & related correspondence 

85050 9 00S1 NPDES noncompliance notification on e50430,total suspended soird level 
calculated from sewage treatment plant Outfall 008 effluent exceeded max monthly 
average limil Synthetic seed promotinq bactanal action wifl be used 
TAYLOR, J A Virginia Power (Virginia Elec Inc & Power Co) 85/05/02 JENKINS, RR 
Virgrnia, Commonwealth of 1 p 30233 362-30233 362 

8505230427 Pari 21 rept re incorrect short time delay band lever inadequately installed 
In low voltage KNne circuit breaker electromechanical overcurrent trip device Visual 
insp to determine if correct lever installed recommended 

KAISER, A F Brown Boveri Corp (subs of Brown Boveri & Co, Ltd) 85/05/13 
DE YOUNG, R C, Direclar's Office, Office of fnspeclion and Enforcement 6pp 
3053V223 30 531 228 

850524035 S Summary of B50SO7 operating reactors events meeting List of 
at ten dees .events discussed & assignments end 

CRUTCH FIE LD.D Assistant Director for Safety Assessment 85/05/13 

THOMPSON, hL Division of Licensing 28pp 30576 145-30576 1 72. 

8505200374 P NO 11-85 041 A updating PNOe5 042 on 850423 Utfl completing removal 
of surface mdications found msrdo welds of all steam generators! Latest findings & ac- 
tions listed Responsibility for review will be transferred to NRR 
BLAKE.J , ELROD,S Region 2, Office of Director 85/05/16 2pp 30470 247- 
30470 246 


-8506030463 “Prairie Island Sito Specific Offsite Radiologicaf Emergency Preparedness 
Alert & Notification Sys QA Verification '* . 

* Federal Emergency Management Agency 85/04/05 224pp 30126 276-30127 139 

8605090288 Errata to Rev 10 to Emergency Plan Irnpleme.iting Proceduro EPIP 115^ 
"Startup & Operation of Emergenev Oporations Facility (EOF)" & Rov 2 to £PIP 
1 1 ia. "Control of Radioactive Mails at EOF " W/850430 Ur 
FEY.FL Northern Slates Power Co 05/04/30 6pp 30219 D37-302 19 042 

8605170212 Forwards exemption from schedufar requirements of 10CFR50 48(c) re 1 h 
fire barrier installation AddI 5 month period to complete installation of barnara for both 
units granted 

THOMPSON.HL Division of Licensing 85/05/07 MUSOLF,DM Northern Stales 
Power Co 2pp 30404 242-30404,247 

-8505170217 Exemption from requirements of 10CFR50 4a(c),App R, Subsection III G 
re installation of 1 h fire barriers for both units Extension granted until 850601 
DENTON, HR Office of Nuclear Reactor Regulation, Director 85/05/07 Norlhorn 
States Power Co 4pp 30484 244-30484 247 

6505130421 Forwards Safeguards Insp Repts 50 282/85-09 & 50 306/85-07 on 
050415*19 & notice of viotaiion Notice of violation withheld (ref 10CFR73 21) 
AXELSON,WL Region 3, Office of Director 05/05/08 UARSON,C E Northern Slates 
Power Co 2pp. 30275 053-30275 056 

-0505130424 Safeguards Insp Ropls SO-282/06-09 & 50-306/86 07 on 850415-19 Non- 
compliance noted inadequate compensaloiy measures, in ad equate assessment aids & 
failure of detection aids in protected areas Details withheld (ref 10CFR73,21 ) 
BELANGER.J L . CREED.J R . AXELSON.W L Region 3, Office of Director. 85/OS/OQ 
2pp 30275055-30275 056 

8505300302 Forwards Rev 118 detailed synopsis to physical security plan Rev & syn 
opsts withheld (ref 10CFR73,21) 

LARSON,C.E Northern States Power Co 85/05/15 KEPPLER.JG Region 3. OffJca 
of Director Ip 30622 321-30622 321 

8505210257 Forwards FEMA 850425 Itf & evaluation of alert & notification sys for 
plant Sys meets guidance of Rev 1 to NUREG-0654/FEMA-REP-1 S FEMA-43.Rovlew 
of offsite plans & preparedness will be completed at later date 
PAPERIELLO.CJ Region 3, Office of Director 85/05/16 LARSON.CE Northern 
Slates Power Co 2pp 30492 149 30493 013 


P. Operating license stage documents & correspondence 


Y. Dry CasK Independent Spent Fuel Storage InataffatJons 

8505020062 Requests permission to Initiate const on facility dry cask ISFSI prior to re- 
ceipt of Ipcensa based on listed reasons, including small commitment of funds & re 
sources & insigniifjcanl environ impact Response requested by 850501 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 85/04/10 
CUNNINGHAM, R E Division of Fuel Cycle & Matenal Safety 4pp 30140 276 
30140 281- 

8505010534 Requests submittal of drawings shown at 650410-15 meetings between 
NRC & Bcchlel re proposed changes for upgraded concrete pad specs in ISFSI SAR 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 85/04/23 
STEWART.WL Virginia Power (Virgmia Electric & Power Co) Ip 30099107 
30099 167 

0506180269 Responds (o 850430 request for J Roberts presence at rnformational ses 
Sion of Surry County Board of Supervisors J Roberts unable to altendF Sturz will 
attend to discuss plant dry cask storage environ assessment 
ROUSE, L C Advanced Fuel & Spent Fuel Licensing Branch 85/05/07 JONES.ME 
Surry County, VA Ip 30483 336-30483 330 

-8505 178234 Notifies that county completing review of conditional use permit for ulil to 
operate dry cask fSFSI Requests J Roberts presence at 850516 Board of Supervisors 
informational session w/utif 

JONES.M e Su/ry County. VA 05/04/30 CUNNiNGHAM.B E Dcvision of Fuel Cycle 
& Maleria) Safety Ip 30483 337-30463 337, 

-S505170243 Notifies of Surry County Board of Supervisors 850516 meeting to discuss 
environ assessment of util dry cask ISFSIF Sturz & O Smith will attend Requests C 
Billups jifoiect manager for environ assessment preparatfon.also attend 
ftOUSE.LC Advanced Fuel & Spent Fuel Licensing Branch 85/05/07 
BALLARD.n L Environmental & Hydrologic Engineering Branch ip 30483 338- 
30483338 


DOCKET 60-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A ffre protection plaria 

8505100401 Forwards environ assessment & finding of no significanl Impact re 841221 
& 850130 applications for exemption rrom 10CFR50 48 scheduler 

renuiremenis Assessment forwarded to Ofc of FR for publicalion 
MILLER. JR Operating Reactors Branch 3.85/04/24 MUSOLF.DM Northern States 
Power Co 2pp 3O272 34&-3027 2 363 

—8505100404 Environ assessment A finding of no significant impact re exemption from 
re^t^monls of lOCFRSO.App R.exfending deadline to complete six fire areas until 

LAfNAS.GC Assistant Director for Operating Reactors 85/04/24 4pp 30272 350- 
30272 353 

8505030474 Forwards *'Prairie Island Site-Specific Offsite Radiological Emergency Pre 
paredness Alert & Notification Sys QA Verificaliorr " Based on review, sys meets spe- 
cific design requirements of N UR EG -06 54 

SPECKS W Federal Emergency Management Agency 85/04/25 OIRCKS.WJ 
Olficael the Executive Director for Operations- Ip. 30126275-30127 139 


8505030198 Forwards nonpropnotary & proprietary Rev 3 to NSPNAO-0102, "Roioad 
Safety Evaluation Methods for Application to Prairie Island Units," for review Affidavit 
end Proprietary rept withheld (ref 10CFR2 790) Fee paid 

MUSOLF.D Northern Slates Power Co 85/04/19 Office of Nuclear Reactor Rogula 
lion. Director 7pp 3D143 001-30143 341 

-850 030209 Nonpropnotary Rev 3 (o NSPNAD 0102, "Reload Safety Evaluation Mefh 
ods for Application to Frame Island Units " 

KAPJT2.J Northern States Power Co NSPNAD-ai02NP R03 85/03/31 333 pp 
30143 008 30143 341 


8505030218 Advises lhat add) info re NUREG 0737, Item IfDI concerning refiof & 
safety valves program & implementation will be submitted by 8508 15, per NRC 850204 
request Westinghouse will address request by 850731 

MUSOLF.D Northern States Power Co 85/04/26 Office of Nuclear Reactor Reoule* 
(ion. Director Ip 30126 108-30126; 108 

8505070323 Responds to request for addf info re Item 4 of 04071 1 license amond re- 
quest for replacement of 2,000 ppm boron concentration limit w/10% della K/K 
limit Boron concentration placed in procedures to ensure that limit met 
MUSOLF.D Northern States Power Co 85/04/26 Office of Nuclear Reactor Reoula 
tion. Director Ip 30178 176-30178 176 “ 


8505070310 Provides updated info to 841024 submittal re plans for resolving Ganoric 
Issue A*2 on asymmetric blowdown loads Westinghouse authorized to identify & quaT 
ify ^plicable Unit 2 pipe sections by 850701 

MUSOLF.O Northern Slates Power Co 85/04/29 Office of Nuclear Reactor Re aula 
tion, Oirecfor 2pp 30178 150 30178 159 ^ 

8504290442 Generic Lir B5 07 to all operating reactor licensees re Implementation of 
mt^ralod schedules for plant mods Sve fist end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, fnc 22pp 30218 149 30218 170 

8505160216 Notifies of Exxon coding error in TOODEE 2 codeAif PWR licensees w/ 
Exxon fuel requested to evaluate concerns Current Exxon model not fully accoDfable 
as reouired by t0CFR50 46 ^ 

THOMPSON.HL Division of Ucensing 85/05/06 MUSOLF.D M Northern States 
Power Co 3pp 30450 120 30450 129 

-8506160223 Safety evaluation re LOCA analyses & Impact of Exxon code 
err^s Unable fo conclude that faciliifea analyses fully satisfies requirements of Aoo K 
Olhee of Nuclear Reactor Regulation, Director 85/05/06 7pp 30450 123- 


8505210106 Generic Ltr 85-08 to all holders of CPs & OLs re 1OCFR2O,4O0 termination 
rQpts “ formats 

THOMPSON.HX Ojvisfon of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30682 301 


8505210122 Generic Ltr 85 09 to all Westinghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 83-28, Item 4 3 

30^V*33?3667S 65/05/23 Yankee Atomic Electric Co l/pp 



DOCKETED ITEMS 67 


0. InspecKon reports, IE DuMetins & correspondence 

8-601240169 Forwards fnsp Ropls 50 262/84-13 & 50 306/04 15 on 841014-1200 & 
notice of vjolalfon W/o notice o1 violation 

SHAFtaWO Region 3. Office of Director 04/12/31 LARSON.C E Northern Slates 
Power Co 2pp 28542 131-28542 142 

-8501240205 Insp Ropts 60-282/84-13 & 50 306/84-15 on 841014-1208 Noncompll- 
once noted failure lo follow procedures for auxiliary feedwater pump & failure to mam 
lain required caustic standpipe levels 

JACKfW.IN Region 3, Office of Director 84/12/28 lOpp 28542 133-28542 142 

65050B0505 Forwards fnsp Repts 50 282/85 03 & 50-306/85 03 on 050210-0413 & 
1101 ice of violalion 

SHAPE R.W,D Region 3, Office of Director 85/04/26 LARSON.C E Northern Slates 
Power Co 2pp 30226 095-30226 107 

-8505080507 Nolice of violation from insp on 850210 0413 
SHAFER, WD Region 3, Office of Director 05/04/26 2pp 30226 097-30226 096 

-8605 0005 10 Insp Ropts 50-282/85-03 & 50-306/85 03 on 050210 0413 NoncomplJ- 
ancQ noted failure to demonstrate operability of Diesel Cooling Water Pump 22 & 
Diesel Generator D2 

JACKIW,! N. Region 3, Office of Director 85/04/26 9pp 30226 099-30226 107 

8504260452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc list onci 

JORDAN.E t Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30. Consolidated Edison Co of New YorS, Inc f07pp 30115 185 
30115 291 

8584250465 IE info Notice 85 035, "Failure of Air Check Valves to Seat " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc i08pp 30116 077- 
30115 104 

8505030236 Forwards app to SALP Ropts 50-263/85-01, 50*282/06 01 3^ 50 300/06* 
01, summarizing 050226 meeting 

KEPPLERJG Region 3, Office of Director 85/04/30 LARSON.C E Northern States 
Power Co 2pp 30126 088 30126 092 

-.0505030243 App to SALP Repts 50 263/05 01,50-282/85 01 & 50 306/06-01 for Jul 
1983 • Nov 1984 

• Region 3. Office of Director 84/11/30 2pp 30126 090 30126 001 

--05QSO3O268 Offers no comments on SALP repts for facilities Feedback ro safe & offi 
cient operation of facilitios appreciated 

QILBERTS.D.E Norlhern Slates Power Co 85/04/11 KEPPLER.JG Region 3, Office 
of Director ip 30126 092*30126 092 

8505090249 Forwards Safely Insp Rept 50*282/65 08 on 050325-29 & nolico of viola 
tioi) 

HARRISON, J J Region 3, Office of Director 85/05/02 LARSON.C E Northern States 
Power Co 2pp 30219 004-30219 012 

-9505090260 Notice of violalion from insp on 850325-29 
HARRISON, JJ Region 3. Office of Director 85/05/02 Ip 30219 006-30219 006, 

-•8505090266 Insp Rept 50 282/85 08 on 850325 2D Noncompflance noted failure to 
follow surveillance procedure rosulllng In oxcooding licensed power limit 
MCCORMICK BARGE. HARD.J E,, LANKSBURY.R D Region 3. Office of Director 
85/05/02. 6pp. 30219 007-30219 012 

8605060418 IE Info Notice 84-52,Suppl 1, "Inadequate Matl Procurement Controls on 
Pari of Licensees & Vendors ’’ 

JORDAN, E.L Division of Emergency Preparedness & Englnooring Response (Post 
830103). 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30615 347 


8505290417 Forwards ‘^'Inservice Insp-Exam Summary Prairie Island Nuclear Generating 
Pfant Unit 1,050114 0222, First lO-Yr Finaf Rept," summarizing results for pressure re- 
taining components & supports/eaclor pressure vessel & seismic supports 
MUSOLF.D Northern States Power Co 85/05/21 Office of Nuclear Reactor Regula 
tion. Director 2pp 30591 144 30591 233 

-8505290421 "Inservice fnsp Exam Summary Prairie Island Nuclear Generating Plani 
Unit 1.8 50 11 4-0222, First 10 Yr Final Reel " 

DAHLMAN.LC Northern Stales Power Co 05/05/01 BBpp 30591 146 30591 233 


R. Perlodfc operating reports & related correspondence 


8505170469 Monthly operating repts for Apr 1985 W/850507 Hr 
DUQSTAD.D, MUSOLF.D Norlhern Slates Power Co 05/04/30 Opp 30462 005 
30462 013 


V Operator Examinations 


8B051 30668 Cor>1irmalory Action Llr CAL 85 05 Rill r© results of licensed operator & 
senior oporalor roquallficalion exams conducted during wk of 850325 Operators that 
failed exam prohibited from performing duties 

KEPPLER.JG Region 3, Office of Director 05/04/26 LARSON.C E Norlhern Stales 
Power Co 3pp 30379162-30379164 

8505210232 Confirms 050510 discussion to conduct mealing on 050612 at Region III 
ofc to discuss ronuallficatlon exam results & for util presentation of overview of ac- 
tions taken ro personnel error 

NORELIUS.CE Region 3. Office of Director 05/05/17 LARSON.C E Northern 
Slates Power Co ip 30494 319 30494 319 

B6062 10306 Forwards Exam Rept 50*202/01 85-01 of oxam administered during wk of 
050326 

REYES.LA Region 3, Office of Director 85/05/17 LARSON.C.E Northern Slates 
Power Co Ip 30489 219-30489 330 

-8505210313 Exam Rept 5O-202/OL 85-01 during wk Of 050326 Exam results one in- 
stant senior reactor operalor.two upgrade senior reactor operators & two roaclor oper- 
ators passed exam Exam & answer keys end 

REIDINGEB.TO, JAGGAR.F, HIGGINS, H Region 3» Office of Director 05/06/16 
1 lOpp 30489 220 30409 338 


DOCKET 60-204 IDAHO STATE UNiV. RESEARCH REACTOR 


F, Security, modfcal, emergency & fire protection plana 


8S06240662 Forwards ©valuation of 850325 revised emergency plan Plan meets require 
monts of 10CFR50 App E.Reg Guido 2 6 & ANSi/ANS-l 5 16-1902 & 
accoptable Implomentallon should begin Immodrately w/full Implomontation within 120 
days 

THOMAS.CO Standardization & Special Prolocts Branch 85/05/21 KEGEL, CH 
Idaho Sleto Unlv . Pocatello, ID 3pp 30504 334-30564*330 

-8506240564 "Emergoncy P/an Evaluation Ropt.lowa Stalo Univ" 

* NRC - No Dolailod AfNration Given 05/05/31 3pp. 30564 337-30564'330 


DOCKET 50-206 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergenoy & fire protection plans 


6606130421 Forwards Safeguards Insp Ropts 60 282/85 09 & 60 306/85 07 on 
050415-19 & nolice of viol a lion. Notice of violation withhold (rof 10CFR73 21) 
AXELSON.W L Region 3, Office of Director 85/05/00 LARSON.C E Norlhern Slates 
Power Co, 2pp 30275053-30275 056 

- 8505130424 Safeguards Insp Repts 50 282/85 09 & 50-306/05 07 on 050415-10 Non- 
compliance noted Inadequate compensatory moasurosjnadoquato assessment aids & 
failure of deloclion elds In prolocted areas.Delalls wilhheld (ref 10CFR73 21) 
0ELANQER,J L . CREED. J.R , AXELSON.W L Region 3. Off/co of Diroctor. 85/05/08 
2pp. 30275.065-30275 056 

8505130034 IE Info Notico 85-037. "Chomical Cloaning of Steam Qenoralors at Mlll- 
atono 2 " Svc fist end. 

JORDAN, E.L Division of Emergency Preparedness & Englnooring Response (Post 
830103) 85/06/14 Yankee Atomic Electric Co 4pp, 30048 272-30849.014 

8605210306 Forwards Exam Rept 5 0- 28 2/0 L- 8 5-01 of exam adminisiored during wk of 
850326 

REYES.LA Region 3, Office of Dlreclor 65/05/17 LARSON.C.E. Northern States 
Power Co* Ip, 304B9'21 9-30489 330 

-05O521D313 Exam Rept 50 282/OL 85-01 during wk of 860326 Exam results one In- 
stant senior reactor operator, two upgrade senior reactor operators & two reactor oper- 
ators passed exam.Exam & answer keys end 

REI DINGER, T.D.. JAGGAR.F. HIGGINS, R. Region 3, Office of Director 85/05/10. 
1 10pp 30489 '220-30489.338 

8505290167 Forwards Inservlca insp rept for 050114 0222, per IWA'6220 of Section XI 
of ASME Coda Evaluation of results indicates Integrity of sys maintained, 

MUSOLF.D. Northern Stales Power Co 86/05/21 Office of Nuclear Reactor Regula 
lion. Director. 2pp. 30696’2gG 30597.114, 


-0505290172 InservIce Insp rept for 850114 0222 Balance of-plant & reactor pressure 
vessel remote tool exams.eddy current exams of steam generator tubing & safely In- 
jectfon line replacement exam results summarized 

DAHLMAN.L C , ANDERSON.M L . KRAUSE.Q.T Northern Stales Power Co. 05/05/ 
00 178pp 30696:290-30697.114 


6606060339 Clarifies tolcon ro Class A deficiency Identified by FEMA during 041024 
emorgoncy exercise Based on review of deficiency & corrocbvo actfons in progress,4 
month period for remedy will not be Invoked 

HUNTER.OR Region A, Office of Diroctor 05/05/01. ANDREWS, R.L Omaha Public 
Power District 2pp 30155 093-30155 004 

8605070180 Ack receipt of in-progross audit rept of dotaifod control room design 
review, AddI work needed lo address listed open Items Status of open items 
provided Completion schedule will be submitted by 05Q615 
ANDREWS.R L Omaha Public Powor District 85/05/02, WfLLEH.J R Division of LI 
censing 3pp, 30172*351-90172 353 

860S1 30300 Forwards changes to physical security plan Changes withhold. 
ANDREWS.R L Omaha Public Power District 05/05/03 DENISE.R P Region 4. 
Offico of Diroctor 2pp 30276 202-30275 2D3 

0606130066 Forwards environ assessment & finding of no significant impact re util 
830030,841203,050109 & 0308 requests for exemptions from 10CFR50,App R 
requirements Assessment forwarded lo FR for publication 

MILLER, JR. Operating Reactors Branch 3. 85/05/07 ANDREWS.R.L. Omaha Public 
Power District 2pp 30383 100-30363:112 

-'8505130069 Environ assessment & finding of no significant impact supporting issu 
anco of proposed oxemptlons from lOCFRBo, App R requirements. 

LAINAS.Gu. Assistant Director for Operating Reactors 85/05/0/ 3pp 30383,110 
30363 112 

8505170189 Forwards SALP Rept 50 285/06 07 for Sept 1083 - Feb 1985 Trend 
toward more favorable rating in quality programs & administrative controls 
noted, Rating for security safeguards declined No mnt meeting schoduled 
MARTIN.RD, Region 4, Office of Director, 85/05/14, ANDR^S.RL Omaha Public 
Power Oiatflct. 3pp 30442 242-30442 201 

-8606170196 SALP Real 50 285/05 07 for Sept 1983 - Feb 1985 
• Region 4. Office of Diroctor 85/05/14 37pp 30442 245-30442'281. 
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I. Ffnancfal Inlormatlon 

8505020431 •‘ISB-I Annual Financial Flepl ” W/850430 Itr 
ANOREWS.R L Onna^a Public Power Dislricl 84/12/31 DENTON,H R Office of Nu 
clear Reactor Regulation, Director 24pp 30103 250-30103 282 


P. Operating license stage dacuments & correspondence 

8505100420- Forwards reques^l for addi info re reactor coolant pump trip per C E Owners 
Group response (o Generic Lfr 83-1 0 Response requested within 30 days to complete 
review 

WIULERJ R Operating Reactors Branch 3 85/04/23 ANDREWS, R L Omaha Public 
Power District 5pp 30286 078-30286 082 

850502D490 Forwards safety evaluation based on revnew of B31101 response to Gener- 
ic Ltr 63 26, Items 42 t £ 4 2 2 re preventative mamt program for reactor trip break- 
ers/ rraint & trending Preventative main! program acceptable 

WrULER.JR Operating Reactors Branch 3 85/04/24 ANDREWS.RL Omaha Public 
Power District 2pp 30141 008-30141 101 

*<•8505020403 Safety evaluation supporting uli! 631104 response to Generrc Ltr 03 
28,1 terns 4 2 1 & 4 2 2 concerning preventative maint program for reactor trip break- 
ers/ majnt 8 Vrenciing 

• Office of Nuclear Reactor Regulation, Director 65/04/24 2pp 30141 100- 
30141 101 

8505060213 Fo/wards Amend 87 to License DPR 40 A safely evaluaUon Amend adds 
new Tech Specs re operability & surveillance requirements for new toxic gas monitor- 
ing sys & makes administrative change to Table 2-9 

TOURIGNY,EG Operating Reactors Branch 3 85/04/20 ANDREWS,B L Omaha 
Public Power Distrret 2pp 30169 321-30189 333 

-8505080217 Amend 87 to License DPR 40.8ddinQ new Tech Specs re operability & 
surveillance requirements for new toxic gas monitoring sys & making adminislratwe 
change to Table 2 9 

MILLER, JR Operating Reactors Branch 3 85/04/29 9pp 30169 323-30189 331 

-8505060221 Safety evaluation supporting Amend 87 to License DPR-40 

• Office of Nuclear Reactor Regulation, Director 85/04/29 2pp 30189 332- 
301B9 333 

8504290442 Generic Lfr 65-07 to dll operating reactor licensees re Irrplemenlatian of 
m tearated sebedutes for plant mods Sve list end 

THOMPSON.H L Division of Licensing 85/05/02. Consolrdated Edison Co of New 
York, Inc 22pp 30218 149 3021 B 170 

6505070293 Responds to NRC 650325 request for submittal of schedule for providing 
updated Tech specs addressing LER sys, per 10CFR50 73 Revised amend application 
anticipated by 850615 Util in compliance W/10CFR50 73 

ANDREWS,Rl Omaha Public Power Dislricl 65/05/02 MILLER.JR Diviston of Li- 
censing Ip 30160 068-30180 068 

8505300452 Forwards marked uo draft technical evaluation rept re util responses to Ge 
neric Ltr 83 2dJ1em 1 2 on post trip review Info reauested re Incomplete responses for 
two areas Schedule of lelcons to provide info will be arranged 
MILLER, JR Operating Reactors Branch 3 65/05/07 ANDREWS, RU Omaha Public 
Power Di strict I7pp 30651092-30651 106 

8505230673 Forwards Amend 66 to License DPR 40 & safety avaluatron Amend re- 
vises Tech Specs to add requirements re reactor protection sys & ESFAS, limiting 
length of time sys channel may be bypassed 

TODRIGNY.EG Operating Reactors Branch 3 85/05/09 ANDREWS,RL Omaha 
Public Power District 2pp 30544 139-30544 160 

-8505230678 Amend 86 to License DPR-40.revising Tech Specs to add requirements 
re reactor protection sys & ESFAS, limiting length of lime sys channel may be by 
passed 

MILLER.JR Operating Reactors Branch 3 85/05/09 13pp 30544:141-30544 153 

-8505230G83 Safely evaluation supporting Amend 88 to License DPR-40 

• Office of Nuclear Reactor Regulation. Director 85/05/09 7pp 30544 154 
30544 160 

8505290306 Expresses appreciation for 850425 visit re opportunity to share operating 
experience at facility Anticipates that exchange of views A info will prove beneficiaf 
RE2NICEK.BW Omaha Public Power District 85/05/18 MARTIN, R 0 Region 4. 
Office of Director Ip 30596 174-30596 174 

8505210106 Generic Lfr 85 08 to all holders of CPs & OLs ro 10CFfl20 408 termination 
repis - formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30682 301 

8505290127 Forwards responses to 850423 request for addf info re reactor coolant 
pump Inp Facility does not experience isolation of essential sys needed for continued 
reactor coolant pump trip operation upon isolation signal 

ANDREWS.R L Omaha Public Power Dislnct 85/oV23 MILLER.J R Division of Li- 
censing 3pp 30599 345-30599 347 

8505290363 Forwards response to S50325 request for addi info re preliminary staff 
review of ficensee response to Generic Ltr 83 28,Sec lions 2 1 & 2 2 2 re reactor pro 
toclivo & trip sys 

ANDREWS.R L Omaha Public Power District 85/05/24, MILLER.J R Division of Lf 
censing 4pp 30599 118*30599 121 


Q. Inspection reports, IE Bulletins & correspondence 

6505010467 Forwards fnsp Rept 60-265/85 04 on 850304-08 No violalion or dovialion 

noted 

H<JNTER,DR Region 4, Office of Director 85/04/29 ANDREWS.R L Omaha Pubfic 
Power District 2pp 30090 217-30090 226 

<**8505010491 Insp Rept 50-265/65 04 on 650304-06 No violafiori or deviation 
noted Majoif a/aas inspected environ monitoring progranijncfuding organization & mgt 
controls, training & gual'ificatiojis^audi Is, program changes & facilities 
HOLLEY.WL , WURRAY.B , HUNNICUTT.D M Region 4, Office of Director 85/04/28. 
Bpp 30090 219-30090 226 


6504250452 IE Info Notice 05 034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping” Sve list end ^ , 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc 107pp 30115 105 

30115 291 

8504250455 IE Info Notice 85 035, "Failure of Air Check Valves lo Seat " Sve i'St end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
830103), 85/04/30 Consolidated Edison Co of New York, Inc lOBpp 30116 0/7- 

30116 184 

8505060418 IE fnfo Notice 84-52.Suppl 1, "fnadequale Mall Procuremenl Controls on 
Part of Licensees & Vendors ” r. ,n . 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/06 Consolidated Edison Co of New York, fnc lOpp 30615 338 
30615 347. 

8505130034 IE Info Nolice 85 037. “Chernical Cioaning of Steam Generators a1 WtlJ 
stone 2 '■ Sve fist end „ , 

JORDAN.EL Division of Emergency Preparedness & Engineering Response fPost 
830103) 05/06/14 Yankee Atomic Electric Co 4pp 30840 272*30849 014 

8505170189 Forwards SALP Ropl 50 285/85 07 for Sept 1903 - Feb 1985 Trend 
toward more favorable raling in quality programs & administrative controls 
noted Raling for security & safeguards declined No mgl meeting scheduled 
MARTIN.RD Region 4. Office of Director 06/05/14 ANDREWS.R L Omaha Public 
Power District 3pp 30442 242-30442 281 

“8S0517O196 SALP Repl 50-285/05 07 for Sept 1883 - Feb 1985 

* Region 4. Office of Director 85/05/14 37pp 30442 245 30442 281 

8505290268 Forwards Insp Rept 50 285/05-03 on 050304-08 & nolice of 
violation Actions taken lo correct previously identified insp findings also examined 
HUNTER.OR Region 4. Office of Director 86/05/23 ANDREWS.R L Omaha Public 
Power District 2pp 30596 279 30596 294 

-6505290271 Notice of viofaiion from insp on 860304 08 

* Region 4. Office of Director 85/05/23 2pp 30596 281-30596 282 

..8505290279 fnsp Rept 50-285/65-03 on 850304 08 Violations noted failure to meet 
record retrieval requirements for thermal stress analysis of small pipe S failure to have 
procedures for Identification of safely related pipe 

BOARDMAN.J R , NORMAN.D E . HUNNlCUfT,D M Region 4. Ottico ot Director 05/ 
05/21 12pp 30596 283-30596 294 


A Periodic operating reports & related correspondence 

8505160370 Monthly operating rept for Mar 1985 W/850415 fir 
MATTHEWS, T P , GATES, G W , ANDREWS.R L Omaha Public Power Distrid 05/03/ 
31 TAYLOR, JM Director's Office, Office of Inspection and Enforcement 7pp 
30440 128-30440134 

8S0S28O230 Forwards monthly operating rept for Apr 1985 & refueling info data shoet 
omitted from Mar 1985 monthly operating repl 

ANDREWS.R L Omaha Public Power Dislricl 85/05/15 TAYLOR.JM Director’s 
Office, Office of Inspection and Enforcement lp 30582 234-30582 242 

-8505280233 Monthly operating rept for Apr 1985 
MATTHEWS.TP Omaha Public Power District 85/04/30 7pp 30582 235 30S82 241 

-0505280237 Revised monihfy operating rept for Mar 1985, consisting of refueling info 
emitted from orrgfnat rept 

* Omaha Public Power District 85/03/31 Ip 30562 242-30562 242 


S. Reportable occurrences. LERs & related correspondence 

8 SOS 1001 87 lER 84 021 01 on 84 101 7, sample from safety mleclion & refueling walor 
tank yielded fow boron concentration Change made to Test ST-CHEM-1.F2 to notify 
supervisor when boron concentration falls below 1,740 ppm W/850502 ltr 
ROACH.GL, ANDREWS.R L Omaha Public Power District 85/06/02 3pp 
30266 083-30266 08S 


V. Operator Examinations 

8505170189 Forwards SALP Rept 50 285/85 07 for Sept 1983 * Feb 1985. Trend 
toward moro favorable rating fn quality programs & administrative conlrofs 
noted Rating for security & safeguards declined No mgt meeling scheduled 
MARTIN.RD Region 4, Office of Director 85/05/14 ANDRES, R L Omaha Public 
Power District 3pp 30442 242 30442 281 

-8505170196 SALP Rept 50 285/85-07 for Sept 1983 - Feb 1985. 

• Region 4. Office of Director 85/05/14 37pp 30442 245 30442 281 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8605030052 Informs lhat regulatory effectiveness review scheduled for 850S 14-22 post- 
poned until after Cycle 4/5 refueling outage due to safeguards program mods.per 
850329 request a r a .k 

MARTIN.TT. Region 1. Office of Director, 85/04/15. BRONS.JC New York Power 
Authority fformerTy Power Authority of the Stale of New York), 2pp 30146 317- 

Qn-C/id Q-tii ' 


8505090592 Decision CLr-85 06 direcling slaff discussion w/FEMA & repl withfn 60 
days re status of emergency planning & corrective actions for deficiencies & terminat- 
ing proceeding Asselstine dissenting opinion end Served on 850508. 

HOYLE, J C Commissioners 285 92^ 85/05/07 71 pp, 30231:132-30231 '214 
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5505220004 Forwards addendurn to security plan, consisting of temporary 
changes Addendum withhold (rof 10CFR73 21 & 2 790) 

BRONSJ C New York Power Authority {formerly Power Authority of the State of New 
York) 05/05/17 VARGA, S A Operating Reactors Branch 1 ip 30519 001 
30519001 

6505220025 Forwards Rev 9 lo security plan Rev withheld (ref 10CFR73 21 & 
2 790) Fee paid 

BRONS.J C New York Power Authority (formerly Power Aulhority of the Stale of New 
York) 05/06/17 VARGA, S A Operating Reactors Branch 1 Ip 30519 037 
30519 037. 

0505230308 Forwards '‘Post Exercise Assessmer^t 860410 Remedial Exercise of Radio 
logical Emergency Proparodness Plans of NV State & Weslcheslor,Rockland, Orange 
& Putnam Counties for Indian Point Nuclear Power Station *' 

KRIMM.R W Fodoral Emergency Mananement Agency 05/05/17 JORDAN, E L Divr- 
3 ion of Emergency Preparednosa & Engineering Response (Post 830103) 2pp 
30532 310*30533 077 

-8505230404 ' Post-Exerciso Assessment 850410 Remedial Exorcise of Radiological 
Emergency Preparedness Plans of NY State A WostchQStGr,Rockland,Orange & 
Pulnani Counties for Indian Point Nuclear Power Station “ 

• Federal Emergency Management Agency 85/05/10 IIOpp 30532 321*30533 077 

8605310154 Forwards response to SuppI II to New York PIRG 841213 petition re emer- 
gency planning for protection' of school children RGsponso may not roffoct alf changes 
contained in county emergency plans 

KRIMM.R W Federal Emergency Management Agency 85/05/28 JORDAN, EL Divi- 
sion of Emergency Preparedness & Engineering Rosponso (Post 030103) 2pp 
30641 316*30641 346 

-850531Q1B3 "FEMA Anai/ais & Response to SuppI II to New York PIRG.Et Af Petition 
for Suspension of Operation of Indian Point Units 2 & 3 “ 

’ Federal Emergency Management Agency 85/05/09 20pp 30641 318 30641 346 


Q Adjudicatory correspondence 

6505090592 Decision CLI 85*06 directing slaff discussion w/FEMA & ropt wilhin 60 
days ro status of omorgoncy planning & corrective actions for doficionclos & terminal 
ing proccoding Assolalme dissenling opinion end Served on 860508 
HOYLE, J a Commissioners #286 923 05/05/07 71pp 30231 132*30231 214 


H, Ceneral correapondenco 


-8605230213 Project & budget proposal for NRG work "Safety Evaluation of Coro Moll 
Accidents Indian Point Operating Reactor & Zior> Operating Reactor*’ 

PRATT,T Brookhaver? National Laboratory FIN A-3712 82/12/03 MEYER.J NRG - 
No Ootaiied Affiltalion Given Gpp 30559 246 30559 253 

-8505230229 Forwards std order for DOE work "Safety Evaluation of Core-Melt 
Accidents Indian Point Operating Reactor & Zion Operating Reactor," accepting BNL 
821203 proposal & providing funds to begin work 

MATTSON, RJ Division of Systems Inlegralion (post 811005) FfN A 3712 02/12/30 
OGEKA.GJ Energy, Dept of 2pp 30559 254-30550 255 

-D506230236 Std order for DOE work "Safely Evaluation of Core Melt Accidents Indian 
Polr>t Operating Reactor & Zion Operating Roaclor 

MATTSON, RJ Division of Systems Integration (post 011005) FIN A 3712 02/12/30 
3pp 30559 256-30569 26B 

-05OS23O249 Forwards executed std order for DOE work "Safely Evaluation of Core- 
Melt Accidents Indian Point Operating Reactor & Zion Operating Reactor" 

OGEKA,GJ Energy, Dept of FINA3712 83/01/10 DANDOIS.DB Division of Ac 
counting & Finance tp 30559 259 30559 259 

-8605230285 Forwards executed std order for DOE work, "Safely Evaluation of Coro 
Melt Accidents Indian Point Oporalind Reactor & Zion Operating Reactor" 

OGEKA.GJ Energy, Dept of FIN A-3712 83/02/10 DANDOIS.DB Division of Ac 
counting & Finance 1 p 30559 263 30559 263 

-8505230295 Forwards DOE 030225 notice of closeout disposilion of equipment for 
FIN A-3392 Requests concurrence w/transfor of cquipmont to FIN A-3712 
GRENIER.a L Technical Support Branch FIN A-3392 83/03/14 TING.P NRC - No 
Pel ailed AfliNation Given Ip. 30559 264 30559 264 

-0506230305 Forwards property certification of oquipmonl purchased under FIN A 
3392 Disposition Inslruclions requested by 830315 

OGEKA.GJ Energy, Dept of FIN A 3392 83/02/25 MATTSON, RJ Division of Sys 
loms fnlcgration (post 8l 1005) 2pp 30550 265 30559 266 

-8506230320 Requests reprogramming of funds from FINs B 0626 & B 8634 to FfNs A 
3712 & A 3711 

BOYD.S Division of Systems Inlegralion (post 811005) FIN A-3711 03/07/26 
FUNCHES.J Technical Support Branch 2pp 30559 267 30559 260 

-0606230346 Forwards oxocuted std order for DOE work "Safely Evaluation of Coro 
Moll Accidents Indian Point Operating Roaclor & Zton Operating Reactor " 

OGEKA,GJ Energy, Oopt. of FJN A-3712 83/08/26 DANDOIS.DB Division of Ac- 
counting a Finance Ip 30559 273-30559 273 


8605160368 Requests rev of correspondonco mailing label to road as listed Incorroct 
mailing labol end W/o end 

PINDAR.F X Now York Power Authority (formerly Powor Authority of tho Stale of Now 
York) 05/04/03 Region 1. Office of Diroclor Ip 30398'307-30399 307 

8505030451 Advises of mgt personnel chango&Jndudmg appoinimont of JC Brons as 
senior vice presJdonl for nucloar generation, replacing CA McNeill & W Josigor as 
plant resident manager, replacing JC Brons 

0AYNE,J P, New York Power Authority (formerly Powor Authority of tho State of Now 
York) 65/04/29 VARGA, S A Operaling Roactors Branch 1 VASSALLO.PB Operat- 
ing Reactors Branch 2 2pp 30127,141 30127 142 

0SG 5080309 Requests Inclusion of P Kokolakis on distribution of NRR correspondonco 
fO Unit 2 & substitution of RL Spring for TJ Farrelly on distribution of NRR correspond 
once for Unit 3 

O’TOOLE, JD Consolidaled Edison Co of Now York, Inc ZULLA.SS Now York 
power Authority (formorfy Power Authority of tho State of New York) 85/04/20 
VARQA.S A. Operating Roaclora Branch 1 Ip 30202 322-30202.322 


P. Operating license stage documents & correspondence 

0505200001 Further rosponso to FOIA request that records re 15 listed FIN lilos bo 
made available in PDRApp C & D records available In PDR Review continuing. 
FELTON, J.M Division of Rules and Records 84/09/20 SHOLLY.SC Union of Con- 
cerned Sclenllals 12pp 30503 072-30503 003, 

-8505200133 Requests reprogramming of listed FYQ3 funds duo to changes In schod 
uiB of severe accident nclivitios Revised pro)ac1 Identification summary end 
BOYD.SM Division of Systems Integration (post 611005) FIN A 3712, 03/07/26 
FUNCHES.J Planning & Program Analysis Slaff lOpp 30503,210-30503 220. 

6 5052300 0<1 Partial rosponso to FOfA request for records conlainod in IS FIN 
files Forwards documenls listed in App E Soarcli continuing 

FELTON.JM Division of RuJos and Records 04/10/02 SHOLLY.SC Union of Con 
corned Scionllsts 17pp 30557 001-30657*019, 

-6302020220 Forwards std order for DOE work "Safety Evaluation of Coro Molt 
Accidents Indian Point-OR & Zton OR,” providing addl funding for FY83 
MATTSON.R.J. Division of Sysloms Integration (post 811005) FIN A-3712. 03/01/24 
OGEKA.GJ Energy, Dept of Ip 30569 260-30559 262 

-8302020229 Std order for DOE work* "Safoly Evaluation of Core Molt Accidents Indian 
Point OR & Zion OR." issued lo BNL ^ ^ , 

MATTS0N,RJ. Division of Systems Inlegralion (post 811006). FIN A'3712*3. 83/01/ 
24 2pp. 30559 261-30559 262. 

-8308150343 Forwards aid order for DOE work: ''Safety Evaluation of Core- Melt 
Acclden Is, Opera ling Reactor Reviews for Indian Point & Zion " 

MATTSON, RJ Division of Systems Integration (post 811005) FIN A-3712, 03/00/04 
OGEKA.G J, Energy, Dept of Ip 30650 269*30559*272 


.0308160350 Sid order for DOE work "Safoly Evaluation of Core-Melt 
Acclden la, Operating Reactor Reviews for Indian Point & Zion," awarded to BNL 
MATTSON, RJ Division of Systems Integration (post 811005), FIN A-3712-3 03/00/ 
04 3pp 30559’270-30559.272. 


-S505230202 Requests BNL proposal for technical assistance under FIN A-3712, 
"Salety Evaluation of Core-Moll Accidents Indian Point Operating Reactor & Zion Op 
orating Reactor " Slatomont of work end ^ ^ . 

MATTSON.R J Division of Systems Integration (post 811005), FfN A-3712 82/11/20 
OGEKA.G J. Energy, Dept. of. 10pp 30569.220-30559:245 


-0505230359 Forwards std order for DOE work "Safoly Evaluation of Core-Melt 
Accidents Operating Reactor Reviews for Indian Point & Zion," providing funds for 
work during Oct 1 983 

MATTSON.R J Division of Systems fnlegratlon (posi 811005) FIN A-3712 83/09/02 
OGEKA,GJ Energy, Dept of Ip 30550 250 30558 250 

-0505230365 "Safoty Evaluation of Core-Molt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Jan 1904 
KATO.W Y. Brookhavon National Laboratory FIN A-3712 04/02/13 LYON.W Reac 
tor Systems Branch 12pp 30559 200 30559 291 

-0605230372 Std order lor DOE work "Safoly Evaluation of Coro-Woll 
AccFdonls Operoting Reactor Rovlcws for Indian Point & Zion," Issued to BNL 
MATTSON.R J Division of Sysloms fnlegratlon (post 811005) FIN A-3712 3 03/09/ 
02 3pp 30550 259 30558261. 

-0606230384 Forwards oxocuted std order for DOE work "Safoly Evaluation of Coro 
Moll Accidents Oporatfng Reactor Reviews for Indian Point & Zion " W/o end 
OGEKA.GJ Energy, Depl of FfN A-3712 83/09/14 DANDOIS.DB Division of Ac- 
counting & Finance Ip 30550 202 30560 262 

-8605230401 Forwards sld order for DOE work, "Safoly Evaluation of Cofo-Woll 
Acddonls'Operating Roaclor Reviews for Indian Point & Zion," providing addl funding 
to complelo work In Ocl 1903 

MATTSON.R.J Division of Systems Integration (post 011005) 83/10/20 OGEKA.GJ 
Energy. Dopi of. Ip 30568,263-30558*263 

■•B6052 30443 Sld order for DOE work "Safely Evaluation of Coro* Melt 
Accidents Oporaling Reactor Reviews for Indian Point & Zion," Issued to BNL 
MATTSON.R J Division of Sysloms Integration (post 011005) FIN A-3712 4 03/10/ 
20 3pp 30550 204 306 58 266 

-0505230484 Forwards executed sld order for DOE work "Safoly Evafualion of Coro 
Moll Accidents Operating Reactor Roviewa for Indian Point & Zion " 

OGEKA.GJ Energy. Dopt of FIN A 3712, 83/11/16 DANDOIS.DB Division of Ac 
counting 6 Financo Ip, 30558 267-30558 267 

-8606230482 "Safoly Evaluation of Core Molt Accidonis Indian Point Oporaling Roaclor 
& Zion Operallnn Reactor" monthly highlights for Jan 1903 

* Brookhavon hTalional Laboratory FfN A-3712 83/01/31 Reactor Systems 0rar>ch 
2pp, 30550 266-30550 269 

-0506230518 "Safoly Evaluation of Core Molt Accldonis Indian Point Oporaling Roaclor 
& Zion Operating Ffoaclor," monthly highlights for Feb 1 803 

* Brookhavon National Laboraiory. FIN A-3712, 83/02/28 Reactor Systems Branch 
2pp 30558,270 30550:27) 

-0605230647 "Safoly Evaluation of Coro Melt Accidents Indian Point Operating Roaclor 
& Zion Operating Reactor,'’ monthly highlights for Mar 1983 

* Brookhavon National Laboratory, FfN A-3712 03/03/31 Roaclor Systems Branch 
3pp. 30550 272*30558:274 

-0606230562 "Safoly Evaluation of CorO'Moll Accidents. Indian Point Operating Reactor 
& Zion Operating Reaclor," monlhly highlights for Apr 1983. 

* Brookhaven National Laboratory FIN A-3712 83/04/30 Reaclor Sysloms Branch 
3pp. 30558.276 30558 277, 

-0606230573 "Safoly Evaluation of Core Melt Accldonis Indian Point Oporaling Reactor 
& Zton Oporaling Reactor,'’ monlhfy highlights for May 1963 
KATO.W Y Brookhaven National Laboratory. PIN A 3712 03/08/16 MEYER,J.F Re* 
aclof Systems Branch 7pp 30550 270*30550.204 
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> 85052305B6 "Safely Evaluation of Core-M^ll Accidents IndJan Point Operating Reactor 
& Hi on Operating Reactor," monthly highlights for Jul 1983 

• Brookhaven National Laboratory FIN A'3712 B370-7/31 Reactor Systems Branch 
2pp a0&59 2a5 3055-8 286 

05230593 "Safety Evaluation of Core Melt Accidents Indran Point Oporatmg Reactor 
& Zicn Operating Reactor " month ly hightighls iot Aug 1903, 

* Brookhaven National Laboratory FIN A'3712 83/08/31 Reactor Systems Branch 
2pp 30558 2G7-3G55B 286 

-■6605230599 "Safaly Evaluation of Core-Mdlt Accidents Indian Point Operaling Reactor 
& Zion Operating Reactor," monthly highlights for Oct 1983 

KATO,WY, Brookhaven National Laboratory FIN A 3712 83/11/17 LYON.W. Reac- 
lor Systems Branch 4pp 30658 289-30556 292 

>■8505230612 "Safely Evaluation of Cora Melt Accidents Indran Point Operating Reactor 
& Hion Operating Heaclor," monthly highlights for Dec 1983 

KATOWY Brookhaven National Laboralory FIN A-3712 84/01/16 LYON.W Reac- 
tor Systems Branch 4pp 30656 293-30558 296 

850528fl0'66 Partial response to FOSA request for documents produced under contract 
to NRG on rewQWs of PR As for listed plants Forwards App A documents Search con 
tinuing (or addf records 

FELTON, JM Division of Rules and Records 64/10/15 SHOLLY.SC Union of Con- 
cerned Scientists T2pp 30630 001-30630 158 

-8101060037 Responds lo 801126 memo requesting consequence calculations for re 
lease sequences w/& w/o lodmes in release Djv of Sys Integration can perform CRAG 
runs S proposes using WAShf-1400 evacuation mode) & parameters, except for evacu 
all on limit 

KREQER.VV E Assistant Director for Radiation Protecbon 80/12/12 ERNST.M L As- 
sistant Director for Technology Review 2pp 30630 205-30630 209. 

-8301270522 Recommends pricrilizatton of issue re probability of core mell due to 
component cooling water sys failures In determining resources lo ba expended & 
schedule for resolution 

THADANI.A Reliflbihty & Risk Assessment Branch 83/01/19 MINNERS.W Safety 
Program Evaluation Branch Spp 30631 193 30631 197 

-6505280311 Discusses risk study of reactors Resu Us presented rn Task Force 
Repl,S£Cy BO 283 & 800626 briefing Evaluation of Offshore Power Sys repl using 
listed oulhne will be completed by 600905 

BERNEflO,RM Office of Nuclear Reguialory Research. Director 80/07/18 
MATTSON, R J Office of Nuclear Reactor Regulation. Director* 3pp 30630 202- 
30630204 

-5505280519 Forwards NED & SMIRT papers, per 830617 lelcon Sensitivity studies re 
effect of acceleratjon-tiuncalion on seismic core melt probability complete End table 
shows lhat elfeci minimal W/o referenced papers 

RAVINDRA,M K Structural Mechsnfcs Associates 83/06/20 REPTER.i NRC - No 
Detailed Affiliation Given 2pp 30631 348 30631 349 

-8595290321 Forwards draft tabfe & explanatory mall of PRA info re comparison of 
planl-specilic PRA w/proposed safety goals Westing bouse draft 820520 ftr to PASNY 
& Con Ed re plant risk assessment & mitigation study afso enc) 

DIRCKS,WJ Office of the Executive Director for Operations 63/01/06 PALLADINO. 
GILINSKY, AHEARNE Commissioners 25pp 30633 090 30634 184 

8505310009 Partial response to FOIA request for documents re NRC contra c la for court 
reporter svcs Forwards documents listed in App A App A documents available in PDA 
FeLTON.JM Division of Rules and Records NflC-17-03-399 84/11/15 RILEy.A 
Taytoe Assocmtes 7pp 30661 121-30681 130 

-6505310123 Notes that transcript quality deleriorated w/ change of coud reporting 
svcs contractor.Tayloe Assoc transcripts have more errors & numerous fost 
exhibits NRC should place higher priority on transcript quality 
BRAOENBURG.B Consolidated Edison Co of New York. Inc 83/07/13 MATTIA,M J 
NRC - No Detailed Affiliation Given Ip 30681 168-30681 168 

8504050204 Forwards Rev 1 lo proprietary & nonpropnelary Repls B3 75 & 83- 
76, respectively, re evaluation of tearing stability analysis of primary coolanl 
sys Pf^rrelary rapt wilhheJd (ref 10CFR2 790} 

BAYNE, J P New York Power Authority (formerly Power Authority of I he Slate of New 
York) 85/04/01. VARGA, S A. Operating Reactors Branch 1 Spp 30622 001- 
30622 081, 

-8594050206 Nonpropnelary Rev 1 to "Summary cf Tearing Stability Analysis Of Indian 
Point 3 Primary Coolant Sys " 

• Fracture Proof Design Corp 83 76 HOI 85/02/07 77pp 30622 005-30622 C81 

8505960434 Forwards S£R on uW 841031 & 850315 Itrs re mods lo correct design defi 
ciency in emergency core cooling electric distributron sys, identified in 0NL 
study Proposed design changes acceptable 

VARGA.S A Operating Reactors Branch 1 86/04/22 MCNEJLL,C A, New York Power 
Authodty (formerly Power Authority of the State of Mew York) 4pp 30188 179- 
30168 186 

-850506043 B SER re utif B4103t & 850316 proposed mods lo correct design cfefjcfency 
in emergency core cooling electnc distribution sys identified in BNL study, per Unre- 
solved Safely Issue A-1 7 

* NRC - No Oetaifecf Affiliation Given 85/04/22 4pp 30188 163 30188 186 

8505030337 Forwards application for amend to License DPR-64 .revising Tech Spec 
Sections 2.1,2 3.3 1,3 10 & 6 3 lo support Cycle 4/6 refueling scheduled To commence 
on 850607 Fee paid 

BAYNE. J P. New York Power Authority (formerfy Power Authority of {he State of New 
York) 85/94/23 VARGA, S A Operaling Reactors Branch 1 2pp 30126 013- 
30126,052 

-8505930342 Application for amend to License DPR-64.r&vising Tech Spec Sections 
2.1,23.3.1,3 10 & 53 to support Cycle 4/5 refueling scheduled lo commence on 
850607 

BAYNE,J P, New York Power Authority (formerly Power Authonty of the Stale of New 
York] 85/04/23. ip 30126 015-30126 016 


-8505030345 Proposed Tech Spec changes lo Seclions 2,1,2 3.3 1,3 10 & 5 3 to sup 
port Cycle 4/5 refuefing scheduled to commence on B50607 Safety ovaluoliori of 
Toch Sp6cs find 

• New mk Power Authority (formerly Power Authority of ihe Stale oi New York) 85/ 
04/23 37pp 30126 016-30126 052 

8505030076 Remits fee for 840217 application to amend License DPR 64, charging 
Tech Specs for certain NUREG 0737 items Fee paid under protesl.pending fesolution 
of legality of fee schedule 

BAYNeJ P New York Power Authority (formerly Power Authority of the Stalo ot New 
York) 85/04/25 0IGGS,R M License Fee Management Branch Ip 30130146- 
30130:146 

8504290442 Generic Ltr 05-07 to all operating reactor licensees re implementation of 
integrated schedules for plant mods Sve list end , „ , . , 

THOMPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co, of Now 
York, Inc 22pp 30218 149 3021 B 170 

8505070260 Notifies of revs to "Master List of Electrical Equipment to bo Environmen- 
tally Qualified" Number of NAMCO limit awitches repfaced w/ qualified micro limn 
switches . , 

BAYNE, J P New York Power Authonty (formerly Power Authority of the State of Now 
York) 85/05/02 VARGA, S A Operating Reactors Branch 1 2pp 30172 323 
30172 324 

8505140350 Forwards SER re util 831104 response to Generic Ltr 83*20, Item 1 1 con 
cernlng post trip review Response does not meet guidance In fisted areas Accepiaolo 
response requested within 30 days 

VARGA, S A Operating Reactors Branch 1 05/05/02 BRONS.J.C New YoiJ Pwqt 
A uthority (formerly Power Authority of the Slate of New York) 4pp, 30389 324* 
30389 332, 

-8605140358 SER re util 831107 response to Generic Ltr B3-28.ltem 1 1, "Post Trip 
Review " 

“ NRC • No Detailed Affiliation Given 86/05/02 5pp 30380 328-30309.332, 

6505160225 Forwards Amend 65 to License DPR-64 & safety avalualion Amend ro 
vises Tech Specs lo extend region for which lube plugging iimil of 63% degradallen 
applies re steam generator tube ingervice surveillance. ^ ^ 

NEIGHBOHS.JD Operaling Reactors Branch 1, 85/05/02 BRONS,JC New Yoik 
Power Authority (formerly Power Authority of the State of New York), 4pp 30450 109 
30450 119 

-8505160228 Amend 55 to License DPR 64, revising Tech Specs lo extend region for 
which tube plugging limit of 63% degradation applies re steam generator (ube inserv 
ice surveillance 

VARGA, S A Operaling Reactors Branch 1 85/05/02 5pp 30450113-30450:117 

-8505160236 Safety evaluation supporting Amend 55 lo License DPR 64 

Office of Nuclear Reactor Regulation, Director 85/05/02 2pp 304S0 1 1 8 
30450 119 

8505090056 Staff requirements memo re 860426 affirmation/discussion & vote in 
Washingtor).DC re SECY-85-100 Commission approved drafi order w/ 
mods Commissioner Asseisiine disapproved & provided separate views 
CHILK.S J Office of the Secretary or Ihe Commission 85/05/03 PLAINE.H H Office 
of the Genera) Counsel ip 302S5 014 30255 014 

8505 130061 Forwards draft technical evaluation rept reviewing ulil response to Generic 
Ur 83-28.item 1 2 AddI info requested to complete review 

VARGA.S A Operating Reactors Branch 1 85/06/03 BRONS.J C New York Power 
Authority (formerly Power Authority of the State of New York) Spp, 30383 116 
30383 134 

-6505130057 "Review of Licensee & Applicant Responses to NRC Generic Ltr 03-28 
(Required Actions Based on Generic fmpiicalions of Salem ATWS EvenIsKliem i 2 
’Posl-Tnp Review Data & Info Capabilities' for Indian Point Station, Unit 3 (50-286) " 

• Science Aopiications fniernationaf Corp (formerly Science Applications. Inc ) NRC- 
03-82-096 SAfC 85/1518 2 85/05/03 NRC • NO Detaifod Affiliation Given 16pp 
30383120 30383 134 

8505200093 Forwards safety evaluation re response (o Genenc Ltr 83-28, Items 4 2,1 & 
4 2 2, ‘ Preventative Mainl Program for Reactor Trip Breakers/Maint & Trending '* Ge- 
neric position for items not met Response lo open issues requested within 30 days 
VARGA, S A Operating Reactors Branch 1 85/05/07 BRONS, J C New York Power 
Authority (formerly Power Authority of the State of New Yorfs) 4pp 30503 001- 
30603 009 

-8605200097 Safety evaluation re Generic Ltr 83 28, Items 4 2.1 & 4 22, "Preventative 
Maint Program for Reactor Trip Breakers/Mainl & trending " 

* NRC - No Detailed Affiliation Given 85/05/07. 5pp 30503 005-30503 009, 

8505230731 Staff requirements memo re CLf-05-06 which directs NRC lo accornphsh 
listed lasks,incfuding undertaking study of vulnerability of diesel generator & control 
bldgs to high winds & missile damage 

CHllK,SJ Office of the Secretary of the Commission 85/05/13 DiRCKS.W.J Office 
of the Executive Director for Operations 2pp 30543 261-30543 262 

6605210077 Forwards addi info re Generic Ur 83*28 on Salem ATWS events.ln eluding 
info concerning safety related equipment classification, vendor interface program * 
post-malnl testing, in response to 850307 ftr 

BRONS.J C New York Power Authority (formerly Power Authority of Ihe Stale of New 
York) 85/05/17 VARGA.S A Operating Reactors Branch 1 9pp 30493.296- 


8505210100 Generic Ltr 85-08 to all holders of CPs & OLa re 10CFR20 408 termination 
repts - formats 

THOMPSON,H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, inc 20pp 30682 262-30682 301 

6505210122 Genenc Ltr 85 09 lo all Westinghouse PWR licensees & applicants r© Tech 
Specs for Generic Ur e3-28,llem 4 3 

THOMPSON.H L Division of Licensing 85/05/23. Yankee Atomic Electric Co 17po 
30671 334-30671 360 
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Q. Inspection reports, IE BuNetIna & correspondence 

650b1700QO Partial response to FOIA request for NRC memos during or since 1983 re 
96 LERs or TMI SALh rent Documents listed in App A end Documents listed in App B 
available in PDR Search tor addi records continuing 

FELTON, JM Division of Rules and Records 84/09/14 BARFIELD, K Critical Mass 
Energy Project 10pp 30473 318 30474 180 

-6505170262 Informs that Region I SALP Boards will roconvono on 830410 Proposed 
SALP repts for Oyster Creek & Indian Point Unit 3 distributed to board members All 
other repis wi!) be provided 1 wk prior to meeting Revised schedule end 
STAROSTECKJ.R Region 1, Office of Director, 83/04/12 Region 1, Office of Direc- 
tor 2pp 30474 176 30474 180 

6505010427 Forwards supplementary Info in response to IE Bulletin 84 03, “Refueling 
Cavity Water Seal " Util considers fuel assembly drop onto seal highly 
lir^robablG.particulerly where feet of assembly must impact on seat over annular gap 
BRONS.J C New York Power Authority (formerly Power Authority of the Stale of New 
York). 85/03/29 MUnLEY,TE Region 1, Office Of Director Opp 30092 168 

30092 1 76 

0505060326 Responds to NRC 850311 (tr re violations noted in Insp Repi 50 286/05 
03 Corrective actions reactor operators counseled & lags installed 1o Identity reactor 
protection channel, instrument bus & power supplies for instrument bus 
BRONS.J C. New York Power Aulhorily (formerly Power Authority of the State of Now 
York) 85/04/10 COLLINS.SJ Region 1. Office of Director 2pp 30155133- 

30155 134 

8504260452 IE Info Notice 85 034, “Heat Tracing Contributes to Corrosion of Staintoss 
Steel Piping “ Svc list end 

JORDAN.EL. Division of Emergency Preparedness & Englnoorlnp Response (Post 
630103) 85/04/30 Consolidated Edison Co of New York, Inc f07pp 30115 185* 
30115 291 

6604250455 IE Info Notice 85 035, "Failure of Air Chock Valves to Seat " Svo list end 
JORDANjE.L Division of Emergency Preparedness & Enninooring Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc lOOpp 30115 077* 
30115.164 

6505060418 IE Info Nolico 04-52, SuppI 1, "Inadequalo Mail Procurement Conirols on 
Part of Licensees & Vendors “ 

JOROANiEL, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08. Consolidated Edison Co of Now York, Inc. lOpp 30616 33Q* 
30615347 

650S1 30208 Forwards Insp Rept 50-286/85 08 on 850316 0415 No violations observed 
COLLINS.SJ Region 1, Office of Director 85/05/08 BRONS.J C Now York Power 
Aulhonly (formerly Power Authority of the State of Now York) 3pp 30274;001* 
30274.012 

*•8505130211 Insp Rept 50-286/85 08 on 850316 0415 No violation noted Major areas 
Inspected shift logs & records.licenseo actions on previously identified Insp 
findings, mot changes, fad Illy operations, reactor (rips & malnl 
KOLT^Y/S. HILLMAN.BM . NORRHOLM.LJ Region 1. Office of Director 85/06/ 
06 9pp 30274 004-30274 012 

8505130034 IE Info Notico 85 037, "Chemical Cieaning of Steam Generators at Mlll- 
stono 2 " Svc list end 

JORDAN, E L ' Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Yankee Atomic bledfic Co 4pp 3084B 272-30049 014 


R Periodic operating reports & related correspondence 

8695290093 Monthly operating rept for Apr 1085 W/050517 Ur 
KELLY.L . JOSIGER.W A Now York Power Authority (formerly Power Authority of Iho 
Slate of New York) 05/04/30 7pp 30620,194 30620 200 


T. Hearing transcripts on non-antitruat matters 

6505060527 Transcript of Commission 850425 meeting In WashIngton.DC re approval of 
final decision fn special proceeding Pp 1*4 
* Commissfoners. 85/04/25 flpp 30187 237-30107 244. 
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F, Securityj medical, emergency & fire protection plans 

8506 160459 Responds to FOIA request for SECY-e4 080 & SECY-84 0B9A. Documents 
end. 

FELTON. J M Division of Rules and Records 84/00/24 WISE.J.R, Bishop, libormon. 
Cook, Purcell & Reynolds Ip 30297,319-30297 319. 

-8403120100 Requests Commission review of staff disapproval of licensee roquosl for 
exception to establish emergency operations facility 126 miles from plant site, 
DIRCTkS.W.J Office of the Executive Direclor for Operations, SECY-84 009 84/02/ 
22. 44pp, 30297.320-30208.005. 

-8406020307 Recommends Commission agree w/proposed staff disapproval of util re- 
quest for excepiion to emergency operation facility location distance 
requirement. Minutes of 640321 meeting w/ util & util viewgraphs end 
DIRCKS.W J Office of the Executive Director for Operations, SECV-84-0D9A 84/05/ 
14. 23pp 30298.006-30298 026 

0605170120 Forwards Insp Repts 50 269/85*06,60-270/05*05 & 60-287/85 05 on 
850311-14 

BROWNLEE, V L. Region 2, Office of Director. 05/03/27 TUCKER, H B. Duke Power 
Co 2pp 90465-166 30465:168 

-0605170130 Insp Repts 50-269/85 05,50-270/66 05 & 60-287/85-05 on 860311- 
14 Violation noted.alarm sys testing procedures. Details withheld (ref 10CFR2 790 & 
73 2 1) 

ENNIS, J.D. Region 2, Office of Director. 85/03/25. Ip. 30465.168-30465.168. 


6506010368 Requests response to end NRC position re operator protection concerning 
NUREG 0737, Item HID 3 4, -‘Control Room Habitability*' & test results within 2 wks 
after comploling mods S tests 1o control room habitability sys 
STOLZ.JF Operating Reactors Branch 4 05/04/15 TUCKER.H B Duke Power Co 
7pp 30100 030-30100 036 

8505240074 Fonivards public version of Rev 7 of Crisis Mgl Implomontmg Plan CMIP-2, 
"Crisis News Group Plan" & Rov 3 lo Crisis Mgl Implementing Plan CMIP-3. "Crisis 
Nows Group Plan " W/850510 release memo 

TUCKER.H B Duke Power Co 05/04/17 Record Services Branch (Document Control 
Desk) 2pp 30567 184-30567 352 

-8505240082 Public version of Rev 7 of Crisis Mgl Implementing Plan CMIP 2. "Crisis 
Nows Group Plan " 

♦ Duke Power Co 85/03/29 BBpp 30567 186 30567 267 

“8505240092 Public version of Rov 3 lo Crisis Mgl Implementing Plan CMIP-3, "Crisis 
Nows Group Plan " 

* Duke Power Co 05/04/05, G6pp 30567 268-30567 362 

0605030494 Forwards Bov 4 to training & qualification plan Rev withheld (ref 
10CFR73 21). 

TUCKER.H B Duke Power Co 85/04/22 QRACE.J N H anion 2, Office of Director 
2pp 30120 1 41-30128 142 

8505100341 Advises that conlro! room pressurization lost projodad for complolion by 
860531 Test results will bo submitted by 95061 4, along w/responso lo NRC 050415 Ur 
ro util actions per NLPREG-0737.llem III D 3 4, “Conlrol Room Habitability " 

TUCKER.H B Duke Powor Co 85/05/01 DENTON.HR Office of Nuclear Reactor 
Regulation, Oiredor STOLZ.JF Operating Reactors Branch 4 Ip 30245 256- 
30245 266 

8506090195 Advises that 850422 Rev 4 to guard training & qualification plan consistent 
w/provisions ef 10CFR50 54 (p) & acceptable 

WALKER, R D Region 2. Offlco of Direclor. 85/05/02 TUCKER.H B Duke Powor Co 
2pp 30221 047-30221 040 

8506130387 Ack racelpl of 850426 Ur informing NRC of slops taken to correct violations 
noted in Insp Ropis 50-269/95 05, 50 270/85 05 & 50 207/85 05 
BROWNLEE.V L Rogfon 2. Office of Director, 85/05/06 TUCKER.H B Duko Power 
Co Ip 30274 361 30274 362 

-8595130392 Rosponds to NRC 850327 Itr re violalfor^s noted In Insp Repts 60-269/85 
05,50 270/05 05 & 50 287/05 05 Corrective actions (rof 10CFR73 21) 

TUCKER.H B Duko Power Co 85/04/26 GRACeJ N Region 2, Olfice of Direclor 
Ip 30274 362-30274 362 

8505200169 Rev 65-3 to Vol C of emergency plan ImpJemonIfng procedures, Including 
RP/O/B/ 1000/01 re classifl cation of emergency, RP/O/B/ 1000/02 ro notification of 
unusual evenis & RP/O/0/1 000/03 ro alert W/850514 Ur. 

TUCKMAN.M S , TUCKER. H.B Duke Power Co 85/05/14 GRACE.SN Region 2, 
Off ICO of Olroclor OOpp 30468 '102 30468 254 

8605210377 Rev 15 to "Crisis Mgl Plan, for Nuclear Stations " W/060514 Hr. 

TUCKER.H B Duko Power Co 05/05/14 124pp 30495 001 30495 124 

8505310033 Forwards Rov 14 lo security plan.romovIngJumpFng criteria from Intrusion 
dotocllon testing roqulromenls Rov withhold (ref 10CFR73 21) 

TUCKER.H B Duke Power Co- 05^5/16, GRACE, JN Roglon 2, Office of Director. 
2pp 30641 101-30041.102. 


P. Operating llceneo aiage documenis & correspondence 


8505160001 Furlhof response to FOIA request for documents from INPO & NRC that 
doacribo.analyze or evaluate fNPO rote or procoduroa in reporting fnfo to NRC App A 
documents end App B documenis sogregaled & all factual portions released 
FELTON, J.M Division of RuJas and Records 04/11/21 TOTTEN, T Criticol Mass 
Enorgy Pfojoct 4pp 30417 001-30417.193 

-8605160071 "Evaluation Of Oconee Nuclear Power Station " 

* Institute of Nudoar Power Operations 81/07/31. 40pp 30418.015 30418 055 

-B505 160074 "Evafualion of Oconeo Nudoar Station.Duko Power Co." 

* I f>8lltulo of Nuclear Power Operations 83/01/31 3lpp 30418 056 30418.086 

8605220340 Forwards "Semiannual Radioactive Effluent Release Rent for McGuIro Nu 
cloar Slallon for Jul Dec 1994," Rov 5 to, "Olfslle Dose Calculation Manual" & util 
process control program W/o program 

TUCKER.H, B. Duke Power Go 05/03/01 GRACE.J.N Region 2. Office of Director 
3pp 30530 076-30530122. 

-8605220346 Rev 5 to "Offsite Dose Calculation Manual " 

BfRCH.ML, HAMPTON.JW, MCINTOSH, M D. Duko Power Co 04/09/10. Opp 
30630,114-30530 122. 

8604170547 Forwards monthly status ropl on plant-specific backfittmg adivilieB current 
through 850308 Nino of 15 SER open items resolved prior lo appeal meetings SER 
scheduled for completion on 85D329. 

CRUTCHFIELD, D Assistant Director (or Safely Assessment 85/03/10 

THOMPSON, H L Division of Licensing 6Spp. 30161 102-30161 246 

860&020378 Appllcalion for amond to Licenses DPR-39,DPR 47 & DPR-65, granting 
on^-time exlonsfon of Inoperability of Reactor Oldg Cooling Train 3A lo 14 
daya.Proposod Tech Spec change & technical justification and Fee paid 
LEfeW.S. Duka Power Co 85/04/11 DENTON, H.R. Office of Nuclear Reactor Regu* 
latlon, Director. STOL2,J F Operating Reactors Branch 4 4pp, 80104 050-30104 053 

-8505020384 Proposed Tech Spec rev to Page 3 3‘3,pran*lnQ one-llme extension of in- 
operability of Reectoi Bldg Cooling Train 3A for repair, providing both trains operable & 
Train 3A returned to svc by 850420. 

* Duke Power Co 85/04/1 1 6pp 30104 054-30104.059. 
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B5050 1043-1 Approves revs \o facs'ily startup ph/sres testinq program, re Unil 2 Cycle 8 
critcal toron ccriC^ntratiDnrrodcraior temp coelhcienl a control rod worth physics 
startup tests 

STOLZJF Operatirig Readers Braneh A 85/04/18 TUCKEFl.H B Duke Power Co 
2pp 50039 234 3C033 235 

8505010627 Forwards Amends 137,137 & 134 to Licenses DPn-38.DPR 47 & DPR- 
55,re£p:ctj<cly & safety e^aluaLon Amands re.oe rod position & power imbalance 
1 rr.'is of Tech Spec 3 5 2 to support opera! on of Unit 2 during upcoming Cycle fl 
NfCOLARASH Opera! ng Roacters Branch 4 85/04/18 TUCKER, H I Duke Power 
Co 2pp 50033 069 30039 115 

-0505010629 Amends 137 137 & 134 to Licenses DPR3S.DPR47 & DPR-55, 
rcspcctj/.c!y,rcvisri3 rod pos'* on i power irrbafance limits of Tech Spec 3 5 2 io sup- 
port opera* on of Ut'ji 2 at fu't rated power dunng upcoming Cycle 8 
STOLZ J F operatr.9 Peactors Branch 4 05/04/18 14pp 30099092 30099 105 

eva'uaticn support ng Amends 137.137 & 1 34 to Licenses DPR- 
38 DPR 47 S DPR 55 rcspcel vefy 

' Olfee of rtuclear Reactor Rega'atDn, Djector 85/04/18 lOpp 30099 106- 
30099 115 


8505060459 Conf/ms 650412 oral authonzaion for onetime change to Tech Spec 
3 3 5c(2)rb) re operabi .Ty of reactor bfdg Cool ng Unit 3 A Change necessitated by m- 
opcrat'3 fTiotor w/open w nd ngs 

UINAS.GC Assis^an Drcctcr fer Operating Reactors 85/04/19 TUCKER, HB 
Duke Power Co 4pp 20185 330 30185 333 

Central Fi'cs available Amends 138,138 & 135 to Licenses DPR 
30, DPR 47 & DPR 55 rccpccb.cly & safety evaluat on Amends revise Tech Specs to 
? emens.on of inoperafc '-ly of Reactor Bldg Cooling Unit 3A 

N COLARAS.H Opcratng Reactors Branch 4 85/04/22 TUCKER.H B Duke Power 
Co Ip 303B3 267-303B3 267 

0505090562 ForviEJds ques^onra re ro l.censee perception of regional review of hcens- 
Response requested as part of audit requ red per NUREG-1075 
*^^3023^5 3^1?^3 o735 ^ 65/04/24 TUCKER.H B Duke Power Co 


8505060518 Noiifical on cf 650503 10 meetings w/util m Oconee.SC to discuss NRC 
Tech Spec Improvcrrsrii Prc,ect 

N'CO^LARAS H Operating Reactors Branch 4 85/04/30 STOL2.J F OperaLnq Reac- 
tors Branch 4 2pp 301 B7 217-30187218 a u 


6505070128 HoHccat On of 850507 08 meeings w/uLI & BNL in Oconee.SC re PRA 
U maior safety sys & selected assumptions used 

NICOURAS.H Operabng Reactors Branch 4 86/04/30 STOLZ, j F Operating Reac- 
tors Branch 4 2pp 302 1 7 352-30217 353 ^ ^ ^ 


AdviSes that test wll be performed 2 days prior to inilral outage for first 
Keoweo battery replacement to assure that w/one battery out of sve remaining battery 
loads for both Keowee un ts 9*7 

DENTON.hr Office of Nuclear Reactor 
3ol45^l^5 STQlZ.JF Operatng Reactors Branch 4 2pp 30245154- 


moll «' 

Conso),^a,od Edoon Co ot New 

a/eas & cofTiponents review team will need to visit in order 
PflA re fa lure of major safety sys conlnbuling to core 
& * »1 of personnel to vsit site on 850507 OB ^ 9 u a 

?pp 3056^6 tucker HB Ouhe Powe, Co 

'“.Illy to discuss improvement of 

3p’’p30M5°5Wj? 56=’“''®'“"''’^ TUCKER.H B Duke Power Co 

8M5230603 Expresses apprec at;on for participation m NRC-sponsored Ihree-olant 
indust^^NRc"^^^ hh^'rma! shock Reso'ution reflects strong technical efforts by?iolh 

TUCKER Ub Duke Powe?'co"“pp 305« t72%055l®,7f“^ 

Requests pa, meet of fee for 841008 application with.r> 15 rfavs of rw-Ptoi 

MILLER ^ 

Cefcl^?p 3®33fo30^3l|'™"‘ TUCKEB,HB Duke 

TUCKER M I ^ 65/05/08 TUCKER.H B Duke Power Co 

3^7$ Babcock & VV.cox Operating Plants Owners Group lOpp 30576 038- 


evaluation re util 831104 response (0 Genenc Llr R'i 

broLZ.JF Operating Reactors Branch 4 85/05/15 TurkFn n n d,. ^ 

Zp-p 30629260-30629 262 03ru3/i5 lULKER.HB Duke Power Co 

'ST i°' applicahon.per WO Miller 850508 reouest 
olMWOf^SJW CXike Power Co 85/05/20 DlGG*? R u . - 

305^244-30599 245 ^ M Office of Administration 2pp 


' Ws'l'^rr^r'" * Ol-s re 10CPR20 408 terminskon 

CensolKtatedEdrsonCo oINew 

lor Gmr»:^o'83*28*lt mps'? 3*4*4 4 'k;®'’S6«s 4 applicants re Tech Specs 

Edison Co ol New 


O Inspection reports, IE Bulletins & correspondence 


8505 170120 Forwards Insp Repls 50-289/86 05,50-270/85 05 & 50-267/05 05 On 
850311-14 

BROWNLEE.V L Region 2, Office of Diroctor 85/03/27 TUCKER, H B Duko Power 
Co 2pp 30465 166-30465 168 

-6505170136 Insp Repls 50 260/85 05,50 270/85 05 & 50 207/85-05 on 650311- 
14 Violation noted alarm sys testing procedures Details withheld frof 10CFR2 700 8i 
73 21) 

ENNIS.JD, MCGUIRE.DR Region 2, Office of Director 05/03/25 Ip 30465 108 
30465 168 


6505170532 Forwards Insp Repls 50-269/05 08,50 270/05 08 & 50 207/85 00 on 
850322-24 No violation or dovialion noted 

BROWNLEE.V L Region 2. Office of Director 85/04/02 TUCKER.H B Duko Power 
Co Ip 304B4 228 30464 234 

-0505170537 Insp Repls 50 269/85 08,50 270/85 OQ & 50 287/85 00 on 050322- 
24 No violation or deviation noted Major areas inspected preparation for 
reluoling, refueling & spent fuel poo) activity & followup on IE Bulletin 84-03 
MATHIS.JL, JAPE.F Region 2, Office of Director 05/03/29 epp 304 64 229 
30464 234 


8605200300 Forwards Insp Ropt 60-269/85 08,50-270/86 06 & 50-287/05 06 on 
850318 21 & notice of violation 

WALKER.R D Region 2, Office ol Director 05/04/09 TUCKER.H B Duke Power Co 
Ip 30486 070 30486 079 

•*6505200332 fnsp Repls 50-269/85-06.50*270/85 06 & 50 207/05 06 on 050316 
21 Violation noted failure to implement design spec requlromonls for main foodwalor 
flow nozzles 

|CONOMOS,N. BLAKE.JJ Region 2. Offlco of Director 85/04/04 7pp 30480 073 


8504250452 fE Info Notice 85 034, “Heat Tracing Contnbulea to Corrosion of Slnlnloss 
Steel Piping Sve list end 

n?niMrLSn?Ili'S°Il Preparedness & Efigmoering Response (Post 

85/04/30 Consolidated Edison Co of New York. Inc 107pp 30115 165- 


'^!o,Not(ce 86-035. '‘Failure of Air Check Valves to Seal " Sve list oriel 
iVniHQi Emergency Preparedness & Engineering Response (F’osl 
30115^184^^^^'^^^^ Consolidated Edison Co of New York, Inc lOOpp; 301 15 077- 

1 to "Oconee Unit 3 InservIce Insp Exam Listing & ScKod 

ReSnn DENTON.hr Office of Nuclear Reactor 

3O?0^2^&' STOLZ, JF Operating Reactors Branch 4. Ip 301 B2 001- 

-8505070344 1 to "Oconee Unit 3 Insorvice Insp Exam Listing a Schodufo ’’ 

Duke Power Co 85/05/01 293pp 30182 002-30482 204 

8505130387 Ack receipt of 850426 Hr informing NRC of steps taken to corroct violaliona 
Snnwii 50 270/85 05 a so 287/85 05 violalions 

^^^30274 361-30274^ 85/05/06 TUCKER.H B Dukn Power 

‘*05^50 violations noted in Insp Ropts 50 209/00. 

TMrJlo®u®t? ?? ? 287/^-06 Corrective actions iref 10CFR73 21) ^ 

Ip 30274 362.30274 362® ° GRACE, J N Rooion 2. 4oe ol Diroolor 

’• R'oouromentConlrolp on 

^?tone^2 ""sve fid^end^'^^ CiQanfng of Sfeam Generators al MJIf 

IPost 

*1®OR?)AnVl ' Obstruct CRD Mechanism " 

ConsoM®aifd"®/d,rr®c'^‘'"or*N*w\"o®;r 


'*8^225 Hr ElUdeol Rsloases, Solid Wastes, Annual RopI, 1662 " W/ 

5'p™M63®0e5''“ °’'’EILLY,JP Region 2.0, lice olDIrectoi. 

Ip'm?(r2?5.?S^o'’25T O'REILLY.J.P Region 2. Olhce ol Director 


dlsS”ep”tor'jul Dm 1983 °'®*®* '"“lutUng second semiannual 
TUCKER, HB 6gke Power Co. 83712/31 7pp 30540 248 30540 250. 


® P'oorsm Annual Operahng Repl.lw '• 

2Bw^loMoora®3053003'l^® fl‘l/12/31 GRACE, J N Region 2, Ollico of Director 
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S. Reportable occurrences, LERs & related correspondence 

3505140410 Part 21 mpt re discrepancies in Limltorquo actuator weights for valves sup- 
plied lo Be lie font© Units 1 & 2 & Washington Nuclear Project Unit 1 List of affected 
valvos end Listed BAW-designed plants notified of problem 

TAVLOR J H Babcock & Wilcox Co 85/05/08 TAYLOR, J M Director's Office, Office 
of Inspection and Enforcement 5pp 3036B t16 30368 120 


V. Operator Examinations 

8 50 SI 30366 Advises that oxernption request re roqualification program requested in 
NRC 850404 Hr unnecessary Program submitted on 780717 reviewed & approved In 
NRC 70081 7 Hr Only 2 5% of training program taught through self study 
TUCKER. H 8 Duke Power Co 85/05/08 DENTON, H R Office of Nuclear Reactor 
Rogulalicn, Director THOMPSON, HL Division of Licensing 2pp 30274 305 
30274 306 


DOCKET 60'26G REED COLLEGE RESEARCH REACTOR 


F, Security, medical, emergency & fir© protection plans 

8505150089 Requests listed changes be made to previously submitted omergoncy 
pi an, in response to 840622 Itr Floor plan end 

KAY,M A Reed College, Portland, OR 65/05/07 THOMAS, C O Standardization & 
Special Projects Branch 4pp 30398 225*30398 228 


0, Inspeclfon reports, IE Bulletins & correspondence 

0505200090 Forwards Insp Rept 50-288/85*01 on 050327-0422 A notice of 
violation Licensee not providing adequate level of mgt attention to oversight of facility 
operation 

SCARANO.R A Region 5, Office of Director 86/05/10 BRAGDON.P Reed College. 
Porlland, OR Ip 30620 284-30620 303 

* 0505290094 Notice of violation from insp on 850327-0422 
YUHAS.G.P Region 5, Office of Director 85/05/10 2pp 30820 285 30620,200 

«B50S2&a099 lr>sp Rept 50-280/85 01 on 050327-0422 Violallons noted failure lo post 
nolices to workers & failure lo implomont NRC approved operator requalificalion pro- 
fit US, M. YUHAS.QP Region 5. Office of Director 85/05/00 17pp 30620 207- 
30020 303 


S, Reportable occurrenoee, LERs & related correspondence 

Q5Q5280133 PNO V 85 030 on 850521.Romon V notified that facility shut down based 
on USGS declaration of volcano alert Facility located 50 miles soulh/soulhwest of 
Mount St Helens No significant threat to faclNIy expected 

YUHAS.G, DODDS,R Region 5. Office of Director 85/05/21 Ip 30572 233 
30572 233 


DOCKET 50*289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 

8505070231 Temporary Chang© 1*85 0070 lo Rev 13 to Emergency Plan Impfomenllng 
Procedure 1004 4, "Callout of Duty Roster Porsonnof " 

* General Public Utllillos Corp, - GPU Service Corp 05/04/24 31pp, 30180 201- 
30160231 

QS05230546 Requests revised security plan implomentation schedule for upgrading site 
security Intrusion doteclion hardware per end End withheld fref 10CFR73 21) 

STOLaJ F Operating Reactors Branch 4 05/05/02 HUKILL.H D General Public Ulil- 
dfesCorp - GPU Service Corp 4pp. 30545 291-30545.294 

8605130331 Forwards Safety Insp Rept 50-289/85-14 on 850401-04 No violations 
noted 

£BNETER,SD Region 1, Office of Director 85/05/06, HUKfLL,H.D. General Public 
Ulplilies Corp - GPU Service Corp 4pp 30274 273 30274 286 

-aSOS 130335 Safety Insp Rept 50-280/85-14 on 860401 04 No violations or doviallons 
noted Major areas inspected fire protection/ prevention program.lncluding followup of 
previous Insp findings & program administration 

PULLANI.SV, ANDERSON,C,J Region 1, Office of Director. 85/05/03 lOpp, 
30274 277*30274 286 

8506240307 Informs of throe specific aspects of failure mode & effects analysis to bo 
reviewed, per NUREG 0737, Hem 111 D,3 4 re control room habitability Dose assessment 
of belB radiation & operator stay lime addressed. 

HUKILL.H, D, General Public Utilities Corp - GPU Service Corp. 05/06/20 STOLZ,J F, 
OpOfUllng Reactors Branch 4 5pp 30556 286-30556 290 

0 BOB 290234 Rev 4 to Emergency Plan Implementing Procedure 1004 30, "Activation of 
Envjron Assessment Command CIr " 

' General Public Utilities Corp - GPU Service Corp 85/05/20 9pp 30699 234* 
30609 242. 

8505230413 Motion to reopen record for receiving addi Info & bolding evidentiary hear- 
ings re allege d cheating on emergency procedures review exam Licensee alleged to 
have withheld ovidenceAV/Corilficate of Sve 

BRAD FOR O.L. Three Mile Island Alert //285 097. 65/05/22. Commissioners 6pp 

30531 306-30532 220 

..0595230423 Brief supporting 850522 motion to reopen record for receiving addI Info re 
criminal conduct of licensee.Llcensee alleged to have withheld pertinent info, rendering 
prior decisions Incomplete W/Cerllficate of Sve 

DRADFORD,L Throe Mile Island Alert 85/05/22 Commissioners 227pp 3053T312- 

30532 220, 


G Adjudicatory correspondence 


850S 090570 Forwards proposed transcript corroclions for ovidonliary hearings on mgl 
trafnlnn & requests cvidenliary recorti he amended Served on 850509 Granted on 
850508 

SAUSER.OB General Public Utilities Corp - GPU Service Corp BAUSER.DB Shaw, 
Pittman, Potts & Trowbridge y/285 025 85/02/12 Ip 30231 220*30231 220 

6505010515 Advises that add! Info required re direclion of wind & rain lo avoid possible 
misinte/pretalion of tape recording of experiences of TMI resident Certificalo of Sve 
end Related correspondence 

AAMODT.MM Aamodts #285 7G6 05/04/22 Cammissloners 8pp 30090 233 
30090 240 

8505010505 Clarifies Item 1 of Page 5 of IJCS 850418 handout to Commission re nec 
essary assumptions for safety evaluation of design basis steam generator tube rupture 
aeddeni Multiple tubo ruptures should be consrderod Related corrospondonce 
WEfSS.ER Union of Concerned Scienlists #285 765 85/04/26 BAXTER J A Shaw. 
Pittman, Potts & Trowbridge 1p 30090 227 30090 227 

850SO2O175 Advises that Itcensoe unaware of resignation of engineer duo to util action 
re design & inslallatlon of simulator & facts not available to support basis for aliega 
tions Identified by MM Aamodt Sve list ©nef 

BAUSER.DB Shaw, Pittman, Polls & Trowbridge BAUSER.DB General Public Ulili 
ties Corp - GPU Service Corp #286 79B 05/04/29 SMITH.I W Atomic Safety and 
Licensing Board Panel 3pp 30106 175-30108 177 

8505030524 Advises that fi/m not served pleading re TMI Alert, Inc vs US NRC 85 
3244 Firm enlHIod to sve of pleading becauBO most of clients may be affected by leak 
rate hearings Related correspondenc© 

MCBRIDE, M F LoBoeuf, Lamb, Lelby &. MacRae #285 808 85/04/29 
DOROSHOW.J Christie Inslilute BERNABEi.L Government Accountability Projecl 
Ip 30130 220 30130 220 

8505030529 Requests sve of pleadings re leak rate hearings.as clients constitute largo 
number of TMI operators affocted by bearing Related correspondence 
MCBRIOE.MF LeBoouf, Lamb. Leiby& MacRae //205e07 05/04/29 AU,TY Penn- 
sylvania, Commonwealth of 1 p 30130 221-30130 221 

8505030619 Comments on 050115 amond to Aamodt 850115 motion re licensee 
Integrity fmpllcatfon that transuranics contained In missing tons of core mail were dis- 
charged directly to environ Is incorrect Cert ificate of Sve end 
BLAKE, EL Metropolitan Edison Co //285 817 85/04/30 Commissioners 7pp 
30120 202 30129 298 

6505030622 Motion for feavo lo respond to C Husled 850325 request for hearing ro 
whether condition of ompfoymGnt imposod by ASLAB In TMf-1 restart proceeding 
should bo vacated 

GOLDDERG.JR Hearing Branch 4 #265 016 86/05/01 Commissioners 2pp 
30130 210-30130 219 

-8605030527 Response to C Husled 850325 roquosl for hearing re whether ASLAB 
condition barring supervisory responsibilities re trahing of nonlicensed personnol 
should be vacated Scope of hearing should bo fimlfed to issue W/Certili cafe of Sve 
OOLDBERG,JR Hearing Branch 4 6S/05/Ot Commissioners 8pp 30130 212* 
30130.219 

86060GD512 Partial initial decision on remandod Issue of licensed operator training at 
TMM License© ordered lo present plan for evaluation of performance of trained oper- 
ators within 30 (lays Sorvod on 850503 

WOLFE, S J . LfNENBERG.G A . SMITH, I.W Atomic Safety and Licensing Board Panel 
#285 840 65/05/03 222pp, 30164 320-30165 1 78 

8505070199 Memorandum on MM Aamodt 850405 allegations re simulator 
capabilities Pendency of training Issue before ASLB should not be viewed by NRC as 
Impediment to any Investigation Into allogallon Served on 860506 
SMITH.I W Atomic Safety and Licensing Board Panel #285 883 85/05/03 2pp 
30 1 72 346-30172 347 

8505070287 Advises that 850419 & 29 lira transmuted to Judge QJ Edles for ASUB 
considoration along w/ASLB 041031 Decision LBP 84-47 re stoam generator 
repair Served on 850506. 

WOLFE.SJ Atomic Safely and Licensing Board Panel #285 864 65/05/03 
LEWIS, Ml Lewis, M 6pp 30177 349 30177 353 

850S0703S6 Forwards addi safety issues requiring resolution prior to TM1 1 restart More 
items requiring resolution prior to Commission vole on restart exist than identified in 
850417 prosenlalion Issues purportedly so ttlod unclear 

POLLAFTd.RD, WEISS.ER Union of Concerned Scientists #285 071. 85/05/03 
PALLADINO.NJ, ROBERTS,! M. ASSELSTINE.J K Commissioners 16pp 
30177 260-30177 203 

6505070363 Discusses transmittal of UCS proposed analysis assumptions re safety 
Gvafuatlon of staam gonoralor tube rupluro accldeni Util found Clark 050426 Ur con- 
sistent w/ Weiss 850426 Ur, Sve list and Ralatod correspondence 
DAXTER.TA, Shaw, Pittman, PoUs & Trowbridge #285 879. 85/05/03, WEISS.ER 
Haimon, Weiss & Jordan. 4pp 301 76*333-30 176 336 

8606070559 Answer to 850413 amend to Aamodl 850115 motion for reconsid oration of 
Commission Order CLI-84-22 & opening of hearing, Motion w/o merit 
WAQNER.M.E,, FINKELSTEIN.L Hearing Branch 4, #285 885 85/05/06 Commis- 
sioners 21pp 30203,115 30203 108 

-8605070661 Affidavit of EF Branagan^JJ Swift & ME Wanglor re allegations raised In 
850413 amend to Aamodt 650115 motion concerning addf health matters which must 
be considered prior lo Commission decision on restart 

BRANAQAN,E,F., SWIFT.JJ. WANGLER.ME. Radiological Assessment Branch 85/ 
05/03 16pp 30203,136 30203 151 

-8605070564 Affidavit of WO Travers ra allegations raised in 850413 amend to Aamodt 
850116 motion concerning addi health matters whfch must be considered prior to 
Commission decision on restar! Cortificato of Sve end 
TR AVERS, W.D TMI Program Office 85/05/03 47pp 30203:152-30203 100. 
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85050604-99 Informs that P CfarK 650426 Itr re UCS assumptions for analysis of design 
basis steam gonerator tube rupture accident incorrect Correct assumptions contained 
on Page 5 o1 UCS 85041 B handout S B50426 Itr to Baxter 

WEISS.fr Union of Concerned Scientists #285 896 85/05/06 PALlADINO,N J . 
ROBERTS, T M. ASSELSTINE.J K Commissioners 4pp 30218100 30218 103 


8505280012 Responds to NRC 850516 Memorandum & Order CLI-85 OQ denying 
Aamodt 840621 motion re airborne radioactive releases from 790326 accident at TM! 
2 Supporting documentation & Certificate of Sve end 

AAMODT.M. AAMODT.N Aamodts /y285 133 85/05/22 Commissioners 6&pp 
30572 032-30672 105 


8505000574 Oeciscon ALAS 807 denying TMI Alert.fnc B41210 motion to reopen record 
& aflirming ASLB 841031 decision authorizing issuance of amend to OL Served on 
850508 

SHOEMAKER.C J Atomic Saloty and licensing Appeal Panel #285 922 85/05708 
39pp 30231 221 30231 269 

850S130272 Erratum correcting Foolrote 92 a1 Pago 30 of AlAS-BO? re use of public 
money to pay witness lestjmony.issued on 850508 Served on 850509 
SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel #285 937 85/05708 
Ip 30275036-30275 336 

8605130380 Order CL1 85 07 denying TMI Alert & Commonwealth of PA request for 
Commission to reconsider 850226 decision that no further hearings warranted in facili- 
U restart proceeding Issues adequately addressed Served on 850510 
CHILK.S J Office pf the Secretary of the Commission #265 935 85/05/09 Three 
Wile Island Alert 9pp 30275 067-30275 076 

8505130434 Order denying TMI Alert request to Commission to roconsider &/or clarify 
denial of formal request for adiudicatory hearing on character per Section 189 of 
Atomic Energy Act Evidence re current mgt does not demonstrate diminrshed std 
CHILK.S J Office of the Secretary of the Commission #285 936 85/05709 Three 
Mile Island Alert, 2pp 30278 217 30278 218 

8505140400 Notice of ASLAQ reconstitution for restart proceeding GJ Edles^chairman 
& WR Johnson S CN Kohl, members Served on 850513 

ROSENTHAL.AS, SHOEMAKER.C J Atomic Safety and Licensing Board Panel 
#285 956 85705/09 2pp 30374 328 30374 328 

8 5 OS 140323 Notice of appeal by UCS of 850503 partial initial decision on remanded 
issue of Iccensed operalo/ training Cerltficale of Sve end 

JORDAN.WS. WEISS, ER Harmon. Weiss & Jordan #285 972 05/05/13 5pp 
30373 149 30373 153 

8505160188 Notice of appeal of ASLB 850503 partial Initial decision on remanded issue 
of licensed operator training TMI Alert will Me appeal bnef wilhtn 30 days Sve list end 
BRADFORD! Three Mile Island Alert #285 004 95/05713 3pp 30427 296 
30427 300 

6505160088 Reply opposing staff 650501 response to C Hustead request for hearing re 
SVC as NRC licensed operator Pp 26.064-26.190 of Iranscript of 811205 hearing in 
Harrisburg.PA & svc list end 

BAUSERX)B Husted, CA BAUSEaOB Shaw. Pill man* Potts & Trowbridge #285 
011 85/05/14 Co mm IS SI oners 22pp 30428 313-30428 334 

8505200218 Requests documentation re SER 850409 conclusions concerning environ 
qualification of equipment Review warranted based on uli) poor history re claims of en- 
viron qualification 

WEISS.ER Union of Concerned Scientists #285 031 85/05/16 PALLADINO.N J . 
ROBERTS,! W . ASSELSTINEpJ K Commissioners 2pp 30468 322-30468 323 

0505200418 Memorandum & Order CLI 85 09 denying Aamodt 950115 motion for re- 
consideration of 841213 order denying motion to sponsor new study of health related 
issues arising from TMI-2 accident Served on 8505i6 

CHILK.S J (Office of the Secretary of the Commission #285 036 85/05/16 Aamodts 
app 30471 001-30471 OOB 

8505200447 Forwards separate views of Commissioner Asselsfino inadvertently omllted 
from CLI-85 08 concerning reopening record of TMI-1 restart proceeding to hear issue 
on radiological releases from accident Served on 850517 

* Office of the Secretary of the Commission #285 935 65/05/16 Office of Ihe Exec- 
utive Legal Director 2pp 30471 114 30471 115 

550521001? Order listing order of appearance & time allotted for speakers at 850522 
restart meetlr>g Serve don 850517 

CHILK.S J Office of the Secretary of Che Commission #285 066 65/05/17 Ip 
30494 302 30494 392 

050521002? Motion for stay of NRC 650529 order authorizing restart of TM1 1 W/o 
exam & hearing on GPU current mgt integrity, residents living near plant have no as 
su ranee util can be entrusted w/operati-or>CeRjficate of 6vc end 
DOHOSHOW.J. SHOHET.G Three Mile Island Alert DOROSHOW.J Christie fnsti- 
tute #285 064 85/05/17. Commissioners 12pp 30489 207-30489 218, 

8505230278 Forwards response to UCS 850503 claims that NRC failed to inform Com 
mission re deviations from lessons learned items Latest aliegalions made by UCS w/ 
o menl & represent lack of understanding of technical facts Svc list encf 
CLARK.PR General Public Utilities Corp • GPU Service Core #205 109. 05/05/20 
PAILADINO.NJ, ROBERTS J.M. ASSELSTINE,J K Commissioners 17pp 

30534.158 30534 174 

0505300365 Urges that facility be kept closed out of respect for overall judgement of 
citizens & elected ■afficPals of Slate of PA Served on 950&29 
BRAXTON.HE, HETRICK.N. HOCHENDONER.l Dauphin County. PA #285 164 
85/05/20 Commissioners 2pp 30628 304-30628 305 

8505230413 Molfon to reopen record for receiving add I info & holding evidentiary hear- 
ings re alleged cheating on emergency procedures review exam Licensee alleged to 
have withheld evidence W/Cerlificate of Svc 

BRADFOHD.L, Three Mifa Island Alert. #285 097 85/05/22 Commissioners 6pp 
30531 306-30532 220 


6505300296 Requests assistance In restarting TMt Rate payers at Met Ed & GPU paid 
high rale tong enough Sen/ed on 850529 

(SEiST.RA Pennsylvania, Commonwealth of #285 174 05/05/23 

THORNBURGH, R Pennsylvania, Commonwealth of Ip 30622 359-30622 359 


0505300215 Opposes UCS 850516 objection/requesl that Commission cfirecl staff to 
produce essentially a1) written info re compliance w/NRC imposed 
requirement Request based on factual errors & misinterpretations of law Svc list end 
BAXTER.! A Shaw, Pittman, Polls & Trowbridge BAXTER,! A General Public Utili 
ties Corp - GPU Service Corp #285 139 85/05/24 PALLADINO.N J . 

ROBERTS.TM . ASSELSTINE.J K Commissioners 6pp 30622 099 30622 106 


0505300492 Response opposing TMI Alert 850517 request to stay anticipalod order au 
thorizing restart Reasons for opposition described HD Hukill & JG Graham affidavits 
opposing request end , 

BLAKEI L General Public Utilities Corp - GPU Service Corp BLAKE, E L Shaw, PiU 
man. Potts & Trowbridge #285 138 05/05/24 Commissioners lOpp 30624 200- 
30024 239 


-5505300496 Affidavit of HD Hukill stating readiness of TMI-1 lo startup & complelo low 
power physics & power ascension testing (or 100% power operation & opposing delay 
in authorization (o restart Schedule end 

HUKILL, HD General Public Utilities Corp - GPU Service Corp 05/05/23 10pp 
30624 210-30624 228 


-8505300500 Affidavit of JG Graham describing economic impacts of delay of restart of 
TMt-1 on utit customers & stockholders & on cleanup efiorts for TMI-2 Slay of startup 
authorization should be denied Certificate of Svc end 

GRAHAMJG General Public Utililies Corp - GPU Service Corp 05/05/22 11pp 
30624 229-30624 239 


8505290625 Forwards licensee proposed evaluation plan for satisfying Board (ong term 
requirement to Institute procedure for evaluating performance of trained operators in 
job setting after training lor rev lo training program W/svc list 
BAUSERId Shaw. Pittman, Potts & Trowbridge #285 163, 05/05/28 WAGNER, W 
Office o1 the Executive Legal Director JORDAN, W Harmon, Welsa & Jordan- 
BRADFORD, L Three Mile Island Afert 150pp 30615 162-30615 320. 


6505300132 Forwards initiat evaluation of several incorrect or misleading statements/ 
allegations by Aamodts in presentation to NRC on 850522 

CLARK.PR General Public Utilities Core ■ GPU Service Corp #285 167 85/05/28 
PALLADINO.N J . ROBERTS,! M , ASSELSTINE.J K Commissioners 3pp 30622 179- 
30622 161 


8505300146 Motion for stay of anticipated Commission 850529 order lifting "Imrnedlala 
effectiveness” of shutdown to preserve status quo & prevent irreparable harm pend 
ing review on merits in US Court of Appeals Certificate of Svc encf 
WEISS, ER Harmon, Weiss & Jordan WEISS, ER Union of Concerned Scion! lals 
#265 168 85/05/20 Commissioners 15pp 30624 061-30624 077 

8505300160 Reply to TMI Alert 850517 motion for stay of anlicipaterl Commission 
850529 order authorizing restart Motion premature TMI Alert has not clemonslratod Is- 
suance of stay warranted Motion should be denied Certificate of Svc end 
WAGNER.ME Hearing Branch 4 #285 166 85/05/28 Commissioners 14pp 
30823 946 30623 359 


8505300285 Urges conclusion on 850529 of TM1 1 restart proceeding Served on 
050529 

BRADLEY.B Senate TORRICELLI, R , HOWARD. JJ House of Rep #285 177. 65/ 
05/28 PALIADINO.NJ, ROBERTS.TM, ASSELSTINE.J K Commlsslonors In 
30623 331 30623 331 


8505310222 Forwards motion to disqualify faw firm of Shaw.Pitlman.Potls & Trowbridge 
UBELFLINQ.M Pennsylvania, Commonwealth of #205 194 85/05/28 CHILK,-SJ. 
Office of the Secretary of the Commission Ip 30642 003 30642 016 

-8505310229 Motion to disqualify law firm of Shaw, Pittman, Potts & Trowbridge from 
representing C Hustod Contficl of interest arising from concurrent dual reprosojilalion 
of two parties w/related & adverse interests died Certificate of Svc end 
WOELFLING.M Pennsylvania, Commonwealth of 05/05/30 Commissioners 13pd 
30642 004-30642 016 

8505300283 Informs of licensee intent to oppose UCS motion for stay Opposition will 
be filed no later than 850531 

BLAKE, EL, Shaw, Pittman, Potts & Trowbridge BLAKE, E L Genera! Public Ulllilios 
Corp - GPU Service Corp #285 171 85/05/29 PALIADINO.NJ, ROBERTS TM 
ASSELSTINE.J K Commissioners 2pp 30623 342-30623 343 

6505300295 Answer to TMI Alert 850522 motion to reopen record for purpose of recoiv 
ing add! info re facility restart proceeding New facts are neither newly acquirud nor 
siqnifjcanl Certificate of Svc encf 

BAUSER.O B General Public Utilities Corp - GPU Service Corp BAUSER.D fl Shaw. 
Pittman, Potts & Trowbridge #285 176 85/05/29 Commissionors 12dp 30623 204 

OnQOO O-IR ' ^ 


H, General correspondence 


-8505230423 Brief supporting 850522 motion to reopen record for receiving eddi Info re 
criminal conduct of licensee Licensee alleged (o have withhold pertinent info.rendering 
prior decisions incomplete W/Certificate of Svc 

BRADFORD, L Three M if a Island Afert 85/05/22 Commissioners 269pp 30531 312- 
30532 220. 

8505260009 Considers Clark 650426 Itr to be valid interpretation of UCS assumpliort /o 
safely oquipment operabilityClarificalion that UCS Intended tr>descnbe SRP analysis 
appreciated Svc list end. 

BAXTER,! Shaw, Pittman, Potts & Trowbridge BAXTER.!. General Public Utilities 
Corp - GPU Service Corp, #205 130 05/05/22 WEfSS.ER Harmon. Weiss & 
Jordan 5pp 30571 166 30571*160, 


8505240264 Protests sections of Amend 108 to License DPR-50, including removal of 
hydrogen purjpe sys Tech Specs & assumptions allowing operation w/sleam generator 
tube rupture & high 1-131 readings 

LEWIS, M^ aO^W4 STOLZ.J F NRC - No Detailed Affiliation Given 2pp 


8505280041 Forwards 850522 itr to R Thornburg, govern or of Slate of PA ro restart of 
TMI Nuefear energy cleanest, safest form of energy known to mankind Unnecessary 
conirofs placed on Industry must be eliminaled 

PAINE.AJ Affiliation Nol Assigned 85/05/22, MARTIN.RE, Office of Nuclear Reac- 
tor Regulation, Direclor 3pp 30572 120-30572 122 
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P. Operating license stage documents & correspondence 

B50&1 60276 Responds to FQIA request for all documentation re SuppI 5 to NUREG 
0680 re evaluation of ficensee mgt integrity affecting facility restart Fonvards docu- 
ments listed In App A Search continuing 

FELTON.J M Division of Rules and Records B4/09/12 DETJEN.J. FIT2GERALD.S 
Philadelphia Inquirer, Philadelphia, PA 2pp 30451 212-30541 255 

-84120B0631 Forwards revised Section 11 for SSER 5 re restart/mgt integrity Rov 
takas into account Ofc of Investigation rept on change In operator testimony re 0541 
HPI actuation No issues of util mgt Integrity identified 

RUSSELL,WT. Division of Human Factors Safety 84/07/17 DENTON, HR Office of 
Nifclaar Reactor Regulation, Director 9pp 30451 233*30451 242 

-6605160331 Forwards proposed input for Section 13 1 of draft SER re facility realarl 
mgt inloflfily 

RQSSE11,WT Division of Human Factors Safety. 84/07/03 DENTON.HR Offico of 
Nuclear Reactor Regulation, Director DEYOUNG, R Director's Office, Offico of In 
speclion and Enforcement GUNNINGHAM.G Office of the Exocutivo Legal Director 
13pp 30451 220*30451 232 

••8 505160371 Discusses error in SuppI 5 to NIIREG-O6Q0 re Section 10 writeup con 
cerning P Clark statement that 040225 telcon to L King was to set up 
mealing Statement correct 

CAPRA, R A NRC * No Detailed Affiliation Given 84/07/27 RUSSELL.W T NRC • No 
DelallQd Afflllalion Given 2pp 30451 243-30451.265 

SSOSIOOSOO Fonvard draft comments In response to 840602 Commission Order re mgt 
concerns which led to 1979 shutdown orders Draft NUREG O00O,Suppl 5 end 
GOLDBERG.J NRC * No Detailed Affiliation Given 04/07/20 DENTON, H, 
RUSSELL, B. MURLEYpT, NRC ■ No Detailed Affiliation Given 194pp 30451:256* 
30452,093. 

6505210259 Further responso to FOIA request for all documents re resolution of UCS 
840120 petition to show cause on TMI-1 emergency feedwater sya Forwards App A 
documents App B documents withhold (ref FOIA Exemption 5) 

FELTON.J M Division of Rules and Records 84/10/15 WEISS.E.R Union of Con 
cernod Scionllsls 11 pp 30523.344 30524.005. 

-6505210266 Advises Dial Commission approved recommendation to Issue end Itr 1o 
Lies denying requost that Commission rulo on UCS show cause petition re TMI-1 
emergoncy feedwater sys (SECY-84-92).SIaff requirements memo also encIW/o 

CHILK.SJ Offico of Dio Socrolary of the Commission 84/04/24 PLAINE.HH Offico 
of the General Counsel Ip. 30523 357-30523 357 

-6505210272 Responds to 840213 Itr re UCS petition to show cause on TMi-1 emer* 
goncy feedwater ays Reasoning provided lor denial of UCS request that Commission 
take [urisdiction over petition Staff will provide requested Info 
CHILK.S J, Office of the Secretary of the Commission. 04/04/24, WEISS, E R Union 
of Concerned Sciontisis 2pp 30523 356*30524 003 

-8505210266 Requests that SEGY'64'92 re UGS 2 206 petition on TMi-1 emergency 
feedwater sys bo converted from negative consent to notation veto. 

ASSELSTINE,JK. Commissioners. 84/02/29. CHILK.SJ. Office of the Secretary of 
the Commission Ip 30524 005*30524 005 

9505200595 Further response to FOIA request for NRR assessment & all reviews &/or 
comments re Integrated program developed to outline near*term OL workload, per 
EDO 840626 memo.Forwards App A documonta.Memo from EDO to Palladino not 
found. 

FELTON.JM Division of Rules and Records 84/10/10 ADATO.M Union of Con- 
cerned Scientists. 4pp 30526.001 -30526.007. 

••6406230030 Submits update on facility Integrated schedule, per 640525 & 30 
requests Schedules of actions remaining since 640601 Include 
licensing, hearings, Insps.alfogatlons & Commission actions 

STOLZ,d.F. Operating Reactors Branch 4. 84/08/15. EISENHUT.D, Division of Licens- 
ing, 33pp 30626'096-30626 126 

8S05090463 Partial responso to FOIA request for 11 categories of documents re 
screening of personnel at nuclear power plants. Forwards App A 
documents Documents also available In PDR Search for addi documents continues 
FELTON ,J.M Division of Rules and Records 64/12/13 LAY.C Schuohal, Cook & 
Werner 2pp 30254-220-30255 053 

-8401 170232 Board Nolilication 04*002 provides Info re allegation against GPU that ap- 
peared to have nexus to mgt competency &/or cheating issue in TMI-1 restart pro 
coeding. 

EISENRUT.DG. Division of Licensing 84/01/04 PALLADINO.N.J. Commissioners. 
2pp 302S5-064-30267 165 

0504170547 Forwards monthly status rept on plant speclllc backfilling activliles current 
Ihrough 85030B Nino ol 1 5 SER open Items resolved prior to appeal meetings SER 
scheduled for completion on 860320, 

CRUTCHFIELD.D. Assistant Director for Safety Assessment 65/03/18. 
THOMPSON, H L Division of Llconsing. 65pp. 30161 ‘182-30161:246. 

9504170562 Informs of status of open Items re UCS supplemental 2 206 
petllion.lnvesloatlon of mall false statements by Ofc of (nvestigallon In progress, 
STOLZ,J,F Operating Reactors Branch 4. 05/04/06. THOMPSON, H.L Division of Li- 
censing Ip 29909.244-29909’244. 

9504190362 Board Notification 65 036 forwards Info re allegations of util mgt 
improprlelles.lnfo provided by R Booker determined to be hearsay & lacked specificity 
needed to justify me or review effort. 

THOMPSON.H.L, Division of Licensing. 86/04/16. PALLADINO, ROBERTS, ASSEL- 
STINE Commissioners. 51pp. 30438.108-30438‘161. 

9505060644 Forwards Equipment Qualiffcatlon Branch SER re environ qualification of 
electric equipment Important to safety Qualllication program meets requirements of 
10CFR50.49. Proposed resolution for each deficiency acceplable 
STOLZ,J F, Operating Reactors Branch 4, 06/04/10. HUKILL,H.D General Public Util- 
illee Corp ■ GPU Service Corp 3pp 30107:316-30167:329, 

-9505060547 SER re environ qualification of electrio equipment Important to 
safety.EnvIron qualification program complies w/requlremenls of 
10CFR 60.49 Proposed resolution for each deficiency acceptable. 

* Equipment Qualification Branch 05/04/18. 11pp 30187:319-30187:329. 


8505100093 Advises that appeal meeling to dtscuss denial of relief requests for Inserv- 
ice testing program postponed for 30 ofays due to CRQR review of leak tests of pres- 
sure Isolation valves Oolaylng appeal could be mutually beneficial 
STOLZ.JF Operating Reactors Branch 4 85/04/20 HUKILL.HD General Public Util- 
ities Corp * GPU Service Corp 3pp 30272 354 30272 356 

8505070133 Forwards Amend 107 to License DPR-50 & safety evaluation Amend re 
vises Tech Specs by adding specific ref to definition of high radiation area in 
1OCFR20 202(b)(3) Amend allows individuals onlermg area to be monilorod as group 
STOL2,J F- Operating Reactors Branch 4 85/04/24 HUKILL.H D General Public Util- 
ities Corp • GPU Service Corp 3pp 30218 025 30218 033 

“8505070140 Amend 107 to License DPR-50, revising Toch Specs by adding specific ref 
to definition of high radiation area In 10CFR20 202(b)(3) Amend allows individuals en- 
tering high radiation areas to be monilorod as group 

STOLZ,J F Operating Reactors Branch 4 85/04/24 4pp 30218 028-30218 031 

“8505070144 Safety evaluation supporting Amend 107 to License DPR-50 

* Offico of Nuclear Reactor Regulation, Director 85/04/24 2pp 30218 032- 
30218 033 

8505020364 Forwards sys descriplion, "Emergency Feedwater Sys Upgrade to Safety 
Grade Design," In response to 840621 Hr Info describes how design criteria In 830823 
Hr will be Implemented 

HUKILL.H D General Public Utilities Corp - GPU Service Corp 05/04/20 STOLZ.J F 
Operating Reactors Branch 4 Ip 30106 143 30106 174 

“8505020367 "Emergency Feedwater Upgrade to Safety Grade Design " 

* General Public Ufllilies Corp • GPU Service Corp. 85/03/31 31pp. 30106 1.44- 
30106-174 

8505070063 Responds to 850312 & 29 lira ro NUREG-0G80,Suppt 5 No basis found to 
change NRC conclusion that Bechtel mgt officials harassed R Parks w/util knowledge 
RUSSELL.WT. Division of Human Factors Safely 05/05/01 CLARK.PR Genoral 
Public Ulllillea Corp - GPU Service Corp 4pp 30218 056-30218 059 

8505070099 Forwards PLQ-0411, "Updated Prediction of Frequency of Aircraft Crashes 
at TMI-1 Slle," based on aircraft movement data collected for CY64 required by 
Amend 82 to License DPR-50 

HUKILL.H D General Public Utilities Corp - GPU Sonrice Corp 85/05/01. STOLZ.J F 
Operating Reactors Branch 4 Ip 30181 272-30181 341 

“8505070108 "Updated Predfclion of Freouancy of Aircraft Crashes at TMM Slle " 
MOSLEH.A. I^KSCH),T.J, BIER.VM Pickard, Lowe & Garrick, Inc. PLG 0411 85/ 
04/30 66pp 3018T273.30181 341, 

8504290442 Generic Ltr 85 07 to all operating reactor licensees re Implemenlation of 
Integrated achedules for plant mods Sve list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of Now 
York. Inc 22pp 30218.149 30210 170. 

8505070581 Staff requirements memo re 850417 briefing In Washington, DC on steam 
generators Commissioner Asselstina requested NRC comments on UCS 850405 as- 
sertion that temp difference lower than at similar B&W units 
CH1LK,S J Office of the Secretary of the Commission 05/05/02 DIRCKS.W J Offico 
of the Executive Director for Operations Ip 30211 357-3021 1:357. 

8505060124 Staff requiromenls memo re 850418 meeting in Washington, DO on TMI 
Alort.UCS & util responses to NRC comments on steam generators 
CHILK.SJ Office of the Sacretaiy of the Commission 65/05/02 DIRCKS.W J Offico 
of the Executive Director for Operations Ip 80218,360-30218 360, 

8605170036 Forwards Amend 108 to License DPR-50 & safety evaluation. Amend re- 
vises limits on primary coolant activity & Incorporates add I restrictions on venl/purgo 
valve operability & surveillance 

STOLZ.J.F Operating Reactors Branch 4 85/05/08 HUKILL.HD General Public Util- 
Hies Corp * GPU Service Corp 4pp 30483 258 30483 296. 

“850517004G Amend 108 to License DPR- 50, re vising limits on primary coolant activity 
& Incorporating addI restrictions on vent/purge valve operability & surveillance. 
STOLZ,JF Operating Reactors Branch 4. 05/05/08 27pp. 30403 262-30483 208 

“9505170054 Safety evaluation supporting Amend 108 to License DPR-50. 

* Office of Nuclear Reactor Regulation, Director 85/05/08. 6pp. 30483 289 
30463.296. 

8506240240 Advises that licensees may formally request consideration of integrated re 
actor vessel malls program for plants, per CO Thomas 850313 & 0503 Itrs Each llcens 
ea should submit request for license amend to romove current Tech Specs 
THOMPSON.H.L. Division of Licensing 85/05/08. TUCKER, HB Duke Power Co. 
1 0pp. 30576.038-30576.047. 

8506160120 Informs of completion of mods planned for saturation margin monitoring 
sys & refining of calculations since 830007 prosontatlon of results of physical conlfgu- 
ration factor, In confirmation of 850429 discussions w/0 Thompson 
HUKILUH.O General Public UtHitlas Corp. - GPU Service Corp 85/05/09. STOLZ,J F 
Operating Reactors Branch 4 2pp 30394 230 30394.231 . 

8605280442 Requests review of status & Identification of changes made to plant sys & 

? rocedures after NRC certification ol 155 items necessary to be completed prior to 
MI-1 restart Response requested by 85051 6.SSER end 
THOMPSON, HL Division of Llcenshg. 85/05/13. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp 6pp 30601:296-30601.301. 

86052 1029 1 Application for amend to License DPR 50, consisting of Tech Spec Change 
Request 142, Rev 1, providing addi Tech Spec requirements & clarification re DHR ca- 

R ability below 260 F reactor coolant temp Fee paid 

lUKILLiH D. General Public Utilities Corp. • GPU Service Corp. 86/05/14, STOLZ,J F 
Operating Reactors Branch 4 7pp 30494*113-30494.160. 

-•86052 102BB Proposed Tech Spec changes providing addi requirements & clarlljcation 
re DHR capability below 250 F reactor coolant temp.Propoaed revs apply lo Sections 
3-25,3-26,3-268 c,4*52 & 4-62a. 

• General Public Utilities Corp - GPU Service Corp. 85/05/14 9pp. 30494:120- 
30494.160. 
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8505280399 Forwards SSER approving mfo submilted to demonstrate ability of safety 
valves to ftnction under expected operatirm conditions for design basis transients & 
accidents defined, per NUREG 0737, Item II cT 1 W/o end 

STOLZ,JF Opeialing Reactors Branch 4 85/05/14 HUKILL.H D General Public Util- 
ities Corp * GPU Service Corp 3pp 30601 320*30601 322 


8605090329 Further response to FOIA reciuost for all rnemos written by NRG fijJririn oi 
since 1983 re 96 LERs & SALP for TMI Forwards documents listed in Apps A,D « 
C Documents also placed in PDR , nAt^cinrM/ 

FELTON,JM Division of Rules and Records 84/10/02 BARFIELD, K Critical Mass 
Energy Project 6pp 30248 034 3024B 046 


8505230383 Responds to 850513 !tr re restart certification No new changes in plant sys 
or procedures reported Restart readiness meeting completed No info identified that 
would impact NRC ccrtilicatior> 

HUKILLHO Genera! Public Utilities Corp • GPU Service Corp 85/05/17 
THOMPSON, HU Division of Licensing 2pp 30533 076-30533 079 

8505280513 Staff requirements memo re Commission 650509 affirmation/ discussion & 
vote in Washington, DC re SECY-85 136, ‘ OpUona to Respond to Remand of Guard 
vs NRC," SECY-B5-140. "TMI 1 Restart Proceeding " & SECY-85-141, "TMI-t Re- 
start 

CHILK S J OfliCQ of the Secretary of the Commiss'on 65/05/17 PLAINE.HH Office 
of the General Counsel 2pp 30606 183 30606 185 

8505260213 Documents that seismicall/ qualified digital indication installed in control 
room for backup in core readout sys Review of environ qualification test repi for m 
core thermocouple cables & connectors corrplele 

HUK1LL,H D General Public Utilities Corp G PU Service Corp 85/05/21 STOLZJF 
Operating Reactors Branch 4 2pp 30571 286-30571 289 

8505260291 Forwards Rev 1 to 'TMI-I Prerequisite Program” & "TM1 1 Prerequisite 
Program Scope" Results of restart readiness review committee 850S09 meeting & 
listed mat readiness review meetings summarized 

HUKiiL,HD General Public Utilities Corp - GPU Service Corp 85705/21 
DENTOriH Office of Nuclear Reactor Regutahon, Director 3pp 30573 103- 
30573 142 

“8505280294 Rev 1 to "TMI-1 Prerequisite Program ” 

• General PubLc Utilities Corp GPU Service Corp 85/05/08 23pp 305'73 106- 
30573 128 

“8505280300 ‘ TMI-1 Prerequisite Program Scope" 

* General Public Utilities Corp - GPU Service Corp 85/05/21 14pp 30573129- 
30573 142 


-8505090459 Forwards info ro SALP input for Del 1982 - dan 1904 „ 

BELLAMY, R R Division of Engineering & Technical Programs 64/03/29 KEIMIG,n R 
Division of Project & Resident Programs 3pp 30248 307-30240 309 

-8311140081 Forwards NRR SALP input (or Oct 1982 - Sept 1903 Input prepared In 
accordance w/NRC Manual Chapter 0516 criteria Llcensoo performanco in nren oi 

V^NVU^tIj A^O^era^^^ 83/11/07, CONNER, E Region I.OIfico 

of Director 5pp 67044 018 67044 022 

8505020154 Forwards Insp Rept 50 289/85 02 on 850108-0222 & nolico of viofatior 
EBNETER.SD Region 1. OfftCB of Director 85/04/18 HUKILL.H D Ganornt Public 
Ulililies Corp • GPU Service Corp 2pp 30119 043-30119 057 


-8505020155 Notico of violation from insp on 050100 0222 _ 

• Region 1, Office of Director 85/04/18 4pp 30119 045 301 19 048 


-8505020188 Insp Rept 50-289/85 02 on 850108 0222 Violation notad Inslollatior^ 
clearance of main steam vent slack piping support insufficient to permit tnoimas 
growth & movement of piping w/o overslress ^ « r. j n 

MAHOLY.KA, DURR.JP Region 1. Office of Director 85/04/17 Opp d0110 049 
30119 057 


8505030169 Forwards Insp Rept 50-209/85 08 on 850208 0308 No violation notqii 
KISTER.H B Region 1, Office of Director 85/04/19 HUKILL.H D Gonoral Public Utili- 
ties Corp - GPU Service Corp 4pp 30144 157-30144 174 

-8505030182 Insp Rept 60-289/85 08 on 050208 0308 No violation or doviallc-n 
noted Major areas inspected rouline shutdown plant aclivJtios, Including atoam gonura- 
tor lube repair, lER review & licensee action on previous regulatory items 
CONTE.R, BAYNACK,W. YOUNG, F Region 1. Office of Director 85/04/17 14pp 
30144 161-30144 174 


8505210106 Generic Ur 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
rept 5 ♦ formats 

THOMPSON.H L Division of licensing 85/05/23 Consolidated Edison Co of New 
York Inc 20pp 30682 282 30662 301 

8505210131 Generic Lir 65 10 to all 8&W PWR licensees & applicants re Tech Specs 
for Generic Ur 83 2B Items 4 3 & 4 4 

THOMPSON.H L Diviscon of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 15pp 30670 335-30670 949 

8505310041 Apphcation for amend to License OPR 50, consisting of Tech Spec Change 
Request 144,revism9 Figure 6 2 due to admmislralive changes in plant engineering 
depi to improve organizational structure Fee paid 

HUKILL.H D Genera! Public Utilities Corp - GPU Service Corp 65/05/20 STOLZ.J F 
Operating Reactors Branch 4 5pp 30641 035 30641 040 

-650S310048 Proposed Tech Spec Change 144.fe./ising Figure 6 2 due to administra- 
tive changes in plant engineering dept to improve organizational structure 
* General Public Utilities Corp GPU Service Corp 65/05/28 lp 30641 040- 
30641 040 

8505310109 Submits results of steam generator hot test program per Amend 103 to Li- 
cense DPR so Leak rate of 0 5 gph wiJl be used as baseline once through steam gen- 
erator P/S leak rate when facility returned to operation 

HUKfLLHD Genera! Public Utilities Corp * GPU Service Corp 05/05/28 STOLZ.J F 
Operating Reactors Branch 4 2pp 30641 064 30641 065 


8504250452 IE Info Notice 85-034, "Heat Tracing Contributes to Corrosion of SlnSnicsn 
Steel Piping ’’ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 3011b ! 05 
30115 291 

8S04250455 tE Info Notice 85 035, "Failure of Air Check Valves to Seat '* Sve llbl enU 
JORDAN, EL Division of Emergency Preparedness & Engineering Rosponno 
830103) 85/04/30 Consolidated Edison Co of New York, fne 108pp 30115 0//- 
30115 184 

8605130216 Ack receipt of 850409 Itr informing NRC of stops taken to corroU vlnlalicns 
noted in Insp Rept 50 289/85 04 Corrective actions v/ill be verified in fuluru fiiop 
MARTIN, TT Region 1, Office of Director 05/05/06 HUKILL.H D Gorornl Public Uni- 
ties Corp - GPU Service Corp 4pp 30273 353-30273 363 

8505130331 Forwards Safety Insp Rep! 50-289/85 14 on 850401 04 No violations 
noted 

EBNETER.SD Region 1. Office of Director 05/05/06 HUKILL.H D Qofioral Pub\c 
Utilities Corp GPU Service Corp 4pp 30274 273-30274 286 

-8505130335 Safety Insp Rept 50-289/85 14 on 850401 04 No violations or davlntions 
noted Major areas inspected fire protocfion/ prevention program, including followup cF 
previous insp findings & program administration 

PULLANI.SV, ANOERSON.CJ Region 1, Office of Director 05/05/03 lOnp 
30274 277-30274 286 


Q. Inspection reports, IE Bulletins & correspondence 

8505990320 FOIA request for all memos written bv NRC during or since 1983 re listed 
LERs & TMI SALP rept 

BARFiELD.K Critical Mass Energy Project 64/07/23 FELTON.J Division of Rules 
and Records 6pp 30248 026 30246 033 

8505160276 Responds to FOIA request for alf documentation re SuppI 5 to NUREG 
0680 re evaluation of licensee mgl integrity affecting facility restart Forwards docu 
n^ents listed m App A Search continuing 

FELTON.J M Division of Rules and Records 84/09/12 DETJEN.J Philadelphia In- 
quirer. Philadelphia. PA 2pp 30451 212 30451 232 

-84'06I>7D379 Responds to request to address erroneous statements contained in util 
791205 submittal to NRC SlalQmenls,(f false, were mat! false statements 
CUNNINGHAM, GH Office of the Executive legal Director, 84/05/21 OIRCKS.WJ 
Office of the Executive Director for Operations 5pp 67359 071-6735D 075 

-8505160315 Informs that end analysis concludes that 791025 util response to notices 
of violation & proposed Imposition of civil penalties, if false, are mail false statements 
DIRCKS.WJ Office of the Executive Director for Operations 84/05/22 HAYES.0 0 
Office of Investigalion Ip 30451 219 30451 219 

8505170080 Partial response to FOIA request for NRC memos during or since 1983 re 
96 LERs or TMI SALP rept Documents listed in App A enci Documents listed m App B 
available in PDR Search for addi records confinuing 

FELTON.J M Division of Rules and Records 84/09/14 BARFIELD.K Critical Mass 
Energy Project 10pp 30473 318-30474 180. 

-8505170154 Notifies of trigger date of 630929 fo start writing of TMM SALP inputs, per 
Region f 821008 Instnjclion 0501 5 Input for SALP requested by 821 103 Annotation of 
SALP functional areas listed in end 

CONNER, EL Division of Project & Resident Programs 83/09/22 KEfMIQ.R,R Divi 
Sion of Project & Resident Programs 4pp 30474 132-30474 139 

-B505170372 Forwards SALP inpu! for Oct 1982 • Jan 1984 
BELLAMY, RR Region 1, Office of Director 84/03/29 KEIMIG.RR Division of 
Project & Resident Programs 3pp 30475 345 30476 354 


8505060418 IE Info Notice 84 52,Suppl 1, "Inadequale Matl Procurement Conirolsj on 
Part of Licensees & Vendors " 

JORDAN.EL Division of Emergency Preparedness & Engineering Rosponso IPoil 
830103) 85/05/00 Consolidated Edison Co of Now York, fnc IOdp 30615 338- 
30616 347 

8S0S1SO540 Ack receipt of 850415 ftr & 8100,000 in partial payment of civil ponallnja of 
$140,000 proposed by NRC 830722 Hr GPU sent partial payment of $40,000 w/ 
840002 Itr 

AXELRAD.J A Enforcement Staff 85/05/0B SMITH, F J Molronolitan Edison Co Poo 
30422 362-30422 363 

B505 150567 Ack receipt of 850415 Hr In response to 030722 nofico ol 
violation Corrective actions will be examined during future Insps 
AXELRAD.J A Enforcement Staff 85/05/08 CLARK, PR Gonoral Public Uliliiio^ 
Corp - GPU Service Corp 2pp 30416 362-30416 363 

8505130034 JE fnfo Notice 85 037, "Chemical Cleaning of Stoam Goneratora nt Mil*- 
Slone 2 " Sve list end 

“J Emsfosney Prepafednoss a Englnoering Rosponsn (Post 
830103) 85/05/14 Yankee Atomic tJeciric Co 4pp, 30840 272-30^9 014 . 

850S160047 Board Notification 85 054 forwards Exam Ropts 50 209/84-32 & 60-289/ 
64 09 re operator licensing exams Rep Is indicate that candidalos well nrepnrod for 
written & operational exams * ^ 

^ Division of licensing 85/05/14 PALLADINO. ROBERTS, ASSFL-^ 
STINE Commissioners 2pp 30671 358 30671 363 

”8505310404 Forwards Exam Rept 50-289/84-32 of oxam administered durinn nt 
841022 & 1112 & Exam Rept & 289/84 09 Consldefatlon fo^CrMS^^^ 
om mended 

STAROSTECKI.R Region 1, Office of Director 85/04/25 THOMPSON H L Divialrtri, 
of Licensing 1p 30671 360-30672 012, nuwroun.n u u-iviBlon. 

°®8504?5®^ J^orwarde Exam Rept 50-209/85 13 of exam adminislered during wk of 

KISTER.H.0. Region 1. OHlce of Director 85/05/15 HUKILL.H D. Qenoral Public Ul^St- 
lies Corp - GPU Servico Corp 2pp 30619 244-30619.203, ^uuiic uim- 
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”8505290159 Exam Ropt 50*2e9/85-13 on 050405 & 18 19 Exam resulls of Ihree can 
didatas examinGd,one roaclof operator & one senior reactor operator jicenso issued 
DUDLEY, N, KELLER.RM. KI^TER.H B Region 1, Office of Director 05/05/14 
37pp 30019 246 30619 203 

6505290163 Responds to violations noted in tnsp Rept S0'2ao/05 02 Corrective 
actions evaluation performed by contractor to assess effects of as built 
clearances Revised desiQn details for Support MS-310 issued & mod performed 
HUKILL,H D General Public Utilities Corp - GPU Service uorp 85/05/20 
MURLEyj E Region t , Office of Director 4pp 30590 076 30598 079 

850B20'0168 IE Info Notice 85 030, 'Loose Parts Obstruct CRD Mechanism “ 

JORDAN, E L Division of Emergen^ Preparedness & Engineering Response (Post 
830103) 05/05/21 Consolidated Edison Co of New York, Inc 4pp 30667 356 
30667 359 

850523'0413 Motion to reopen record for receiving addi info & holdpng evidentiary hear- 
ings re aliened cheatinn on emergency procedures review exam Licensee alfegod to 
have withheld evidence W/Certificale of Sve 

BRADFORD.L Three Mile Island Alert //286 097 85/05/22 Commissioners 6pp 

30531 306 30532 220 

”8505230423 Brief supporting 650522 motion to reopen record for receiving addI info re 
criminal conduct of licensee Licensee aliened to have withheld pertinent Info.rendering 
nor decisions incomptete W/Certlficato of Sve 

RADFORD, L Three Mile Island Alert 85/05/22 Commissioners 269pp 30531 312- 

30532 220 


R. Periodic operating reports & rotated corrospondonce 

8505100324 "Ecological Study of Susquehanna River Near TMI Nuclear Station, Annual 
Rept for 1984 " 

* tA Engineering, Science & Technology, Inc GPU42F 84/12/31 365pp 30264 001- 
30265 005 

6505100371 "1904 Radiological Environ Monitoring Rept W/850430 fir 
HEWARD,RW General Public Utilities Corp GPU Service Corp 84/12/31 

MURLEY.T E Region 1, Office of Director 237pp 3023B 001-30230 236 

8505290083 Monthly oporatinq rept for Apr 1905 W/8S0514 hr 
SMYTH.C W . HUKILL.H D General Public UtIJilies Corp - GPU Service Corp 05/04/ 
30 MCDONALD, WC Office of Resource Management, Director 7pp 30620 274- 
30620 280 

850E140539 Forwards "TMI Aquatic Study Monthly Rept for Mar 1985 " 

RESSLER.WC General Public Utilities Corp • GPU Service Corp 05/05/02 

HICKEY.C NHC - No Detailed Affiliation Given Ip 30390 346 30390 350 

”9506140540 "TMI Aquatic Study Monthly Rept for Mar 1905 " 

' EA Engineering, Science & Technology, Inc 05/03/31 4pp 30300 347-30390 350 


S, Reportable occurrences, LGRs & rofntod correspondence 

6505090329 Further response to FOIA request for all memos written by NRC dunnu or 
since 1903 re 96 LERs & SALP for TMI Forwards documents listerf in Apps A,B & 
C Docunnonts also placed In PDR 

FELTON, J,M Division of Rules and Records 84/10/02 BARFIELD.K Critical Mass 
Energy Project 6pp 30246 034-30240 046 

•8505090480 Informs of review of LERs from Oct 1 983 • Jan 1984 No significant addi- 
tions to original TMI 1 LER review offered 

SEYFRIT.KV Reactor Operations Analysis Branch 84/03/01 STAROSTECKI.R Divi- 
sion of Project & Resident Programs 1p 30240 310 30248 319 

8506010583 Forwards safety evaluation ro Technical Data Ropt 630, "Evaluation of 
Eddy Current Indications Ootected During 1984 Tech Spec insp*' indications due to 
initiation of new corrosion NUREG-1019 should romaln unchanged 
STOLZ,J F Operating Reactors Branch 4 05/04/17 HUKILL.H D General Public Ulil 
itiDs Corp - GPU Service Corp 4pp 30095 293-30005 302 

- 850 SOI 0585 Safety evaluation ro cause of steam generator tube defects idenllfiod 
during eddy current testing Current indications due to previously gxisling 
corrosion Adequate reactor coolant chemistry control maintained \ 

' Office of Nuclear Reactor Regulation, Director 05/04/17 6pp 30095 297- 
30095 302 

8505140416 Part 21 rept ro discrepancies in LImitorque actuator weights for votves sup 
plied to Bolfefonto Units 1 & 2 & Washington Nuclear Project Unit 1 List of affected 
valves end Listed 8&W designed plants notified of probtom 

TAYLOR.J H Babcock & Wilcox Co 85/05/08. TAYLOR. J M Diroclor’s Office, Office 
of Inspection and Enforcement Spp 30368 116 30368 120 


U Congressional/ Executive Correspondence 


8505290452 Submits slatomenl by Congressman Walker re rel made m 850522 public 
hearing on TMI-1 restart to poll released by Congressman Poll unscientific & shews 
district deeply divided over restart issue Served on 850528 

PLA1NE.HE OMice of Ihe General Counsel //2B5 155 85/05/24 PALLADINO, ROB- 
ERTS. ASSELSTINE Commissioners 1p 30590 353 30590 353 


V. Operator Examinations 

0S05160047 Board Notification 85 054 forwards Exam Repls 50 289/04 32 & 50 289/ 
84 09 re oporotor licensing exams Ropls indicate thal candidates well prepared for 
wrilton & operational exams 

THOMPSON.HL Division of Licensing 85/05/14 PALLADINO. ROBERTS, ASSEL- 
STINE Commissioners 2pp 30671 358 30671 363 

”6505310404 Forwards Exam Rept 50-289/64-32 of exam adminislerod during wks of 
641022 & 1 1 12 & Exam Rept 50-209/84-09 Consideration for board noliiication roc 
ommendod 

STAROSTECKI.R Region 1, Office of Director 86/04/25 THOMPSON.HL Division 
of Licensing Ip 30671 360 30672 012 

6506290163 Forwards Exam Ropt 50 289/85-13 of exam administered during wk of 
850415 

KISTER.H B Region 1, Office of Director 05/05/15 HUKILL.H D General Public Ulili 
ties Corp * GPU Service Corp 2pp 30610 244-30619 283 

-6505290159 Exam Rept 50 289/85 13 on 850405 & 18-19 Exam results of llireo can- 
didates exammeij.one reactor operator & one senior reactor operator license issued 
DUDLEY.N KELLER.RM, l<iSTER,H 0 Region 1, Office of Director 85/05/14 
37pp 30619 246-30619 283 

8506230413 Motion to reopen record for receiving addi info & holding ovidentiary hear- 
rngs ro alleged cheating on emergency procedures review examLfcenseo alleged to 
haver withhold evidence W/Certificale of Sve 

BRADFOno.L Three Mite Island Aterl ^f285 097 85/05/22 Commissioners epp 

30531 306-30532 220 

”6505230423 Brief supporting 850522 mallon to reopan record for receiving addi Info re 
criminal conduct of licensee Licensee allogecf to have withheld portinont info, rendering 
prior decisions mcomplGto W/Cerlificato of Sve 

BRADFORD, L Three Mifo Island Alert 85/05/22 Commissioners 269pp 30531 312 

30532 220 

0505290250 Discusses proposed rev to ficeriised oporator training program Rev includes 
formal written Job evaluations per 850503 partial initiDl decision Plan being developed 
& will be submitted within 30 days of partial initial decision 

LONG.R L General Public Utilities Corp GPU Service Corp 05/05/24 STQLZ.J F 
Operating Reactors Branch 4 Ip 30599 129-30599 129 

6505290625 Forwards licensee proposod evaluation plan for satisfying Board long term 
requirement to institute procedure for ovariialmg performance or trained operators in 
job selling after training for rev to training program W/svc list 
BAUSER.D Shaw, Pittman, Potts a Trowbridge //285 163 05/05/20 WAGNER, M 
Office of the Exocutivo Legal Oiroctor JOHDAN.W Harmon, Weiss a Jordan 
BRADFORD.L Throe Milo Island Alert 150pp 30615 162 30615 320 


DOCKET 60-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8605020179 Forwards Safety Insp Ropt 50 293/04-35 on 041107 09 No violation 
noted Demonslraled emergency rosponso actions adequalo 
MARTIN,! T Region 1. Office of Director 85/03/26 HARRINGTON.W D Boston 
Edison Co 2pp 301 10 092-30118 102 

”6505020107 Emergency Proparoefnesa Insp Rept 50 293/04 35 on 041107 09 No vio 
latron noted Major areas inspected observatian of licensee remedial drill performed on 
841108 

GORDON.cz, HARPSTER.TL Region 1, Office ol Director 85/03/22 9pp 
30118 094-30118 102 

8605020271 Forwards Safnguards Insp Rept 50 293/05 04 on 050204 00 No violation 
noted 

MARTIN,! T Redon 1, Office of Oiroctor 65/03/29 HARRINGTON.W 0 Boston 
Edison Co Spp 301 18 21 5 301 18 223 


T. Haaring transcripts on non-antltrust matters 


8B052300Z3 Transcript of Commission 850509 affirmation/dlscusslon & vole in 
WashInglon.DC Pp 1-5 

‘ CommlSbionors 05/05/09 9pp 30650 336 30650 344 


8505140 483 Forwards Pages 8 12 of transcript of Commission 850500 briefing in 
Washing ton, DC by AIF on slate of industry, per General Counsel review at Commis 
aloner Assolstlne request Served on B50514 

CLEMENTS.W L Docketing & Services Branch #285 976 05/05/13 Office of the 
Executive Legal Director 9pp 30374 210-30374 218 

8606160088 Reply opposing staff 850501 response to C Hualead renuesl for hearing re 
SVC as NRC-ficensed operator Pp 26,064-26,190 of transcrlpl of 811205 hearing in 
Harrisburg, PA & sve fist end 

BAUSER.D e Husted, C A BAUSER.D B Shaw. Pittman, Potts & Trowbridge #265 
on 85/05/14 Commissioners 22pp 30428‘313-30428‘334 


8505300372 Transcript of 0 Ritter 050522 statement on behalf of members of Congress 
urging conclusion of hearings Served on 850529 

RITTER, D, GAYDOS,JM, HENDON.B House of Rep #285 161 85/05/22. 6pp 
30629 009-30629 014 


”6505020279 Physical Protection Insp Rept 50-293/85-04 on 050204 00 No noncompli 
anco Of deviation noted, Major areas Inspected Bocunly plan & procedures, security 
program & audit Details withheld (ref 10CFR73,21 A 2 790) 

DUNLAP.JM, KEIMIG.R R Region 1. Offcco of Director 85/03/28 7pp 30118 217- 
30118 223 


G. Adjudicatory correspondence 


8505030504 Order extending time until 850517 for Commission to act to review Direc 
tor's Decision DD 05 5 Served on 850502 

HOYLE.JC Office of the Secretary of the Commission #205 820 05/05/01 Com- 
missioners 1p 30130107 30130*197 


J. Insurance & Indemnity Information 

6505170390 Forwards Endorsemonl 97 to NEUA Policy NF-18B & Endorsement 79 to 
MAELU Policy MF-SD 

STERN.D Marsh & McLennan, Inc 85/05/10 SALTZMAN,J Assistant Director for 
Stato A Liconsee Relations 3pp 30443 324-30443 326 
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P. Op«raling license stage documents & correspondence 

^505080139 Forwards Amend 87 lo License OPR-35 & safety evaluation Amend 
chan gas Tech Specs by reducing permitted ojivgen concentration in primary contain- 
ment during plant operation from max 5^o to max A^/o 

LEECH.PH Operating Reactors Branch 2 B5/04/22 HARRINGTON.WD Boston 
Edison Co 2pp 30196 104-30166 193 

-*8506060143- Amend 87 to License OPR 35, changing Tech Specs by reducing: permit- 
ted oxygen concentration in primary containment during plant operation from max 5 ®q 
to max 4% 

VASSALLO.DB Operating Reactors Branch 2 85/04/22 6pp 30186 186-30186 191 

-8505060147 Safety ovaluatiOTi supporting Amend 87 to License DPR 35 
* Office of Nuclear Reactor Regu!attor>, Director 65/04/22 2pp 30186 192- 
30166 193 

9505030019 Forwards request for addi info re responses to Generic Llr 8 3-26, 1 terns 
2 1.2 2 2,3 1 3.3 2 3 & 4 5 3 Info (or Item 4 5 3 requested wjlhin 90 days & wilhin 60 
days tor /emainPrtg items HL Thompson 850320 llr end 

VASSAILO.DB Operating Reactors Branch 2 85/04/23 HARRINGTON.W D 
Boston Edison Co 5pp 30163 294-30163 305 

65Q5070246 Documents Withdrawal of 650404 proposed change to Tech Spec 
37D2.duD to repair of Inboard sample line isolation Valve A0220-4 4 Proposed 
chango verbally withdrawn in 650404 lelcon 

HARRINGTON.W D Boston Edison Co 85/05/01 VASSALLD.OB Operating Reac- 
tors Branch 2 Ip 30180 192-30180192 

8504290442 Generic Ltr 85 07 to al! (^e/ating reactor licensees re Implemenlalion of 
integrated schedules for plant mods Svc fist encl 

7MOMP50N.H L Dwision o1 Licensing 65/05/02 Consolidated Edison Co o1 New 
York. Inc 22pp 30218 149 302 IB 170 

6SO52-08232 Application for amend to Lice rt so DPR SB.consrstiiig of Proposed Change 
85 03.revisiriq radiological effluent ^ environ monitoring Tech specs Justification encl 
HARRINGTCfN,WO Boston Edison Co 85/05/14 VASSALLO.DB Operating Reac- 
tors Branch 2 7pp 30460 071 30468 135 

-6505280266 Proposed radiological ETS re radiological effluent & environ monlloring 
‘ Boston Edison Co 85/05/14 58pp 30468 078-30468 135 

8505210287 Documents withdrawal reason for withdrawal of 350227 request for ex- 
emption from requi/ement that post-acddenl hydrogen monitors be capable of provid 
Irg data 33 minutes after ECCS initiation, per NUREG 0737.ttem li F 1 6 
HARRINGTON,WD Boston Edison Co 65/05/16 VASSALLO.DB Operating Roac 
tors Branch 2 Ip 30493 322 30493 322 

8505300861 Notification of 65Q529 meeting w/util ^n Bethesda.MD to discuss results of 
hy^dfogen wafer chemislry tesi & plans for future use 

LEECH.P H Operating Reactors B/anch 2 85/05/20 VASSALIO.D B Operating Re- 
actors Branch 2 2pp 30552 096 30652 -097 

8505208071 Submits addI response lo Gerveric Ltr 84-09, "Recombiner Capability Re 
quirements of 10CFRS0 44(c}(3K" requested during BS0319 & 26 telcens Backup In 
strumenl air sys operates automatically. 

HARRINGTON.W D Boston Edison Co 85/05/21 VASSALLO.DB Operating Reac- 
tors Branch 2 4pp 30572 141 30572 144 

8505290425 Ack receipt of NRC 850327 request for application fee for review of certain 
NUREG-0737 criteria, per uLi! 850227 submittal ChecK forwarded directty to GAO on 
850424 

HARRINGTON.W D. Boston Edison Co 85/05/21. DIGGS. RW License Fee Manage 
mant Branch 2pp 30592 180-30592 181 

8505210106 Gercnc Ltr 65-06 to all holders oi CPs & OLs re 10CFR20 408 terminal ion 
repls - formats 

THOMPSON.H L Division of Licensing 65/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30682 282 30682 301 


8505160425 Forwards Inap Repl 50 293/85 05 on 050319-21 No violation noted 
MAHTIN.TT Region 1. Office of Director 65/04/25 HARRINGTON.W D Boston 
Edison Co 2pp 30440 084 30440 080 

--8505160432 Insp Rept 50 293/05-05 on 650319 21 No noncomplianco noted Major 
areas Inspocled nonradiologtcal chemical program, including QC of analytic all 
measuraments.anatylical procedures.staffing & training 

ZIBULSKY.H, PASCIAK.WJ Region 1. Office of Director 05/04/23 3pp 30440 086- 
30440 088 

8504250452 IE Info Notice 65 034, "Heal Tracing Contributes to Corrosion of Stainless 
Stool Piping " Svc fist end 

JORDAN, fci Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc tO/pp 30115166- 
30115291 

65042504S5 IE Info Notice 85 035. “Failure of Air Check Valves lo Seal " Svc list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/30 Consofldafod Edison Co of New York, fnc lOBpp 301 15 077- 
30115184 

8505090372 Advises of Mealing 86 104 on 650329 w/ulil al region ofc re radio logicaJ 
improvemenl program Discussion indicates ulil mgt committed lo upgrading quality & 
implemonting radiological improvement plan 

MARTIN.TT Region 1, Office ol Director 85/05/03 HARRINGTON.W D Boston 
Edison Co 3pp 30223 212 30223 232 

-0505090376 Summary of Meeting 85-104 on 050329 w/ulil at region ofc re radiological 
Improvement program Meeting topics addressed at meeting listed Licensee actions 
will be reviewed ouring onsile insp 

NIMIT2.R L, PASC}AK.W J Region 1. OHice of Director. 85/05/03 Region 1, Office 
of Director 16pp 30223 215-30223 232 

8505060418 IE Info Notice C4-52,Supp) 1, ''Inadequate Mall Procuremonl Controls on 
Pari of Licensees & Vendors." 

JORDAN, E L Division of Emergency Preparedness & Englnaering Rosponso {PosI 
830103) 85/05/08 Consolidated Edison Co of New York. Inc 10pp 3061 5 330 
30615 347 

8505240130 Responds to NRC 850411 ltr re violations noted in Insp Rept 50 203/85 
03 Corrective actions on 8501 13, scram trips performed as part of Procedure 0M1 
3 Violation B denied re teslmg of APRM downscale rod block trips 
HARRINGTON.W D Boston Edison Co 65/05/17 STAROSTECKI.R Region 1. Office 
of Director lOpp 30554.133-30554 141 


R. Periodic operating reporla & related correspondence 

8605230002 ''Marine Ecofogy Studios Operalion of Pilgrim Station, Semiannual Rept 
25,1984 " W/e 50429 llr 

ANOERSON.R D , SCOTTON.L N . HARRINGTON.W D Boston Edison Co 04712/3t 
336pp 30539 064-30540 059 

8505240369 Monthly oporaling rept for Apr 1985 W/850513 (tr 
HAMILTON.? , HARRINGTON.W D Boston Edison Co 85/04/30 8pp 30562 051 
30562 058 


S. Roporlable occurrences, LERs & related correspondence 


8505230S21 LER 03-012/03L-0 on 830310.dur(ng ATWS channel survelllarco 
tes1,ATWS panel Indicator showed half trip when no trip signal applied Causocf by 
neon light indicators sensitive to spurious vollages Design change initiated W/830408 
ltr 

WHITNEY.GG , HARRINGTON.W D Boston Edison Co 83/04/08 2 pp 30540 137 
30540 138 


Q. Inspection reports. IE Bulletins & correspondence 

0SO6O2O179 Forwards Safety Insp Repl 50 293/84-35 on 641 107 09 No violation 
noted Demonstrated emergency response a c lions adequate 

MARTIN.TT Region 1, Office of Director 65/03/26 HARRINGTON.W D Boston 
Edison Co 2pp 30116 092 30118102 

-0505020107 Emergency Preparedness Insp Rept 50 293/04 35 on 841107-09 No vio- 
lation notfd Major areas Inspected observation of licensee remedial drill performed on 
641108 

GORDON.CZ, HARPSTER.TL Region 1. Of lice of Director 85/03722 9pp, 
30116 094-30118 102 


6505060507 LER 85 008 00, on 850331. HPCj turbine tripped on ovorspood & sys inopor- 
oble due lo blown rupture disc, broken snubber & two degraded base plates Caused 
by faulty HPCI control sys connector Connector & damaged parts replaced W/850420 
llr 

HAMILTON,? J , HARRINGTON.W D Boston Edison Co 85/04/26 3pp 30183 036 
30103 036. 

8505090612 LER 85 009 00 on 850404, reactor scrammed from 85% power as result ol 
turbine trip on high vibration signal Caused by inadequate lubrication of lurbino vibra- 
tion detector Lube oil orifice cleaned & detector replaced W/Q50502 ltr 
HAMILTON,? J , HARRfNQTON.W D Boston Edison Co 85/05/02 3pp 30232' 147- 

OflOflO -i Ad 


8S05020271 Forwards Safeguards Insp Rept 60 293785 04 on 850204*00 No violation 
noted 

MARTIN.TT Region 1, Offico of Director, 85/03/29 HARRINGTON.W D Boston 
Edison Co 2pp 30118-215 30118 223 


0505230204 LER 05-010-00 on 850412, two in series secondary containment isolation 
dampers would not fully close Caused by slippage in drive gears & cracking due lo 
aging & fal^uo Gears rqplacod W/65D510 ltr. 

BELmONTE.G Q , HARFTiNGTON.W D Boston Edison Co 05/05/10 3pp 30538 311- 
30538 313 


■6S05020279 Physical Protection Insp Rept 50 293/85 04 on BS0204 OB No noncompli- 
ance or deviation noted Major areas inspected security plan & proceduroa, security 
prograin & audit Details withheld (rof 10CFR73 21 8 2,790) 

bUNLAP.JM , KEIMIG.RH Region 1, Oflice of Director 85/03/20 7pp 30118 217- 
30118 223 


8505230253 PNO-1 85 037, on 8505 16, reactor shut down after ono of two diesel oenora- 
tOfS A one of four LPCI pumps found inoperable Cause not slated DIesol generator a 
roturnod to svc & LPCI pipe supports repaired 

MCBRIDE.M, TRIPP.L Region 1. Office of Director 65/05/17 Ip 30533 362- 
30533 362 


6605010455 Forwards Insp Rept 50-293/85 06 on 650305-0401 & notice of violation 
WENZINGER.EC Region 1. Office of Director. 85/04/25 HARRINGTON.W D 
Boston Edison Co, 2pp 30092.121 30092 136 

..0505010457 Noiico of violation from Insp on 850305-0401 
* Region 1. Office of Director. 85/04/25 Ip. 30092 123-30092-123 


8505290548 PNO-1 65 037A’on 8 50 5 2 3, reactor shutdown initialed due to lubricalinp oil 
drculallpn purnp motor topping on diesel generator Q Generator declared 
inqperabto Shutdown will be terminated after oil circulation pump motor replaced 
MCBRIDE.M, TRIPP Region 1, Office of Director, 05/05/23 Ip. 30593317- 


>•8505010462 fnsp Repl 50-293/85 06 on 850305-0401, Violation noted failure to per- 
form calibr of local range power monitor 8 to perform leakage test following main! on 
standby gas treatment sys filter 

JOHNSON, J, MCBRIDE.M. MANOLY.K Region 1, Office of Director 86704/23 
13pp 30092 124-30092 136, 


850529017:9 LER 85 011 OO.on 850424, two absolute pressure transmiUers discovered 
installed Inslead ol required gai^e pressure transmilters Caused by onqmeGnnQ 
overslnhl TransmiUers recallbr per Temporary Mod 85-27 W/050524 Hr 
SELMuNTE.Q G , HAHRINGTON.W D, Boston Edison Co 65/05/24 3pp 30598 052- 
30588 054 
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COCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security* medical, emergency & fire protection plans 

350528006B Partial response to FOfA request for cfocumenis produced under contract 
to NRC on reviews of PR As for listed plants Forwards App A documents Search con^ 
tinuing for add I records 

FELTON.J M Division of Rules and Records 04/10/1$ SHOLLY.SC Union of Con- 
cernod Scientists. 12pp 30630 001-30630 158 

-8306240360 Requests end draft review results of probabilistic safety study fire analy- 
sis from Sandia which will appear in draft Sandia/Broohhaven NUREQ/CR bo for- 
warded to licensee for assessment 

THADANI.A C Reliability & Risk Assessment Branch 83/06/20 VARGA.S Operating 
Reactors Branch 1 5pp 30631 354-30631 358 

6505130302 Rsv 4 to “Zion Generating Station Emergency Plan Annex ’■ 

• Commonwealth Edison Co 84/12/31 56pp 30275 117-30275 172 

6505030164 Rev 1 1 to "Offsite Dose Gatculalion Manual “ 

GALLE.D Commonwoatlh Edison Co 65/03/31 300pp 30109 292-30200 222 

650S020064 Forwards Physical Protection Insp Hepts 60 295/85 15 & 50-304/85-15 on 
650325 28 No noncompliancQ noted 

AXELSON.W.L Region 3, Of flea of Director 05/04/19 REED.C Commonweallh 
Edison Co. 2pp 301 1 9 1 26-301 19 129 

• 850B020074 Physical Protociion Insp Ropts 60-295/85-15 & 50 304/85-15 on 860325- 
28 No rioncompTiance noted Major areas injected rngl effectiveness, locks, keys & 
combinations A physical barriers - vital areas Details withheld (ref 10CFB73 21) 
□EUN0ER,JL, MADEDA.TJ, CREED,v| R Region 3, Office of Director 85/04/19 
2pp 30119,138-30119 129, 

8505100148 Forwards Revs 16,10 & 18 to Zion, Quad Cities & Dresden security 
plans, re spec lively Revs withhold (ref 10CFR73 21) 

FARHAR.D L Commonwealth Edison Co 85/05/02 KEPPLER Region 3, Office of Di 
rector Ip, 30245 314-30245 314. 

8505130363 Advises that B50S02 Rev 15 to physical security plan consistent w/provi 
slons of 10CFR50 54 (p) & acceplable 

AXELSON.WL Region 3, Offico of Director. 05/05/08 FARRAR.DL Commonwealth 
Edison Co. 2pp 30276 257-30275.258 

8505150413 Forwards Interim procedures to bring plant to hot shutdown given fire In 
main conIroJ room on remote shutdown panels & charging pump room heatup 
ani8lvsi9.per 850403 meeting 

LEBLOND.P.C Commonwealih Edison Co 85/05/09 DENTON.H.R Office of Nuclear 
Reactor Regulalion, Director Ip 30397 168 30390 027 

-6505160416 Revised fire protection procedurQS.includ!na Rev 2 to FOp-1, “Safe Shut- 
down Procedure for Fire in Mam Control Room" & Rev 0 to FOP-3, "HHR Pump 
Power Cable Repair.” Charging pump room heatup analysis end 

• Com non wealth Edison Co. 85/03/27 219pp 30307 169 30398 027 

8506160415 A<j vises of completion of review of applicable NFPA codes A Identification 
of signlficanl deviations, per utl! 840814 Itr Final resolution of deviations will involve 
correction or tustification A will be documented intornally 

LEBLOND.P 6 Commonwealih Edison Co 85/05/09 DENTON, H R Offico of Nuclear 
Roaotor Regulation, Director. Ip 30399.068 30399 066 

660B28O31O Forwards Safely Insp Repts 50-295/86-16 A 50-304/85 16 on 050402-29 
A notice of violation 

SHAFER,WD Region 3, Offico of Director 85/06/14 REED.C Commorjwealth 
Edison Co. 2pp 30580.344-30500 355. 

-8505260316 Notice of violation from insp on 850402-29 
SWAFER.WD Region 3, Office of Director 05/05/14 Ip 30580 346 30500 346 

-8505280323 Insp Ropts 60-295/85-16 & 60 304/05 16 on 850402-29 Violations 
noted no licensed or senior operator at controls of fueled power unit for 1 minute A 
aircraft fire detection sys Inoperable A not in accident mode 
WRIGHT, Q C, Region 3. Office of DIroclor 05/05/13 9pp 30500 347-30500 365 

B50 5290 168 Rev 9 to Emergency Plan Implementing Procedure EPIP 550 2, “General* 
fag Station Emergency Plan Von, Environ Emergency Kits A Emergency Operations Fa- 
cility RadiofogicarEquipmenl.*' 

• Commonwealih Edison Co. 05/05/14. 13pp. 30597 115-30597 126 

8505230408 Responds to NRC 850402 Itr re weaknesses noted in tnsp Reals 60-205/ 
86 08 A 60-304/86-09 Corrective actions Chemistry Procedure 701-2 for dilulod post- 
Bccldenl RCS sample revised 

FARRAR.DL. Commonwealth Edison Co 85/05/15 KEPPLER,JQ Region 3, Office 
0 l Director 3pp 30531:059-30531 061 

8505280189 Forwards Insp Repts 60-254/85-13,50-265/85 14,50-295/85-19. 50 304/ 
85-20,60-373/85-15,60-374/06-15,60 464/05-20 A 60 455/85-14 on 050425 A 
0503, No noncompliance identilied 

PAPERIELLO.C J. Region 3, Office of Director 85/06/21. REED.C, Commonwealth 
Edison Co 2pp. 30671310-30571 318. 

-'&505280221 Insp Repts 60-264/85-13, 50-265/05-1 4,50-295/85 19, 50-304/05-20,50- 
373/65-1 6,50-374/85-1 5,50 464/05 20 A 50-455/85-14 on 850425 A 0503.No viola- 
tion s or deviations identified. Areas Inspected radiological environ program 
OESTMANN.M J, Region 3, Office of Director 85/05/11 7pp 30571 312-30571.318 

0505299853 Forwards "Exercise Root, Zion Nuclear Power Station, Commonwealth 
Edison Co Joint Exercise,” of 850306 exercise Deficiency noted lor Lake County, IL 
KRIMM.R.W. Federal Emergency Management Agoncy 85/05/23 JORDAN.E L Divi- 
sion of Emergency Preparedness A Engineering Response (Post 030103), Ip 
30599-134-30599.209 

>41505290365 "Exercise Rapt, Zion Nuclear Power Slation.Commonw 0 Olth Edison Co 
Joint Exercise,” of 860306 exercise. 

’ Federal Emergoncy Management Agency 85/04/30 75pp 30599.135-30599 209 


J. Insurance A Indemnity information 

0505210410 Forwards Endorserrents 16 & 17 to NELIA Policy NF-277. Endorsements 
167,35 a 74 to NELIA Policies NF'43.NF-253 A NF-201,respec1ivGly, Endorsements 
06.87 A 88 10 NELIA Policy NF-tO? & Endorsements 9 A 10 to MAELU Policy MF- 
114 

OSTER.J Commonwealih Edison Co 85/05/17 SALTZMAN.J Assislanl Director for 
State A Licensee Relations I7pp 3049B 359 30499 013 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

8605230001 Partial response to FOIA request for records contained in 15 FIN 
files Forwards documents listed In App E Search continuing 
FELTON, JM Division of Rules and Records 84/10/02 SHOLLY.SC Union of Con 
corned Scientists 17pp 30567 001-30557 019 

-8505230199 Hrghliohls issues A questions raised al 820128-29 meeting ro facility 
PRA Basis for NRC questioning of PRA study given Discussion of questions & issues 
one! 

BALDEWICZ.WL ACRS Advisory Commiltee on Reactor Safeguards 82/02/18 
BENDER, M . KERR,W , OKRENT.D ACRS Advisory Commllleo on Reactor Safe 
guards 14pp 30559 214-30559 227 


P. Operating license stage docurnents A correspondence 

8505200001 Further response to FOIA request that records re 16 listed FIN files bo 
made available in PDR App C & D records available In PDR Review continuing 
FELTON.JM Division of Rules and Records 84/09/20 SHOLLY.SC Union of Con 
cerned Scientists 12pp 30503 072-30503 083 

-8505200133 Requests reprogramming of listed FY83 funds due !o changes in schod 
ule of severe accident activities Revised project Identification summary one! 

BOYD.S M. Division of Systems Integration (post 8110-05) FIN A'3712 03/07/26 
PUNCHES, J. Planning & Program Analysis Staff 10pp 30503 219 30503 228 

6505230001 Partial rosponso to FOIA request for records contained in 15 FIN 
titos Forwards documents listed In App E Search continuing 
FELTON,JM, Division of Rules and Records 04/10/02 SHOLLY.SC Union of Con 
cerned Scionlisls 17pp 30557 001-30557 010 

-8302020220 Forwards sId order for DOE work "Safety Evaluation of Coro Moil 
Accidents Indian Point OR a Zion-OR," providing addi funding for FYfl3 
MATTSON.RJ Division of Systems Integration (post fi 1 1 005) FIN A-3712 03/01/24 
OGEKA.GJ Energy, Dept of Ip 30559 260-30559 262 

-8302020229 Sid order for DOE work "Safety Evaluation of Coro Melt Accidents Indian 
Point OR A Zion OR.” issued to BNL 

MATTSON.RJ Division of Systems Integration (post 811005) FIN A 3712-3 83/01/ 
24 2pp 30559 261-305501262 

-8300160343 Forwards sid order for DOE work "Safely Evaluation of Core- Melt 
Accidents, Operating Reactor Reviews for Indian Point A Zion " 

MATTSON.RJ Division of Systems tnlegrallon (post 811005). FIN A 3712 03/08/04 
OGEKA,GJ Energy. Oopl of Ip. 30559 269-30559 272 

-8308150350 Std order for DOE work “Safely Evaluation of Coro Melt 
Accidents, Oneraling Reactor Reviews for Indian Point A Zion,” awarded to BNL 
MATTSON.RJ Division of Systems fnlegratlon (post 811005) FIN A-3712 3 83/08/ 
04 3pp 30559 270-30559 272 

-6505230202 Requesls DNL proposal for technical assistance under FIN A 3712, 
“Safety Evaluation of Core Melt Accidents Indian Point Oporaling Reactor A Zion Op- 
erating Reactor " Slalom onl of work end 

MATreON.R J Division of Systems Integration (post 011005). FIN A 9712 82/11/20 
OGEKA.GJ Energy. Dept of lOpp 30559 228-30550.245 

-8506230213 Project A budget proposal for NRC work "Safely Evaluation of Core Moll 
Accldents.Indfan Point Operating Reactor A Zion Operating Reactor” 

PRATT.T Brookhavon NationQl Laboratory FIN A-3712 82/12/03. MEYER.J NRC ♦ 
No Dotaited Affihalion Given 8pp. 30559,246-305 59'253 

-8505230229 Forwards std order for DOE work "Safely Evaluation of Coro Moll 
Accidents lr;dian Point Operating Reactor A Zion Operating Reactor," accepting BNL 
021 203 proposal A providing funds to begin work. 

MATTSON.RJ Division of Systoms Intogralion (post 811005) FIN A-3712 82/12/30 
OQEKA.G J. Energy. Oopl of 2pp 30559 254-30550 255 

-8S05230236 Sid order for ODE work "Safely Evaluation of Core-Moll Accidents' Indian 
Point Opera ling Reactor A Zion Operating Reactor " 

MATTSON.B X Division of Systems Integration (post 011005) FIN A 3712. 82/12/30 
3pp 30569'256 30559.258 

“8505230249 Forwards exocuted std order for DOE work. “Safely Evaluation of Coro- 
Mett Accidentsilniflan Point Oporaimg Reactor A Zloni Operating Reactor " 

OGEKA.QJ Energy, Dopt. of FIN A-3712 83/01/10 DANDOIS.D.B. Division of Ac- 
counting A Finance Ip. 30550 259-30559-259. 

-8605230286 Forwards executed aid order for DOE work, "Sofoly Evaluation of Coro- 
Moll Accldents'lndfan Point Operating Reactor A Zion Operating Reactor" 

OGEKA.GJ Energy, Dept, of FIN A-3712 83/02/10 DANDOIS.DB Division of Ac- 
counting A Finance ip 30550 263-30559 263 

“8506230295 Forwards DOE 030225 notice oi closeout disposilion of equipment for 
FIN A-3302.RGquGsta concurrence w/transfer of equipment to FIN A 3712 
GRENIER, a.L Technical Support Branch FIN A 3392, 83/03/14 TING.P NRC • No 
Detailed Affiliation Given, ip 30550 264-30550:264. 

“8605230305 Forwards property certification of equipment purchased under FIN A- 
3392 Disposilion instructions requested by 830315 

OQEKA,G J. Energy, Dept of FIN A 3392. 83/02/25 MATTSON.RJ Division of Sys 
terns Integration (post 81 1005) 2pp. 3 0558 -265-30 559-266 
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-850523D320 Requests reprogrammirg q( funds from FINs 8-8625 & B B634 to FINs A- 
3712 & A3711 

BOYD.S Division of Systems Integration (post 811005) FIN A-371t 63/07/26 
FUNCHES.J Tectinical Support Branch 2pp 30559 267-30559 268 

-8505230348 Forwards executed sId order for DOE work ''Safety Evaluation of Core- 
Mslt Accidents Indian Point Operating Reactor & Zion Operating Reactor”' 

OQEKA.GJ Energy. Dept of FIN A-3712 83/08/26 DANDOFS.DB Division of Ac- 
counting & Finance Ip 30559 273-30559 273 

-8505230359 Forwards std order for DOE work "Safety Evaluation of Core* Well 
Accidents Operating Reactor Reviews for Indian Point & Zion." providing funds for 
work during Oct 1903 

MATTS0M;R J Division of Systems Inlegration (post 811005) FJN A-3712 83/09/02 
OQEKA.GJ Energy, Dept of 1p 30558 250-3055B 25B 

-8505230395 "Safety Evaluation of Cere Welt Accidenis Indian Point Operating Reactor 
^ Zion Operating Reactor ” monlhty highlights for Jan 1984 

KATO.wV Brooknaven National Laboratory FIN A 3712 84/02/13 LVON.W Reac- 
tor Systems Branch 12pp 30559 280 30559 291 

-8505230372 Std order lor DOE vrork "Safety Evaluation of Coro-Mell 
Accidents Operating Reaclor Reviews for Indian Point & Zion,” issued to QNL 
MATTSON, RJ Division of Systems Integration (post 811005) FIN A 3712 3 83/09/ 
02 3pp 30558 259*30558 261 

-8505230334 forwards executed std order for DOE work "Safety Evaluation of Core- 
Melt Accidents Operating Reactor Reviews for Indran Point & Zion" W/o end 
GGEKA,GJ Energy. Dept of FIN A-3712 83/09/14 DANDOiS.DB Division of Ac 
cou rating & Finance 1p 30550 262 30558 262 

-8505230401 Forwards std order for DOE work "Safely Evalualron of Core Melt 
Accidents Operating Reactor Reviews for Indian Point & Zion,” providing addi funding 
to complete work in Oct 1S83 

MATTSON.ftJ Division of Systems Integration (post 811005) 83/10/20 OQEKA.GJ 
Energy, Dept of 1 p 30556 263*30556 263 

-8505230443 Sid order for DOE work "Safoty Evatuatfon of Core Melt 
Accidents Operating Reactor Reviews for Indian Point S Zion,” issued to BML 
MATTSON, RJ Division of Systems Integration (post 811005) FIN A-3712 4 83/10/ 
20 3pp 0055B 264-3055B 266 

-8505230464 Forwards executed std order for DOE work "Safely Evaluation of Core- 
Melt Accidents Operating Reactor Reviews for Indian Point & Zion " 

OQEKA.GJ Energy, Dept of FIN A 3712 83/11/16 DANDOIS.DB Division of Ac- 
counting A Finance Ip 3055B 267-30550 267 

-8585230462 "Safety Evaluation of Core-Melt Accidents Indian Point Operating Reactor 

5 Zion Operating Reactor," monthly highlights lor Jan 1983 

* Brookhaven National Laboratory FIN A-3712 83/01/31 Reactor Systems Branch 
2pp 3055B 268-30558 269 

-85Q523051B "Safety Evaluation of Core Melt Accidents Indian Point Operating Reactor 

6 Zion Operating Reactor,” monlhty hcghlighls for Feb 1983 

* Brookhaven National Laboratory FJN A-3712 83/02/28 Reactor Syslems Branch 
2pp 30558 270 30568 271 

-8505230547 '■‘Safety Evaluation of Core-Melt Accidents Indian Point Operating Reactor 
8 Zion Operating Reactor," monlhly highlights for Mar 1983 

* Brookhaven National Laboratory FIN A 3712 83/09/31 Reactor Systems Branch 
3PP 30558 272-30558 274 

-8505230582 "Safety Evatuation of Core-Melt Accidents Indian Point Operating Reactor 
8 Zion Operating Read or,” monthly highlights for Apr 1983 

* Brookhaven National Laboralory FIN A*37t2 83/04/30 Reactor Systems Branch 
3PP 30558 275-30558 277. 

-8605230573 "Safety Evaluation of Core-Melt Accidents Indian Point Oparafing Reactor 
8 Zion Operating Reaclor,” monthly highlights for May 1 983 
KATO.WY Brookhaven National laboralory FIN A 3712 B3/0B/16 MEYER.JF Re- 
actor Systems Branch 7pp 30556 278 30558 284 

-6505230586 "Safety Evaluation of Core-Melt Accidents fndian Point Operating Reactor 

5 Zion Operatino Reactor," monlhly highlighls for Juf 1983 

' Brookhaven fvahonal Laboratory FIN A 3712 83/07/31 Reactor Systems Branch 
2pp 30555 285-30550 286 

-8505230593 "Safety Evaluation of Core Melt Accidents Indian Point Operating Reaclor 

6 Zion Operating Fieaclor,” monlhly highlighls for Aug 1983 

* Brookhaven Nakcinal Laboratory FIN A-3712 83/08/31 Reactor Systems Branch 
2pp 30558 287 30558 288 

"8585230599 "Safety Evaluation of Core Well Accidents fndian Point Operaling Reactor 
& Zion Operating Reactor," monlhly highlighls for Oct 1983. 

KATO.WY Brookhaven National Laboralory FfNA-37t2 83/11/17 LYON.W Reac 
tor Syslems Branch 4pp 30558 289 3055B 292 

-8505230612 "Safety Evaluahon of Core-WGlI Accidents Indian Pornt Operating Reactor 
& Zion Operating Reaclor," nrionlhly highlights for Dec 19S3 
KATO.WY Brookhaven National Laboratory FIN A-3712 84/01/16 LYON.W Reac- 
tor Systems Branch 4pp 30558 293 30558 296, 

8506280066 Partial response to FOIA request for documents produced under contract 
1o NRG on ravjows of PRAs for listed plants Forwards App A documents Search con 
tJnuing for addl records 

FELTONJM Divispon of Rules and Records 84/10/15. SHOLLY.SC Union of Con- 
cerned Scientists. '1 2pp 30630 001-30630 1 58 

-81010S0037 Responds to 801126 memo requesting consequence calculetions for re- 
lease sequences w/S w/o fodmes in release Div of Sys Integration can perform CRAG 
runs & proposes using WASH-1400 evacuation model & parameters.excopt for evacu 
all on limit 

KREGEfl.WE Assistant Director for Radiation Protection 80/12/12 ERNST, ML As- 
sistant Director for Technology Re vrew 2pp 30630'205-30630 209 

-3110300023 Fonvards Div of Safety Technofegy evalualfon of auxiliary feodwater Tech 
Spec out of SVC limes & contribution to sys unavalf ability .Three-day malnt outage rec- 
ommended (o reduce relaxed schedule permitted w/T-day outage 
EHNST.ML. Division of Safety Tachnofogy 61/10/20. NOVAK, T.M Assistant Director 
for Operaling Reactors 13pp 30630 262-30830.264 


-8202110243 Forwards review comments re struclurat area of facility probabilistic safety 
study 

KNIGHT, JP Assistant Director for Comp & Structures Engineering (Pro 830201) 62/ 
01/25 ERNST.M, Assistant Director for Technology Review 3pp 30631 024 
30631 026 

-8301270522 Recommends pnorilizalion of issue re probability of core melt due to 
component cooling water sys failures m determining resources to be expended & 
schedule for resolution 

THADANi.A Reliability & Risk Assessment Branch 83/01/19 MINNERS.W Safely 
Program Evaluation Branch 5pp 30631 193 30631 197 

-84Q4110522 Forwards risk evaluation reptWork performed per TMI Action Plan Item 
IJ B 6, "Risk Reduction for Operating Reactors at Sites W/HIgh Population Densities” 
HOUSTON.R W Assistant Director for Reactor Safety 84/03/28 ROWSOME.F As 
sistant Director for Technology Review 42pp 30632 298 30632 339 

-8405230009 Advises that Reliabiiily & Risk Assessment Branch in process of comptet- 
mg review & offering recommendations re reactor coolant pump seal cooling 
THADANI.A Reliability & Risk Assessment Branch 84/05/15 PARR.O Auxiliary Sys- 
tems Branch Ip 30631 198-30631 198 

-8605280367 Responds to TM Novak 020202 memo re use of PRA for ether 
plants PRA can be used to identify structures & components which contribute sub- 
stantially to risk, examine cost-benefit of upgrading of structures & establish criteria 
CHOKSHI.N NRG - No Detailed Affiliation Given 82/02/05 SCHAUER.F NRG - No 
Detailed Affiliation Given Ip 30631 051-30631 053 

-8605280428 "Review of Zion PRA Seismic Analysis, " presented at ACRS Subcommil- 
leo 820325 & 26 meetings Related correspondence end 

* Jack R Benjamin & Associates, fnc 82/03/26 27pp 30631 054-30631 061 

-8505280444 Forwards “Risk Estimation Gommenlary on Zion Probabilistic Safely 
Study " Info on preferred way of referencing NRC support roquested 
EASTERLING.R G Sandia National Laboratories 02/07/21 iHADANI.A ReliabISily & 
Risk Assessment Branch Ip 30631 086-30631 086 

-8505280447 "Risk Estimalion Commentarv on Zfon Probabilistic Safety Study " 
EASTERLING, R Sandia National Laboratories 82/07/21 42pp 30631 087- 
30631 128 

-8505280519 Forwards NED & SMIRT papers.par 830617 tel con Sensitivity studies re 
effect of acceleration truncation on seismic core melt probability complete Enel table 
shows that effect minimal W/o referenced papers 

RAVfNORA.M K Structural Mechanics Associates 83/06/20 REITER.L NRC ■ No 
Detailed Affiliation Given 2pp 30631 348-30631 349 

-8505290116 Comments on several draft repts re co n I ainment /source term/ conso- 
Quence calculations by BNL Repts described as WASH-1400 base case Calculalions 
do not reflect any new source term Info Reevaluation appropriate 
BERNERO.n M Accident Source Term Program Office 83/09/12 MATTSON, R Divi- 
sion of Systems fntegration {post 811005) 3pp 30632 295-30632 297 

8505^90565 Partial response to FOtA request for documents re 15 FINs Forwards App 
F & icumsnts Documents also available in PDR 

FELTON.JM Division of Rules and Records 84/11/19 SHOLLY.SC Union of Con 
corn Gd Scientists 3pp 30258 301-30261 242 

-8505090589 Draft "Risk Evaluation & Insights ” 

* Reliability & Risk Assessment Branch 84/02/29 112pp 30259 028-30259 149 

8505030667 Second corrected notification of 8S0S02 mealing w/util in Belhosda.WD to 
discuss safety assurance program & mods to 800229 confirmatory order for 
facilities Meeting originally scheduled on 850410 Agenda end 
NORRIS, J A Operaltng Reactors Branch 1 85/03/25 VARGA, S A Operating Reac- 
tors Branch t lipp 30160 285-30160 296 

8505060160 Ack receipt of NRC 850422 Itr informing that appeal will be handled per 
10CFR2 206 & immodiala action will not bo taken per Rehm 850220 IjrUse of faulty 
volumelnx leak rate computer program should be suspended 
REYT6LATT,Z V Warren Wilson College, Swannanoa, NC 86/04/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 30157 332-30157 332 

6505130322 Provides revised list of plugged steam generator tubes due to addI inefica- 
tion found fn Steam Generalor 1C during reovalualion of oddy current data 
GRAESSER.KL. Commonwealth Edison Co 85/05/01 KEPPLERJ.G Romon 3. 
Ofirce of Director Ip 30275 206 30275 206 

8604290442 Generic Llr 85 07 to all maerating reactor licensees re impfe mentation of 
integrated schedules for plant mods Sve list end 

THOMPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co of Now 
York. Inc 22pp 30218 149-30218 170 

8505160201 Forwards safety evaluation re util 831105 response to Generic Ltr 83 
28.Uem 1 1, "Post-Trip Review” Response does not meal guidelines in listed 
areasjncfuding method & criteria of comparing event w/ejmected plant performance 
VABGA,SA OpBratinp Reactors Branch 1. 05/05/03 FARHAR.D L Commonwopllh 
Edison Co 3pp 30450 177-30450 185. 

--8506 160205 Safely evaluation re util 831105 response to Generic Ltr 83-20, Item 1 1, 
"Post-Trip Review” Acceptable responses to listed deficiencies required before NRR 
can complete review o1 Ircensea post-lrip review program & procedures 

* Office of Nuclear Reactor Regulation, Director 65/05/03 6pp 30450.160* 
30450 105 

8505280563 Forwards Amends 60 & 78 to Licenses DPR-39 & DPR-48, respectively & 
safety evaluation Amends change Tech Specs to revise adions required in event of 
Inoperable rod due to rod urgent failure 

NORRIS,J Operating Reactors Branch 1, 85/05/13 FARRAR.DL Commonwealth 
Edison Co 2pp 30606121-30606*131 

"8505280566 Amends B8 & 78 to Licenses DPR-39 & DPfl-4a, res pec lively, changing 
Tech Specs to revise actions required In event of Inoperable rod due to rod uroenl 
failure ® 

VARGA, S A Operaling Reactors Branch 1 85/05/13. 7pp. 30606:123-30606.129 
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»BS0S28Q569 Safety ovalualion supporting Amends 68 & 78 to Liconsos DPR-39 & 
OPR-4&,rospGclively 

• Office of Nuclear Reactor Regulation, Director 85/05/13 2pp 30B00 130 
30636 131 

850-8220042 Forwards response to 050315 request for acfdl Info on Generic Ltr 83 
20, Items 2 1 & 2 22 re vendor Interface program for reactor tnp sys components & 
NUPAC program, respectively 

ALeXANDER.G Commonwealth Edison Co 85/05/20 DENTON, H R Office of Nude* 
a/ Reactor Regulalion, Director 3pp 30518 310*30518 338 

-9505220046 Rev 0 to Procedure ZAP 6*52 5. “Zion Station Equipment Technical Info 
Control Program ” 

Com monweahh Edison Co 85/04/27 20pp 30518 313-30518 338 

6505296346 Advises of no adverse findings, based on review of proposed Tech Spec 
amend re revised ECCS analysts 

PARKE n.MC Illinois, Stale of, Dopt of Nuclear Safely 05/05/20 DENTON,H R 
Office of Nuclear Reactor Regulalion. Director 1p 30596 149-30596 149 

6505210106 Generic Ltr 05 00 to all holders of CPs & OLs re 10CFR20 400 termination 
ropis - lorxnals 

THOMPSON,H I Division of Licensing 85/05/23 Consolfdaled Edison Co of Now 
York, Inc 20pp, 30602 202-30602 301 

8505210122 Gonoric Llr 85 09 to all Weslinghouse PWR liconseos & applicants re Tech 
Specs for Generic Llr 03 28 Item 4 3 

THOMPSON, H I Division of Licensing 85/05/23 Yankee Atomic Efectric Co 17pp 
50671 334 *30671 ‘350 


0, lnsp«c1lon reports, IE Bulletins A correspondence 


956S020064 Forwards Physical Protection Insp Repts 50*295/85 15 & 50*304/85-15 on 
6 60326-2 8. No noncompllance nolod 

AXELSON.WL Region 3, Office of Director 05/04/19 REED,C Commonwealth 
Edison Co 2pp 30fl 9 126-30110.120 

-9505020074 Physical Proloclion Insp Repts 50 205/85-15 & 50-304/85-16 on 850325 
28.No noncompliance noted Major areas inspected mat e f feci i von ess, focks, keys & 
combhations & physical borrlors ■ vital areas Delails wMhneld (ref 10CFR73 21) 
BELANGER,JX., MADEDA.TJ, CREED, JR Region 3, Office of Director 85/04/10 
2pp, 30110.126 301 19- 120 

Q50425045S IE fnlo Notice 85 034, “Meal Tracing Contributes to Corrosion of Stainless 
Sisel Piping" Svo list end 

JORDAN, &L Division of Emergency Proparodnass & EngirxoGfing Response (Post 
830103)', 85/04/30 Consolidated Edison Co of New YorK, Inc f07pp 30115 185 
30115291. 

9504250455 IE info Notice 85*035, "Failuro of Air Check Valves (o Seat " Svc fist end 
JORDAN, BL Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/04/30 Consolidated Edison Co of New YorK, Inc fOOpp 30115 077* 
30115104 

9 SO 506041 B IE fnfo Notice 04*62, SuppI 1, "Inadequate Mall Procurement Controls on 
Pari oi Llconsoes & Vendors " 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/05/00. Consolidated Edison Co. of New York, Inc lOpp 30615.330 
30615.347 


B50S1S0309 Informs lhal three technical bulletins & nine data lira reviewed In Fall 
1984, In responso to Generic Llr 03 20, “Roquirod Actions Based on Generic fmpllca- 
lions of Salem ATWS Events " Item 3 2 closed 

LEOLONO,PC. Commonwealth Edison Co 85/05/10 DENTON, HR Office of Nuclear 
Roaclor Rogulation. Director, Ip. 30399 015 30300.015 


6505150302 Forwards proposed Rev 4 to inservico insp program for first 10 yr Interval 
re roll of from hydrostatic pressure test under IWA*S244(a) in burled piping soclions of 
sv a water sys Testing under IWA-5244(c) proposed 

LEflLOND,P C. Commonwealth Edison Co 85/05/13 DENTON, H R Office of Nudoar 
Reactor Regulation, Director. 2pp. 30300 030-30309 03 1 


9605130034 IE Info Notice 85 037, "Chemical Cfeaning of Steam Generators at Mill 
atone 2." Svc list end 

JORDAN, E L Division of Emorgency Preparedness & Engineering Response (Post 
830103), B5/05/ 14. Yankee Atomic Electric Co 4pp 30040.272-30049 014. 


0505280189 Forwards Insp Repls 50 254/85 13.50 265/05 14.50-295/85 19. 50 304/ 
65-20,50-373/85 15,50 374/85 15,50 454/85*20 & 60 455/85*14 on 85042S & 
0503 No roncomplianca rdenlilled 

PAPERIELLO.C J Region 3. Office of Director 85/05/21 REED.C Commonwealth 
Edison Co 2pp 30571 310 30571 310 

-8505200221 Insp Repts 50 254/85-13,50-265/85 14,50 295/85-19, 50 304/05-20,50 
373/85-15,50 374/85 15.50 454/05 20 & 50 455/05-14 on 860425 & 0503 No viola- 
tions or dovialions identified Areas inspecled radiological environ program 
OESTMANN.MJ, SCHUMACHER.M C Region 3. Office o1 Director 85/05/11 7pp 
30571 312-30571 318 

6505310323 Confirms plans for 850624 meeting in MarsolllesJL to discuss licensee rcg 
ulalory improvomenl program sialus,por 050513 discussion between D Farrar & N 
Chnssotimos 

NORELIUS.CE Region 3, Office of Director 85/05/24 REED,C Commonwealih 
Edison Co Ip 30642 176-30642 176 


R Periodic operating reports & related correspondence 

a50'6070251 Erralfl to Part 3 of 1984 annual operating rcpl re results of environ radio 
logical & meteorological monitoring W/8504ia llr 

STEPHENSON, B B Commonwealth Edison Co 04/12/31 KEPPLER,JG Regions, 
Office of Director 2pp 30205 249 30205 250 

6505150533 Monthly operating repts for Apr 19B5.W/G50503 llr 
AUSTIN.G , GRAESSER.K L Common wealth Edison Co 05/04/30 12pp 30412 297- 
30412 300 


S. Reportable occurrences, LERs & related correspondence 

85050B0092 LER 85 013 00 on 0504 02, reactor caviN inadverlonlly diluted during ECCS 
full flow tost Refueling water storage tank (RWST) level will be recorded every shift 
when shut down & RWST sampled weekly & bofore full flow test W/850S02 llr 
TIEMANN,JA, QRAESSER.KL Commonwealth Edison Co 05/05/02 4pp 
30220 224-30228 227 

8505210070 LER 05 012 01 on 8503 29, during QA audit exit, fire hoso hydroslatlc pres 
sure tests performed improperly Caused by procedural error Procedure PT-203 revised 
& retesting of all fire hoses in progress W/0505 08 ltr 

DOYCE.T,, QRAESSER.KL Commonwealth Edison Co 85/05/00 3pp 30511 193 
30511 195 

6605230427 Part 21 rept re Incorrect short time delay band lover Inadequaloly Installod 
in low voltage K-fino circuit breaker eleclromeohanlcal overcurrenl trip device Visual 
insp to determine if correct lever Installed recommended 

KAISER, A F Brown Bovori Corp (subs of Brown Bovori & Co, Ltd) 05/05/13 
DEYOUNG, RC Director's Office, Office of Inspeclion and Enforcement 6pp 
30531 223-30531 228 

8505290619 LER G5 015 00 on 85041 7, excess letdown HX relief valve lifted & remainiod 
open Caused by misposilionod norzio rings Valve reset W/0505 17 llr 
BOERGER.J, GrAeSSER.K.L Commonwealth Edison Co 05/05/17 3pp 
30617 257-30617 259 

6S0530P192 Part 21 rept re heat numbers to bo added S rfoletod from Sublist Shoot 
A, based on review of NRC 850424 Hr 

KALE.D R Gonnoy Forgo 06/06/24. ANDERSON. W F Director’s Oflico, Office of In 
apeclion and Enforcement 0pp 30622 002 30622.009 


DOCKET 60'266 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, omergency & fire protection plans 

0605200216 Forwards Insp Repts 50-269/85*17,50 260/85 17.50 206/05-17. 50 327/ 
86 14,60 320/85-14,50 300/85 31 & 50 301/05-26 on 050310 22 No violallon or devi- 
ation noted 

VERRELLI.D M Region 2, Office Of Director 05/04/04 PARRIS, H G Tennessee 
Valley Authority 2pp 30406 027-30486 037 


8506280310 Forwards Safely Insp Repts 50-205/85-16 & 50 304/05 16 on 050402-29 
& notice of violation 

SHAFiR.WD. Redon 3, Office of Director 05/05/14 REED.C Commonwealih 
Edison Co 2pp. 30500.344-30500 365 


'8505200263 (nsp ROPls 50-259/06 17.50 260/85-17.50 296/05*17, 50 327/85 14.50* 
320/05 14.50-390/05 31 S 50 391/05 26 or> C50319-22.No violation or deviation 
notod Major areas Inspected radiological environ monitor Inn Implemonlation 
KUZO.Q B. Region 2, Office of Director. 05/04/03. Opp 30486 029 30406.037. 


-6505280316 Nollco of violallon from insp on 060402-29. 

SHAFER .W.D Region 3, Office of Director 05/06/14 1p 30500.346 30580 346 

-8505280323 Insp Repts 50-295/85-18 & 60 304/05-18 on 850402-29 Violations 
nolod no llcensod or senior operator at controls of fueled power unit for 1 minute & 
aircraft fira detection ays Inoporabfo & not In accident mode. 

WRIGHT.GC Region 3. Office of Director 85/05/13 9pp 30660 347-30580.355 

BS05200536 Ack receipt of 050503 ftr informing NRC of slops taken to correct violations 
noted In Insp Repts 60 370/04-26. 50-374/a4'32.50-237/64' 16.50 249/04-14.50-254/ 
04*15, 50 266/04‘1 3.50-295/04*10 & 60 304/84-20 

REYES, LA. Region 3, Office of Director 05/05/16. REED.C, CommonwGallh Edison 
Co. Ip 30485 001-30405-021 

-8505200561 Responds to NRC 041211 Jlr re violations noted In fnsp Repts 50 373/84- 
25 60 374/04-32,50-237/04-1 6,60-249/84-1 4, 50-264/84-16,60-265/04-13,50 295/04- 
19 & 50-304/84-20. Corrective actions re commercial grade mall provided, 
OEtOEORQE.LO Commonwealth Edison Co CS/Ob/03 KEPPLER.JQ Region 3, 
Cfflco of Director, 20pp. 30486-002-30485 021. 

8505230406 Responds to NRC 050402 ltr re weaknessos noted In fnsp Repts 60-295/ 
B5-O0 & 50-304/85-09.Correctlve actions Chemistry Procedure 701-2 for diluted post- 

aceWonI RCS sample revised ^ 

FARRAR,DL Commonwealth Edison Co 65/05/15. KEPPLER.JQ, Region 3, Office 
Ol DifflClor. 3pp. 3063T059 30531,061 


8505030730 Confirms 850429 0501 sito visits to review fire protection exemption re- 
q^uests 

vASSALLO.DB Opo rating Readers Branch 2, 05/04/23, PARRIS, HG Tennessee 
Valley Authority 2pp 30160 362-30150.303 

8605020373 Rev 24 to radiological emorgency plan W/850426 ltr. 

MARKS.DK.. HUFHAM.J.W Tennessee Valfoy Authority 85/04/26 GRACE, J N. 
Region 2, Oifico of Director 7pp. 30106 110 30106*123 

6S0SO203B3 RovisQd radiological emergency plan implementing procedures, Including 
BFN IP-2, “Notification of Unusual EvenV' BFN IP-3, "Alerl,^ BFN IP-4, "Site Area 
Emergency" & BFN IP-5, "General Emergency," W/05042G Jtr 
HUFHAM.J W. Tennessee Valley Authority 06/04/28 GRACE,J N Region 2. Office of 
Director 46pp, 30104 005-30104*049 

0605020436 Rev 16 to Central Emergency Control CIr Implementing Procedure IP-3, 
“Alerl,Sll0 Area Emorgency & General Emergency" & revised div of nuclear power 
emorgency clr Implertionting procedures W/S 504 2 6 llr 

WEBB.WE,, MARKS.B.K, HUFHAM.J W. Tennosseo Valley Authority, 85/04/26 
GRACE.J.N. Region 2, Office of Director lOpp 30104 240-30104.267 

0505130254 Forwards revs to physical socunly plan.Revs withhold (ref 10CFR73 21). 
HUFHAM.J W Tennessee Valley Authority 85/05/02. GRACE, J.N Region 2, Office of 
Diroctof. Ip 30274 020-30274.020 
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65051*10541 Forwards re^onse lo items identified by EG&Q as insufUclent re conform 
ance to Rev 2 to Reg Guide 1 9? Corrections to original response will be submitted 
by8S0508 

DOMEflJA Tennessee Valley Authority 65/05/07 VASSALLO.DB Operating Reac 
tors Branch 5 16pp 30373 179*30373 194 

860514C434 Application for amend lo Licenses DPfl 33.DPR-52 & OPR 6B, revising 
Tech Specs lo add addi cable tray fixed waler spray sys & clarify lost 
requirennenls^por commktment inutil 840801 responso to NRC msp Fee paid 
DOMERpJA tennessGB Valley Authority 85/05/00 VASSALLO.DB Operating Re ac 
tors Branch 2 4pp 30374 355-30375 005 

*-8505140440 Proposed Tech Specs adding addJ cable tray fixed water spray sys & 
clarifying test requirements 

^ Tennessee Valley Authority 85/05/08 tOpp 30374 359 30375 005 

8505210306 Revised emergency ctr implementing proceciures.including Rev 8 to IP-1 re 
operations duty speciaNst concerning Iransportalion accident stirpmenl of fadwaslo 
from TVA facility W/65051 7 Hr 

HLTFHAMJW Tennessee Valley Authority 85/05/17 GRACE.JN Region 2, Office of 
Director I4pp 304B9 344*30489 358 

850S290286 Ack receipt of 8505 01 Jtr informing MRC of steps taken lo correct violations 
noted Jn fnsp Repls 50-259/85 16. 50 260/85*16 & 50 296/85 16 
VERRELU.DM Region 2. Office of Director 85/05/21 PARRIS.H G Tennessee 
Valley Authority, ip 30597,130 35597.131 

• 8S05290294 Responds to NRC 850401 Itr re violations noted in InsjJ Repls 60 259/85 
16.50-260/85 1 6,50 296/85-1 6 Corrective actions withheld (ref 10CFR73 21) 
WCCiOUD.DE Tennessee Valley Authority 85/05/01 GRACE.JN Region 2. Office 
of Director Ip 30597131-30597 131 

8505290137 Forwards fnsp Repts 50*259/85*29.50*260/85-29 & 50-296/85 29 on 
850506 08 No violations Of deviations noted 

VERRELLI.DM Region 2, Office of Director 85/05/22 PARRIS.H G Tennessee 
Valley Authority. 2pp 30599 338 30590 340 

-8605290154 Insp Repls 50*259/85*29.50 260/85 29 & 50 296/85 29 on 850506 
08 No violations noted Insp held to coincide w/site familiarization given lo FBf special 
agents Details withheld <r8f 10CFR2 790 & 73 21). 

TOBIN, WJ Regions, Office of Director 85/05/21 Ip 30599 340*30599 340 

8505310133 Forwards info re concerns discussed in 650425 meeting on 650101 rev (o 
physical secunty & contingency plans Rev either inconsislenl W/10CFR50 54 or 
lacked sutficiem detail End withheld (ref t0CFR73 21) 

WALKER, R D Region 2. Office of Director 85/05/24 PARRIS, HG Tennessee Valley 
Aulhonty 3pp 30641 26B-30641 270 


J, Insurance & fncfemnlty Information 

8505088308 Forwards Endorsements 83 & TOto NELIA Policy NF-19B & MAELU Policy 
WF ee.respeciivBly 

DUCK. JR Marsh & McLennan. Inc 85/05/01 SALTZMAN.J Office of Slate Pro- 
grams, Oi re dor 3pp 30202 323-30202 325 


P. Operating license stage documents & correspondence 


8505090329 Further response lo FOJA request for all memos written by NRC dun no or 
&nce 1983 re 96 LERs & SALP for TMI Forwards documents lislea in Apps A.B & 
C Documents atso placed in PDR 

FELTON.JM Division of Rules and Records 94/10/02 BARFIELD, K Critical Mass 
Energy Project 6pp 30248 034-30248 046 


“8505090474 Discusses mam steam relief valve tailpipe 10 inch vacuum breakers.in re 
sponse lo 631007 memo Stuck valves intended to be replaced at end of cycle NRC 
agreed thal problem resolved. 

Division of Engineering & Operalronal Programs B3/ii/0d 
LEWiS.RC Division of Project & Resident Programs 3pp 30248321-30248 322 


8505160001 Further response lo FOIA request for documenls from INPO & NRC thal 
desenbe, analyze or evaluate INPO role or procedures m reporting info to NRC App A 
^ documenls segregated d all factual portions released 
FELTON.JM Division of Rules and Rocords 84/11/21 TOTTEN.T Critical Mass 
Energy Project. 4pp 30417 001 30417 193 


-8605150113 "Browns Ferry Nuclear PfantJVA," 1982 evaluatron 
* fnslilute of Nuclear Power Operations 82/12/31 52pp 3Q41fl 294*30418 345 


“6505020382 Amend 07 to Liconsa DPR GB/evismg pressure temp fimil curves In Tech 
Specs for pressure tesl.heatup.cooldown & core operations for duration of Cydo 6 
VASSALLO.DB Licensing Branch 2 85/04/12 4pp 30142 015-30142 010 

--85050203B5 Safety evaluation supporting Amend 87 lo License DPR 68 

* Office of Nuclear Reactor Hogufalion, Director 85/04/12 3pp 30142 019 
30142 021 

B505060120 Forwards corrected pages to Amends 116,111 & 86 to Licenses OPR 
33,DPR-52 & DPR 68,respec1ivety,acldlng changes madvertonlty omitted, correcting 
footnotes (o dndicale previous amends & revising pages to improve l^lbllity. 
CLARK.RJ Operating Reactors Branch 2 85/04/22 PARRIS, H G Tennessee Volley 
Authority 2pp 30186 139 30106 1 67 

“8505060129 Amends 116,111 & 86 lo Licenses DPR*33,DPR*52 & DPR 68, 
respGclively.correcting footnotes to Indicate previous amends. revising pages lo Im- 
prove legibihly & adding changes inadvertently omitted from amends 

* NRC - No Detailed Affiliation Given 85/04/22 27pp 30186 141-30186 167 

8505060070 Requests addi rnfo re response to Generic Ltr 83 28, Item 2 2 NUTAC pro- 
gram does noi address concern re Interface between vendors & util Info requostod 
within 60 days of Ur receipt Review end 

VASSALIO.D B Operating Reaclors Branch 2 85/04/23 PARRIS, H G Tennossoo 
Valley Authority 2pp 30187 177*30187.186 

8505060228 Summary of 850325 meeting w/util re status of equipment qualification pro 
gram 

CLARK.RJ Operating Reactors Branch 2 85/04/23 Operating Reactors Branch 2 
4pp 30189 334*30189 337 

8505030679 Notification of 850502 meeting w/util in Belhesda.MD to discuss enhance 
manls lo employee concerns progran) 

KENYON, T J Licensing Branch 4 05/04/26 ADENSAM.E.G Licensing Branch 4 
2pp 30160 283 30160 284 

8504290442 Generic Ltr 85*07 to all i^eraling reactor licensees ro Impiomontatlori ol 
inleqrated schedules for plant mods Sve list onci 

THOMPSON.Hl Division of Licensing 05/05/02 Consolidated Edison Co of Now 
York, Inc 22pp 3021 B 149 30210.170 

8505870181 Forwards list of diesel generalor auxiliaries necessary to support proper op 
eration of diesel generator sets, in rosponse to 850228 request for info on ah Died 
emergency diosel generators Associated drawings provided separately. 

MCCLOUD, OE Tennessee Valley Aulhonty 85^5/02 VASSALLO.DB Oporatirg 
Reactors Branch 2 3pp 3D172 203-30172 205 

8505200160 Forwards Amends 117,112 & 88 to Licenses D PR-33, DPR-52 8 DPR C0.ro 
spectively & safety evaluation Amends change Tech Specs lo reflect 161 kV offello 
power sys capability & incorporate changes in start bus ulilizalion 
CLARK.RJ Operaling Reactors Branch 2 8S/05/02. PARRIS.H.Q Tennessoo Valley 
Authority 2pp 30502 027-30502 091 

“8505200165 Amends 117,112 & 00 to Licenses DPR-33.DPR-52 A DPR-OO, 
respeclwely.changing Tech Specs to reflect 161 kV offsite power sys copabillly & )n 
corporating changes in start bus utilization 

VASSALLO.DB Operating Reactors Branch 2 85/05/02 60pp 30502 020 
30502 088 

“8505200178 Safety evaluation supporting Amends 117,112 A 80 to Liconsoa DPR 
33.DPR-52 A OPR 80, respectively 

‘ Office of Nuclear Reactor Regulation, Director 85/05/02 3pp 30502 000 
30502 091 


8505160204 FoAVBfds safety evaluations A BNL technical evaluation ropt ro post-iinpio 
mentalron audit review of pfant-unique analysis rept Mods in accordance w/NURlO 
0661 or acceptable Tech Spec changes requested 

VASSALLO.DB Operating Reactors Branch 2 85/05/06 PARRIS, HG Tonnoesoo 
Valley Authority 3pp 30450 145*30450 176 

“8505160214 Safety evaluation re Mark I containment long-term program pool dynamic 
loads review for plant Pool dynamic loads meet acceptance crilerra of NUREQ.qooi 
or alternative entem acceptable 

* Office of Nuefear Reactor Regulation, Director 86/05/06 2pp 30450 14D 
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^ ^ • ^I^NKOWSKI.G Brookhaven National Laboratory FIN A> 
^'*^**^ 84/09/30 NRC - No Detailed Afflllalion Given 24pp 30450 160 


8505090271 Responds lo FOIA requesi for documents re 841003-04 meetings fn San 
Jose.CA between NRC & Hydrogen Control Owners Group Forwards documenls 
listed fn app 

FELTON.J W Division of Rules and Records 84/11/28 HIATT.S L Ohio Cilttens for 
Responsible Energy 3pp 30251 276-30263 242 


“8506160247 Safety evaluation re Mark I containment longterm program slfuclural 
review for plant Mods follow NUREG 0661 guidelines A acceptable Analyse s voriliod 
« approved. ’ 

304501%°* Nuclear Reactor Regulation. Director. 05/05/06, 3pp. 30450 174* 


“8505090312 Forwards severe core damage analysis package re hypolhelical ATWS at 
facility W/o end 

WIGDORM Reactor Systems Branch 84/10/16 THOMAS.G Efectric Power Re- 
search I nslilulo Ip 30253 023-30253 242 

•^^wards corrected page for Amend B5 to license DPR-68 Issued on 

850212 

CLARK,R J Operabr^g Reactors Branch 2 85/04/11 PARRIS, H.G Tennessee Valfoy 
Aul h only 2pp. 301 42 02 2-301 4 2 024, ^ 

“8505020374 Corrected page for Amend 85 lo License 
Commission 630325 order to change date for Items II I 
peer to slartup in Cycle 6 
^ Operating Reactors Branch 2. 65/04/1 1 Ip 30142.024-30142.024. 

8505020377 Forwards Amend 87 fo License DPR-66 A safety evaluation. Amend re- 
vises pressura-lemp limit curves in Tech Specs for pressure lest, heatup, cooldown A 
core operations for duration of present Cycle 6. 

CLARK.RJ Licensing Branch 2 85/04/12 PARR IS, H G. Tai^nossee Valley Aulhodly, 


I^f F^I^'^frorrlWIIl lo 


8605140434 Application for amend lo Licenses DPR-33,DPR 52 A DPR 68 rovlslnn 
Tech Specs to add add! cable tray fixed water ^ray sys A clarify 
commitment in util 840801 response to NRC insp Fee paid. ^ 
DOMER,J A. Tennessee Valiev Aulhonty 85/05/08 VASSALLO 6 B Ooera' 


tors Branch 2 4pp. 30374 355-30375 DOS 


VASSALLO, D.B. Operaling Roac- 


• Tennessee Valley Authority 85/05/00 lOpp 30374 359-30375.005 

that reactor bWg closed cooling water sys does not meet cloaod 
cfileria A will be backfitted to accommodate Tvoe C ie«iiinn 
10CFR50.ADD J.Mods scheduled durinnnnxlrari^iiMo « „„^ ^ 


C ^.rniwiia ot Tiiu uo utiuniiiiou xo accommot 
scheduled during nexi refueling outaoe 
DOMER.JA Tennessee Valiey Authority 85/05/10 
tors Branch 2 4pp. 30636'355-30636,a50. 


10, D.B. Operaling Rcac* 


® repi’- '''' ™ 10CFR20.400 torminallon 

Edison Co. ol Ns« 
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Q. Impecllon reports, IE Bulletins & correspondence 


5505200215 Forwards fnsp Repls 50*259/05 17,50-260/05 17,50-296/86-1 7, 50-327/ 
85- 14. 50*328/05- 14, 50-390/85 31 & 50 391/05 26 on 850319-22 No violallon or devi- 
ation noled 

VEFIRELLI.DM Region 2, Office of Director 85/04/04 PARRIS.HQ Tennessee 
Valley Authority 2pp 30486 027-30486 037 

-8605200253 Insp RoplS 50-269/85-17,50-260/05-17.50-296/05*17. 50 327/85*14,60* 
328/85*14,60-390/65 31 & 50-391/05*26 on 850319*22 No violation or deviation 
noted f^afor areas inspected radiological environ monitoring impfemontatlon 
KUZO.Q 0 , ADAMOVITZ,S A , MONTGOMERY.O M Region 2. Office of Director 85/ 
04/03 9pp 30486 029*30486 037 

8605220170 Forwards Insp Repts 50-259/85-15,60-260/85-15 & 50 296/05 15 on 
650226*0325 & notJce of violation 

WALKER, R D. Region 2, Office of Director 05/04/24 PARRIS, H G Tennessee Valley 
Authcnly. 2pp. 30528 319-30520 334 

-8505220176 Notice of violation from insp on 850226 0325 

• Region 2, Office of Director 85/04/24 2pp 30528 321-30528 322 

-8505220179 Insp Repl 50-259/85-15,50-260/05-15 & 50-296/05-15 on 850226 
0325 Vfolalions noted failure to have all three trains of standby gas Iroalmenl opera 
bfe & 1o adhere to Tech Spec 6 3 A 6 

PAULK.G.L, PATTEnSON,C A , LENAHAN,J J Region 2, Office of Director 85/04/ 
23 12pp 30528 323 30528 334. 

8505200 4 6 5 Forwards Inap Repts 50*259/05'2 1,50 260/05 21 & 50 206/85-21 on 
650401. 04 &. notice of violation 

VERRELLI,DM Region 2, Office of Director 85/04/26 PARRIS.HG Tennessee 
Valley Authority 2pp. 30487 299-30487 310 

-8505200468 Notice of violation from insp on 850401 04. 

* Region 2, Office of Director 85/04/26. 4pp 30487 301-30487 304 

-B5<I5200474 Insp Repts 50*259/85-21,50-260/85-21 & 50-298/85*21 on 850401- 
04 Violation noted' Inadaguato design calculations on Pipe Support HPCI R-06,R2 
UU,W.C, BLAKE, d.J. Region 2, Office of Director 85/04/19 epp 30487 305* 
304S7 310. 

6805240359 EN 05 035 on 05OSO2,notice of violation & proposed Imposition of civil pan 
allies in amount of $75,000 will be Issued to licensee Action based on one safeguards 
viotallon In which vital equipment not protected proporly 

KLIiVGLCR.G Director’s Office, Office of Inspection and Enforcomonl 85/04/29 Ip 
30562 285-30562 285 

8504250462 IE Info Notice 85 034, ’'Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping.” Svc list end. 

JORDAN, EL Division of Emsrgency Preparedness & Engineering Response (Post 
S30193> 85/04/36 Consolidated Edison Co of New Yom, Inc 107pp 30116105 
30115,291. 


6S04260465 IE Jnfo Notice 85*035, “Failure of Air Check Valves to Seat “ Svc list end. 
JORDAN, EL Division of Emergency Preparedness & Englnooring Response fPost 
830103V 85/04/30 Consolidated Edison Co of New York, Inc 106pp 30115 077* 
30115184. 


6505170414 Forwards Enforcement Conference Repts 50259/85*24, 50*260/65*24 & 
50*296/85 24 on 850400 

GRACE, J.N. Region 2, Office of Director 85/04/30 PARRIS,H G Tennessee Valley 
Authority. 2pp 30465.072-30465 077. 


-&5D5170433 Enforcement Conference Repls 50-259/05*24,60 260/85 24 & 50 296/ 
B5 24 on a5040e.Major areas discussed operability of Unit 1 HPCI sys & lack of safety 
evaluation after discovery of open resistors 

PAULK, G L . CANTRELL, FS Region 2, Office of Director 05/04/23 4pp 30465 074* 
30465 077. 


$505200026 Forwards Insp Repts 60-269/85 20,50-260/05-20 & 50 206/05 20 on 
650321 *28 Violations identified under consideration lor escalated enforcement action 


& may change as result of furlhor NRC review 

GHACE.J.N. Region 2, Office of Direclor 85/04/30 PARRIS, HG. Tonnossoo Valley 
Authority. 2pp. 30486 213*30486 218 


-8505200030 fnsp Repts 50 259/65*20.60-260/85 20 & 60-206/85*20 on 050321* 
26 Violation noted failure to perform safety evafuatlon required by plant procedures 
PAULK.G L, PATTERSON, C, A., CANTRELL.FS Region 2, Office of Director 85/04/ 
23 4pp. 30486 216 30486:218 

8505240343 E N* 05 035A.hold placed on notice of violation & proposed Imposition of 
civil penalties in amount of $75,000 scheduled to be Issued lo ficenseo on 850502 
KLtNGLER,G. Director's Office, Office of Inspection and Enforcement, 85/05/02 Ip 
30562 201*30562 201. 


9595960418 IE Info Notice 84-52, SuppI 1, “Inadequate Mall Procurement Controls on 
Pert of Uconsees & Vendors." 

JORDAN.EL, Division of Emergency Preparedness & Engineering Response (Post 
B3Q103) 85/06/08 Consolidated Edison Co of New York, Inc. lOpp 30616 938 
30615 347. 


9595140434 Application for amend to Licenses DPR*33,DPR-52, & DPR-68, revising 
Tech Specs to add addf cable tray fixed water spray sys & clarify tesl 
requirements, per commitment fn utli 840801 re^onse to NRC fnsp Foe paid 
OOMER.J.A. Tennessee Valley Authority. 85/05/08 VASSALLO,D.B Operating Reac- 
tors Branch 2, 4 pp. 30374'355*30376.006 


9S0520Q205 EN 85*036B.on 85051 6, civil penally In amount of $50,000 will bo Issued for 
safeguards violation. Hold placed on eniorcement action on 850502 Escalalion of pro- 
pel civil penalty unwarranted based on licensee corrective actions 
KLINGLER.G Director’s Office, Office of Inspection and Enforcement. 85/05/13 Ip. 
30468:260 30460 260 


9505290280 Ack receipt of 850501 Itr Informing NRC of steps taken to correct violations 
roled In Insp Repts 50-269/86-16, 60*260/85-16 & 50-200/86-16 ^ ^ 

VERRELLI.OM. Region 2. Office of Director 85/05/21 PARRIS.H.Q Tennessee 
Valley Authority. ip 30597-130-30597:131. 


-8505290294 Responds to NRG 050401 Itr re violations noted in In^ Repts 50-269/85- 
16,50-260/85 16,50 296/05-16 Corrective actions withheld (ref 10CFn73 21) 
MCCLOUD.de Tennessee Volley Aulhomy 85/05/01 GRACE, J N Region 2, Office 
of Director Ip 30597 131-30597 131 

0505290137 Forwards Insp Repls 50 259/85 29,50 260/05*29 & 50-206/05-29 on 
850506 00 No violations or deviations notod 

VERRELLI.DM Reglorji 2. Office of Director 85/05/22 PARRIS, HG Tennessee 
Valley Aulh only 2pp 30599 338 30599 340 

-0605290154 Insp Repts 60-259/85 29,50 260/05 20 & 50-296/85-29 on 050506 
00 No viotalions noted Insp held to coincide w/site farriiliarization given to FBI special 
agents Details withhold (ref 10CFR2 790 & 73 21) 

TOBfN.WJ, MCGUIRE, DR Region 2. Office of Diroctor 86/05/21 1p 30599 340 
30599 340 

8505290155 Clarifies position that leakage monitoring frequencies & out of-svc times in 
Tech Specs sufficient to detect leaxs caused E>y tnrough-wall cracks in timely 
manner More rosiricllvo feakago monitoring limits unwarranted 
DOMER.JA Tennessee Valley Authority 85/05/22 VASSALLO.DB Operating Reac- 
tors Branch 2 2pp 30B00 020 30600 021 


R. Periodic operating reports & related correspondence 

0506030721 “Discharge Monitoring Repl for Mar 1905 " 

RIVERS, ME Te/inessoQ Valley Authority 05/03/31 11pp 30142 093-30142103. 


S. Reportable occurrences, LERs & related correspondence 


8505090329 Further response lo FOIA request for all memos wrilten by NRC during or 
since 1083 ro 96 LERs & SALP for TMI, Forwards documents lisloa in Apps A,B & 
C.Documants also placed in PDR 

FELTON, JM Division of Rules and Records 04/10/02 BARFIELD, K. Critical Mass 
Energy Project 6pp 30248 034-30248 046 

-8585090475 Forwards potontPally generic issue data ahool ro failures of pilot Inlet tube 
attachmonts on Target Rock saroty relief valves 

LEWIS, flC Division o1 Projecl & Resident Programs 83/03/04. JORDAN.EL Divi 
Sion of Engineering & Quality Assurance (Pre 830103) 2pp 30248 323 30249.095 

6505170650 Advisos Ifiot ropt will not be prepared for RO BFRO 50-296/85011 
JONES, G T Tennessee valley Authority 85/05/00 Record Services Branch {Docu 
ment Control Desk) Ip 30462 258*30462 258 


DOCKET 60-290 COOPER NUCLEAR STATION 


F, Security, medical, emergency & fire protection plans 

6506070387 Forwards revised P&IDs & updated Index per NRC 820481 request W/o 
P&IDs 

PILANT.JM Nobrasko Public Powor District 85/04/10 MARTIN.RD Region 4. 
Office of Director. 6pp 30173 099-301 73' 104 

0505080259 Advisos that 850326 rev to safeguards plan consistent w/provisjons of 
10CFR50 54 (p) & acceptable. 

JOHNSON, EH Region 4. Office of Director. 85/04/30 PILANTJM Nebraska Public 
Powor Districl Ip 3^0167 359-30157.359 

8SOBO7O209 Discusses schedule for completion of detailed control room design review 
audit ropt In response lo NUREG 0737,Suppl 1 Probablo action plan addressing NRC 
recommendations ro summary ropt submitted on 060204 end 
PILANT.JM. Nebraska Public Power District 85/04/30 VASSALLO.DB Operating 
Roaclors Branch 2 8pp. 301 72.325-30172 332 

0606150073 Provides status rept on roovaluatlon of issues raised at 1984 fire protecllon 
mooting & draft Generic Ltr 85 01 Overall plant sofoty will not bo adversely affoctod 
by schodulor delay. 

PlLANT.J.M Nebraska Public Power Districl 85/05/00 VASSALLO.D B. Operating 
Reactors Branch 2 3pp. 30398 166 30398.158 

0505290229 Forwards Inap Rept 60-290/85 09 on 050304-00 No violations or dovi- 
alions noled 

JOHNSON.E.H Region 4, Office of Director. 85/05/10 PILANTJ M Nebraska Public 
Power District 2pp 30619.210-30610 210. 

-8606200238 Insp Repl 50-208/85-09 on 850304-00 Major areas Inspected emergency 
preparedness program 

HACKNEY,C.A. BAIRD.J B . JAUDON.J.P. Rogion 4, Office of Director 85/05/09 
epp, 30610 212-30619 219. 

0605290218 Submits Qddl Info re Rov 2 lo OA program for operalion.per 850510 
request Info re util endorsement of ANSI N45 2 9-1074,cioncornino fire protection & 
Iralnlng of QC Inspectors provided List of changes In Rov 2 end. 

TREVORS.GA. Nebraska Public Power DiBlricL 05/05/16 BOARDMARJ Rogion 4, 
Office of Director. 12pp. 30599:247-30599 268 

6505290474 Revised emergency plan Implemontinq mocodu res, in eluding Rev 4 to EPIP 
5,7.2 re nolificetiion of unusual evenLRev 6 to EPIP 5 7 3 re alert Implementing proce- 
dure & Rov 5 lo EPIP 5.7 21 re emergency equlpmonl inventory W/fl50520 Hr. 
PILANT.JM Nebraska Public Power Districl. 85/05/20. MARTIN.RD. Rogion 4, 
Office of Direclor 140pp. 30501:001*30591 143 


I, Financial Information 

0505200365 "1904 Annual Rent " W/850509 Hr 
PILANT,J.M. Nebraska Public Power District 04/12/31 39pp 30580:264*30500:320. 
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J. Insurance & Indemnily Informadon 

8505290136 Forwards Endorsements 67 & 52 to NELIA Poltcy NF 200 A MAELU Policy 
MF*70, respectively , , ^ 

PILANT.JM Nebraska Public Power District 85/05/22 Office of Nuclear Reactor 
Regulation, Director 3pp. 30599 341 30593 343 


6505210106 Generic Ur 85 06 to all holders of CPs & OLs re 10CFn20 40D termination 
repis ' formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30602 262 30682 301 


Q. Inspection reportSi IE Bulletins & correspondence 


P Operating license stage documents & correspondence 


8505160009 Forwards renewal of NPDES perntil per request contained in Amend 18 to 

License DPR 46 W/o end ^ 

CCX)PER.LJ Nebraska Public Power District D3/09/27 COLLINS.JT Region 4. 
Office of Director Ip 30429 072-30429 072 

8505060384 Application for amend to License DPR 46, revising Tech Specs to incorpo 
rate changes re standby gas treatment & control room ventilation sys & clarifying lo lo 
set design change & refueling interlocks Fee paid 

KUNCLlG Nebraska Public Power District 85/04/26 VASSALLO.DB Operating 
Reactors Branch 2 5pp 30154 193 30154*225 


“8505060385 Proposed Tech Specs.incorporating changes re standby gas treatment & 
control room ventilation sys, clarification ot lo-lo set design change & refueling inter- 
locks & environ qualification program 

^ Nebraska Public Power District 65/04/26 28pp 30154 198-30154 225 


8504250452 IE Info Notice 85-034, "Heal Tracing Contributes lo Corrosion of Stainless 
Steel Piping " Sve list encf 

JORDAN, eL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/30 Consolidated Edison Co of Now York, Inc 107pp 30115 185* 
30115 291 

8504250455 IE Info Notice 05 035, "Failure of Air Check Valves to Seat " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/04/30 Consolidated Edison Co of New York, fnc lOBpp 30115 077* 
3D115 1B4 

8505170128 Forwards Apr 1963 LRS nuclear mgt appraisal repl developments & dis 
cussion of efforts to close out rematnlna open ilems,including succession planning 
board A competitive policy,ref Insp R opts 50-268/62-09 & 50 290/82*1 1 
SCHAUFELBERGER Nebraska Public Power District 85/04/30 MARTIN.R D Region 
4. Office of Director 5pp 30442 1 19 30442 1 23 


8505070291 Application to amend License DPR 46.changlng Tech Specs lo incorporate 
changes lo 125/250 volt dc station battery surveillance requirements & bases Fee 

RuNCL,LG Nebraska Public Power DisfricL 65/04/26 VASSALLO.DB Operating 
Reactors Branch 2 2pp 30178006 30178 015 

'-BS05070298 Proposed Tech Spec changes to 125/250 volt dc station battery surveil- 
lance requirements & bases to improve verification of operability & incorporate guid- 
ance from industry std & reg guides 

* Nebraska Public Power District 85/04/26 Bpp 30178 008-30178 015 

8505010513 Forwards Rev 2 to IGSCC project man rem estimates, providing explana 
bons for indicated changes 

PILANT,JM Nebraska Public Power District 85/04/29 THOMPSON.H L Division of 
Licensing 16pp 30090 241-30090 256 

8505090233 Forward Rev 2 to QA prog ram.ref lectin g minor wfording changes or 
cfarilications Areas of concern identified during performar^ce appraisal fhsp A 841010 
Itr addressed 

RLANT,JM Nebraska Public Power District 86/04/29 WARTIN.R D Region 4, 
Office of Director 7pp 30219 174 30219 2 4 9 

“0505090238 Rev 2 lo QA program 

• Nebraska Public Power Dislnct 85/04/01. 69pp 30219 181-30219 249 

8505130449 Expresses appreciation for attendance at nuclear corrmrtlee 
meeting Increased dialogue w/DE Schaufel barge r to resolve misunderstandmg 
erv:ouraged Meetings w/board members should ba scheduled as needed 
HOLZFASTER.R E Nebraska Public Power District 85/04/29 MARTIN.R Region 4, 
Office of Director Ip 30278 360 30278 360 

6505080115 Responds to Item 2 of Genenc Ltr £4-11 by confirming replacement of ai) 
stainless steel piping welds susceptible to IGSCC Inconel nozzle buttering repair pro- 
cedure utilized on one nozzle Repair outline A drawing end 
PILANT,JM Nebraska Public Power District 85/04^0 THOMPSON.H L Division ot 
Licensing 3pp 30202’1 20-30202 122 

8504290442 Generic Ltr 85 0? to all operating reactor licensees re implementallon of 
integrated schedules for plant mods Sve fist end 

THCjMPSON.H L Division of Licensing 85/05 /02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149 30216 170 


8505060375 Confirms 860415 & 29 telcon arrangemonls A forwards proposed agenda 
for 850502 mgt meatlng/enforcemenl confererice w/util in Arlington.TX to discuss cor- 
rective actions in response to Insp Rapt 50-298/85 10 

JOHNSON.E H Region 4, Office of Director 05/05^1 PILANLJ M Nebraska Public 
Power District 2pp 30155 209-30155 210, 

8505060418 IE Info Notice 64 52,Suppl 1, “Inadequate Mall Procurement Controls on 
Part of Licensees A Vendors *' 

JORDAN, EX Division of Emergency Preparedness A Engineering Response (Post 
630103} 85/05/00 Consolidated Edison Co of Now York, Inc lOpp 30615 338 
30615 347 

8505290229 Forwards Insp Rept 50 290/85 09 on 850304 08 No violations or dovi 
alions noted 

JOHNSON.EH Region 4, Office of Director 05/05/10 PILANT.J M. Nebraska Public 
Power Dislnct 2pp 30619.210*30619 219 

“6505290238 Insp Ropt 50-298/05*09 on 850304 OB Major areas Inspected emergonoy 
preparedness program 

HACKNEY .C A, BAIRD.J 0 , JAUDON.J P Region 4. Office of Director 65/05/09 
8pp 30619 212-30619 219 

8505210100 Ack receipt of 850503 ltr informing NRC of steps taken to correct violations 
noted fn Insp Repl 50*298/65 1 1 

JOHNSON.EH Region 4. Office of Director 85/05/16 PILANT.JM Nabraaka Public 
Power District 2pp 30493 288-30493 293 

“8505210109 Responds to NRC 950404 Ur re violations noted In Insp Repl 50 290/65 
11 Corrective actlons'Survelllance Procedures 63 10 6A64&7 revised .stand by gas 
treatment sys reviewed A licensed operator training will be conducted 
KUNCL,LG. Nebraska Public Power District 65/05/03 MARTIN.R D Region 4, Office 
of Director. 4pp 30493 290*30493 293 

8505210301 Fomards Insp Repl 50 298/65*12 on 85031 1-22 A notice of violation 
JOHNSON,EH Region 4. Office of Director 85/05/16 PILANT.JM Nebraska Public 
Power District 2pp 30494 183 30494 193 

“8505210307 Notice of violation from Insp on 6503 1 1-22 
• Region 4, Oftfce of Director 85/05/16 1 p 30404 IDS 30494 185 


8505170355 Forwards safety evaluation re util 831104 response lo Genenc Ltr BO- 
BS, Item 1 1 concerning post trip review program A procedure Program A procedure 
acceptable 

VASSalLO.D.S Operating Reactors Branch 2 85/05/08 PILANT,J M Nebraska 
Public Power District 2pp 30484 196-30484 203 

“0505170361 Safety evaluation re util 831 104 response to Generic Ur 83*28, Hem 1 1 
concerning post Inp review program A procedure 

* Office of Nuclear Reactor Regulation, Director 85/05/06 6pp 30464 198- 
30464 203 

8505240208 Forwards Amend 91 lo License DPR 46 A safety evaluation Amend re- 
vises Tech Specs re Mark I containment long term program mods A continuous con- 
tainment monitoring for gross nitrogen leakage 

SYLVESTER.6D Operaling Reactors Branch 2. 85/05/13 PILANT,JM Nebraska 
Public Power District 2pp 30576 074-30576 0 93 

“8505240214 Amend 91 to License DPR 46, changing Tech Specs ro Mark I contain 
ment long-term program mods A continuous containment monitoring for gross nitro- 
gen leakage 

VASSALLO.DB Operating Reactors Branch 2 85/05/13 15pp. 30576 076- 

30576 090 

“BS05240217 Safety evaluation supporting Amend 91 lo License OPR 46 

* Office of Nuclear Reactor Regulation. Director. 85/05/13 3pp 30576 091- 


8585290754 Forwards request for addi Info re util 840629 A 0720 responses lo Generic 
Ltr 64-09 concerning recombiner capability requCrements of 10CFR50,44 Response re- 
quested within 45 days of Hr receipt. 

VASSALLO.DB Operaling Reactors Branch 2 85/05/15 PILANT,JM Nebraska 
Public Power Dislnct 3pp 30629,278 30629 280 

8505310116 Application for amend to License DPR-46, revising Tech Specs lo Incorpo 
changes in area of diesel generator surveillance leslino Fee paid 
KUNCULG Nebraska Public Power Dislricl, 85/05/15, VASSALLO.DB Operating 
Reactors Branch 2. 2pp 30642021*30642 036 

“8505310118 Proposed Tech Specs incorporating various changes In area of diesel 
generator sufvelllartce testing 

Nebraska Public Power Oiatricl 85/05/15 14 pp. 30642 023-30642 030. 


“8505210311 Insp Repl 50-298/85-12 on 850311-22 Violation noted. failure lo identify A 
dispose of linear Indicalion In ASME Code III, Class 1 weld 

KERCH.H W., HARRIS, R H , CAMPBELL.R M Region 1, Office of Director 85/04/08 
13pp 30494 ie6-30494'198 

8505290218 Submits add! Info re Rev 2 to QA program for operation, per 850510 
request Info re util endorsement of ANSI N45 2 9- 1974, concerning fire protection A 
frefnlng of OC inspectors provided List of changes (n Rev 2 end 
TREVORS, G A Nebraska Public Power District 85/05/16 BOARDMAN.J Repion 4 
Office of Director 12pp 30599 247-30599 258, 

8506290546 Forwards Insp Rept 50*298/85*15 on 850401-30 A notice of 
violation Detailed correctivo actions re failure to have procedures for performance of 
activKIes affecting quality required 

JOHNSON, E H Region 4, Office of Director 85/05/22. PILANTJ M Nebraska Public 
Power District 2pp 30593 294-30593 316 

“0505290550 Notice of violation from Insp on 850401-30, 

* Region 4, Office of Director 05/05/22 3pp 30593 296 30593 298 

—8505290553 Insp Repl 50-298/85-15 on 850401-30 Violation noted faiJuro lo perform 
safely question dolermlnalion for Installed temporary jumpers A failure to have proce- 
dures for activities affecling quality 

DUBOIS, D L , BOARDMAN,J R , JAUDON.J P Region 4, Office of Director, 85/05/20 
18pp 30593,299-30593 316 


S Reportable occurrencesi LERa A related correspondence 


8505030715 LER 85 002-00 on 650326, three deficiencies Identified In standby gas treat- 
ment sys, namely expansion sleeves at fan discharge A in crossover line, supports for 
crossover duct A housing dralns.Caused by design jnadequacioB.W/e50425 Hr 
MACE.EM, THOMASO^N.P V, Nebraska Public Power Dislrlct, 85/04/26 4pp 
30142:085-30142 088 


0505230336 NPDES noncompllance reptduring Apr, water samples for fecal coliform 
counts not collociod at 005 discharge 

COOPER, LJ. Nebraska Public Power District. 05/05/10 PAULSEN.L Nebraska 
Slate of. 2pp 30538 346-30538 347, ' i^Buras^a, 
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V. Operator Examlnatlona 


85D53306<10 Advises lhat arrangemenls made for avatuaiion of requalificatJoo program 
a1 laCHhty for wk of 850519 Writfen & oral exams w^ll be administered 
JOHNSON.EH Region 4, Office of Director 85/05/08 KUND.LG Nebraska Public 
Power District 2pp 30538 362-30538 363 


860B1 50498 Ack receipt of 650418 memo on safety evaluation re Multi Plant Action B 
01 .Items 4 2 1 & 4 2 2 por Generic Llr 03 20 Roquesls that SALP evaluation inadvert- 
ently omitted from memo be forwarded at earliest convenience 
LAINAS.GC Assistant Director for Operating Reactors 85/05/03 BOSNAK.RJ As 
sislanl Director for Comp & Structures Engineering (Post 830201) Ip 30433 355 
30433 355 


0505318100 Ack receipt of 850503 llr informing NRC of steps taken to correct violations 
noted In insp Rent 50-298/85-11. 

JOHNSON.EH Region 4, Office of Director 85/05/16, PILANT.JM Nebraska Public 
Power District 2pp 30493 200 30493 293 

-8505210109 Rosponda to NRC 650404 Itr re violations noted in Insp Rept 50-298/85- 
11 Corrective actions Survoillanc© Procedures 63 10 8 & 6487 revfsed.standby gas 
treatment ays reviewed & licensed operator training will be conducted 
KUNCL.LO Nebraska Public Power District 85/05/03 MARTIN.RD Region 4. Office 
cl Director 4pp 30493 290 30493'293 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


6505150198 Forwards response to NRC 850313 request for add! info for Item 22 1 of 
Generic Ur 83-28 ra info handling sys NRC reconsideration of request for addi into re 
Item 2 2,2 requested ftem 4 5 3 response wil) bo submitted later 
FAY,CW Wisconsin Electric Power Co 85/05/10 DENTON, H R Office of Nuclear 
Reactor Regulation, Director MILLEfl.J R Operating Reactors Branch 3 5pp 
30394197-30394 201 

8505230087 Submits add! info re NUREG 0737,Jtem II D 1 on performance testing of 
relief & safety valvos.per S50212 request Rev 0 to ‘'Evaluation of Pressunzer Safety & 
Relief & four oversjze drawings end Aperture cards available in PDR 
BRITT, RW Wisconsin Electric Power Co 85/05/16 DENTON.H R Office of Nuclear 
Reactor Regulation, Director MILLER.J R Operating Reactors Branch 3 20pp 
30533117-30533 252 


F. Security, medical^ emerge noy & fire protection plans 


0SO5O3O36O Forwards State of Wl schedule of corrective- actions for deficiencies noted 
In fina? rept of 640911 ofisito radiological emergency plan exercise Schedule ade- 
quate 

KRIWM.RW Federal Emergency Management Agency 85/04/24 JORDAN.E.L Dm 
Bion of Emerfloncy Preparedness & engineering Response (Post 830103) 12pp 
30126 00l-30^f26012 

0505230520 Forwards notice of environ assessment & finding of no significant Impact ro 
applications for exomplion from 10CFFI50,App R requirements 
MiLleRJ R Operating Reactors Branch 3 85/05/14 FAY.CW Wisconsin Electric 
Power Co 2pp 30548-190-30546 105 

-0505230533 Notice of environ assessment & finding of no significant impact re re- 
quests for exemptilon from 10CFR60,App R requirements 

LAINAS.G C. Assistant Director for Operating Reactors 05/05/14 4pp 30546 192- 
30546 195. 

0505210292 Ack receipt of end FEMA 850425 llr which Included schedule of correclivo 
actions subrrilted by State ol Wf for recomrrodalions Identified as result of 840911 
otfsito amergoncy plan oxorciso Schedule adequate 

PAPERIELLO.C J. Region 3. Office of Director 05/05/16 FAV.CW Wisconsin Elec- 
tric Power Co 2pp 30404-279-30 4 9 4 292 

0505300291 Confirms responses to concerns ro program plan describing methodology 
for conducting DCRDR & updates DCRDR schedule per Generic Ltr 82-33 Rev to re- 
quired submission date for summary rept to 860331 requested 
BRtTT.RW Wisconsin EleclrEc Power Co 85/05/21 DENTON.H R Office of Nuclear 
floaclcr Roflulatlon, Director MILLER, JR Operating Reactors Branch 3. 12pp 
30623.192 30023 203. 


05O52BO3O5 Terwards Safety Insa Repls 50 266/85 05 & 50-301/85 05 on 860506 00 
& rollco ol violation Noncompiiance ro capability of shift suporintondenls to make 
adequate protective action recommendation Is repeat noncompliance 
PAPERIELLO.C J Region 3, Office of Director. 85/05/22 FAY.CW Wisconsin Elec- 
tric Power Co 2pp 30672-260-30572 279 

«059626O314 Notice of violation from insp on 050506 0 9 
PAPERIELLO.C J Region 3, Office of Director 05/05/22 2pp 30572 262-30572 263 

-0505280320 fnsp Ropls 50-266/65-05 & SO-30 1/85-05 on 850506 09 Noncom- 
pi lances no tod, shift s up orinton dents failed to make adequate protective action recom- 
mend allon & failuro to conduct koy emergoncy response oersonnol required training 
BNELL.W Region 3, Office of Director 85/05/22 16pp 30572 264-30572 279 


P. Operating llcenee stage documents & correspondence 


0505010346 Summarizes 8S0328 discussion responding to JR Miller llr re open Items 
■concerning Generic Ltr 81-14, “Seismic Quail ficalion ol Auxiliary Feedwater Sya," W/ 
eno oversize drawing Aperture card available In PDR. 

FAY.CW. Wisconsin Electric Power C^o 85/84/26 DENTON.H.R Office of Nuclear 
Reactor Regulation* Director. 13pp 30088.044-30080 056 

05050305 42 Application for amond to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Charge Request 104, modifying auxiffary bldg- reotllinear crane to slngle-f allure- 
proof stetus.por NUREG 0612.Feo paid 

FAY.C.W. Wisconsin Electric Power Co. 05/04/26 DENTON.HR. Office of Nuclear 
Reactor Regulation, Dlreclcr M1LLER,J R, Operating Reactors Branch 3 3pp 
30130 061-30130.115. 


*-dS05030S53 Proposed Tech ^ec3 re mod of auxiliary bldg rectilinear crane to sfnglo- 
fallure-nroof status, per NURECa-0612 

* Wisconsin Electric Power Co 05/04/26 21pp 30130 064-30130 104 

.^.$505030558 Rev 3 App C suppi to “Summary of Plant-Specific Data Supplied by Appli- 
canl for Facility Auxiliary Bldg Crario^' 

• Edorer, Inc. FOR 1 ROa ERR 85/01/16 11pp 30130:105-30130-115, 

0004290442 Generic Ltr 85 07 to oil maeratlng reactor licensees re implementation of 
inlog/ated schedules for plant mods, Sve list end. 

THOMPSON, H.L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Iro. 22pp 30218 149-30216:170 

0505070312 Discusses current status of environ quafiflcatfon programs for Crosby lift In- 
dicating switch assemblies installed on pressurizer safety valves & In core thermocou- 
ple conneclors Extension requested until 850831. 

FAYCW, Wisconsin Electric Power Co. 85/05/02. DENTON.H R Office ol Nuclear 
Reactor Regulaiion, Diroclor, MILLER.J.R, Operating Reactors Brandi 3 3pp 
30176:161 30176:163 


“8S0S23a092 Rev 0 to “Evaluation of Pressunzer Safety & Relief Valve Sys,“ final rept 
RAMSEY.BL. SMETTERS.J, WARAPIUS.KC Impell Corp 09 0870 0014 ROD 84/ 
07/31 125pp 30533 137 30533 252 

8505210106 Generic Ltr 85 08 to all holders ol CPs & OLs re 10CFn20 408 termination 
repls - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, fnc 20pp 30602 282-30682 301 

8505210122 Generic Ltr 86-09 to all Weslmghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 83-20, Hem 4 3 

THOMPSON.HL Division of Licensing 05/06/23 Yonkee Atomic Electric Co 17pp 
30671 334-30671 350 


O. Inspection reports, IE Bulletins & correspondence 

8605170344 Ack receipt of 850412 response to util 850118 comments on SALP 
repl.Commenls supporting upgrade of SALP rating nol supported Rev of trend assign- 
ment Indicating Improvemonts appreciated 

FAY.CW Wisconsin Electric Power Co 05/04/23 KEPPLER.J Q Region 3. Ottlco of 
Director 1p 30442 189-30442 189 

8505070443 Forwards Insp Ropts 50 266/85-06 & 50-301/85 06 on 850411 No non- 
compliance noted 

HARRISON, JJ Region 3, Offico of Director 05/04/24 FAY.CW Wisconsin Eleclric 
Power Co 2pp 30204 149 30204 152 

-6505070451 Insp Repts 50 266/85 06 & 50 301/85 06 on 850411 No noncomplianco 
or deviation noted Major areas inspected action ro IE Bulletin 80 11, "Masonry Wall 
Design “ 

NORTON.JF, WILLIAMS, CC Region 3. Office of Director 05/04/24 2pp 
30204 151-30204 152 

8504260452 IE Info Notice 85 034. "Heal Tracing Conlrlhules to Corrosion of Stainless 
Stool Piping " Sve list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/04/30. Consolidated Edison Co of New York. Inc 107pp 30115 105 
30115 291 


8B04260465 IE Info Nolico 05 035, "Failure of Air Chock Valves to Seat” Sve llsl end 
JORDAN.EL Division of Emergancy Preparedness 8 Engineering Response (Post 
030103) 05/04/30 Consolidated Edison Co of Now York, Inc fOOpp 30116 077- 
30116 184 

8505060410 IE Info Notice 84-52,Suppl 1, "Inadequate Mail Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.E.L Division of Emorgoncy Preparedness & Engineering Response (Post 
030103) 86/05/08, Consolidated Edison Co of New York, inc 10pp. 30615 330 
30816 347 

8505130290 Forwards frisp Repts 50-266/05 07 & 50 301/85-07 on 860415-10 No non- 
compliance noted 

PAPERIELLO,C,J Region 3. Offico of Director 85/05/00 FAY.C W Wisconsin Elec 
trie Power Co 2pp 30275 173 30276.103. 

-8506130301 Insp Repts 50-266/85 07 & 50-301/85 07 on 850415-10 No violation or 
deviation noted Major areas Inspected radiation protoctlon program during refueling & 
maint outage activillos 

PAUL.R.A, NIGHOLSON.N A . GREGER.L R Region 3, Office of Director 05/05/08 
epp 30276 175-30276 '103 

8505130034 IE Info Notice 85 037, "Chemical Cloaning of Steam Generators at Mill 
stone 2," Sve llsl oncL 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/05/14. Yankee Atomic Eleclric Co 4pp 30840 272-30849*014, 

850S280306 Forwards Safely Insp Repts 50-266/06 05 & 60-301/85 05 on 850506 09 
& notice of violation Noncompliance ro capability of shift superintendents to make 
adequate protective action recommondalion is repeal noncompllance 
PAPERIELLO.C J. Region 3, Office of Director 85/05/22. FAY.CW Wisconsin Elec- 
tric Power Co 2pp 30572.260-30572 279. 

-6506280314 Notice of violallon from Insp on 851)600 09 
PAPER lELLO.C.J Region 3, Office of Director. 05/06/22 2pp 30572:262-30572 263 

-8506200326 Insp Repts 60-266/85 05 & 50-301/05 05 on 050506-09, Noncom- 
plfances noted shift superinlondents failed to make adequate protective acllon recom- 
mendation & failure to conduct key emergency response personnel required training 
SNELUW, BROWN.G., PHILLIPS.M Region 3, Office of Director 85/05/22 16pp 
30572.264-30572 279. 



86 DOCKETED ITEMS 


n. Periodic ope rail ng roporla & roJated correspondence 

8505230 2 ?2 Monthly operating repts for Apr 1985 W/fi505<0 Itr 
KRAUSE.CW, FAY,C W Wisconsin Eleclric Power Co 05/04/30 lOpp 30538 281- 
30538 290 


DOCKET 50 302 CRYSTAU RIVEH NUCLEAR PLANT, UNIT 3 


R Security, madfcal, emergency & fire protection plane 

8505090329 Fjrther response to FOIA request for all memos w/itien by NRC during or 
since 1983 r© 96 LERs & SALP for TMJ Forwards documenls listed rn Apps A.B & 
C DocumBr.1s also placed in POB 

FELTON, JM Division of Rules and Records 84/10/02 BARFlELD.K Critical Mass 
Energy Rrojecl 6pp 30240 034-30240 04B 

-0401270279 Requests FR publication of noUce of Issuance of Amend 67 to License 
DPFf*72, relocating Tech Specs re emergency feedwater sys ultrasonic flow indicators 
from Section 4 7 1 2 to Section 4 3 3 6 

STOLZ.J F Operating Reactors Branch 4 84/01/17 MILLER, Jfl Operaftnq Reactors 
Branch 3, 2pp 30249 151*30249 152 

9505170375 Forwards Insp Rept 50 302/65-14 on 850319 22 No violations or devi 
a tions identified 

BROWNLEE. VL Region 2, Office of Director 85/04/09 WILGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) Ip 30463197-30463 206 

-8505170379 Insp Rept 50 302/86 14 on 850319-22 No violations or deviations 
noled Malor areas inspected fire proteclion/ prevention 

MILLER.WH , CON LON J E Region 2. Office of Director 85/04/05 9pp 30463 198* 
30463 200 

65O'522O3O0 Forwards Insp Rept 50 302/85-08 on 850201-28 & notice of violation 
WALKER, RD Region 2. Office of Director 85/04/11 WILGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 2pp 30530 293 30530 307 

-8505220313 fnsp Ropt 50-302/85 08 on 850201-28 Violations noted lailure to properly 
approve temporary procedure changes prior to Implementation & to have two mdo- 
pendonl decay boat seawater sys loops operational 

STeTKA.TF. PANCIERA.VW Region 2. Office of Dueclof 85/04/09. lipp 
30530 297-30530 307 

8505810356 Grants delay until 650617 for submittal of detailed control room design 
review summary lepjjDer 850227 request Extension allows incorporation of NRC 
Homan Factors Audit Team rept of mid-Feb 1965 audit in summary rept 
THOMPSON.HL Division of Licensing 85/04/15 WiLGUS.WS Florida Power Corp 
(subs Florida Progress Corp ) 3pp 30100 045-30100 047, 

6505020174 Ack roceipl of 650405 Rev 4 to physical security plan Changes involve 
vital equipment criteria Rev transmitted to NRR for review & disposition due to policy 
impljcations 

WALKER, RD Rogion 2, Office of Director 85/04/23 WILGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 3pp 301 1 9 058 301 1 9 0€Q 

B5052 10516 Forwards Insp Root 50-302/85 11 on 650301-29 & notice of violation 
BROWNLEE.V1 Reaion 2. Office of Director 85/04/23 WfLGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 2pp 30515151-30515164 

-8605210522 Insp Rept 50-302/65-11 on 850301 -29. Violation noted failure to have 
adequate administrative procoduro for procedure review & approval 
STETKA.TF, PANCiERA.VW Region 2, Office of Directer. 85/04/22 11pp 
30515*154 30515 164 

8505070163 Rev 1 fo Emergency Plan Implementing Procedure EM 308. "Post Accident 
Sampling of Reactor Gldg Atmosphere Using Containment Hydrogen Monitoring Sys" 
MCKEE, PF Florida Power Corp {subs Ffonda Progress Corp) 85/04/26 I3pp 
30172 190 301 72 202 

8S0520045S Forwards Insp Rept 50-302/65-16 on 850408 12 & notice of violation 
BROWNLEE .VL Region 2, Office of Director 85/05/02 WILGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 2pp 30487 278-30487 290 

-.0505200461 Insp Rept 50-302/85-18 on 850406-12 Violation noted inadequate eimer- 
ency operating procedure for seismic events 

REH.JL, GOODEN, A, CLINE.W.E Region 2, Offcce of Director 05/OS/O2 lOpp 
30487 261-30467 290 

8605210367 Rev 6 1o Emergency Plan Implemonling Procedure EM-211, "Duties of 
Crystal River Unit 3 Security Organization 

M(jKEE,PF Ffonda Power Corp (subs Florida Progress Corp) 85/05/15 app 
30500 26V30500 268 

8505210284 Discusses items in 830106 SER On App R to 10CFR50 Section III G which 
aro either in error or require clariffcalion items addressed Include sys used for post- 
fire safe shutdown & evaluation 

WESTAFEfl.GR Florida Power Corp (subs Florida Progress Corp) 85/05/17 
STOL7,J F. Operating Reactors Branch 4 2pp 30494 297-30494 298 

0505296552 Application for amend la License DPR-72, consisting of Rev 1 to Toch Spec 
Change Request 130, revising Tech Spocs Co transfer lablos of fire detection 
instrumontation, deluge & sprinkler & fire hose stations to fire protection plan 
WESTAFER,G.R Ffonda Power Corp (sdbs, Florida Progress Coip) 65/05/24 
DENTON,HR Office o1 Nuclear Reactor Rogurallon, Director, 7pp 30591.307- 
30591:319 

-8506296555 Proposed Tech Specs tranferrma tables of fire detection 
Insl/umenlatlomdeluge & sprinkler sys & fire hose stations to fire protection plan 
* Florida Power Corp (subs Florida Progress Corp). 86/05/24 6pp 30591 314- 
30591 319 


J. Financial Inrormalfon 

0505010177 "Florfda Progress Coro Annual Rept 1984 " Annual financial slatements for 
util & pariiclpanls and w/850425 Hr. i « 

HfNES,AH. FloricJa Progress Corp. 84/12/31, DENTON, HR Office of Nuofear Reac- 
tor Regulation. Director, 919pp 30064:276 $0087 1 13 


J, Insurance & Indomnity Information 

05O5O8O2B7 Forwards Endorsement 68 to NELfA Policy NF-195 & Endorsement 52 lo 
MAELU Policy MF-91 ^ , 

DUCK, JR Marsh & McLennan, Inc 85/05/02 SALTZMAN.J Assistant Director for 
State & License© Relations 3pp 30202 123*30202 125 


P. Operating license stage documente & correspondence 

8506090565 Partial response to FOIA request for documents re 15 FINs Forwards App 
F documents Documents also available In FDR ^ 

FELTON, JM Division of Rules and Records 84/11/19 SHOLLY.S C Union of Corn 
cernod Scientists 3pp 30258 301-30261 242 

—8605090671 Forwards draft "Insignia Gained From Four PRAs " Review & comments 
requested by 830422 ^ ^ ^ , 

SPEIS.TP Division of Safety Technology 03/03/23 EISENHUT.D G Division of LI 
censing THOMPSON.H Division of Human Faclors Safety ERNST.M L Division ol 
Risk Analysis & Operalions (post 840429) 2pp 3025B 306*3D258'3O7 

-8505090577 Draft "Insights Gained From Four PRAs " 

• Reliability & Risk Assessment Branch 03/03/23 81pp 30268 308 30259 025 

6565010167 Appircalion for amend to License DPR'72 consisting of Tech Spec Chflnge 
Request 1 35 re current reactor refueling for Cycle VI Certificate of Sve end 
VVKTAFER.GR Ffonda Power Corp (subs Florida Progress Corp) 05/04/25 
DENTON.HR Office of Nuclear Reactor Regulation, Director 2pp 300 Q7 167- 
30087 292 

-8505010183 Tech Spec Change Request 135 re current reactor refueling for Cycle VI 

• Florida Power Corp (aubs Florida Progress Corp) 05/04/26 46pp 30007.161- 
30087.216 

-8505010164 "Cycle 6 Reload Rept " 

• Babcock A Wilcox Co BAW-18b0 85/04/30 78pp 30087 217-30007 292 

8506060036 Application for amend to License DP R-7 2, consisting of proposed Tech 
Spec Change Request 128 lo resolve conflicts between current Tech Specs & com 
mitments made to provide low temp overpressurization protection 
WeSTAFER.GR Florida Power Corp (subs Florida Progress Corp) 85/05/01 
DENTON.HR Office of Nuclear Reactor Regulation, Director 7pp 30157'104- 
30157 203 

-B505060040 Proposed Tech Spec Change Request 12B.resolvlng conflicts balwcofi 
current Tech Specs & commitments made to provide low temp overpressurizalron pro 
lecUon 

• Florida Power Corp (subs Florida Progress Corp) 85/05/01 3pp 30167 201- 
30157 203 

8504290442 Generic Ltr 86 07 to all (roerating reactor licensees re Implo men lotion of 
Integrated schedules for plant mods Sve list end 

THOMPSON.H L. Division of Licensing 85/05/02 Consolidated Edison Co of Now 
York. Inc 22pp 30218149-30218 170 

8505080121 Remits fee for 850501 application to amend License DPR-72, consisting of 
Tech Spec Change Request 128 Check inadvertently omlKed from submittal 
WESTAFER.GR Florida Power Corp (subs Ffonda Progress Corp) 85/05/02 
DENTON.HR Office of Nuclear Reactor Regulation. Director 2pp 30202 112 
30202 112 

8 505240240 Advises that licensees may formally request consideration of integrated re 
actor vessel malls program for planls.per CO Thomas 850313 & 0503 itra Each licens 
ee should submit request for license amend lo remove current Tech Specs 
THOMPSON.HL Division of Licensing 85/05/08. TUCKER.HB Duke Power Co 
lOpp 30576 038 90576 047 

8505170367 Fomards Relief Request 140, revised to Incorporate alternate oxam for re 
actor vessel support skirl weld Request applies to requirements of ASME Boater & 
Pressure Vessel Code, Section XI 

WESTAFER.GR Florida Power Corp (subs Florida Progress Corp) 85/05/13 
DENTON.HR Office of Nuclear Reactor Regulation, Director 3pp 30443 218 
30443 220 

8505230504 Notification of 650517 meeting w/util & B&W in Bethesda.MO to discuss 
use of Lynx T computer code In reload repl 

SILVER.H Operating Reactors Branch 4 85/05/14 STOLZ.J F Operaleng Reactors 
Branch 4 2pp 30544*263-30544 265 

8505300159 Forwards draft SAfC 85/1519-1, "Review of Licensee A Applicant Re- 
sponses to NRC Generic Hr 83-2ejtem 1 2, 'Post-Trip Review Data & Info Capabi li- 
dos’ " Util resporise Incomplete in four areas evaluated 

STOLZ,JF Operating Reactors Branch 4 85/05/16 WiLGUS.WS Florida Power 
Corp (subs Ffonda Progress Corp ) 2pp 30659*102-30659198 

-8505300166 Draft "Review of Licensee & Applicant Responses lo NRC Generic Ltr 
83-28, (tern 1 2, 'Post-Trip Review Data & Into Capabililies* for Crystal River Ntictear 
PfanLUnit 3." technical evaluation rept 

• Science Applications international Corp (formerly Science Applications. Inc,). NRC- 
03 62-096 SAIC 85/1519-1 DRFT 85/05/16 NRC - No Detailed Affiliation Given 
15PP 30669 184-30650193 

850S210106 Generic Ltr 85-08 to all holders of CPs & OLs re 10CFR20 40B termination 
repts - formats 

THOMPSON.H L Division of Licensing 05/05/23 Consolidated Edison Co of New 
York. Inc 20pp 3O682.202'3O682 301 

8505210131 Generic Ltr 85 10 lo all B&W PWR licensees & applicants re Tech Specs 
for Generic Ltr &3-28,ltems 4 3 & 4 4 

THOMPSON.HL, Division of Licensing 65/05/23 Consolidated Edison Co. of New 
York, Inc 15pp 30670 335-30670 349. 



DOCKETED ITEMS 87 


85051290*516 flosponds to NBC 850417 request for addi info re util 050425 reload 
repi Cycle 6 thermal hydraulic analysis used LYNXT. LYNX1 & LYNX2 
codes Transient analysis performed W/BADAR code Cycle 5 & 6 thermal hydraulic 
design parameters and 

WESTAFEfl.GR Florida Power Corp (subs Florida Progress Corp) 05/05/23 
DENTON, HR Office of Nuclear Reactor Regulation. Director 2pp 30592 240* 
30592.240 

8505290552 Application for amend to Ucanso DPR-72,consisling of Rev i to Tech Spec 
Gharvgo Request 130. revising Tach Specs to transfer tablas of fire detaclion 
inslfuiriGnlalion.deliigQ & sprinkler ^ fire hosa slalions to tire proteclton plan 
WESTAfER.QR Fionda Power Corp (subs Florida Progress Corp) 85/05/24 
OENTON.H R Office of Nuclear Reactor Regulation. Director 7pp 30591 307- 
30591 319 

-8506290355 Proposed Tech Specs tranterrinn tables of fire detection 

inslrumGn'tahon.delugo & sprinkler sys & fire hose stations to fire protection plan 
' Florida Power Corp (subs Florida Progress Corp) 65/05/24 6pp 30591 314- 
30591 319 

85OS31O306 AppliCplion for amend lo License DPR-72, consisting of Tech Spec Change 
Roque 6l 6 ro undervoltage protection equipment Certificate of Sve encL 
WEsTAFER.gr Florida Power Corp (subs Florida Prograss Corp) 05/05/28 
DENTON, DR Office of Nuclear Reactor Regulation, Director 5pp 30642159 
30642 169 

-8505310390 Proposed Tech Specs re undervoltage protection equipment 
* Florida Power Corp (subs Florida Progress Corp) 05/05/20 6pp 30642 164- 
30642 169 


-8505210155 Insp Rept 50 302/85-16 on 650325-20 Violation noted pipe support instal 
falion dimension did not conform w/applJcablo approved engineering drawings 
ANG.WP, BLAKE.JJ Region 2, Office of Director 85/04/10 5pp 30514 113- 

30514 117 

8605210044 Forwards Insp Rept 5t> 302/05 13 on 850318 22 & notice of violation 
WALKEH^RD Region 2. Office of Drrecior 05/04/19 W/LGUS.WS Fionda Power 
Corp (subs Florida Progress Corp ) 2pp 30510 023 30510 036 

-8505210046 Notice of violation from insp on 650318 22 

* Region 2. Office of Director 86/04/19 2pp 30510 025 30510 026 

-0505210049 insp Ropl 50-302/05-13 on 65031 0 22 Violations noted failure to control 
environ conditions in calibr lab & evaluate out-oMolerance measuring & tost equip 
ment in timely manner 

* Region 2 . Office of Direclof 05/04/19. lOpp 30610 027 30510 036 

8505210516 Forwards Insp Rept 50-302/65 1 1 on 650301 -29 & notice of violation 
BROWNLEE.VL Region 2, Office of Director 85/04/23 WILGUS.W S Florida Power 
Corp (subs Florida Progress Corp). 2pp 30515 151*30515 104 

-8505210519 Notice of violation from insp on 650301-29 

* Region 2, Offico of Director 65/04/23 1p 30515 153 30515 153 

-8505210522 insp Ropl 50-302/85 11 on 850301-26 Violation noted failure to have 
adequata administrative procedure for procodura review & approval 
STETKAJP, PAMCieRA.VW Region 2. Offico of Director 05/04/22 lipp 

30515 154*30515 164 


Q. Inspection reports, IE Bulletins & correspondence 

D50&210105 Forwards Exam Ropl 50-302/OL-04 02 of exam administered on 841217- 
20 

SROWNLEE.VL Region 2, Offico of Director 05/03/19 WILGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 3pp 30610 137-30510 240 

-0505210116 Exam Rept 60 302/OL 84 02 on 841217-20 Exam results six senior reac- 
tor candidates & four reactor candidates passed 

LAWYER, S, WILSON, B A Region 2, Office of Director 05/03/01 lOOpp 30510 140 
30510 240 

8505210090 Forwards Insp Rept 50-302/85-10 on 05031 1-15 No violations or dovi- 
a lions idon tilled 

BROWNLEe,VL Region 2, Offico of Director 85/04/04 WILGLfS.WS Florida Power 
Corp (subs Florida Progress Corp ) Ip 30510 263-30510 273 

*-3505210696 Insp Ropl 50 302/85-10 on 05031 1-15 No violations or deviations 
noted Major areas Inspected plant chemistry & inservico tostinn of pumps & vafves 
ROSS,WJ, BLAKE,JJ Region 2. Office of Director 05/03/20 lOpp 30510 204- 
30510 273 

8595210132 Forwards Insp Rept 50 302/85 07 on 850211-15 & notico of violallon 
BROWNLEE, V L Region 2, Office of Director 05/04/08. WILGUS.WS Florida Power 
Corp (sobs Florida Progroas Corp ) 2pp 30513 304 30513 327 

-8505210136 Nolica of violallon fronn Insp on 05021 1*15 
* Region 2, Office of Diroclor 05/04/00 Ip 30513 306-30513.306 


8505210121 Forwards Insp Rept 50 302/85 01 on 8501 14-18 Certain aclivitloa appear 
to be In violation & aro under consideration for escalated enforcement action 
GRACE, JN Region 2, OJhce of Diroclor 05/04/26 WILGUS.WS Fionda Power 
Corp. (subs Florida Progress Corp >. 3pp 30514 001 30514 037 

-8605210126 Insp Rept S0-3I}2/05 01 on 8501 14-18 Violations noted failure to take 
adequate corrective action lo prevent recurronco of violations as required by 
10CFR50,App B.Criterion XVI & to Implement requalification program 
STADLER^Sb, JULIAN.CA Region 2, OffJco of Director 85/04/25 34pp. 
30514 004 30514 037 

8504250462 IE Info Nolice 05 034, *'Heal Tracing Conlributes to Corrosion of Stainless 
Steel Piping “ Sve list enef 

JORDAN.EL Division of Emergency Preporednoss & Enginoerlng Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc f07pp 30115185- 
30115 291 

8504250465 IE Info Notice 05-035, ‘^Failure of Air Chock Valves to Seat." 5vc list end 
JORDAN.EL Division of Emergency Proparednosa & Englnoorinn Response (Post 
830103). 05/04/30 Consolidated Edison Co. of Now York, Inc fOOpp 30116 077- 
30115 184 

8506200465 Forwards Insp Ropl 50 302/65 18 on 850406-12 & notico of violation 
BROWNLEE,V L Region 2, Offico of Director 05/05/02 W/LGUS.W.S Florida Power 
Corp (subs Florida Progress Corp ) 2pp 30467 27 B 30467 290 

-8505200457 Nolica of violation from insp on 650406-12 
* Region 2, Offico of Director 05/05/02 Ip 30467 2 DO 30487 280 


-8505210140 Insp Ropt SO 302/05-07 on 050211-15 Violallon notod Inadequate proco 
dure for retention of records required by Tech Specs 

MEflRIWEATHER,N , BREWER, D, FOSTER, L Region 2, Offico of Director 06/04/ 
03 20pp 30513 307-30513.327 


-850S200461 Insp Ro|rt 50 302/85 16 on 8G0403- 12 Violation noted Inadequate omor- 

ra ope^allnn procedure for seismic events 

,J.L., QOOOEN.A, CLINE.WE Region 2. Office of Director 86/05/02 lOpp 
30487 201 30407 200 


0SOS17O375 Forwards insp Rept 60-302/65*14 on 850319 22 No violations or dovi 
alio ns fdonbhod. 

BROWNLEE. V.L Region 2, Offico of Diraclor 85/04/09 WILGUS.WS Florida Power 
Corp, (subs Florida Progress Corp ) Ip 30463 1 97-30463 206 

^8505170379 Insp Rept 50 302/06-14 on 050319-22 No violations or deviations 
noted Malor areas inspected fire protection/ provoniion 

WILLER.W H , CONLON.T E Region 2, Oflico of Director 05/04/05 Opp 30463 190 
30463 206 


6505220308 Forwards Insp Rent 50 302/06 00 on 050201-20 & notice of violation 
WALKER, fl D Region 2, Offico of Director 05/04/11 WJLGUS.W.S Florida Power 
Corp (subs Florida Progross Corp ) 2pp. 30530 293-30530 307 


^650522031 1 Notice of violation from insp on 050201-20 
' Region 2. Ollfco of Director 05/04/1 1 2pp 3O530 295-30630 206 


-8505220313 Insp Rept 60-302/05 00 on 050201-20 Violations nolod.faliuro to properly 
approve tompo/ary procodure changes prior to impfemontallon & lo have two mdo 
pendent decay heat soawator sya loops operabonal 

STETKA,TF, PANCfERA.VW Regfon 2, Office of Director. 85/04/00. lipp 
30530 297-30530'307. 


$505210171 Forwards summary of 050315 mgl meoling w/ulil In Redon tl ofc re viola- 
lions noted In Insp Rept 60-302/04 09 Violation for failure to follow Procedure SP- 
317 did occur Atlondanco Hat end 

GRACE.JN. Region 2, Office of Director 05/04/17 WILGUS.WS Florida Power 
(5ofp {subs Florida Progress Corp ). 4pp. 30510:279 30510 265 

-8505210180 Suppis response to NRG supplemental 041226 Hr ro violations noted in 
Insp Rept 50-302/84‘09.Conllnuo8 to deny oxlstanco of violation based on procedure 
adherence. Event considered isolated Incident 

WESTAFER.G.R Florida Power Corp, (subs Florida Progress Corp.) 05/01/25. 
O'REILLY, J P Region 2, Offico of Director. 3pp 30510 283-30510 205 

$505210151 Forwards fnsp Reel 60-302/05-16 on 860326 20 & notico of violation 
WALKER. RD. Region 2, Office of Director 05/04/18 WILGUS.WS Florida Power 
Corp (subs Florida Progross Corp ) 2pp 30514 110-30514*117 

-6505210162 Notice of violation from Insp on 050325-20 
' Region2,Officeof Director. 05/04/10 Ip 30514*1 12-30614,112. 


6505210526 Forwards Insp Rept 50-302/85-20 on G50400 12 & notico of violallon 
0ROWNLEE.VL Region 2, Office of Direclor 05/05/02 WILGUS.WS Florida Power 
Corp. (subs Florida Progress Corp ) 2pp 30515 087-30516 097 

-8505210629 Notice of violation from insp on 050408-1 2. 

* Region 2, Offico of Director 85/05/02 2pp 30516 089 30516 090 

-8605210533 Insp Rapt 50 302/05-20 on 8 504 08 -12. Violation noted inadequate QA 
records documontmo visual fnsp of safety- related snubbers 

LENAHAN.J.J, JAf^.F, Region 2. Office of Director 05/05/01. 7pp 30516 091- 
30515 097 

8605080418 fE Info Nolice fl4-62,Suppl 1, "Inadoquale Mall Procurement Conlrols on 
Part of Licensees & Vendors " 

JORDAN, E L Division of Emergency Preparedness & Enginoerlng Response (Post 
030103) 85/05/08 Consolidated Edison Co of New York. Inc lOpp 30816*338 
30616 347 

8605130034 JE fnfo Notice 85-037, ‘’Chemical Cloanlng of Steam Generators at Mlll- 
Blono 2 ’■ Sve list end. 

JORDAN, E L Divialor* of Emergency Preparedness & Enginooring Response (Post 
830103) 85/05/14, Yankee Atomic Electric Co 4pp 30848 272*30840 014 

8606200168 IE Info Notice 85 038. "Loose Parts Obstruct CRD Mechanism." 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/05/21 Consol idatad Edison Co. of Now York, fne 4pp 30667.356 
30667.359, 


R. Periodio operating reports & related correspond once 

8505200423 "Annual Radiologlcdt Environ Operating Rept, 1984 " W/650430 Itr 
MCKEE, P F , WESTAFER.G R, Florida Power Corp, (subs Florida Progross Corp ) 
84/12/31 GRACE.JN, Reglon2. Ofhceof Dtroclor 102pp 3 04 87* 08 4 -3(r4 87 265 

8505170651 Monthly operating rept for Apr 1905 W/050507 Itr 
STEWARr.SA., GRAHAM, 0. WESTAFER.G.R Florida Power Corp, (subs Florida 
Progress Corp ) 85/04730 TAYLOR.J M Director’s Oflico, Offico of Inspection and 
Enforcement 5pp. 30402 253-30462,257 
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S Reportable occirrrencea, LERs & related correspond! ence 

8505020453 LER 63 00l/(}1X-2on 630106,821215 failure of radiation monitor to alarm 
in all failure modes icfenlifiod as u-nreviewed salety question Caused by design 
inadecuacy Alarm contacls modified W'/850423 Itr 

GREEN.DG, WESTAFER.G R Florida Power Corp (subs Florida Progress Corp) 
85/04/23, 3pp 30117 268*30117 270 

6S05060001 LER B4*0l5 01on 6404Q4 &. 07 13, emergency diesel q&nerdtor B auto 
started On 8407 13, emergency diesel B air start pressure low alarm activated All 
events caused by drainpelcock faiSure Air start air fillers to bo replaced W/850 423 Ur 
BANDHAUER.W K. WfcSTAFER.G H Florida Power Co/p (sobs Florida Progress 
Corp) 65/04/23 3pp 30183 345-30183 347. 

8505030727 LER 63 064/03X-1 on 831219.reactor bldg radiation monitor Rm A6 printed 
out fow flow gtarm but no audible annunciator received Caused by blown fuse tn dc 
dislrtbulion panel 5B duo to blown lamp Fuse 8 lamp replaced W/a50424 Hr 
GREENED (a. WESTAFER.C fl Florida Power Corp (subs Florida Progress Corp) 
85/04/24 3pp 50142 281-30142 283 

B50503D729 LER 83 000/03X-1 on 830222, auxiliary steam valve 5 failed to open & 
emergancy feedwater pump 2 became inoperable Caused by sticking contactor caus- 
ing burnup in auxiliary steam valve motor operator Valve operator replaced W/Q50424 
Itr 

GREEN.DG, WESTAFER.G R Florida Power Corp (subs Florida Progress Corp) 
85/04/24 app 30142 284-30142 28S 

8505038732 lEfl 83 061/O3X-1 on 820929dan dampor operator on industrial cooler 
failed 8 reactor bldg average temp exceeded 130 F itmil of Tech Specs Caused by 
water in instrument air duo lo personnel error Procedures reviewod.W/850424 Hr 
GREEN.DG. WESTAFER>G H Florida Power Corp (subs Florida Progress Coip) 
B5/04/24 3pp 30142267 30142289 

8505280246 Special Ropt 85 01-on a50317.dufing performanca of refueling interval 
survecl[ance,all three triaxial peak accetographs required by Tech Specs discovered 
inc^eiable Cau8e undetermined Accefographs wiN bo repaired 
WESTAFER.G R Florida Power Corp (subs Florida Progress Corp) 85/04/26 
GRACE.J N Regcon 2, Oflica of Director 2pp 30582 232 30562 233 

0505150402 LER 05-003 00 on 850403, dotermmetl that 1980 inservree insp of once- 
Ihrough steam generator B had not fully examined length of generator tubes Caused 
by personnel error Mod of Tech Spec ra tube insp requiromenis proposed W/B50506 
lir 

BANDHAUER.W K , WESTAFER.G R Florida Power Corp (subs Florida Progress 
Corp) 05/05/06 3pp 30413 001 30413 Q03 

6505140416 Pari 21 rept re discrepancies in Limitorque actuator >vaiQhls for valves sup 
plied to Bellofonte Llnita t & 2 & Washington Nuclear Project Unit 1 List of affected 
valves end Listed B&W designed plants notified of problem 

TAYLCIR.JH Babcock & Wifcox Co 85/05/08 TAYLOR.JMi Director’s Olfiog. Office 
of Inspection and Enforcement £pp 3036B 116 30368 120 

8505230427 Part 21 rept re incorrect short time delay band lever inadequately installed 
in low voltage K line circuit breaker elect romocbanical overcurronl Irip device Visual 
msp to date-rmine if oorreci fever installed recommended 

KAISER. A F Brown Boveri Corp (subs of Drown Boveri & Co, Ltd) 85/05/13 
DEYOUNG.R C Director's Office, Office of Inspection and Enforcement 6pp 
30531 223 30531 226 


V, Operator Examfnalfons 

850521Q105 Forwards Exam Rept 50 3D2/OL 64-02 of exam administered on 841217- 
20 

BROWNLEE.VL Region 2. Office of Director 85/03/19 WILGUS.WS Florida Power 
Corp (subs Florpda Pfogrosa Corp) 3pp 30510 137-30510 24B 

■'•8505210118 Exam Rept 50-302/OL B4 02 on 841217-20 Exam results six senior reac- 
tor candidates & four reactor candidates passed 

LAWYER, S, WILSON, B A Region 2, Office of Director 85/03/01 lOOpp 30510 140 
30510 248 


8 505020064 Forwards Physical Protection Insp Repts 50 295/85-16 & 50-304/85 15 on 
850325-28 No noncomplianco noted 

AXELSON.WL Region 3, Office of Director 86/04/10 REED.C Commonwealth 
Edison Co 2pp 30119 126 30119 129 

—0605020074 Physical Protection Insp Ropls 50-295/85 15 & 50-304/05 15 on 850325 
28 No noncompliance noted Major areas injected mgl effectiveness, tocks.koys & 
combinations & physical barriers - vital areas Details withheld (ref 10CFR73 21) 
BELANGER, JL Region 3, Office of Director 05/04/19 2pp 301 19 128 301 1 9 129 

8505100140 Forwards Rovs 16,10 & 10 to Zion, Quad Cities & Dresden security 
plans/Dspeclively Rgvs withheld (ref 10CFR73 21) 

FARRAR, DL Commonwealth Edison Co 85/05/02 KEPPLER Region 3, Olfice of Di 
reclor Ip 30245 314 30245 314 

8505130363 Advises that 660502 Rev 15 to physical security plan consistent w/provi 
sions of 10CFR5O54{p) & acceplabia 

AXELSON.WL Region 3, Office of Director 85/05/08 FARRAR, DL Commonwealth 
Edison Co 2pp 30275 257 30275 25B 

8B05150413 Forwards interim procedures to bring plant to hot shutdown given fire In 
mam control room on remote shutdown panels & charging pump room heatup 
onalysls.per 850403 meeting 

LEBLOND.PC Commonwealth Edlsorr Co 85/05/09 DENTON, H H Office of Nuclear 
Reactor Rogulatron, Director Ip 30997 160 30398 027 

-8505150416 Revised fire protection proceduresjncluding Rov 2 to FOP-1, "Safe Shut- 
down Procedure for Firo In Main Control Room" & Rev 0 to FOP 3, "RHR Pump 
Power Cable Repair” Charging pump room heatup analysis end 
• Commonwealih Edisorr Co 05/03/27 219pp 30397 169 30398 027 

8505150415 Advises of completion of review of applicable NFPA codes & Idenlitrcation 
of significant deviations.por util 640614 Itr Final resolution of deviations will involve 
correction or lustificatlon & will be documented mlernally 

LEBLOND.PC Commonwealth Edison Co 85/05/09. DENTON, H R Office of Nuclear 
Reactor Regulation. Director Ip 30399 06Q-30399 068 

8505290168 Rev G lo Emergency Ran Imptemenlmq Procedure EPIP 550 2, "General- 
Ing Station Emergency Plan Var>,Environ Emergency Kits & Emergency Operations Fa 
cllity Radiological Equipment " 

“ Commonwealth Edison Co 85/05/14 13pp 30597 115-30597 126 

0505230408 Responds to NRC 850402 Itr re weaknesses noted in fnsp Repts 50 
Q6 08 & 50-304/85 09 Corrective actions Cherriislry Procedure 701-2 for diluted post 
accident HCS sample revised 

FARRAR, DL ComnhonweaUh Edison Co 86/05/15 KEPPLER.JG Region 3, Office 
of Director. 3pp 30531 059-30531 061 

8506280189 Forwards Insp Repts 50-254/85-13,50 265/65 14,50-295/85 19, 50-304/ 
86 20.50 373/85-16,50 374/85-15,50-454/85 20 & 50 455/05 14 on 850425 S 
0503 No noncompliance identified 

PAPERIELLO.C J Region 3, Office of Director 85/05/21 REED.C Commonwealth 
Edison Co 2pp 30571 310 30571 318 

-8505280221 Insp Repts 50 254/85-13,50-285/05 14,50 295/85-19. 50 304/85-20.50 
373/85 15.50 374/85 15,50-454/85-20 & 50 455/85 14 on 060425 & 0503 No viola 
Irons or devialior>s identified Areas inspected radiological environ program 
OESTMANN.MJ Region 3, Office of Director 65/05/11 7pp 30571 312-30571 318 

8505290353 Forwards "Exerciso Ropt, Zion Nuc/ear Power Station, Common-wealth 
Edison Co Joint Exercise," of 850306 exercise Deficiency noted for Lake Coiinly.fL 
KRIMM.flW Federal Emergency Management Agency 85/05/23 JORDAN, EL Divi 
Sion of Emergency Preparedness & Engineering Responso (Post 830103) Ip 
30699 134-30599 209 

-8505290365 “Exercise Rept, Zion Nuclear Power Slalion.Commonweallh Edison Co 
Joint Exercise " of 850306 exercise 

' Federal Emergency Management Agericy 85/04/30 75pp 30599 135 30599 209 


O. Advisory Comniittee on Reactor Safeguards reports & correspondortce 


8505210121 Forwards Pnsp Rept 50-302/05-01 on 8501 14-18 Cerinin activities appear 
lo be m violation & are under consideration for escalated enforcement action 
GRACE.JN Region 2, Office of Director 85/04/25 WfLGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 3pp 30514 001-30514 037 

-'6505210126 fnsp Ropt 50 302/05 01 on 850114 18 Violations noted failure to take 
adequate corrective action to prevent recurrence cf violaUons as required by 
tOCFR50,App B, Criterion XVI & to implement requalifi cation program 
STADLER,SD. JULIAN, C A Regior> 2, Office of Director 05/04/25 34pp 
30514 004-30514 037 


0505230001 Partial response to FOIA request for records contained in 15 FIN 
fifes Forwards documents fisted in App E Search continuing 
FELTON.JM Division of Rules and Records 84/10/02 sHOLLY.SC Union of Con- 
cerned Scienlisls I7pp 30557 001 30567 019 

-0505230199 Highlights issues & questions raised at 820128-29 meoting re facility 
PRA Basis for NRC questioning of PRA study given Discussion of queslfona & issues 
and 

SALOEVVICZ.WL ACRS - Advisory Committee on Reactor Safeguards 82/02/16 
BENDER, M, KERR.W, OKRENT.D A(]RS - Advisory CommiHeo on Reactor Safe 
guards 14pp 30559 214-30559 227 


DOCKET 50-304 ZION NUCLEAR POWER STATfON, UNIT 2 


P. Operating license stage documents & correspondence 


F. Security, medical', emergency & fire protection plans 

6505280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PR As for listed plants Forwards App A documents.Soarch con 
tinuing for add I records 

FELTORJ M Division of Rules and Records 64/10/15 SHOLLy,SC, Union of Con- 
cerned Scie nil sis 12pp 30830001-30630 1 58 

-630 8240360 Requests end draft review results of probabilistic safety study fire analy- 
sis from Sandia which wilt appear in draft Sandia/BrooKhoven NUREG/CR be for- 
warded to licensee for assessment 

THADANf.AC, Reliability & Risk Assessment Branch, 63/06/20 VARGA, S Operating 
Reactors Branch 1. 5pp 30631 354 30631 356 

8505130302 Rev 4 to "Zion Generating Station Emergency Plan Annex ” 

* Commonwealth Edison Co 64/12/31 56pp 30275 11 7*30275 172, 

8505000164 Rev 11 lo "Offsile Dose Calculation Manual" 

GALLE,D Commonwealih Edrson Co 85/03/31 300pp 301 99 292-30200 222 


8505200001 Further response to FOIA request that records re 15 listed FIN files be 
made available In PDR App C & D records available in PDR Review continuing 
FELTON.JM- Division of Rules and Records 84/09/20 SfjOLLY^SC Union of Con 
corned Scientists 12pp 30503 072-30503 003 


-8505200133 Requests reprogramming of listed FY83 funds duo (o changes in sched- 
ule of severe accident activilTes Revised project Identification summary end 
BOYD.SM, Division of Systems fnleflratlon (post 811005) FIN A-3712 83/07/28 
FUNCHES.J Planning & Program Analysis Staff lOpp 30503-21 9-30503 220 

8505230001 Paftlal response lo FOIA request for records contained In 15 FIN 
Mes Forwards documents tisled fn App E Search continuing 
FELTON.JM, Division of Rules and Records 84/10/02 SHOLLY.S C Union of Con- 
cerned Scientists 17pp 30557,001-30657 019 


-6302020220 Forwards std order for DOE work "Safely Evaluation of Cora Meft 
Accidents Indian Point-OR & Zfon OR," providing addi funding (or FY83 
MATTSON, RJ Division of Systems Integration (post 811005) FIN A-3712 83/01/24 
OGEKA.GJ Energy. Dept of Ip 30659 260-30659 262 ^ 
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«-83i>2(^20229 Std order /or DOE work "Safely Evaluation of Coro Melt Accidonls Indian 
Point OR & Zion OR," Issued to BNL 

MATTSON.R J Division of Sysloms Integration (post 011005) FIN A-3712^3 03/01/ 
2A 2pp 30559 261*30559 262 

-830B-160343 Forwards std order for DOE work "Safety Evolualion of Core- Melt 
AccSdoms.Oporaiing Reactor Reviews for Indian Point 0 Zion " 

MATTSON, RJ Division of Systems Integration (post Q11005) FIN A-3712 B3/06/04 
OGEKA.GJ Energy, Dept of 1p 30559 269 30559 272 

-830 81503 50 Std order for DOE work "Safety Evaluation of Core-Mell 
Accsdonls.Operallno Reactor Reviews for Indian Point & Zion," awarded to BNL 
MATTSON.R J Division of Systems Integration (post 811005) FIN A 3712-3 03/08/ 
OA 3pp 30659 270 30559 272 

-8505230202 Requests BNL proposal for technical assistance under FIN A 3712, 
' Safoty Evaluation of Core-Mell Accidents Indian Point Operalmg Reactor & Zion Op 
sratmg Roaclor," Statement of work end 

MATTSON, flJ Division of Systems Integration (post 811005) FIN A-3712 82/11/29 
OQEKAGJ Energy, Dept of lOpp 30559 228-30559 245 

-8505230213 Project & budget proposal for NRG work "Safely Evaluation of Core Molt 
Accidonts Indian Point Operating Reactor & Zion Operating Reactor " 

PRATT.T Brookhaven National Laboratory FIN A-3712 02/12/03 MEYER.J NRC • 
No Delallad Aflilfation Given 8pp 30659 246 30559 263 


“6505230516 "Safely Evaluation of Core Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Feb 1983 

* Brookhaven hlalional Laboratory FIN A 3712 83/02/28 Reactor Systems Branch 
2pp 30658 270-30558 271 

“8505230647 "Safety Evaluation of Core Melt Accidents Indian Point Operating Reader 
& Zion Operating Roaclor." monthly highlights (or Mar 1903 

* Brookhaven National Laboratory FIN A-3712 83/03/31 Reactor Systems Branch 
3pp 30558 272-30558 274 

“8505230662 "Safety Evaluation of Core-Mell Accidents Indian Point Operating Reader 
& Zion Oporalinn Reactor." monthly highlights (or Apr 1903 

* Brookhaven National Laborotory FIN A 3712 83/04/30 Reactor Systems Branch 
3pp 30658 275 30558 277 

“8505230673 "Safety Evaluation of Core Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for May 1983 
KATO.WY Brookhaven National Laboratory FIN A-3712 03/06/16 MEYER.J F Re 
actor Systems Branch 7pp 30556 278 30550 284 

“8505230686 "Safety Evaluation of Coro Mell Accidents Indian Point Operating Reactor 
& Zior> Operatmn Roaclof," monthly highlights for Jul 1983 

‘ Brookhaven National Laboratory FIN A 3712 83/07/31 Reactor Systems Branch 
2pp 30550 2B5 30558 286 


-850523W29 Forwards aid order for DOE work "Safety Evaluation of Coro Melt 
Accidents, Indian Point Operating Reactor & Zron Operating Roaclor," accepting BNL 
321203 proposal & providing funds to begin work 

MATTSON^R J Division of Systems Integration (post 011005) FIN A-3712 02/12/30 
OGEKA.GJ Energy, Dopi of 2pp 30559 254 30559 265 

* 850523<023& Std order for DOE work "Safety Evaluation of Coro Molt Accidonls Indian 
Point Operating Reactor & Zion Operating Reactor " 

MATTSON,RJ Division of Systems Integration (post 011005) FIN A 3712 82/12/30 
3pp 30559 256 30659 250 

“8505230249 Forwards oxoculecl std order for DOE work "Safoljr Evaluation of Coro- 
Mell Accidonls Indian Point Operating Roaclor & Zion Operating Reactor ” 
OGEKA.G.J. Energy, Dept of FIN A-371? 03/01/10 DANDCDIS.DB Division of Ac- 
counting & Finance Ip 30659 259-30550 259 

“85 0523 038 5 Forwards executed std order for DOE work. "Safoly Evaluation of Core- 
Mali Accidents Indian Point OporalIng Reactor & Zion Oporallng Roaclor " 
OQEKA,GJ Energy, Dept of FIN A-3712 83/02/10 DANDOIS.DB Division of Ac- 
counting & Finance 1 p 30659 263 30559 263 


“8606230693 "Safety Evaluation of Coro Moll Accidents Indian Point Oparalmg Reactor 
& Zion Operalmn Reactor," monthly highlights for Aug 1983 
* Brookhaven National Laboratory FIN A 3712 83/00/31 Reactor Systems Branch 
2pp 30550 207-30558 268 

“8505230599 "Safety Evaluation of Core Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Oct 1903 

KATO.WY Brookhaven National Laboratory FIN A 3712 03/11/17 LYON.W Reac- 
tor Sysloms Branch 4pp 30558 289-30558 292 

“8505230612 "Safety Evaluation of Core Melt Accidents Indian Point Operating Roaclor 
& Zion Operating Reactor," monthly highlights for Doc 1983 
KATO.WY Brookhaven National Laboratory FIN A-3712 84/01/16, LYON.W Roac 
lor Systems Branch 4pp 30550 293-30558 296 

0506280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
tinuing for add! records 

FELTON, JM Division of Rulos and Records 94/10/15 SHOLLY.SC Union of Con 
corned Sclonlists 12pp 30630 001 30630 158 


“SSO 528029 6 Forwards DOE 030225 notice of closeout disposition of equipment for 
FJN A'OOOZ Requests concurrence w/lransfor of oqulpmonl to FIN A-3712 
GRENIER, B L Technical Support Branch FIN A-3392 03/03/14 TING.P NRC - No 
Detallad Affiliation Given Ip 30559 264-30559 264 

“6505230305 Forwards properly cortification of equipment purchased under FIN A 
iclions roquoslod by 030316 

Dept of FIN A-3392 93/02/25 MATTSON.R J Division of Sys 
011005) 2pp 30559 265 30559 266 

“6505230320 Requests reprogramming of funds from FINs B-0625 & B 0034 to FINs A 
3712 a A 3711 

BOYD.S Division of Systems Inlogrolion (post 811005), FIN B-0625 03/07/26 
PUNCH ES,J Technical Support Branch 2pp 30559 267-30559 268 


3392 Disposition instri 
OGEKAiG J Erorgy, I 
toms Intograllon (pest 


“6505230340 Forwards executed std order for DOE work "Safoty Evaluation of Coro 
Molt Acddenls Indian Point Operatino Ronctor a Zion Oporalinn Roaclor " 

OQEKA,G J Enorgy, Dept of FIN A 3712 03/00/26 DANDOIS.DB Division of Ac 
counting & Finance Ip 30559 273-30559 273 


“8101060037 Responds to G01126 memo requesting consequence calculations for re- 
lease sequences w/a w/o iodines in release Div of Sys Integralion can perform CRAC 
runs a proposes using WASH 1400 evacuation model & parnmoters.except for ovacu 
all on limit 

KREGEaWE Assistant Diroclor for Radiation Protection 60/12/12 ERNST.M L As- 
sistant Director for Technology Roviow 2pp 30630 205-30630 200 

“8110300023 Forwards Div of Safoly Technology evaluation of nuxlltary feedwater Tech 
Spec out of SVC times & conlnbution to sys unavailability Three day mninl outage rec- 
ommended to reduce rolaxod *3Chedu[Q pormillocl w/T-day outano 
ERNST.M L Division of Safoty Technology 01/10/20 NOVAK, TM Assistant Director 
for Operating Reactors 13pp 30630 252-30630 264 

“8202110243 Forwards review comments ro structural area of facility probabilistic safety 
study 

KNKSHT.J P Assistant Director for Comp & Slructuros Engineering (Pro 830201) 02/ 
01/25 ERNST.M Assistant Director for Technology Review 3pp 30631 024- 
30631 026 


'65052303&9 Forwards aid ordor for DOE work "Safoly Evaluation of Core-Mell 
Acciden 19 Oporallng Reactor Reviews for Indian Poini & Zion," providing funds for 
work during Oct 1983, 

MATTSOHH J Division of Syatoms Integration (post 811005) FIN A 3712 03/00/02 
OGEKA.GJ Energy, Dept of 1p 30556 250-30550 250 


“8301270522 Recommends prioritization of issue ro probability of core malt due lo 
component cooling water sya failures in determining resources to bo expended & 
schedule for rosolution 

THADANI.A RoHabllity & Risk Assossmont Branch 83/01/19 MINNERS.W Safety 
Program Evaluation Branch 5pp 30631 193-30631 197 


-6505230305 "Safely Evaluation of Core Molt Accidents Indian Point Operating Roaclor 
& Zion Oporallng Roaclor," monthly highllghls for Jan 1084 

KATO.W.Y Brookhaven National Laboratory FIN A 3712, 04/02/13 LYON.W Roac- 
lor Systems Branch 12pp 30550 260 30559 291 


“8404110522 Forwards risk ovafuation replWork porformod per TMI Acllon Plan Item 
II 8 6, "Risk Reduction (or Oporalinq Reactors at Silos W/Hiflh Population Densities " 
HOUSTON.RW Assistant Director for Roaclor Safoly 64/03/20 ROWSOME.F As- 
sistant Director for Technology Roviow 42pp 30632 298 30632 330 


“6505230372 Std order for DOE work "Safely Evaluation of Core Molt 
Atesdonts Operating Reactor Rovlows for Indion Point & Zion," issued (o BNL 
MATTSON.R J Division of Systems Integration (post 011005) FIN A-371 2-3 03/09/ 
02 3pp 30558 259 30550,261 


“8406230009 Advises that Reliability & Risk Assossmont Branch In process of complol- 
ing roviow & offering rocommondatlons ro reactor coolanl pump seal cooling 
THADANI.A Reliability & Risk Assesamonl Branch 04/05/15 PARR,0 Auxiliary Sys 
terns Branch Ip 30631 198-30631 190 


-6505230384 Forwards executed aid ordor for DOE work, "Safoly Evaluation of Coro- 
Melt Accidonls Operating Roaclor Reviews for Indion Point & Zion " W/o onci 
OGEKA.GJ Enorgy, Dept of FIN A-3712 03/09/14 DANDOlS,D,8 Division Of Ac- 
counting & Finance Ip, 30S5Q‘262-3055B‘262 

“6505230401 Forwards std ordor for DOE work "Safoly Evaluation of Coro Moll 
Accide/i is, Oporallng Roaclor Roviowe for Indian Point A Zion," providing addi funding 

locomplolo work in Oct 1983 ^ . 

MATT^N.R J Division of Systems Integration (post 811005) 03/10/20, OGEKA,G J 
Energy. Dept, of Ip 30558,263-30558 263 

“8505230443 Std ofdor for DOE work "Safoty Evaluation of Coro Molt 
AcckJenls Operallna Reactor Rovlows for Indian Point & Zion " Issued to BNL 
MATTSON.R J. Division of Systems tntograllon (post 011005), FIN A 3712-4. 63/10/ 
20 3pP 30558 264-30558 266 

“8585230464 Forwards exoculod aid ordor for DOE work "Safety Evaluation of Coro 
Melt Accidonls Operating Reactor Reviews for Indian Point & ^on’ ^ ^ , 

OGEKA.GJ Energy, Dept of FJN A 3712, 63/11/16 DANDOIS.DB Division of Ac- 
coonllng A Finance Ip, 30556-267-30556 267 

“8M 5230462 "Safety Evaluation of Coro-Mell Accidonls Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Jan 1963, ^ . n u 

- Brookhaven National Laboratory FIN A-3712. 83/01/31. Reactor Systems Branch 
2pp, 3055e’268-3055e‘269 


“8606280367 Responds to TM Novak 020202 memo re use of PRA for other 
plants PRA can be used to identify structures A components which cor^lribute sub 
stantiatly lo risk.oxamlno cost-benetil of upgrading of structures & establish criteria 
CHOKSRf.N NRC - No Oolallod Affiliation Qlvon 82/02/05 SCHAUER.F NRC - No 
Dotailod Affiliation Given. Ip 38631 051-30631 053 

"8506280428 "Roviow of Zion PRA Seismic Anatysis," presented at ACRS Subcommit- 
tee 820325 & 26 meetings Related correspondonco end 
‘ Jack R Benjamin & Associates, Inc 82/03/26 27pp 30631 054-30631 0Q1 

“8505280444 Forwards "Risk Estimation Commontary on Zion Probabilistic Safety 
Study " fnfo on preferred way of roferonclng NRG support requested 
EASTERLING, R G Sandia National LaboratorioB 82/07/21 THADANLA Reliability & 
Risk Assessment Branch Ip 30631 086-30631080 

“8505280447 "Risk Estimation Commentary on Zion Probabilistic Safety Study" 
EASTERLING, R Sandia National Laboratories 82/07/21. 42pp 30631 087- 

30631 128 

“8B05280619 Forwards NED & SMIRT papers, per 630617 telcon Sensitivity studies ro 
effect of acceleration-truncaljon on sokrrlc core melt probability complete End labia 
shows that effect minimal W/o referenced papers 

RAVINDRA.MK Structural Mochanics Associates 83/06/20 REITER.L NRC - No 
Detailed Afliliatlon Given 2pp. 3063^348 30631 349, 


I 
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-8505290116 Cominents on several draft repls ro conlainment/sourco term/ conge 
Dene'S calculalcons bjr BNLRepts described as WASH 1400 base caseCafculations 
o not refloct any new sourco term info Reovaluahon appropriate 
BERNERO.RM Accident Source Term Program Olfico 83/09/12 MATTSON.R Djvi 
S ion of Systems Integration (post B1 1 005> 3pp 30632 295 30632 297 

8505090565 Partial response to FOIA request for documents f© 15 FINs Forwards App 
F documenis Documenls also available In PDR 

FELTON.JW Division of Rirles and Records 64/11/19 SHOLLY.SC Union of Con 
corned Scientists app 30256 301 30261 242 

-65050905B9 Draff "Risk Evali/alion & Insights " 

* Reliability & Risk Assessment Branch 04/02/29 112pp 30259 028*30259 149 

S50 50 30667 Second corrected nolihcation of 650502 meeting w/util in Bethosda.MD to 
discuss safely assurance program & mods to Q0O229 confirmatory order for 
facilities Meeting originally scheduled on 650410 Agenda end 
NORRIS, J A Operating Reactors Branch 1 85/03/25, VARGA, S A Operalmg Reac 
tors Branch 1 11pp 30160 285 30160 296 

8505060160 Ack recoipf of NHC 860422 Ilr informing that appeal will bo handled per 
10CFR2 208 a immediale actiork will not bo lakon per Rehm 850220 ItrUs© of faulty 
volirmolnx leak rale compuier program should be suspended 
REyTBLATT.ZV Warren Wilson College, Swannanoa, NC 65/04/30 DENTON.HR 
Office of Nuclear Reactor Regulation, Director Ip 30157 332 30157 332 

6505130322 Provides revised list of plugged steam generator tubes due to add! Indica 
lion found in Steam Gonerator 1C during reevafuallon of eddy current data 
QRAESSER.KL Commonwealth Edison Co 65/05/01. KEPPLER,JG. Region 3, 
Office of Director Ip 30276 206-30275 206 

6504290442 Generic Ur 85 07 to all operating reactor licensees re imptemenlalion of 
intenratod schodutos for plant mods Sve list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co oJ Now 
York. Inc 22pp 30218 149-30218:170 

6505160201 Forwards safety evaluation re util 831105 response to Generic Ltr 83 
20, Item 1 1. "Post Trip Review” Response does not meol guidelines In listed 
areas, Including method & criteria of comparing event w/oxpecled plant performance 
VARGA,SA Operalmg Reactors Branch 1. 65/05/03 FARRAR, OL Commonwealth 
EdJSOn Co 3pp 30450 177*30450 185 

-6505160205 Safety evaluation re util 831105 response to Generic Ur 63*26, Item 1 1, 
"Post-Trip Review ” Acceptable responses to listed deficiencies required before NRR 
can complete review of IJcensao post-trip review program & procedures 

• Office of NueJear Reactor Regulation, Director 85/05/03 6pp 30450.100 
30450185 

6505260663 Forwards Amends 66 & 78 to Licenses DPR-39 & DPR 48, respoclively & 
safety ovatualion Amends change Tech Specs to revise actions required in event of 
inoperable rod due to rod urgent failure. 

NORRiS.J Operating Reactors Branch 1 85/05/13 FARRAR,Ot Commonwealth 
Edison Co. 2pp 30606 121-30606 131 

-*8505200566 Amends 68 & 76 to Licenses DPfl.39 & DPR 40,respec1iVDly, changing 
Tech Specs to revise actions required In event of inoperable rod due to rod urgent 
failure 

VARGA.SA Operating Reactors Branch 1 85/05/13 7pp 30606 123*30606 120 

-6505280569 Safely evaluation supporling Amends 88 & 78 to Licenses DPR*39 & 
D PR-4 B, respectively 

• Office ol Nuclear Reactor Regulation, Director 85/05/13 2pp 30606 130* 
30606131 

6505220042 Forwards response to 650315 request for addl Info on Generic Ltr 63 
28, Items 2.1 & 2 2 2 re vendor Interface program for reactor trip ays components & 
NUPAG promam.rospec lively 

ALEXANDER, G Commonwealth Edison Co 85/05/20 DENTON.H R Office of Nucle- 
ar Reactor RGgu1atior>, Director 3pp 30518 310-30516 338 

-8505220048 Rev 0 1o Procedure ZAP 6 52-6, "Zfon Station Equipment Technical Info 
Control Program" 

* Commonwealth Edison Co 65/04/27 20pp 3051 B 313 30S18 338 

6505290346 Advises of no adverse findings, based on review of proposed Tech Spec 
emend re revised ECCS analysis 

PAnK€R,M C. Illinois, Slate of, Dept of Nuclear Safety 85/05/20 DENTON.H R 
Office of Nuclear Reactor Regulation, Director. lp 30596 149 30596 149 

8605210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 406 termination 
repta ■ formats 

THOMPSON, H L Division ol Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30682 282-30682 301. 

8505210122 Generic Ltr 83 09 to all Wesflnghouso PWR licensees & applicants re Tech 
Specs for Generic Ltr O3-28,lt0m 4 3. 

THOMPSON, H L Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp, 
30671-334 30671 350 


8S04 250455 IE info NoHca 85 035, "Failure of Air Check Valves to Seat " Sve list end 
JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/04/30 Consolidated Edison Co of New Ycrk. Inc lOOpp 30115 077- 
30115184 


8505060416 IE Info Notice 84 52,Suppl 1, "Inadequate Mall Procurement Conlrols on 
Part of Licenseos & Vendors " 

JORDAN,EL Division of Emergancy Preparedness & Engineering Response (Post 
630103) 05/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 336- 
30615347 


8505140436 Forwards SALP input for 10CFR50 49 Implamonlation Inap Rept 50 304/ 
85 06 on 850114*18 

GRIMES.BK Division of QA, Vendor & Technical Training Conlor Programs (Post 
05OZ12) 85/05/08 SPESSARD,R L Region 3, Office of Director 3pp 30367 282 
30367 264 


6505150309 Informs that three technical bulletins & nine data Itrs reviewed in Fall 
1084, In response to Generic LIr 83-28. "Required Actions Based on Generic (mplica 
lions of Salem ATWS Events " Item 3 2 closed 

LEBLOND.PC, Commonwealth Edison Co 65/05/10 DENTON.H R Office of Nuclear 
Reactor Regulation, Director Ip 30309.015-30399 016 

8505150302 Forwards proposed Rov 4 to inservice insp nrogram for first 10-yr interval 
re relief from hydroslatlc pressure test under iWA 5244(8) in buried piping sections of 
SVC water sys Tesitng under IWA*5244(c) proposed 

lEBLONO.PC. Commonwealth Edison Co 85/05/13 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 2pp 30399 030*30399 031 

8505130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Sve (ist end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830183) 85/05/14 Yankee Atomic Electric Co 4pp. 30Q46 272 30849 014 

6505200310 Forwards Safety Insp Repts 60 295/65-16 & 60-304/85*16 on 860402-29 
& notice of violation 

SHAfER.WD Region 3, Office of Director 85/05/14 REED.C Commonwealth 
Edison Co 2pp 30580 344-30580 355 

-8505280323 Insp Repls 60 205/85-16 & 60-304/05*16 on 860402*29 Violations 
noted no licensed or senior operator at controls of fueled power unit for 1 minute & 
aircraft fire detection sys inoperable & not in accident mode 
WRIGHT.GC Regions, Office of Director 65/05/13 9pp 30580 347-30580 355 

8505200536 Ack receipt of 850503 Hr Informing NRG of steps taken to correct violations 
noted (n Insp Repts 50-373/04-25, 50-374/84*32,50-237/04* 15,50-249/84-1 4,50*254/ 
84-16, 58 265/84 13,50 295/84*19 & 50*304/84*20 

REYES.LA Region 3, Office of Director 85/05/16 REEO.C Commonwealth Edison 
Co Ip 30465 001*30485 021 

-6505200551 Responds to NRC 641211 ltr ro violations noted In Insp Repts 50 373/64* 
26,60-374/84 32,50-237/64*1 5,50*249/04-1 4, 50 254/64*15,50-265/84-1 3, 50*295/84* 
19 A SO 304/84-20 Corrective actions re commercial grade mail provided 
DELGEORQE.LO Commonwealth Edison Co 85/05/03 KEPPLER.J.G Region 3, 
Office of Director 20pp 30485 002-304B5 021 

8505230408 Responds to NRC 650402 ltr re weaknesses noted in Insp Repts 50-295/ 
85 06 & 50-304/85*00 CorreclivQ actions Chemistry Procedure 701*2 for diluted post- 
accident RCS sample revised 

FARRAR, DL Commonwealth Edison Co 85/06/16 KEPPLER.JG Region 3, Office 
of Director. 3pp 30531.059 30531 061 

8505240210 Forwards Insp Rept 50 304/85*18 on 850423 & 24 No violalions identified 
HARRISON, JJ Region 3, Office of Director 85/06/20 REED.C Commonwoallh 
Edison Co Ip 30553 285 30553 269 

—8505240216 Insp Repl 50*304/85-18 on 850423 & 24 No violations or devlallona 
noted Major areas inspecled.licensee actions on previous Insp findings Idenlified 
during 850114*16 equipment qualification audit 

QAUTAM, A , WILL1AMS.ee Region 3, Office of Director 85/05/20 4pp 30553 286- 
30553 289. 


8505280169 Fonvards Insp Repts 50-254/85 13,60-265/85-14,50-295/85*19. 60 304/ 
6 5 20,50*373/85-15,60*374/85-16,50 454/85*20 A 50 455/05-14 on 850425 & 
0503 No noncomptlance Identified 

PAPERIELIO.CJ Region 3, Office of Director 85/05/21 REED.C Commonwealth 
Edison Co. 2pp. 30571.310-30571 318 

-8505280221 Insp Repls 50-254/05*1 3,50-265/65- 14.60*295/85*1 9, 60-304/85-20,50- 
373/85-15,50-374/85-15.60 454/85 20 & 50*455/85 14 on 850425 & 0503.No viola- 
tions or deviations Idenlified Areas inspected radiological environ program 
OESTMANN,M J, Region 3, Office of Director, 85/05/11, 7pp. 30571 312-3057V3ie. 


Q. Inspection reports, IE Bulletins & correspondence 

6605020084 Forwards Physical Protection Insp Repts 60 295/85*15 & 50-304/85-15 on 
650325 20 No noncompllance noted. 

AXELSON.W.L. Region 3, Olfice of DIfeclOf, S5/04/19 REED.C Cominonweallh 
Edison Co. 2pp 30119*126 30119,129, 

-8605020074 Physical Proleclion Insp Repts 50-295/85-15 & 50 304/85 15 on 850325 
26.No noncompliance noted Major areas In^ectod. mgl effectiveness, locks.koys & 
combinations & physical barriers - vital areas, Details wilhnold (ref 10CFR73,Z1). 
BELANGER.JL, MADEDA,T,J, CREED,JR Region 3, Office of Director. 85/04/19 
2pp. 301 19< 128-301 19 129. 

6504250462 IE Info Notice 85 034, "Haat Tracing Contnbulos to Corrosion of Stainless 
Steel Piping.” Sve list oncl 

JORDAN, ^L. Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/04/39 Consolidated Edison Co. of New York, Inc I07pp, 30115.165* 
30116'2ei. 


0505310323 Confirms plans for 650624 meeting in Maraeilles.lL to discuss licensee roq- 
ulatory Improvement program status, per 850513 discussion belwoen D Farrar & N 
Chnssotlmos 

NOREltUS.CE Region 3, Office of Director. 65/05/24. REED.C Commonwoallh 
Edison Co, lp. 30642, 176*30642- 176 


R. Periodic operating reports A related correspondence 




t ^WfllllPL/l PTfDUnii ^UPaUJP ' 

Office of Director, 2pp. 30205-249*30205.250 


84/12/31 KEPPLER.JG Region 3, 


86051B0533 Monthly iterating repts for Apr 1965 W/B50503 ltr 
AUSTIN, G., GRAtSSER,KL. Commonwealth Edison Co, 85/04/30 12dd 30412 297- 
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S. FlQportable occurrences, LERs & related correspondence 

8505030336 LER B5'OO0OOon 85031 7.reactQr tripped durinfl sloady-state power 
operation Caused by misinterpretation ot circuit drawing by personnel Personnel in 
formed of correct switching scheme W/850416 Hr 

ROHDE J E . GRAESSER.K L Commonwoaim Edison Co B5/04/16 3pp 30147 356* 
30147 358 

8505070336 LER 84-032*00on 8407 05, reactor trip occurred during disconnection of 
tost setup for resistance tomp devico cross cabbr surveillance Caused by }f>corfect re* 
wiring Procedures revised W/8S0430 Itr 

BtESS.A . GRAESSER.K L Commonweatth Edison Co. 85/04/30 5pp 30204 207* 
30204-211 

8505160574 LER 85 009-00 on 8 50 409. re actor vessel surveillance capsule X not re- 
moved as specified Caused fay administrative oversight Procedure change will bo Initi- 
ated to require calculation of reactor vessel ERPY W/850500 Itr 
TREDWAYJB, GRAESSER,K L Commonwealth Edison Co 85/05/09 3pp 
30440 020-30440 022 

8505210589 LER 85 008-01 on 85031 7.while at steady stale power operation, reaclor 
tripped Caused by turbine trip induced by actuation of phase main power transformer 
back-up differential relay W/ 8^50510 Itr 

RHODE.J E . GRAESSER.K L Commonwealth Edison Co 85/05/10 4pp. 30515 075- 
30515 078 

8S05230427 Part 21 repl ro Incorrect short time delay band lever inadequately Installed 
fn fow voltage K-fine circuit breaker electromechanical overcurrent trip device, Visual 
insp to dotermine if correct (ever Installed recommended 

KAISER, A P Brown Bovarl Corp. (subs of Brown Boverl & Co, Ud) 86/05/15 
DEYOUNG, RC Director's Office. Office of Inspection and Enforcement 6 pp 
30531 223-30631,228 

8505300192 Part 21 rent re heat numbers to be added & deleted Irom Sublist Sheet 
A.based on review of NRC 850424 Ur 

KALE.D R. Bonney Forge 85/05/24 ANDERSON,W F Director’s Office, Office of In- 
spectlon and Enforcement. 8 pp 30822 082-30622 089. 


DOCKET 60*305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plena 


6505020298 Ack receipt of 850214 Itr informing NRC of Steps taken to correct violations 
noted in Insp Rept 50 305/84-1 5 Commitment to establish formal insp program lor 
fire dampers responsive to noncompllance 

8 PESSARD.R L Region 3, Ollice of Director 05/04/19 HINTZ,OC Wisconsin Public 
Service Corp 4pp 30118 116 30118143 


-8505020308 Responds to NRC 841116 Itr re vlotationa noted In Insp Rept 50'305/84- 
15 Corrective actions formal insp procedure will be developed to Inspect ffre darters 
HINTZ.DC Wisconsin Public Service Corp 85/02/15 LITTLE.WS Region 3. Office 
of Director. 24pp 30118*120 30110*143 


8505300234 Forwards Rev 7 to industrial security manual,reso1vinp prevlousty proposed 
manual rev & addressincj NRC concerns per 650411 meeting Rev wUhneld (ref 
10CFR73.Z1) 

HINTZ.D C. Wisconsin Public Service Corp 85/05/02 KEPPLER.J Q. Region 3, Office 
of Director. 2 pp, 30622 090 30622.091 


8505200268 Requests exemption from requirements of lOCFRSO.App R Forwards tech- 
nical exemption request contained In Generic Ltr 83-33 re qualified cables & inde- 
pendent technical review performed by AZCO Consulting Corp 
QIESLER.C.W. Wisconsin Public Service Corp 85/05/15 DENTON,H R Office of Nu 
clear Reactor Regulation. Director. 21 pp 30468 144-30468,164 

8505210424 Forwards remittance for 850515 10CFR50,App R exemption request Fee 

inadvertently omitted from sub] request Fee paid. , ^ 

HINTZ.DC Wisconsin Public Service Corp 85/05/16 DENTON, H R Office of Node 
ar Reaclor Regulation, Director 1 p 30499 223-30499 223 


8505290209 Revised emergency plan Implementing pfocedtjfes,(nclucllng Rev H to EP- 
AD -1 re plant emergency organization, Rev F to EP*AD-2 ro emergency class 
determination .Rev F to EP-AD-u re unusual event & Rev F to EP-AD-4 re alert W/ 
850523 Itr 

HINTZ.DC Wisconsin Public Service Corp 05/05/23 343 pp, 30600 085 30601067. 


8605310239 Forwards Safeguards Insp Rept 50-305/85-04 on 850408-11. Response to 
concern re positive control to vital areas requested vifithin 30 days 
AXELSON.W.L. Region 3, Office of Director 85/05/23 HINTZ.DC Wisconsin Public 
Service Corp 2pp. §064 1 359-3064 U362 

-0506310246 Safeguards Insp Rept 60-305/85-04 on 860408-11 Major areas 
inspected security plan & procedures, testing & maint & weaknesses identified In previ- 
ous SALP repl Oalaffs withheld (ref 10CFRr3 21 j. «,.,rtcyn 4 

MADEDA.tX, KNICELY,J.A. Creed, JR Region 3, Office of Director, 86/05/21. 
2pp 30841 '361 -3064 1362 


P. Operating license stage documents & correspondence 

6604170547 Forwards monthly status rept on plant-specific backtitting activities current 
through 850308 Nine of 16 SER open Items resolved prior to appeal m 0 ettn 9 S.SER 
scheduled for completion on B50329. 

CRUTCHFIELD.D Assistant Director for Safety Assessment. 85/03/10. 
THOMPSON, H L Division Of Licensing. 66 pp. 30161*182-30161 246. 

8504290442 Generic Ltr 86-07 to all derating reaclor licensees re Implementation of 
integrated schedules for plant mods Svc list end. 

THOMPSON, H.L Division of Licensing. 85/05/02 Consolidated Edison Co. of New 
York, Inc. 22pp 30218.149-30218.170. 

8606130228 Affirms commitment to operate facility w/ nuclear heat flux peaking lactor 
penalty of 0.05 Imposing max FQ value of 2.23 or Tech Spec limit until reanalysis con- 
firming applicability of WZ) to Exxon Nuclear fuel submitted ^ ^ „ 

QIESLE^C.W. Wisconsin Public Service Corp 85/05/03 VARQA,S,A. O, araling Re- 
actors Branch 1 . 2 pp. 30273:351.30273 352 


8505220034 Responds to open Issues identified in NRC 850403 ltr re inservice testing 
program Rev B to "Kewaunee Nuclear Power Plant inservico Teslinn Plan’* end 
HINTZ.DC Wisconsin Public Sorvico Corp 85/05/17 FAIRTILE.M NRC - No De- 
tailed Affiliation Given 34pp 30518 194-30518 270 

**8505220039 Rev B to "KewaiineQ Nuclear Power Plant Inservice Teslinn Plan '* 

* Wisconsin Public Service Corp 85/05/16 51 pp 30518 228 30518 278 

8B05210106 Generic Ltr 85-08 lo all holcfors of CPs t OLs re 10CFR20 408 termination 
repta - formats , , 

THOMPSON.HL Division of Licensing 85/05/23 Consolidated Edison Co of New 
Vorh» Inc 20pp 30602 282-30682 301 

8505210122 Generic Ltr 85-09 to ail Weatinghouse PWR licensees & applicants re Tech 
Specs for Generic LIr 83 28,lfem 4 3 

THOMPSON, HL Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671 334-30671 359 


Q. Inspection reports. IE eulletlna & correspondence 


8505020298 Ack receipt of 850214 Mr Informing NRC of steps taken lo correct violations 
noted in map Rapt 50 305/84-15. Commitment to establish formal Insp program for 
fire dampers rosponsiva to noncompllancQ 

SPESSARD.R L Region 3, Office of Director 05/04/19 HINTZ.DC. Wisconsin Public 
Service Corp 4pp 30118 116 301 18*143 

-8586020308 Responds to NRC 8411 16 ltr re violations noted in Insp Ropl 50-305/84- 
15 Corrective actions formal Insp procedure will bo developed lo inspect hro danipers 
HINTZ.DC. Wisconsin Public Sorvice Corp 65/02/15 LITTLE, WS Region 3, OKice 
of Dlmdor 24pp 30118 120'30118 143 

8508090018 Forwards fnsp Bapf 50 305/05 01 on 850216 0415 & notice of violation. 
SHAFER.WD. Region 3, Office of Director 85/04/25 HINTZ.DC Wisconsin Public 
Service Corp 2pp. 30235 aof-30236 010, 

-8505090022 Notice of viefatlan from Insp on 850216 0415 
SHAFER, W.O Region 3, Office o1 Director 86/04/25 Ip. 30235.003-30235 003 

-8505090026 Insp Rept 50 305/85-01 on 8 50S 16 0415 Noncompllance noted, failure to 
provide Instructions or procedures to prevent unplanned radioadivo gas roleaso 
during malni activities on 650214. 

JACKIWJ N Region 3 , Ofllce of Director. 85/04/25 7pp 30235004 30235010 

8504250462 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc hat end 

JOPDAN.EL Division of Emergency Preparedness & Engineering Response {Post 
030103) 85/04/30 Cenaolidaied Edison Co of New York, Inc f07pp 30115185* 
30116*291. 


85042604B5 IE Info Notice 85 035. "Failure ot Air Check Valves to Seal" Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engmoermg Response (Post 
830103). 05/04/30 Consolidated Edison Co. of New York, Inc lOOpp 30115.077* 
30115104. 


8506100377 Forwards Insp Rept 60*305/65 05 on 650409*10 No noncompllance or de 
vfaffons noted 

HARRISON.J J Region 3, Office of Director 85/05/06 HINTZ.O C Wisconsin Public 
Service Corp 2pp 30245 211’'30245*215 


-8505100378 Insp Repl SO-305/85 05 on 850409 10.No noncompHanco or deviafior^s 
noted Major areas inapecieddicensee actions re IE Bulletin 80*11, "Masonry Wall 
Design" & previous fnsp Ifndihgs 

NORTON, Xf, WIiLLIAMS.CC Region 3, Office ol Director 85/05/02 3pp 
30245-2 13-30246*215 


8605060418 lE Info Notice 84-52.Suppl 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN,E.L Division of Emergency Proparednoss & Enginoenng Response (Post 
830103). 85/05/08 Consolidated Edison Co. of New York, Inc. 10pp. 30615 338- 
30616.347. 


8606130034 iE Info Notice 85-037, "Chemical Cleaning of Sleam Generators at Mill 
Slone 2 " Svo list end . 

JOBDAN.E L Division Of Emergency Preparedness & Engineering Response (Post 
0301 03) 85/05/ 14. Yankee Atomic Electric Co 4pp 30848.272-30849.014. 


BS0S310239 Forwards Safeguards Insp Rept 50-305/05*04 on 650408-11. Response to 
concern re positive control to Vila) areas requoaied within 30 days 
AXELSON.W.L Region 3, OJfloe of Director 85/05/23. HINTZ,DC. Wisconsin Public 
Service Corp 2pp. §064 1:359 3064 f ,302, 


-8606310246 Salogoards Insp Repl 60-305/85-04 on 850408-11 Major areas 
inspected security plan & procedures, testing & maint & weaknesses Identified in previ 
ous SALE repLOelalls withheld (ref 10CFR73 21). 

MADEDA.T.X. KNICELY.J.A, CREED. J R. Region 3, Office of Director. 86/05/21. 
2pp 30641.381*30641.362, 


R, Perlodlo operating reports & related correspondence 


8606230166 Monthly operating rapt for Apr 10B6 W/850510 Hr. 

RUtTER.Q.H*, HINTED C. Wisconsin Public Service Corp 85/04/30. 6pp 30538.330 
30530-334. 


Reportable occurrences, LERe & related correspondence 

8505099608 LER 85-01 0*00:on 850 405,fo actor trip occurred due to steam flow greater 
than feed flpw signal coincident w/lo steam generator level signal Caused by one 
feed (low & one steam low transmitter out of callbr.W/850503 Itr. 

VUKOVICH.T.J , HINTZ.D.C- Wisconsin Public Service Corp 85/05/03 3pp. 
30232,096-30232 098 
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8505200878 LER 85 011 00 on 05O4O7.auxi’ ary bldg special venlilabon sys actuated 
from steam encfgs on s gna! Caused by steam issuing through blOi/y^n rupture disk on 
bone acid evaporator condenser Venljlalton sys reset VV/850507 Ur 
DERNHOFTSL, HUJIZ.DC Wiscons'n Public Service Corp fiS/OS/O/ 3pp 
30514 135 30514 137 


8605070310 Provides updated info to 841024 submittal ro plans for resolving Go none 
Issue A 2 on asymmolnc blowdown loads Woslmghouso dulhonzed to rdontify S (lunl 
ify applicable Unit 2 pipe sections by 050701 

MU&F.O Northern Stales Power Co 85/04/29 Offico of Nuclear Ploaclor Rogula 
bon, Direclor 2pp 30178 150 30178 159 


8605170536 LER 85 012 00 on 850410, reactor tripped Caused by deferences in ground 
petcnlial bctv.ecn Nl 4 test equipment Purchase of ne# portable pi coammeter being 
cons dered 

BERNHOnr.SL, H!NT2,DC V/i3Consin Pub'iC Service Corp 85/05/10 2pp 
30164 225 30464 227 

8505t70SS1 LER 65 Ot 1 01 on 850407 auxiliary bldg special ventilation s/s actuated as 
resu't of steam issumg through b'own rupture disk on bone acid evaporator 
condenser Venti'ation sys reset W/ 8505 10 Itr 

BERNHOFT.SL HINTZ.DC Wisconsin Publ.c Service Corp 65/05/18 3pp 
30464 212-30464 214 


DOCKET 50-305 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


f. Security, medical, emergency & fire protection plans 

S505 100401 Forv<ards environ assessment & finding of no significant impact re 841221 
& 850130 applications for exemption from 10CFfl50 49 schedutar 

requ'rements Assessment forwarded to Ofc of Ffl for publication 
WJLLERJfl Operating Reactors Branch 3 85/04/24 MUSOLF.DM. Northern Stales 
POrverCo 2pp 30272 348 30272 353 

“6505100404 Er^viron assessment & finding of no significant impact ra exemption from 
requrements of l0CFR50,App R.extendmg deadline lo complete six lire areas until 
850601 

LAINAS^GC Assistant Director for Operating Reactors 65/04/24 4pp 30272 350* 
30272 353 

8505030474 Forwards ‘‘Prairie Island Site Specific Offsite Radiological Emergency Pre- 
paredness Alert S. Notification Sys QA Verification ” Based on review, sys meets spe- 
cific design rcqy'fcmenls of NUREG 0654 

SPECK, SW Federal Emergency Management Agency 65/04/25, OlflCKS.WJ 
Office of the Executive O-rector for Operations Ip 30126 275-30127 139 


8504290442 Gononc Ltr 05-07 to all ^eraling rotictor Irconsoos ro impfaniGnlQliori of 
integrated schedules for plant mods Sve lisl end 

THOMPSON, HL Division of Licensing 85/05/02 Consolldalad Edison Co of Now 
York, fnc 22pp 30218 149 30218 170 

6505160216 Notifies of Exxon coding error In TOODEE 2 codo All PWR Irconsccs w/ 
Exxon fuel requested to evaluate concerns Curront Exxon modol not fully accoptabfo 
as required by 10CFR50 46 

THOMPSON.HL Division of Licensing 85/05/06 MUSOLF.OM Nor If torn Slates 
Power Co 3pp 30450 120 30450 129 

“8505160223 Safely evaluation re LOCA analyses & impact of Exxon codo 
errors Unable to conclude that facililios analysos fully satisfies roquiromonls of App K 
* Office of Nuclear Reactor Regulation, Director 85/06/06 7pp 30450 123- 
30450129 

8505210106 Generic Ur 65 08 to all holders of CPs & Ola ro 10CFn20 40 B lo mil nation 
repts - formats 

THOMPSON.HL Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, fnc 20pp 30682 282-30682 301 

6505210122 Generic Ltr 05 09 to all Weslinghouse PWR llconsoos & appliconis ro Tccfr 
Specs for Generic Ltr 83 2Q,}tem 4 3 

THOMPSON.HL Division of Licensing 85/05/23 Yankee Atomic Eloctric Co 17pp 
30671 334-30671 350 


Q. inspection reporta, IE Bulletins & correapondonco 

8501240199 Forwards fnsp Repts 50 202/84-13 6 50 300/84 15 on e4t01<1‘120a & 
notice of violation W/o notice of violation 

SHAFER, WD Region 3, Office of Director 84/12/31 L ARSON, CE Northern Slntos 
Power Co 2pp 28542 131-28542142 


“B505030463 “Prame Island Site Specific Offsite Radiological Emergency Preparedness 
Alert & Notification Sys QA Verificalicm " 

* Federal Emergerwy Management Agency 65/04/05 224pp 30126 276 30127 139 


6505090288 Errata to Rev 10 to Emergency Plan Irnplernenting Procedure EPlP 1 1 5, 
Startup & Operation of Emergency Operations Facility (EOF)’’ & Rev 2 lo EPIP 
1-1 18, ‘ Control of Radioactive Walls ai EOF " W/850430 ltr 
FEY.FL Northern States Power Co 85/04/30 €pp 30219 037-30219 042 


6505170212 Forwards exemplion from schedular requvements of 10CFfl50 48(c) re t h 
fire barner installation AddI 5 month period to complete installation of barners for both 
umts granted 

THOMPSON.HL Dmaion of Licensing 85/05/07 MUSOLF.DM Norlhern Stales 
Power Co 2pp 30484 242 304B4 247 


“8505170217 Exemplion from requirements of 10CFfl504a(c),App R, Subsecllon IlfO 
fire barriers for both units Extension granted until 850601 
DENTON‘HR Office of Nuclear Reactor Regulation, Director 85/05/07 Norlhern 
States Power Co 4pp 304B4 244 30484 247 i^oruiern 


^^^®2uards Insp Repts 50-202/65 09 & 60-300/85 07 on 
violation Notice ot violation withheld (ref 10CFR73 21) 

Northern States 


“6501240205 Insp Repts 50-282/04-13 & 50 306/84-15 on 041014-1208. Nonconipfi- 
ance noted failure to follow procoduros for auxiliary foodwnlor pump & falluro lo jnnin 
tain reoulred caustic standpipo lovols 

JACKiW.fN Region 3, Office of Director 84/12/20 lOpp 28542133-20542 142, 

8505060505 Forwards Insp Ropls 50 282/05 03 & 50-306/05 03 on G502 10-04 13 A 
notice of violation 

SHAFER, WD Region 3, Office of Director 05/04/26 LARSON.CE. Norlhorn Sloloa 
Power Co 2pp 30226 096-30220 107 


“6505080507 Notice of violation from insp on 650210 0413. 

SHAFER, WO Region 3, Office o1 Director 05/04/26 2pp 30226 097-30220 003 


•8505080510 Insp Repts 50 282/05 03 & 50-306/85 03 on 050210 0413 Noncompli- 
ance noted.fallure lo demonstralo operability of Diosol Cooling Water Pump 22 & 
Diesel Generator 02 

JACKIW.IN Region 3, Offico of Director 65/04/26 Opp 30220 099-30226 107 


8504250452 IE fnfo Notice 05 034, "Heat Tracing Contrlbutoa to Corrosion of Sinirlosa 
Steel PiplM •' Sve fist end 

P^opQfodnoss & Enninoorinn Rosponso (Post 
Consolidated Edison Co of Now York, fnc 107pp 301t6 l0!j 

jui ID ^yi 


“B 5051 30424 Safeouards Insp Repts 50 262/85 09 & 50 306/85 07 on 650415 19 Non 
complia we noted inadequate compensatory measures.inadequate assessment aids & 
in protected areas Details withheld (ref 10CFR73 21) 
BELANGER,JL Region 3, Office of Director 85/05/08 2pp 30275 059 30275 060 

“%^T«l^eIdTrlM0CFn73 2ir^^ P'*"”"'' * 

nes-on 3,0(1^ 

8505210257 Forwards FEMA 850425 Itr & evaluation of alert & notification sys for 
p ant Sys rneets guidance of Rev 1 to NUREG 0654/FEMA.flEP-l & FEMA 43 Revi^ 
of offKle plans & preparedness wiil be completed at later dale 
PAPERIELLO.CJ Region 3. Office of Director 85/05/16 LARSON.CE Northern 
Slates Power Co 2pp 30492 149 30493 013 c wonnern 

P. Operating license stage documents & correspondence 

* proprietary Rev 3 to NSPNAD8102. "Reload 
Saf-e^ Evaluation Methods for Application to Praine Island Units," for review Affidavit 
€f>ci Proprietary rept withheld (ref 10CFR2 790) Fee paid review Aifidavil 

o' 

30143 eOB-3^0143Mi®‘^'” '^^PNAD BIOSNP fl03 85/03/31. 333pp 

8505030218 Advises that addi into re NUREe.0737.ll8in ilO.t conceriUnp relief 4 
safety yakes ptMtam S mipjemenlalion will be submltled by 850815, per 85ffi04 

reauesl Westinghouso will address request by 850731 oouxuq 

MUSOLF.D Northern Stales Power Co 85/04/26 Office of Nuclear Reactor Renuin 
Iron. Director 1p 30126 108-30126 108 «>'wiear neactor H&gula 

8505070323 Responds to request for addi info re Hem 4 of 840711 license ameari ta 
quesl for replacemeni of 2,000 ppm boron concentration limit wnO% dS^fa KA( 
firml Boron corwantration placed in procedures to ensure that limit ® 

MUSOUF.O Northern Slates Power Co 85/04/26 Offlce ot Ke^ Reac^ Be,»4r. 
bon. Director Ip 30178 176-30178 176 ^ neacior flegula- 


Notice 65-035. "Failure of Air Chock Valves to Seal " Svo ll8l onci 
Proparecfnoss & Enpinooring Rosponso (Po8l 
30115 184^^^^*^^^^ Consolidated Edison Co of Now York, fnc. f08pp. 30115 077- 

®0~lnzl“2aTmieli^ 01,50-282/65 01 4 50-300/85 

K,'cS'ipp"3of26%'88°3S26%8“!‘’°'°' LARSON.CE. Norlhorr, Slalos 

’’^983^- 50-263/05 01.50-202/05 01 & 50 306/06-01 for Ju^ 
* Region 3, Office of Direclor 04/11/30. 2pp. 30126-090-30126 091, 

'O' «"■ 

‘ ° RpO'oa 3. Offl« 

““s^"a'"e^'v"^o?s '• Proouramoni Conl/oto pn 

ffioTss/OB/lnn“rn‘J>'.^S''r'®rf"2^ Pfoparodnesa 4 Enginoonng Response (Post 
30615 347 ® Consolidated Edrson Co of Now York, Inc. lOpp 30615 33^1 

IPsp Repls 60-282/85-09 4 50 309/45-07 on 
LARSON, CE Nor«/em Stales 

" wSSitonce 5t>.2a2/85 0 9 4 50-306/05 07 on 650415-10 Nen- 

2pp. 30275^5^0^1^056,^“ L. Region 3, Office of Director. 05/05/06 

°< steam Generalora at M,f|. 

ffira)'8W05%'?'an ll-osl 
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6505290167 Forwards inservice insp repl for 850114 0222, per IWA 6220 of Section XI 
Of ASMS Code Evaluation of results indicates integrity of sys maintained 
MUSOLF.D Northern Slates Power Co 85/05/21 Office of Nuclear Reactor Regula 
t;on. Director 2pp 30596 296 30597 114 

-<8505290172 fnservica insp rept for 850114 0222 Balance of plant & reactor pressure 
vessel remote tool exams, eddy current exams of steam generator tubing & safety in- 
leclion line replacement exam results summarized 

DAHLMAN.L C , ANOERSON.M L . KRAUSE.G T Noflhern Stales Power Co 85/05/ 
06 178pp 30596 298<30597 114 


n. Periodic operating reports & related correspondence 

8505170469 Monthly operating repts for Apr 1985 W/850507 Mr 
DUQSTAD.D, MUs6lF.D Northern Slates Power Co 85/04/30 9pp 30462 005- 
30462 013 


V. Operator Examinations 

B50513055B Confirmatory Action Ltr CAL-85 05 Rill re results of licensed operator & 
senior operator requalification exams conducted during wk of 650325 Operators that 
failed exam prohibited from performing duties 

KEPPLERJ G Region 3. Office of Director 85/04/26 LARSON.C E Northern States 
Power Co 3pp 30379162-30379 164 

8505210232 Confirms B50510 discussion to conduct meeting on 850612 at Region III 
ofc to discuss requalification exam results & for util presentation of overview of ac- 
tions taken re personnel error 

NORELlUS.Ct Region 3, Office of Director 85/05/17 LARSON.C E Northern 
Slates Power Co Ip 30494*319-30494 310 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


D NRC Draft/FInal Environmental Statements, supple & correspondence 

6505280066 Partial response to FOIA request for documents produced under contract 
lo NRC on reviews or PRAs for listed plants Fowards App A documents Search con- 
linumg for addi records 

FELTON, JM Division of Rules and Records 84/10/15 SHOLLY.SC Union of Con- 
cerned Scientists 12pp 30630 001-30630158 


F. Security, medical, emergency & fire protection plans 

8505200609 Submits addI info re concerns noted In Insp Rept 50 309/85-11 re plant 
secunly qualification records Corrective actions security qualilicatlon tests to limit use 
of subjective questions revised 

FRIZZLE, CD. Maine Yankee Atomic Power Co 85/05/02 MURLEY.TE Region 1, 
Office of Director 3pp 30486 284-30486 286 

650S3 10243 Forwards emergency response exercise & evaluation plan for exercise 
scheduled for 850622 Scenario under rev to lengthen duration of general emergency 
classification to 2 h Change will bo reflected In errata lo package VV/o ends 
WHITTIER, G D. Maine Yankee Atomic Power Co 85/05/07 MURLEY.T E Region 1 , 
Office of Director 2pp 30661 346-30661 347 

8505150333 Forwards final Director's Decision DO-85-06, denying portion of Sensible 
Maine Power 030408 petition requesting action against OL due lo Inadequate emer- 
gency plan evacuation on Slate Route 27. 

TAYLOR, J M Director's Office, Office of Inspection and Enforcement. #285 097 86/ 
05/13 MILLER, DS Miller, DS MILLER, D 6 Sensible Maine Power Ip. 30396.073 
30396 241 

.•8505150351 Final Director's Decision DD-8S 06, denying remaining portion of petition- 
ers request to suspend, modify or revoke License DPR-36 due lo significant dellcien- 
cies In emergency preparedness 

TAYLOR. J.M. Directors Office, Office of Inspection and Enforcement. 85/05/13. 6pp 
30396074-30396 079 

-8505150380 Notice of issuance of final Director's Decision DD-85 06, denying remain- 
ing portion of Sensible Maine Power 830408 petition requesting that Commission take 
action to remec^ deficiencies in emergency plans 

TAYLOR, JM. Director’s Office, Office of Inspection and Enforcement 85/05/13. 
162pp. 30396 080-30396 241 

-8310070135 Notice of Issuance of interim Director's Decision 83-15, granting In 
part, Sensible Maine Power 630408 10CFR2 206 petition. 

DEYOUNG, R.C. Director’s Office, Office of Inspection and Enforcemenl, 83/09/30. 
43pp 30396 254-30396 296. 

8505210373 Forwards description of reactor coolant pump lube oil collection ays for 
approval Withdrawal of 820701 exemption re proposed design for sys,per 
10uFR50,App R requested Oil collection sys will be installed during next outage, 
WHITTIER.G D. Maine Yankee Atomic Power Co. 86/05/15 MILLER.J.R. Operating 
Reactors Branch 3. 8pp 30498.346-30498 353 

8506240112 Forwards Insp Rept 50-309/85-06 on 850302-0413 No violations noted Util 
efforts to control chloride levels eliminated condenser leaks 8 chlorides in steam gen- 
erators 

WENZINGER.E.C Region 1, Office of Director. 05/05/17 RANDAZZA.JB. Maine 
Yankee Atomic Power Co 2pp 30566:161-30556*174 

-0505240117 Insp Rept 60-309/85-00 on 860302-0413 No violations IdenWied, Major 
areas inspected, control room, accessible parts of plant 8trwctures,planl 

operalions, radiation pro tec lion, physical security & fire protection. 
hlOLDEN.C, ELSASSER,TC. Region 1, Office of DIreolor, 85/06/03 12pp 
30556' 163-30566 174. 

0506280139 Application for amend to License DPR'36, consisting of SuppI 1 to Pro 
posed Change 102,changlng source of fuel oil from emergency diesel generator day 
tank to fuel oil storage tank per App R 

RANDA2ZA,J.B. Maine Yankee Atomic Power Co. 85/05/21. Office of Nuclear Reac- 
tor Regulation, Director. 2pp 30571*322-30571.324. 


'-6505280142 Proposed Tech Spec 3 21-1 re alternate shutdown sys 
- Maine Yankee Atomic Power Co 85/06/21 Ip 30571 324-30571 324 


Q. Adjudicatory correspondence 

8505150333 Forwards final Director's Decision DD 95 06,denying portion of Sensible 
Maine Power 630408 petition requesting action against OL duo to inadequate emer- 
Qoncy plan evacuation on State Route 27 

TAYLOR .J.M Diroclor’s Olfice, Office of Inspeclion and Enforcemenl #265 997 85/ 
05/13 MILLER, DS Millor, DS MILLER, D S Sonssbie Maine Power Ip 30396 073- 
30396 241 

-8505150351 Final Director's Decision DD -85- 06, denying remaining portion of petition 
ers request lo suspend, modify or revoke License DPR 36 due lo significant deficten- 
cies In emergency preparedness 

TAYLOR,JM- Direclor's Office, Office of Inspection and Enforcement 85/05/13 6pp 
30396 074 30396 079 

-8 505150 380 Notice of issuance of final Director’s Decision DD-B5-96, denying remain- 
ing portion of Sansible Maine Power 830408 peUtlon requesting lhal Commission lake 
action to remedy deficiencies In emergency plans 

TAYLOR.JM Director's Office, Office of fnspectron and Enforcemenl 85/05/13 
ie2pp 30396 980 30396 241 

-8311080510 Motion for Issuance of order to show cause, requesting lhal License DPR- 
36 be modified, suspended or revoked based on deficiencies Identified in 821211 
FEMA Joint exercise rept & concerns re aefoquacy of State Route 27 
MILLER,DS Sensible Maine Power MILLER, DS, Miller, DS 03/04/00 Director’s 
Office, Office of Inspection and Enforcemenl 4pp. 30396.242 30396 245 

-&310079130 Forwards interim Director's Decision 83-15 in response to Sensible Maine 
Power 630408 petition to modify, suspend or revoke OL due te FEMA evaluation find- 
ing significant deficiencies during B21211 emergency exercise 
DbYOUNQ,RC Director's Office. Olfice of Inspection and Enforcement 83/09/30 
MILLER, DS. Miller, DS MILLER, DS, SansiWo Maine Power Ip 30396246- 
30396 296 

-8310070132 fnterfm Director's Decision 83-1 5, partially granting Sensible Maine Power 
83 0408 1 0CFR 2.206 petition Acllon taken to oblain correction of deliciencies Idanti 
fled by FEMA In evaluation of 821211 omergency exorcise, 

DEYOUNG, RC. Director's Office, Office of Inspeclion and Enforcemenl 83/09/30 
7pp 30396 24 7-3 0396*263. 

..8310070135 Nollce of issuance of interim Director’s Decision 83 15, granting in 
part, Sensible Maine Power 8304D8 10CFR 2,206 petition 

DEYOUNG, RC Director's Office, Office of Inspection and Enforcement 83/09/30 
43pp. 30396 254-30396 206 


P. Operating license atage documents & correspondence 

85061500 58 FOIA request for all documenls re denial of Maine Yankee license amend 
request forG-month leeway for conducting annual OA audits 
BELL,N. Nuclear tniormalion & Resource Service 84/06/28 FELTON, JM Division of 
Rules and Records 2pp 30433 279 30433 280. 

8505160076 Further response to FOIA request for documents re operalion of Grand 
Gull Nuclear Station since 040101, Including operalion w/TD! diese) generators & use 
of TDI generators al facility App A documenls in PDR, 

FELTON,JM. Division of Rules antf Records. 84/00/20 BELL.N Nuclear Information 
& Resource Service 3pp 30464:105-30454 351 

"8404040265 Forwards updated Pages 1.3,4, 5 & 6 lo SER re tfegraded grid prolecllon 
for Class IE power sys 

RUBENSTEIN,L S, Assistant Director for Core & Plant Systems 04/03/16 
LAINAS.G.G Assistant Director for Operating Readers 8pp 30455 134-30455 151 

8505200001 Further response to FOIA request that records re IS listed FIN files be 
made available In PDR App CAD records available In PDR.Raview continuing 
FELTON, JM. Division of Rules and Records. 84/09/20. SHOLLY.SC Union of Con- 
cerned Scientists 12pp, 30503 072-30503 083 

"0309260346 Forwards site condition Info for remaining seven of 10 sites as part of 
seismic hazard characterization program 

KIMBALL,J Geosciences Branch 83/09/15 BERNREUTER,D Lawrence Livermore 
National Laboralory 7pp. 30503.084-30503 090 

86O515Q0S5 Final response to FOIA request for ail records re denial of Maine Yankee 
administrative ticense amenid request for 3-mon1h leeway for conducting annual QA 
audits Documents listed in App A available in PDR. 

FELTON,JM Division of Rules and Records 64/10/15 BELL.N Nuclear Information 
A Resource Service. 2pp 30433.277-30433 278 

6505150001 Further response lo FOIA request for documents from INPO & NRC that 
describe .analyze or evaluate INPO role or procedures In reporting info to NRC App A 
documents end App B documents segregated A all factual portions released 
FELTON,JM. Division of Rules and Records 84/11/21. TOTTEN.T. Critical Mass 
Energy Project. 4pp 30417*001-30417:193. 

"8505160059 Forwards INPO rapt re facility, par Mosley 810506 A Stallo 810626 re- 
quests. 

SMITH.QH Division of Emergency Preparedness A Operational Supporl 83/06/02 
TAYLOR.J.M Region % Office of Director. 28 pp 30417*360-90418:014. 

"8505160124 Forwards '"1982 Evaluation of Vermont Yankee Nuclear Power 
Station,Vefmont Yankee Nuclear Power Corp.” 

* Vermont Yankee Nuclear Power Corp. 82/07/06. HAYNES.RC, Region 1, Office of 
Director. Ip. 30416 020-30419 028 

"6605150135 "1982 Evaluation of Vermont Yankee Nuclear Power Station, Vemvont 
Yankee Nuclear Power Corp " 

* Institute of Nuclear Power Operations 82/12/31. 33pp> 30419 029-30419:061, 
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BS041 70547 Forwards monthly status rept on plant-specific backfilling activities current 
through 85030BNjnQ of 15 SER open Hems resolvod prior to appeal meolingsSbB 
scheaufed tor completion on 850320 ce/nn/tn 

CRUTCHFIELD.D Assistant Director for Safety Assessment 85/03/10 
THOMPSON.HL Division of Licensing €5pp 30161 182-30161 246 

8505020495 Forwards request for addi Info re YAEC-1464* "Modified Method for Con- 
trol Element Assembly Election Analysis" Response requested within 30 days of itr 
receipt 

MILLER.Jn Operating Reactors Branch 3 85/04/24 nANDA2ZA.JB Maine Vankoo 
Atomic Power Co 3pp 30141 095-30141 097 

8505020503 Forwards safety evaluation based on review of util 831110 response to Ge- 
neric Ltr 83-26, Item 1 1 re post trip review Post-trip review program & pr^>cedures ac- 
cectable 

MILLER J R Operating Reactors Branch 3 85/04/24. RANDAZ2A,J B Maine Yankee 
Atomic Power Co 2pp 30141 086 30141 093 


”850502051)5 Safety evaluation supporting util 831110 response to Generic Ltr 83- 
28.llem 1 1 re post-trip review ^ 

‘ NRC - No Detailed Afititalion Given 85/04/24. 6pp 301 4t 088 30141 093 


8505060111 Summary of 850314 site meeting w/ulil re tormulalion of acceplabto radio 
logical effluent Tech Specs Agreements reached on listed points 
MEITNER, K L Operating Read ors Branch 3 85/04/24 MILLEfl.JR Operating Reac 
tors Branch 3 4pp 30186 349-30186 352. 


BS05020363 Forwards SuppI 2 to Proposed Changes 92 & 107 to Tech Specs re reac- 
tor proleclion sys channel, ESF actuation sya & Generic Ur 83*37, per request 
FRIZZLE,C D Maine Yankee Atomic Power Co 85/04/26 Office of Nuclear Reactor 
Regulation. Director 2pp 30103 343-30103 344 


•8505020370 Proposed Tech Spec changes to reactor protection sys channel & ESF 

actuation sys, per Generic Ltr 83 37 

* Maine Yankee Atomic Power Co. 85/04/26 9pp 30103 345 30103 363 


8505000175 Forwards Vol I of "Seisnnic Review of Maine Yankaa Nuclear Power Plant, 
Vol II of " App A, Summary of C-E Equipment Seismic Design Criteria as Detailed In 
C E Requisition Specs" & Vol 111 of " App D, Sample Component Seismic " 
WHITTIER .Q D Maine Yankee Atomic Power Co 85/04/29. MtLLER.J.R. Operating 
Reactors Branch 3. 2pp 30198 283-30199 254 


■8505080177 Vol I of "Seismic Review ol Maine Yankee Nuclear Power Plant " 
STEVENSON, JD Stevenson & Associates. HENRIES, W,E Yankee Atomic Efedric 
Co 85/04/29 33pp 30198 285-301 98-3 17 


■B5050B0180 Vol II of "Seismic Review of Maine Yankee Nuclear Power Plant App 
ASummary of C E Equipment Seismic Design Crilena as Detailed In C-E Requisition 
Specs " 

STEVENSON, J D Stevenson & Associates HENRIES.W.E Yankee Atomic Electric 
Co 85/04/29 141pp 30198 318-30199 094 


”8505080165 Vo! Ilf of "Seismic Review of Maine Yankee Nuclear Power Plant App 
D.Sampla Component Seismic Qualification Analysis," 

STEVENSON. JD Stevenson 6 Associates HENRIES, WE Yankee Atomic Electric 
Co 85/04/29 162pp 30199.095-30199 254 


8505060161 Provides 15 add! responaes to 840511 request for Info re 197 questions on 
Oct 1982 "RELAP5YA - Computer Program LWR Sys Thermal Hydraulto Analysis," 
per schedule calling for submittal of responses to 26 questions by 650501. 
kAY.J A Yankee Atomic Electric Co 85/04/30 ZWOLINSKI,JA Operating Reactors 
Branchs 21 pp. 30157 238-30157 258 


8505060522 Notification of 650508 meeting w/util in Bethesda.MD to cTiscuss offsite 
power simp lies 

MEITNER, k L Operating Readers Branch 3 85/04/30. MILLER, J R Operallng Reac 
tors Branch 3 2pp 30187 232-30187 233. 


S50429O442 Generic Ltr 85 07 to all operallng reactor licensees re Impfemonlatlon of 
Integrated schedules for plant mods Svc list end 

TMOMPSON.M L Division of Licensing. 66/05/02 Consolidalad Edison Co of New 
York, Inc 22pp 3021 B 149 30216-170 


8506240437 Forwards "Core Damage Assessment Methodology'* Rept contains sutfl 
dent detatl & plant specific Info for NRC to conduct review. 

WHITTIER, GO Maine Yankee Atomic Power Co. 85/05/20. MILLER, JR Operating 
ReactorsBranchS. Ip 38553082*30553.140. 


”8505240441 "Core Damage Assessment Methodology" 

* Maine Yankee Atomic Power Co 66/05/20 67pp 30553 083-30653.140. 


B505280139 Appircation for amend to License DPR-36,corvsisting of SuppI 1 to Pro- 
posed Change 102, changing source of fuel oil from emergency diesel generator day 
tank lo fuel oil storage tank per App R 

RANDAZZA,J.B Maine Yankee Atomic Power Co 85/05/21. Office of Nuclear Reac 
tor Regulation, Director. 2pp 30671-322-30571 324, 


Q, tnspecllon reports, IE Bulletins & correspondence 

8505060061 Forwards Insp Rept 50 300/85 07 on 850311-15 No violation noled 
EBNETER.SD Region 1, Office of Director 85/04/22 RANDAZZA.JB Mama 
Yankee Atomic Power Co 2pp 30104 250-30104 262 

•-850S060064 Insp Rept 50-309/05 07 on 85031 1-15 No violation noled Major areas 
inspected Cycle 8 posl-refuelmg startup testing, Including precnllcal tosl.power escala- 
tion tests & admmlstf olive controls 

PETRONE.C, CHEH.U, BETTENHAUSEN.L Region 1, Oftico of Director 05/04/09 
lipp 30184 252-30104 262 

6604260452 IE Info Nolico 05 034, "Heal Tracing Contributes to Corrosion of Stainless 
Stool Piping " Svc list end 

JORDAN, E.L Division cl Emergency Preparodnoss & Ennineoring Response IPosI 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc 107pp 30115165 
30115291 

8504250465 IE Info Nollco 85 035, "Falkiro of Air Chock Valvos lo Soal " Svc list end 
JORDAN.E L Division of Emergency Preparodnoss & EnGlnoering Response fPosl 
830103) 05/04/30 Consolldalod Edison Co of Now York, Inc fOOpp 30115 877 
30115184 

8505100344 Responds lo NRC 050326 Hr re violations noted in Insp RopI 50-309/85 
04 Corrective actions recent policy changes to limit uso of procedure change ropts Ini 
Hated Roconsldoratlon of Violation A requested 

WHITTIER, GD Maine Yankeo Atomic Power Co 06/04/30 MURLEY.TE Region 1, 
Oftico of Director App 30245 113-30245 116 

8505200609 Submits addi Info re concerns noted in Insp Root 50-300/05 11 ro plant 
security quolilicntlon rocords Corrective actions security qualification tests lo llmli uso 
of subjcclivo questions revised 

FRIZZLE, CD Maine Yankee Atomic Power Co. 05/05/02 MURLEY.TE. Region 1. 
Office of Director 3pp 30486 284 30406*200 

8505060418 IE Info Notice 04-52, SuppI 1, "Inadequate Mat) Procurement Controls on 
Pari of Licensees & Vendors " 

JORDAN, E.L Division of Emorgoncy Preparodnoss 8 Engineering Response (Post 
830103). 06/05/08 Consolfdatod Edison Co of Now York, Inc 10pp 3061 5 33Q 
30616 347 

8S0S13OO34 IE Info Notice 05 037, "Chemical Cleaning of Steam Gonoratora a) Mill- 
stone 2 " Svc list end. 

JORDAN.E L Division of Emorgoncy Preparedness & Engineodng Response (Post 
830103) 05/05/14 Yankee Atomic Electric Co 4pp 30048 272-30049 014 

8506300430 Responds to NRG 050416 Mr ro violations noted in Insp Ropt 50 309/05- 
05Corroclivo actions written administrative conirots for personnel access to ware* 
houso will bo established by 050607. 

WHtTTtER.GD Maine Yankee Atomic Power Co 05/05/16 MURLEY.TE Region 1, 
OHico of Director, 2pp 30630 024-30638 025 

8505240112 Forwards fnep Ropt 50-309/65 06 on 050302-0413 No violations noted Ulil 
efforts to control chloride levels ollmlnatod condenser (oaks & chlorides In steam gen- 
erators 

WENZINGER.EC Region I. Office of Director. 05/05/17 RANDAZZA.JG. Maine 
YanKoo Atomic Power CO 2pp 30556 101-30556 174 

--8505240117 Insp Ropt 50-300/Q5 06 on 050302-0413 No violations Itfontiflad Major 
areas inspected control room.accesslblo parts of plant structures, plant 

oporafions.radlatlon prelection, physical socunty & fire prolocllon 
f*fOLDHN,C, ELSASSER.TC Region 1, Office of Director. 05/06/03 12pp 
30556 163 30550-174 


DOCKET 60 311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8506020343 Forwards public version of Rev 3 to emorgor^cy plan, Rev 1 to event classi- 
fication guide, revised emorgoncy plan procedures & evacuation time estimates 
FELT ON, J M Division of Hules and Rocords 05/04/29 Document Managomont 
Branch 2pp 30131 001 30137.075. 

■“8506020381 Public version of Rov 3 lo emorgoncy plan 

* Pubnic Service Efoctric & Gas Co of Now Jersey 04/08/31 312pp 30131 002* 
30131:313. 

”6605 020388 "Evacuation Time Eatimalea for Aroas Near Sile of Salem & Hope Crook 
Nuclear Generoting Stallona " 

* Parsons, BiJnkerhofi, Quada & Douglas, Inc 04/02/27 150pp 30131314- 
30132.103, 

”6505020394 "Event ClaBSiftcalion/Notilicatlon/Roporling Guido '* 

* Public Service Electric & Gas Co of Now Jorsoy 04/10/10 67epp 30133.206 
30135 243, 


”8505280142 Proposed Tech Spec 3 21*1 re alternate ehuidown sys 
* Maine Yankee Atomic Power Co. 65/05/21 Ip, 30571'324*30571*324. 

8505310507 Summary of 850508 meeting w/util In Bethesda.MD re leafing of offsite 
power supplies 

SEARS.P M . HEITNER.K.L. Operating Reactors Branch 3. 85/05/21. MILLER.J.R 
Operating Reactors Branch 3, 4pp. 3Q6B4'Od6-30664:1O1, 

8505210106 Generic Ltr 65-06 to all holders of CPs 6c OLs re 10CFR20.408 termination 
re pis - formats 

THOMPSON, H.L. Division of Ucensing 85/05/23. Consolidated Edison Oo of New 
York, Inc 20pp. 30682 282-30682-301. 

8505310270 Forwards response lo NflC 840617 questions re reactor coolant pump trip 
strategy.Remalning 14 questions resolved to complete review. 

WHITTIER.GD Maine Yankee Alomlo Pov/ar Co. 65/06/26. MILLER, J.R. Operating 
Reactors Branch 3. lipp 30641.349-30641.350 


”6505020402 Public version of omergoncy procodurosJncludinn Rov 2 lo EP-I 0, "Per 
sonnel Accountability," Rov 2 to EP-l-0, ''Search & Roscuo Oporatlons" & Rov 1 to 
event claasiflcallon guide 

* Public Service Eloctric & Gas Co. of Now Jersey 84/12/20. 552pp. 30135 244 
30137.075 

65052 90116 Responds lo NRC 850402 Hr re violations noted In Insp Ropts 60 272/84- 
48 & 60 311/84 46 Corrective actions new hardware inslellod for lire doors having UL 
labels & fire doors w/o UL lobels or hardware inconsislont w/ la be I, re placed 
MCNEILL.CA Public Service Electfic 6 Gas Co. of Now Jorsoy. 65/05/02. 

MURLEY.TE Region 1, Office of Director 6pp 30620 031-30620 034 

6605280173 Forwards suppI to 830520 procedures generation package for emergency 
operating proceduros.induding Rev 3 lo Administrative Directive AD 2 re oporalioas 
dept, Concerns raised in end 041210 proliminary SER also addressed 
MCNEILL.CA Public Service Elacirio & Gas Co of New Jersey 05/05/15. 

VARGA.SA Operating Reactors Branch 1 11pp. 30671 181-30671*263 
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-6505260177 Rev 3 to Admmistrdt^ve Directivo AD 2, "Authors Guido (or Oporations 
Depl Documsnls " 

• Public Service Efoctnc & Gas Co of New Jersey 05/02/19 5Bpp- 30571 192- 
30571.263 

8505200337 Revised emergency plan procedures jncluding Rqv 7 to EP 1-2 re alert, Rev 
7 to EP 1*3 A re site area emergency senior shift supervisor, Rev 7 to EP 1 3B ro sito 
area emergency duly officer & Rev 7 to EP I-3C ro response manager 

* Public Service Electric & Gas Co of New Jersey 85/05/20 221 pp 30466 103 
30466 323 


P. Operating license stage documents & correspondence 

8505090329 Further response to FOIA request for all memos written by NRC during or 
since 1903 re 96 LERs & SALP for TMI Forwards documenls listoa in Apps A,B a 
C Documents also placed in POR 

FELTON, JM Division of Rules and Records 84/10/02 BARFIELD.K Critical Mass 
Energy Prolect epp 30248 034-30248 046 

-6505090367 Forwards INPO evalualion rept Site evafualton conducted during wka of 
010525 a 0601 

BRUNNER, E J Division of Project a Resident Programs 83/03/14 TAVLOR,J M Di- 
rector’s Office, Office of Inspection and Enforcement CASE.E G Office of Nuclear 
Reactor Regulation, Director Ip 30248 048-30248 076 

-8505090370 Fonvards draft order modifying Licenses DPR-70 a DPR-75. effective 
Immediately Review a submittal of suggestions requested by 830320 
QUTIERRfcZ.JM Region 1, Office of Director 83/03/28 ALLEN, JM Region l, 
Office of Director STAROSTECKI,R , KEIMIG.R R Division of Project a Resldonl Pro 
grams 8pp 30248 077 30240156 

-0605090390 Forwards status summary of NUREG-0737 Tech Specs to determine con 
slstency w/Generic Ltr 62-16 Items satisfactorily completed except (or Tech Specs re 
limiting overtime & reMrting safoty a relief valve challenges 
STAROSTECKLR Division of Project a Resident Programs. 03/06/14 
EISENHUT.DG Division of Licensing 3pp 30248 157-30240159 

-6505090414 Discusses NRC reviews a evaluations to ensure plants operated safely, In 
response to 830813 ltr Region I liaison officer will keep state Informed ro continuing 
activities. 

MUHLEy,TE Region 1. Offico of Director 83/09/13 KUHRTZ.SG New Jersey, 
State of 5pp 30248 162.30248-207 

-8505090418 Forwards 031102 Ur to Governor du Pont of Dolawaro ro facility perform 
ance In comparsion w/other nuclear power plants in region 
MURLEY.TE. Region 1. Office of Director 03/11/14 SONN.HW Public Service 
Electric a Gas Co of New Jersey 1 p 30248 208-3D248 208 

8504200442 Generic Ltr 85 07 to ail operating reactor licensees ro Implomontatlon of 
Integrated schedules for plant mods Sve list end 

THOMPSON,H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149-30218 170 

6605280532 Forwards Amends 82 a 33 to Licenses DPR-70 a OPR 75, respectively a 
safety evaluation Amends change Tech Specs to update nuclear dopl organization a 
station operations review committee responsibilities a membership 
FISCHER, D Oporaling Reactors Branch 1 85/05/13 MCNEfLL.CA Public Service 
Electric a Gas Co of New Jersey. 3pp 30604 276 30604-323. 

-6605260536 Amends 62 & 33 to Licenses DPR-70 a DPn.75,f08pectivoly, changing 
Tech Specs to update nuclear dept organization a station operations review commit- 
lee responsibililios, membership & quorum requirements 

VARG/tSA Operating Reactors Branch 1 85/05/13 40pp. 30604,270-30604 318 


8505090427 Forwards status rept on augmented insp program Based on licensee 
schedules a progress, bimonthly maetings w/licensee expected to continue through 
CY84 Program sufficient as originally outlined 

STAROSTECKI.R Division of Projocl & Residonl Programs 04/01/05 
EISENHUT.DG Division of Licensing 11pp 30240 2 26 30248 246 

850S010462 Responds to IE Bulletin 03 03 ro check valve failures in raw water cooling 
sys of dJesel generators Check valves radiographed during fifth refueling 
outage Repairs made to valves which drd not fully close when flow cut off 
UDEN.E A Public Service Electric & Gas Co of Now Jersey 05/04/15 MURLEY.T E 
Region 1, Office of Director Ip 30092 137-30092 137 

6595070432 Forwards Special NRC Team Assossment Ropls 50 272/84 41 & 50 311/ 
84 40 on 841029-1 102 Strengths & vseaknessess affecting performance listed in repl 
STAROSTECKI.R Region 1, Office of Director 85/04/23 WCNEIL.C Public Service 
ElGCtflc & Gas Co of New Jersey 3pp 30204 1 19-30204 128 

-8605070437 Special Team Insp Ropls 50-272/84 41 & 50 311/84 40 on 841029 
1 1 02 Major areas Inspected station rrorals.atliludes, quality of Iraining.quality of 
procedures.engineering support.safoty reviews & staffing 

LAZARUS.W , JACOBS.R , LINVILLE.J C Region 1. Office of Dareclor 85/04/22 7pp 
30204 122 30204 128 


8505070202 Forwards Insp Rept 50 311/85 08 on 850321-22 & 25-20 & notice of viola 
lior) 

COLLINS.SJ Region 1. Office of Oireclor Q5/04/25 MCNEILL, C A Public Service 
Electric & Gas Co of New Jersey 2pp 30205 222-30205 240 

-8506070208 Nolico of violation from insp on 850321-22 & 25 29 

* Region 1, Office of Director 85/04/25 1p 30205 224-30205 2 24 

-8605070216 Insp Rept 50-311/85-05 on 850321-22 & 26 29 Violations noted const 
work performed by In house mafni organization, missed commumcallon In transfer of 
Info to const forces in field & failure to rent field changes 

KENNY, T, CERNE.A, COOK.W Region f, Office of Director 85/04/22 16pp 
30205 225 30205 240 

6505100276 Responds to NRC 850328 Ur re violations noted In Insp Repis 50 272/8 5< 
03 & 60-311/85-03 Corrective actions operator disciplined & shift & senior shift super- 
visors reprimanded Discusslor^ of violation scheduled for next training program 
MCNEILL, C A Public Service Electric & Gas Co of New Jersey 85/04/29 
COLLINS.SJ Region 1, Office of Director 3pp 30246 163 30246 165 

6504260452 IE Info Nolico 65 034, "Hoal Tracing Contributes to Corrosion of Stainless 
Steol Piping ’’ Sve list end 

JORDAN, tL Division of Emergency Proparodnoss & Engineering Response (Post 
830103), 05/04/30 ConsoHdalecI Edison Co of New York. Inc f07pp 30115105 
30115 201 

6504250455 IE Info Notice 65-035, "Falluro of Air Check Vaivos to Soat " Sve list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of Now York, Inc lOOpp 30115 077- 
30115 104 

8505130267 Forwards Insp Ropts 50 272/85-07 &. 50-311/85 07 on 850002- 0405 & 
notice of violation 

COLLINS.SJ Region 1, Offico of Director 65/05/02 MCNEILL.CA Public Service 
Electric & Gas Co of Now Jersey. 2pp 30275 337 30275 351 

>-6505130269 Nolicd of violation from Insp on 650302-0405 

• Region 1, Office of Director 65/05/02 tp 30275 339 30275 339 


-8505260648 Safely evaluation supporting Amends 62 8 33 to Licenses DPR 70 & 
DPR-7B, respectively 

* Office of Nuclear Reactor Regulation, Director 05/05/13 5pp 30604 319- 
30604 323 

6605210366 Advises that implomontatlon of radlologicat ETS will bo viewed at some 
future date, per util 650310 ltr describing difficulllos w/ Amends 69 & 16 
MARTIN, T.f. Region 1, Offico of Direcfor 85/05/16 LIDEN.EA Public Service Efoc 
trie 8 Gas Co of New Jersey. 2pp 30496 1 63-30495 1 66 

650S210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repis • formats 

THOMPSON, H L Division of Licensing 05/05/23 Consolidated Edison Co o( New 
York. Inc 20pp 30682-202-30602 301 

8505210122 Generic Ltr 05 09 to all Westlngbouso PWR licensoos & applicants ro Tech 
Specs for Generic Ltr 03-20, Item 4,3. 

THOMPSON.H L Division of Licensing 05/05/23 Yankee Atomic Eleclric Co 17pp 
30671.334-30671 -350 


Q, Inspection reports, IE Bulletins & correspondence 


6505170080 Partial response to FOIA roquoal for NRC memos during or since 1003 ro 
96 LERs or TMI SALP repl Documents listed in App A end Documenls listed In App B 
available in PDR.Search tor addi records continuing 

FELTON. J.M. Division of Rules and Records. 04/09/14 BARFIELD.K. Crilical Mass 
Energy Project 10pp. 30473-310-30474:180 


8505090329 Further response to FOIA request tor all memos wrillen by NRC during or 
since 1983 re 96 LERs & SALP for TMI Forwards documenls listed In Apps A.B & 
C Documents also placed (n PDR 

FELTON, J.M. Division of Rules and Records 84/10/02 BARFIELD.K Critical Mass 
Energy Projeci 6pp 30248-034-30248 046 


-6505090409 Forwards proposed augmented Insp program for moniloring & evaluating 
util performance improvement program ovor next i -2 yrs. 

STAROSTECKI.R. Division of Project & Resident Programs 83/06/23 DENTON.H 
Office of Nuclear Reactor Regulation, Director DEYOUNG, RC Director’s Office, 
Office of Inspection and Enforcement. MURLEY.T Region 1, Office of Diroefor 2pp. 
30246. 160-3024B-1 61. 


-8505130273 Insp Ropts 50-272/83 07 & 60-311/05 07 on 850302 0405 Violation 
noted Improper changes made to surveillance procedure & unexplained failures of fuel 
Injector mounting bolls 

HlLLMAN.BM, LIMROTH.D F Region 1, Offico of Director 85/04/30 12pp 
30275 340 30275 351 

6506290116 Responds to NRC 850402 ltr re violations noted in Insp Repts 50 272/04- 
46 & SD-311/84 46 Corrective actions new hardware installed for tiro doors having UL 
labels & fire doors vir/o UL labels or hardwaro inconsistent w/ lab el, replaced 
MCNEILL,CA Public Service Electric & Gas Co of Now Jersey 05/05/02 
MURLEY.TE Region 1, Olficeof Director 5pp 30620 031-30620 034 

6505060416 IE Info Nolico D4-52,Siippl 1, "Inadequato Mall Procurement Controls on 
Part of Licensees S Vendors " 

JORDAN, E.L Division of Emergency Proparodnoss & Enginoering Rosponao (Post 
030103) 65/05/00 Cohsolldalod Edison Co ot Now York, Inc lOpp 30616 338 
30615 347 

8505 150230 AcK receipt of 850416 ltr Informing NRC of stops taken to correct violations 
noted In Insp Repts 50-272/05 02 & 50-31 1/85-01 .Violation remains classiflod at Se- 
verity Level ill, for fisted reasons 

MURLEY.T.E. Region 1, Office of Director 05/05/10 MCNEILL.CA. Public Sorvice 
Eleclric & Gas Co of New Jersey 4pp 30395*064-30395 007 

6605130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Sve list end 

JORDAN, E,t Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14 Yankee Atomic Eleclric Co 4pp 30840 272-30349.014 

8605290535 Forwards Safely Insp Ropls 50-272/66-09 & 50-311/85-11 on 850406- 
0606 No violation noted 

COLLINS.SJ Region 1. Office of Director 05/05/21. MCNEILL, C A Public Service 
Electric & Gas Co of New Jersey. 2pp, 30592.186 30592 199, 

-.6506290542 Safely Insp Ropts 50-272/65 09 & 50 311/65-11 on 050400- 0506.No 
violation noted Major areas Inspected operational safety verificatlcamaint 
observallons.aurvelllanco observations & review of special ropts 
UMROTH.DF, NORRHOLM.LJ. Region 1, Office of Director 65/05/16 12pp 
30 592' 186-30592,199 
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fl. Periodic operating reports & related correspondence 

BB05200181 ‘'Artificial Island Radiological Environ Monitoring Program, 1983 Radiologi- 
cal Rept ’■ 

• PSE&G Research Corp RTLENV-a4 01 83^2/31 193pp 30467 341.30488 161 

6505060023 Forwards "Nuclear Oversight Comrriitteo Sixth Quarterly Repl" 

LIDEN.EA Public Service Electric & Gas Co of New Jexsey 85/04/29 VARGA.SA 
Operating Roaefors Branch 1 Ip 30157.212-30157 21 G 

-8505060026 "Nuclear Oversight Committee, Sixth Quarterly Repl " 

GOTTLIEB.MB, LEVY.S, ROQERS.KC Public Service Efeclnc & Gas Co of New 
Jersey 65/04/26 6pp 30157 213 30157 218 

8505210602 Monthly oporating rept for Apr 1985 W/850510 Itr 
RONAFALVY J P , ZUPKO,JM Public Service Electric & Gas Co of New Jersey 057 
04/30 28pp 30514 167-30514 214 

8505290597 Errata to monthly operating repl for Apr 1985 W/850516 Itr 
ZUPKO.JM Public Service Electric 8 Gas Co of New Jersey 85/04/30 2pp 
30617 260 30617 261. 


0805160378 Appficalion for amsnd to Liconse DPR-54, consisting of Rev 1 to Proposed 
Amend 125.returning charcoal adsorber & HE PA filter testing requirements to present 
form NSHC evaluation enci No addi foe required 

RODRIGUEZ,RJ Sacramento Municipal LUifity Pistricl 85/05/06 THOMPSON, H L 
Division of Licensing 3pp 30427 041-30427 04G 

-8505160385 Proposed changes to Tech Spec Section 3 13, returning charcoal ad- 
sorber & HEPA filter leslmg requirements to present form 
* Sacramento Municipal Utility District 85/05/06 5pp 30427 044 30427 048 

B506200432 Forwards revised pages to NSEB fire protoclion comparison between 
NL/REG 0800 |SRP 9 5 1) & sys design described in Amend 03,Suppl 1 to License 
DPR 54 Comparison on conduit seals revised 

RODHIGUEZ.RJ Sacrarnemo Municipal Utility District 85/05/14 THOMPSON,H L 
Division of Licensing 7pp 30470 012 30470 018 

8S05210095 Informs of withdrawal of 050321 commtlment to Install line-type thermal de 
lectors In nuefear sve electric bldg fnstaflation will not signllicantly increase level of 
fire protection 

RODRIGLIEZ.R J Sacramento Municipal Utility District 85/05/14 STOL2,J Operafing 
Reactors Branch 4 Ip 30493 294 30493 204 


S. Reportable occurrences, LERs & related correspondence 


8505090329 Further response lo FOIA request for all memos written by NRG during or 
since 1963 ro 96 LERs & SALP for TMI.Forwards documents listeo In Apps A,B & 
C Documonls also placed fn POR. 

FELTON,JM Division of Rules and Records. 84/18/02 BARPIELD,K Critical Mass 
Energy Project 6pp 30248.034.30240 046 


“8505090423 Forwards evaluation of mgl A operation of facility & summary of NRG 
evaluation of util mgt problems involved in Feb 1083 circuit breaker failures in re- 
sponse to 630913 request for analysis of facilities in comparison w/other nuclear 
plants 

MURLEY.TE Region 1, Office of Director. 83/11/02. DU PONT.P S Delaware, Slate 
of I5pp 3024B 209-30248 226 


8505090261 LER 65 003 00 on 850329 & 30,pressunzer overpressure protection sys 
Channel II actuated Caused by 360 psig reached for reactor coolant pump operation 
Inducing pressure Iranaient sufficient 10 cause actiralion W/0 50426 Itr, 

RUPP.JL, ZUPKOJM Public Service Efeclnc & Gas Co of New Jersey, 65/04/26 
4pp 30235137 30235140 

6505240358 Summary of 850507 operating reactors events meeting List of 
attendees, events discussed A assignments encl 

CRUTCHFIELD, 0 Assistant Director for Safety Assessment. 65/05/13 

THOMPSON.HL Division of Licensing 28pp 30576145-30576.172 

B50531027S LER 05-005 00 on 8504 1 7, reac tor/I urblne trip occurred during startup 
operations Caused by corrosion products collected fn reheat steam dram line piping 
following extended shutdown Proceefurat review to be performed re blowdown W/ 
850517 llr 

RUPPJX., ZUPKO,J M Public Service Electric A Gas Co. of New Jersey 65/05/17 
app 30662 008 30602 012 
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F, Security, medical, emergency A ffre protecNon plans 


6505210097 Forwards Rev 0 to "Fire Ha2ards Analysis RepLRancho Seco Nuclear 
Generating Station, Nuclear Services Efeclrical Bfdg," per commitment in 050412 cor- 
respondencG 

RODRiGUEZ.RJ Sacramento Municipal Utility District 85/05/15 STOLTZ.J Operat- 
mg Reactors Branch 4 Ip 30489 074-30489 206 

-8505210102 Rev B to "Ffre Hazards Analysis RepLRancho Seco Nuclear Generating 
Stalion.Nucleaf Svc Electricaf Bldg " 

* I mpell Corp 65/03/31 142pp 30489 075-30489 206 

8505210300 Provides info on changes to 850515 nuclear svc electric bldg fire hazards 
analysis repl,eniergency llnhtmg compliance to Section III J of App R & aulomalic sup- 
pression of Fire Areas 81 A 82, per 050510 meeting 

MATTIMOE,JJ Sacramento Municipal Uli Illy OislrTcl 85/05/16 THOMPSON.HL Di- 
vision ef Licensing 2pp 30494 263 30494 '264 

8505240039 Forwards Safeguards Insp Rept 50-312/85 10 on 850422-0503 No non- 
compliance noted Repl withheld {ref f 0CFR73 21 & 2 790) 

MONTGOMERY.J L Region 5. Office of Director 65/05/20 RODRIGUEZ, R J Sacra 
mento Municfpat Utility District 2pp 30555 05Q 30555 059 


J. Insurance & Indemnity Information 

8605020198 Forwards Endorsement 61 to MAEiU Policy MF-75 A Endorsement 71 to 
NELIA Policy NF-2t2 

RODRIGUEZ.RJ Sacramento Municipal Utility District 05/04/10 SALTZMAN.JB 
NRG - No Detailed Affiliation Given 3pp 30106 354-30106 356 


P, Operating license stage documents & correspondence 

6504170547 Fonivards monthly status rept on plant-specific backfilling activities current 
through 850306 Nine of 15 SER open items resolved prior to appeal meetings SER 
scheduled for completion on 650329 

CRUTCHFfELO.O Assistant Director for Safety Aasessmont 85/03/18 
THOMPSON, H L, Division of Licensing 65pp 30101 182-30161 246 


8505030579 Forwards Insp Repl SO-312/65 05 on 650218*22,27 A 0313 No significant 
deficiencies or violations noted Insp dfsefosed that meteorological in&tru mentation slill 
not performing as expected 

WENSLAWSKLFA Region 5, Office of Director 65/04/10 RODRIGUEZ.RJ, Sacra- 
menio Municipal Utility District 2pp 30146 342-30146 349. 

-8505030580 Insp Repl 60 312/65 05 on 8S021B 22.27 & 0313.No significant deficien- 
cies or violations noted Major areas inspected changes to emergency plan A associ 
ated implementing procedures A metoorofogy program 

PRENOERGAST.K . FISH.R F Region 5, Ofllce of Director 85/04/10. 6pp 
30146 344 30146 349 

8505010481 Forwards preliminary "Fire Analysis Matrix" for nuclear svc efectrical 
bldg Final approved version expected by 85051 5. 

ROORtGUE^RJ Sacramento Municipal Utility DIstricL 85/04/ 12 THOMPSON, H.L 
Division of Licensing. Ip 30091.076 30092 051. 

"8505010483 Preliminary "Fire Analysis Malrix ” 

* Sacramento Municipal Utility District. 65/04/12 33Spp 30091‘077-30092’051, 

8505010318 Forwards update to 641115 submittal of addI Info re Amend OS.Supp1 1 to 
License DPR -64,0 omp a ring NSEB fire prelection design w/NUREQ-oaoo (SRP 9 6.1) 
design criteria .per 850219 meeting. 

MATTIMOE.J J Sacramento Municipal Utility DisWcL 05/04/16 THOMPSON.H,L Di- 
vision of Licensing 12pp 30095 049-30095.000 

8505100502 Forwards SERs re coni rot room habitability. Proposed 850214 Tech Specs 
for control room emergency filfrflllon sya unacceplable due to removal 
efficiencies Indicallon of intenlions re changes requested within 7 d^a. 

ST0LZ,J.F. Operating Reactors Branch 4. 85/04/30, flODRfOUEz.R.J. Sacramento 
Municipal Ulilily District 2pp. 30272:357*30272 363 

-8505100503 SER supporting control room habitability & radiation protection. 

* NRG • No Detailed Affiliation Given. 06/04/30. 2pp 30272.350 30272*360 

"6505100S04 SER re control room habitability toxic gas release filter requirements 

* NRC - No Delalfed Affiliation Given. 85/04/30, 3pp 30272 361.30272*3 63, 

8505280536 Forwards Insp Rept 50 312/66-09 on 850327-04 03. No Violation noted 
KIRSCKDF Region 5, Office of Director. 85/05/01. ROORIQUEZ.R Sacramento 
Municipal Utility Districl. Ip 3 0580:239-30560 -24 6. 

-6505280549 Insp Rept 60-312/85-09 on 8 50327-0403, No violation or deviation 
noted Major areas inspected implementation of seiecled TMI action Items. 

IVEY.K D., KANOW.L R., YOUNGJ Region 5. Office of Director. 85/04/26 7pp. 
30580.240-30560246. 


8505010023 Forwards SER supporting util 631104 submittal re Generic Ltr 83 28, Item 
1 1 , “Post-Trip Review “ tnfo re systomalic safely assessment program for unsched 
uteri reactor trips (SER Section III t) roquosted within 45 days 
STOLZ.JF Operating Reacto-ra Branch 4 85/04/16 RODRIGUEZ.RJ Sacramento 
Mubicipa) Utility District 2pp 30101 051-30101 050. 

-8505010027 SER supporting util response to Generic Llr 83 28, Item 1 1, "Post-Trip 
F^dvl ow ** 

* NRG - No Detailed Affiliation Given. 85/04/15 epp 30101.053-30101 050. 

6505010145 Forwards "Assessment of Integrated Schedules for Plant Mod, Rancho 
Seco Nuclear Generating Station," draft technical evaluation rept Schedule for next 
submittal on living schodulo requested within 14 days of Itr receipt 
STOL2,JF Oporaling Reactors Branch 4, 85/04/25 RODRIGUEZ, R.J. Sacramento 
Municipal Utility District 2pp 30102333-30102 360 

-8505010158 “Assessment of Integrated Schedules for Plant Mod, Rancho Seco Nucle- 
ar Generating Station," draft technical evaluation rept 

AHMED, N ARVfN/CALSPAN Advanced Technology Center. HONDORP.H L Franklin 
fnstitule/Franklin Research Center TER C5606 553 DRFT 85/02/06 NRG - No De- 
lellad Affiliation Gfven. 26pp. 30102335 30102 360 

6505070224 Application for amend to License DPR -54, re vising Tech Specs re simula- 
tion of loss of offsite power for verification of diesel generator & emergency start cir- 
cuit performance testing Fee paid 

RODRIGUeZ,RJ Sacramento Municipal Ulility Districl 85/04/15 THOMPSON.HL 
Division of licensing 4pp. 30172 220 3D172 224 

-8505070229 Proposed Tech Spec re simulation of loss of offsite power for verification 
of diesel generator & emergency start circuilry performance testing 

* Sacramento Municipal Ulility District 85/04/15 1p 30172 224-30172-224 

8505060474 Summary of 650106 meeting w/Franklln Research Ctr A util re proposed 
Intonated living schedule, 

MINER, S Operating Reactors Branch, 4, 85/04/22 Operating Reactors Branch 4. 
lipp, 30186 008-30185 018 

8505070209 Application for amend to License DPR -54, re vising Tech Spec Section 4 2 
to omit reactor vessel surveillance program from Inservlce insp package 
RODRIGUEZ, R,J. Sacramento Municipal Uhlily District. 85/04/24 THOMPSON, H L 
Oiviaton of Licensing- Spp 30179 1 04-301 79 1 66. 

-8505070215 Proposed Tech Spec Section 4.2 omitting reactor vessel surveillance pro 
gram from inservice Insp package. 

^ Sacramento Municipal Ulifity District, 85/04/24. 3pp 30170 180-30179:188 
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8505020366 Forwards Rev 2 to proposed Amend 106 to License DPR 54, constsling of 
dralt Rev 2 to "Living Schedule Plan for Rancho Soco Nuclear Goneratmg Station '* 
Rev makes amend permanent part of license 

RODRIGUEZ, RJ Sacramento Municipal Utility District 85/04/25 THOMPSON.H L 
Division of Licensing, Bpp 30103 335 30103 342 

8505080535 Forwards SGR supporting environ qualification of electric equipment impor- 
tant to safety Method for determining subcompartment environ conditions alter high 
energy line break acceptable 

STOUJF Operating Reactors Branch 4 05/04/25 RODRIGUEZ.RJ Sacramento 
Municipal Utility District 3pp 30229 1B5 30229 10Q 

-8505080537 SER supporting util program for environ qualification of ofeclric equipment 
important to safely 

* Equipment Qualification Branch 85/04/25 11pp 30229 180.30229 198 

8505090082 Forwards request for addi info to continue review & evaluation of rosponso 
te Generic LIr 83-26, "Generic Implications of Salem ATWS Events." including criteria 
to ba used in granting waivers of post-mainl operability testing 
STOLZ,JF Operating Reactors Branch 4 85/04/26 RODRIGUEZ.RJ Sacramento 
Municipal Utility District 4pp 30254 007-30254 010 

6505100144 Application for amend to License DPR-54.conslsling of Rev 1 to proposed 
Amend 11 2, changing Tech Spec re basis for limiting conditions of operation on spent 
fuel pool 

RODRIGUEZ.R J Sacramento Municipal Utility District 85/04/26 THOMPSON.H L 
Division of Licensing 3pp 30247 275 30247 280 

.-6505100146 Proposed Tech Specs re spent fuel pool limiting conditions of operation 

* Sacramento Municipal Utility District 85/04/26 3pp 30247 278 30247 280 

8505070365 Forwards description of facility snubber optimization program In response 
to 640226 lefcon Now ASME Code Caso will be applied permitting use of frequency 
dependent damping values for piping analysis 

RODRIGUEZ.RJ Sacramento Municipal Utility District B5/04/29 THOMPSON.H L 
Division of Licensing 9pp 30177 314-30177 322 

BE04290442 Generic Ltr 85 07 to all operating reactor licensees re implementation of 
inleorated schedules for plant mods Sve list end 

THOMPSON.H L Division of Licensing 86/05/02 Consolidated Edison Co of New 
York, (nc 22pp 30216 149-30210 170 

8505070242 Forwards response to Q41206 request for addI tnfo re Generic Ltr 83 26. 
"Required Actions Based on Generic Implications of Salem ATWS Events," Items 
4 2 1 & 4,2 2 Util participating in B&W monitoring program 

RODRIGUEZ.R J Sacramento Municipal Utility Dmlrlct 85/05/03 STOLZJ F Operat- 
ing Reactors Branch 4 4pp 30172 286-30172 289 

8505090229 Draft application for Rev 1 to 850214 proposed Amend 125 to License 
DPR 54, changing Tech Specs re testing requirements for charcoal adsorber & HEPA 
filters In control room & technical support ctr emergency filtering ays 
RODRIGUEZ.RJ Sacramento Municipal Utility District 85/05/06 THOMPSON.H L 
Division of Licensing 3pp 30219 026 30219 033 

"8605090234 Proposed Tech Spec/cturning testing requlromonts for charcoal adsorber 
& HEPA fillers In control & technical support ctr emergency filtering sys to previous 
form & incorporating editorial changes 

» Sacramento Municipal Utility District 85/05/06 6pp 30219 029-30219 033 

6505160376 Application (or amend to License DPR'54, consisting of Rev 1 to Proposed 
Amend 125,returnlng charcoal adsorber & HEPA filler testing requirements to present 
form NSHC evaluation end No addi fee required 

RODRIGUEZ.R J Sacramento Municipal Ulility District 85/05/06 THOMPSON.H L 
Division of Licensing 3pp 30427 041-30427 046 

"8505160365 Proposed changes to Tech Spec Section 3 1 3, returning charcoal ad- 
sorber & HEPA filler fesling requirements to brosent form 

* Sacramento Municipal Ulility District. 85/05/06. 5pp. 30427:044-30427,048 

6505230664 Informs of review of 841113 response to request for Info re TMI Uemi 
II K 2.16 concerning Integrity of reactor coolant pump seals during loss of offsite 
power event Licensee commitments acceptable 

tiTOLZ,J F Operating Reactors Branch 4 85/05/06 RODRIGUEZ.R J Sacramento 
Municipal Ulility District 2pp 30545 267-30545.266 

6505240240 Advises that licensees may formally request consideration of integrated re- 
actor vessel malls program for plants.per CO Thomas 850313 & 0503 llrs.Each licens- 
ee should submit request for license amend to remove current Tech Specs. 
THOMPSON.H L Division of Licensing 85/05/06 TUCKER.H B Duke Power Co 
lOpp 30576 038-30576 047 

6505 170 11 2 Requests fee re 850412 application for permanent exemption from installa- 
tion of reactor vessel head vent. 

DIGGS, R.M. License Fee Management Branch 65/05/10 RODRIQUEZ, RJ Sacra- 
mento Municipal Utility District 1p 30464 343-30484 343. 

8505210309 Requests exernptian from installation of reactor vessel level inslrumenta- 
Ifon sys to conform to NUHEG-0737,llGm II F 2 due to sys cost & lack of correspond- 
Ino Increase in plant safety margin 

RODRIGUEZ,R.J Sacramento Municipal Utility District 85/05/16, STOLZ.J F Operat- 
ing Reactors Branch 4 3pp 30494.260-30494 262 

S505210349 Forwards SER supporting utd application to amend License DPR-54,reflec! 
(ng mods to facility electrical distribution sys Draft ltr to licensee.dralt llcenso 
amend, revised Tech Specs & SALP Input also end 

KIRSCH.D.F. Region B, Office of Director 85/05/17. THOMPSON.H L Division of Li- 
censing. 19pp 30500:196-30500.240 

"6505210355 SER supporting util application to amend License DPR-54, reflecting 
mods to facllilty electrical distribution sys 

* Region 5, Olftce of Director. 85/05/17. 34pp 30500 215-30500 246. 

6505290432 Submits addi Info re 850426 application (or Rev 1 to Amend 112 to LI 
cense DPR-54 concerning addition of limiting condition for operation of spent fuel 
pool Rev 12 to Operating Procedure A 21, "Spent Fuel Cooling sys" end 
RODRIGUEZ, RJ, Sacramento Municipal Utility District B5/05/22, THOMPSON.H.L 
Division of Licensing. 1p 30596:206-30595 314, 


"8505290437 Rev 12 to Operatif^g Procedure A 21. "Spenl Fuel Cooling Sys" 

* Sacramento Municipal Utility Dislr^ct 85/04/17 lOpp 30595 297 30595 314 

G505210106 Generic Ltr 85 08 to all holders of CPs & OLs re tOCFRgO 408 termination 
repts • formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York. Inc 20pp 30682 282-30682 301 

6505210131 Generic Ltr 85 10 to all B&W PWR Itcensoes & applicants re Tech Spocs 
for Generic Ltr 83-28. Items 4 3 8 4 4 

THOMPSON.H L, Division of Licensing 05/05/23 Consolidated Edison Co of New 
York. Inc 15pp 30670 335 30670 349 

0505310267 Forwards revised QA procedures, including Rev 0 to QA Procedure 3. "OA 
Classification" S Rov 1 lo QA Procoduro 19, “Sys Auditing." in response to 850328 
request for addi info re 831104 response to Generic Ltr 63 28 
RODRIGUEZ.RJ Sacramento Municipal Ulility District 85/05/23 THOMPSON.H L 
Division of Licensing Spp 30642 037-30642 074 

"8505310274 Rov 0 to QA Procedure 3, "QA Classification " 

* Sacramento Municipal Utility Dislncl 84/07/03 7pp 30642 042-30642 048 

"8505310277 Rov 1 to QA Pfocedu/o 19, "Sys Auditing ” 

* Sacramento Municipal Utility District 04/da/1O 3pp 30642 0'49 30642 061 

"0605310260 Rev 1 to QC Instruction 2. "SMUD NucCaar Operations QA Audit Pro- 
gram " 

Sacramento Municipal Utility District 84/11/01. 22pp 30542 052 30642 074 


Q. Inspection reports, IE Bulletins & correspondence 

8505030579 Forwards Insp Rept 50-312/85 05 on 050218 22,27 & 0313 No significant 
deficiencies or violations noted Insp disclosed that meteorological mslrumer^tation still 
not performing as expected 

WENSLAWSKI.F A Region 5, Office of Director 65/04/10, RODRIGUEZ.RJ Sacra 
monto Municipal Utility District 2pp 30148 342 30146 349 

"8606030560 fnsp Rept 50 312/85 05 on 850210-22,27 & 0313 No significant deficien- 
cies or violations noted Major areas inspected changes to emergency plan & associ- 
ated implemonling procedures & meteorology program 

PRENDERGAST.K . FiSH.R F Region 5, Office of Director 85/04/10 6pp 
30146 344 30146 349 

6606030025 Forwards I nap Rept 60-312/85 06 on 850227-20.0301,04.05,22 & 0401 No 
violations noted 

WEMSLAWSKi.F A Regions, Office of Director 85/04/15 RODRIQUEZ.RJ Sacra- 
mento Municipal Uhlity District Ip 30146 323-30146 340 

"850S030030 Insp Repi 50 312/85 06 on 840227-26,0301, 04,8 5.22 & 0401 No viola- 
tions or deviations noted Major areas inspected radiation protection activities during 
outage conditions, Including QA surveillance activities 

CILLTS.M. YUHAS.QP. Region 5, Offico of Director 65/04/15 17pp 30146.324- 
30146 340 

8SOS070D04 Forwards Insp Rept 50 312/85 02 on 850107-0301 & notice of 
violation Violation of weld rod control is repeat violation Idonlified in Jul 1984 Insp & 
should bo addressed in response lo current violations 

KIRSCH.DF Region 5. Office of Director 05/04/10 RODRIGUEZ.RJ Sacramento 
Municipal Uiiiily tJlstrlcl 2pp 30205 286 30205 306 

"6505070012 Notice of violation from insp on 850107 0301 
MtLLER.L F, Region 5, Office of Dfreclor 85/04/10 2pp 30205 2QQ 30205 289 

"6505070017 Insp Repl 60 312/66 02 on 850107 0301 Violation noted weld rod issue 
logs not maintained on dally basis & work request did not specifically identify welding 
process used nor accurately documont date on which process last used 
MYERS.CJ, MILLER, LF Region 5, Office of Director 85/04/10 17pp 30205 290- 
30205'306 

8605070209 Application lor amend lo License OPn-54,r6 vising Tech Spec Section 4 2 
to omll reactor vossoi surveillance program from Inservico insp package 
RODRIGUEZ.RJ Sacramento Municipal Utility District 05/04/24 THOMPSON.H L 
Division ol Licensing 2pp 30179.10«1 30179 188 

"850507021& Proposed Tech Spec Socllor^ 4 2 omitting reactor vessel survolllanco pro 
gram from fnservico insp packago 

^ Sacramento Municipal Utility ulslricl 85/04/24 3pp. 301 70' 186 30179 100 

8504260462 IE Info Notice 85-034, "Heat Fracing Contributes to Corrosion of Stainless 
Steel Piping ■" Sve list onci 

JORDAN.E L Division of Emergency Preparedness & Enginooring Rosponso (Post 
830103) BB/04/30 Consolldalod Edison Co o I New York, Inc I07pp 30116 185- 
30116.291 

9604260455 IE Info Notice 85-035. "Failure of Air Check Valves to Seal " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Errglnoenng Response (Post 
830103) 86/04/30 Consolldatsd Edison Co. of Now YorK, Inc, I08pp 30115 077- 
30115 104 

9505280536 Forwards Ir^sp Rept 50 31 2/05 09 on 850327-0403 No violation noted 
KIRSCH.D F Region 5, Ofllco of Director, 85/05/01 RODRIGUEZ.R Sacramonlo 
Municipal Utility dlstncl Ip. 30500 239 305S0 246 

"6505260549 Insp Repl 50 312/85-09 on B50327-0403 No violation or deviation 
noted.Major areas Inspected implementation of selected TMI acllor^ items 
IVEY.KD, KANOW.LR, YOUNG.T. Hogion 6, OIIEco of Director 85/04/26 7pp 
30680 240-30500 246 

8505060418 tE Info Notice 84-52, SuppI 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors.'* 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/00 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30515 347 
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6505140329 Forwards SMUD Special Ropt 65-01 submitted on B50325Rept discusses 
licensee actions in response 1o IE Info Notice 83 13, “Design Mjsapplication of 
Bergen Paterson Sid Slrol Restraint Clamp ” 

CHAFFEE, A E Region 5, Office of Director 85/05^09 BAER.RL Engineering & Ge 
nerlc Communications Branch 1p 30375 340'30375 342 

8505130034 !E Into Notice 85 037, "Chemical Cfeaning of Steani Generators at Mill- 
stone 2" Svc list end 

JORDAN, E L Division of Emergencv Preparedness & Engineering Resportse (Post 
B301(>3) 85/05/14 Yankee Atomic Electric Go 4pp 30848.272-30049 014 

8505240039 Forwards Safeguards fnsp Repl 50 312/85*10 on 850422 0503 No non- 
compliance noted Repl withhold (ref 10 CFh73 21 & 2 700) 

MONTGOMERY J L Region 5, Office of Director 05/OS/2O RODHIGUEZ,R J Sacra- 
mento Municipaf Utility Distncl 2pp 30555 056 30555 059 

8505200168 IE fnfo Notice 85 038, "Loos© Parts Obsl fuel CRD Mechanism” 

JORDAN.E L Divjscon of Emergency Preparedness A Engineering Response (Post 
830103) 05/05/21 Consolidated Edison Co of New York, Inc 4pp 30667 356 
30667 359 


R Periodic operallng reports & related correspondence 

8505290362 Monthly operating rept for Apr 1966 W/650508 Itr 
COLOMBO,R , ROORIGUEZ.R J Sacramento Municipal Utility DisIncL 85/04/30 9pp 
30619 157-30619 165 


S. Raportabla occurrences^ LERs & related co/respondence 

8505160075 Further response to FOIA reguasl for documents re operation of Grand 
Gulf Nuclear Station sine© a40101,includmg operation w/TDI dissel generators & uso 
of TOI generators at facility App A documents In PDR 

FELTON ,J M Division of Rules and Records 84/09/20 BELL,N. Nuclear Information 
& Rosourco Service 3pp 30454 105-30454 '351 

“0505160104 Forwards allendanco fial.handouls & slides used at 040126 meeting w/ 
TDJ Owners Group 

CARUSO, R Licensing Branch 2 84/02/02. Licensing Branch 2. 113pp 30454 110* 
30454 351. 

8505130178 Suppls response fo FOIA request for documents re TD) diesel generators 
at facility & list of problems & delects which occurred w/TO( generators used or 
tested Forwards Apps A & B documents Documents also p^laced In POR 
FELTON,JM Division of Rules and Records. 84/10/30. BELL.N Nuclear Information 
& Resource Service 4pp 303 B6 192*30366 105. 

“8404280430 Forwards comments on " Design Review of Connacling Rod Bearing 
Shells for TDI Enterprise Engines" & “Emergency Diesel Generator Rocker Arm Cap 
screw Stress Analysis " Rept does nol present sulfident data to support bearing llfo. 
BERLINGER,CH Divisior> of Licensing 84/04/11 MCGAU0HY.J,P. Mississippi 
Power & Light Co 7pp 30307*332-30387 338 

*■0407090357 Summary of 040426 meeting w/TDf Owners Group In Wading River, NY re 
status & progress of program to estabrish reliability of diesel generator Transcript & 
view graphs end 

MILLER, M A Division of Licensing 84/06/26 Division of Licensing 5Bpp 30387,352- 
30308*1 79 

8505090334 Forwards “Generic Stress Anolysis for HPI/ Makeup Nozzles per 
830114 re guest Recommendation made in Safe-End Task Force final rept 
Implementeo HPl/maKeup nozzle compor^ent cracking issue closed 
ENOS.J.T Arkansas Power & Light Co 85/04/22, STOL2,JF Operating Reactors 
Branch 4 2pp 3D220 3 13-30221 <034. 

“8505099340 "Generic Stress Analysis for HP I/Makeup Nozzles fn Arkansas Nuclear 
One • Unit 1 & Rancho Seco Nuclear Generating Station Unit 1." 

* Babcock & Wilcox Co B5/04/22. ISpp 30220-316-30221 *034. 

8505020441 PNO-V-85 017A>on 850426, util will hold press conference to announce 
that, based on ovafuation of release of liquid radwasta,no regulatory liaiMs 
exceeded NRC review continuing 

YUHAS.QP, CILUS.M Region 5, Office of Director 85/04/26 Ip 30103 332- 
30103 332 

8505130067 PNS V 85-001 *on 650504, dual security computers out of order Tamper 
alarm annunciated when Compuler A placed back in operation Caused by lamperfng 
w/cover & wires (n reader. Vital area searched Investigation continuing. 
MCQUEEN,AD, SCHUSTER.M D Region 5, Office of Director 85/05/06 Ip, 
30274 217-30274 217 

8505140418 Part 21 rept re discrepancies in Limilorque actuator weights for valves sup- 
plied lo Beliefonte Units 1 & 2 Washington Nuclear Project Unit 1 List of affected 
valves end Listed B&W- designed plan Is notified of probfem 
TAYLOR, J H Babcock & Wilcox Co. 65/05/08 TAYLOR .J.M. Director’s Office, Office 
oi Inspection and Enforcement. 5pp. 30366 1 16 30366.120. 

8505210323 Part 21 rept re potential defect ir> engine generator controf panels of DSR 
or DSRV-16 standby diesel generator Review of generator control panel installation by 
each facility recommended 

0OYER,R E. Transamerica DolavaL Inc. 85/05/17 Director’s Ollice, Office of Inspec- 
lion and Enforcement. 5pp. 30489 336-30489 343. 

8505290130 PNO-V-SB 031 on 650521, during chemical cleaning of boiler, sight glass fit- 
ting on large auxiliary boiler failed while boiler at approx 130 psf steam 
pressure Cause nol stated Plant shutdown since 850315 for raloellng outage 
ECKHARDT,J., MYERS, C. Region 5, Office of Dlreclor, 85/05/21 Ip 30699 344- 
30599 344 


DOCKET 50*313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emerge noy fire protection plane 

8505020123 Rev 2 1o Emergency Plan Implementing Procedure 1903 03, "Assignment 
ol Personnel (o Emergency Response Organization,'' 

* Arkansas Power a Light Co. 85/04/25, 25pp. 30106.301-30106.325. 


8505080013 Rov 1 to Emergency Plan Implementing Procedure 1903 63, "Emergency 
Response Cirs " 

LEVINE.J M Arkansas Power & Light Co 85/04/27 5pp 30157 204 30157 208 

8595060211 Rev 4 lo Emergency Plan fnaplementing Procedure 1903 24, "Oii Spill Pre- 
vention Control a Countermeasure Plan 

GRIFFIN.J M., LGVINE,J M. Arkansas Power & Light Co 85/04/29 12pp 30157 274- 
30157 285 

8595150364 Forwards transmittal showing latest revs to plant drawings W/o ends 
LEVINE.J M Arkansas Power & Light Co 85/04/30 BAIRD.J B Region 1. Office ol 
Director. 1p 30399 186-30399 186 

6505140282 Submits updated response to NUREQ-0737 SuppI 1 re present status & 
tasks performed over previous 6 months in control room design review.Reg Guide 
1.97 .emergency operating procedures & SPDS/emergoncy response facility 
ENOS.J T Arkansas Power & light Co 85/05/07 THOMPSON, H L Division of Li- 
censing. 6pp 30373.195 30373 201. 

8506160284 Forwards list of addf Info needed for review of 840801 changes lo emer- 
gency plan Guidance of NUREG-0654 nol adequately addressed Reply requested 
within 30 days 

HUNTEIR.D.R Region 4. Office of Director 85/06/10 GRIFFIN.J M Arkansas Power 
& Light Co 4pp 30399 101-30399 104 

8505290268 Responds lo 850402 Itr re plans for staffing emergency operations facility 
(EOF) Alternalives which would allow staffing of EOF upon declaration of site area or 
general emergency being investigated 

CAMPBELUTQ Arkansas Power & Light Co 85/05/10 MARTIN.R D Region 4. 
Office 0# Director 2pp 30619 190 30619 191 

8505300240 Forwards Rev 7 |o Industrial security plan Rev withheld 
ENOS,JT Arkansas Power & Light Co 85/05/15 MARTIN.R D Region 4. Office of 
Director. Ip 30622092-30622 092 

8505290182 Forwards Insp Repts 50-313/85-09 & 50 368/85 09 on 850415 19 & notice 
of deviation 

HUNTEB.D R Region 4, Office ol Director 85/05/22 GRIFFIN.J M Arkansas Power 
& Ughl Co 2pp 3059B 057-30598 067 

-*8596290204 Insp Repts 60 313/86*09 & 60-368/85 09 on 050415-19 Devlalion 
noted on 850419, only two continuous air samplers operable w/necossary characteris- 
tics to satisfy FSAR commitments 

HOLLEY.WL , MURRAY.0 . MARTIN.L. Region 4, Office of Director 85/05/21 Opp 
30598 060 30598 067 


t Financial Information 

8505210395 Forwards Louisiana Power & Light 8 Middle South Utils 19D4 annual repts 
COOK.K.W Louisiana Power & Light Co 85/05/13 KNIGHTON, GW Licensing 
Branchs Ip 30495 319-30496 048, 

-8505210411 “Middle South Utils, Inc 1964 Annual Rept." 

LEVMS.F.W. Middle South Utilities, Inc. • Middle South Energy, Inc, 84/12/31 61 pp 
30^ 35.359-30496 048. 


P, Operating license stage documents & correspondence 

8505170080 Partial response fo FOIA req^uest for NRC memos during or since 1983 re 
96 LERs or TMI SALP repl Documents fisted In App A end Documents listed in App B 
available In POR Search for addi records continuing. 

FELTON.J.M. Division of Rules and Records. 84/09/14. BARFIELD, K Critical Mass 
Energy Profecl 10pp. 30473.318-30474:180 

“8407100084 Advises of 840627 failure of GE AK-2-26 reactor trip breaker lo open 
when undervollage Irip attachment de-energized. Conviction that reactor (rip breaker 
bulletin should be issued reinforced. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
830103). 84/07/02 STELLO.V. Committee lo Review Generic Requiremonis 2pp 
30476 (523-30476.024. 

6502110388 Requests extension until B50426 for response to 841216 request for addI 
info re 1982 relief & safety valve tests, per NUREQ-0737,llem M.D 1 
ENOS,JT Arkansas Power & Light Co 85/01/25, MILLER, JM Operating Reactors 
Branchs. Ip 28816*246-28816 246 

8502260531 Confirms 850131 telcon re Science & Engineering Assoc 850220 site visit 
to obtain data on reactor protection ays, Data needed for NRC research program, 
“Vital Equipment Determination Research Study," 

STOLZ.JF Operatfng Reactors Branch 4. 85/02/12 GRIFFIN.J Arkansas Power & 
Light Co. 3pp 29110*360-29110.382. 

8504110419 Forwards draft Itr lo licensee & SER re Generic Ltr 83-28, Item 1.1, "Post- 
Trip Review," for dfscusslon. Licensee has not addressed analysis conducted to evalu- 
ate plant transient behavior, 

VISSING.G S. Operating Reactors Branch 4 85/04/02 Operating Reactors Branch 4. 
7pp 29790*120-29790,126 

0605010250 Forwards drawing transmittat showing latest revs to facility drawings W/o 
end, 

LEVINE.J M. Arkansas Power 8 Light Co 86/04/03. BAIRDJ.B, Region 4. Office of 
Director Ip 30096:035-30095 035. 

8505010526 Forwards safety evaluation on util 831106 response \o Generic Ltr 83* 
28, Item 1.1, “Post-Trip Review/' Correclions to listed deficiencies requested within 60 
days 

STOL2,J.F Operating Reactors Branch 4. 85/04/15. GRIFFIN.J. Arkansas Power & 
Light Co. 2pp 30099 100*30099*203. 

“0605010520 Safety evaluation re util 831106 response to Generic Ltr 83-28, Item 1 1 
on post-lrlp review program & procedures. Responses to noted deficiencies required 
prfor to completion of review, 

' Office of Nuclear Reactor Regulation, Director, 85/04/16 4pp 30099:190- 
3>0099;193 
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-8504030428 Forwards Licensee Quatificalions Branch SEfl ro Generic Llr 83-20,liGm 
1 1 concerning posl-tnp review Recommends that iiconseo lake necessary eclfon lo 
corroci listed deficiencies Acceptable responses to doflclencies requested 
BECKHAM,DH Division of Human Factors Safely 85/03/25 LAtNAS.GC Assistant 
Director for Operating Reactors 2pp 30099 194-30090 196 

-8S05010B32 Safety evaluation re Generic Ltr B3‘28,ltGm 1 1 on posi-trip review pro 
gram & procedures Responses to noted deficiencies required prior to completion of 
review SALP evaluation encf 

* NRC - No Detailed Affiliation Given 85/03/26 8pp 30099*106-30099 203 

0506020310 Concludes that util proposed procedure for estimaling degree of reactor 
core damage following accidents meets Criterion 2 of NUREG 0737Jtom MB 3, per 
850228 & 0314 Itrs Issue complete 

STOLZ,J F Operating Reactors Branch 4 MILLER^J R Operating Reactors Branch 3 
85/04/15 GRIFFIN, J Arkansas Power & Light Co 2pp 30140 240-30140 241 

6505010252 Fonvards drawing transmittal showing latest revs to facility drawings W/o 
end 

LEVINE.J M Arkansas Power & Light Co 05/04/16 BAinD,J B Region 4, Office of 
Director 1p 30095 089 30095 QB9 

BBO 5 080421 Forwards corrected pages lo Amends 94 & 63 to Licenses DPR-51 & NPF- 
6, respectively Revised pages correct typos on Tech Spec Pages 45d & 71 for Unit 1 
& Page 6 f3 /or Unit 2 

MILLER, j R Operating Reactors Branch 3 85/04/24 GRIFFIN, J M Arkansas Power 
& Light Co 2pp 38228 352-30228 357 

-860BOB0425 Corrected Tech Spec Pages 45d,71 & 6 13 to Amends 94 & 63 to Li- 
censes DPR-51 & NPF-6,re9pGcHvely,re safely related sys & safely limit violations 

* NRC - No Dotalfed Affiliation Given. 85/04/24 3pp 30228 354-30228 357 

0504290442 Generic Ltr 05 07 to all operating reactor licensees re Impfemontation of 
integrated schedules for plant mods Svc list end 

THOMPSON, H L. Division of Licensing 85/05/02 Consolidated Edison Co of Now 
York, Inc 22pp 30218 149-30216'1 70. 

6505160222 Forwards response to 841218 request for addi Into ro NUREG 0737, TMI 
Action Item II D.l, “Performance of Relief 6i Safety Valves*' Response supports NRC 
finding that PCS valves function under design basis transients 
ENOS.J T Arkansas Power & Light Co 85/05/07 STOLZ.J.F Operating Reactors 
Branch 4 MILLER,JR. Operating Reactors Branch 3. 140pp 30427 149 30427 296, 

6505240240 Advises that licensees may formally request consideration of Integrated re- 
actor vessel mails program for plant8,pBr CO Thomas 050313 & 0503 Itrs Each licer >3 
eo should submit request for licenso amend to remove current Tech Specs 
THOMPSON,H L Division of Licensing 85/05/08 TUCKER.H B Duke Power Co 
tOpp 30576 038 30576 047 

8505140209 Forwards response to 650313 request for info re reactor coolant pump seal 
performance at seven C-E plants Seal performance data not roulinoly collected & 
tracked 

ENOS.JT Arkansas Power & Light Co 05/05/09 STOtZJF Operating Reactors 
Branch 4. 2pp 30376,191-30375 192 

S60521Q4S5 Responds lo 850220 request for remittance of application fees for four 
submittals Feo tor three submittals remitted Submittal did 841214 re steam generator 
sleeved lube insp for Unit 1 does not require foe. 

ENOS,J T Arkansas Power & Light Co 85/05/09 DIGGS, R M- License Fee Manage- 
ment Branch Ip 30495101-30495.191 

8505290048 Forwards proprietary & nonproprletary versions of ’’Baseline fnsp of Once 
Through Steam Generator Sleeved Tubes, “ per 650228 request Proprietary version 
withhold (ref 10CFR2 790) 

EN08,JT. Arkansas Power & Light Co 85/05/10 STQLZ.J F Operating Reactors 
Branch 4 1lpp 30620 124-30620 154 

-650S290049 Nonprop riel ary “Baseline Insp of Once Through Steam Generator 
Sfeoved Tubes " 

* Babcock & Wilcox Co 84/11/26 20pp 30620 135-30620 154 

0505290152 Forwards duplicate foe to cover review of 850320 application for radlologi 
cal ETS Util records Indicate that foe mailed previously 

ENOS,JT Arkansas Power & Light Co 85/05/14 DIGGS, RM Licenso Foe Manage 
monl Branch. Ip 30600 022-30600 022 

6505210108 Generic Ltr 85-08 lo all holders of CPs & OLs re 10CFR20.406 termination 
replB - formats 

THOMPSON.H.L Division of Licensing 8S/0B/23 Consolidated Edison Co of Now 
York, Inc 20pp 30682,282-30682 301. 

8505210131 Generic Llr 85-10 to all B&W PWR licensees & applicants ro Tech Specs 
for Generic Ltr 03'28,ltem3 4 3 & 4 4 

THOMPSON,H L Division of Licensing 85/05/23 Consolidated Edison Co. of New 
York, Inc 16pp 30670 336-30Q70 349. 


Q. Inspection reports^ IE Bulletins & correspondence 

850 5060362 Forwards SER supporting relief from ASME Code, Section Xt requirements 
for performance of 100% volumelrTc & visual exam of reactor coolant pump.fn re- 
sponse to 641 11 9 request Alternate exam acceptable 

STOLZJF, Operating Reactors Branch 4 85/04/16 GRIFFIN,J Arkansas Power & 
Light Co 3pp. 30188 070 30188 075 

*-8505060357 Safety evaluation granting relief from ASME Code Section XI inservIce 
tosp requirements for exam of reactor coolant pumps 

^ Office of Nuclear Reactor Regulation, Director. 05/04/16. 3pp 30188>073- 
30188 075 

85042504S2 IE Info Notice 85-034, “Heat Tracing Contributes lo Corrosion of Stainless 
Steel Piping.*' Svc list end 

JORDAN, Cl. Division of Emergency Preparedness & Engineering Response (Post 
830103) B5/04/30. Consolidated Edison Co. of New York, Inc. T07pp 30116*185- 
30115 291. 


6504250455 IE Info Notice 65 035, ’‘Failure of Air Check Valves to Seat '' Svc list end 
JORDAN.E L Division of Emergency Preparedness & EnQinoerIng Response (Post 
030103) 05/04/30 Consolidated Edison Co of Now York, Inc lOBpp 30115 077- 
30115 184 

6505150440 Forwards request for acfdl Info re B50204 & 0308 relief requests & second 
to yr inservice insp program Response requested within 45 days of ltr receipt 
STOLZ,J F Operating Reactors Branch 4 85/05/06 GRIFFIN, J Arkansas Power & 
Light Co 6pp 30438 028 30438 033 

8505060418 IE Info Notice 04 52,Suppl 1, "Inadequate Mall Procurement Controls on 
Pail of Llcgnsees & Vendors “ 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 06/05/08 Consolidated Edison Co of New York. Inc tOpp 30615 338- 
30616 347 

Q5Q52104SS Responds to 650220 request for remittance of application fees for four 
submittals Fee lor three submittals remitted. Submittal dtd 841214 re steam generator 
stooved tube insp tor Unit 1 does not require fee 

ENOS.J T Arkansas Power & Light Co 65/05/09 DIGGS, R M License Fee Manage 
me nt Branch Ip 30495191-30495.191 

8S05170D99 Requosis too Within 15 days for 641109,19,1214 & 19 applications re GEN 
28B(A), ''CPC Methodology Changes for Arkansas One Unit 2 Cycle 5" & relief from 
inservice In^ requirements 

MILLER, WO License Fee Managamant Branch 85/05/10, GRIFFIN, JM Arkansas 
Power & Light Co Ip 30460 358 30460 35Q 

8505290048 Forwards proprietary & nonprop riotary versions of "Basoline Insp of Once 
Through Steam Generator Sleeved Tubes,’’ per 050226 request Proprietary version 
withheidjref 10CFR2 790) 

ENOS,Jt Arkansas Power & Light Co, 85/05/10 STOLZ,J F Operating Reactors 
Branch 4 lipp 30620 124-30820 1 54 

-8S05290049 Nonpropnelary "Basallno Insp of Once Through Steam Generator 
Sleeved Tubes '' 

* Babcock & Wilcox Co 84/11/26 20pp 30620135-30620*154 

8505130034 IE Info Notice 85 037, “Chemical Cleaning of Steam Generators at Milt- 
stone 2 “ Svc list and 

JORDAN^E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/14 Yankee Atomic Electric Co 4pp 30848 272-30849 014 

6505170249 Ack receipt of 050329 llr Informing NRC of slops taken to correct violations 
noted In Insp Rept 50-313/05 01 

HUNTER, DR Region 4, Office of Director 85/05/14. GRIFFIN.JM Arkansas Power 
& Light Co. Ip 30442 169 3 0442 1 76 

-8505170256 Responds to violations nolod in Insp Repts 50 313/65 01 & 50-368/05« 
01 Corrective actions valves in bearing cooling water line for Unit 1 turbine driven 
emergency feedwater pump reinstalled prior to plant startup 
ENOS,JT Arkansas Power & Light Go 85/03/29 OENISE.RP Region 4, Office of 
Director 7pp 30442 170 30442 170. 

8606200188 IE Info Notice 65 038, “Loose Parts Obstruct CRD Mechanism" 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) B5/06/21 Consolidated Edison Co of Now York, tnc 4pp. 30667 350* 
30667 359. 

8605290182 Forwards Insp Repls 50-313/85 09 & 50 366/85-09 on 850416 10 6 notice 
of deviation 

HUNTER, DR Region 4, Office or Director 65/05/22. GRIFFIN.JM Arkansas Power 
& Light Co. 2pp 30508.057-30598 067 

-8S05290100 Notice of deviation from insp on 850415-19 

* Region 4, Office of Director 85/05/22 1 p 30593 059-30596 059. 

-8505290204 ln$p Ropts 50 313/85-09 & 50 360/85 09 on 850416-19 Deviation 
noted on 06041 9, only two continuous air samplers operable w/ necessary characteris- 
tics lo satiafy FSAR commilmonts 

HOLLEY, W.L, MURRAY, B , MARTIN.L Region 4, Office of Director 85/05/21. 8pp. 
30598.060-30590.067 


R. Perlodtc operating reports & related correspondence 

8505130565 “1984 Annual Environ Radiotofllcal Monlloring Rept '' W/850430 ltr 
ENOS.JT, Arkansas Power & Light Co 84/12/31 95pp 30379.063 30370*159 


S, Reportable occurrences, LERs & related correspondence 

6505090334 Forwards ''Qoncflo Stress Analysis for HPI/Makeup Nozzles per 
830114 request. Recommendation made In Safe-End Task Force final rept 
Implomontoa HPI/makoup nozzle componanl cracking Issue closed 
ENOS,J T. Arkansas Power & Light Co 85/04/22 STOLZ.J F, Operating Reactors 
Branch 4 2pp 30220313-30221 (734. 

-8505090340 “Generic Stress Analysis for HPI/Makeup Nozzles in Arkansas Nuclear 
Ono - Unit 1 & Rancho Seco Nuclear Generating Station Unit 1.'* 

• Babcock & Wilcox Co. 85/04/22 16pp 30220 315-30221 034 

8505140418 Part 21 rept re discrepancies fn LImitorque actuator weights for valves sup 
plied lo Boilefonte Units 1 & 2 & Washington Nuclear Proiect Unit I.Llsl of affected 
vafves end Listed B&W designed ptanls notified of problem. 

TAYLOR ,J H Bebcock & Wilcox Co. 85/05/00 TAYLOR, J.M. Director's Office, Office 
of Inspection and Enforcement 5pp 3D368 116 30360*120 

8505240381 LER S5-003 00 on B5D4 09 .reactor trip occurred due to high RCS pressure 
as result of loss of main feodwator pump A Caused by failure of della T cold conirol 
circuit & relay module In Integratod control sys 

ROGERS.PG, ENOS.J.T Arkansas Power & Light Co 85/05/09, 2pp. 30562*110- 
30562*111 
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V Operator Exomfnallona 

6S053a03<i9 Expresses appreciation (or participation in 850213 & 21 reactor operaloir/ 
senior reactor operator license presentations Feedback Irom plant personnel posilive 
CAMPBELL,! G Arkansas Power & Light Co 85/04/29 MAhTIN.B Region 4. OJfice 
of Director 1p 30638 352-30638 352 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PUNT, UNIT 1 


F. Security^ medical, emergency & fire protection plans 

8505170576 Forwards public version of canceled General Procedures GP 1 3 re Ameri- 
can ECectric Power emergency response organization emergency preparedness proce- 
dure & QP 1 4 re activation wy85Q510 release memo 

ALEXIGKW P. Indiana & Michigan Electric Co 85/a<t/11 Record Services Branch 
(Document Control Desk), 2pp 30478 229 30478 356 

-8505170504 Public version of canceled General Procedures GP 1 3 ro American Efec- 
Inc Power emergani^ response organization emergency preparedness procedure & 
GP 1 4 re activation & operation of engineering emergency operations facility. 

' Indiana & Michigan Elflclific Co 05/03/12 ll6pp db478 231-30478 356 

8505080068 Responds to order confirmlno licensee commitments on emergency re- 
sponse capability per NRC 850612 Itr SPoS anticipated to be fully operallona! w/con- 
trol room operators trained by end of Dec 1985 

ALEXICM.M P mdiana & Michigan Electric Co 85/04/29 DENTON.HR Office of Nu- 
clear Reactor Rogulalfon. Director 2pp 301 57’1 92-301 57 193 

0505070165 Revised emergency plan implementing proceduras.includmg Rev a to PMP 

2080 EPP008, ''tnilialing Manning of Emergertcy flesponao Facilities & Calling Off- 
Duty Plant Personnel" & Rev 2 to PMP 2081 EPP004, "’Protective Actions Guides 

* Indiana & Michigan Efeclric Co 85/04/29 13pp 30172 206 30172 219 

8505070234 Revised emergency plan Implementing procoduresjncludmg Rev 2 to PMP 

2081 EPP008, ’'Radiation Emergency Medical Plan Guidelines" & Rev 2 PMP 2081 
EPP 009, "HeaHh Physics Mgt for Operations Staging Area *' Revised index end 

* Indiana & Michigan Electric Co 05/04/29. lOpp 30172 333*30172,342. 

8505140625 Rev 2 to Emergency Plan Implementing Procedure PMP 2001 EPP.014, 
"Offsite Dose Assessments " 

* Indiana & Michigan Power Co 85/05/06, 6pp. 30375 356-30375.381. 

8505170001 Forwards Insp Repts 50-315/85-08 & 50-316/65 00 on 8 50429-0501. No 
noncom pi ranee noted 

PAPERIELLO.C J Region 3, Olfic© of Director 85/05/13. DOLAN, JE American Elec- 
tric Power Service Corp DOLAN, J E Indiana & Michigan Electric Co 3pp 30443 129 
30443 148. 

-8S0S 170002 Insp Ref Is 50 315/85 08 & 60-31 6/85-08 on 650429-0501 No 
noncompliance, deficiency or deviation noted Major areas Inspected emergency pre- 
paredness exercise 

SNEt.L.W. PATTERSON, J, SMITH.M Region 3. Olfico of Director. 85/05/10 16pp 
30443 132*30443' 14 6 

6505240163 Rev 2 to PMP2081 EPP.O02. "Barring Of Private Automatic Branch Ex- 
change" Revised index end. 

ELMuRE,J Indiana & Michigan Electric Go 85/05/17 5pp 30554 1 21-30554:125. 


J. Insurance A Indemnity Information 

8605060030 Forwards Endorsements 65 & 52 to NELIA Policy N P-20 6 & MAELU Policy 
MF-79, respectively 

BUCKLES, J.A. Marsh & McLennan, Inc 85/04/29, SALT2MAN,J Assistant Director 
for Stale & Licensee Relations, 3pp 30157 136 30167’138 


P. Operating license stage documents A correspondence 

6505150001 Further response to FOIA roques! for documents from INPO 4 NRC that 
dose nbe, analyze or evaluate INPO role or procedures In reporting Info to NRC.App A 
documents encL App B documents segregated & all factual portions released 
F ELTON. JM Division of Rules and Records 84/11/21 TOTTEN.T. Critical Mass 
Energy Profocl 4pp. 30417 001-30417-193 

-6505150163 "1902 Evaluation DC Cook Nuclear PfanLIndrana & Michigan Electric 
Co" 

^ Institute of Nuclear Power Oporalfons 82/12/31. 63pp, 30419*101-30419-153 

8505020095 Offers preliminary Ideas In effort to ■clarify Tech Specs while maintaining 
some genoral format & writing In unambiguous & easily understood language 
ALEXICH,M P Indiana & Michigan electric Co 85/04/24 DENTON.H.R, Office of Nu- 
clear Reactor Regulation, Director. 2pp 30106.332-30106.333 

8604200442 Generic Ltr 65-07 to all (^erating reactor licenseea re fmplemenlatlon of 
integrated schedules for plant mods, Sve list end 

THOMPSON, H L. Division of Licensing. 85/05/02. Consolidated Edison Co. of New 
York, Inc. S2pp 30218 149 30218-170 

8505150297 Application for amend to Licenses DPR 58 & DPR -74, revising Tech Specs 
re efecirical power sys & Table 4.3-1 concerning surveillance requirements, Pee paid 
ALEXrCRM P Indiana A Michigan Electric Co. 85/05/10 DENTON,H.R, Office of Nu- 
clear Reactor Regulation, Director 6pp 30399.034-30399.057. 

-8506160303 Proposed Tech Specs concerning electrical power sya & Table 43-1 re 
surveillance requirements. 

* Indiana & Michigan Electric Co. 85/05/10. 18pp 30399 041-30399,057. 

8506160134 Responds to DL Wigglnton 850326 Itr. Relief requested from Section XI of 
ASME Boifer & Pressure Vessel Code for certain valve & testing requlromenls Rev 1 
to valve summary sheets for inservice testing program end, 

ALEXICH,M.P. Indiana & Michigan Efeclric Co 85^/05/10. DENTON*HR. Office of Nu- 
clear Reactor Regulation, Director 357pp. 30438:253-30439:249. 


8505240619 Forwards SER for Generic Ltr 83-28, Item 1 1, "Program Description & Pro- 
cedure (Post-Trip Review) " Post-trip review program & procedures acceptable 
VARGA, S A Operating Reactors Branch 1 &5/05/10 DOLAN ,J Indiana & Michigan 
Electric Co DOLAN, J American Electric Power Service Corp 2pp 30566 349- 
30566 355 

-8505240627 SER re Generic Ltr 83 28, (tern t 1. "Program Description & Procedure 
(Post-Trip Review) " Program & erocedures acceptable 
‘ NRC- No Detailed Affiliation Given 85/05/10 5pp 30566 351-30566 355 

8505290700 Forwards application tor renewal af NPDES Permit MI0005027, as sent to 
Slate of Ml Water Resources Commisaion.per Amends 54 & 40 to Licenses OPR 58 & 
DPR-74,re3poctlvely 

SMITH.WG Indiana & Michigan Electric Co, 85/05/10 KEPPLEn,J G Region 3, 
Office of Director. 143pp 30616-154-3061 6 296 

8505280238 Withdraws 840719 Tech Spec change requests re Generic Ltr 83- 
37.Change requests will be addressed in subsequent submittals 
ALEXICH.M P. Indiana & Michigan Electric Co 65/05/21. DENTON, H R Of bee of Nu- 
clear Reactor Regulation, Director 2po 30571 161-30571 162 

8505300701 Requests payment of fee for 850214 application proposing Tech Spec 
changes re heatup & cooidown cun/es for p)ant,per 850226 & 040B requests Paymoni 
nol Included w/appllcallon as stated 

DIGGS, R M License Fee Management Branch 85/05/21, DOLAN, J American Efec- 
tfic Power Service Corp Ip 30654 305-30654 305 

8505210106 Generic Ltr 85-08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts - formats, 

THOMPSON, H.L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp. 30682,262-30682-301 

8605210122 Generic Ltr 85 09 to all Westinghouse PWR licensees & appllcanls re Tech 
Specs for Generic Llr 83-28, Hem 4 3 

THOMPSON.H.L Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671.334-30671 350 


0. inspection reports, IE Bulletins & correspondence 


8505030525 Forwards Insp Repts 50-315/85-07 & 60 316/85-07 on D 50204 0320 & 
notice of violalion 

SPESSARD.R L Region 3. Office of Director 85/04/29 DOLAN, J E American Elec- 
tric Power Service Corp DOLAN, JE Indiana A Michigan Electric Co 2pp 30130120- 
38130.139. 

-8505030533 Notice of viofatlon from Insp on 850204-0329 
SPESSARD.RL Region 3, Office of Director, 05/04/20. 2pp 30130122-30130123 

-8595030636 Insp Repts 60 316/05 07 & 50-316/05 07 on 850204-0329 Violations 
noted falfure to provide timely & effective corrective actions Identified in internal staff 
rept & personnel unaware of procedural requirements 

WALKER, HA,. HAWKINS, F C Region 3, Oflice of Director 85/04/29 16pp. 
30130-124-30130 139 

0504250452 IE Info Notice 85-034, "Heat Tracing Contributes lo Corrosion of Stainless 
Steel Piping." Sve lisi end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
630103). 05/04/30, Consolidated Edlsork Co of New York, fne i07pp 30115186- 
30116 291 

6604250455 IE Pnfo Notice 85 035, "Failure of Air Check Valves to Seal." Sve fist end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 05/04/30. Consolidated Edisor^ Co of New York, inc f08pp. 30115.077- 
30116.184. 

0605100161 Forwards Insp Repts 50-316/85-10 a 60-316/85-10 on 050319-0422 No 
violation noted 

SHAFER,W.D. Region 3, Office of Director. 05/05/03. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Efeclric Co. 2pp. 30245.322- 
30246334. 

-8505100166 Insp Repts 50-316/85-10 & 50-316/65-10 on 850319 0422 .Nq violations 
or deviaticna noted Major areas Inspected, actions on previous insp 

fintlif)gB,op6ratlonal safety, malnt, survBillance,lERs,IE bulletins & design changes & 
mods 

JORGENSEN, B.L, HELLER, J K . WOLFSEN,C L, Region 3, Office of Director 85/05/ 
03 Itpp 30245.324-30245.334. 

0505090128 Ack receipt of B50426 ltr w/fee of $50,000 in payment of civil penally Im- 
posed by 6S040B oraer. 

AXEtRAD.JA. Enforcement Staff. 85/05/00. DOLAN, J E. American Electric Power 
Service Corp DOLAN,JE Indiana & Michigan Electric Co 2pp 30253*346-3 02 53 347 

8505100139 Responds to 850325 ltr re verbal commitment to perform periodic visual 
Insp of containment pipe tunnel sump per IE Bulletin 80 -24 .Approval to discontinue 
losps confirmed based upon findings of Insp Repts 50-315/85-10 & 60-316/86-10 
NORELIUS,C.E. Region 3, Office of Director. 85/05/07. DOLAN,J E American Electric 
Power Service Corp, DOLAN, J.E. Indiana & Michigan Electric Co Ip 30247 281- 
30247,284. w k 


6505060418 IE Info Notice 84-52, Suppi 1, "Inadequate Mali Procurement Controls on 
Part of licensees 0 Vendors.” 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/06/08. Consolidated Edison Co of New York, Inc, lOpp 30616 338- 
30615,347 

8505130423 Forwards Safety fnsp Repts 50-316/85-12 & 50-316/05-12 on 850423 No 
noncompliance noted. 

HARRISON,J J Region 3, Office of Direclor. 86/05/08, DOLAN,J,E American Eleclric 
Power Service Corp. DOLAN,J.E Indiana & Michigan Eleclric Co, 2pp. 30276:354- 
30275,358, 
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-8505130426 Insp Ropls 50-315/05^12 & 50-316/05-12 on 850423 No noncompliance 
noted Major areas inspected II cons oe action re IE Bulletin 80-11, “Masonry Wall 
Desion “ 

NORTON.JF. WILLIAMS.CC Region 3. Office of Director B5/05/07 3pp 
30275 350-30275 358 


8505140304 Forwards add! info re inservice testing program In response to SA Varga 
050205 Ur Insp interval for valve inlomal Insp same as refueling outage frequency Sys 
doslon does not allow venting to verify valve closure^ 

ALEXICH.M P Indiana & Michigan Electric Co 85/06/10. DENTON, H R Office of Nu 
clear Roactor Rogulalion, Director 20pp 30375 275 30375*294 

8505170001 Forwards Insp Repts 50-315/85-08 & 50-316/05 08 on 850429-0501 No 
noncompliance noted 

PAPERItLiO.C J Region 3, Office of Director 85/05/13 DOLAN,JE American Elec- 
tric Power Service Corp DOLAN.J E Indiana & Michigan Electric Co 3pp 30443 129- 
30443 146 


-8606170002 Insp Repts 50 315/85 08 & 50-316/85 08 on 850429-0501 No 
noncomplianco.doficloncy or deviation noted Major areas Inspected emergency pre- 
pare dhoss oxerciso 

SNELL.W., PATTERSON, J . SMITH.M Region 3, Office of Director. 85/05/10 15pp 
30443:132-30443.146. 


8506130034 IE Info Notice 85 037, “Chemical Cleaning of Steam Generators at Mlll- 
Btono 2 “ Sve Hat end „ , 

JORDAN.E.L Division of Emorgoncy Preparedness & Engineering Response (Post 
830103) 05/05/14 Yankee Atomic Eloclrlc Co 4pp. 30048 272-30849’014 


8506210421 Requests relief from provisions of ASME Boiler & Pressure Vessel Code 
Seclion Xl.Subsections IWB 5000 & IWC-SOOO as outlined In end ECCS flow 
diagrams Code relief proposed for piping section tests & Insps.Feo paid 
ALEXICH.M.P, Indiana & Michigan Elociric Co 85/06/17 DENTON,H,fl Office of Nu- 
efoor Reactor Regulation, Director lipp 30500 327-30500*337 


>-8505220297 LER 65 014-00 on 850407, fire watch unable to conduct insps of seismic 
gap fire barrier seals Caused by broken locking mechanism on Fire Door 325 
STIETZEUF Indiana & Michigan Electric Co 85/05/07 Ip 30539 080-30539 080 

-8505220303 LER 05 015-00 on 850408,09 & 11, several spurious high alarms received 
on lower containment radiation monitor particulate Channels ERS 1301 & ERS 
1401 Caused by jump m rale count New program chips purchased 
KRIESELJA fndiana & Michigan Electric Co 05/05/07 3pp 30539 081-30539 083 

8505220248 Forwards LERs 85 016 00 & 65 017 00 
SMITH, W G Indiana & Michigan Electnc Co 85/05/09 Record Services Branch (Doc- 
umenl Control Desk) Ip 30527 228-30527 231 

-8505220254 LER 85 016-00 on 850412,w/RCS in Mode 3, vent inside containment 
opened to dram header & vent outside containment opened to dram HXs.crealmg flow 
path from inside to outside containment Procedure revised 
BAKER.K R Indiana & Michigan Electric Co 85/05/09 2pp 30527 229-30527 230 

-8505220262 LER 85 017-00 on B50417,w/RCS in Mode S.accumulated leakage for 
leak rate tests on containment penetrations found in excess of Tech Spec 
value Containment isolation valves repaired & tested Final rept will be submillea by 
851001 

BLIND.A A Indiana & Michigan Electric Co 85/05/09 Ip 30527 231-30527 231 

8505240503 Forwards LERs 65 018 00 & 85-019 00 
SMITH.W.G Indiana & Michigan Electric Co. 85/05/13 Record Services Branch (Doc 
ument Control Desk) Ip 30662139 30562141 

-0505240507 LER 85 018-00 on 85041 6, fire barrier Inoperable Caused by lack of fire 
sealant matl in two floor penetrations penetrations sealed, declared operable & added 
to surveillance program 

STfETZEUJF, Indiana & Michigan Electric Co 85/05/13 Ip 30562140 30562 140 


R. Porlodlc operating reports & related correspondence 

8506130673 “Annual Environ Oparating Rept, 1904 “ W/050501 Ijr. 

ALEXICH.M.P. Indiana & Michigan Efoctric Co. 84/12/31. DENTON, HR Office of Nu- 
clear Roactor Regulation, Oiroctor 701pp 30300:000'303B1.349. 

Been. Ce 85/(M/30 

Opp 30562 142-90562'140 

8505280172 Informs that method of calculating std deviation In 1984 annual environ op- 
orallng rept correct Info omitted from 1983 rept re land use census & gamma & beta/ 

ftSXlS « 'SS' 05/05/17 DENTON, H R. OHIoo 0 . Nu- 

clear Roactor Regulation, Director, ip 30571 *321 -30571 321 

8- Reporteble occurrences, LERs & related correspondence 

8502280163 RO.on 05O1O7,low pressure C02 sys declared Inoperable when common 
Halon/C02 piping header modified by Desinn Change 00-12-2624 & remained Inoper- 
able in oxcGM or 14 days Design change Implemented to maintain Hafon concentra- 

SMITH W.Q. Indiana & Michigan Electric Co. 85/02/20 Record Services Branch (Doc- 
umenk Control Desk). Ip 20f45 302-29145*302 

8605080353 PNO-I1I-86 030'on 050429.unu8ua1 event declared when worker fell Iriside 
con iQinmenrt. Protective clothing not removed from worker due to back injury.Slate of 

SUER M ANN, J , SHAFER.W. Region 3, Office of Director, 85/04/29 Ip 30155:168- 
30155.166. 

B6D5000498 LER 85-010 OO.on 850112 & 0406.do8e equivalent hi 31 ol reactor coolant 
oxcootlod Tech Spec limit. Caused by leaking fuel assemblies. Fuel sipping will be por- 
for mod during 1985 refueling outage W/8505p3 Hr oi;/n*>/nq iodd 

KRIESELpT.^, SMITH, W.Q. Indiana & Michigan Electric Co 85/05/03. lOpp 
30231:316-30231:324 

8606090506 LER 04-007-02;on 840520, error discovered In hS^ 

analysis of first 47 Cycle 0 flux maps Caused by npul ®f^or,Co^ correcUd 

lino review of coding changes m A 

SAUM.M.A American Electric Power Service Coy- SAUM.M A., SMITH, w.G. inaiana 

& Michigan Electric Co 86/06/03. 16pp 30232 001-30232.016. 

8505200128 NPDES noncompliance notification on 840718,pH rneler for 
sumr disabled & doclarid Inoperable Automatic fea^re & pump-out 

If^lliflled.NRC not notified at time of occurrence Util 860725 Hr encl 
SMITH, W.Q. Indiana A Michigan Electric Co. 85/05/03. KEPPLER.JQ. Region 3, 
Office of Director. 2pp 304 06 ' 102-304 86: 183 

Office of Director. 2pp. 30614:i81-30514 182. 

30405*274. 

Servloos Branch (Doc 

ument Control Desk). Ip 30539 078 30539 083 

l^rND,ffld^«TaTMichla^n ElodrloCo. 85/05/07, 1p. 30639079-30639.079 


-8505240511 LER 85-019 00 On 850420, ice Inventory determined to be below Tech 
Specs Cause not stated Ice replenishment program expected to increase row/group 
averages to within Tech Specs. 

BLInSaA Indiana & Michigan Electric Co 85/05/13 Ip 30562141-30562 141 


V. Operator Examinations 

8505000374 Requests mat! listed in encl "Ref Scheduled (or Mall Requirements for Qfi- 
eralor/Senlor Operator Licensing Exams'* Response requested by 850515 WnUen a 
oral exams scheduled for wk of 850715 « , 

REYES, L Region 3. Office of Director 85/05/03 DOLAN.J F American El e cleric 
Power Service Cofp DOLAN.J F Indiana & Michigan Electric Co 5pp 30228196- 
30228 200 
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re- 

'con- 


F. Security, medical, emergency & fire protection plans 

8505170576 Forwards public version of canceled General Procedures GP 13 re Amen 
can Electric Power emergency response organization emergency preparedness proce 
dure & GP 1 4 re activation W/850510 release memo 

ALEXICH.M.P. Indiana & Michigan Electric Co 85/04/11 Record Services Branch 
(Document Control Desk) 2pp 30478*229-30478 356 

-8505170564 Public version of canceled General Procedures GP 1.3 re American Elec- 
tric Power emergency response organization emergency preparedness pmcedure & 
GP 1 4 re activation & operation of engineering emergency 

• Indiana & Michigan Electric Co 85/03/12. 126pp 30470 231-30478 356 

8505060068 Responds to order confirming licensee commilmenls on emergency 
sponse capabllHy per NRC 850612 Hr SPOS anticipated to be fully operational w/c 
trol room operators trained by end of Dec 1985 
ALEXICHMP Indiana & Michigan Electric Co 85/04/29 OENTON.H R Office of Nu- 
clear Reactor Regulation, Director 2pp 30157.192-30167.193. 

8505070 165 Revised emergency plan Implementing pmcedures. Including 5, 

2080 EPPOO0, '‘Initiating Manning of ^nnergency Res^nse F^cillUes&Calng Off- 

Duty Plant Personnel'' & Rev 2 to PMP 2081 EPP Guides ... 

‘ Indiana & Michigan Electric Co 85/04/20 13pp 30172*206-30172 219 

6505070234 Revised emergency plan 

2081 EPP 008, “Radiation Emergency Medical Plan Quidel nes & Rev 2 PMP 2081 
EPP 009, “Heallh Physics Mgt for Operations Staging Area Revised Index encl 

• Indiana & Michigan Electric Co 85/04/29 10pp. 30172 333-30172 342 

6505140525 Rev 2 to Emergency Plan Implementing Procedure PMP 2081 EPP 01 4, 

Mndiana^&^Michfgen Power Co. 85/05/06. 6pp 30375.356-30375 361 

8505170001 Forwards Insp Repts 50-315/85*08 & 50*316/85*08 on 850429 0501. No 

PAreHliLLOCAfi^n 3. Ollico of Director 85/05/13 DOlAN,JE American Eleo- 
trio Power Service Corp. 3pp 30443:1 29-30443.146. 

-8505170002 Insp Repts 50*315/85*08 & 50*316/85-08 on 050429-0501 No 
rSncoi^^^ Of deviation noted Major areas inspected emergency pre- 

InElIlw!,^PHILUPS,M Region 3, Office of Director. 85/05/10 15pp. 30443*132- 
30443 146. 

8506240163 Rev 2 to PMP20B1 EPP 002, “Barring of Private Aulomalic Branch Ex- 
EUVlSflE,?.^^^ Electric Co 05/05/17. 5pp. 30554*121-30554 125 
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J. fnauranco & IndGonnlly Iniformatlon 

8505060030 Fowards Endorsemonts 65 & 52 to NELPA PoPicy NF-206 & MAELU Policy 
MF‘79/e5pocl(Vf)ly 

BUCKLES.JA Marsh & McLennar>, Imc 65/0-1/29 SALTZMAN.J Assistant Director 
for Slalo & Licensee Relations 3pp 3D157 136 30157 138 


P. Opera ling license stage documents & correepondence 

6505150001 Further rosponso to FOIA request for documents from INPO & NRC that 
■doscribe,anaty7Q or evaluate INPO role or procedures in reporirng info to MRC App A 
documents end App B documents segregated & all factual portions released 
FELTON, JW Division of Rules and Records fld/11/21 TOTTEN,! Critical Mass 
Energy Project 4pp 30417 001 30417 193 

-8505150163 “1902 Evalualron DC Cook Nucloar Plantjndiana & Michigan Electric 
Co 

* Instiluio of Nuclear Power Operations 82/12/31 53pp 30419 101-30410 153 

6605280100 Provides revised list of Exxon safety analysts submillal dates.based on Jan 
1986, Cycle 6 startup date Continued operation justified on same basis allowed for 
Cycfe5 Mooting on 850530 requested to discuss analyses 

ALEXfCH.M P Indiana & Michigan Electric Co 85/04/21 OEM TON, H R Ofifeo of Nu 
clear Reactor R 0 gulalior>, Director 2pp 30571 '326 30571 327. 

OS05020095 Offers pralimlnarv Ideas in offori la ciarifv Tech Specs whilo rnalnlafning 
some gen oral format & vrritjng in unambiguous & easily understood fanguago 
ALEXICH.M P Indiana & Michigan Electric Co 85/04/24 DENTON.H R Oflica of Nu- 
clear Reactor Re gu!a lion. Director 2pp 30106332-30106 333 

8505030204 Forwards Suppl 2 to Rev 2 to XN NF B4-2J. “DC Cook, Unit 2 Cycle 5 5% 
Steam Generalor Tube Plugging Llmillng Break LOCAECCS Analysis K(Z) Curve" 
Curve Will bo used for heat flux channel factor surveiilance 

ALEXICH.MP Indiana & Michigan Elecinc Co 65/04/26 DENTON, H R Offree of Nu- 
clear Reactor Regulation, OIroclor 2pp 30124 332-30125 014 

•'85050 362 13 Suppl 2 to Rev 2 10 "DC Cook, Unit 2 Cycle 5 5% Steam Generalor Tube 
Plugging Limlling Break LOCA ECCS Analysis K(Z) Curve " 

TAHvILl.T- Exxon Nuclear Co , Inc <3ubs, of Exxon Corp ) XN-NF-84-21 S02 R02 
85/04/30 43pp 30124 334-30125014 

S504290443 Generic Ltr 05-07 to all (^eraimg reactor licensees re Implomontatlon of 
inlejraled schedules for pfanl mods Sve list end 

THCjMPSON,H L Division of Licensing 8S/05/02 ConsolJdaled Edison Co of New 
York. Inc 22pp 302 IB 149-30218 170 

8505150297 Application for amend la Licenses DPR-SS & DPR-74, revising Tech Specs 
ro oloclrlcal power sys & Table 4 3*1 conoorning surveillance requirements Foe paid 
ALEXICH.MP Indiana & Michigan Electric Co 05/05/10 DENTON.HR Office of Nu 
clear Reactor RcgulatEon, Director 6pp 30309 034-30399 057 

-86051 50303 Proposed Tech Specs concerning alecirical power sys &. Table 4 3-1 re 
fiurveiliancfi requirements 

' fndiana & Michigan Elocinc Co B5/05710 lapp 30399 041 30399 057 

8606160134 Responds lo DL Wlgglnton 850328 Hr Relief requested from Section XI of 
ASME Boiler & Pressure Yessof Code for certain valve & testing requirements Rev 1 
la valve summary sheets for insorvlce loatlng program end 

ALBXICH.W P Indiana A Michigan Eleclric Co B5/05/10. DENTON, HR Office of Nu- 
clear Reactor Regulation, Director 357pp 3043B 253 30439 249 

6605240SI9 Forwards SER for Generic Ltr 83-28, Item 1 1, ''Program Description 8t Pro 
coduro (Post-Trip Review) " PosMnp review program & procedures acceptable 
VARGA.SA, Operating Reactors Branch 1 65/05/10 DOLAN, J Indiana & Michigan 
Electric Co, DOLAN, J American EfocUlc Power Service Corp. 2pp 30566 349- 
30566 355 

-6S05248B27 SER re Generic Ltr 83-28, Item 1 1, "Program Descnplfon & Procedure 
(Post-Trip Review) " Program & procedures acceptable 
‘ NRG -No Dei ailed Afrllalion Given 85/05/10 5pp 30566 35130566355 

6605290700 Forwards epplicatlon (or renewal of NPDES Permit Mi0005827, as sent to 
Slate of Ml Waler Resources Commission, per Amends 54 & 40 to Licenses DPR-58 & 
DPR • 74 , rospoc tivofy 

SMITH,WG Indiana & Michigan Efectric Co 85/05/10. KEPPLER,JG Region 3, 
Office o) Director 143pp 30616 154 30616 296 

8506260235 Withdraws 840719 Tech Spec change requosls ro Genanc Ltr 83- 
37 Change requests will bo addressed In subsequent aubmitlals 
ALEXICH.M P Indiana & Michigan Electric Co. 65/05/21 DENTON, H R Office of Nu- 
eJear Reactor Regulation, Director. 2pp 30571 161-30571*162 

8605300701 Requests payment of fee for B50214 application prqposlr^g Tech Spoo 
changes ro heatup & cooldown curves for plant, per 850226 & 0408 requests Paymenl 
not included w/appllcstion as stated 

OIGGS,R M License Fee Management Branch 85/05/21. DOLANJ American Elec- 
lric Power Service Corp Ip 30654 305-30664*305 

0SO 5210 106 Generic Ltr 85 08 lo all holders of CPs & OLs re 10CFR20 408 termination 
rents - formats. 

THOMP50N.H,L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, fne 20pp 30682 282-30682.301. 

8505210122 Generic Ltr 85 09 to all Weslinghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 83 2 8, Item 4 3. 

THOMPSON ,H L Division of licensing 85/05/23 Yankee Atomic Electric Co. 17pp. 
30671 334-30671-350. 


Q. Inapecllon reporla, IE Bulletins & correspondence 

B606030526 Forwards fnsp Reple 50-315/85 07 & 50-316/85-07 on 850204*0329 & 
police of violeiion 

SPESSARD.R L. Region 3. Office of Director. 85/04/29 DOUN.J E American Efec- 
Ific Power Service Corp DOLAN, J E. Indiana & Michigan Eleclifc Co 2pp 30130*120- 
30130.139. 


-8505030533 Notice of violatron from Insp on 850204 0329 
SPESSARD.RL Region 3, Office of Director 85/04/29 2pp 30130 122 30130 123 

-8605030536 Insp Repts 50 315/85 07 & 50-316/85 07 On 850204 0329 Violations 
noted failure lo provide timely & affoctivo corrective actions identified in interna] atafi 
rept & personnel unaware of procedural requirements 

WALKEH.HA, HAWKINS, F C Region 3, Office of Director 85/04/29 16pp 
30130 124-30130 139 

8504250452 IE Info Notice 85 034. "Heat Tracing Conlribules lo Corrosion of Stainless 
Steel Piping ’* Sve list and 

JORDAN, EL Division of Emergency Preparedness & Englnoerinn Rosponso (Posi 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115,185 
30115 291 

8S042S0455 lE Info Notice 85 035, "Failure of Air Check Valves lo Seat" Sve list end 
JORDAN, EL Dwisjon of Emergency Preparedness & Ennineering Response (Posl 
030103) 85/04/30 Consofidated Edison Co of Now York. Inc lOOpp 30115 077 
30115 184. 

8505100161 Forwards Insp Repts 50 315/85 10 & 50-316/06-10 on 850319 0422 No 
viofallon noted 

SHAFER.WD Regions, Office of Director 85/05/03 DOLAN.J E American Eloclric 
Power Service Corp. DOLAN.J E Indiana & Michigan Electric Co 2pp 3024 5 322- 
30245 334 

-8506100166 Insp Ropta SO 315/85 10 & 50-316/B5 10 on 850319 0422 No violations 
or dovlatfons noted Major areas inspocled actions on previous insp 
findings, operational safety.inaint, surveillance. L£R5,tE bulletins & design char^gos & 
mods 

JOflQENSEN.B L , KELLER.JK . WOLFSEN.C L Region 3, Office of Director 85/05/ 
03 lipp 30245*324-3024 5 334 

8505090126 Ack receipt of 850426 ltr w/ieo of 850,000 In payment of civil penally Im 
pofiotl by 850408 ordor 

AXELRAD,J,A Enforcemanl Staff 05/05/06 DOLAN.J E American Eloclric Power 
Service Corp DOLAN.J E Indiana & Michigan Efectric Co. 2pp, 30253 346-30253347 

8505100139 Responds to 850325 ltr re verbal commitment to perform periodic visual 
Insp of containmonl pipe tunnel sump per IE Bulletin 80-24 Approval to disconllnuo 
Insps confirmed basocJ upon findings of fnsp Repts 60 315/85 10 & 60-318/85 10. 
NOREUUS.C E. Region 3, Office of Director. 05/05/07 DOLAN.J E American Eloclric 
Powor Service Corp DOLAN, J E Indiana A Michigan Electric Co 1p. 30247-281 
30247*264, 

8SOS060418 IE info Notice 84-52, GuppI 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, E L Division of Emergency Preparedness & Enoineoring Response (Posl 
830103) 66/05/08 ConsolJdaled Edison Co of New York, Inc 10pp 30815,338 
3061 5 347 

8505130423 Forwards Safety Irtsp Repts 60 315/85-12 & 50-310/85 12 on 850423, No 
nonce mplianco noted 

HARRISON, JJ Region 3. Offfee of Director 85/05/08 DOLAN, JE American Eleclric 
Power Service Corp DOLAN, JE Indiana & Michigan Eleclric Co 2pp 30275 354- 

30275 350 

-6505130428 Insp Repts 60-316/05*12 & 50-316/85-12 on 850423 No noncompiianco 
noted Major areas Inspocled fiesnsea action re IE Bulletin 80-11, "Masonry Wall 
Design " 

NORTON,JF, WILLIAMS.G.C Region 3, Office of Director. 85/05/07 3pp 

30276 356-30275 358 

6505140304 Forwards addi Infe re fnsenrice testing program in response to SA Varga 
85020S ltr Insp inten/al for vafvo internal insp same as refueling outage frequency.Sya 
design does not allovir venting to verify valve closure 

ALEXICH.M P. Indsana A Michigan Electric Co. 05/05/10 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director, 20pp 30375 275 30376 204 

850S170001 Forwards Insp Repts 50-315/85 08 & 50-316/85 08 on 850429 0501 No 
noncompiianco noted 

PAPERIELLO.C J, Region 3, Offfco of Director. 85/05/13. DOLAN.J E American Elec- 
tric Power Service Corp DOLAN.J E Indiana & Michigan Electric Co 3pp 30443‘12G- 
30443 140. 

-8505170002 Insp Repla 60-315/85-08 A 50-316/85 00 on 850429-0501 No 
ooncompJIancG.deficfanCy or deviation noted Major areas Inspected emergency pro 
pared noss exorcise. 

SNELL.W, PAHERSONJ . SMITH.M Region 3. Office of Director. 05/05/10. 15pp 
30443 132-30443.146. 

8506130034 IE Info Notice 05 037, "Chemical Cleaning of Steam Generators a1 Mill- 
stone 2 " Sve list onci. 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Posl 
830103), 05/05/14 Yankoo Atomic Electric Co 4pp. 30048*272-30849*014 


R. Perlodfc operating reports A related correspondence 


8506130573 "Annual Environ Operating Rept, 1984," W/850501 Ur. 

ALEXICH.M R Indiana & Michigan Efeclrfc Co 84/12/31 DENTON.H R Office of Nu- 
clear Reaclor Ragulation, Director 701 pp 30380.009-30381 349 

8605240278 Monthly operating rept for Apr 1985 W/85050B hr. 

CLIMER, SVENSSON.B A , SMITH.W G Indiana & Michigan Electric Co 85/04/30 
app 30562,246 30562.252. 

8505280172 Informs that method ol calculating std deviation In 1984 annual environ op- 
erating rept correct Info omitted from 1983 rept re land use census & gamma & beta/ 
gamma isotopic anaiyseB included in 1984 rept. 

ALEXICH.M P. Indiana A Michigan Elactrlo Co. 85/05/17. DENTON, H.R Office ol Nu- 
clear Reaclor Regulation* Director. Ip 30571. 321.9057T321 
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S. Reportable occurrencesi LERs & related Gorrespondence 

BSD 6060007 LER 05 009 00 on 05O327.monthly vent stack composite sample lost 
denng isotopfc extraction procedure Caused by error in fab tecimician handling 
tochnlquG Personnel counseled re handling breakable equipment W/Q50425 Itr 
KRIEStL.T A , SMITH, W 6. Indiana & Michigan Eectnc Co 05/04/25 3pp 
30184 326 30104 328 

6505060490 LER 05 010 00 on 050327, fire watch tailed to inspect 4 kV bus Room 
AB Caused by personnel error Fire watch relnsiructed re responsibility to enter all 
areas assigned as part of fire duties W/8S0426 Itr 

STIETZEL.JF, SMITH, WG Indiana & Michigan Electric Co 85/04/26 2pp 
30183,039 30183 040, 

8505000363 PNO lll‘B5'038 on 850429, unusual event declared when worker tall inside 
containment Protective clothing not removed from worker due to back Injury State of 
Ml notified 

SUERMANN,J, SHAPER, W Region 3. Office of Director 85/04/29 Ip 30165 168 
30155 168 

8505200126 NPDES noncompllanco notification on 040718, pH meter for turbine room 
sump disabled & declared inoperable Automatic feature isolated & pump out 
initiated NRC not notified at time of occurrence Util 050725 Itr end 
SMITH.WQ Indiana & Michigan Electric Co 85/05/03 KEPPLERJG Region 3, 
Office of Director 2pp 30486 162<30486 183 

8505210631 NPDES noncomplalnce notification on 850407 .turbine room sump pH limits 
exceeded & effluent w/pH of 0 09 released to absorption pond Caused by unadjusted 
alarm setpoints on turbine room sump pH meter Meter calibr & returned to sve 
SMITH, WG. Indiana & Michigan Electric Co 65^5/03 KEPPLER.J G Region 3, 
Office ot DlfectQC 2pp 30514 f8h30511 1Q2 

650S2B0247 Forwards revised LER 78 037/01T-1 which rescinds commllmerit to run 
emergency diesel generator while other diesel generator being removed from opera- 
ble status Chang© will reduce number of fast cold starts 

SMITH, WG. Indiana & Michigan Electric Co 85/05/15 KEPPLER.JG Region 3, 
Office of Director 2pp 30573 077-30573 078 

-8505260269 LER 78 037/01 T-1 on 70O815,both diesel generators placed In condition 
where neither engine capable of automatic start Opermor closed & tagged out start- 
ing airpllot valves on wrong diesel generator Operator reprimanded 
BAKEaKR Indiana & Michigan Electric Co 78/06/29 8pp 30573 079-30573006 


V. Operator Examinations 

6505060374 Requests mail listed In end “Rel Scheduled for Mail Requiromonta tor Op- 
orator/Senlor Operator Llconsing Exams” Response requested by 850515 Written & 
oral exams scheduled for wk of 850715 

REVES.L Region 3, Office of Director 05/05/03 DOLAN, JF American Electric 
Power Service Corp DOLAN, J F Indiana & Michigan Electric Co Spp. 30228 106- 
30228 200 
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F. Seourlty, medical, emergency & fire protection plans 

8S05230507 Summary of ACRS Ad Hoc Fire Protection Subcommiltoe 850205 meeting 
in Washington, DC re status of App R compliance, Calvert Chfis compliance w/App h 
& status of fire protection research at Sanaia Meeting schedule end 
* ACRS - Advisory Committee on Reactor Safeguards 85/03/20 ACRS - Advisory 
Committee on Reactor Safeguards 16pp 30546'337-30546 352 

8505160337 Forwards Safeguards Insp Repts 50-317/85-08 & 50 318/05 00 on 
050310-22 No violations noted 

MARTIN, TT Region 1, Office of Director 05/04/30 LUNDVALL,AE, Baltimore Gas 
& Electric Co. 2pp 30440 147-30440 155 

--B6O516035S Physical Security Insp Repts 50-317/65 00 8i 50-310/65-00 on 650310- 
23 No noncompllanco notea Major areas inspected, physical security 
pi a ns, procedures, organization, audits, reporting.lesting.locks & keys & barriers. 
0AILEY,R J , DUN LAP, J M , KEIMIG,R R, Region 1, Office of Director 85/04/22 7pp. 
30440 140 30440 155 


P. Operating license stage documents & correspondence 

0505150001 Further response to FOIA request for documents from INFO & NRC that 
de&cnb6,Qnalyzo or evaluate INPO role or procedures in reporting mfo to NRC App A 
documents erkcl App B documents segregated & all foctual portions released 
FELTON,JM Division of Rules and Records 84/11/21 TOTTEN,! Critical Mass 
Energy PfojGCt 4pp 30417 001-30417 193 

-8505150081 Forwards second "Calvert Cliffs Nuclear Power Plant, BG&E, 1902 Eval 
ualion *' Evaluation conducted In Aug 1982 

BRUNNER.E J Division of Project & Resident Programs 03/02/02 TAYLOR, JM Di- 
rector’s Offlco, Office of Inspection and Enforcoment Ip 30418 087-30410 088 

-8505150066 Fonvards ’‘Calvert Cliffs Nuclear Power Plant, GG&E,10B2 Evaluetlcn” 
Evaluation conducted during Aug 1982 

TIERNAN.JA Baltimore Gas SBoctrlc Co 83/01/17 HAYNES,RC Region 1, Office 
of Director tp 30418 089-30418 089 

-6505150092 '"1062 Evaluation Calvert Cliffs NucTaar Power PlanLBG&E ” 

• Institute of Nuclear Power Oporation 3 82/11/30 43pp 30410 090 30418 223 

6505010362 Forwards notice of consideration of Issuance of amend to License DPR 53 
& proposed NSHC determination & opportunity for hearing re 650226 application to 
revise Tech Spec 4 10 12, "Shutdown Margin 

MILLER,JR Operating Reactors Branch 3 85/04/15 LUNDVALL,AE Baltimore Gas 
& Eloctric Co Ip 30100 038 30100 044 

-8505010369 Notice of consideration of issuance of amend to License DPR 53 & pro- 
osed NSHC determination & opportunity for hearing re 850226 requests to revise 
och Spec 4 10.1 2, "Shutdown Margin ” 

TRAMMELL,CM Operating Reaciors Branch 3 85/04/16, 6pp 30100 039 
30100 044 

8505030060 Forwards request for addi Info on 831222 application re containment vent/ 
hydrogen purge sys Response requested within 30 days of Itr recolpl 
MILLER, J R Operating Reactors Branch 3 85/04/22 LUNDVALUA.E Baltimore Gas 
& Electric Co Spp 30162 042-30162 046 

8605140254 Requests addI info wUhin 30 days to complete review of post LOCA status 
of reactor coolant pumps re trip V3 no trip, per G-E Owners Group response to Generic 
Ltf 83-10 

MILLERJR Operating Reactors Branch 3 85/04/23 LUNDVALL.AE Baltimore Gas 
& Electric Co 5pp 30389 340 30309 3 44 

8505030334 Summary of 850404 meeting w/utti & Toledo Edison in Bethesda,MD re 
NRC 841124 evaluation o1 plant masonry walls Util final response expected by 
050615 Summary of ulil prose ntation end 

JAFFE.DH Operating Reactors Branch 3 85/04/24, Operating Reactors Branch 3. 
30pp 30161 249 30161 278 

8608090033 Application for amends to LicensQs DPR-53 & DPR 69, revising Toch Specs 
to relocate requirements for wide-range iodine & particulate samplers from Toch Spec 
3 3 3 a to Table 3 a 6 to meet requirements of NUREG O737,lt0m II F I.Feo paid 
LUNDVALL,A.E Baltimore Gas & Electric Co 85/04/26 MILLER, JR Operating Re 
actors Branch 3 12pp 30219 120-30219 170 

^8505090039 Proposed Tech Specs, relocating roquirements for wide range iodine & 
particulate samplers from Tech Spec 3 3 3 B to TabEe 3 3 6 to require operation & sur- 
veillance of wide range samplenper NUREG-0737,ltom tl F.1. 

• Baltimore Gas 6 Etoctric Co 05/04/26. 39pp 30210 132-30219 170 

8505010460 Responds to verbal questions rooeivod In course of review of AE Lundvall 
850222 Ur forwarding Cycle 8 license application Questions pertain to reanalysis of 0.1 
ft2 amall break LOCA 

DENTON,RE B alli more Gas Electric Co. 85/04/27 MILLER, JR Operating Reac- 

tors Branch 3 4pp 30092 002-30092 095 

8505210607 Forwards Amends 102 & 84 to Lfconses DPR-53 & OPR 69, respectively & 
safety evaluation Amends extend expiration dales for Licenses DPR-53 & DPR-69 to 
14073i & I608i3, respocHvely 

JAFFE.DH Operating Reactors Branch 3. 65/05/01 LUNDVALL.AE Baltimore Gas 
& Electric Co 3pp 30523 223-30523’231 . 


8505160202 Revised emergency response plan implementing procedures, including 
Change 4 to Rev 9 to ERPIP 4 1 2 re site emergency coordinator & Change 4 to Rev 
9 to ERPIP 4 1 4 re operational support ctr 
* Baltimore Gas & Electric Co. 85/05/01 9pp. 30399 016-30399.024 

8605100261 Forwards Insp Repts 50-317/85-07 & 50 316/85 07 on 850220 0401 No 
Violation noted 

WENZINGER.EC Region 1, Office of Director 85/05/03. LUNDVALL, A E. Balllmoro 
Gas & Electric Co. 2pp, 30246 106-30246,122 

-6505100270 Insp Repts 50-317/85-07 & 50-31 B/85-07 on 850220 0401 No violations 
identified Major areas Inspected control room, accessible parts of plant 
siructures.plant operations, radiation protection, physical security & fire protection 
FOLEY, T, TRIMBLE, D, ELSASSER,TC, Region 1. Office of Director. 05/04/24 
15pp 30246-108 30246.122 


8605160062 Revised emergency plan Implementing pfoc 0 dures.conslstlng of Rev 11 to 
ERPIP-4 1 6, "Offsite Monitoring Team*' & Rev 9 to ERPIP 4.1.7, "Onsite Monitoring 
Team." 


* Baltimore Gas & Electric Co. 85/05/03 15pp 30398 140-30398.155 


-6505210609 Amends 102 & 04 to Licer^sos DPR-53 & DPR-69, re spec lively, extending 
expiration dates for Licenses DPR-53 & DPR 69 to 140731 & 1 6081 3.re spec lively 
THOMRSON.HL Division of Licensing 85/05/01 4pp. 30523 a2B-30523;229 

-6505210611 Safety evaluation supporting Amends 102 & 84 to Uconses DPR-53 & 
DPR-69,respoclively 

* Office of Nuclear Reactor Regulation, Diroclor 85/05/01 2pp 30523 230- 
30523.231. 

6504290442 Generic Hr 05 07 to all operating reactor licensoos re I mpio me ntation of 
inlqgratod schedules for plant mods ovc list end 

THOMPSON, HL Division of LiceriBing 85/05/02. Consolidated Edison Co of New 
York, Inc 22pp. 30218 146-302 18- 170. 

6505150452 Expresses appreciation (or util participation In NRC- sponsored three part 
pressurized thermal shock s1udy,per Unresolved Safety Issue A-49 Design data & op- 
eratir^ procedures helped study team to understand plant operation 
DENTON, H.R Office of Nuclear Reactor Regulation, [Director 85/05/07 
LUNDVALL, A E. Baltimore Gas & Efeclric Co 2pp 304^16 357-30416 358. 


8595130219 Forwards Insp Repts 50-317/85 06 & 50-318/85 06 on 850226 0302 No 
vtofallon noted 

BELLAMY, R.R Region 1, Olfice of Director 85/05/07. LUNDVALL. A.E Balllmoro 
Gas & Electric Co ipp 30274'105-30a74.110 

-8605130230 Insp Repts 50-317/85-06 & 50-318/85 06 on 850225-0301 No violation 
noled.Major areas Inspected emergency preparedness lrainlng>changes to emergency 
preparednessprogram&audlts 

COHEN.l., WOLTNER.E , HARPSTER.T Region 1, Office of Director. 05/05/03. 4pp 
30274.107-30274'110 


8505170389 Withdraws 841101 request for mod of NRC 840302 order ro inslailallon of 
noble gas ateam effluent mcnitoif.por NUREG 0737,llefn ILF 1 1 Installation comploted 
during next outage of sufficient duration following 041231 

POINDEXTER, CIH BBitimora Gaa & Electric Co. 86/05/09 MILLER.J,R. Operating 
Reactors Branch 3, Ip 30443.323-30443 323. 

B60623046S Forwards SER re NUREG/CR-3511, "Interim Reliability Evaluation 
Program Analysis of Calvert Cliffs Unit 1 Nuclear Power Plant " 

MILLER, J R. Operalmg Reactors Branch 3. 85/05/09 LUNDVALL, A E Baltimore Gas 
& Electric Co 2pp. 30546 353-30646 357 
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~B505230473 SER re NUREG/CR-35t1, ‘Jntertm fleltahilily Evalualion 
Pfomam Analysis of Calvert Cliffs Unit 1 Nucfear Power Plant " Use of PflA resu-lts out 
of PR A context clearly inappropnate 

* Office of Nuclear Reactor Regulation, Director 85/05/09 3pp 3054&355- 
30546 357 


8505070533 LER 05 004 00 on Q50406.inadverlent ESF actuation occurred during 
veillance testing while facility In Mode 4 Caused by inadequacy of tost procedure ESF 
procedures associated w/bfocked signals revised w/ 850502 Jtf 
LOHR.J F , RUSSELL, L 8 Baltimore Gas & Electric Co 85/05/02 4pp 30205 207- 
30205 210 


8506200046 Application for amend to Lcenses DPR-53 & DPR 69, replacing Tech Spec 
Pago 6 5 re requirements for training & qualifications of shift technical advisor 
POINDEXTER.CH Baltimore Gas & Electric Co 85/05/10 MilLER.JR Operating 
Reactors Branch 3 3pp 30466037*30466041 

-8505200051 Proposed Tech Specs.replacing Page 6-5 re requirements for training & 
quaiiffcations of shift technical advisor 

* Baltimore Gas S Elacinc Co 05/05/10 2pp 30466040*30466 041 

8505210106 Genenc Ltr 65 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repls * formats 

THOMPSON.HL DfVision of Licensing 85/05/23 Consolidaled Edison Co oJ New 
York, fnc 20pp 30682 282*30682 301 


0 Inspection reports, IE Bulfelins & correspondence 


B605090620 LER 85 003 00 on 050406,sevon main steam safoty valves found out of 
setpoint tolerance bandCauso not stated Setpoint tolerances adjusted & main sloann 
safety valves placed on more frequent insp achedulo W/p50503 ltr 
CELLARS.K0, RUSSELL.L B Baltimore Gas & Electric Co 66/05/03 flpp 
30232 132*30232' 137 

8505280073 LER 85 007-00 on B50415,HPSI sys injection lop flow rates outside Tech 
Specs Cause not stated Tech Spec changes Implemented W/850515 ltr 
BASSO.LF., RUSSELL,LB Baltimore Gas & Beciric Co 85/05/15 3pp 30582350 
30582 356 


8505280079 LER 05 006 00 on B50418,malnl personnel removed upper guide sfrucluro 
from reactor vessel w/o fuel handling supervisor Cause not slated Procedures re 
vised to require fuel handling supervisor to sign off on procedure W/850516 ltr 
RICHARDS.JA, RUSSELL.La Baltimore Gas & Electric Co 85/05/16 3pp 
30582 346*30582 348 


8504250452 IE Info Notice 85 034, "Heat Tracing Confribules to Corrosion of Stainless 
Steel Pipi^ " Svc list end 

JORDAN, tL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, fnc. i07pp 30116:185* 
30115 291 

8504250455 IE Info Notice 85 035, "Failure of Air Check Valves to Seal " Svc list end 
JORDAN.E L Dwision of Emergency Preparedness & Engineenng Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc f08pp 30115 077* 
30115184 

8505160337 Forwards Safeguards Insp Repts 50*317/65*08 & 50*318/85 08 or> 
8503 18 22 No violations noted 

MARTIN.! T Region 1, Office of Director. 85/04/30 LUNDVALL.AE Baldmore Gas 
& Electric Co 2pp 30440 147*30440 155 

-0505160355 Physical Secunty Insp Repts 50*317/85*08 & 60 310/85*08 on 860318* 
22 No noncompliance noteo Major areas inspected physical security 

plans, procedures, oraanizatlon, audits, reporting.tosting.locks & keys & barriers. 

BAILEY, R J , DUNLAP, J M , KEIMIG.R fl Region 1, Office of Director 85/04/22 7pp 
30440-149 30440 155 

6505100261 Forwards jn$p Repts 50-317/85 07 & 50 318/85*07 on 85022043401 No 
violation noted 

WENZINQER.EC Region 1. Office of Direclor 85/05/03 LUNDVALL.A,E. Baltimore 
Gas & Electric Co 2pp 30246*106 30246122 

-0505100270 Insp Repts 60*317/85 07 & 50 318/85 07 on 850220 0401 No viofallons 
identified Major areas inspected confroJ room, accessible parts of plant 
structures, plant operations, radiation orotection, physical secunty & Ore protection, 
FOLEY.T, TRIMBLE, 0. ELSASSEn.TC Region 1, Office of Dfredor 06/04/24, 
15pp 30246-108 30246122 

8505130219 Forwards Insp Repts 60-317/85-06 & 50 318/85 06 on 850225-0302 No 
vlofaton noted 

BELLAMY, RR Region 1, Office of Direclor, 85/05/07 LUNDVAIL,AE Baltimore 
Gas & Efeclnc Co 2pp 30274 105 30274.110 

-0505130230 Insp Repts 50-317/85 06 & 50*318/85 06 on 850225*0301 No viotatlon 
noted Major areas inspected emergency preparedness Irafning .changes to emergency 
preparedness program & audits 

COHEN, I, WOLTNER.E, HARPSTER.T. Region 1, Office of Director 85/05/03 4pp 
30274 107*30274-110 ^ 


DOCKET 50*318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Secuflly, medical, emergency & fire protection plans 

8505230507 Summary of ACRS Ad Hoc Fire Proteclion Subcommlltoo 050205 mooling 
in Washington.OG ro status of App R compliance, Calvert Cfiffs compliance w/App fi 
& slalus of flro protection research at Sanala Meeting schedule end 

* ACRS * Advisory Committee on Reactor Safeguards. 05/03/20 ACRS - Advisory 
Committee on Reactor Safeguards 1 6pp 30546 337*30546 352, 

8505160337 Forwards Safeguards fnsp Repts 50*317/05 00 & 50*318/06 00 on 
650318-22 No violations noted 

MARTIN,! T Region 1, Office of Director 85/04/30 LUNDVALL.AE Dallimoro Gas 
& Electric Co 2pp 30440 147*30440 155 

-8505160365 Physical Security Insp Repts 50*317/05*08 & 50-310/05 00 on Q50318 
22 No noi^compliance notea Major areas Inspected physical socunly 
plansj^rocedures.organlzallon.audits, reporting, testing, locks & keys & barriers 
BAIL^.RJ Region 1, Office of Direclor 85/04/22 7pp 30440 149 30440 155 

6505150202 Revised emergency response plan Implementing procoduros, including 
Change 4 to Rev 0 to ERRP 4 1 2 ro site emergency coordinalor & Change 4 to Rov 
9 to tlRPIP 4 1 4 re operational support ctr 

* Baltimore Gas & Electric Co 85/05/01 Opp 30309 010 30399.024, 

8505100261 Forwards fnsp Repts 50 317/05 07 & 50 318/05 07 on 850220*0401. No 
violation noted 

WENZINQER.EC Region 1, Office of Direclor. 05/05/03 LUNDVALL.A E Ballimoro 
Gas & Electric Co. 2pp. 30246 106-30246 122 

-8505100270 Insp Repfs 50*317/86*07 & 60-310/86 07 on 850220 0401 No violalions 
Identified Major areas inspected control room, accessible parts of plant 
structures, plant operations, radiation pro tec I ion, physical socurity & fire proteclion 
FOLEY.T Region 1, Office of Direclor 85/04/24. t6pp. 30246 108 30246 122 

8506160002 Revised emergency plan Implementing procedures, consisting of Rov 1 1 to 
ERPiP-4 1 6, "Offsite Monitoring Team ' & Rev 9 to ERPIP*4,1i.7, "Onsite Monitoring 
Team " 

* Baltimore Gas & Electric Co 85/05/03 16pp 30308:140-30300*155 


8505060410 IE Info Notice 84 52,Suppl 1, "Inadequate MaU Procurement Conirols on 
Part of Licensees & Vendors " 

JORDAN.E L Division of Emergency Preparedness & Ervgineermg Response (Post 
830103) 85/05/08 Consolidaled Edison Co of New York, Inc 10pp. 30615338* 

'IA'7 


8505130219 Forwards Insp Repts 60 317/85 06 & 60 310/85 06 on 860226 0302 No 
violation noted 


BELLAMY, RR Region 1, Office of Director 86/05/07. LUNDVALL.AE. Baltimore 
Gas & ElecWc Co. 2pp 30274:105-30274 1 10 


B505200256 Requests relief from ASME Code re radiographfc exam of four inaccessible 
welds, per inservice insp program Atlernalrves to radiograph listed Supporting docu- 
mentation end 

POINDEXTER.C H, Baltimore Gas & Electnc Co 85/05/10 MILLER.JR OperaOna 
Reactors Branch 3 5 pp 30468 006*30468 010 


8505190034 IE Info Notice 85-037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Svc ksl end 

JOBOAN.EL Division Of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Yankee Atomic Electric Co. 4pp 30848 272-30W9014 


8505300201 Withdraws 850510 inservice Insp program request for relief from ASME 
C^e Secfion XI requirements for weid radiography Salisfaclory radiographs of welds 
obtained Fee paid 

LUNDVALL,AE Baltimore Gas & Electnc Co 85/05/20. MILLER .J.R. Operating Re- 
actors Branch 3. 2pp 30622107-30022108 


R. Periodic operating reports & related correspondence 

6505290135 Monthly operating repts for Apr 1985.W/850514 ltr. 

8EWLEY.E Baltimore Gas 4 Electric Co. 85/04/30. 1 1pp 30620 001-30620 01 1 . 


S. Reportable occurrences, LERs & related correspondence 

8505000147 LER 85 W5-00 on 8 50406, Inadvertent initiation of steam generator Isola* 
Uon signal occurred Caused by failure to insert keys necessary to block dgnal in keys* 
J?!?. Pfoc 0 dure.Procedufe modified W/850429 Ur 

' RUSSELL.L a Baltimore Gas A Electnc Co. 85/04/29. 5pp 30228 228- 

3Q22o 232 


-8505130230 Insp Repts 60*317/85-06 A 50-310/85 06 on 050225-0301 .No violation 
noted Major areas in5pected*emergency preparedness tralning.changoa to emoraoncv 
preparedness program A audits v j 

COHEN.I Region 1 , Office of Director 85/05/03. 4pp 30274 107*30274 110 


P. Operating license stage documents A correspondence 

8505160001 Further response to FOIA request for documents from INPO A NRC that 
descnbo.analyze or evaluate INPO role or procedures In reporting info to NRC App A 
® rfocumonis segregated A alt factual portions released 
FELTON, J M. OMsIon of Rules and Records. 84/11/21. TOTTEN.T Critical Maes 
Energy Projacl 4pp. 30417,001*30417.193 w iviua» 

-B506150()81 Foiwards second "Calvert Cliffs Nuclear Power PlonLBGAE, 1982 Eval 
nation Evaluation conducted In Aug 1082, 

Evaluation" 
«''YNES,aC Re0lor.1,O(lloo 

-8505150092 "1982 Evaluation Calvert Cliffs Nuclear Power Plant BGAE " 

Instituteof Nuclear Power Operations 82/11/30. 43pp. 30418:090-36418*223 

8WM30060 Forwards request for addl info on 831222 application re containment vent/ 
^drrgen purge sys Response reouested within 30 days ^If hr recebf " 

MILLER.JR. Operating Reactors Branch 3. 85/04/22. LUNDVALLAE BBliimore Rar 
& Electnc Co. 6pp. 30162.042-301 62 046, vmll.a t tJBiiimore Gas 
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B SOS 140254 Requesls addi info within 30 days to complate revlow of post-LOCA status 
of reactor coolant pumps re (rip vs no^trip.per C E Owners Group response to Generic 
Llr 03 10 

MILLER J R Operating Reactors Branch 3 85/04/23 LUNOVALL.A B Baltirnore Gas 
& Electric Co 5pp 30389 340-30389 344 

8505030334 Summary of 850404 meeting w/ulll & Toledo E^fiscn in Belhosda.MD re 
NRC 841124 evaluation of plant masonry walls Util final response expected by 
650615 Summary of util presentation end 

JAFFE.D H Oporaling Reactors Branch 3 85/04/24 Operating Reactors Branch 3 
30pp 30161 249-30161 278 

6505090033 Application for amends to licenses DPR-53 & DPR‘69,re vising Tech Specs 
to relocate requirements for wide range iodine & particulate samplers from Tech Spec 
3 3.3 8 to Table 3 3 6 to meet requirements of NUREQ 0737,(tem If F 1 Foe paid 
LUNDVAILA E Baltimore Gas & Electric Co 65/04/26, MILLER, J R Operating Re- 
actors Branch 3 12pp 30219 120 30219,170 

-8505090039 Proposed Tech Specs, relocating requirements for wide range iodine 
particulate samplers from Tech Spec 3 3 3 8 to Table 3,3 6 to require operation & sur- 
veillance of wide-range sampler.per NUREG 0737, Item il F.l. 

* BaMimore Gas & Electric Co 85/04/26 39pp 30219 132-30219 170 

8S05210607 Forwards Amends 102 & 84 to Lfcenses DPR'53 & DPR-69. respectively & 
safety evaluation Amends extend expiration dates for Licenses DPR-53 & DPR-69 lo 
140731 & 160813, respectively 

JAFFE,D H Operating Reactors Branch 3 85/05/01 LUNDVALL,A E Baltimore Gas 
& Electric Co 3pp 30523 223-^0523 231 

-8605210009 Amends 102 & 84 to Licenses DPn-53 & DPR 69,re8p0ctively» extending 
expiration dates for Licenses DPR-53 & DPR-69 lo 140731 & 16081 3, respectively. 
THOMPSON,H L Division of Licensing 85/05/01 4pp. 30523.226 30523 229 

-6505210011 Safety evaluation supporting Amends 102 & 84 to Licenses DPR 53 & 
DPR-69, respectively 

* Office of Nuclear Reactor Regulation, Director 05/05/01, 2pp, 30523 230- 
30523 231 

8504290442 Generic Ltr 65-07 to ell operating reactor licensees re implementation of 
integrated schedules for plant mods. Svc list end 

THOMPSON, H L Division of Licensing 85/05/02. Consol Idaled Edison Co of Now 
York, Inc 22pp 30218 149-30218 170 

8505170369 Withdraws 841101 request for mod of NRC 840302 order ro installation o1 
noble gas steam efiluent monitor,per NUREG-0737,ltem II F 1.1 Installation compfoled 
during next outage of sufficient duration following 841231 

POINDEXTER,CW BaUimoro Gas & Electric Co 85/05/09 MILLER. J R Operating 
Reactors Branch 3 1 p 30443 323-30443 323 

8505200046 Application for amend to Licenses DPR-53 & DPR-&9,ropfaclng Tech Spec 
Pago 6-5 re reouirements for Ireinlng & quallficallona of shift technical advlaor. 
P0TNDEXTER,C.H Baltimore Gas & Electric Co 05/06/10 MILLER, J R Operating 
Reactors Branch 3 3pp. 30466 037-30466 041 

-8605200051 Proposed Tech Specs, replacing Page 6-6 re reqolrennenis for training & 
quatificalions of shift technical advisor 

* Baltimore Gas & Electric Co 85/05/10, 2pp, 30466 040 30466 041. 

6505210106 Generic Ltr 85-00 lo ail holders of CPs & OLs re 1OCFR20 408 termination 
repts - formats. 

THOMPSON, H L Division of Licensing 85/05/23, Consolidated Edison Co of New 
York, Inc 20pp 30682 282 30682 301 


Q, Inapectlon reports, ]£ Bulletins & correspondence 

6504250452 IE Info Notice B5 034, "Heat Tracing Contributes to Corrosion of Stdir>les9 
Steel Piping " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/04/30 Consolidated Edison Co of Nevy York, Ino. 107pp 30115:165- 
30116.291 

860425045S IE Info Notice 85 035, “Failure of Air Check Valves to Seal." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc. 108pp. 30116'077- 
30116.184. 

8505160337 Forwards Safeguards fnsp Repts 60-317/85 08 & 50 318/85-08 on 
85031 8-2 2. No violations noted. 

MARTIN, TT Region 1. Office of Director. 85/04/30. LUNDVALL,A6 Baltimore Gas 
& Electric Co. 2pp. 30440 147-30440 165 

-8505160365 Physical Security fnsp Ropls 50-317/06-08 & 60-318/86 OB on 850318- 
22.No noncompllance noled.MaJor areas Inspected, physical secudty 
p Ian 3, p roc edure8.org a niz at ion, audita, reporting ,tesllng,(ocka A keys & barriers. 

BAIL^,fl J , DUNLAP, J M , KEIMIG.R R. Region 1, Of lice of Director. 85/04/22 7pp. 
30440:149*30440.155. 

B506100261 Forwards Insp Ropts 60-317/85 07 & 60 318/06-07 on 860220 040LNO 
violation noted 

WENZINGER.E.C Region 1, Office of Director 86/05/03. LUNDVALL,A.E, Baltimore 
Gas & Electric Co 2pp 30246 106-30246-122. 

-8505100270 Insp Repts 60-317/85-07 & 60-318/85-07 on 850220 0401 .No violations 
Identified Major areas Inspected control room, accessible parts of plant 
slrudures.plant operations, radiation protection .physic a I security A fire protection, 
FOLEY,T., TRIMBLE, 0., ELSASSERJC Region 1, Office of Director. 86/04/24 
16pp. 30246' 108-30246: 122. 

8505130219 Forwards Insp Repts 60 317/05-05 A 50-316/85-06 on 860226-0302 No 
viofatlon noted, 

BELLAMY, R.R Region 1, Office of Director 05/05/07. LUNDVALL,A.E, Baltimore 
Gas A Electric Co 2pp. 30274'1 05-30274' 110. 

-8506130230 Insp Repts 50-317/85 06 A 60-318/86-06 on &50226‘0301.No violation 
noted Major areas Inspected emergency preparedness training .changes lo emergency 

preparedness program A audits ^ ^ 

COHEN,!., WOLTNER.E . HARPSTER.T, Region 1, Office of Director, S6/06/03. 4pp 
30274.107-30274.1 10. 


8506060418 IE Info Notice 84-52, Sup pi "Inadequate Mali Procurement Controls on 

Part of Licensees A Vendors " 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/00 Consolidated Edison Co of New York, Inc lOpp 30615 333- 
30615 347 

0506200256 Requeals felief from ASME Code re radiographic exam of four Inaccessible 
welds, per inservico insp program Altorna lives to radiograph listed Supportmg docu 
mentation onci 

POINDEXTER.CH Baltimore Gas A Efectnc Co 85/05/10 MILLER, JR Operating 
Reactors Branch 3, Spp 30468 006 3046B 010 

860S130034 IE Info Notice 35 037, “Chemical Cleaning of Steam Generators at Mill- 
stone 2.“ Svc list end 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/05/14 Yankee Atomic Electric Co 4pp 30840272-30040014 

6605300201 Withdraws 850510 inservice insp program request for relief from ASME 
Code Section XI requirements for wold radiography Satisfactory radiographs of welds 
obtainedFea paid 

LUNDVALL,A E BaUimoro Gas A Eloctric Co 85/05/20 MILLER, J R Operating Re 
actors Branch 3* 2pp 30622 107-30522 108 


R. Periodic operating reports & related correspondence 

8505290135 Monthly operating repts for Apr 1985 W/850514 llr. 
aEWLEY,E Baltimore Gas A Electric Co 85/04/30 11pp. 30620 001-30620 011, 


S. Reportable occurrences, LERs ft related correspondence 

6505010495 PNO l-8&029.on 850425 .manual trip from 100% power followed failure of 
two shaft seals on reactor coolant pump 21 A Dump valvo 21 failed (o fully 
close Cause not slated Plant cooldown & 5 day outage planned. 

HOLDEN, C, ELSASSER.T Region 1, Office of Director 65/04/26 1p 30091 061 
30091*061 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNfT 2 


F. Security, medical, emergency ft fire protection plans 

6505130309 Forwards Insp Rept 60-320/85-OB on 050301-0410 A notice of violation. 
TRAVERS, WD TMI Program Office 65/05/06 STANDERFER.F R General Public 
Utilities Corp - GPU Service Corp 2pp 30275.098 30275.113 

-8505130325 Insp Rept 50-320/65-08 on 850301 0410 Violation noted failure to 
comply w/ procedures re venlilalloni sys malnl practices. 

COOK,R, MOSLAK.T, BELL.J Region 1, Ofllco of Director 85/05/01 13pp 
30275 101-30276 113. 

0505210417 Rev 3 lo Emergency Plan Implementing Procedure 105416, "Contaminat- 
ed Injuries/ Radial Ion Overexposure ” 

WHITEHEAD.JL General Public Utilities Corp - GPU Service Corp 85/05/07 15pp 
30499*336-30409.350 

8605300493 Requests that schedule for upgrading site security intrusion detection hard- 
ware be updated A revised security plan be submitted within 45 days of Hr 
recelpLChanges discussed at 840919 meeting end End withheld (ref 10CFR73 21) 
SNYDER, BJ. TMI Program Office. 66/05/09. STANDERFER,F R General Public Utill- 
HeaCorp - GPU Service Corp 4pp. 3065 1,08 4-30651 '087. 

8505210226 Rev 0-00 lo Emergency Plan Implennenting Procedure 4000 IMP-1300 21, 
"Emergency Ropalr/Operatlons." 

*- General Public Utilities Corp - GPU Service Corp 85/06/14. 9pp 30493 300* 
30493*317. 


Q. Acfjudloatory correspondence 

8505030706 Response to motion lo conform proposed Tech Speed to reflect post-acci- 
dent condition of plant in accordance w/850423 amend of order Certificate of Svc 
end 

RIDGWAY.O.A General Public Utilities Corp - GPU Service Corp RIDGWAY.DA. 
Shaw, Pittman, Potts A Trowbridge. #285 827. 85/05/02 Atomic safety and LIcens 
Ing Board Panel 5pp. 3014 2 033-30142.037. 

8505130434 Order denying TMI Alert request lo Commission to reconsider A/or clarify 
denial of formal request for adjudicatory hearing on character per Section 169 of 
Atomic Energy Act Evidence re current mgl does not demonstrate diminished std 
CHILK,S.J Office of the Secretary of the Commission. #285 936. 85/05/09 Three 
Milo Island Alert, 2pp. 30270*21 7-^78*21 8. 


H. General correspondence 

6505280041 Forwards 850522 Hr to- fl Thorn burg, governor of State of PA re restart of 
TMI Nuclear energy cleanest, safest form of energy known to mankind. Unnecessary 
controls placed on industry must be eliminated 

PAINE, A J. Affiliation Not Assigned 86/05/22. MARTIN, R E Office ol Nuclear Reac- 
tor Regulation, Director. 3pp. 30572:120-39572.122 


F, Operating license stage documents ft correspondence 

830720*0054 Forwards "Pathways of 1-131 to Milk Following TMI Sncldenl," final Hr rept 
eRANAQAN.E,F. Radiological Assessment Branch. 83/08/30. SPEER. E Affllfallon 
Not Assigned 1p. 30390 066-30390 099. 

-8307200067 "Pathways of I-131 lo Milk Following TMI Incident," final llr rept 
BAKER,DA Baltelle Memorial Inslllute, Pacific Northwest Laboratories, 03/06/30 
NRC - No Detailed Alflllalion Given. 33pp. 30390*087-30390009. 
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8505010516 Respo^ids lo comments in NRC 850405 Itr re plenum removal SER submit- 
ted w/a50125 Itr Rev A to B&W 5M 146739 04. “Design Description of Equipment for 

Final Lift & Transfer of TMI 2 Plenum Assembk" end oc 

STANDERFER.F R General Public Utilities Corp - GPU Servico Corp 85/04/16 
SNYDER.BJ TM I Program Office 3pp 30088 019-30088 043 

-0505010510 Rev 4 to “Design Description ot Equipment for Final LiJl & Transfer of 

•BabcSTwIcTSf 51-1146739 04 R04 86/03/22 22pp 30088022 30088 043 

8S0502056D Advises that, based on review of 050418 Ur re results of load test reaclor 
bfda polar crane auxiliary hoist, use of auxiliary hoist acceptable Max load ot 66.000 lb 

SNYDER!B'j^Tffl Pfo^arn Offi^^ 85/04/22 STANDERFER.F R General Public Utili- 
ties Corp • GPU Service Corp 2pp 30119 359 301 19 360 


8505 03023 5 Discusses status of work required to commence defueling at 
facility Defueling operations scheduled to commence In Sept 1985 Cleanup will pro 
ceod as rapidly as possible commensurate w/required care tor safety of public 
STANDERFER.F R General Public Ulilities Corp - GPU Service Corp 85/04/30 
SNYDER.BJ TMI Program Office 4pp 30124 157-30124160 


8505070191 Forwards Rev 3 lo ’TMI-2 Div SER for Plenum Lift & Transfer” Rev cle- 
loles lifting arm spacer plate from plenum lift rigging & plenum assembly contamina- 
tion barrier & updates load drop sections 

STANDERFER.F R General Public Utilities Corp - GPU Service Corp 85/05/01. 
SNYDER.BJ TMI Program Office 1p 30180 001-30100 020 


-0505070194 Rev 3 to “TMI-2 DiV SER for Plenum Lift & Transfer ” 

RIL.CL. SMlTH.ET General Public Ulititios Corp - GPU Servico Corp 15737-2-G07- 
106 R03, 85/04/26 19pp 30180 002-30180 020 


8505020471 Forwards amend of order per 850215 Tech Spec Change Request 47 re 
increase in min required boron concentration & addition of water level & monitorrng 
requirements in Spent Fuel Storage Pool A Changes acc^tablo i o 6,i ■ it t 

SNYDER.BJ TMI Program Office 85/04/23 STANDERFER.F R General Public Utili- 
ties Corp -GPU Service Corp 3pp 30141 123-30141:165 

-0505020473 Amend of 800211 order incorporating detotio ns, additions & mods m pro' 
posed Tech Spec changes, per Tech Spec Change Request 47 to i^rcense DPR-73 
DENTON.HR Office of Nuclear Reactor Regulation, Director 65/04/23 General 
Public Utilities Corp - GPU Service Corp 5pp 30141 126 30141 130 

-0505020475 Safety evaluatton based on review ot 950215 proposed Tech Spec 
changes lo License 0 PR-7 3.sup porting upcoming recovery activitios. including plenum 
removal & defueling Changes acceptable {^reposed Tech Specs enef 
* Office of Nuclear Reactor Regulation, Director 85/04/23 22pp 30141 131- 
30141 152 

-0505020476 Environ assessment & notice of finding of no significant environ impact re 
issuance of amend ot order to License DPR'73 in response to util 650216 Itr 
SNYDER.BJ TMI Program Office 85/04/23 3pp 30141 153 30141 155 

-8505O2047B Forwards amend of order for License DPR-73, ^ . 

SNYDER.BJ TMI Program Office 85/04/23 Docketing & Services Branch. Ip 
3014t 156-30141 161 


8504290442 Gonoric Hr 85 07 lo all operating reactor licensees ro implementation of 
integrated schedules for plant mods Sve list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 149-30218 170 

8505090116 Forwards SER for heavy load handling over reactor vessol 
SNYDER.BJ TMI Program Office 85/05/02 STANDERFER.F R General Public Utili- 
ties Corp • GPU Service Corp 2pp 30263 348-30253 356 

-6505090124 Safety evaluatton supporting heavy load handling over reactor vessel 
* Olfico of Nuclear Reactor Begulatlorr, Director 85/05/02 7pp 30253 350- 
30253 356 

85051 30 19S Requests remittance of fees for 841031 application requesting that certain 
penetrations be exempted from compliance w/modilied definition of containment in- 
tegrity & ho required to moot FSAR cnterio.per 10CFR170 

DieGS.R M License Fee Management Branch 85/05/03 STANDERFER.F R Gener- 
al Public Utilities Corp - GPU Servico Corp, Ip 30378 335-30378 335 

8505130460 Forwards evaluation of fuel canister storage racks, approving proposed 
design & installation, per 850227 Itr Criticality considerations for loaded canisters 
stored In racks under review. 

TRAVERS.W.D. TMI Program Office 85/05/03 STANDERFER.F R General Public 
UliljHes Corp - GPU Service Corp, 6pp 3O299'357-30299'362 


-8505020479 Forwards notice ol finding of no significant environ, Impact re issuance of 
amend of order to License DPR 73, In response lo util 050215 request 
SNYDER.BJ TMI Program Office 05/04/23 Docketing & Services Branch 1p 
30141 162-30141 165 

8505030396 Forwards safety evaluation re 850215 mods to proposed Tech Specs & re 
covery operations plan.basod on 850423 amend o! order discussions Proposed Re 
covery Operations Plan Change Request 27 acceptable „ _ _ 

SNYDER.BJ TMI Program Office 85/04/23 STANDERFER.F R. General Public Utill 
ties Corp - GPU Service Corp 2pp. 30163 309 30163 322 


8505150600 Advises that plenum assembly lift, transfer & storage can bo Initiated only 
after approval of prerequlsita activity procedures Involving refueling canal, fixture plat- 
form & defueling platform Safety evaluation end 

SNYDER.BJ TMI Program Office 05/05/07 STANDERFER.F R General Public Ulili- 
tiasCorp - GPU Service Corp 3pp 30438 050-30430 064. 


-6505150604 Safely evaluation supporting plenum assembly lift & transfer contingent 
upon approval of procedures governing lisied prerequisKe activities involving refueling 
car^al.fixture platform & defueling platform 
• TMI Program Office 85/05/07 12pp 30430 053-30430.064 


-8505030403 Safety evaluation supporting Recovery Operations Plan Change Request 
27 re min boron concentration Proposed Tech Specs end 

* Office of Nuclear Reactor Regulation, Director 85/04/23 12pp 30163*311- 
30163 322 

6505020205 Submits fee for technical evaluation rept for defueling canisters, per 060409 
request for review 

STANDERFER.F R General Public Utilities Corp • GPU Service Corp. B5/04/24 
DIQGS.RM License Fee Management Branch Ip 30106 357-301 06*357 

8S0B030047 Forwards corrected Page 48 2 of Recovery Operations Plan Change Ap 
proval 26 issued on 850412 

TRAVERS.W D TMI Program Office 85/04/24 STANDERFER.F. General Public Utili- 
ties Corp - GPU Service C<^rp 3pp 30161 361-30161 363 

8505020487 Forwards NRC comments re 850114 fuel handling senior reactor operator 
training program Areas requinng addi Info to complete review & approval of plan Iden- 
tified, 

TRAVERS.W 0 TMI Program Office 85/04/25 STANDERFER.F R. General Public 
Utilities Corp - GPU Service Corp 4pp 30141 119 30141:122 

0505010382 Forwards Rev 3 to SD 3526 004, “Sys Description for Auxiliary Bldg Emer- 
gency Liquid Cleanup Sys (EPICOR II),” annual update per 020204 Itr. 
STANDERFER.F.R Genera) Public Utililies Corp - GPU Service Corp 85/04/20 
SNYDER.BJ TMI Program Office Ip 30090,113-30090197 

-85050103B8 Rev 3 to "Sys Description for Auxiliary Bldg Emergency Liquid Cleanup 
Sys (EPICOR il)," 

LOOHAUEL.TD, HOFSTETTER.K J,. WARREN.RP General Public Utilities Corp - 
GPU Service Corp. SD-3526 004 R3 85/04/17 e4pp 30090 114 30090 197 

8505010466 Forwards.for review & approval, Rev 4 to, “Technical Evaluation Rept for 
Defuelir>g Water Cleanup Sys " including revs to sys descriptions for defueling water 
cleanuD for reactor vessel & fuel transfer canal 

STANOERFER.fr General Public Ulilities Corp. - GPU Service Corp 85/04/26, 
SNYDER.BJ TM! Program Office 2pp 30090-337-300fi1 052 

-B505010472 Rev 4 lo 'Technical Evaluation Repl for Defueling Wafer Cleanup Sys,” 
BOLDT.G K , SM)TH.E T. General Public Ulililios Corp - GPU Sorvice Corp 15737-2- 
G03-106 R04 85/04/18. 20pp 30090339-30090,358 

-8505010475 Rev 3 to "Sys Description for Defueling Water Cleanup Reactor Vossot 
Cleanup Sys (EGA 3525-84-004 1).'^ 

BOLDT.G K , MAYS.R L General Public Utilities Corn - GPU Service Corp 16737-2- 
M72.DWC01 R3 85/03/19 33pp 30090.359-90091.029 

-B505010479 Rev 3 to "Sys Oescriplion for Defueling Water Cleanup Fuel Transfer 
Canaf/Speni Fuel Pool Cleanup Sys (EGA 3526 84 0041).” 

BOLDT.G K., MAYS.R L General Public Ulilities Corp. - GPU Service Corp. 16737-2- 
M72-DWC02 R3. 85/03/19 23pp 30091.030-30091.052. 

8505060033 Remits fee for 850410 application for annual update lo aya doacrlptlon for 
mini OHR sys 

STANDERFER.F.R General Public Utilities Corp - GPU Service Corp 85/04/26 
0IGGS,R.M License Fee Management Branch Ip 301 57 237-30157*23/. 


8505240022 Responds to commonla In NRC 850322 Ur re 040409 request for rollof 
from inservice Insp lest requirements for Category B & C valvos Revised Table 1, Sec- 
tion A.re valves In ays out of sve during recovery period end. 

STANDERFER.fr General Public Jtlllties Corp • GPU Sorvice Corp 85/05/07 
SNYDER.BJ TMI Program Office 7pp 30562*323-30662 329 

850B 130398 Submits TMI 2 safety advisory board (SAB) statement provided after NRC 
Advisory Panel for Decontamination of TMI-2 05041 1 meeting as part of rept on TMI-2 
SAB 65041 1-12 meetings Statement re quality of recovery work included 
CLARK.PR. General Public Utilities Corp. - GPU Service Corp 05/05/08 
DENTON.HR Office of Nuclear Reactor Regulation, Director 2pp 30275 334- 
30276 335 

8505170185 Requests fee for 850208 updated SER for reactor bldg decontamination & 
dose reduction activities 

DIGGS.R.M License Feo Management Branch 85/05/10 STANDERFER.F R Gener- 
al Public Utilities Corp. - GPU Service Corp Ip 30484.315-30484.31 5 

8506200055 Forwards Rev 0 to “DIv Sys Descriplion for Reactor Bldg Sump Recircula- 
tion Sys” lo assist in review of Tech Spec Change Request 46 Section 1 6 3, “Elec 
tile Power,” provides clarification ref In response to Question 6 
STANDERFER.F R General Public Utilities Corp • GPU Service Corp 05/05/14. 
SNYDER.BJ, TMI Program Office Ip. 30466 043-30466 058 

-8605200060 Rev 0 lo "Div Sys Description for Reactor Bldg Sump Recirculation Sys.” 
SHEARER,B . GALLAGHER, A E. General Public Utilities Corp - GPU Service Corp, 
SD 3610 012 ROD Q5/02/14 15pp 30466.044-30466 058 

0505210118 Fonwards responses lo questions re 850408 equipment hatch removal 
SER Removal of airlock evolution may be unnecessary Requests approval to remove 
airlock barrel on contingency basis 

STANDERFER.fr General Public Ulilities Corp • GPU Service Corp 86/05/15 
SNYDER.BJ TMI Program Office 3pp. 30494*097-30494 099 

8505300629 Forwards partial exemption from requirements of 10CFRS0 54(a) & environ 
essessmenl.per 830411 request 

SNYOER.0 J. TMI Program Office 85/05/16 STANDERFER.F R. General Public Utili- 
ties Corp, - GPU Service Corp. 2pp 30652 106-30652.115 

-0505300634 Partial exemption from 10CFR50 64(a) requirements re incorporating QA 
program revs into FSAR 

DENTON.HR, Office of Nuclear Reactor Regulation. Director, 85/05/16 General 
Public Utilities Corp. - GjPU Service Corp 4pp 30652*108-30652.1 11, 

-0505300636 Environ assessment & notice of finding of no significant impact re 83041 1 
request for partial exemption from FSAR QA plan update requirements of 
H)fcFR50.54(a). 

SNYDER.BJ TMI Program Office. 85/05/16 4pp, 30652.112-30652 115. 

8505230432 Notifies that 850602 expected response to Generic Ltr 84-15, “Diesel Gen- 
erator Reliability,” will be submltled by 850630. Add) lime required to develop thor- 
ough 5 accurate response 

STANDERFER.F R, General Public Utilities Corp, - GPU Service Corp 85/05/17 
SNYDER.BJ TMI Program Office Ip. 30531 221-30531 221 
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8505300037 Forwards Rev 3 to SER for operatjon of internal indexing fixtero (IIF) proc- 
essing sysRev modifies Sociions 1 1 & 34 to reflect that IIP processing can be uti 
llzed lollowinq plenum assembly removal 

STANDERF^.FR General Public Utilities Corp - GPU Service Corp B5/05/17 
SNYDER.B J TMI Program Office 2pp 30624 079 30624 097 

“8505300041 Rev 3 to "TMI-2 Div SER for Operation of Internal Indexing Fixture Proc- 
essing Sys " 

BOLDT.GK, WILLIAMS, DS General Public Ulilillos Corp - GPU Service Corp 
15737-2-007-103 R03 B5/05/08 17pp 30624 OB 1-30624 097 

85053101 QO Responds to 850510 Itr re application fee for 050200 SER on reader bldg 
daconlaminatlon & dose reduclion activities Fee not required per 10CFR170 12(c) & 
170 21 

STANDERFER.fr General Public Ulilllies Corp GPU Service Corp 85/05/17 
DIGGS, R M License Fee Management Branch 3pp 30641 120 30641 122. 

8505230143 Forwards Rev 2 to "SER for Early Defueling of TMI-2 Roactor Vessel" 
SER addresses Initial phase of defueling Revised total dose estimate will be available 
prior to atari of defueling Fee paid 

STANDERFER,F R General Public Utilities Corp - GPU Service Corp 05/05/20 
SNYDER.B J TMI Program Office 2pp 30533 287-30533 36 U 

“8505 230 174 Rev 2 to "SER for Early Defueling of TMI-2 Reactor Vessel " 

BOLDT.G K , SMITH.ET General Public Utilltlos Corp • GPU Service Corp 15737-2- 
G07-100 R02 85/03/05 73pp 30533 289 30533 361 

8505280240 Advises that application fee nol required for utit 641031 submillal, "Con 
fainmenl fsolalion Valves ’ Tables will be Included in NRC amend of order clarifying 
previous NRC order.excludfng containment penetrations from definition 
STANDERFER.fr General Public Utilities Corp - GPU Service Corp 85/05/21, 
DIGGS, R M License Fee Management Branch 2pp, 30571*154-30571 155 

8505310162 Responds to request for exemption from 10CFR170 foe requiroments due 
to undue financial burden & diversion of funds required for safe & expedilioua facility 
cleanup Request to waive afl fees denied on 850426 

DIRCKS.W J. Office of the Exoculive Director for Operations 85/05/22 
STANDERFER.F R General Public Utililies Corp - GPU Service Corp 2pp 
30070 333-30670 334 

8505210106 Generic Ltr 05 08 to at! holders of CPs 8 OLs re 10CFR20 408 termination 
reptB - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30682 282-30682 301 

8505210131 Generic Ltr 85-10 to all B&W PWR licensees & applicants re Tech Specs 
for Generic Ltr 83-28, Items 4.3 & 4 4 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 16pp 30070 335 30670 349 


Q. Inspection reports, IE Bulletins & correspondence 


8505290145 Responds to violations noted in Insp Ropt 50 320/85-01 Corrective 
actions review of major plant oloctrlcal busses, unit substations & motor control ctrs 
conducted to determina if similar tOQging problems existed 

STANDERFER.F R General Public Utilities Corp GPU Service Corp 85/05/03 
WURLEY.TE Region 1 . Office of Director 4pp 30619 359 30610.362 

6505130309 Forwards Insp Rept 50-320/65 OB on 850301-0410 & notice of violatior) 
TRAVERS.W D TMI Program Office 85/05/06 STANDERFER.F R General Public 
Utilities Corp - GPU Servica Corp 2pp 30276 090 30276 113 

•»6505130318 Nolico of violation from Insp on 050301-0410 
• TMI Program Office 85/05/06 Ip. 3()275 1 00 30275 100 

“8605130325 Insp Rept 50 320/85-08 on 850301-0410 Violation noted failure to 
comply w/prooedures re ventilation sya mainl practices 

COC3K.R. MOSLAK.T, BELLJ Region 1, Office of Director 85/05/01 13pp 
30275 101-30275113, 

6S05240022 Responds to commenta In NRC 650322 ltr re 610409 request for relief 
from irtservlc© Insp test requirements for Category S & C valves Revised Table 1, Sec- 
tion A.re valves In sys out of sve during recovery period end 
STANDERFER.fr General Public UlilJlies Corp - GPU Service Corp 65/05/07 
SNYDER.B J TMI Program Office. 7pp 30562 323 30562 329 

6505060418 IE Info Notice 81-52,Supp) 1, "Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors " 

JOROAN.EL Divisior) of Emergency Preparedness & EnginBerIng Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc 10pp 30615 338 
30615 347 

8505150546 Ack racolpt of 8S0415 Itr & $100,000 In partial payment of civil penalties of 
$140,000 proposed by NRC 030722 Ur GPU sent partial payment of $10,000 w/ 
810802 Itr 

AXELRAD.JA Enforcement Staff 85/05/08. SMITH, FJ Metropolitan Edison Co 2pp 
30422 362-30422 363 

8605160557 Ack receipt of 85041 S Ur in response to 830722 notice of 
vIolatiort.Correclive actions will be examined during future Insps 
AXELRAD.JA Enforcement Staff 85/05/08 CLARK, PR General Public Utllillos 
Corp - GPU Service Corp 2pp. 30416 362-3D416 363. 

8605130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill- 
alone 2 “ Sve fist end 

JORDAN.EL Division of Emergency Preparedness & Enginsering Response (Post 
830103). 85/05/14 Yankee Atomic Electric Co 4pp 30046 272-30849 01 4. 

8605200186 IE Info Notice 85 038. "Loo so Parts Obstruct CRD Mechanism " 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 05/05/21. Consolldalsd Edison Co of Now York, fne 4pp 30667 356- 
30667 369 


8505090320 FOIA request for all memos written by NRC during or since 1903 re listed 
LERs&TMl SALP rept 

BARFIELD,K Critical Mass Energy Project 04/07/23. FELTON.J Division of Rules 
ar>d Records 6pp 30248 028-30248 033 

8505170080 Partial response to FOIA request for NRG memos during or since 1983 re 
96 LERs or TMI SALP ropt Documents lislod In App A end Documents (istod In App B 
available in PDR.Soarch for add! records continuing 

FELTON.J M Division of Rules and Records 84/09/14 BARFIELD, K Crdicaf Mass 
Energy Project 10pp 30473 318 30474.180 

^8505170198 Informs that SALP rept will be delayed Staff currently responding to Com 
mission request for review of & response to Ofc of Investigations rept SALP schedule 
Issue will bo considered upon completion of Commission paper 
BARRETT.LH TMI Program Office. 83/10/06 MURLEY,TE Region 1, Office of Dl 
rector. Ip. 30474. 140-30474- 147 


R. Periodic operating reports & related correspondence 

B50S100324 "Ecological Study of Susquehanna River Near TMI Nuclear Station, Annual 
Ropt for 1904 

* tA Engineering, Science & Technology, Inc GPU42F 84/12/31 366pp. 30264 001- 
30265*005 

8505100371 "1084 Radiological Environ Monitoring Rept" W/850430 Ur. 
HEWARD.RW. General Public Utillllea Corp • GPU Service Corp 84/12/31 
MURLEY.T.E. Region 1, Office of Director 237pp 30238 001-30238 230 

8505060455 Forwards TMI Program Ofc weekly status ropt for wk of 850422 28 
TRAVERS, W.D. TMI Program Office 05/04/20 DENTON, H R Office of Nuclear Re- 
actor Regulation. Director SNYDER.B J TMI Program Office 3pp 30185 327- 
30185 329. 


“8505170318 Summary of 840214 mealing w/Region I re SALP schedule, training 
budget & 1984 Insp program Results affeclTng listed items end 
FASANO.A N NRC • No Detailed Affiliation Given 84/02/18. BARRETT.LH TMI Pro 
gram Office. 7pp 30474’242-30474'248 


8505140539 Forwards "TMI Aquatic Study Monthly Rept for Mar 1985 " 

RESSLER.W.C General Public Utilities Corp • GPU Service Corp 85/05/02 
HICKEY.C NRC - No Dolellod Affiliation Given, Ip 30390 346 30390 350 


8505090329 Further response to FOIA request for ell memos written by NRC during or 
since 1 983 re 96 LERs & SALP for TMI.Forwards documents listed In Apps A,B & 
C Documents also placed In PDR 

FELTON.J M Division of Rules and Records, 84/10/02 BARFIELD, K Critical Mass 
Energy Projocl 6pp 30248.034-30248.046 


8505090531 FOIA request for "IE Inspectors Alleged Failure to RepI Info re 790328 
Hyrogen Explosion at TMI-2," rept of Invesligalion 

DIBBLE, C 8. LeBoouf, Lamb, Lelby & MacRae 04/12/10 FELTON, J.M. Division of 
Rules and Records Ip 30257 166-30267.166 


8505090549 Responds to FOIA request for "IE Inspectors Alleged Failure to Rept Info 
ro 790328 Hydrogen Explosion at TMI-2," rept of investlgallon Forwards rept Rept 
also available in PDR. , . 

FELTON.J M Division of Rules and Records. 84/12/28 DIBBLE.CB LoBoeuf, Lamb, 
Lelby & MacRae Ip 30257.167-30258 054. 

“SS05090665 "IE Inspectors Alleged Failure to Rept Info ro 790328 Hydrogen Explo- 
sion at TMI-2." rept of Investigation ^ ^ 

FORTUNA.RA, GAMBLE.D.H, Office of Inspector & Auditor. 81/01/07, 247pp 
30257; 168-30268.054. 


“8505140640 "TMI Aquatic Study Monthly Rept for Mar 1065 " 

• EA Engineering, Science & Tochnology, Inc 85/03/31. 4pp 30390,347-30390 350 

8605160147 Submits TMI Program Ofc weekly status rept for wk of 850420 0506. 
TRAVERS, W.D TMI Program Office. 85/05/06 DENTON.HR Office of Nuclear Re 
aclor Regulation, Director SNYDER, 8.J. TMI Program Office. 6pp. 30449 276- 
30449*280 

8606240096 Submils TMI Program Ofo weekly status rept for wk of 050506-12 
TRAVERS.WD TMI Program Office. 8S/0S/13. DENTON.KR, Office of Nuclear Re- 
actor Regulation, Director SNYDER, 6 J TMI Program Office 4pp 30576 225- 
30576 228 

8605310095 Submits TMI Program Ofc weekly status ropt for 850513-19 
TRAVERS.W.D TMI Program Office 85/0S/20. DEfTTON.H.R. Office of Nuclear Re- 
ader Regulation, Difacior. SNYDER, BJ TM! Program Office 4pp 30670 319 
30670.322 


S. Reportable occurrences, LERs & related correspondence 


8504260462 IE Info Notice 05 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping" Svo list end. , . r, . , ^ * 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30. Consolidated Edison Co of Now York, fnc. 107pp 30115.185- 
30115 291. 


8604250455 IE Info Notice 85-035, "Failure of Air Check Valves to Seat" Svo list end 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
030103) 86/04/30 Consolidated Edison Co. of Now York, Inc. 108pp. 30116.077- 
30115:184 


8605090531 FOIA request for "IE Inspectors Alleged Failure to Hepl Info re 790328 
Hyrogen Explosion at TMI-2," rept of Investigation, 

DIBBLE, C.B. LeBoeuf, Lamb, Lelby & MacRae. 84/12/10. FELTON, J M Division of 
Rules and Records, ip. 30257.168-30267:166 

8506090549 Responds to FOIA request for "IE Inspectors Alleged Failure to Rept Info 
re 790328 Hydrogen Explosion at TMI'2," rept of Investigation Forwards repLRept 
also available In PDR 

FELTON. J.M, Division of Rules and Records. 64/12/20, DIBBLE, C.B. LeBoeuf, Lamb, 
Lelby & MacRae Ip 30267*167-30258 054. 
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-85C509-&555 “IE Inspectors Aireged Failure to flepl Info re 790328 Hycfrogen Expio 
Sion at TMV2,’' rept of Investigation 

FORTUNA.RA. GAMBLE.DH Office of fnspector & Audilor ai/01/07 247pp 
30257 10830258054 

85050604 IS LER 85 006 00 on B50327,adrnmi5t/alivo discrepancy discovered re operat- 
ing procedure for isolation valve HR'\/-20E Caused by typo & personr^e! error RR^V- 
20E declared inoperable & valves closed W/850425 Itr 

WELLS.H D, STANDERFEfl.FR General Public UUlities Corp - GPU Servfco Corp 
85/04/25 5pp 30183119 60183 123 

8505170333 LER 84-017 02 on e41024,degradati:on of sections of flood protection dike 
submerged toe identified by pole sounding method Followup sonar insp indicated very 
minor dearadation Caused by large ico flows V\//B50426 Hr 

AUGER JC, STANDERFER.Ffl General Public Ulililies Corp - GPU Service Corp 
85/04725. MURLEYJ.E Region 1 . Office of Director 4pp 30465 254-30465 257 

8SD52 10347 PNO-TMI B5 004 on 85051 5, upper plenum assembly removed from TMI 2 
reactor vessel & placed in storage Removal will permit unobslructed access to core 
region for defualing Pefueling scheduled to commence in Sept 1985 
MOSLAK.T, COWG!LL,C. TRAVERS, W TMI Program Office 05/05/15 Ip 
30495170-30495.170 


T. Hearing transcriple on non-antllrust matters 

fiSOSO&OOSQ Transcript of Advisory Panel for Deconlaminatlon of TMI Unit 2 650411 
meetmg in Lancaster, PA Pp M49 Supporting documenialion cincl 
* Adidsory Council for D aeon I a ml mail on of TMJ Unit 2 05/04/11 200pp 30185 1 13 
30185 301 


V. Operator Examlnallons 

8505020487 Forwards NRC commonis re B50114 fuel handling senior reactor operator 
training program Areas requiring addi info to complete review £ approval of plan iden- 
tified 

TRAVERS, WD TMI Program Office 85/04/25 STANDERFER,FR General Public 
Utilities Corp * GPU Service Corp 4pp 30141,119-30141.122 


DOCKET 50-321 EDWIN I, HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

850S 070315 Provides supplemental responses to five open items Identified In 850227 
SER in response to Rev 2 to Reg Guide 1 97 .Including addI justification for adequacy 
of Instrumental ion described in 640221 Itr 

GUCWA.LT Georgia Power Co. 85/04/29. STOLZ,J.F- Operating Reactors Branch 4 
Spp 30178166 30178 170 

8 S 05030274 Revised omergoncy plan Implementing procoduroa, including Rev 0 to 
63EP-EIP-Q01-0 re spill prevention control & Rev 0 to 63EP-EIP.002-0 ro radlofoglcal 
event W/8SO430 Hr 

SOflRELL,E C. Georgia Power Co 85/04/30 902pp 30121.335-30124 1S6 

S505Q70113 Ramils fee Inadvertently omitted from 850322 application for scheduler 
roliel from emergency operating procedure training & detailed control room design 
review requirementa.per 10CFR170 

GUCWApLT Georgia Power Co 85/04/30 STOUZ.JF Operating Reactors Branch 4 
Ip 30172 285-30172 285 

8505140267 Requesls payment of fees for 850404 appHcaOon for relief from certain 
ASME Coda requiremenle & 850416 application for schedular exemption for outage 
related App R mods per 10CFR170 

DIGGS, R.M License Fee Management Branch 85/05/03 BECKHAM, JT Georgia 
Power Co Ip 30389 339 30389 339. 

5505200381 Rev 0 1o Radiation Protection Procedure 62RP RAD 003 OS, "Use & Care 
of Respirators'' & transmittal form for deleted Rev 20 to HNP-8010 W/050514 Itr 
SORRELL, EC Georgia Power Co 85/05/14 51pp 30466 324-30466360. 

6605300667 Forwards exemption to schedular requirements of 10CFR50 48. extending 
deadllno until 661130 for Instaliallon of mods to fire protection sys,ln response to 
660416 request. 

STOLZ.JF Operating Reactors Branch 4. 85/05/14 BECKHAM.JT Qeorglft Power 
Co. Ip 30652 080-30662 087. 

-8505300673 Forwards FR notice of exemption to scheduler requiremenls of 
1 0CFRBO 48,extendln9 deadline until 661130 for installation of mods to fire protection 
sys. 

* Operating Reactors Branch 4 85/05/14, Docketing & Services Branch 2pp 
30652.081-30852 082 

-8505300600 Exemption to schedular requirements of 1QCFR504B,extendin9 deadline 
until 861 130 for installation of nods to fire protection ays 

DENTON, HR. Office of Nuclear Reactor Regulation, Director 85/05/14 Georgia 
Power Co 6pp 30652.083 30852.087. 


J, Insurance & indemnity Information 

B50S080305 Forwards Endorsements 79 & 76 to MAELU Policy MF'7& & Endorsements 
95&96 1o NELiA Policy NF215 

DUCK,J R. Marsh & McLennan, inc 85/05/01. SALT2MAN,J Assistant Director lor 
State & Licensee Refalions 5pp 30202:326-30202 330. 


P. Operating license stage documents & correspondence 

6606150001 Fuflher response to FOIA request for documents from INPO &. NRC that 
desenbe .analyze or evaluate INPO role or procedures in reporting Info to NRC App A 
documents end App B documents segregated & alt facCuat portions released 
FELT0N.JM, Division of Rules and Records 84/11/21 TOTTEN.T Critical Mass 
Energy Project 4pp 30417:001-30417:193. 


-8505150051 “Evaluaijon of Hatch Nuclear Plant, Georgia Power Co " 

Mnstitule of Nuclear Power Operations 83/05/31 30pp 30417 237-30417 275 

8504170547 Forwards monthly status rept on plant-specific backfitting activities current 
through 85030BNine of IS SER open items resolved prior to appeal meetings SER 
scheduled for completion on 650329 

CRUTCHFtELD.D Assistant Director for Safely Assessment. 85/03/18 
THOMPSON,HL Division of Licensing 65pp 30161 182-30161 246 

8505070321 Informs that, based on analysis of cable tray supports & shared slruc- 
tU'rGS,374 of 463 supports evaluated meal FSAR criteria & remaining 89 meet oper- 
ability criteria Schedule for modifying supports which do not meet FSAFi criteria end 
GUCWA,LT Georgia Power Co 85/04/30 STOLZ.JF Operating Reactors Branch 4 
3pp 30178 1 73-30178 175 

0504290442 Generic Ltr 85-07 to all operating reactor licensees re implementation of 
fnlegrated schedules for plant mods Sve list end 

THOMPSON.HL Division of Licensing 85/06/02 Consolidated Edison Co of New 
York. Inc 22pp 3021 S 149-30218 170 

65052305B9 Advises that 8AIC-85/1519 2, "Review of Licensee & Applicant Responses 
to NRC Generic Ltr 83-28,*’ technical evaluation rept incomplete in four eroas 
evaluated Requests cooperation in obtaining addi info to complete review 
STOLZ,JF Operating Reactors Branch 4 8S/05/03. BECKHAM.JT. Georgia Power 
Co 2pp 30545 236 30545 251. 

-6505230594 "Revlow of Licensee & Applicant Responses to NRC Generic Ltr 83 28 
(Required Actions Based on Generic Implications of Salem ATWS Events), Hem 1 2, 
'Post-Trip Review & Data & Info Capabliilies,* for El Hatch Nuclear PlanLUnits 1 & 2" 

• Science Applicaliona International Corp. (formerly Science Applications, Inc ). NRC- 
03 02-096 SAIC05/t519 2 85/05/03 NRC - No Detailed Affiliation Given. 15pp 
30545 237-30545‘251. 

6505140335 Forwards response to Generic Ltr 04-23. "Reactor Vessel Water Level In 
atrumentation in BWRs.'^ Plan & schedule for addressing NRC position on Inadequate 
core cooling Instrumentation per NUREG-0737,jtBm II F.2 deacrioed 
GUCWA.LT, Georgia Power Co 85/05/06 STOLZ.J F Operating Reactors Branch 4. 
6pp 30375 010-30375-015 

8505160249 Informs that Ofc of FR requested to publish environ assessment & finding 
of no significant impact re 850416 request for schedular exemption from requirements 
of 10CF^50 40 

RIVENBARK.G. Operating Reactors Branch 4 85/05/07 BECKHAM, J.T Georgia 
Power Co 2pp 30450 275 30450 281 

-8505160269 Notice of Issuance of environ assessment & finding of no significant 
impact re 850416 request for schedular exemption from 10CFR50 48 requirements 
LAINAS.G C. Operating Reactors Branch 4 85/05/07 Spp 30450 277-30450'281 

8505240053 Responds to NRC 850404 request for addi info re small break LOCA 
drywell temp profiles used for environ qualification of electrical equipment Curves & 
rent desenbing methodology used in generating curves, transmitted w/840224 Itr 
GUCWA.LT. Georgia Power Co. 85/05/10. STOLZ.J F Operating Reaciofs Branch 4 
3pp 30562*171-30562-173 

8505280100 Informs of completion of review of 650404 request for relief from ASME 
Section XI Code for leak testing MSIVs.Request acceptable Safety evaluation end 
STOLZ,JF. Operating Reactors Branch 4 85/05/10 BECKHAM.JT. Georgia Power 
Co 2pp. 30607:039-3b607-041 

-85052B0121 Safety evaluation supporting, relief for 16 MSIVs from 1980 edition of 
ASME Section XI Code requiring Increased frequency of leak rate testing based on 
leak rate trending of 6-inch larger valves 

* Office of Nuclear Reactor Regulation, Director 65/05/10 Ip 30607.04 1 -3060 7‘041 

BS05220028 Fonvards supplemental info on seismic design of structures & 
equipment, per NRC 850402 request 

GCHjWA.LT Georgia Power Co 85/05/13 STOLZ.J F. Operating Reactors Branch 4 
87pp 30519 030*30519.124. 

8505300319 Requests payment of application fee for 840910 request for extension of 
completion dates for plant mods for Mark I containment tong-term program 
DIGGS, RM License Fee Management Branch 85/05/20. BECKHAM. J.T. Georgia 
Power Co. Ip. 30651 •362-30851 -352 

8505210106 Generic Ltr 85-00 to all holders of CPs & OLs re 10CFR20 408 tarminalion 
repts - formats, 

THOMPSON, H L. Division of Licensing 85/05/23. Consolidated Edison Co of New 
York, Inc. 20pp, 30662 2&2'80682.301 . 


Q. Inspection reports, IE Bulletins & correspondence 

8505170479 Forwards Insp Repts 50-921/64-51 & 50-366/84 51 on 841217-10.No vio- 
lation noted Requatificallon training program efficiency could be improved for safe & 
efficient operation 

OLSHINSkl.J.A, Region 2, Office of Director. 85/02/07 KELLY.R J. Georgia Power 
Co 2pp 30463;344-S0463“354 

-8505170491 Insp Repts 50-321/84-51 & 60-366/04-61 on 841217-18 No violations or 
deviations noted, Major areas Inspected: licensed operator requallficallort 
program Recommendations for frnprovement end 

BROCKMAN.K , FALCONER, D , STADLER.D, Region 2, Office of Director. 85/01 /30. 
9pp. 30463:346-30463 354. 

8606200102 Forwards Insp Repts 60-321/85-07 & 50-366/05-07 on 860205 07 & notice 
of vlofatlon 

WALKER, R, a Region 2, Office of Director. 86/04/01. KELLY, R.J Qeorgfa Power Co 
4pp 30486:167-304&6:170, ^ 

-8505200113 Notice o( violallon from Insp on 650206-07. 

• Region 2, Office of Director, 85/04/01 2pp. 30466.161-30486*162. 
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‘■8505200125 Insp Repts 50 321/05 07 & 50-366/05 07 on 850205 07 VrolaKons 
noted failure to implement NUREG 0737 requirements for mitigating core damage 
training & feedback of operating experience to plant staff 

FALCONER.DP, POERTNER.K , BROCKMAN. KE Region 2, Office of Director 85/ 
03/15 Gpp 30406 163.30406170 

6505200603 Ack receipt of 65031 1 Ur Informing NRG of steps taken to correct violations 
noted In Insp Repts 50.321/85 01 & 50 366/65.01 

BROWNLEE, VL Region 2, Office of Director 85/04/01 KELLYgR J Georgia Power 
Co Ip 30487 321-30487 323 

-8505200500 Responds to NRC 850215 Ur re violations noted in Insp Repts 50 321/05- 
01 & 50 366/05-01 Corrective actions responsible supervisors reprimanded & periodic 
Informal review of records will bo conducted by mat 

GUCWA.lt Georgia Power Co 85/03/11 GRACE.JN Region 2. OJfice of Director 
2pp 30487 322-30467 323 

8605210087 Forwards Exam Ropt 50-321/OL 85 01 of exam adminislored on 050311- 
14 

BROWNLEE, VL Region 2. Office of Director 85/04/00 KELLY.RJ Georgia Power 
Co 2pp 30512 001-30512 269 

-8506210098 Exam Ropt 50 321/OL.05'01 on 850311.14 Exam resullsall candidales 
passed replacement exams & four senior reactor operators & fire reactor operators 
passed re qualification exams 

BROCKMAN.KE, WILSON,B,A Region 2. Office of Director 85/04/02 267pp 
30512 003 30512 209 

6585220338 Ack receipt of 650327 Ur informing NRC of steps taken to correct violations 
noted In Insp Repts 50 321/85 02 & 50.366/85.02 

WALKER.RD Region 2, Office of Director 85/04/10 KELLY.RJ Georgia Power Co 
1p 30530 314-30530 332 

-8505220339 Forwards fnsp Repts 50*321/05 02 & 50-366/85.02 on 041221-850120 & 
notice of violation 

WALKER.R D Region 2, Office of Director 65/02/25 KELLY.R J Georgia Power Co 
2pp 30530 323 30530 332 

-8505220341 Notice of violation from Insp on 041221-850128 
" Region 2, Office of Director 85/02/25 2pp 30530 325-30530 326 

-8505220343 Insp Ropls 50 321/85-02 & 50-366/06 02 on 841221*850120 Violations 
noted startup of Unit 1 w/only six automatic depressurization sys valves 
operablo.noncompliancG w/Toch Spec 6 8 1 & failure to perform survelllanco per Tech 
Specs 

CRLENJAK.R V , HOLMES.RAY.P , PANCIERA.V W Region 2, Office of Director 65/ 
02/20 6pp 30530-327-30630 332 

8505200360 Forwards Insp Repls 50 321/85 09 & 50-365/85.09 on 850223 0324 0 
notice of violation 

WALKER.R D Region 2, Office of Director 85/04/22 KELLY, R J Georgia Power Co 
2pp 30407 073-30487 083 

-8505200375 Notice of violation from insp on 850223-0324 
* Region 2, Office of Director 85/04/22 3pp 30407 075 30407 077 

-8505200380 Insp Repts 50-321/85 09 & 50 366/05 09 on 850223 0324 Violation 
noledJalluro to estabush procedures as required per Tech Spec 6 8 1 & failure to cor- 
rect reactor vessel temp aprossuro curves for fluonce 

RAYHOLMES.P, BROOKS.C, PANCIERA.V W Region 2, Offico of Director 85/04/ 
10 6pp 30487 078-30487 083 

850S200005 Forwards Insp Repts 50 321/85-11 & 50-366/85-11 on B50409 12 No vio- 
lations or deviations noted 

BROWNLEE.V L Region 2, Office of Director 05/04/24 KELLY.RJ. Georgia Power 
Co Ip 30406187-30480 200 

-8505200000 Insp Repts 50 321/05-11 & 60 366/85-11 on 050409-12 No violation or 
deviation noted Major areas inspocted.lnsorvico insp.lE bulletins.inspector followup 
Items & llconseo action on previous enforcement matters 

CROWLEY.B R . NEWSOME.R W , BLAKE J J Region 2, Offico of Director 85/04/22 
13pp 30486108 30486 200 

8505170662 Ack receipt of 850320 Ur informing NRC of steps taken to correct violations 
noted In Insp Repts 50-321/84-47 & 50 366/84 47 

GRACE.J N Region 2. Office of Director 85/04/26 KELLY, R J Georgia Power Co 
2pp 30400 080-30486 084 

-B5051706S6 Responds to NRG 850227 Ur re violations noted In Insp Repts 60 321/04- 
47 & 50-366/04 47 Corrective actions liquid radwaste effluent monitors 

jocalibr Setpoints will be kept at values consistent w/reestablished correlolloni factor 
GUCWA,L t Georgia Power Co, 85/03/29 GRACE.J N Region 2, Office of Director 
3pp. 30466 082-304BB 084 

6S0 4 260462 IE Info Notice 85 034, ''Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping ” Sve fist end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York. Inc 107pp 30115*105- 
30115 291 

6504260456 IE Info Notice 85-035, "Failure of Air Chock Valves lo Seal " Sve list end 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc fOOpp 30115 077- 
3O115‘104 

6506240016 Submits clarification of 850416 response to allegation re utit not using au- 
thorized nuclear inspector (ANI) for weld repair activities QC provides essentially same 
function as ANI 

QUCWA.LT Georgia Power Co. 05/05/03 STOLTZ.JF. Operating Reactors Branch 
4, Ip 30562 322-30662 322. 

6505060418 IE Info Notice 84.52,Supp! 1, "Inadequate Mali Procurement Controls on 
Par! of Licensees & Vendors " 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/08. Consolidated Edison Co of New York, Inc lOpp 30616 338- 
50616 347 


R. Periodic operating reports & related correspondence 


8505210590 Forwards "Annual Environ Surveillance Rept for 19D4 " 

NlX.HC Georgia Power Co 05/03/30 Region 2, Office of Director Ip 30516 030 
30516 173 


8605170100 Monthly operating ropls for Aar 1985 W/850507 Ur 
MCBAY.MG , NlX.HC Georgia Power Co 85/04/30 12pp 30465 296-30465 307 


S. Reportable occurrences, LCRa & related correspondence 

8505010065 Forwards figure that replaces & corrects error in value of heat transfer co 
officiant listed w/Curve 2 in Figure 2 io 850212 SER re repairs of cracks in primary 
sys piping & core spray spargers Correction does not change SER conclusions 
STOLZ.JF Operating Reactors Branch 4 05/04/15 BECKHAMJT Georgia Power 
Co 3pp 30099 130 30009 132 

8605020238 LER 65-01 5-00 on 850321, discovered that isolation logic for reactor bldg 
supply fan discharge inboard isolation damper (T41 F011A) incorrectly wired Cause 
unknown Wiring corrected Investigation coritinuing W/050419 Mr 
TIPPS, SB, NlX.HC Georgia Power Co 85/04/19 3pp 30119 024 30119 026 

8S05020299 LER 85 012 00 on 650324, reactor water cleanup primary containment Iso 
lation valves closed due to leak detection isolation signal Manual isolation valves 
replacGd W/850419 Ur 

TIPPS.SB, NlX.HC Georgia Power Co 85/04/19 3pp 30117 313 30117 315 

8505000572 LER 85 019 00 on 050403 & OS.roactor water cleanup (RWCU) sys pump 
suction primary containment vatvea 1G31 F001 & 1G31.F004 isolated three 
llmea.Caused by high ambient temp In RWCLf Pump Rooms 1A & 1DW/05O5O2 Kr 
TtPPS.S B , NlX.H C Georgia Power Co 85/05/02 4pp 30232 052-30232055 

6596290575 LER 85 020 00 on 8504 IS.speclal purpoBO procedure directing ImpCementa- 
lion of direct conversion reactor on plant standby gas treatment sys in violation of 
Tech Specs Caused by inadequate technical review of procedures W/858514 Hr 
TIPPS.S B . NlX.H C Georgia Power Co 85/05/14 3pp 30818 100 30618102 


V. Operator Examfnatlons 

8505170479 Forwards Insp Repls 50-321/84 51 & 50 366/04-51 on 841217-18 No vio- 
lation nolod Requalificalion training program efficiency could bo improved (or safe & 
©fficlonl operation 

OLSHINSKfJA Region 2, Offico of Director 85/02/07 KELLY.RJ Georgia Power 
Co 2pp 30463 344-30463 354 

-0505170 491 Insp Repts 50 321/84 51 & 50-366/84-51 on 841217-10 No violations or 
deviations noted Major areas Inspected* licensed operator re qualification 
program Recommendations for improvement one! 

BROCKMAN.K , FALCONER.O . STAOLER.D Region 2. Offico of Director 05/01/30 
9pp 30463 346 30463 354 

8505210087 Forwards Exam Ropt 50*321/0185 01 of exam administered on 850311- 
14 

BROWNLEE.V L Region 2, Office of Director 85/04/08 KELLY.RJ Georgia Power 
Co 2pp 30512 001 30512 269 

-8505210090 Exam Ropt 50-321/OL-05 01 on 85031 1-14 Exam resullsall candidales 
passed replacement exams & four senior reactor operators & fire reactor operators 
passed requalification exams 

BROCKMAN.KE, WILSON.BA Region 2, Office of Director 85/04/02 267pp 
30512 003 30512 269 


DOCKET 60-322 SHOREHAM NUCLEAR POWER STATION 


A. Appllcatlon/constructlon stage documents & correspondence 


850S140076 Appeals denial of FOIA request lor documents re communications of NRC 
officials w/oificials of other federal agencies or w/officlals of utit re licensing delays at 
facility 

BELAIR.R.R. Kirkpatrick & Lockhart 04/06/27. DIRCKS.WJ Office of Iho Executive 
Director for Operations 14pp 30300 162-30390 175 

8505140063 Responds to appeal re denial of FOIA request for documents listed in App 
K of FOIA 84-250 re facilily.Forwards documents originally listed in App K Portions 
withhold (ref FOIA Exemption 5) 

CHILK,SJ Office of the Secretary of the Commission 84/09/30. 8ELAIR.RR Kirk- 
patrick & Lockhart 6pp. 30390.170 30390'232. 

-8606140104 Forwards Suffolk County 821 108 Itr to Commission re evidentiary deposi 
tions in faclliw proceeding, 

MALSCH,MG Office of the Generaf Counsel 82/11/17 PALLAOINO Commissioners 
3pp 30390182-30390.180 

-8605140127 Discusses Commission dote/mination of acceptance of corlifled question 
from L0P-B3-21 on Jow power operation at facility 

PLAIME.HH. Offico of the General Counsel SECY.B3-215. 83/06/03, 4pp 
30390:1 9 2-30390.1 95. 


-8505140149 Expresses appreciation lor lime spent discussing problems re safe oper- 
ation of facility, 

CATACOSINOS.W Lor^g Island Lighting Co. 64/02/28 PALLADINO.N Commission 
ers, Ip 30390 196-30390 200 

“8606140 1 70 Expresses appieciation for time spent discussing problems re safe oper- 
ation of faciliW 

CATACOSINOS.W Long Island Lighting Co 84/02/20 ROBERTS, T M Commission 
ers. 1p, 30390.201-30390 201 
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•'850514050a Expresses appreciation for lime spent discussing prob-lems re safe oper- 
ation of (acil(|y 

CATACOSINOS.W Lonn fsland Liahling Co 04/02/28 BERNTHAL.FM Commission 
ers 3pp 30390 202-30390 204 

"8505140258 Responds to Paliadino 050320 requesi re Ofc of General Counsel pro- 
posals for expedited hearings on facifily diesel problem Kean ngs on onsile power 
suppTy issues will not b-agin until early summer 

PiAI<^E,H H OHice of the General Counsel 04/04/02 PALLADINO Commissioners 
5pp 30390 205 30390 232 

8505100006 Furlhar response lo FOIA requests did 840223 0730 Fonvards App 8 

documenls Oocumanls available in PDR 

FELTON, JM Division of Rules and Records 04/10/09. KALER.RJ Gadsby 8 
Hannah Bpp 30295 056-30295 063 

"80a$200664 Discusses RJ" Bosnak 800211 memo re Mechanical Engineering Branch 
equipment qualfflcallon effort & potential for licensing delays Pnvate firm contract pro- 
posal beingbrepared 

MATTSON.RJ Division of Systems Safety 80/02/16 DENTON.HR Office of Nucle- 
ar Reactor Regulation. Director Ip 30295107-30295 1 07 

"8005200868 Informs that Seismic Oualificalion Review Team schedules re OL applica- 
tions will be delayed due to Naval Research Lab cancellatkin of interagency agree- 
mant 

BOSNAK.RJ Mechanical Engineering Branch 80/02/11 MATTSON.BJ OiviBioni of 
Systems Safety, 2pp 02628 071 02828 072 

“8103200412 Forwards Equipment OualificaHon Branch requesi for addi info re review 
of seismic & dynamic qualification of equipment for OL applications Submits tentative 
review schedule, based upon receipt of applicants' responses 
NOONAN,,V S Assistant Director for Malfs & Qual Engineenng ^Pre 830201), 81/03/ 
16 TEDESCO.RL Assistant Director for Licensing lOpp 30295 114-30295123 

6605280066 Partial response to FOJA request for documents produced under contract 
to NflC on reviews of PRAs for Jisted plants Forwards App A documents Search con 
tinuing for add I records. 

FELTON J M. Division of Rules and Records 04/10/15. SHOLLY.S.C Union of Con- 
cerned Sclenlista 12pp. 30630 O0I-30630-168 

“86052*0070 Forwards YK Sun.E Anavim & K Shiu 031206 memo re questions on fa- 
ciliW PRA Question B generated in course of review Slides from B30805 meeting end 
PAPAZOGLOUJ A Brookhaven Nalional Laboratory FIN A-3740 83/12/06 CHOW.E 
Reliability & Risk Assessment Branch 42pp 30632 205 30632 246 


F Security, medical, emergency A fire protection plans 

8505140083 Responds to appeal re denial of FOIA request ior documents listed in App 
K of FOIA 84 250 re facility. Forwards documents originally listed In App K Portions 
withheld (ref FOIA Exemption 5) 

CHILK.SJ Office of Ihe Secretary of the Commission 84/09/30 0ELAIR,RR Kirk- 
patrick & Lockhart 6pp 30390,176 30390 232 

“6505140110 Discusses current offsite emergency plan controversy ro facility 
PLAINE.HH Office ofthe General Counsel SECY-03-124 83/04/04 Ip 30390187- 
30390‘191. 

6505210312 Partial response to FOIA request for documents re Issues discussed In 
Commission 840516 order perlainirTg to exemption requirements In OL 
proceeding Forwards App A dot-uments Review continuing. 

FELTON/M. Division of Rules and Records 85/01/16 BELAIR.R.R Kirkpatrick & 
Lockhart 2pp 30523 279-30523*290 

“6505210333 Forwards revised safeguards SER statement for low power licensing 
effort 

MCCORKLE,GW Power Reactor Safeguards Licensing Branch 84/09/12. 
THOMAS.CO Standardization & Special Projects Branch 4pp 30523 316-30523*328. 

8505090174 Foiwards RW Krimm 850403 memo re results of FEMA regional assislance 
committee review of Rev 4 to offsite transition plan. 

SCHWENCER,A. Licensing Branch 2. 85/04/26 LEONARDO D. Long Island Lighling 
Co. 3pp 30253 314-30253 326 

8505130164 Discusses status of FEMA review of facility alert & notification sya design 
submitted by applicant, In response lo 850329 memo Review tentatively scheduled for 
completion by Fall 1905 & dependent on OMB approval of phone surveys 
KRIMM.R W, Federal Emergency Management Agency, 85/05/07. JOFiDAN.E L Divi- 
30274^192 302?4^f^2 ^ Engineering Response (Post 030103) 1p 

6605290228 Fonvards proposed Rev 10 to physical security plan In compliance w/re 
quirements of 10CFR73 65, resolving alleged deficiencies described In mtervonor 
contentions Rev 10 withheld 

LEONARD.J.O, Long Island Lighling Co 85/05/21 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 2pp 30599 215-30599.216. 


O. Adjudicatory correspondence 


8505200595 Further response lo FOIA request for NRR assessment & all reviews &/or 
comrrjenls re Inlegralsif prograni developed to outline near-term OL workload, per 
EDO 840625 memo Forwards App A documents Memo from EDO to Paliadino not 
found. 

FELTON.JM Division of Rules and Records 84/10/19 AOATO,M Union of Con- 
cerned Scientists 4pp. 30 525 001-30525,007 

-B407260398 Advises that Irtlegraled schedules for listed plants developed In accord- 
rept^ memo Finalized & approved schedules will become part of monthly 

EISENKUT.D Q. Division of Licensing, 84/06/20 Region 1, Office of Director, 169 dp 
30525- 165*30525 332 


8505280484 Forwards revs to DRQR rept issued by TDI Owners Group.Rovs rofJect 
mods to Phase I component repls already Issued & agree w/lesllmony presented 
before ASLB hearings on TDI Bngines.W/o end. Related correspondence 
GERMANO.BE Long Island Lighting Co #285 581 85/04/15, PERLIS,R Hearing 
Branch 3 3pp 30660.030-30580 032 


8505010504 Forwards listed NRC staff memoranda re proposed Shoreham Tech Spec 
changes resulting from TDI diesel re\^ew Related correspondence 
BOROENICK,8M Hearing Branch 3 #285 784, 05/04/29 BRENNER, L,. 

MORRIS.PA, FERQUSONiQA Atomic Safety and Licensing Board Panel. 19pp. 
30090.257-30090.275. 


-8605210133 Forwards OL review mgl rept for Jol 1984 ro status of plants Markup of 
end rent requasled by 840B15 

EISENHUT.D G Division of Licensing. 04/07/30 Region 1, Office of Director, 128 dd 
aos^s-aaa aowfinfl? 


8505060501 Advises o1 delay In submission of modified security arrangements for 
backup ac power sources at facility. Re vised physical security plan & Implementing 
procedures will bo completed early next wk Refated corrospondence 
IRWINAP Hunlon A Williams #205 851, 05/05/01, KELLEY, J.L, BRIGHT, G,0, 
JOHNSON, EB, Atomic Safety and Licensing Board Panel Ip 30164-312-30164-312 


“6B05210196 Requests assistance In ensuring that end plant status repts accurate A 
provloe adequate basis for development of near term OL mot plans Response re- 
quested by 840501. 

DENTON, H R, Office of Nuclear Reactor Regulation, Director 84/04/26 Reolon 1. 
Office of Director. 79pp 30526 098-30526 176 


8605Q60508 Notice of appeal lo AS LB 850422 partial Initial decision on emergency 
prannlng.Util accepts ASLB delermination on Contentions 1-10,11 & 02 Certificate of 
Svc end, 

MCCLESKEY.K.E. Long Island Lighting Co MCCLESKEY,K.E. Hunlon A Williams 
#285 650,85/05/02 5pp. 30164-307-30184.311. 


“$606210221 Forwards OL review mgl rept for Aug 1984 re status of plants Markup of 
end rept requested by 841005. 

EISENHUT.DG Division of Licensing 84/09/24 Region 1, Office of Director. 144pp. 
30526.177-30526:320. 

8505090492 Responds lo FOIA request for SECYs 84 -206,84 -206 A & 84-300 to be 
Pol? ExemptSif?^ ^ documents available In PDR App B documents withheld (ref 

FELTON, J M Division of Rufes and Records. 04/11/13. GRABER.L. NUS Coro 3pp 
30258.056 30258 300. 

“8S05000493 Discusses relative scope of terms "Importanl to safely" A "safety relat- 
ed" for purposes of evaluating acceptability of QA programs Commission should con- 
sider issuance of proposed order 

PLAINE.HH. Office of Ihs General Counsel SECY-84 206 84/05/18 9 dd 
30258 059-30268 300 


E. NRC Safety Evaluation Report (SER), suppis A correspondence 


860521 03 12 Partial re^nsa to FOIA request for documents ro issues discussed In 
Commission 840516 order pertalniiw lo exemption requirements In OL 
proceeding Foiwards App A documertts. Review continuing. 

FELTON, J,M. Division of Rules and Records 86/01/16 BELAIR.R R. KIrkpaInck & 
Lockhart 2pp. 30523:279 30523,290 « 


-8505210333 Forwards revised safeguards SER statement for low power licensing 
effort. 


MCCOHKlE,G.W. Power Reactor Safeguards Licensing Branch, 84/09/12, 
THOMAS.C.O. StandaKfization A Special Projects Branch. 4pp 30623.316 30523-320. 


“8505210340 Forwards util 840703 Mr re proposed deletion of several aulomallcally 
started pumps Evaluation of proposal for any Impact on performance of sys requested 
by 841015 for SSER Input. 

SRINIVASANM foww ^tems Branch 84/10/10, PARR.O.O. Auxiliary Systems 
Branch. SHEflON.8.W, Reactor Systems Branch BUTLER, W.R. Containment Sys- 
tems Branch Ip. 30523-329-30523-343, ^ 


850 507 04 S3 Reply findings of fact re emergency diesel generator contentions Findings 
that qualified load does not encompass cyclic A InlermTlIent loads contain number of 
significant Inaccuracies Certificate of Svc end 

REVELEY.W.T Long Island Ughting Co. REVELEY.W.T. Hunton & Williams #285 
887. 85/05/02. 31pp. 30203:261 -30203 291, 


8605070260 Foiwards affidavits of nondisclosure of TA Constantine & J Whittel.per 
Stale of NY requeslRelated correspondence. 

Lockhart. #285 869. 66/05/03. KELLEY,JL, 

JOHNSON, EB., BRIGHT.Q.O. Atomic Safety and Licensing Board Panel ip. 
30172.290 30172 301, ^ 


nondisclosure of TA Constantine. Related correspondence 
CONSTANTINEJ. Long Island Lighting Co 85/04/30 5pp. 30172 292-30172.296. 

“8505070256 Affidavit of nondisclosure of J Whlttel Related correspondence. 
WHITTEL,J. Long Island Lighting Co. 85/04/30. 6pp 30172 297-30172-301. 

850508009S Order reopening evidentiary record re Contention 24.0 concerning emer- 
gency planning.Hoanng wSiT commence on 8 50604, Location & lime of hearing will be 
erinounced In subsequent ASLB order.Served on 850507 

SHON.FJ Atomic Safety and Licensing Board Panel 
#286 095, 05/06/06 Office of the Executive Legal Director. 8pp 30202 051- 

30202-056 V 1 


8505080501 Foiwards corrected pages to license conditions & Tech Specs attached to 
staff 850425 proposed finding of fact re TDI emergency diesel generators. LI si of cor- 
rections provided. 

BORDENICK,B M, Hearing Branch 3. #265 900. 85/05/06. BRENNER L 

‘-Icensing Board Panel 6 pp‘ 

oUZlOiUQb 30< 10^099. 

8505080168 Forwards updated lists of witnesses, exhibit a & sequence of 
teslimony.Relaled correspondence, 

RANQE,J,J. Hunton A Williams #285 891, 86/05/07 BRENEfl.L. MORRIS PA 
FERGUSON ,G, A, Atomic Safety and Licensing Board Panel 62pp 30200-270- 
0O200-321, 
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8SUS0B0179 Response to Commission 050423 order reversing ASLB 841029 decision 
authorizing issuance of OL for Phase 111 & IV of low power testing program ASLAP 
should nol have aflirmod denial at security contentions Corttficate of Sve enci 
PERLIS.R G Hearing Branch 3 //285 B92 85/05/07 Commissioners 15pp 

30202 009 30202 023 

6505080201 Forwards polilion for reconsideration of CU 85' 1 & brief on security Issues 
identified in NRC 850423 order Executed affidavit supporting security brief will bo sub 
mittod as soon as possible Security brief withheld 

LANPHER.LC Kirkpatrick & Lockhart /5f285 894 85/05/07 PALLADINO.N J , 
ASSELSTINE.J K , BERNTHAL.F M Commissioners Ip 30201313-39202 008 

-S505080209 Petition for roconsidoralion of CLhB5-1 re ASLB 841029 Ruling LBP-84‘ 
45 Commission decision erroneous State & county denied right to fair heanng Events 
subsequent to CLI-QS-1 provide addi & irrefutable bases for reversal 
LETSCHE.KJ. Suffolk County, NY LETSCHE.KJ Kirkpatrick & Lockhart 
PALOMINO, FG New York, State of 05/05/07 Commisslonera 42pp 30201314- 
30201 355 

-8505080219 Affidavit of DO Bridenbaugh & GC Minor in response to affidavit of JD 
Leonard Certificate of Sve end 

BRIDENBAUGH, D, MINOR, GC Suffolk County, NY BRIDENBAUQH,D MHBTechni 
cal Associates. 85/05/06 15pp 30201 35B-30202 008 


8505150290 Response oppoaihg SuKolk County & State of NY motion lo alter pormissi 
bio length of appellant briefs lo 165 pages & altering time for filing briefs lo 56 days 
after filing notice of appeal Certificate of Sve end 

BORDENICK,BM Hearing Branch 3 ?y266 003 05/05/13 Atomic Safety and Licons 
ing Appeal Panel 6pp 30399 004 30399 009 

8505160004 Response opposing Intervener request (or extension of time & page limits 
Including motion for referral to Commission or,alternalive!y.S6verance & expedited 
review of legal authority Issues Certificata of Sve end 

MCCLESKEY,KE Long Island Lighting Co #285 009 65/05/13 Atomic Safety and 
Licensing Appeal PaneL 20pp 30429 052 30429 071 

85051 6062B Response opposing Suffolk County & State of NY 850507 potlllorv for re- 
consideration of CLI-85-1 Certificate of Sve end 

PERLIS.BG Hearing Branch 3 #285 018 85/05/13 Commissioners 23pp 

30438 213-30438 235 

6B05 160831 Order denying requests for relief contained In Suffolk County & State of NY 
motion tor adjustment of brief filing requiromenla a ulit motion for referral lo Commis- 
sion Grieflng schedule provided Served on 85051 6 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Pane) #285 028 05/05/15 
Suffolk County. NY. 3pp 30430 209-30438 211 


8505080485 Advises that on 050507, LIICO 650507 brief re physical security Issues on 
review of ALAB BOO docketed & filed In safeguards docket of proceeding 
CLeMENTS,WL Docketing & Services Branch //205 907 85/05/07 Docketing & 
Services Branch Ip 30218 143-30218 143 

8SOI513Q110 Disagrees w/ statement in util B50502 reply to findings of fact re emergency 
diosel generator contentions NRC would prefer to follow customary process of con 
sullinn w/applicant prior to finalizing Tech Specs Related corresponaence 
aORDENICK,BM Hearirw Branch 3 #285 932 65/05/07 BRENNER, L, 

FERGUSON,G A , MORRIS, P A Atomic Safely and Licensing Board Panel 2pp 
30274 212-30274 213 

8505140230 Requests immediate notification of ASLB & parties when LILGO intends to 
file security mods in order for prompt responses. Consultants will determine dates for 
meeting & site visit ReiatecJ correspondence. 

MILLER,M S. Kirkpatrick & Lockhart #285 981 85/05/07 IRWIN, DP Hu nton & Wil- 
liams IRWIN,DP Long Island Lighting Co 2pp 30373 202-30373 203. 

BS05090508 Motion for adjustment of brief filing requirements ro Q5050B notice of 
appeal to ASLB partial initial decision on emergency planning Requests that 70 page 
limit he increased to 165 pages & filing date extended to 850703 
LETSCHE,KJ Suffolk County, NY LETSCHE.KJ. Kirkpatrick & Lockhart 
PALOMINO,FG. Now York, State of #285 919 85/05/00 Atomic Safety and LIcens 
Ing Appeal Panel 6pp 30231 121-30231 131 

-8505090602 Notice of appeal of 650423 partial initial decision on emergency 
pfannrng Certificate of Sve oncf 

LANPHER,L C Suffolk County, NY. LANPHER,L.C Kirkpatrick & Lockhart 
PALOMfNO.F Q Now York, State of 65/OS/OB 5pp. 30231 127-30231 131 

8505090561 Order requiring responses of appiicant & NRC to Suffolk County & State of 
NY motion for odlustment of brief fiiing requiremonls to be in hands or ASLAB by 
noon on B50513 Served on 050509 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #285 924 85/05/09 
Long Island Lighting Go Ip 30231 219 30231*219 

8505140279 Responds to intervenors request for extension of time & page 
llmits,{ncluding motion for referral to Commission or, alternatively.soverance & oxpaait- 
Gd review of legal authority on emargoncy planning issues W/Certificate of Sve 
IRWIN,D P Hunton & Williams. IRWIN, D P, Long Island LIghlinn Co. #285 074. 66/ 
05/13 Atomic Safely and Licensing Appeal Panel 20pp 30375 205 30375 314 

6605140444 Forwards applicant response to Suffolk County & State of NY petition for 
reconsideration of Intervenor Petition CLI-65*1,JA Leonard affidavit & applicant ro- 
sponso to 850507 briefs ro safeguards issues in ALAB 000 

IRWIN, OP Hunton & Williams. #285 905 85/05/13 PALLADINO.N, 

ASSELSTiNE,J K , BERNTHAL,F M Commissioners Ip 30367 332-30360 03B. 

-8605140447 Response opposing Suffolk County & Slate of NY poMion for reconsldor- 
atlon of Intervenor Petition CLI B5-1 Petition rehashes arguments previously presented 
& rejected by Commission & ASLAB 

IRWIN.DP. Hunton & Williams. IRWIN,DP Long Island Lighting Co 85/05/13 Com- 
missioners 11pp 30337 333 30367 343. 

-8605140449 Affidavit of JD Leonard re errors, inaccuracies & misleading statements In 
Bridonbaugh/Mlnor affidavit concerning beneficial sys testing during f^asos III & IV, 
LEONARD,JD Long Island Lighting Co 85/05/13 38pp. 30367 344-30368 019. 

-8505140460 Affidavit of JA Notaro & WE Gunther re steps Involved in sys testing 
during Phases MV 

NOTARO, J A . GUNTHER, W.E Long Island Lighting Co 85/05/13. 19pp. 30360 020- 
30368.038. 

6505150000 Response opposing Suffolk County & State of NY 850507 petition for re- 
consideration of Commission to423 order (CLt-85-1).Order sets forth procedure for 
NRC review of petitions for review of ALAB-BOO Certificate of Sve end. 

PERLIS.R.Q. Hearing Branch 3 #285 998. 65/05/13 Commissioners 23pp. 

30396 050-30390.072 


8505160645 Response not opposing util B50513 motion that if ASLAB grants Intervenor 
850506 motion for extension of tlme,ulil appeal be sovored from Intervenor 
appeal Cortificate of Svo one) 

TirRK.SE,eORDENICK,BM Hoaring Branch 3. #285 016 05/05/16 Atomic Safety 
end Licensing Appeal Panel 10pp 30438 180-30436 189 

8505170079 Response opposing applicant 850508 motion for referral lo Commission or 
severance & expedited review of legal authority Issues Time for Intervenof brief In re- 
sponse lo uli) briof on appeal shoulo ba extended to 850711 

LETSCHE,KJ Suffolk County, NY LETSCHE,LC Kirkpatrick &. Lockhart 
PALOMINO.F.G New York, Stale of. #265 025 O5/0S/16 Atomic Safety and Licens- 
ing Appeal Panel. 16pp 30443 053-3044 3 110, 

-8506170083 Response opposing applicant 850227 renewed motion for summary dis 
position of legal aulhority Issues on federal law grounds Util must prove legal authority 
lo carry out proposed emergency plan 

LANPHER.LC., BROWNL^.DA Suffolk County. NY PALOMINO.FQ New York. 
Slate of. 85/05/16 Atomic Safety and Licensing Board Panel. 40pp 30443 009- 
30443.0 9 2 

-8505170094 Affidavit of DA Brownlee supporting intervenor answer fn opposition to util 
850227 renewed motion lor summary disposition Certificate of Sve onci 
BROWNLEE, O A Suffolk County, NY BROWNLEE.DA Kirkpatrick 6 Lockhart 85/ 
05/15. 18pp 30443 093-30443110. 

8505200239 Motion for char^ge of 850731 oral argument sot in ASLAB 05051 6 order ro 
appeals from ASLB 850417 partial initial decision to 850812 or any dale thereafter 
duo to absence of counsel Certificate of Sve end 

LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart 
PALOMINO.FQ New York. State of #205 033 85/05/16 Atomic Safely and Licens- 
ing Appeal Panel 7pp 30466063 30466 069 

6505200285 Informs of In camera filing of transcript of 650517 In camera session In 
Bethesda.MD Pp 3,251-3,340 Served on 850520. 

CLEMENTS, WL Docketing & Services Branch #285 020 65/05/17 Docketing & 
Services Branch Ip 30468,060 30408.060 

8505200681 Discusses public hearing achedulod to begin on 850604, ro use of Nassau 
Coliseum as reception ctr Parties propose that hearing begin on 850626 to facllilalo 
testimony of FEMA witnesses Related correspondence. 

CHRISTMAN.J N. Hunton & Williams #285 072 85/05/17 MARQLILIES.M.B . 
KUNE,JI.R , SHON,F.J Atomic Safety and Licensing Board Pano) 2pp 30486 022- 
30465 023. 

8505210004 Motion for reconsideration of ASLB B50506 order or.ln alternativo,motlon to 
reopen record on util relocation ctr scheme Certificate of Svo end 
MILLEH.M.S Kifkpalrick & Lockhart MILLER, MS. Suffolk County. NY 

PALOMINO, F G New York, Slate of #205 057 85/05/17. Atomic Safety and Lice ns 
ing Board Panel 34pp 30494 062-30494.005 

85052B8D45 Comments in opposition of Purcell decision to permit uso of Nassau Veter- 
ans Memorial Coliseum as reception ctr In event of emergency at facilily.Servod on 
850624 

KOMANOFF.H Long Beach, NY. #205 136 85/06/17 PALLADINO.N J,. 

ROBEHTS.TM., ASSELSTINE.J K Commiasionora 2pp 30572-123-30572.124. 

8505200631 Order granting Suffolk County & Slate of NY motion to change oral argu- 
ment date to 05081 2,Served on 850520 

SHOE MAKER, C.J. Atomic Safety and Licensing Appeal Panel //2e5 074 85/06/20 
Suffolk County, NY. 2pp 30404- 362-30404‘363 

8505220010 Forwards security contentions [olnlly filed by State of NY & Suffolk County 
on B50401 .Contentions withheld 

MILLER.MS Kirkpatrick & Lockhart. #285 0D3 85/05/20 CLEMENTS.WL Docket- 
ing & Services Branch. Ip, 3O510'O36-3D519 036 


6 505 1500 10 Submits joint Suffolk County/State of NY reply brief re physice) security 
Issues, filed per Commission 850423 order Reply brief demonstrates ASLAB correct in 
ruling alternate ac power sys must bo protected as '*vital equipment '* 

BROWN,H.H Kirkpatrick & Lockhart #285 001. 65/05/13. PALLADINO.N J , 
ROBERTS.T.M., ASSELSTINE.J.K Commissioners 2pp. 30398.137-30390.138 


8505230310 Order scheduling hearing on B5062S re adequacy of Nassau Velorans Me- 
morial Coliseum as relocation ctr Served on 850522. 

MARQULIES.M.B, Atomic Safety and Licensing Board Panel. #285 105. 85/05/21 
Office of the Executive Legal Director. 1p. 80534:211-30534.211. 


8505150013 Order directing NRC & intervenor responses to util motion (or relief for do- 
Ijvenr to ASLAB by 850516. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #286 995. 85/05/13 
Office of the Executive Legal Director fp 30398:139-30398 139 

85Q51S0019 Informs that staff will not file response to other parties 650507 briefs ad- 
dressing security questions posed by Commission 650423 order re petitions for review 
of ALA0'8OO. 

PERLIS.R.G. Hearing Branch 3. #285 999. 05/05/13. CHILK.SH, Office of the Secre- 
tary of the Commission. 1p 30398-159-30398,159, 


8505300264 Forwards job task analysis performed by General Physics. Analysis evaluat- 
ed apeli cable emergency procedures.lralnlng programs & tost ru mentation ra oporatfon 
of Tui emerflency die set gen orators ,W/o end Related corroapondence. 
GERMANO.BE. Long Island Llnhling Co #285 186. 85/05/22. PERLIS.R. Honrino 
Branch 3. 3pp, 30622:330-3062 ?332 " 


8505290352 Notifies that util response to proposed security contentions of Suffolk 
Coun^ A NY Slate received & docketed on 85052B. 

CLEMENTS,WL, Docketing & Services Branch. #285 153 85/05/28. Dockellna & 
Services Branch tp. 3 0596-1 83-30506.103. ^ 
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^^curUv^cantQn!ic?ni*nhf<i!J ^ 05041 1 objections to proposed se- 

rSLS6°S817p?o^?ctl'rde,T^^^ ^ ''' 

Wo“los‘'B!‘i’“ch“V^3“ CLEMENTS,WL Docke.- 

050520^^^^'^ safeguarofs info w/Ofc of Secretary per 10CFR2 701 Served 

S/o Office oflhQ Sflcrolary of the CommissJon #285 178 85/05/28 Office of 
tho fiKQCKtivo Logal Director Ip 30e22 320 30622 320 

Commission to prepare supplemental EIS addressing allerna- 
rALABSte.ca°o of '» ''°’® «" 

LANPHER.LC Kiikpaliick & Lockhart 
0M2°3*001. 30623 006 ® ® 86/65/29 Coraniissloners 6pp 


6504290442 Generic Hr 85 07 to all Merfltfng reactor ficonseos re implemenlaiion ot 
Inteoraled schedules for pJant mods Sve list onci 

THOMPSON^Hl Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, fnc 22pp 30218 149-30218 170 

6505160100 Requests documenlalion demonstrating that end list of valves will operate 
over entire range of sve conditions Capability to Isolate break downstream of valve 
must also be demonstrated fnfo requested within 60 days of Itr receipt 
SCHWENCER.A Licensing Branch 2 05/05/06 LEONARD, J D Long Island Lighting 
Co 5pp 30451 125 30451 129 

8605100349 Advises that qualified wiring to crankcase fans & starting solenoids re- 
placed at Shoreham.Replacement not performed at Catawba, but will be implemented 
in near-term, per BNWL Inquiry 

SEGREST.A.M, Duke Power Co 85/05/07 BERLjNGEn,CH Division of Licensing 
ip 30245112-30245112 


foquiring Ibal responses to Long Island Coalition for Safe Living 
050605 SrvGd on 850520^ omorgcncy planning proceeding bo filed by CO B on 

MAnQULIES.M £3, /^tomic Satoly and Licensing Board Panel #285 175. 85/05/29 
Office of the ExecuUvo Legal Director Ip 30620 312 30628 317 

-65 OS 300532 Mo lion to intervono on behalt of residents of Nassau County in reopening 
procGodmgs to pro sent losUmony & evidence as io why county coliseum should not 
bo used in ulii ovacuahon plan In event of nuclear accident 
Hp^^MAN,R , SHERWIN.S , HOSENFELO.S Long Island Coalition for Safe Living 
05/05/21 Atorric Safely and Licensing Beard Panel 5pp 30628 313-30626 317 

Notice of 850B04 oral argument from Slate of NY,Suffo!k County, LI LCD & 
NRC on whether lo reconsider CL 1-85 1, treatment of alternate ac sys as vital egulp- 
mont & physical security c onion lions Served on 850530 

CHILK.SJ Ofllco ot the Secretary of the Commission //285 189 85/05/30 2pp. 
30041,126 30641-127 


H, Clanoral correspondence 

8506220022 Fonivarda II rs from Suffolk County Executive & NY Stale Emergency Mgt 
Ole Director re ovacualfon plan 

SELDIN.W Alfilialion Not Assigned 05/04/28 NRC - No Detailed Affiliation Given 
3pp 30518 35B-3051B 360 

8SOS20O463 Rosponefa lo 050312 Ur forwarding P Bower allegations re design & const 
flaws Summary of investigation end 

MURLLYXE Region 1, Office of Diroclor 85/05/13 KESSEL.R H Now York, State 
of. Cpp 305Q0 137-30580.144 

6605310340 Responds to P Crenshaw 650405 Itr re view that local politics in Suffolk 
County, NY prevontlng facility from going on lino .On a emergency planning Issue re 
mains la bo lltigatod 

DinCKS.WJ Office of the Executive Director for Operations 85/05/29 CHILES, L 
Sonalo lOpp 30662 264 30682 266 

-8505310359 Roque 6lB common Is on end P Crenshaw 850405 statement re regula- 
tions a local pornics in Suffolk County not allowing plant lo go on-line 
CHILES.L Senate 65/04/19 ROWDEN,M,A, Commissioners 3pp 30682 264- 
30602 266 


I, Financial Infornnatfon 


8S0 5 130244 '*1964 Annual Ropl " W/8 50500 Hr 
CATACOSINOS.W., LEONARD.J D. Long Island Lighting Co. 84/12/31 OENTON.H R 
Office of Nuclear Ron dor Rogulation, Director 37pp 30274.048*30274 084 


P, Operating license stage cfocumenls A correspondence 


8SO5200568 Forwards BNL preliminary review of containment response analyses in fa- 
cility PR A & request for acfdl info Response requested within 30 days of Itr 
receipt Meeting planned to discuss responses, 

BUTLER, W.R Licensing Brar^ch 2 05/05/08 LEONARD,J D Long Island Lighting Co 
47pp 30601 147-30501:193, 

8605210106 Generic Ur S5 08 to all holders of CPs & OLs re 10CFR20 408 termination 
ropts - formats 

THOMPSON, HL Division of Licensing. 85/05/23 Consolidated Edison Co of New 
York» Inc 20pp 30682 282-30682 301 


Q. Inspection reports, IE Bulletins A correspondence 


6605280295 Responds lo NRC 850214 Hr re violations noted in Insp Rept 50'322/64- 
50 Corrective adions operating administrative directives withdrawn from control room 
A will no longer be used to transmit mail to operations staff 

LEONARD.JD Long Island Lighting Co 85/03/14 MURLEY.TE Region 1, Office of 
Director 6pp, 3057^322-30572-327 

8505030094 Forwards Exam Rapt 50-322/85-1 0 administered during wk of 841126 
KISTER,HB Region 1. Office of Director. 86/04/04 LEONARD, J.D. Long Island 
Lighting Co. 2pp 30146*133-30146 309 

-0505030100 Exam Rept 50-322/05-19 on B41127'29.Exam results:all six senior reac- 
tor operators A three reactor operator candidates passed written A oral exams.Writlen 
exams A answer keys end 

BERRY, d., KELLER, R M . KISTER.H B Region 1, Office of Director. 05/04/03. 173pp 
30146-135-30146309. 

85059602S6 Forwards Insp Rept 50-322/85-1 5 on 850305-07 No viofatlon noted 
MARTIN, TT Region 1. Office of Director 85/04/16 LEONARD.JD Long Island 
Lighting Co 5pp 39104- 143-301 84.131 

-0505060267 Insp Rept 60-322/86-15 on 050305 07.No violation noted Major areas 
Inspected nonradiological chemical program. Including QC of analytical 
measurements.analytical procedures A alaffing A training. 

ZfBULSKY.H, PASCIAK.WJ Region 1, Office of Director. 85/04/09 4pp 30104 140- 
30104161. 

8505030175 Forwards Exam Rapt 60*322/85 07,conducled during wk ot 850216 Delay 
In formal reappllcallons acceptable 

STAROSTECKI.R Region 1. Office of Director. 85/04/17 LEONARD.JD Long Island 
Lighting Co 2pp. 30144 046-30144-132. 

-8595090189 Exam Rept 60-322/05 07 on 050210 Exam results three reactor operators 
A two instructor certifioalton candidates passed Seven reactor operators A three 
senior reactor operators falled.Ma8ter copies of license exams end. 

BERRY, J.A. KELLER.R.M., KISTER.H B Region 1, Office of Director 85/04/12 
6Dpp 30144:040 30144.132, 


8605210312 Partial rosponse to FOIA request for documents re issues discussed in 
Commission B40516 order pertaining to exemption requirements In OL 
proceeding Forwards App A documents Review continuing 

FELTON, JM Division of Rules and Records 85/01/16. BELAIR.RR Kirkpatrick A 
LocKharl 2pp 30523 279-30523 290 

.-8400010360 Forwards util 840703 Hr providing advance notice of change to FSAR 
Table 0 3,1-t.Ltr should bo reviewed A appropriate SSER input provideefby 840820 
SCHWENCER.A, Licensing Branch 2. 84/07/24 SHiNIVASAN.M Power Systems 
Branch. Ip. 30523 291-30523 299. 


-8400960311 Requosls rovloW A SSER Input re end util 640703 request to change 
FSAR Tabfo 03 1*1 A allow removal of one sve water pump from auto-start logic for 
Emorg o ncy Dio sol G onerator 1 03 Action wou id reduce genoraior load 
SCHWENCERA. Licensing Branch 2 04/07/27 PARR.O Auxiliary Systems Branch 
tp. 30623.300 30523-316 


8504 1706 4 7 Forwards monthly status ropl an plant specific backfilling activities current 
IhroUflh 850308 Nino of 15 SER open Hems resolved prior lo appeal meelIngs.SER 
Bchedulod for complot ion on 850329 , , * , 

CRLITCHFIELD.D. Assistant Director for SafeW Assessment. 85/03/10 
THOMPSON, H.L Division of Lie ensing 65pp, 301 61:1 82-301 61 ‘246 


0BO6O6O274 Responds to 050326 request for summary of ac Iona taken or planned to 
addross alleged const probfoms at pJanl per 659324 broadcast on Sixty Minutes 
No issues IdenUflod m\ previously evaluated or un^r evafualion by NRC 
DIRCKS.W J. Office of tho Executive Direclor for Operations 85/04/30, PALLAOINO 
Commfsa loners, 6pp 301 09 2 60 3 91 69:2 53 

-6505060283 Requests summary rept on actions re alfeged const problems at Pjant 
050324 broadcast on "Sixty Minutes ** Also requests Ofc of General CounseNndicato 

05/03/26 CONNELLV.S Office of Inspoclor « 
Autf lor. HAVES.'B Odfeo ot Invosllgallon OIRCKS Office of the Executive tSrector tor 
Operations. 9pp. 301 8 9, 240 '30 109:249 


8504250452 IE Info Notice 05-034, "Heal Tracing Contributes lo Corrosion of Stainless 
Steel Piping " Sve list end, 

JORDAN, tL Division of Emergency Preparedness A Engineering Response (Post 
630103} 05/04/30. Consolidated Edison Co of New York, Inc 107pp 30115.185- 
30115.291 

6504250455 IE Info Notice 65-035, "Failure of Air Check Valves to Seal " Sve list end 
JORDAN.E.L, Division of Emergency Preparedness A Engineering Response (Post 
030103). 85/04/30 Consolidated Edison Co of New York, Inc. 108pp 30116.077- 
30115*184. 

6506060954 Forwards Insp Rept 60-322/65-13 on 850304-00 No violation noted 
EBNETER.S.D Region 1, Office of Director. 05/04/30. LEONARD, J.D Long Island 
Llghling Co 4pp. 301 55-1 68-301 65:1 67. 

-6505 960356 insp Rept 50-322/05-13 on 850304 08, No violation noted Major areas 
Inspected verification of compliance to requirements for alternate ac electric power 
supplies prior to exceeding O01 % power. 

WOODARD, C.H., ANDEffeON.C J. Region 1, Office of Director. 85/04/26 6pp 
30155:162-30165:167. 

8505190151 Forwards Insp RepI 60-322/85-12 on 850219-22 A notice of violation. 
EBNETER.SO, Region 1, Office of Director. 85/05/07, LEONARD, JD, Long Island 
Lighting Co. 4pp 30274 1 93-30274 206, 

-8505130153 Notice of violation from Insp on 850219-22. 

• Region 1, Office of Dfroctor, 85/05/07. 2pp. 30274.197-30274:198. 

-8505130158 Insp Rept 60-322/05-12 on 8502 19-22 .Violation noted failure to imple- 
ment preventive malnl (Instrumentation A control) procedures, per Tech Spec Section 
6 . 8 . 1 . 

HODSON.J,, PHEUN.P., ANDERSON,C.J. Region 1, Office of Director 85/05/06 
8pp. 3027 4:18&-30274 206, 
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8505060410 IE Info Nollco fl4'S2,Suppl 1, “Inadequals Mall Pfocuromenl Conlfols on 
Part of UcensQoa & Vendors ” 

JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
830103) 05/05/00 Consolidated Edison Co of New York. Inc lOpp 30615 330* 
30615 347 

B5062 10457 Responds to 850425 Itr re alleged const problems at plant “60 Minutes” 
proaram Identified no safety related concerns not previously Investigated or under 
NRC invostigalion at time of program airing 

MURLEY.TE Region 1. Office of Director 85/05/14 GLUCKSTERN.H Gluckstern, 
H 5pp 30499 123*30499 216 

8SQ5300471 Re^onds to NRC Q50415 (tr re violation & deviation noted in Insp Ropt 
50-322/85 08 Corrective actions leakage reduction & control procedure revised to re* 
quire retest of repaired component 

LEONARD.JD Long Island Lighting Co 85/05/14 MURLEYJE Region 1 , Office of 
Director 6pp 30638 341*30630 346 

6505310047 Forwards revised program plans for Inservice insp, pump & valve insorvice 
testlng.support & snubber inservice exam & tesling & inservice pressure testing. per 
License Condition 2 C {b) 

LEONARDO D Long Island Lighting Co 85/05/17 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 2pp 30609 001*30697 256 

“*8606310063 Rev 3 to Procedure 80A860B, "Inservice Insp Program Plan, Vol 1 " W/ 
17 oversize drawings Aperture cards available in PDR 

* Nuclear Energy Cervices, Inb 85/05/08 633pp 30609.003'30690 275 

“•8505310059 Rev 4 to Procedure 8OA20O3, "Pump & Valve Insorvice Testing Program 
Plan " 

* Nuclear Energy Services. Inc 85/04/23 222pp 30690 276*30691 137 

“•8505310066 Rev 1 to Procedure 83A0273, "Support & Snubber Inservice Exam & 
Testing Program Plan,Vol 1 ” 

* Nuclear Energy Services, Inc 86/05/10 162pp 30891 13B-30691 299 

“B50B310069 Rev 1 to Procedure 83A0271, "1984 Inservice Pressure Test Program," 
Vois 1*6 

‘ Nuclear Energy Services, Inc. 85/05/09 2,117pp 30691 ’300*30697 256 


S. Reportable occurrencee, LERs & related correspondence 

6506160076 Further response to FOIA request for documents re operation of Grand 
Gull Nuclear Slation since 840101 .including operation w/TDI diesel generators & use 
of TDI generators at faciliW.App A documents In PDR 

FELTON, J M Division of Rules ond Records 04/00/20 BELL,N. Nuctear Information 
& Resource Service 3pp 30454 105-30454 351. 

•*8505160104 Forwards attendance llst,handout8 & slides used at 840126 meeting w/ 
TOI Owners Group 

CARUSO,R Licensing Branch 2 04/02/02 Licensing Branch 2 113pp 30454 110* 
304S4 351 

8505130178 Suppis response to FOIA requesi for documents re TDI diesel generators 
et facility & list of problems & defects which occurred w/TDI generators used or 
lesled Forwards Apps A & B documents Documents also placed in PDR. 

FELTON, J.M Division of Rules and Records 04/10/30 0ELL,N. Nuclear Information 
& Resource Servico 4pp 303B6 192*30386*185 

•“8404260430 Forwards comments on "Design Review of Connecting Rod Bearing 
Shells for TOI Enterprise Engines" & "Emergency Diesel Generator Rocker Arm Cap- 
screw Stress Analysis " Ropt does not present sufficient dala to support bearing lire 
BERLINGER,CH Division of Licensing 04/04/11 MCGAUGHY.J.P. Mississippi 
Power & Light Co 7pp 30307'332-30307.33B 

““8407090357 Summary of 840426 meeting w/TD) Owners Group In Wading River, NY re 
status & progress of program to eslabfish reliability of diesel goneralor.Transcripl & 
vfowgraphs end 

MILLErfM A Division of Licensing 84/06/26 Division of Ucensing 58pp 30387.352* 
30308 179, 

8506310409 LER 85 008 OO'on 65022 7, emergency diesel generator 103 automatically 
started due to tripping of undervottage lockout relay Caused by personnel 
error Generator secured & lineup restored W/850520 Itr. 

WYNNE,J G , RHOADS,G G Long Island Lighting Co 85/03/22, 3pp 3a665’195“ 
30665 197 

8605100243 LER 05*013-00 on 8504 07,f allure of HPCI circull inverter rendered HPCI 
sys Inoperable Caused by failure of cooling fan causing Inverter cabinet & circuitry to 
overheat Procedures for fan Insp will be rGvl8ed.W/850430 Itr 
RHOADS.G G , STEIGER, W.E Long Island Lighting Co 85/04/30 3pp 30262.354- 
30262 356 

8505150432 LER 86-015 00 on 8 504 05, re suits of annual sounding of intake canal indl- 
catod bottom depth above Tech Spec limit.Caused by normal sediment 
deposition Dredglria completion expected by OB0730.W/850503 Ur, 

RHOADS.G G.,^TE!GEaW.E. Long Island Lighting Co. 85/05/03. 4pp, 30412 354* 
30412-357 

B 5051 70474 LER 85 01 4-00, on 850408, hourly firewatch patrol.requlred by Tech 
Specs, late by 10 minutes for emergency diesel generator rooms Caused by computer 
malfunction which denied access to rooms Security summoned to permit access, W/ 
850503 Ur. 

RHOADS.G G, STEIQER.W.E, Long Island Lighting Co. B5/05/03. 3pp 30463 340- 
30463:342 

8505100372 Informs that based on General Physics job/taak analysis, util position that 
TOI emergency diesel generators can be effectively operated w/3300 kW qualified 
load substantiated General Physics recommendatfons to Improve procedures end 
LEONARD, J.O. Long Island Lighting Co. 85/05/06 DENTON.HR Office of Nuclear 
Reactor Regulation, Director 6pp. 30245 144-30246 149 

8505230592 LER 85-01 6-OO.on B5041 3, automatic Initiation of control room air conditfon- 
ing occurred Caused by fluctuations in secondary containment pressure resulting from 
normal usage of airlocks leading into reactor bldg W/850510 Itr, 

RHOADS, G.Q , STEIGER.W E. Long Island Lighting Co. 65/05/10. 3pp. 30540:144- 
30640-146. 


8505230427 Part 21 repi re incorrect short time delay band lever inadequately Installed 
in low voltage K-fine circuit breaker eleciromochanical overcurrent trip device Visual 
rnsp to dolerininG if corrocl lever Installed recommended 

KA1SER,AF Brown Boverl Corp (subs of Brown Boveri & Co, Lid) 85/05/13 
DEYOUNG, RC Director’s Office. Office of Inspection and Enforcement 6pp 
30531 223 30531 228 

8505210323 Part 21 rept re potential defect in engine generator control panels of OSR 
or DSRV-16 standby diDSo) generator Review of generator control panel Installation by 
each facility recommended 

BOYER, RE Transamerica Oolaval, Inc 85/05/17 Director's Office, Office of Inspec- 
tion and Enforcomont 5pp 30489 339-3D4C9 343 


T Hearing transcripts on non-antltrust matters 


8505030714 Transcript of Commission 050423 afflrmalion/discussion & vote In 
Washing lor>, DC re ALAB QDO on Shoroham hearing decisions Pp 1 4 

• Commissioners 86/04/23 0pp 30160 261*30160 268 

8505290460 Fon/vards addi & replacement pages to transcript of 841101 proceeding & 
addi pages to transcripts of 8411 02 & 15 proceedings 

PENN, A 1 Ago Federal Reporters, Inc 85/05/21 Office of the Executive Legal Direc- 
tor Ip 30595 260*30595 275 

-8505290466 Addi Pages 25634 1,25635 & 256351 & replacement Pages 25636 & 
25636 1 to transcript of 041101 proceeding 

• Commissioners 84/1 1/01 5pp 30505 269 30695 273 

-8S05290472 Addi Pag© 25708 1 to Iranscripl of 841 102 proceeding 

• Commlssionofs 84/11/02 Ip 30595 274 30595 274 

-8505290479 Addi Pago 26700 1 to transcript of 041 1 15 proceeding 
•Commissioners 04/11/15 Ip 30595 275*30595-2/6 


V. Operator Examinations 


8605030094 Forwards Exam Ropt 50-322/85 19 admlnlslered during wk of 841126 
KISTER,HB Region 1, Office of Director 85/04/04 LEONARD, JD Long Island 
Lighting Co 2pp 30146 133 30146 309 

-8605030100 Exam Rept 50 322/05*19 on 041127-29 Exam roaullsall six senior reac- 
tor operators & three reactor operator candidates passed written & oral exams Written 
exams & answer keys onci 

BERRY. J , KELLER.R M , KISTER.H B Region 1. Office of Dlreclor 05/04/03 173pp 
30146 135 30146 309. 

8605030175 Forwards Exam Rept 50 322/05 07 .conducted during wk of 650218 Delay 
In formal roapplications acceptable. 

STAROSTECKI.R Region 1, Office of Director 05/04/17 LEONARD.J D Long Island 
Lighting Co 2pp 30144.046 30144 132 

-6505030169 Exam Rept 50 322/85-07 on 850210 Exam rosulls three reaclor operators 
& two Instructor certification candidates passed Seven reactor operators & three 
senior roactor operators failed Master copies of license oxoms end 
BERRY.J.A, KELLER.R M. KISTER.H B Region 1, Office of Director 85/04/12 
DOpp. 30144 040*30144:132 


DOCKET £0*323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Appllcatlon/constructlon stage documents & correspondence 

8505170324 FOIA request for "Probabilistic Seismic Safety Assessment of Diablo 
Cariyon Nuclear Power Plant" & Amend 52 to FSAR, 

SHOLLY.S.C, Union of Concerned Scientists. 84/00/01 FELTON.JM Division of 
Rules and Records 1p 30477.082*30477 002 

6505000219 FOIA roquesl for documents ra SSER 26 (NUREG 0675) concerning oper- 
ation of Diablo Canyon plant. 

DEVINE.T. Govarnmonl Accountability Project 84/09/13 Office of Administration Ip 
30253 3 41*30253-341 

8505170320 Responds to FOIA request for "Probabilistic Seismic Safety Assessment of 
Diablo Canyon Nucloar Power Plant" & Amend 52 to FSAR.Bolh documents available 
in PDR. 

FELTON, J.M. Division of Rules and Records. 84/09/14 SHOLLY.S.C. Union of Con- 
cernotf Scientists tp 30477 083.30477.135 

-“8505170339 Draft ‘'Probabilislic Seismic Safety Assessment of Diablo Canyon Nuclear 
Power Plant " 

ANQ,A, NeWMARK,N,M N M. Newmark Consulting Engineering Services 77/06/30 
NRC - No Detailed Affiliation Given 50pp 30477.004 30477.133 

6505090121 Further response to FOIA request for SECY-B4-249 & documents re op- 
tions for handling allogation3.Rovi8od App A documents available In PDR Addi docu- 
ments being roviawod 

FELTON.JM Division of Rules and Records. 84/09/24 ADATO,M Union of Con- 
cerned Scientists 7pp. 30250 329-30251.274. 

-8505090232 "Diablo Canyon Allegation Mgl Program ’’ 

DEYOUNG.R Director's Office, Office of Inspeclion and Enforcement DENTON, H R 
Office of Nuclear Reactor Regulation, Director. MARTIN, J B. Region 6, Office of Direc- 
tor. 03/11/23 Bpp 30261.143-30261.160. 

-8506 0-90396 Requests person or persons to bo pressed into sve to operate computer 
allegalion tracking data base on short notice Continued support for computerized 
IracKlrw sys Imperative due to continued high vot Input of alienations. 

CANTER.H L Region 5, Office of Dlreclor 84/06/19. KIRSdH.D Region 5, Office of 
Dlreclor 6pp 30261:268*30251 260 
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flBI}5230001 Partial response Ho FOIA request for records contained in 15 FIN 
fifes Forwards docomenls lislod in App E Search conlinumg 
F ELTON, JM Division of Rules and Records 04/10/02 SHOLLY.SC Union of Con- 
cerned Scian fists 17pp 30557 001-30560 110, 

-0505230016 Provides juslificalion for new technical assistance projecl (FIN A-3720) to 
conduct Diablo Cenyon IDVP Funds will be diverted from FINs A-3710 & A 3753 to 
fund preset 

VOLtMEfI.RH Division of Engineenng FIN A 3720 63/01/25 PUNCHES, JL Plan- 
nrng & Program Analysis Staff 4pp 30568 314-3055B 317. 

6505200595 Further response to FOIA reauest for NRR assessment & all reviews 6 /or 
comments re integrated program developed (o outline near-term OL workload, per 
EDO 840625 memo Forwards App A documents Memo from EDO to Palladiro not 
round 

FELTON,JM DiviSlorv of Rules and Records, 04/10/19. ADATOM Union of Con 
cerned Scientists 4pp 30526 001 30525 007 

-8407260396 Advises that integrated schedules for listed plants developed in accord 
ance W/S40525 memo Finalized & approved schedules will become part of monthly 
repl. 

EISENHUT,DG Diwsion of Licensing 84/05/20, Region 1, •Office of Dfroctor 169pp 
30525'165-30525 332 

-8505210069 Rev 1 1o "Licensing Activities Schedule for Full Power & Fuel Load of 
Diabfo Canyoni Nuclear Power Plar^LUnits 1 & 2" 

* NRC ‘No Detailed Affiliation Given 84/00/31 epp. 30525.090 30525 095. 

-8605210133 Forwards OL review mgt rept for Jul 1984 re status of plants Markup of 
end rept req^uested by 040615 

EISENHUT.DG Division of Licensing 84/07/3Q. Region 1, Office of Oireclor 126pp 
30525 333 30526.097 

“8506210221 Forwards OL review mgt rept for Aug 1904 re stalus of plants Markup of 
end rept requested by 841005. 

EISENHUT.DQ Division of Licensing. 04/09/24 Region 1, Office of Oireclor 120pp 
30526.177 3-0526 320 

6505020114 Forwards request for add! Info re Tech Specs, to complete revlew.Topics 
Incfirde reactor trip sys insl/umentalion rosponae limes, relief valves & special test ex‘ 
cep tl on 9 for reactor coolant loops 

KNIGHTON,G W Licensing Branch 3. 85/04/15, SHIFFER.J D. Pacific Gas & Electric 
Co. 6pp 30141.003 30141-008 

B505020403 Trip repl of 65-0410 plan lour to observe & be briefed on ove/all plant const 
status 

SCHIERIINQ.H. Licensing Branch 3 85/04/19, Licensing Branch 9. 7pp. 30141-337- 
30141 343. 


E, NBO Safely Evaluallon Report (BER)r tuppfs & correspondence 

6505100437 FOIA request for records relevant to &/or generated In connecllon w/ 
SSBH 26 (NUREG-0675) 

DEVINE,!., Dl'XON,C. Government Accountability Project. 84/09/13 Office of Admin- 
istration 1p, 30293 044-30295055 

8505100434 Partial response to FOIA request lor records relevant to &/or generated in 
connection w/SSER 26 (NUREQ-0676).Forwards App A documents App A documents 
afsoplaced In PDR.Revievr contlnulnfl, 

FELTON, JM. Division of Rules and Records 84/11/19, DEVINE, T. OIXON.C Gov- 
ernment Accountability Project, 2pp. 30293 0 4 2 30293.043. 

8505050173 Oocumenis conclusions re pJpeway sliucluros requested per SSER 
29 Stud/ confirmed crlllcally loaded pFpeway slructures bonts for plants satisfy design 
criteria for focal combinatlons,1ncluding design earthquakes loads 
SNIFFER, JD Pacific Gas & Elects Co. 05/04/19. KNIQHTON.GW. Licensing 
Branch 3 2pp, 3 9201 .09 9 30201 ,1 00 

6605080239 Forwards Rev 1 to Addendum 2 1o Startup Test Procedure 3.1, "Motor 
Driven Auxiliary Feedwaler Pumps fnillal Startup, '' providing performance of 48 h en- 
durance lest, per NUREQ 0611, NUREG €737,ltem lj.E.1.1 & SSER 14 
SHIFFER,J.D. Pacific Gas & Efectrlo Co. 05/04/28. KNIGHTON.Q.W. Licensing 
Branchs 2pp 30199:265 30199.291 

-8506 080245 Rev 1 to Addendum 2 lo Teat Procedure 3,1, "Motor Driven Auxiliary 
Feedwater Pumps Initial Startup," 

BOWEN, J.J., s6nF.R , PATTERSON, R Pacific Gas & Electric Co 85/03/27 35pp 
30l99-257-301i99.29l 

8606100069 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
DIABLO CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket Nos. 60-275 
And 60-323.(Pacif1c Gas And Electric Co ) 

* Division of Licensing. NUREG-0676 SZB. 86/04/30 03Spp, Available at NRG, 
$11.00. 30286:156-30208070 

8505060317 Board Notillcalbn 85 O40:forwards SSER 28 which provides status of reso- 
lution of 1,665 allegations received as of 850301 Allegations not of magnitude to pre- 
clude continued operation or full power HcensIng.W/o end. 

NOVAKJ.M, Assistant Director for Jcen-slng 85/05/01. WOORE.T.S, 
JOHNSON,WR. Atomic Safe^ and Ucenshg Appeal Pane) 2pp. 30450 057- 
30450 058 

8605100345 Board Notification 65 051 forwards SSER 31 re operation of 
faclli11es,fncluding basis for certain license conditfond Included In Unit 2 low power OL 
& addresses matters applicable lo Unit 1. Nil REG 0737 Items also addressed. 
THOMPSON.HL Division of Licensing, 65/05/02. PALUDINO, ROBERTS, ASSEL- 
STINE CofTunlsstoners. lOOpp, 30480- 283- 304 S9. 073 


F. Security, medical, emergency 6t fire prolecllon plana 

6505090242 Further response to FOIA request for documents re NRC consideration of 
effecls of external events upon emergency response planning App 0 Documents M2 
& 15-20 end & In PDRApp B Documents 13 & f4 withheld (ref FOIA Exemption 5). 
FELTON, JM Division of Rules and Records. 84/12/04. BELL,N. Nudeor Information 
A Resource Service, 4pp, 30249-1 63'30249.321. 


-8605090338 Sanilized staff requirements memo ro 040725 discussion of earthquakes 
& emergency planning for facility in Washinglon, DC Revised draft order lo consider 
impact ot earthquakes on emerconcy planning requested 

CHILK.S J Oftico of the Secretary of llio Commission 84/07/31 PLAINE,H H Olfico 
of the General Counsel Ip 30240 261 30249 261 

-6605090347 Staff roquiremonls mamo re 040730 discussion in Washington, DC ro 
draft order on need fo consider complicaling effecls of earthquakes on emergency 
planning Commission will consider affirming revised draft order on 840002 
CHILK,S J Office of tho Socrotary of the commission 04/00/01 PLAINE.H H Offjce 
of IhG General Counsel ip 30249 262-30249 262 

-8605090356 Staff require men ts momo re 840803 dlscussion/possiblo vote in 
Washinglon.DC on revised draft order on need lo consider complicating effecls of 
earthquakes on emergoncy planning for facilily Order approved In two parts 
CHILK,S j Office o1 the Secretary ot Iho Commission 04/08/07 PLAINE,H H Office 
of the General Counsel Ip 30249 263-30249 263 

8502120065 Requests confirmation of 051030 as accoptablo date for emergency pro- 
parednoss exercise 

SHIFFEn.JD Pacific Gas & Electric Co 85/01/31 MARTIN,J B Region 5, Office of 
Director Ip 28046 111-20848 111 

8505230028 Forwards public version of revised emergency plan implemanllng 
procodures.includjnn Rev C to EP M-4, "Earthquake" & Rov 3 to EP M-IO, "Fire Pro- 
tec lion of Safe Shutdown Equipment " W/850514 release memo 
SHIPPER, JO Pacific Gas & Efectric Co 05/03/05 MARTfN.J B Region 5. Offlco of 
Director 2pp 30660 1 1 1-30560 272 

-8505 230034 Public version of revised emergency plan implementing 
procedures, Including Rov B to EP M 4, "Earthquake" &Tlev 3 lo EP M 10, "Fi-re Pro- 
toclion of Safe Shutdown Equipment " 

* Pacific Gas & Efoctrlc Co 85/03/05 15Bpp 30560*113 30560 272 

850B290543 Rev 3 to "Sar^ Luis Obispo County Nuclear Power Plant Emergency Rg- 
sponso Plan " W/050523 Itr 

MANKINS,HD San Luis Obispo, CA SNIFFER, JD Pacific Gas & Electric Co 85/03/ 
31. MARTIN, J 0 Region 5, OHicg of Dirsclor 304pp 30592 270-30593-203 

8605150446 Forwards public version of revised emergency plan impiomenting 
procedures,fncludlnQ Rov 0 to Procedure EP E 0, "Reactor Trip or Safely Injection" & 
Rev 0 to EP E 0 1, ^Reactor Trip Response " W/860505 release memo 
SNIFFER, J D Pacific Gas & Efectric Co 85/04/08. MARTIN, J B. Region 5, Office of 
Director 2pp 30434:001 •30435*350 

-8505150465 Public version of revised emergency plan imple men ling 
procedures, Including Rev 0 to Procodura EP E-0, "Reactor Trip or Safety Injection, 
Rev 0 to EP E 0 1, "Reactor Trip Response" & Rev 0 to EP E-3, "Sleam Generator 
Tube Rupture," 

^ Pacific Gas & Efectric Co 85/04/08 708pp. 30434 003-30435 350 

8 5051 70163 Forwards public version of revised emergency plan implementing 
procedures .including Rev 7 to EP M-7 re oil spill isolation A cleanup procedure JM 
Follon 050508 release memo also end 

SHIFFER.J.D. Pacific Gas & Electric Co 05/04/24 MARTIN, J.B, Region 4, Office of 
Director Ip. 30460.001-30480 259 

-8505170173 Public version of revised emergency plan fmplomenIFng 
proceduresjncluding Rev 7 lo EP M‘7 re oil spill isolation & cleanup & Rev 6 to EP G- 
4 re personnel accountablLty 6 assembly 

* Pacific Gas & Efectric Co 85/04/24 257pp 30480 003-30400 259 


Q. Adjudicatory correspondence 


8506290632 Order extending time unlij 850B28 for Commission lo act to review ALAB* 
782 

CH)iLK,SJ Office of the Secretary of the Commission ^285 162 85/05/28 Commis- 
sioners. Ip 3061 5:337-3 061 6 337. 


H. General correepondence 


6506070392 Forwards PGAE 850320 response lo 850213 concerns re Allegation 1656 
& response lo ttr lo Prealdanl Reagan forwarded to NRC for action on 850404 OSHA 
Is examining Industrial safety concerns. 

KIRSCH.D.F. Region 6. Office of Director. 85/05/03, WADE.AC. Affiliation Mol As- 
signed. Ip 30175:071-30173 074 


J. Insirrance & rndemnlty information 


8506090323 Unexecuted Amend 8 to Indemnity Agreement B-75,changing Item 3 
SALT2MAN,J Assistant Director for State & Licensee Relations 85/04/26 Ip. 
30253:143 30253:143, 

8505070305 Executed Amend 6 lo Indemnity Agreement B-75, replacing Item 3 In entire- 

§ALTZMAN,J Asalslant Director for State & Licensee Refalions MANEATIS,Q.A. Pa- 
cIfIcGas & Efectnc Co. 85/05/01. Ip 30170,130-30178-136 


O. Advisory Committee on Reactor Safeouards reports & correspondence 


85QS230626 Comments on PG&E long-term seismic program plan dtd Jan 1965 Pro- 
gram too general & should be focused more direclly on seismicity at plant 
site Appointment of L Cluff encouraging. 

MAXW£LL,JC. ACRS • Advisory Committee on Reactor Safeguards. 65/04/20, 
SAV)0,R ACRS - Advisory CommlUee on Reactor Safeguards 1p. 30545:061- 
30546,061, 
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'66015230646 Summary of ACRS Subcommittees on Extreme External Phenomena & 
Diablo Canyon 850321 meeting w/utit In Culver City.CA re NRC program on seismic 
design margins & util program plan for long-term reevafuation of seisnflcity at site 
• ACRS - Advisory Committee on Reactor Safeguards 85/04/08 ACRS - Advisory 
Committee on Reactor Safeguards 16pp 30544 220-3054 4 235 

6505170401 Trip rept of ACRS Subcommittees on Extreme External Phonomena & 
Diablo Canyon 050321-22 meelmgs In Los Angeles, CA re NRC Seismic Margins Pro- 
gram & Long-Term Seismic Program of Diablo Canyon Power Plant 
SCAVUZHO.RJ ACRS - Advisory Committee on Reactor Safeguards 85/05/25 
ACRS - Advisory Committee on Reactor Safeguards 4pp 30484 1 40 30404 143 


P. Operating license stage documents & correspondence 

8505090230 Further response to FOIA request for documents re SSER 26 (NUREG- 
0675) concerning operation of Diablo Canyon plant Forwards App 0 

documents Documents also available In PDR 

FELTON, JM Division of Rules and Records 84/12/11 DEVINE,T Government Ac- 
countability Project 2pp 30253 342 30254 140 

8505240472 Requests certification under oath & affirmation that end final draft Tech 
Specs accurately reflect FSAR,SER & as built configuration of facility Units 1 & 2 Tech 
Specs will be combined as proposed W/o end 

THOMPSON, H L Division of Licensing 05/04/23 SHfFFER.J O Pacific Gas & Elec- 
tric Co 3pp 30576 120-30576 131 

6SQ 5 170265 Forwards License DPR-B1, notice of issuance of license & environ 
assessment Li cense, authorizing operation of plant at reactor core power lovols.not in 
excess of 3,41 1 MWt (rated power) 

THOMPSON, H L Division of Licensing 85/04/26 SNIFFER, 3,0 Pacific Gas & Elec- 
tric Co 4pp 30484 153-30484 195 

"6505170269 License DPR 81, authorizing operation of facility at reactor core power 
levels not in excess of 3,41 1 MWl (rale cl power) 

DENTON, HR Office of Nuclear Reactor Regulation, Director B5/04/26 0pp 
30464 157 30484 164 


--6505230653 Notification of 650522 & 23 meetings w/Univ of Nevada,uti] & USGS in 
Qothosda.MD re long term seismic program & NRC comments NRC comments end 
SCHfERLING.H Licensing Sranch 3 85/05/09 KNIGHTON,G W Licensing Branch 3 
15pp 30544 230-30544 253 

8505300196 Forwards application for renewal of NPDES permits as submitted to State 
of CA Rogional Water QC Board.por Section 3 2 of App 0 1o Licenses DPR-SO & 
DPR-OI 

SHirFER,JD Pacific Gas & Eloctnc Co 05/05/09 KNiQHTON,GW Licensing 
Branch 3 32pp 30639 360-30640 028 

6505140306 Forwards "Evaluation of Diablo Canyon Containment Paint Effects on 
Long-Term DMR Capabililty of EGGS," per 050425 Itr Analysis performed by Westing- 
house w/ input parameters provided by util 

SHIFFER,JD Pacific Gas & Electric Co 05/05/10 KNIGHTON, GW Licensing 
Branch 3 2pp 30376 247-30375 274 

"DS05140316 "Evaluation of Diablo Canyon Containment Paint Effects on Long Term 
DHR Capability of ECCS " 

ANDREYCHEKJS Weslinghouiso Electric Corp 05/04/26 28pp. 30375 249 

30375 274 

8505280003 Forwards applications for amond to Liconsos DPR 60 & DPR-81 , consisting 
of Rev 4 to Change Request 85 01 & Change Requests 85-02 & 85 OS.revising Teen 
Specs re mm shift crew composition & electrical power sys 
SHIFFER.JD Pacific Gas & Electric Co 85/05/14 DENTON.H R Office of Nuclear 
Reactor Regulatior>, Director 2pp 30568 001-30570 302 

"6505280101 Application for amends to Licenses DPR 80 & DPR-81, consisting of 
Chango Request 85 02,fevislnn Tech Spec to eliminate typo3,provlde add' 
clar)fica(ion,i/nprovo consistency & adjust nomenclature 
SHIFFER.J D Pacific Gas & Electric Co 85/05/t 4 2pp 30569 176 30570 204 

"8505280107 Proposed Tech Specs, eliminating typos, providing addi 

clarification, improving consislency & adjusting nomenclature 
* Pacific Gas & Electric Co 85/05/14 477pp 30569-178-30570.294 


"650S02066B Notice of issuance of License DPR-01 
KNIGHTON,GW Licensing Branch 3 85/04/26 3pp 30404 165-30484 167 

-■6506170376 Environ assessment & finding of no significant impact ra exemption from 
Paragraph III D 2(b)(ii) of 10CFR60,App J Exemption does not affect radiological plant 
effluents Unexecuted Amend 0 to Indemnity Agreement 0 75 end 
NOVAK, T M. Assistant Director for Licensing 85/04/22 5pp 30404 168 30484 172, 

"8605170376 "Environ Protection Pian (Nonradiofogical),'* App B to Liconso DPR- 
BI.ETS 

• NRC - No Detailed Affiliation Given 86/04/30 22pp 30404 1 73-30484 195 


B505060320 Board Notification 65 050 notifies of 850423 Issuance of (ow power 
license Fuel loading will not begin until 850501 because of testing on Unit 1 Cnllcalily 
expected in late June Unit scheduled to exceed 5% power in early July 
THOMPSON.H L Division of Licensing 85/05/01 PALLADINO, ROBERTS, ASSEL- 
STINE Commissioners 3pp 30450 059-30450.061 

6505060105 Advises that Allegation Raview Board convened on 850501 to examine util 
response to Allegation 1,656 Allegation adequately nddrossod.per 850320 response 
JOHNSON,A D , KIRSCH,D.F . DODDS, R T Region 5. Office of Director. 65/05/01 
Region 5. Office of Director Ip 30202 050-30202.050 

6505260496 Responds lo NRC 850214 Itr re Allegation 1657.Recant review of turbine 
pedestal design confirms that adequate capacity exists to resist design basis loads 
SHIFFER.JD Pacific Gas & Efedfic Co 05/05/01 MARTIN.JB, KIRSCH.DF 
Region 5, Office of Director 3pp 305B2 084-30582.086 

B504290442 Generic Ltr 85 07 to all Merallng reactor licensees re Implomonlatlon of 
Integrated schedules for plant mods Sve list end 

THOMPSON.H L Division of Licensing 85/05/02 Consolldaled Edison Co of New 
YorK, Inc. 22pp, 30218.149-30218:170 

8505060515 Staff requiremonts memo re Commission 850423 meeting In 
Washlngton.DC on low power license Commission voted to issue order authorizing 
NRR to Issue license permitting fuel loading & low power testing 
CHILK,S J. Office of the Secretary of the commission 05/05/02 DIRCKS,W.J. Office 
of the Executive Director for Operations ip 30229 213 30229 213. 


8505130419 Responds to NRC questions raised in 850426 telcon re environ ouallfica- 
lion testing of in core thermocouple ref junction boxes Description of sub) qualification 
end Further info available In utif documentation fife 

SHIFFER.JD Pacific Gas & Electric Co 85/05/08 KNIGHTON.GW Licensing 
Branch 3, 2pp. 30276 057-30275 058 

8505150211 Informs lhal issues raised In Northern California Power Agency 1081 potl- 
llon re transmission from geothermal power plant & filings & mod of Stanislaus com 
mitments resolved Proceeding should be terminated 

FALLIN.J F. Pacific Gas & Efectric Co, 85/05/00 DENTON, H.R. Office of Nuclear Re 
actor Regulation. Director 6pp. 30394*160-30394 165. 

8505230160 Amends & corrects 850425 application for NPDES Permit CA0003751 re 
secondary sewage treatment plant discharge & value for chlorine total residua) 
DAINES.N H, Pacific Gas & Electric Co. 85/05/08 JONES, K R. California, State of. 
Ip. 30530 329-30538.329 

8605240257 Notification of 850515 meeting w/util in Bethesda.MD to establish schedule 
for completing combined Tech Specs 

SCHIERLING.H Licensing Branch 3. 85/05/08 KNIGHTON.Q W, Licensing Branch 3 
4pp 30576.030-30576 033. 

8505140240 Requests addI Info ro changes lo Chapter 17 of FSAR update submitted on 
850329 Info re QA program description requested. , _ 

KIRSCH.D.F Region 5, Office of Director 85/05/09 SHIFFER.J D, Pacific Gas & 
Efeciric Co. 6pp. 30373 172-30373-177 

8505230644 Informs of completion of review of proposed long-term seismic program 
plan Questions & comments will be discussed In B60622 & 23 meetings In 
eelhesda,MD Notice of meeting end r, m rx 

KNIGHTON, G.W Licensing Branch 3 85/06/09 SHIPPER ,J.D Pacific Gas & Electric 
Co, 3pp. 30544:236-30544:263 


-8505280114 Application for amends to Licenses DPR 80 & DPR-81, consisting of 
Chango Requesl 65 03, re vising Tech Spec 3 1.3 1, "Movable Control 

Assemblies.Gfoup Heigh I, Limiting Condition for Oporalion " 

SHIFFER.JD Pacific Gas & Elec Inc Co 85/06/14 2pp 30570.295 30570 302 


"6505280122 Proposed Tech Spec 3 131, "Movable Control Assemblies, Group 
Height, Limiting Condilion for Operation *' 

• Pacific GasS Electric Co 85/05/14 6pp 30570-207 30570 302 

6S052404B2 Submits reasons why requested actiena re various 2 206 petitions submit- 
lod or> behalf of JL McDermott & 7J O’Neill not required prior to commercial operation 
of Unit 1 or licensing of Unit 2 

DENTON.H R Office of Nuclear Reactor Regulation, Director 85/05/15 DEVINE,! 
Government Accountabitity Project 6pp 30576 110-30576 116 


8505310333 Forwards SER re Generic Ltr 83-28, Item 1 1, "Pos) Trip Review (Program 
Description & Procedure}." Program & procedures acceptable 
KNIGHTON, GW. Licensing Branch 3 85/05/15 SHIFFER.JD Pacific Gas & Electric 
Co. 3pp 30682 267-30682 274 


"8606310341 SER supporting util response lo Generic Ltr 83 28,ltom 1 1, "Post-Trip 
Review (Program Description & Procedure) " 

• NRC • No Dolailod Affiliation (Blven 05/05/15 Spp 30682 270-30662 274 


6505310405 Forwards description of areas to bo addressed In combining Units 1 & 2 
Tech Specs & tentative review schedule, per Q50423 Hr Proposed combined Tech 
Specs for both units should bo propered by marking up Unit 2 tech Specs 
THOMPSON.H L Division of Licensing 85/05/15. SHIFFER.JD Pacific Gas & Elec- 
tric Co 8pp 30681 329 30681 338 


8506300347 Forwards Rev 1 to Vo Is 1,111 & Vlll of final repl, "Seismlcally Induced Sys 
Interaction Program," Incorporating final results for Unit 2 & minor revs to Unit 1 
data Rev 1 to Vo) Vlll also end 

SHIFFERJ.D Pacific Gas & Eloctnc Co. 85/05/16 KNIGHTON.GW Licensing 
Branchs 2pp 30624 240-30627 216 


-8505300350 Rev 1 to Vols f,lll & Vlll of final rept, "Seismlcally Induced Sys Interaction 
Program " 

• Pacitic Gas & Electric Co 85/05/16 1.055pp. 30024 242-30627 216 


6505260113 Forwards License Amend Request 8 5- 04 .requesting amend to Licenses 
OPR-80 & OPR 81, changing Tech Spec 3/4 3 1, "Reactor Trip Sys Inslrumontalion," 

g er SER Fee paid. 

HIFFERJ.D Paclllc Gas S Elociric Co 05/05/20. DENTON.H R Office of Nuclear 
Reactor Regulation, Director, Ip. 30572 148-30572 167 


-8506200119 License Amend Request 85 04,reque sling amend to Licenses DPR 80 ^ 
DPR 81, changing Tech Spec 3/4 3 1, "Reactor Trip Sys Instrumentation " 

SHIFFERJ D Pacific Gas & Electric Co. 85/06/20. 1p 30572 149*30572 149 


-8505260124 Proposed Tech Spec 3/4.3,1, "Reactor Trip Sys Instrumentation." 
* PacJlic Gas & Electric Co 8§/05/20 lOpp 30572 150 3(3572 167. 


8505240440 Forwards responso to NRC 650515 Hr, specifically addressing Items for 
combined Tech Specs, per License Amend Requests 65 01,85 02,65 03 & 65 
04.Chango8 will be proposed for combined Toch Specs upon resolution of Hems 
SHIFFER.J D. Pactife Gas & Eloctric Co 85/05/21 THOMPSON.Hl Division of Li- 
censing. 12pp 30553-100 30553:109 

6505210108 Generic Ltr 85 08 to all holders of CPa &. OLa re 10CFR20 408 termination 
repts ' formats 

THOMPSON.H L Division of Licensing 05/05/23. Consolidated Edison Co of New 
York, Inc. 20pp 30682,262-30682-301 


8505210122 Generic Ltr 85-09 to all Westinghouso PWR licensees & applicants fo Tech 
Specs for Generic Hr 83 28,119m 4.3 

THOMPSON, H.L Division of Llcer>3ing 85/05/23 Yankee Atomic Elociric Co. 17pp 
30671-33 4-30671 350 
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850S290386 Forwards description of review ol const documentation for masonry 
walls Const documenitalion satisfies requirements of special insp specified in code for 
masonry structures 

SHIPPER, JD Pacific Gas & Electric Co 65/05/23 KNIGHTON, GW Licensing 
Branch 3 3pp 30596 184 30506 186 


Q< Inspection reports, IE Bulletins & correspondonce 

650509f>23a Further response to FOIA request for documents re SSER 26 (NUREG 
0675) concerning operation of Diablo Canyon pfanl Forwards App B 
documants Documents also available fn PDR 

FELTON ,J M Division of Rules and Rscords 64/12/11 DEVINE.T Government Ac 
countability Pro|ect 2pp 30253 342-30254 140 

. .6505090238 Discusses concerns of Foley Inspector re base plate to tubular steol 
weldment on HV 2 125 in fuel handling area of facility Technical staff weakness mdi 
cated in Foley program Rotated into end 

REYNOLDS.SD Regron 1. Office of Director 83/12/29 BISHOPXW Region 6, 
OfliCQ of Director 07pp 30-252 344 30253 108 

-8605090245 Discusses tubular steel radii & Slokos & Hudson allegations Insp of pipe 
support area should be continued & NRG or LLL data base should bo developed on 
actual radii for 2x2 & 3x3 tubulars 

REYNOLDS.SD Region 1. Office of Director 84/03/13 BISHOP.TW. Ronion 5, 
Offjco of DFfeclor Ip 30254 109 30254 109 

8505060031 Forwards Insp Repts 50 275/85 07 & 50-323765-00 on 850107 0214 No 
Violations noted 

KIRSCH.DF Region 5, Office of Director 85/04/15 SHIFFER.J D Pacific Gas & 
Electric Co Ip 30184 329 30184 339 

-0505060036 fnsp Repls 50-275/05 07 & 50-323/85 08 on 850107 0214 No violations 
or deviations noted Major areas Inspected OA/QC administration & corporalo QA audit 
program & alleption followup 

HON. A, DODDS, R Region 5, Office of Director 85/04/12 lOpp 30184 330- 
30184 339 

8506080312 Forwards '"Status Rept on Cardinal Industrial Products Corp Rovalidallon 
Pfooram & Related Items as Apply to D3ablo Canyon as of 850417" per IE Info 
Notice 84.52 

SHIFFER.J D Pacific Gas & Eleclric Co 85/04/17 MARTIN.JB Reglor» 5, Offtco ot 
Director Ip 30202 293-30202 321 

-6505060315 "Status Rept on Cardinal Industrial Products Carp Revalldalion Pfogrann 
& Related Items as Apply 1o Dcablo Canyon as of 85041 7 " 

' Pacific Gas & Electric Co 85/04/17 2epp 30202 294.30202 321 

8505090564 Forwards WoelJng Repls 50 275/85*20 & 50 323/05-20 on B50411 to dis- 
cuss findings re metis furnished by Cardinal Industrial Products 
KIRSCH.DF Region 5. Office of Director 85/04/18 SHIFFER.J D Pacilic Gas & 
Electric Co Ip 30232 044 30232 04 B 

-8505090582 Meetings Repts 50-275/85 20 & 50-323/65-20 on 650411 Major area 
discussed status of certification of Cardinal Industrial Products, Inc bolt.studs & nuts 
DODDS.RT, KIRSCH.DF Region 5, Offico of Director 85/04/18 4pp. 30232 045- 
30232 048 


-8505300499 Insp Repls 50-275/85 16 & 50-323/85-16 on B50325 0426NO viotation 
or deviation noted Major areas inspected allegations re Puliman Power Product 
vendor quality sys audit of Cardinal Industrial Products 

PEREIRA.DB, CROWLEY, T, DODDS.RT Region 5. Office ol Director 85/05/07. 
8pp 30637 310 30638 022 

6505290386 Forwards descriplion of review of const documonlalion for masonry 
walls Const documentalion satisfies requirements of special insp specified in code for 
masonry structures 

SHIFFER.JD Pacific Gas & Eleclric Co 85/06/23 KNIGHTON.GW Licensing 
Branchs 3pp 30596 184 30596 186 


R Periodic operating reports & related correspondence 


8505100317 "1979 Annual Environ Radiological Rept " 

BROWNRfGG.DL. LORENZ, R W Pacific Gas A Electric Co 411-80 25 79/12/31 
65pp 30263 038 30263 102. 

B5051 00311 "1960 Annual Environ Radiological Rept " 

0ROWNRIGG.DL, SZALINSKI.PA Pacific Gas & Eleclric Co 411-81 56 BO/12/31 
&Opp 30262 1 02 30262 261. 

8505100332 "1981 Annual Environ Radiological Rept " 

BROWNRIGQ.DL, SZALINSKI.PA Pacific Gas & Eleclric Co 411-82 96 81/12/31 
92pp 30262 282 30262 353 

8505100500 "1932 Annual Environ Radiological Ropl," 

NELSON.LH, DINNEL.K D , SZALINSKI.PA Pacific Gas & Electric Co 411-83 111 
82/12/31 95pp 30265 053 30265 149 

8505100413 "1983 Annual Radiological Environ Rept " 

NELSON.LH. DINNEL.K D, SZALINSKI.PA Pacific Gas & Eleclric Co 411-04 167. 
83/12/31 91pp 30261 243 3D261 332 

8505240434 Discharge monitoring repts for Apr 1905 Monitoring rept Form Q-2 & static 
bio assay ropt end 

THORNBERRY.n.C Pacific Gas & Electric Co 85/05/20 JONES.KR California. 
Slate of 1 1pp 30553 166 30553 17S 


S. Reportable occurrences, LERb & related correspondence 


8505150208 PNO.V-85.025 on e50507.flrsl fuel assembly loadod into reactor 
vessel Initial core loading expected to take approx 1 wk 

DODDS.RT, MENDONCA,M Region 6. Office of Director. 05/05/07 Ip 30394 195 
30394-195 

8505160170 Part 21 repi re errors in safety grade core exit thermocouple sys during & 
following postulated high energy line break Probably caused by moisture ingressfon & 
therma) exparvsfon Qualification program completed 

RAHE.EP Weslmghouse Electric Corp 05/05/09 TAYLOR.JM Director's Offico. 
Office of Inspection and Enforcement. 5pp 30427 112-30427 116 


8505090587 Forwards Insp Repls 50-275/86 08 & 50 323/85 09 on 850217 0406 No 
vjofatlon noted 

KIRSCH,D F. Region 5, Office of Director 85/04/24 SHIFFER.J D. Pacific Gas & 
Eleclric Co 2pp 30232.059 30232 065 

-8505090601 Insp Repts 50-276/flS 08 & 50 323/85 09 on 850217-0406 No vlolatior^ 
noted Major areas inspected maint & survcllfanco flctivitle&.followup on LERs.Unll 2 
sys turnover & Unil 1 power ascension testing 

MENDONCA.MM, pAOOVAN.M L, ROSS,™ Region 5, Office of Director 85/04/ 
16. 25pp 30232 061-30232 005 

6504250452 IE Info Nolfce 85 034, "Heat Tracing Conlribules lo Corrosion of Stainless 
Sfeel Pipii^ " Sve list end 

JORDAN.eTL. Division of Emergenoy Preparedness & Engineering Response (Post 
830103) 05/04/30 Consolidated Edison Ct> ol New York, fnc f07pp 30115-185- 
30115 291 


T. Hearing transcripts on non-antltrust matters 


8505300001 FOIA request for transenpt & other records of B40730 Commission 
meeting Transcript page referring to meeting end 

CURRAN, 0 Harmon, Weiss & Jordan 85/02/08 FELTON, J M Division of Rules and 
Records 3pp 30651 333.30651 335. 

8505060095 Transcript of 850423 discussion/posslble vote on low power license in 
Washington, DC Pp 1-70 Supporting documentation and 
•Commissioners 05/04/23, 85pp 30186 201-30180.286 


U, Congresslonai/Executlve Correspondence 


8504250455 IE Info Notice 35 035, "Failure of Air Check Valves lo Seal " Sve list -oncl 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (PosI 
630103) 85/04/30 Consolidated Eorson Co ol New Yoik, Inc fo8pp 30115 077- 
30115-184 

6505060176 Ack receipt of 850404 Hr Informing NRC of steps taken to correct violations 
noted In In^ Rept 50*323/85 06 

KIRSCH.DF Repion 5, Office of Director 05/04/30 SHIFFER.JD Pacific Gas & 
EfecIrlcCo Ip 30167 326-30157 331 

8505290109 Forwards Insp Rept 60*323/85-14 on 850325 29 No violations Identified 
KIRSCKD F. Region 5, Office of Director. 85/05/06 SHIFFER.J D Pacific Gas & 
Electric Co 2pp 30620.018*30620 026. 

•‘0505290120 Insp Rept 50 323/85-14 on 050325 29 No violations or dovlalions 
noted Major areas Inspected const & mod aclivltlesjndudlng area (nsp.ficansee ac- 
tions on previously Ide nil (led Items & IE bulletins 

0URDOIN,J F . YOUNG, T., DOODS.R T. Region 6. Office of Director 85/05/03, 7pp 
30620 020-30620 026, 

B60 50604 18 IE Info Notice 84-52, SuppI 1, "Inadequats Mall Procuremonl Controls on 
Part of Lfconsees & Venders " 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/00 Consofidated Edison Co of New York, Inc lOpp 30815338- 
30615 347. 

8506360495 Forwards Insp Repls 60 275/85 16 & 50-323/85-16 on 050325 0426 No 
viofailon noted. 

KIRSCH,DF. Region 5. Office of Director B5/05/0B. SHIFFER,JD Pacific Gas & 
Eleclric Co 1 p. 30637.309 30638 022. 


8505100445 Further response to FOIA request for all documents ro Congressional 
840612 briefing on plant Documents listed In app available in PDR Review of remain 
Ing documenls continuing 

FELTON.J.M. Division of Rules and Records 84/12/18 DEVINE,T. Government Ac- 
countability Projecl 2pp, 30289 034-30291 017. 


-8407230089 Forwards clarification of background lo NRC 840410 responses to H 
Meyers questions on plant. 

KAMMERER.C Office of Congressional Affairs 04/06/14 MYERS, H Houeo of Rep 
Interior & Insular Affairs. 2pp 30290 043-30290 090 

-8407230091 Forwards responses to questions & issues raised in 840322,26 & 0410 
memos 

KAMMERER.C Office of Congressional Affairs 84/06/13. MYERS,H, House of Rep.. 
Interior & Insular Affairs. 46pp 30290 045-30200 090. 


-8605100449 Expresses regret at inability to attend Committee briefing on 
plant Comments end re Commission & staff disregard of regulations In approval of Ini- 

Affairs, 6pp 30290 037-30290,042. ^ 


rorwares revisea quesiions irom subcommittee on Energy & Environ re 

plant. 

KAMMERER.C Office of Congressional Affairs. 84/03/25. PALLADINO GILINSKY 
ROBERTS Commissioners 19pp 30290-091 -30290.226. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 
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tr. Security, medical, emergency & fire protection plans 

8504240071 "E valuation of Detailed Control Room Design Review Program Plan for 
Brunswick Steam Eleclnc Plant, Units 1 & 2 ” 

' Science Applications International Corp (formerly Science Applications, Inc ) NRC 
03 82-096 B5/03/15 NRC No Detailed Affiliation Given 16pp 30502 011 
30502 026 

6S05170523 Ack receipt of 850404 supplemental response informing NRC of steps 
taken to correct violations noted in IE Insp Repts 50 324/83-11,50 325/83-11,50 324/ 
83 26 & 50 325/83-26 

WALKER,R D Region 2, Office of Director 85/04/22 UTLEY,E E Carolina Power & 
Light Co Ip 30464 260-30464 265 

-8505170629 Provides supplemental response to NRC 840330 Itr re violations noted In 
Insp Repts 50-324/03 11,50 325/83-11, 50-324/83-26 & 50-326/03 26 fnfo provides 
update of fire protection program status S programmatic changes 
HOWE,P W Carolina Power & Light Co 85/04/04 GRACE, J N Region 2, Office of 
Director 4pp 30464 261-30464 265 

8505160267 Forwards request for addi Info ro 031027 & 841031 submittats concerning 
procedure generation package Response requested within 45 days of ilr receipt 
VASSALLO,D B Operating Reactors Branch 2 85/05/06 UTLEY, E E Carolina Power 
& Light Co 3pp 30449 357-30449 359 

8505200109 Forwards comment on Science Applications Inll Corp evaluation of 041227 
submittal re program plan for DCRDR In-progress onsite audit scheduled lor Aug 
Sept 1985 

VASSALLO.D B Operating Reactors Branch 2 85/05/06 UTLEY.E E Carolina Power 
& Light Co 6pp 30502 005-30502 026 

G505170166 Forwards Rev 19 to emergency response plan & revised emergency 
procodures,lncludlng Rev 4 to PEP-04 2 ro emergency facilHios & equipment & Rev 5 
to PEP-03.1 3 re use of communications equipment 

HOWE,PW Carolina Power & Light Co 85/05/14 QRACE,JN Region 2, Olfico of 
Director 2pp 30442 307-30443 016 

-8505170169 Rev 19 lo emergency response plan,Vol XIII,Book 1 
BOYER, LC Carolina Power & Light Co 85/05/09 15pp 30442 309-30442 323 

-8505170175 Revised emergency plan procedures, including Rev 4 to PEP-04 2 re 
emergency facilllies & oquipm 0 nl,Rov 5 to PEP-03 1 3 re use of communications 
equipment & Rev 5 to PEP-02 6 21 ro emergency communicator 
b5yER,L a Carolina Power & Lfght Co 85/05/09 55pp 30442 324-30443 016 

8B06240251 Forwards safety evaluation re Generic Lir 82-33 Rev 2 to Reg Guide 1 07 
acceptable “Conformance to Reg Guide 1 97, Brunswick Steam Electric Plant Units 1 
& 2, informal rcpt also end 

VASSALLO,D 0 Operating Reactors Branch 2 05/05/14 UTLEY, E.E Carolina Power 
& Light Co 2pp 30576 001-30576 023 

-8505240260 Safety ovafualion supporting util conformance to Rev 2 to Reg Guido 
1 97 

* Office of Nuclear Reactor Regulation, Director 85/05/14 2pp 30576 003- 
30576 004 

-8506240267 “Conformance lo Reg Guido 1 07, Brunswick Steam Electric Plant Units 1 
& 2," informal repl 

TAWFIK,M S EG&G, Inc FIN A-6483 EQG-EA 6734 05/03/26 NRC • No Defailad 
Affiliation Given lOpp 30576 005 30576 023 

8605290347 Nolificatlon of rescheduled Q50529 meeting w/utll In 6othe&da.MO lo dis 
cuss contro! room habitability 

QROTENHUIS,M. Oporating Reactors Branch 2 85/05/20 VASSALLO.D B Operot 
ing Reactors Branch 2 Ip 30629 284-30620 284 

8605310088 Notification of 650520 meeting w/util In Be1hosda,MD to discuss control 
room habit ability 

GROTENHUIS.M Operating Reactors Branch 2 85/05/20 VASSALLO,D B Operat- 
ing Reactors Branch 2. Ip 30670.326-30670 327 


P. Operating license stage documents & correspondence 

8505020416 Forwards request for adcfl info re 031107 response lo Generic Ltr 83- 
28, Item 2 2 2 Info requested within 60 days of Itr receipt HL Thompson 650320 Ilr lo 
INPO discussing NUTAC ropt on Generic Lir 63-28 also end 
VASSALLO,D B Oporating Reactors Branch 2 85/04/23 UTLEY, E.E. Carolina Power 
& LIghI Co 3pp. 30141 291-30141 300 

8505030206 Application for amend to Liconsos DPR-62 & DPR-Tl.addlng paragraph lo 
require implementation of end integrated plant mod plan Fee paid 
UTLEY, E.E Carolina Power & Light Co 85/04/29 VASSALLO,D.B Operating Reac- 
tors Branch 2. 9pp 30126 178-30126 186. 

8504200442 Generic Ltr 85-07 to ell operating reactor licensees re Implomenlalion of 
integrated schedules for plant mods svc list end 

THCjMPSON.H L. Division of Licensing 85/05/02. Consolidated Edison Co of Now 
York. Inc 22pp. 30218 149-30218 170. 

8505160268 Forwards request for add! Info re 841024 proposed change to Tech Spec 
3 6 1 3 to Include Inoperable airlock door Interlock Info requested within 60 days of ltr 
receipt. 

VASSALLO.D B Operaling Reactors Branch 2 85/05/02. UTLEY.E E Carolina Power 
& Light Co, 3pp. 3(J450.225.30450'227 

8506090400 Application for amends lo Licenses DPR-62 & DPR-71 .chanaing Tech 
Specs to add footnote to Items 9 & 10 of Table 4 31-1 lo indicate eurveillance not 
required when thermal power below 30% of rated thermal power Fee paid 
CUTTER,A B Carolina Power & Light Co, 85/05/06, VASSALLO.D B Operating Reac- 
tors Branch 2. 4pp. 30223*1 99-30223-208 

-8505090407 Proposed Tech Specs adding footnote to Items 9 & 10 of Table 4 3 1-1 lo 
Indicate surveillance not required when thermal power below 30% of rated thermal 
power 

* Carolina Power & Light Co 85/05/06. 6pp. 30223-203.30223'208 


8505100398 Application for amends to Licenses DPR 62 & DPR-71, revising Tech Spec 
footnote to include high radiation areas In Surveillance Requirement 4 611a & 
rewording GE BWR/4 STS ro detnertod containment atmosphere in Tech Spec 
4611c 

CUTTER.AB Carolina Power & Light Co B5/05/C6 VASSALLO.D B Operalir^g Roac 
tors Branch 2 Ip 30245 150-30245 1 53. 

-8505100408 Proposed Tech Specs 4611a&4611c revising footnoto to include 
high radiation areas & rewording GE aWR/4 STS re delnorled containment 
atmosph ere.rospeclively 

• CafoNr>a Power & Liglit Co 85/05/06 3pp 30245 151-30245 153 

8506180235 Forwards environ assessment & finding of no significant impact re 831121 
& 840420 requests for approval to burn radioactively contaminated oil 
VASSALLO.D B Operating Reactors Branch 2 85/05/06 UTLEY.E E Carolina Power 
& Light Co 3pp 30450 096 30450 106 

-8505160242 Notice of issuance of environ assessment & finding of no significant 
impact re 831121 & 840420 requests for approval to burn radjoaclivoly contaminated 
oii 

LAINAS.GC Assistant Director for Operating Reactors 85/05/06 8pp 30450 099- 
30450 106 

8505130233 Withdraws 620603 amend request for Licenses DPR-71 & DPR 62 ro 
singfo loop oporaiione Withdrawal request based on undated stability Info in GE Rev 1 
Svc fnfo Ltr-380, “BWR Coro Thermal Hydraulic Stability " 

ZIMMERMAN.SR Carolina Power & Ugh! Co 85/05/08 VASSALLO.D B Operating 
Reactors Branch 2 Ip 30273 350-30273 350 

8505160186 Forwards romiltance of application fee for 850405 request for approval of 
alternative test In lieu of hydrostatic test of two Class 2 piping welds 
ZIMMERMAN.SR Carolina Power & Light Co B5/05^8 OIGGS.R M License Fee 
Management Branch Ip 30395 072-30395 072 

8506300156 Forwards draft technical evaluation ropt re util responses to Generic Ltr 83- 
28,ll0m 12, “Post-Trip Review.Dala & Info Capabilllios *' Response incomplete Info 
will bo obtained by telcon within 1 wk of receipt of draft rept 
VASSALLO.D B Operating Reactors Branch 2 85/05/15 UTLEY.E E Carolina Power 
& Lfght Co 17pp 30659 162-30659 180 

8505290033 Notification of time change (or 050529 meeting w/util in Belhosda.MD to 
discuss Implementation of Generic Ltr 84 09 criteria 

GROTENHUfS.M Operating Reactors Branch 2 85/05/20 VASSALLO.D B Operat 
Ing Reactors Branch 2. 2pp 30629 344-30629 344 

8505310045 Notification of 850529 meeting w/ulil in Bolhesda.MD lo discuss implemen 
talion of Generic Ltr G4-O0 criteria 

GROTENHUIS.M Operating Reactors Branch 2 85/05/20 VASSALLO.D B Operat- 
ing Reactors Branch 2. Ip 30637 307 30667 308 

8505290481 Requests approval to utilize damping curve developed by PVRC In ASME 
Code Case W-411.Now damping values could be used for current piping mods & 
future piping stress analyses as option <o onglnol damping values presonloJ in FSAR 
CUTTER.AB Carolina Power & Light Co 85/05/22 VASSALLO.D B Operating Roac 
tors Branch 2 6pp 30692 238 30592 S43 

0505210106 Gononc Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts • formats 

THOMPSON.H L Division of Licensing 06/05/23 Consolidated Edison Co. of New 
York. Inc 20pp 30602 262 30682 301 


Q. Inspection reports, IE Bulletins & correspondence 

8505170013 Further response lo FO)A request for documonls ro SALP repts for (islod 

g iants since 1979 Forwards App A documents Documents also available in PDR App 
documents withheld (ref FOfA Exemption 5) 

FELTONJM Division of Rules and Records 84/10/19 EDDLEMAN,W Public Inter- 
est Rose arch Group, North Carolina 7pp 30473 149-30473 317 

-8605170018 Agenda for uli! 0401 1 1 performance overview 
* Carolina Power & Light Co 84/01/11. Carolina Power & Light Co 10pp. 39473 157- 
30473 317 

8505170296 Forwards Insp Repts 50-324/85 08 & 50-325/85 08 on 850319 22 No vio- 
lations or deviations identifieti. 

VERHELLl.D M Ronion 2, Office of Diroctor 85/04/09. UTLEY.E E. Carolina Power & 
Light Co 2pp 304&5 078 30465 086 

“8605170313 Insp Ropte 50 324/85 00 & 50 325/85 08 on 850319-22 No violations or 
deviations noted Major areas bspected indopendonl Insp efforLprevIcus enforcemenl 
matters, open items & IE bulletin. 

COLEY, J.L, BLAKE, JJ Region 2, Office Of Director. 85/04/08 7pp 30465 OBO 
30465 006 

8505210647 Ack receipt of 860320 Ilr informing NRC of slaps taken to correct violations 
noted In. Insp Repts 60-324/85 02 & 50-325/85 02 

VERRELLI.D M Region 2, Office of Director 85/04/09 UTLEY, E.E Carolina Power & 
Light Co. ip. 30514 331-30514*352 

-8 50521 0553 Responds lo NRC 850220 Ilr re violations noted In Insp Repts 50 324/05- 
02 & 50-325/05 02 Corrective actions Fluke digital thermometer installed lo continu- 
ously monitor callbr room temp & temp readings recorded routinely 
DIET2.C R Carolina Power & Light Co 85/(53/20 GRACE.J N Region 2, Office of 
Director. 2pp 30514*332-30514,333 

“8505210560 Forwards Insp Repts 50 324/05-02 & 60-325/05 02 on 850107-11 & 
notice of violation 

VERRELLl.D M. Region 2, Office of Director, 05/02/20 UTLEY, E.E, Carolina Power 8 
Light Co 2pp 30514*334-30514 352 

“6505210565 Notice of violation from Insp on $50107-11. 

• Region 2, Office of Director 85/02/20 Ip 30514,336-30514 336 
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“8505210571 fnsp Repls 50-324/8S 02 & 50 325/85^02 or> 850107 11 Violation 
noted failure lo provide environ control in electrical & [nslriimonlalioii calibr lab 
B3LISLE,GA, UPRIGHT, CM Region 2, Offrco of Director 85/02/13 16pp 
30514 337-30514 352 

8505220035 Ack receipt of B50403 Itr informing NRC of steps laken to correct violations 
noiad In Insp Ropts 50 324785 03 & 50-325/85-03 Implementation of corrective ac 
tions will be examned djnng future insps 

VERRELLkDW Region 2, OJfico of Director 85/04/15 UTLEY, EE Carolina Power & 
Light Co Ip 30527 015 30527 018 

- 8505220040 Responds to NRC 850306 Hr re violatJons noted in fnsp Repls 50 324/85- 
03 & so 325/85-03 Cor roc live actions operating procedures for transfer of solid rad 
wasfo to mobila processing unit via radwasto loaaing dock revised 
DIETZ.C R Carolina Power & Light Co 05/04/03 GRACEJ N Region 2, Office of 
Director app 30527 016-30527 018 

8SD517Q523 Ack receipt of 850404 supplemonlal rospanso inforrTiinq NRC of steps 
taken to correct violations noted in IE Insp Repls 50 324/83- 1 1,50 325/83 11,50-324/ 
03-26 & 50 325/83 26 

WALKER, R D Region 2, Olfice of Director 85/04/22 UTLEY.EE Carolina Power & 
Light Co 1p 30464 260 30464 285 

“8505170529 Provides supplemental response lo NRC 840330 itr re violations noled in 
Insp Repls 50 324/03-11.50-325/03-11, 50 324/83-26 & 50-325/83-26 Info provides 
update of fire protoclion program status & programmatic changes 
HOWE,PW Carolina Power & Light Co 85/04/04, GHACE.J N Region 2, Office of 
Director 4pp 30464 261-30464 265. 

8504260452 (E Info Nolrco 85 034, "Heal Tracing Contributes lo Corrosion of Slatnioss 
Sleol Piping ” Sve list end 

JORDAN. E L Division of Emergency Preparedness & Enaineermg Response (Post 
830103) 85/04/30 Consolidaled Edison Co. of New York. Inc i07pp 30115185- 
301 16 2D1 

8504250455 IE Info Nollco B5 035, "Falluro of Afr Check Valves lo Seat ” Sve list onci 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolicfalod Edison Co of Now York, Inc lOCpp 30115 077- 
30116 104 

86D5O70O76 Requests relief from insen/ico insp requirements for exercising & leak rate 
tests for roactor in sire mental ion protoclion & excess How check valves on Instrumen- 
tation lines penetrating primary containment 

CUTTER, A B. Caroilna Power & Light Co 85/05/02 VASSAILO.DB Operating Reac- 
tors Branch 2 2pp 30172120 30172121 

B50528Q085 Forwards Insp Repts 60 324/B5 05 & 50-325/65 05 on 850301-31 & notice 
of violation 

WALKER.R D Region 2. Office of Director 65/05/06 UTLEY.EE Carolina Power & 
Light Co 2pp. 30408 144-304B6 150 

..8505280091 Notice of violation from insp on 6503D1 31. 

* Region 2, Office of Director 85/05/06 2pp 30486 146-30486 147 

“8505200105 Insp Repls 50-325/85 05 & 50-324/85-05 on 850301-31 Violation 
no tod. failure to follow Surveillance Procedure PT 1 17PC re APJFtM 
QARNER.L W . HICKS.T E . FREDRICKSON,P Region 2. Office of Director 05/04/30 
9pp 30488148 30466156 

8S05060418 IE Info Nollco 64-52, Suppl 1, “Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors “ 

JORDAN, E L, Division of Emergency Preparedrtess & Engineering Response (Post 
830103). 85/05/00 Consolidated Edison Co of Now York, Inc tOpp 30816 338- 
30615 347 

6505230436 Requests approval to begin second inservico Insp interval on 060710 to 
preclude possibility of insp programs conforming to clilforont ASME Boiter & Prossuro 
Vessel Code editions Fee paid 

CUTTER, A B Carolina Power & Light Co, 85/05/28 VASSALLO.DS Operating Reac- 
tors Branch 2 2pp, 30531 207-30531 -208 


R. Perlo-dio operating reports & related correspondence 

8505 21 0593 “Environ Surveillance Repl,19a4 “ W/85042e Jtr 
PASTEUR.RD.. DIETZ.CR Carolina Power 8 Light Co 04/12/31 GRACE.J N 
Region 2. Office of Director 45pp. 30515 280-3051 5'324 

8505240399 Monthly operating ropts for Apr 1905,W/8 50506 Jtr. 

HARR ISON, F„ DIETZ.C. R. Caroilna Power & Light Co. 85/04/30 TAYLOR ,J M Direc- 
tor’s OffiCQ, Office of Inspection and Enforcement 12pp 30553 066 30553 079 


0505080352 LER 85 007-00 on Q50409, reactor water cleanup sys inlet primary contain- 
ment inboard & outboard isolation valves 2 G31-F001 & F004 closed on primary con- 
tainment Group 3 Isolation signal W/8 50502 Itr 

PASTVA.MJ, DIETZ.CR Carolina Power & Light Co B5/05/02 2pp 30228163 
3022Q 164 


U. Congresslonal/Execuiive Correspondence 


6505160510 Submits update to 040529 Hr re uso of suspect Raychem-Flarntrot cables 
In nuclear power plants Tost rosults show that Flamtrol cables used at facilities fully 
qualified for intended sve fssuo acceptably resolved 

PALLADINO.NJ Commissioners 85/04/22 PANETTA.L E House of Rep Ip 
30446 313 30447 045 


V. Operator Examinations 

8505160270 Forwards safety evaluation based on uti! 841005 & 850314 submittals re 
reactor operator replacemont training program Program acc^tablo 
VASSALLO.O B Operating Reactors Branch 2 05/05/03 UTLEY.E E Carolina Power 
& Light Co 2pp 30450 219 30450 224. 

“6506160278 Safely evaluation supporting util 841005 & 850314 submittals re reactor 
operator replacement training program 

• Office of Nuclear Reactor Regulation, Director 85/05/03 4pp 30450 221- 
30450 224. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency 8 fire protection plans 


8504240071 “Evaluation of Detailed Control Room Design Review Program Plan for 
Brunswick Steam Electric Plant, Units 1 & 2“ 

* Science Apphcatlons International Corp [formerly Science Applications, Inc ) NRC- 
03 82 096 85/03/15 NRC • No Detailed Affilialton Gwen IBpp 30502 011- 
30502 026 

8505170523 Ack receipt of 850404 auppremental response informing NRC of steps 
taken to correct violations noted in IE Insp Repls 50-324/03-1 1,50 325/B3-1 1,50 324/ 
83 26 & 50-325/83 26 

WALKER.RD Region 2, Office of Director 05/04/22 UTLEY.EE Carolina Power & 
Light Co ip 30464 260-30464 265 

“6505170529 Provides supplemental response to NRG 040330 Hr re violations noted In 
Insp Ropts 50-324/63-11,60-325/03-11, 50 324/83-26 & 50-325/83 26 Info provides 
update of fire protection program status & programmatic changes 
HOWE.PW Carolina Power & Llohl Co 05/04/04 QRACE.JN Region 2, Office ol 
Director 4pp 30464 261-30484 265 

8505160287 Forwards request for addi Info re 831027 & 041031 submittals concerning 
procedure generation packago Response requested within 45 days of Itr receipt 
VASSALLO.D B. Operating Reactors Branch 2 85/05/06 UTLEY, E E. Carolina Power 
& Light Co. 3pp 30449-357-30449 359 

8505200199 Forwards comment on Science Applications Inti Corp evaluation of 041227 
submittal re program plan for DCRDR In progress onsite audit scheduled for Aug 
Sept 1985 

VASSALLO.D B. Operating Reactors Branch 2 85/05/06 UTLEY.EE Carolina Power 
& Light Co 6pp. 30502 005-30502 026 

6505170166 Forwards Rev 10 to emergency response plan & revised emergency 
procedures, including Rev 4 to PEP 04 2 re emergency facilities & equipment & Rev 5 
to PEP-03 1 3 ro use of communications equipment 

HOWE,P.W Carolina Power & Light Co 85/05/14. QRACE.J N Region 2. Office of 
Director 2pp 30442 307-30443 016 

“6505170169 Rev 19 to emergency response plan.Vol Xllt.Book 1 
BOYER.LC Carolina Power & Light Co 85/65/09 15pp 30442 309-30442 323 

“8505170176 Revised emergency plan procedurasjncludlng Rev 4 to PEP-04 2 re 
emergency facilities & equipment, Rev 6 to PEP-03.1 3 re use of communications 
equipment & Rev 5 lo PEP-02 6 21 r© emergency communicator. 

BOYER, L.C. Carolina Power & Light Co 05/05/09 65pp 30442 324-30443 016 


S. Reportable occurrences, LER 8 & related cofreepondence 


6565010043 LER 80-12 1/03L-1 'on 80 1229, following reactor scram, reactor level instru- 
menl 2-B21-LI R604A did not track properly lo decreasing reactor level Caused by In- 
alrumenl level transmitter 2 B2I-LT.N026A out ol calibr \V/0 50327 Hr. 

PASTVA,MJ. DIETZ.CR. Caroilna Power & Light Co 85/03/27 GRAC£,JN Region 
2, Office ol Director. 2pp. 30095 260-30095:269. 


650S01039B LER 62-071 /03L-1. on 020701, primary containment penetrations & Isolation 
valyos found to have leak rate greater than 0 60 L.Valves & penetrations repaired & 
returned to sve. No further acllon planned. W/ 050320 Itr, 

PASTVA,M J., DIETZ.C R Carolina Power & Light Co 85/03/26 GRACE, J.N. Region 
2, Office of Director 2pp 30094:006-30094.009. 

8505030S81 NPDES noncompllanc© notification, on 6 50327, plant exceeded biochemical 
oxygen demand daily average limitation of 30 mg/I for sewage treatment facility.Cause 
undetermined Investigation continuing 

STARK EY,RB Carolina Power & Light Co 65/04/11 WAKILD.C North Caroilna. 
State of. 1p. 30146341-30146 341. 

8505020346 NPDES noncompllaace nolificalton on 850327-20 & 041 2-13, pump 2B 
laken out of sve Caused by laifure of cooling fan due to blown transformer & need to 
reotace torn line mash screen. Transformer replaced ^ i. 

STARK EY.R B Carolina Power i Light Co. 65/04/23. WAKILD.C. North Carolina, 
State of. Ip 30117.203-301 17'203. 


6505240261 Forwards safety evaluation re Generic Ltr 82-33 Rev 2 to Reg Guide 1 97 
acceptable. “Conformance to Reg Guide 1 97, Brunswick Steam Electric Plant Units 1 
& 2, informal rept also end. 

VASSALLO.D B Operating Reactors Branch 2. 85/05/14 UTLEY.EE Carolina Power 
& Light Co 2pp. 30576 001*30576.023 


“8505240260 Safety eveluallon supporting util conformance lo Rev 2 to Reg Guide 
1.97. 

* Office of Nuclear Reactor Regulalion, Director 85/05/14 2pp 30576,003- 
30576'004 


“0505240267 "Conformance to Reg Guide 1 ,97, Brunswick Steam Electric Plant Units 1 
& 2,'* informal rept 

TAWRK,MS EG&G, Inc FIN A-6403 EGG-EA.67a4. 85/03/25, NRC - No Detailed 
Atliliation Given 10pp. 30576 005-30576.023. 

8505290347 Notification of rescheduled 050529 meeting w/utll In Belhesda.MD to dis- 
cuss control room habitability. 

GROTENHUtS.M. Operating Reactors Branch 2. 85/05/20. VASSALLO.D. B. Operat- 
ing Reactors Branch 2. ip. 30629 284-30620.284 

6605310003 NotiHcation of 850529 meeting w/utll In Belhesda.MD to discuss control 
room habitability 

QROTENHUIS,M Operating Reactors Branch 2. 85/05/20, VASSALLO.D.B. Ooerat- 
Ing Reactors Branch 2 Ip 30670,326-30670-327 ^ 
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P. Operating license stage documents & correspondence 

8505020416 forwards request for addi Info re 031107 response to Generic Ur 03' 
2a.ltGm 2 22 Info requested within 60 days of Hr receipt HL Thompson 050320 Jtr to 
INPO discussing NUT AC ropt on Generic Llr 63*20 also end 

VASSALLO.D B Operating Reactors Branch 2 85/04/23 UTLEY, E E Carolina Power 
& Light Co 3pp 30141 291-30141 300 

8505030330 Application for amend to License DPR-71, revising Tech Specs re min criti- 
cal power ratio values, MAPLHGR values for now Fuel Type BP8DRB299 & deletion of 
ref to old 0x8 fuel type No significant hazards identified Pee paid 
CUTTER, A B Carolina Power & Light Co 05/04/26 VASSALLO.D B Operating Reac- 
tors Branch 2 2pp 30124 270-30124 316 

-8506030341 Proposed Tech Spec revs re min critical power ratio values, MAPLHGR 
values for new Fuel Typo BP0DRB29D.addl MAPLHGR values for Fuel Types 
PaDRa205,P6DRB265H & PeDRB209 & deletion of ref to old 6X0 fuel type removed 
from core 

• Carolina Power & Light Co- B5/04/26 17pp 30124 272-30124 280 

-8505030349 Rev 0 to "Supplemental Reload Licensing Submittal for Brunswick Steam 
Electric Plant, Unit 1, Reload 4 (W/o Recirculation Pump Trip) " 

LAMBERT.PA, ZARBIS.WA, CHARNLEYJS General Electric Co 23A4663 ROO 
05/04/10 32pp 30124 269-30124 316 

9505030206 Application for amend to Licenses DPR-e2 & DPR-71, adding paragraph to 
requlra implementation of end integrated plant mod plan Fee paid 
UTLEY, E E Carolina Power & Light Co 85/04/29 VASSALLO,D.B Operating Reac- 
tors Branch 2 9pp 30126 178-30126 166. 


8505310046 Nolification oJ 850529 meeting w/util in Belhesda.MD lo discuss impJemen 
tation of Generic Llr 84-09 criteria 

GROTENHUIS.M Operaling Reactors Branch 2 65/05/20 VASSALLO.D B Operat- 
ing Reactors Branch 2 Ip 30667 307-30667 308 

&5052904&1 Requests approval to utilize damping curve developed by PVRC in ASME 
Code Case W-411.New damping values could be used for current piping mods & 
fulurenfplng stress anafysos as option to original damping values presented in FSAR 
CUTTB4,A B Carolina Power & Light Co 85/^05/22 VASSALLO.D B. Operating Reac- 
tors Branch 2 6pp. 30592 238 30592 243 

8506210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR2040B termination 
repts * formats 

THOMPSON,H L Division of Licensing 05/05/23 Consolidated Edison Co of New 
York, Ific 20pp 30602 202-30682 301 


O. fnspeotion reports, IE Bulletins & correspondence 

6665170013 Further response lo FOIA request for documents re SALP repts for listed 
plants since 1970.Forwards App A documents Documents also available In PDR App 
B documents withheld (ref FOlA Exemption 5) 

FELTONJM Division of Rules and Records 04/10/19. EDDLEMAN.W Public Inlor- 
est Research Group. North Carolina 7pp 30473 149 30473 317 

-8505176 018 Agenda for ulil 8401 1 1 performance overview 
* Carolina Power & Light Co 84/01/1 1 Carolina Power & Light Co 19pp 30473 157- 
30473 317 


8685060121 Application for amend to License DPR-71, revising Tech Specs to reflect 
mods to provide dedicated purge sys for post accident combustible gas control which 
meets requirements of NUREG 0737, Item II E.4 1. 

CUHER.A B Carolina Power & Light Co 05/04/30 VASSALLO.D B Operating Reac- 
tors Branch 2 2pp 30157 340-30157 348. 

-8505060125 Proposed Tech Specs reflecting mods to provide dedicated purge sys for 
post-accident combustible gas control which meots requirements of NUREG 
0737, Item IIE4 1 

* Carolina Power & Light Co B5/04/30 6pp 30157 342-30157 346 


8505170296 Forwards Insp Roots 50 324/65-08 & 60 326/85-08 on 050319 22 No vio- 
lations or deviations Identified 

VERRELLI.O.M Region 2, Office of Director 85/04/09 UTLEY, E E Carolina Power & 
Light Co 2pp 30465 078 30465 086. 

-8505170313 Insp Repts 60 324/85 00 & 50-325/85 08 on 850319 22 No violations or 
deviations noted Major areas Inspected' independent Insp effort, previous enforcement 
mallera, open Hems & IE bulletin 

COLEY,JL. BLAKe.JJ Region 2, Office of Director 85/04/08 7pp 30465 080- 
30465 0B6 


8504290442 Generic Ltr 05 07 to all r^eratlng reactor iiconsees re implementation of 
integrated schedules for plant mods Sve list end 

THl?MPSON,H L Division of Licensing 85/06/02 Consolidalod Edison Co of New 
York, Inc 22pp 30210 149-30218*170 

8505160268 Forwards request for addI info re 041024 proposed change lo Tech Spec 
3 6 1 3 to include inoperable airlock door interlock Info requested within 60 days of ltr 
receipt 

VASSALLO.D 0 Operaling Reactors Branch 2 85/05/02 UTLEY.E E Carolina Power 
& Light Co 3pp 30450.225-30450 227 

8605090400 Application for amends to LIcensos DPR-62 & DPR-71, changing Tech 
Specs to add footnote lo Items 9 & 10 of Table 4 3 M to indicate surveRlance not 
required when thermal power below 30% of rated thermal power Fee paid 
CUTTER, A B. Carolina Power & Light Co 65/05/06 VASSALLO.D 8 Operaling Reac- 
tors Branch 2 4pp 30223 199 30223 200 


6505210547 Ack receipt of 850320 llr informing NRC of steps taken lo correct violations 
noted (n Insp Repts 60-324/85 02 a 50 325/05 02 

VERRELLI.DM Region 2, Office of Director 85/04/09 UTLEY.E E Carolina Power & 
Light Co Ip 30514 331-30514 352 

-6505210553 Responds to NRC 850220 llr re violations noted In Insp Repts 50-324/85- 
02 & 50-325/85-02 Corrective actions Fluke digital thermometer installed to continu 
ously monitor callbr room temp & temp readings recorded routinely 
DIETZ.C R Carolina Power & Light Co. 05/03/20. GRACE. J.N Region 2, Office of 
Director 2pp 30514 332-30514 333 

-8505210560 Forwards fnsp Repts 50-324/85-02 & 50-325/85 02 on 050107-11 & 
notice of violation 

VERRELU.D.M. Region 2, Olfice of Director. 85/02/20 UTLEY, E.E. Carolina Power & 
Light Co 2pp 30514 334-30514 352 


-8506090407 Proposed Tech Specs adding footnote to Items 9 & 10 of Table 4 3.1-1 to 
indicate surveillance not required whon thermal power below 30% of rated thermal 
power. 

• Carolina Power & Light Co. B5/05/06 6pp. 30223'203-30223*208 

8505100398 Application for amends to Licenses DPR 62 & DPR-71, revising Tech Spec 
footnote to include high radiation areas in Surveillance Requirement 4 6 1.1a & 
rewording GE 0WR/4 STS ra deinerled containment atmosphere fn Tech Spec 
4011c 

CUTTER.A.0 Carolina Power & Kglit Co. 85/05/06. VASSALLO,D B. Operaling Reac- 
tors Branch 2 1p 30246.150.30245 153 

-8505100408 Proposed Tech Specs 4 6 1,1 a & 4 0 1.1 c revising footnote to (nctudo 
high radiation areas & rewording GE BWR/4 STS re dolnerted containment 
a t m osp he re , resp ecti ve ly 

* Carolina Power & Light Co. 85/05/06 3pp 30245 151-30245.153. 

8505160235 Forwards environ assessment & finding of no significant impact re 831121 
& 840420 requests for opproval lo burn radloactively conlaminoled oil 
VASSALLO.D B Operating Reactors Branch 2 85/05/06. UTLEY, E.E Carolina Power 
& Light Co 3pp. 30450 096.30460'1 06 

-8605160242 Notice of Issuance of environ assessment & finding of no significant 
impact re 831121 & 840420 requasta for approval to burn radloactively contaminated 
OIL 

LAIN AS, Q C, Assistant Director for Operaling Raactors 85/06/06 6pp. 30460:099- 
30450-106 


8605130233 Withdraws 820603 amend request for Licenses DPR-71 & DPn-62 re 
single loop operations Withdrawal request based on updated stability info In GE Rev 1 
Sve Info Ltf-3B0, "BWR Core Thermal Hydraulic Stability ” 

ZIMMERMAN, S.fl, Carolina Power & Light Co 86/06/08. VASSALLO.D B Operating 
Reactors Branch 2 1p 30273.360 30273 350 

8505150188 Forwards remitlance of application fee for 050405 request for approval of 
alternalivo test In lieu of hydrostatic test of two Class 2 piping welds 
ZIMMERMAN.SR Carolina Power & Light Co. 85/05/00. DIGGS, R.M License Fee 
Management Branch Ip. 30395 072-30396.072 

8S0S30016B Fonvards draft technical evaluation rept re util responses to Generic Ltr 83- 
28, Item 1.2, "Post-Trip Review Data & Info Capablfities." Response Incomplete Info 
will be obtained by lefcon within 1 wk of receipt of draft rept, 

VASSALLO.D.B, Operating Reactors Branch 2 85/05/15 UTLEY, E E Carolina Power 
& Light Co 17pp. 30659*102-30659.180 

8505290033 Notification of lime change for 850529 meeting w/util in BethBsda,MD lo 
discuss Implementation of Generic Ltr 84-09 c^riterlo 

GROTENHUIS.M Operating Reactors Branch 2. 65/05/20. VASSALLO.D.B. Operat- 
ing Reactors Branch 2. 2pp. 30629 344-30629 344 


-8505210565 Notice of violation from Insp on 850107-11. 

• Region 2, Office of Direclor 85/02/20 1p 30514 336 30514 336 

-8505210571 Insp Repts 50-324/05 02 & 50 326/85 02 on 650107-11. Violation 
noloddailure to provide environ control In eloctrical & Instrumentation calibr lab 
BEUSLE.QA, UPRIQHT.CM Region 2, Office of Direclor 85/02/13. IBpp 
30614 337-30514 352 

8505220035 Ack receipt of 850403 ltr Informing NRC of steps taken to correct violations 
noted in insp Repts 50 324/65 03 & 50 325/85 03 Implementation of corrective ac- 
tions will bo examined during future fnsps 

VERRELLI.D M. Region 2, Office of Direclor. 85/04/16 UTLEY.E.E. Carolina Power & 
Light Co. ip 30527 015 30527'018 

-8505220040 Responds lo NRC 850306 ltr re violations noted in Insp Repts 50-324/06- 
03 & 50-325/85-03 Corrective actions operating procedures for transfer of solid rad- 
waste to mobile processing unit via radwaste loading dock revised 
DIETZ.C R, Carolina Power & Light Co. 86/04/03. QRACE.J.N Region 2, Office of 
Director 3pp 30527-0 16 30527.018. 

8505170523 Ack receipt of 850404 supplemontal response Informing NRC of steps 
taken to correct viofalions noted In IE Insp Repts 50-324/03*11,60-325/03-11,60 324/ 
83-26 a 50 326/83-26 

WALKER, R D Region 2, Office of Director. 85/04/22 UTLEY.E E Carolina Power & 
Light Co. 1p. 30464 260 3046-1 265 

-8505170629 Provides supplemental response to NRC 840330 llr ro violations noted In 
Insp Repts 50-324/83-11,60-325/83-11, 60-324/03-26 & 60-325/03 26 Info provides 
update of bre protection program status & programmatic changes 
HOWE.P.W Carolina Power & Light Co. 85/04/04. GRACE, J N. Region 2, Office of 
Director. 4pp 30464 261-30464.265 

8504250452 IE Info Notice 85-034, "Heal Tracing Contributes to Corrosion of Stainless 
Steel Piping." Sve list end 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30. Consolidated Edison Co of New York, Inc 107pp. 30115:105- 
30115*291 

8504260455 IE Info Notice 85-035, "Failure o1 Air Check Valves lo Seal." Sve list end. 
JORDAN ,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc, 108pp 30115:077- 
30115 184 

8605070078 Requests relief from Inservice Insp requirements for exercising & leak rate 
tests lor reactor (nstrumentafion protection & excess (low check valves on insfrumen- 
tatlon lines penetrating primary containment 

CUTTER, A B Carolina Power & Light Co, 05/05/02 VASSALLO.D 8 Operating Reec- 
lors Branch 2. 2pp 30172 120-30172.121. 
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8505200085 Forwards Insp Repis 50 324/85-05 & 50 325/85 05 0^850301 31 & nollco 
of violalion 

WALKER, n D Region 2. Olfico of Director 85/05/06 UTLEY. E E Carolina Power & 
Ligm Co 2pp 30486 144-30486 156 

-8505200091 Notice of vioration from insp on 850301-31 
^ Region 2, Olfico of Director 65/05/08 2pp 304B6146 30486 147 

-8505200105 Insp Repts 50 325/85 05 & 50 324/05 05 on 850301-31 Violation 
no1ed faclure to follow Surveillance Procedure PT 1 17PC re APRM 
GARNER, L W . HICKS, T E . FREDRICKSON.P Region 2. Office of Director 85/04/30 
6pp 30486 148 30486 156 

866 SO 60410 IE Info Notice B4*52,Suppl 1, “fnadcqitalo Mall Procuremenl Controls on 
Part of Liconsdes & Vendors ” 

JORDAN, E L Division o! Emergency Preparocfncss S Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of Now York. Inc lOpp 30615 336- 
30615 347 

6505230436 Requests approval to begin second inservice insp interval on 860710 to 

B recludo possibility of Insp programs conforming to different ASME Ooiler & Pressure 
esso] Code editions Fee paid 

CUTTER, A B Carolina Power & Light Co 85/05/20 VASSALLO.DB Operalmg fleac- 
lors Branch 2 2pp 30531 207-30531 208 


R. Periodic operating reports & re fated correspondence 


8605218593 “Environ Surveillance Repl,1904 " W/Q50426 Hr 
PASTEUR, RO, DIETZ.CR Carolif^a Power & Ughl Co 84/12/^1 GRACE, JN 
Region 2. Olfice of Director 45pp 30515 260-30515 324 

BS05240399 Monthly operating repts for Apr 1 985 W/65Q506 ftr. 

HARRISON, F , DIETZ.C n Carorma Power & Light Co 95/04/30 TAYLOR, J M Diroc- 
tor^s Office, Office of Inspection and Enforcement 12pp 30553 068-30553 079 


S. Reportable occurrences, LERs & related correspondlence 


05O5O1C411 LER 7fl 040/01T‘1 on 790525,r8anarysis determined that hanger supports 
lack capability to carry calculated loads under worst case seismic conditions per IE 
Bulletin 79 07 Supperls slfGnglhenedW/060327 itr 

PASTVA,M J , DIETZ, C R Carolina PoAsr & Light Co 65/03/27 GRACe.JN Regfon 
2. Olfice of Director 2pp 39094 012-30994 013 

8505038581 NPDES noncompliance notification on 85032 7,p3an1 exceeded biochemical 
oxygen demand daily average limitation of 39 mg/J for sewage treatment facility Cause 
undetermined Investigation continuing 

STARKEY.RB Carolina Power & Light Co 65/04/11 WAKILD.C North Carolina, 
Slate of tp 30146341-30146 341. 

8505030241 LER 65 911 00 on 6503 30, reactor protection sys actuated dunng refueling/ 
matnt outago Cauaod by monitor circuitry sensitivity to cross talk, si gnat noise & spiking 
from nearby work Personnol advised oJ monitor sensctivity W/e50426 Ur 
PASTVAhWJ, DJET2.CR Carolina Power & Light Co 85/04/26 2pp 30148 357- 
39148 359 

8505060359 PNO II 65 046 on 850502 .while working fn torus,wo/ker struck by 
chainfaU Worker taken to hoap Survey showed no contamination io patient or 
clothing No broken bones apparent from Initial X-rays 

HARDIN.AK, FREDRICKSON,P. Region 2. Office of Director 65/05/02 Ip 
30155 155 39155 155 


F. Security, medical, emergency & fire protection plans 

8505200216 Forwards Insp Repts 50-26'9/a5 17,50-260/65 17,50 296/85-17, 50 327/ 
85-14,50-326/65 14.50-390/05-31 & 50-391/05-26 on 050319-22 No violation or cfevi 
alien noted 

VERHELLI.OM Region 2, Office of Director 85/04/04 PARRIS, H G Tennessee 
Valley Aulh only 2pp 304B6 027 30486 037 

«050520D253 fm»p Repts 50 269/05-17,50-260/05-17.50-296/06-17, 50 327/85 14,50 
328/85 14.50 390/85 31 & 50-391/05-26 on 850319-22 No violation or deviation 
noted Major areas inspocted radiological environ monitoring Implamenlalion 
KUZO.GG Region 2. Office of Director 85/04/03 9pp 36^406 029 30406 037 

8506030730 Conlirms 850429 0501 site visits to review fire protection exemption re 
quests 

vASSALLD.D B Operating Reactors Branch 2 05/04/23 PARRIS, H G Tennessee 
VaNoy Authority 2pp 30150 362-30150.363 

0505020436 Rev 1C to Central Emergent^ Control Clr Implementing Procedure IP 3, 
■'Alert, Site Area Emergency & General Emergency” & revised cfiv of nuclear power 
emergency clr impfomenling procedures W/B5042e Ur 
WEBB.WE Tennessee Valley Authority 85/04/26 18pp 30104 240 30104 267 

8505020468 Revised emergency plan implementing procedures.including Rev 13 to 
SQN-IP-6 f© aclivallon of technical support ctr & Rev 2 to SON IP-19 ra radiological 
emergency plan training & drills W/ 85042 6 tir 

GAULT.GW, HUFHAMJW Tennessee Valley Authority, 05/04/26 GRACE.JN 
Region 2. Office of Director 29pp 39103 285-30103 313 

8505920447 Ack receipt of 650418 Ilf informing NRC of steps taken to correct violations 
noted in Insp Ropts 50 327/85-12 & 60-328/05-12 

VERRELll.DM Region 2, Office of Director 65/04/29 PARRIS, HG Tennessee 
Valley Authority Ip 30104 284-30104 204 

• 8595020450 Responds to NRC 650326 Ur re violations noted in Insp Ropis 50 327/85- 
12 & 50-328/86-12 Corrective actions withheld (ref 10CFR73 21) 

SHELL,R H. Tennessee Valley Authority 85/04/18 GRACE, J N Region 2, Office of 
Director. Ip 30104 285 30105 285 

6605200605 Forwards Insp Repts 50-327/05-13 & 50-320/85-13 on 050325-29 & notice 
of violation 

WALKER, RD Region 2, Oflica of Director 85/05/03 PARRIS.KG Tennessee Valley 
Authority 2pp 30467 044 30487 056 

-6505200825 Insp Repis 50 327/85 13 & 50 328/05 13 on 650325 29 Violation 
noted failure 1o provide adequate training 1o shift engineers in offsite protective action 
decision making & failure to test public notification sys per procedure 
MARSTON.R fl , CLINE, W E Region 2, Office of Director 85/04/23 9pp 30487 046 
30487 056 

6605210308 Revised emorgency clr implementing procedures.including Rev 8 (o I P-1 re 
operations duty specialist concerning trans portal ion accident shipment of radwaste 
from TVA facilily W/e50517 Itr 

HUFHAM.JW Tennessee Valloy Authority 85/05/17 14pp 30489 344-30489 368 


J. Insurance & Indemnity Information 

85050B0301 Forwards Endorsemont 48 to NELfA Policy NF-247 & Endorsement 41 to 
MAELU Policy MF-102 

DUCK,J R Marsh & McLennan, Inc 85/05/01 SALTZMAN.J Assistant Director for 
State & Licensee Relallona 3pp 30202 331-30202 333 


P, Operating license stage documents & correspondence 


8505100499 LER 85-015 OOon 850403,05,00.10,11,17 & 30.six automatic & three 
manual Isolations of Umis 1 & 2 common control bldg fCB) HVAC sys 
occurred Caused by chlorination bldg chlorine alarms No evidence of chlorino leaks 
found W/e50502 Hr 

PASTVA.MJ. DIETZ, C,R Carolina Power & Light Co. 85/06/02 2pp 30265150 
30265 1 51. 

6505090264 PNO 11-65 047 on 859502,125 volt dc relay on standby gas Ireatmenl sys 
control panel caught fire Cause undelermfned Fire brigade deenergized panel & bldg 
d V^dCU 9 

HARDIN.A. WEISE.S Region 2, Office of Director 85/05/03 2pp 30219110 
30219 111 


U, Congresslonal/Executfve Correspondence 


8505160510 Submits update to 840529 itr re use of suspect Raychem Flamtrol cables 
In nuclear power plants .Test results show that Ffamtrol cables used at facilities fully 
qualified for Intended sve Issue acceptably resolved. 

PALLADINO.NJ Commissioners 86/04/22 PANETTA,LE House of Rep. Ip 
30446313-30447 045, 


V. Operator Examhallona 


8 BOS 180270 Forwards safely evaluation based on util 841005 & 850314 submittals re 
reactor operator replacemont training program Program acceptable 
VASSALLO.DB. Operating Reactors Branch 2. 85/05/03 UTLEY, E,E Carolina Power 
& Ughl Co 2pp 30450 219-30450 224 

-8505160278 Safety evaluation supporlirp util 841005 & 850314 submiltals re reactor 
operator replacemen! training program 

• Office of Nuctear Reactor Regulation, Dimeter, 65/05/03 4pp 30450,221- 
30450 224, 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT. UNIT 1 


8S05090565 Partial response to FOIA request for documents re 15 FINs Forwards App 
F documonte, Documents also available in PDR 

FELTON. JM Division of Rules and Records 84/11/19, SHOLLV.SC Union of Con 
earned Scientists 3pp 30256 30 1-3026T242 

-8505090671 Forwards draft "Insignts Gained From Four PRAs'* Review & commonis 
requested by 830422 

SPEIS.T.P Division of Safely Technology 83/03/23 EISENHUT.D.G. Division of Li- 
censing THOMPSON, H Division of Human Factors Safety ERNST, M L Division of 
Risk Analysis & Operations (post 640429). 2pp 30258 306-30258 307. 

-650 5090577 Draft "Insights Gained From Four PR As.” 

* Reliability & Risk AssQSsmenI Branch 83/03/23, 01pp 30268 308-30259 025 

8505160090 FOIA request for Science Appllcallons.Ino SAI-01 382-1 47LJ, “Prefiminaiv 
Assessment of Core Melt Probability in Cold Shutdown Following Poslulated LOCA at 
Sequoyah Nuclear Plant” be placed in PDR. 

SHOLLY.SC Union of Concerned Scienlists 84/11/19 FELTON. J M Division of 
Rules and Records Ip 30416 212-30416.212 


8505150001 Further response to FOIA request for documents from INPO & NRC Ihai 
describe .analyze or evaluate INPO role or procedures in reporting info to NRC App A 
documents end App B documents segrogalod & all factual porlions released. 
FELTON.JM Division of Rules and Records. 84/11/21. TOTTEN, T Critical Mass 
Energy Project 4pp 30417.001-30420.303 

-8505160011 "Evaluation of Sequoyah NKclear Plant.” 

* Institute of Nuclear Power Operations. 81/11/30 52pp 30417 008-30417 105 


0505150098 Responds to FOIA request for Science Applications, Inc SAI-01 362-1 47LJ, 
"Preliminary Assessment of Coro Melt Probability in Cold Shutdown Following Postu- 
Jated LOCA at Sequoyah Nuclear Ffant ” Sub] document placed in PDR 
FELTON, JM Division of Rules and Records, 84/12/12 SHOLLY.SC Union of Con 
cerned Scientists Ip, 30416.213 30416 351 


-8207220398 Revision 1 to "Preliminary Assessment of Core Melt Probability in Cold 
Shutdown Following Poslulated LOCA at Sequoyah Nuclear Plant," final rept 
LOBNER.P, HORTON, W,, KIRSTEIN.B, Science Applications Iniernalionarcorp (for- 
merly Science Applications, Inc.). NRC-Oa-ez 096 SAM 302-1 47LJ R01 82/07/16 
NRC - No Detailed Affiliation Qrvan, 135pp. 30416.217-30416*351 
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6505030679 Notification of 650502 meeting w/util in Bettiosda.MD to discuss enhance* 
ments to Binpfoyeo concerns program 

KENYON.TJ Licensing Branch 4 85/04/26 ADENSAM.EG Licensing Branch 4 
2pp 30160 283*30160 284 

8505070514 Forwards SER supporting proposed design for automatic actuation of reac* 
tor trip breaker shunt trip attachments Proposed design satisfies prolmplementatlon 
review requirements for Item 4 3, Generic Ltr 83*28 

NOVAK J M Assistant Oiroctor lor Licensing 85/04/30 PARRIS. H G Tennessee 
Valley Authority 2pp 30212 348 30212 359 

>*8505070521 SER supporting proposed design for automatic actuation of reactor trip 
breaker shunt trip attachments Proposed design satisfies pre implementation review re* 
quirements for Item 4 3, Generic Hr 83 28 re reactor trip sys reliablfity 

* NRG - No Detailed Affiliation Given 85/04/30 lOpp 30212 350*3021 2'359 

6504290442 Generic Hr 85 07 to all operating reactor licensees re implementation o1 
integrated schedules for plant mods Svc list end 

THOMPSON, H L Division ot Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc. 22pp 30218 149*30218 170 

6505 130364 Application for amend to Licenses DPR*77 & DPR*7S.revislng Tech Specs 
to require that acoustic monitoring sys be considered as one of two required valve 
position indication channels for pressunzer PORVs & safety valves Fee paid 
DAMERiJ A Tennessee Valley Authority 85/05/06 ADfcNSAM.E Licensing Branch 
4 4pp 30277 345 30277 356^ 

>*8505130367 Proposed Tech Specs requiring that acoustic monitoring ays be consid* 
ered as one of two required valve position Indication channels for pressunzer PORVs 
& safety valves. 

* Tennessee Valley Authority 85/05/06 Bpp 30277.349*30277 356. 

6505150379 Advises of add) time needed to provide info re NUREG0737, Item ILD 1, 
''Performance Testing of Reactor Relief & Safely Valves ” duo to pajllcipatlon In EPRI 
test program, Info will be provided by 050701 

DOMER.JA, Tennesaoe Valley Authority 85/05/09. ADENSAM.E Licensing Branch 
4. 2pp 30308 314-30390 316 

6505290413 Application for amend to Licenses DPR*77 & DPR'79, revising Tech Specs 
to delete ref to three loop operalion Fee paid 

DOMER.JA. Tennessee Valley Authority 85/05/21 ADENSAM.E Licensing Branch 
4. 3pp. 30592 025*30592 027 

•*6505290419 Proposed Tech Specs deleting ref to three loop operation 

* Tennessee Valley Authority 85/05/21. 21 pp 30692:028*30592 049 

8505310058 Forwards SER re Generic Hr 83*20, Item 1 1, "Post-Trip Review" PosHrip 
review program & procedures acceptable 

NOVAK, T.M. Assistant Director for Licensing 85/05/21 PARRIS, HQ Tonnossoo 
Valley Authority 2pp 30667 309 30667 315 

.•5505310062 SER re ulil 831107 S 840430 responses to Generic Ltr 83*28, Itom 1.1, 
"Post-Trip Review " Program & procedures acceptable 
^ NRC • No Detailed Affmaiion Given 85/05/21 5pp. 30667 311*30667 315 

8S05210106 Generic Ltr 85*08 to all holders of CPs & OLs re 10CFR20 40D termination 
repts • formats 

THOMPSON, H L Division ol Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc. 20pp 306B2'2e2 30682 301 

8505210122 Generic Ltr 85*00 to all Westinghouse PWR llcenseos & applicants re Tech 
Specs for Generic Ltr 83*28, item 4 3 

THOMPSON.H L Division of Licensing 05/06/23 Yankee Atomic Electric Co 17pp 
30671 334*30671 350 


O. Inspeotion reports, IE Bulletins & correspondence 

8S05090383 EN 85 002.on or about 0501 1 5,notice of violation & proposed Imposition of 
civil penalty In amount of $25,000 will bo issued Action based on violation re 640419 
seal table leak & thimble lube ejection 

BEACH.B , AXELRAD.J Director's Office, Office of Inspection and Enforcement 05/ 
01/11, Ip. 30223;211-30223‘211 

8506140216 Forwards Safely Insp Root 50*327/84-24 on 840827-31 & 1 004-05 Viola- 
tions under consideration for escalated enforcement action.No notice of violation 
Issued. 

GRACE, J N. Region 2, Office of Director 85/03/07 PARRIS, H.G Tennessee Valley 
Authority. 2pp 30366 084-30366 281 

.*6605140220 "Thimble Tube Ejection Event of 840419, Sequoyah Unil 1," rept of insp* 
" Region 2, Office of Director 65/03/07 195pp 30366 086 30366,283 

8606200216 Forwards Insp Repts 60-269/85*17,60-260/65-17,60-296/85-17, 60 327/ 
85*14,50.328/85-14.60-390/05*31 & 50 391/85*26 on a50319.22.No Violation or devi- 
ation noted 

VERRELLI.D.M. Region 2, Office of Director. 85/04/04. PARRIS, HG Tennessee 
Valley Authority. 2pp. 30406 027*30486 037. 

-5505200253 Insp Repts 50-259/86-17.50*260/85 17,60*296/85*17. 50*327/85*14,50- 
326/85*14,60*390/65-31 & 50 391/85-26 on 850319-22 No violation or deviation 
notod.Major areas Inspectediradiologicai environ monitoring Inplemeniation. 

KUZO.Q B Region 2. Office of Director 85/04/03. 9pp. 304Bfr 029*3 0486:037 

8505230719 Ack receipt of 850322 Hr Informing NRC of steps taken to correct vJoJalione 
noted In Inso Repts 60*327/85-06 & 60*328/e5 06. 

VERRELLI.D.M. Region 2, Office of Director 85/04/05 PARRIS.HG. Tennessee 
Valley Authority Ip 30542:291-30542:294 


-8605230732 Responds to NRC 850301 ltr re violations noted in Insp Rents 50-327/86- 
06 & 60*328/85 06 Corrective actions discussions hold w/NRC to clarify reporting re* 


quirements of 10CFR50.72(c) & memo distributed 
DOMER,J.A. Tennessee Valley Authority. 85/03/22, GRACE, J N. Region 2, Office of 
Director. 3pp. 30542.292*30542 294. 


8505020447 Ack receipt of 850418 ltr Informing NRC of steps taken to correct violations 
noted in Insp Repts 60*327/86-12 & 60-328/85-12 

VERRELLI.D.M. Region 2, Ofllce ol Director 86/04/29. PARRIS.HG. Tennessee 
Valley Authority Ip. 301 04 '284 -30 104:284 


—8605020450 Responds to NRC 950326 ltr re violations noted In Insp Repts 50 327/85- 
12 & 50-328/85 12 Corrective actions withheld (ref 10CFR73 21) 

SHELL.R H* Tennessee Valley Authority 85/04/18 GRACE, JN Region 2, Office of 
Director 1 p. 30 1 04 265-30 1 05 285 

0604250452 IE Info Notice 65 034, "Heat Tracing Contributes to Corrosion of Staintess 
Steel Pipi^ " Svc list end 

JORDAN.t.L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc 107pp 30115 105* 
30115 291 

8504260455 l£ Info Notice 85 035, "Failure of Air Check Valves to Seat " Svc list enci 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc t08pp 30115 077- 
30115184 

8505170367 Forwards Insp Repts 50-327/05-15 & 50-328/85*15 on 050408*12 & notice 
of violation 

VERRELLI.DM Region 2. Office of Director 86/04/30 PARRIS.HG Tennessee 
Valley Aulhonty 2pp 30463181-30463106 

—8605170373 Notice of violation from insp on 850'108-12 

• Region 2, Office of Director 85/04/30 Ip 30463 183 30463 183 

-8505170362 Insp Repts 50 327/85*15 & 50-328/05*15 on 850408*12 Violation 
noted failure lo meet required lower limits of detection for effluent measurements 
KUZO.Q, B . HARRIS,JD, MONTGOMERY.D M Region 2. Office of Director 86/04/ 
29 13pp 30483 184 30463:196 

8S0520060S Forwards Insp Repts 50-327/85*13 & 60-328/85*13 on 850325 29 & notice 
of violation 

WALKER.R 0 Region 2. Office of Director. 95/05/03 PARRIS.H.Q Tennessee Valley 
Authority. 2pp 3O407O44-3O4O7'O56 

••8S05200B18 Notice of violation from Insp on 650325 29 

* Region 2, Office of Director 85/05/03 2pp 30407 046 30487 047 

“850S200625 Insp Repts 50 327/85*13 & 50 320/05-13 on 850325 29 Violation 
noted failure to provide adequate training lo shift engineers in offsito protecliva action 
decisionmaking & failure to test public notification sys per procedure 
MARSTON.fl H,. CLINE.W E Region 2, Office of Director 85/04/23 0pp 304B7 048- 
30487 056 

8505090057 EN 35*0028 on 850507,no1iC9 of violation & proposed imposition of Civil 
penalties in amount of $1 12,500 will be Issued Action based on violations re seal lablo 
leak & thimble lube dectior> event on 840419 

BEACH.B . AXELRAD.J. Director’s Office, Office of Inspection and Enforcement. 85/ 
05/07 Ip 30219 113-30219 113 

8505240374 Discusses Insp on 840827*31 & 1004 05 & forwards notice of violation & 
proposed Imposition of civil penally, 

GRACE, J N, Region 2, Office of Director 85/05/07 PARRIS.HG Tennessee Valley 
Authority 4pp 30562101*30562109 

>*8505240366 Notice of violation & proposed Imposition of civil penalty in amount of 
$1 12,500 Violations noted in core detector sys Inoperable, per Tech Spec 3 3 3 2 & un* 
usable thimble tube paths blocked 

QRACE.J.N. Region 2 , Office of Director. 85/05/07. 6pp 30562 105-30562 109 

8505060418 IE Info Notice 84 52,Suppl 1. "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors," 

JORDAN, E L Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 85/05/08. Consolidated Edison Co of New York, Inc 10pp. 30615 330* 
30615 347 

8505130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 ” Svc lisi encL 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830 1 03), 86/05/14. Yankee Atomic Eleclfic Co. 4pp 30048 272-30M9 014 


R. Periodic operating reports & related correspondence 

8504100217 "Environ Radioactivity Lave 1 3, Sequoyah Nuclear Plant Annual Rept • 
1983. 

* Tennessee Valley Authority. 83/1 2/31 e4pp 29756 01 5 29756 077 

8504100540 "Effluent & Waste Disposal Semiannual Repl.Suppiemontal info, Second 
Half 1083, Sequoyah Nuclear Plant, Units 1 & 2 " W/040220 Hr 
MASON.C a Tennessee Valley Authority. 83/12/31. O'REILLY .JP Region 2. Office 
of Director. 26pp. 29762,01 3-29762 037. 

8505070554 '"Annual Radiological Environ Operating Rept for 1004 " W/650429 Hr 
MCCLOUD.de Tennessae Valley Authority 84/12/31. ADENSAM.E. Licensing 
Branch 4 65pp 30204 303*30205-006 


S, Roportable occurrencesp LERe & related correspondence 

8505090064 EN &5*002A.hold placed on enforcement action consisting of notice of vio- 
lation 8i proposed Imposition of civil penalties In amount of $25,000 Issued on 0501 1 1 
BEACH.B., AXELRADJ Director’s Office, Office of Inspection and Enforcement. 05/ 
01/11 Ip 30219.112-30219112. 

8505060102 LER 65-004-01 -on 050 11 6, surveillance Instructions (Si) on fire doors not 
performed within Tech Spec lime limlt8.Caused by personnel error.Llr written to per- 
sonnel stressing correct performance of SI8.W/B50425 Hr, 

ORMSBY.D,, WALLACE.P.R. Tennessee Valley Authority 85/04/25, 4pp. 30183-348- 
30ie3'351. 

8505030260 Rev 1 to Special Rept 85'02’on 050207 & 17, fire protection breaches not 
closed within allotted 7 days Caused by oversight of expiration date of broaching 
permit Personnel authorized to obtain breaching permit limited 
WALLACE*PR Tennessee Valley Authority 85/04/26. Record Services Branch (Doc- 
ument Control Desk). 3pp, 30149.001-30149 003 
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&5050905S3 LER 6B 014-00 on B5D404,dunnQ calibr of auxtliary b-ldg stack mdiatioo 
monitor O~nM-90 lOIjnadvsrlem auxiltary bldg isolation occurred Caused by person- 
nel error S!-a2 revised 1o ref 10 s lime delay for channDisW/B50501 Itr 
FRYE.M E , WALLACE.P R Tennessee Valley Autbority 65/05/01 3pp 30232 022- 
30232 024 

65050900G9 LER 85 015 00 on 850404, hourly fire watch for auxiliary bidg supply air fan 
room not conducted Caused by Inoperable door Door repairod.post mamt cbeck 
made & fire watch reeslabiished W/850502 Itr 

ORMSBY.OP, WALLACE.? R Tennessee Valloy Aulhorily 85/05/02 3pp 

30235 116 30235118 

8505220288 LER 05 Q1B 00 on 8504 13, during fnsp of conduit to ensure compliance w/ 
fire proqram requlremonla for sealenLlhree conauils found not sealed on both sides of 
fire barriers Conduils sealed W/050510 Hr 

ORMSBY.OP,, WALLACE.? R Tennessee Valley Authority 65/05/10 3pp 

30530 276 30530278 

8505240358 Summary of 850507 eperaling reactors events meeting List of 
attendees, events discussed & assEgnmonts end 

CRUTCHFIELD.D Assistant Drrector for Safety Assessment 85/05/13, 
THOMPSON.HL DivisEofi of Licensing 2app 30576*145-30576 172 

8505290215 Special Ropi 65-04 blefogical shield htocks removed & bldg equipment 
hatch opened for ice werghmg outage Proper procedures for breaching fire harder 
penelralfons followed Ba rulers will be restored w/outage completion on 050603 
WALLACE,? R Tennessee Valley Authorfty 85/05/17 Record Services Branch (Doc- 
ument Co nt rot Desk) 2pp 30619 230-30619 231 

8505310672 LER &S017 00,on 650422 & D506.(nadvertont auxiliary bldg Isolations 
{ABIs) occurred Caused by electro mag netio frequoncy feedback from welding 
activitiles AB) In bolh events reset W/650520 Itr 

f RYE.M E , WAIUCE.P n Tennessee Valley Authority 85/05/20 3pp 30862 350- 
30662,360 


U Cong re salon a] /Executive Correspondence 

8505300126 Forwards supplemental info to responses to 850326 questions re TVA rept 
concerning pressure monitoring instrumentation. Fact finding loam recommended en- 
forcement action to be taken based on inadequacies in TVA procedures 
PALLADINO.NJ Commissioners 85/05/10 UDALUMK H ouse of Rep, Interior & In- 
sular Affairs 6pp 30659 202-30659 21 1. 

'-6505300142 Requests addi info on recent TVA rept fB45 65 0305 309) re pressure 
monitoring instnj mentation at facility Response fisted questions requested by 
850330, 

UOALL.MK Hoiiseof Rep, Interior & Insular Affairs 65/03/26 PALLAOINO.N Com- 
missioners 4pp 30659 208-30659 21 1 


DOCKET 60-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security^ medlcalj emergency & fire protection plans 

8505200215 Forwards Insp Ropts 50-259/65-17,60 260/85-17,50-296/85 1 7, 50-327/ 
65-14,50 320/65-1 4,50-390/85-31 & 50 391/65-26 on 850319-22 No violation or devi- 
ation noted 

VERRELLbOM Region 2. Office of Director 85/04/04 PARRIS.HQ Tennossee 
Valley Aulhority 2pp 30466 027-30466 037, 

-8505200253 Jnsp Rents 60-259/85-17.60-260/05-17,50-296/85 17, 50 327/85-14,50- 
328/65-14,50-390/84-31 & 50-391/85*26 on 850319-22 No vlolalJon or deviation 
noted Major areas inspectod radiological environ monitoring implementation. 

KU20,G B Region 2, Office of Director. 85/04/03. 6pp 30486 029-30406 037, 

8505030730 Confurns 850429-0501 site visits to review fira protecifon exemption re- 
ouests 

VASSALLO.D B Operating Reactors Branch 2 85/04/23. PARRIS,H.G Tonnessee 
Valley Authoiily. 2pp 30150362-30160 363 

850B020436 Rev 16 to Central Emergency Control Clr Implementing Procedure IP-3, 
*'AlQrl,Sito Area Emergency & General Emergency" & revised div of nuclear power 
emergency clr implementing procedures W/850426 Itr. 

WEB0.W E Tennessee VelTey Authority. 85/04/20. iapp 30104 240 30104 267 

8505020468 Revised emergency plan Implementing procedures.Including Rev 13 to 
SQN-fP6 re activation of technical support ctr & Rev 2 to SQN-IP-19 re radiological 
emergency plan training & dulls W/050426 Hr, 

GAULT.GW. HUFHAMJW Tennessee Valley Aulhority 85/04/26 GRACE, JN 
Region 2, Office of Director. 20pp 30103 205-30103:313 

8505020447 Ack receipt of 850410 (tr Informing NRG of steps taken to correct violallons 
noted In Insp Repts 50 327/05-12 & SO 328/85-12 

VERRELLI,aW Region P. Office of Director. 86/04/29 PARRIS.H.Q, Tonnessee 
Valley Aulhority. Ip. 30104.284-30104:284 

-8SQS020450 Responds to NRC 850326 Itr re violations noted In Insp Repts 60-327/85- 
12 & 60-328/85-12 Correctivo actions withheld (ref 10CFR73 21). 

8HELL,R H Tennessee Valley Authority. 35/04/18. GRACE, JN. Region 2, Office of 
Director 1p. 30104 265-30104:285 

6 505 200606 Forwards Insp Repts 50 327/65-13 & 60-326/86-13 on 050326-29 & notice 
Of violation 

WALKEn,R.D. Region 2, Office of Director. 85/05/03 PARR(S.H.G. Tennessee Valley 
Aulhority. 2pp 30467 044-30487:056. 

--5505200625 Insp Ropts 50 327/85-13 0 50-320/05-13 on 650325 29 Violation 
noted, failure to provide adequate training to shift engineers In offsite protective action 
decisionmaking 8 failure to teat public notification sys per procedure, 

MAnsrON,n.R Region 2. Office of Director 85/04/23. 9pp 30407 048-30487.059 

8505210308 Revised emergency ctr implementing procadures.fncludfng Rev 8 lo IP-1 re 
operations duty specialist concerning transportation accldertl shipment of radwasla 
fromTVAfacllily.W/esOSlzIlr. 

HUFHAMJW. Tennessee Valley Authority 05/05/17 14pp 30489 344 30489-358 


J. Insurance & Indemnity Information 

8505080301 Forwards Endorsement 40 to NELIA Policy NF-247 & Endorsement 41 to 
MAELU Policy MF.102 

DUCK.J R Marsh & McLennan, Inc 85/05/01 SALTZMAN,J Assistant Director for 
Slate A Licensee Relations 3pp 30202 331-30202 333 


P. Operating license stage documenta & correspondence 


6505090565 ParllaP response to FOJA request for documenis re 15 FINs Forwards App 
F documents Documents also evalleble In POR 

FELTONJM Division of Rules and Records 84/11/19 SHOLLY,SC Union of Con 
corned Scientists. 3pp. 30258 301-30261 242 

-8506090671 Forwards draft "insights Gained From Four PRAs" Review & comments 
requested by 830422 

SPEIS,TP. Division of Safely Technology 83/03/23 EISENHUT.D Q Division of Li 
censing. 2pp 30258 306 3025 0 307 

-6505090577 Draft "insights Gained From Four PRAs " 

* Ref lability & Risk Assessment Branch 03/03/23 01pp 30258 308-30259,025 

6505150090 FOIA request for Science Applications, Inc SAI-01382-147LJ, ''Preliminary 
Assessment of Core Melt Probability in Cold Shutdown Following Postulated LOCA at 
Sequoyah Nuclear Plant" be placed in POR 

SHOLLY.se Union of Concerned Scientists 64/11/19 FELTON, JM Division of 
Rules and Records 1 p. 3041 6.21 2-304 1 6:2 1 2 

8505 IS 0001 Further response to FOIA request for documents from INPO 0 NRC that 
describe.analyza or evaluate INPO role or procedures in reporting Info to NRC App A 
documents end App B documents segregated & all factual portions released 
FELTON.J,M Division of Rules and Records. 04/11/21 TOTTEN,T Critical Moss 
Energy Project. 4pp 30417 001-30420 303 

-8S0S160011 "Evaluation of Sequoyah Nuclear Plant." 

* Institute of Nuefear Power Operations. 81 / 1 1/30. 52pp 30417,008-30417 105 

8505150096 Responds to FOIA request for Science Applications, Inc SAI-O1302-147LJ, 
"Preliminary Assessment of Core Melt Probability in Cold Shutdown Following Poslu 
fated LOCA at Sequoyah Nuclear Plant " Subj document placed In PDR 
FELTON.J M. Division of Rules and Records 64/12/12 SHOLLY.SC Union of Con 
cerned Scientists. Ip. 30416 213-30416.351 

-8207220396 Reylslon 1 to "Preliminary Assessment of Cora Melt Probability in Cold 
Shutdown Following Postulated LOCA at Sequoyah Nuclear Plani," final rept 
LOBNER.P, HORTON, W, KIRSTEIN.B. Science Applications InlernallonalCorp (for- 
merly Science Applications, Inc) NRC-03 82-099. SAI-1382-147LJ R01 82/07/16 
NRC • No Detailed Alfilialion Given 135pp. 30416*217-30416 351 

8505030679 Notification of 850502 meeting w/utll In Bethe&dB,MD to discuss enhanco- 
menls to employee concerns program, 

KENYON.tI Licensing Branch 4. 85/04/26. ADENSAM.E.G, Licensing Branch 4 
2pp. 30160’283-30180 284, 


8505070514 Forwards SER supporting proposed design for automatic actuation of reac- 
tor trfp breaker shunt trip attachments Proposed design satisfies pre Implementation 
review requirements for item 4. 3, Generic Llr 03-28. 

NOVAK.T.M Assistant Director for Licensing 85/04/30. PARR IS, HG Tennessee 
Valley Authority. 2pp. 3021 2348-3021 2'359. 

-8605070521 SER supporting proposed design for automatic actuation of reactor trip 
breaker shunt trip attachments Proposed design satisfies preimplementatlon review re- 
quirements for Item 4,3.GQnerlc Ltr 83-28 re reactor trip sys reliability 

* NRC - No Detailed Affiliation Given. 85/04/30 lOpp 30212.350-30212 369. 

6504290442 Gerverlo Llr 66 07 to all operating reactor licensees re implemontation of 
Integrated schedules for plant mods. Svo list end 

THc 5MPSON,H.L. Division of Licensing 05/05/02. Consolidated Edison Co. of Now 
York, fnc. 22pp. 30218*149 30218*170. 

8505130364 Application for amend lo Licenses DPR -77 & DP R-79.re vising Tech Specs 
to require that acoustic monitoring sys be considered as one of two required valve 
position indication channels for pressurizer PORVs & safety valves.Feo paid 
DAMER,J.A. Tennessee Valley Authority. 86/05/06. ADENSAM.E Licensing Branch 
4. 4pp. 30277.345-90277.356. 

-8505130367 Proposed Tech Specs requiring that acoustic monitoring sys be consid- 
ered as one of two required valve position rndicatlon channels for pressurtzer PORVs 
& safety valves. 

• Tennessee Valley Authority. 85/05/06. Bpp 30277*349-30277*356. 

8505160379 Advises of addI time needed to provide info re NUnEQ-0737, Hem HD 1, 
"Performance Teallng of Reactor Relief & Safety Valves," due to participation In EPRI 
test prqgram.ln1o will be provided by 850701 

D0MEF^J.A. Tennessee Valley Authority. 86/05/09 ADENSAM.E Licensing Branch 
4 2pp. 30398-314-30398.316. 

8505290413 Application for amend lo Licenses DPR -77 & DPR-79, revising Tech Specs 
to delete ref to three loop operatlon.Fee paid, 

DOMER,J,A Tennessee Valley Authority. 85/05/21. ADENSAM.E Licensing Branch 
4 3pp. 30592 025-30502.027. 


-8505290419 Proposed Tech Specs deleting ref to three loop operation 

* Tennessee Valley Authority. 85/06/21. 21 pp, 30592.028-30592 049 

8505310058 Forwards SER re Generic Ltr 83-26, Item 1.1, "Post-Trip Review" Post-trip 
review program & procedures acceptable 

NOVAK, T.M. Assistant Director for Licensing, 85/05/21. PARRIS, H.G Tennessee 
Valley Authority. 2pp, 30667:309-30667:31 5. 

-8506310062 SER re Util 831107 fli 840430 responses to Generic Ltr 83-26, item 1 1 
"Post-Trip Review " Program & procedures acceptable 

* NRC - No Detailed Affiifatioh Given. 85/05/21 6pp, 30667’31 1-30667:315 
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8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10GFR20 ^00 termination 
ropts - formats 

THOMPSON, HL Division of Ltconsinn 85/05/23 Consolidated Edison Co of New 
York, fnc 20pp 30602 282-30602 301 

8S0S210122 Generic Ltr 85-09 to all Westfnghouso PWR licensees & applicants ro Tech 
Specs for Generic Ltr 03-28, Item 4 3 

THOMPSON, HL Division of Licensing 85/05/23 Yankee Atomic Eteciric Co 17pp 
30671 334 30671 350 


Q. Inspection reports, IE Bulletins & correspondence 

8605200215 Forwards Insp Repts 50-259/65-17,50 260/85-1 7.50»296/B5- 17, 50 327/ 
65-14,50-326/65 14,50 300/65 31 & 50-391/65-26 on 650310-22 No violation or devi 
at Ion noted 

VERRELLLDM Region 2, Office of Director 05/04/04 PARRIS,HG Tennessee 
Valley Authority 2pp 30486 027-30486 037 

-8505200253 Insp Repts 50-259/65 17,50-260/05 17,50 296/85-17, 50-327/85-14,50 
326/65 14,50-300/05 31 & 50-391/85 26 on 050319 22 No violation or deviation 
noted Major areas inspected radiological environ monitoimg implementation 
KUZO,Q B Region 2, Office of Director 65/04/03 9pp 304B6 029-30486 037 

B50 52307 19 Ack receipt of 850322 ltr Informing NRC of stops taken to correct violations 
noted in Insp Repts 50 327/85 06 & 50 328/65 06 

VERRELLI,DM Region 2, Office of Director 65/04/05 PARRIS,HG Tennessee 
Valley Authority Ip 30542 291-30542 294 

-8S05230732 Responds to NRC 850301 ltr re violations noted m Insp Repts 50-327/05- 
06 & 50 326/65-06 Corrective actions discussions held w/NRC to cfariry reporting re- 
quirements of 10CFR50 72(c) & memo dislrihuted 

DOMER,JA Tennessee Valloy Authority 85/09/22 GRACEJN. Region 2. Office of 
Director 3pp 30542 292-30542 294 

8505020447 Ack receipt of 850418 ltr Informing NRC of stops taken to correct viofallons 
noted in Insp Ropts 60-327/85-12 & 50*328/85-12 

VERRELLLtD.M Region 2, Office of Director 85/04/29 PARRIS, HG Tennessee 
Valley Authority Ip 30104 284-30104 264, 

-B 505020450 Responds to NRC 850326 ltr ro violations noted In Insp Repts 50 327/85 
12 & 50 328/65 12 Corrective actions withhold (ref 10CFR73 21) 

SHELL, RH Tennessee Valley Authority 85/04/18, GRACE, JN Region 2, Office of 
Director Ip 30104 286 30105 265 

8504250452 IE Info Notico 65 034, “Heat Tracing Contribulos to Corrosion of Slalnfoss 
Steel Piping ” Sve list end 

JORDAN, EL Division of Emergency Preparedness & Englneenno Response (Post 
830103) 85/04/30 Consoltdated Edison Co of Now York, Inc f07pp 30115 186- 
30115 291 

8504260455 IE Info Notice 65 035, "Failure of Air Check Valves to Seal " Sve hat end 
JORDAN,EL. Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolldntod Edison Co of Now York, Inc foGpp 30115 077- 
30115104 


S Reportable occurrences, LERs & related correspondence 


9505010638 Suppf to final deficiency rept ra 460 volt motor documentation Initially re 
ported on 810413 All corrective actions will be completed by 851130 
HUFHAM.JW Tennessoo Valley Authority 85/03/25 GRACE,J N Region 2, Office of 
Director 2pp 30093 249-30093 250 

9606130312 PNO-ll-86 049 on 850503 until 8505 06, reactor shut down Initial trip caused 
by turbine trip due to loss of generator stator cooling water following small fire On 
650S04,maln feedwater isolation valves found damagea Repairs continuing 
IGNATONtS.A J , WEISE.S P Region 2, Office of Director 85/05/06 2pp 30270 040 
30279 041 

8505170573 LER 05 006 00 on 050406.air control vatvo for ERCW valve 2-FCV-67-ie6 
found In dosed position Caused by Improper back plate indications Back plates will be 
modified W/e50506 ltr 

ORMSBY,DP. WALLACE,? R Tennessee Valley Authority 85/05/06 4pp 

30464 062 30464 065 

8505240046 LER 84-015-01 on 840905, durlr^g Mode 1, generator turbine tripped on elec 
tfohydraulic control sys folo pressure & level resulting in automatic reactor 
trip Caused ^ cracked valve fitting Crack repaired W/850510 ltr 
ROGEHS,HR, WALLACE, P.R Tennessee Valley Authority 85/05/10 4pp, 

30562-159 30662 162 


U. Congressfonal/Execulive Correspondence 


8505300128 Forwards supplemental Info to rosponsos to 050326 questions re TVA rept 
concerning pressure monilonng Inslrumentation Fad finding team recommondod en- 
forcement action to be taken based on Inadequacies In TVA procedures 
PALLADfNO.NJ Commissioners 05/05/10 UDALL,MK House of Rep , Interior & In- 
sular Affairs 6pp 30659 202 30859 21 1 

-0605300142 Requests addi Info on reconI TVA rept (B45 85 0305 309) re pressure 
monitoring Inslrumenlation at facility Response to fisted questions requosteef by 
050330 

UDALL.M K House of Rep , Interior & Insuiar Affairs 85/03/26 PALLADlNO,N Com- 
missioners, 4pp 30059 208-30659 211 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A Appllcatlon/constructfon stage documents & correspondence 


6505100006 Further response to FOIA requests did 840223 & 0730 Forwards App 8 
documents Documents available In POR 

FELTON, J.M Dkvislon of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah 8pp 30295 056 30295 063 


8505170367 Forwards Insp Ropts 50-327/85 15 & 5D-32B/85-15 on 850408-12 & notice 
of violation 

VERRELLI.DM Region 2, Office of Diroclor 85/04/30 PARRIS, HG Tennessee 
Valley Aulhorily 2pp 30463 101 30463 106 

-B505170373 Notice of violation from Insp on 650408-12 
• Region 2, Office of Director 85/04/30 Ip 30463 163-30463 163 

-8505170302 Insp Repis 50 327/65-15 & 50-328/65-15 on 850400*12 Violation 
noted failure to meet required lower limits of detection for effluent measurements 
KUZO.G B., HARR IS, J D , MONTGOMERY, D M Region 2, Office of Director. 85/04/ 
29 19pp 30463:184 30463 1 90 


-8005200B64 Discusses RJ Bosnak 800211 memo ro Mechanical Engineering Branch 
equipment qualification effort & potential for licensing dalays Private firm contract pro- 
posal being prepared 

MATTSOf^RJ Division of Systems Safety 80/02/15 DENTON,HR Office of Nude 
or Reactor Regulation, Director 1p 30295 107-90205.107 

’•0005200860 Informs lhat Seismic Qualification Review Team schedules re OL applica 
lions will be delayed due to Naval Research Lab cancellation of interagency agree 
moni 

BOSNAK,R J Mechanical Engineering Branch 60/02/11 MATTSON, RJ Division of 
Systems Safely 2pp 02628 071-02620 072 


6505200605 Forwards Insp Repts 50-327/05 13 & 50-328/05-13 on 050325-29 & notice 
of Violation 

WALKER, R D Region 2, Office of Director 85/05/03. PARRIS, H.G Tennessee Vailey 
Authority. 2pp 30467 044-30407.056 

-6505200618 Notice of violation from insp on 850325 29. 

* Region 2, Office of Director 85/05/03 2pp 30487 046 30487 047 

-6506200626 Insp Repts 50 327/65-13 & 60-328/65-13 on 850325 29 Violation 
noted failure to provide adequate training to shift engineers in offsite protective action 
decisionmaking & failure to feat pubfic notification sys per procedure. 

MARSTON,R R , CLINE, W E Region 2, Office of Director 85/04/23 9pp 30467 048- 
30487 056 

8606060418 IE Info Notice 84-52,Supp) 1, "Inadequate Mall Procuromenl Controls on 
Part of Licensees & Vendors." 

JORDAN, EL. Division of Emergency Proparednoss & Engineering Response (Post 
830109). 85/05/08 Consoiidalod Edison Co of New York, Inc lOpp 30615 338- 
30615-347 

8505130034 IE Info Notice 85-037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 ” Sve list end 

JORDAN,E L Division of Emorfloncy Preparedness & Engineering Response (Post 
830103) 65/05/14 Yankee Atomic tlectrlc Co. 4pp 30840 272-30849,014 


R. Periodic operating reports A related correspondence 


6504100217 "Environ Radioactivity Levels, Sequoyah Nuclear Plant Annual Rept * 
1983 " 


‘ Tennessee Valley Aulhorily 83/12/31, 64pp 2976(5015-29766 077. 


8504100540 "Effluent & Waste Disposal Semiannual Rep1,Supplementaf fnfo^Second 
Half 1983,Sequoyah Nuclear PlanLlInlts 1 & 2 " W/840220 Hr 
MASON,C.C. Tennessee Valley Aulhorily. 83/12/31 0’REILLY,J P Region 2, Office 
of Director. 25pp 29762 013-20762.037 

8506070554 "Annual Radiological Environ Operating Rept for 1964." W/850429 Hr. 
MCCL0LfD,OE Tennessee Valley Authority. 84/12/31. ADENSAM.E Licensing 
Branch 4. 65pp 30204:303-30205 (306. 


0505260066 Partiaf response to FOIA request for documents produced under contract 
to NRC on reviews of PR As for listed plants Forwards App A documents Search con- 
tinuing for add) records. 

FELTON, J M Division of Rulos and Records 04/10/16 SHOLLY,SC Union of Con- 
cerned Scientists 12pp 30630 001-30630 158 

6505010331 Board Notlficallon 65 045 forwards BP Garde 850306 memo requesting ap- 
pointment of ASLS member to fovlew,lnvestigal 0 & Issue findings re handling of E 
Kent welding related allegations 

THOMPSON.H L Division of Licensing 05/04/26 PALLADINO, ROBERTS, ASSEL- 
STtNE Commissionera. 4pp. 30267 293 30268 004 

8504290442 Generic Ur 05-07 to all operating reactor licensees re Implementation of 
fntepralod schedules for plant mods Svo list end. 

THOMPSON.H L Division ol Licensing 85/05/02. Consolidated Edison Co of Now 
York, (nc. 22pp. 30218 149 30218 170 

8505230608 Summary of 850321 & 0417 moelings w/util re surveillance & mainl plan & 
QA program plan for sunrelllanco & maint phase during const shutdown condition List 
of aUendoos & viewgraphs end. 

HOOD,DS Licensing Branch 4 85/05/16 Licensing Branch 4 35pp. 30547 047- 
30547 231 

•<-8505230511 Rev 1 to "Midland Energy Ctr Project Shutdown Plan " 

* Consumers Power Co 85/01/31, lOOpp, 30547.062-30547 181, 

-8505230514 Rev 0 to "Midland Energy Ctr.Survdllance & Maint Plan." 

* Consumers Power Co- 65/01/31 SOpp, 3054 7' 182-30547 231. 

6505210106 Generic Ltr 85 08 to all holders ol CPs & OLs ro 10CFR20.408 termination 
repts * formats 

THOMPSON.H L Division of Licensing 65/05/23. Consolidated Edison Co ol New 
York, Inc 20pp 30682 262-30682 301 

8506210131 Generic Hr 65-10 to all B&W PWR licensees & applicants re Tech Specs 
for Generic Ur 63 - 2 ejl 0 m 3 4,3 & 4 4, 

THOMPSON.H L Division of Licensing 85/05/23, Consolidated Edison Co. of New 
York, fnc. 16pp 30670’335-30670'349, 
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G, Adjudicatory correspondence 

S5050 10524 Motion to participate as arrscus curiae in resolulion oi issue to involuntary 
dismissal of license applicalion.per ASLAB -OSOiOB memorandum & order Granted for 
ASLAB onfl50422 Served on 850429 

Bechtel Corp ^205 636 G5/04/19 Atomic Salety and Licensing Appeal Panel Ip 
30090 331-30090331 

8S05010520 Response to momcrandiim of City & County of Midrand.MI re ASL0 
Q5D405 & 0313 orders on CP mod proceedings Bechtel should not be granted admis 
slon to proceedings 

MARSH ALL, W H Mapleton Intervanors //2e5 770 B 5/04/29 Atomic Safety and Li 
censing Appeal Panel app 300 9-1 053 30091 060 

B5Q503D495 Order extending linne until 850603 for Commission to act to review Direc- 
tor’s Decision DD 04-17 Served on 050502 

CHILK.S J Office of lha -Secretary of the Commission #285 821 65/05/01 Commis- 
sioners 4p 30130 170 30130 178 


H General correspondence 


8505130407 Responds to 850425 request tor add I info re recent organizational 
cfiangesipor 850425 tefcon Announcement involves resofulion of legal proceeding sur- 
raunoinn projacl & possible salo of facilities 

COOK.JW Consumers Power Co 85/04/29 KEPPLER.J G Renton 3, Office of Di 
rector 2pp 30275 114-30275*1 16 

"8505130412 Informs of roorganiization changes to Increase efficiency of energy supply 
& asBimllate certain portions of pra|ec1s, engineering & const organization 
REYNOLDS, J W Consumers Power Co B5/04/22 Region 3, Offre© of Oireclor Ip 
30275116 30275,116 


Q. Inspection reparts, IE Bulletins & correspondence 

0504250452 IE Info Notice 85 934, "Heal Tracing Contributes to Corrosion of Stainless 
Steel Pipiy Sve list end 

JORDAN, tL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consoiidatod Edison Co of New York. Inc 107pp. 30115 185 
30115291 

8504250455 IE Info Nolic© 85 035, "Falluro of Air Chack Valves to Seat " Sve list end 
JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of Now York. Inc u)8pp 30115 077- 
30115 1B4 

850 50 604 18 IE Info Notice B4 52,Suppl 1, "Inadequate Matl Pro-curemont Controls on 
Pari oJ Lfeenseos & Vendors " 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/O5/0B Consofidatod Edison Co of New York, Inc lOpp 30615 338- 
30615,347 

8505130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill 
Slone 2 " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/05/14 Yankeo Atomic Elec trie Co 4pp 30846 272-30849 014 

6505200168 IE Info Nolico 85 030, *'Looso Paris Obstruct CRO Mechanism “ 
JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103} 85/05/21. Consolidaled Edison Co of New York, Inc 4pp 30C67 356- 
30667 359 


R. Periodic oparatlng reports A related correspondence 

8506150178 Submits ALAB-106 Quartarly Root 47 No new individuals assigned quality- 
related duties since Iasi repi No const activiliGs projected for Apr-Juno 1985, Next ropt 
will bo sent In June 1985 

COOKjJ.W. Consumers Power Co, 85/05/07. TAYLOR, J Director’s Office, Office of 
Inspecllenand Enforcemonl 2pp 30395 062-30395 063. 


S. Reportable occurrences, LERs & related corfespondence 

6505160075 Further response to FOIA request for documents re oporalfon of Grand 
Gulf Nuclear Station since 840101,incruding operation w/TDI diesel generators & use 
of TDI generators at faciiity App A documents m PDR 

FELTONj.M Division of Rules and Records. 84/09/20, BELL,N Nuclear Information 
A Resource Service, 3pp 30454 105 30454 351 

"BS05 1601104 Forwards alfendance Ijsl.handouts & slides used at 840126 meeting w/ 
TDI Owners Group, 

CARUSO, R Licensing Branch 2 84/02/02 Licensing Branch 2 113pp, 30464 110 
30454:351 

6S06130178 Suppis response to FO)A roqiresi for documents re TDI diesel generators 
at facility 8 list of problomts & defects which occurred w/TDI genexalors used or 
to sled. Forwards Apps A & B docurronts Documonls also placed In PDR 
FELTON.JM Division of Rules and Records 64/10/30 BELL.N, Nuclear Information 
& Resource Service. 4pp 30386 192-30369047 

"8404260430 Forwards comments on ’’Design Review of Conneclfng Rod Bearing 
Shells for TDI Enterprise Engines" & ‘'Emorgoncy Diesel Generator Rocker Arm Cap- 
screw Stress Anatysis '' Repl does not present sufficient data to support bearing life 
BERLfNGER.CH Division of Licensing 84/04/11. MCGAUGHY.J P. Mississippi 
Power a Light Co 7pp 30387 332-30387 338. 

"8407090357 Summary of 840426 macling w/TDI Owners Group in Wading fliver,NY re 
stains a progress of program to establish rofiabillty of diesel generator-Transcript a 
vie were phs end 

MILLEffM,A Division of Licensing 84/06/26 Division of Licensing, SQpp 30387.352- 
30388:179 


8505210268 Responds to 850107 Itr re Ruskin Mfg Co 841106 Part 21 repl a associat 
ed CPC 841106 10CFR5O55 rept Review of files revealed no direct relationship be 
tween problems Identified by D Dartey or E Kent a problems m Part 21 rept 
KEPPLER,JG Region 3, Office of Director 85/05/17 GARDE.B P Governrrenl Ac 
countability Projeef 5pp 30493 323 30493 327 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Appllcatlon/constructlon stage documents a correspondence 


8505100006 Further response to FOIA requests did 840223 a 0730 Forwards App B 
documents Documents available In PDR 

FELTON.J M Division of Rules and Records 84/10/09 KALER,R J Gads by 8 
Hannah app, 302G5 056-30295 0S3 

"8005200864 Discusses RJ Bosnak 800211 memo re Mechanical Engineering Branch 
equipment qualification effort &. potential for licensing delays Private firm contract pro- 
posal being jorepared 

MATTSON,RJ Division of Systems Safety 80/02/15 DENTON.H R Office of Nucle- 
ar Reactor Regulalion, Director Ip 30295 1 07-30296 1 07. 

"6005200868 Informs that Seismic Qualification Review Team schedules ro OL applico 
tiona will be delayed due to Naval Research Lab cancellation of interagency agree- 
ment. 

BOSNAK, RJ Mechanical Engineering Branch 80/02/11, MATTSON, RJ Division of 
Sysloms Safety 2pp 02620 071 02628'072 

0SO52BCO66 Partial response to FOfA request for documerits produced under contract 
to NRC on reviews oi PRAs for fisted plants. Forwards App A documents Search con- 
tinuing for add) records 

FELTON, J M Division of Rules and Records. 84/10/16 SHOLLY.SC Union of Con- 
cerned Scientisis 12pp, 30630 001 -30630' 158 

8505010331 Board Nolification 85 045 forwards BP Garda 850306 memo requesting ap- 
poinlmenl of A6LB member to revipwjnvestlgate & Issue findings re handling of E 
Kent welding-related allegations 

THOMPSOM.HL Division of Licensing 85/04/26 PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners 4pp 30267.293-30268 004 

8504290442 Generic Ltr 85-07 to all operating reactor licensoos re implementation of 
Integrated schedules for plant mods Sve list end 

THOMPSON, HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 149-30218 170 

8505230508 Summary of 850321 & 0417 meetings w/ulil re surveillance & main! plan & 
QA program plan for surveiflance & malnt phase during const shutdown condition List 
of akendees & viewgraphs end 

HOOD.D.S Licensing Branch 4 85/05/16. Licensing Branch 4 35pp 30547 047- 
30547 231 

"8505230511 Rev 1 to "Midland Energy Ctr Project Shutdown Plan " 

• Consumers Pov/orCo 86/01/31 lOOpp 30547 082-30547 181 

"8605230514 Rev 0 to "Midland Energy Clr.Surveillance & Maint Plan " 

“ Consumers Power Co. 85/01/31 SOpp, 30547,162-30547.231 

860S210108 Generic Ltr 85-08 to all holders of CPs & OLs re 10CFR20 408 lermlnalian 
repls - formats 

THOMPSON, HL Divisjon of Licensing 85/05/23 Consolidated Edison Co of New 
York, fnc 20pp. 30682 282-30682'30i 

8505210131 Genenc Ltr 85-10 to all B8W PWR licensees & applicants re Tech Specs 
for Generic Ltr 63-26, Items 4 3 & 4 4 

THOMPSON,H.L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc. 15pp 30670'335-30670 349 


G. Adjudicatory correspondence 


8505010524 Motion to participate aa amicus curiae In resolution of Issue to Involuntary 
dismissal of license application, per ASLAB 850405 memorandum & order.Grantod for 
ASLAB on 650422 Served on 850429. 

• Bechlel Corp #285 636 86/04/19. Atomic Safety and Licensing Appeal Panel, Ip 
30090.331-30090 331. 

8505010520 Response to memorandum of City & County of Midland, Ml re A5LB 
850405 & 0313 Orders on CP mod proceedings Bechtel should not be granted admis- 
sion Id proceedings. 

MARSHALL.W H Mapleton intervenors #285 770. 85/04/29. Atomic Safety and Li- 
censing Appeal Panel Bpp 30001:053-30091.060 

8505030495 Order extending time until 650603 for Commission to act to review Direc- 
tor’s Decision OD 84-17 Served on 850502 

CHILK.S J, Office of the Secretary of the Commission. #285 821 85/05/01 Commis- 
sioners Ip. 30130.178-90130.178 


H. General correspondence 


6505130407 Responds to B50425 request for addi info re recent organbalicnal 
changes, per 850425 telcon Announcernent involves resolution of legal proceeding sur- 
rounding prelect & possible sale of facilities, 

COOK,JW. Consumers Power Co. 86/04/29. KEPPLER,J.G. Region 3. Oflice of Di- 
rector 2pp. 30275.1 1 4-30275:1 1 6 

"850S130412 informs of reorganization changes to Increase efficiency of energy supply 
& assimilate certain portions of projects, engineering & const organization 
REYNOLDS, JW. Consumers Power Co. 85/04/22. Region 3, Office of Director Ip, 
30275116-30276.116. 
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Q Inspection reports, IE Bulletins & correspondence 

8604250452 IE Info Notice 05 034, "Heal Tracing Conlnbules lo Corrofrion o1 Slafnfess 
Steel Piping ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/30 Consolldaled Edison Co of New YorR, Inc 107pp 30115 105 
30115291 

8604250455 IE Info Notice 85-035. “Failure of Air Check Valves to Seal” Svc lisl end 
JORDAN, E L Division of Emergency Preparedness & Engineoring Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc foopp 30115 077- 
30116 104 

8605060418 IE Info Notice 04-52, SuppI 1, “fnadequale Matt Procuromonl Controls on 
Part of Licensees & Vendors " 

JORDAN,EL Division of Emergency Preparedness & Engineering Response {Post 
030103) 85/05/00 Consolidated Edison Co of New York, Inc lOpp 30016 338 
30615 347 

8605130034 IE Info Notice 85 037, “Chemical Cleaning of Steam Generators at Mill 
Slone 2 “ 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Yankee Atomic Efeclnc Co 4pp 30840 272-30849 014 

0605200100 IE Info Notice 05-038, "Loose Parts Obstruct CRD Mechanism “ 

JORDAN, EL Division of Emergoncy Preparedness & EnginGGring Response (Post 
830103) 05/05/21 Consolidated Edison Co of New York. Inc 4pp 30667 356 
30667 359 


8S05240509 Forwards environ assessment & finding of no significant impact per 050405 
request for sciiedular deferment from provisions of App fl.SecUons Ilf (3 3 & III L ro 
fire protection of equipment used for sate shutdown capability 
VASSALLO.D B Oporaling Reactors Branch 2 86/05/13 UU,L Iowa Electric Light & 
Power Co 2pp 30564 358 30564 363 

-*•9505240513 Notice of environ assessment & finding of no significant Impad on ulil 
request for schodular deferment of App R. Sections IMG 3 & III L re fire protection of 
equipment used for safe shutdown Request acceptablo 

LAINAS.G C Assistant Director for Operating Reactors 85/05/13 4pp 305B4 360 
30564 363 

8505260132 Forwards environ assessment & finding of no significant impact, per 850102 
request for exemption from requirements of 10CFR50,App R.SecUon IIIJ 
VASSALLO.DB Operating Reactors Branch 2 85/05/13 LIU,L Iowa Electric Light & 
Power Co 2pp 30607 034-30607 038 

-8505280143 Notice of environ assessment & tinding of no significant Impact re licens- 
ee request for oxemplion from requirements of 10CFR50,App R, Section IIIJ ro emer- 
gency lighting urtits Proposed action acceptable 

LAINAS,G C Assistant Director for Operating Reactors 05/05/13 3pp 30607 036- 
30607 038 

0506290491 Revised emergency plan implQmenlino procedures .Including Rev 32 to rev 
control shoot & Rev 1 to EPIP 2 6 re aclivairon & operation of facility offaile radiologi- 
cal & analytical fab W/850516 Itr 

WfLSON,DL Iowa Electric Light & Power Co 85/06/16 18pp 30592 007-30592 824 


B. Periodic operating reports & related correspondence 


1. Financial Information 


8505160176 Submits ALAB-106 Quarterly Ropt 47 No new individuals assigned quality- 
related duties since last repl No const activitios projected for Apr-June 1985 Next ropt 
will be sent in Juno 1985 

COOK,JW Consumers Power Co 85/05/07 TAYLOR, J Director's Office, Oflico of 
Inspection and Enforcement 2pp 30395 082-30396 063 


S. Reportable occurrences, UERs & related correspondence 

0 5051 60075 Further response to FOIA request for documents re operation of Grand 
Gulf Nuclear Btatlon sinco 840101 .Including operation w/TDI diesel generators & use 
of TDI generators at facility App A documents in PDR 

FELTON, J M Division of Rules and Records 84/00/20. BELL,N Nuclear Information 
& Resource Service 3pp 30454 105 30454 351 

-8505160104 Forwards attendance list, handouts & slides used at 640126 mooting w/ 
TDI Owners Group 

CARUSO,R Licensing Branch 2 84/02/02 Licensing Branch 2 113pp 30454'110 
30454.351 

6505130176 Suppls response to FOIA request for documents re TDI diesel generators 
el facility & list of problems & defects which occurred w/TD) generators used or 
tested Forwards Apps A & 6 documents Documents also placed in PDR 
F ELTON, J M Division of Rules and Records 84/10/30 BELL.N Nuclear Information 
& Resource Service 4pp 30386 192-30366 195 

-8404260430 Forwards comments on "Design Review of Connecting Rod Boaring 
Shells for TO) Enterprise Engines" & “Emergency Diesel Generator Rocker Arm Cap 
screw Stress Analysis " Ropt does not present sufficient data to support boaring life 
BERLINGER.C.H Division of Licensing 84/04/11 MCGAUGHY,JP Mississippi 
Power & Light Co 7pp 30307 332 30387 338 

-8407090357 Summa^ of 040426 meeting w/TDI Owners Group In Wading River, NY re 
status & progress of program to ostabfish reliability of diesel generator Transcript & 
viowgraphs end 

MILLbR.M A Division of Licensing 04/06/26 Division of Licensing 60pp 303B7 352- 
30398179 

8505210266 Responds to 850107 Itr ro Ruskin Mfg Co 841106 Pari 21 rept & associat- 
ed CPC 841106 10CFR60 55 repl, Review of files revealed no direct relationship be- 
tween problems Identified by D Dartey or E Kent & problems In Part 21 ropt 
KGPPLER.JQ Region 3. Office of Director 86/05/17 GARDE.B P. Government Ac- 
countability Project 5pp 30493 323-30493 327 


0605300420 Forwards "Corn Bolt Power Cooperative, 1994 Annual Ropt." "Central Iowa 
Power Cooperative, 1904 Annual Repl” & '"(owa Electric Light & Power Co, 1904 
Annual Rept " 

MCQAUGHY,H W Iowa Electric Light a Power Co 85/06/23 DENTON,H Office of 
Nuclear Reactor Regulation, Director Ip 30627 217-30627 318 

-0506300426 "Corn Bolt Power Cooperative, 1904 Annual Ropt " 

DRAQER.E Corn Ben Power Cooperative 84/12/31 35pp 30627 210-30627 262 

-8506300432 "Central Iowa Power Co op or alive. 108 4 Annual Ropi ’’ 

BISHOP ,E Ceniral Iowa Power Cooperative 04/12/31 26pp 30627 253-30627 278 

-8505300438 "Iowa Electric Light & Power Co, 1984 Annual Ropt " 

LIU.L Iowa Efeotric Light & Power Co 84/12/31 40pp 30627 279-30627 318 


J. Insurance & Indemnity Information 

6506220086 Forwards Endorsement 68 lo NELIA Policy NF'214 & Endorsement 55 to 
MAELU Policy MF-72 Endoraemonts amend 1984 premium payments 
SHEA,K H Nowman & Hoitzingor 85/05/17 SALTZMAN.JO Assistant Director for 
State & Licensoe Relations, 3pp 30519 197-30519 190 


P, Operating license stage documents & correspondence 

6505 1600 91 Furl her response to FOIA request for documents from INPO & NRC that 
describe, analyze) or evaluate INPO role or procedures In roporling Info to NRC App A 
documents end App B documents sogrogatod & all factual portions released 
FELTON. J,M Division of Rules and Records 04/11/21 TOTTEN, T Crilicaf Mass 
Energy Project 4pp 30417 001 30417 193 

-6605150056 "Duano Arnold Energy Ctr.lowa Elodnc Light ^ Power Co," 1981 evalua- 
tion 

♦ Institute of Nuclear Power Operations 02/07/31 3Gpp 3D417<31 1-30417 340 

6505020124 Forwards Amend 18 lo License DPR4D & safety evaluation Amend re 
vises Tech Specs to Incorporate changes lo support lead tost assembly program for 
Cycio 8 ro load .Changes update list of figuros & revise LNQR 
THADANI,M C Operating Reactors Branch 2 85/04/10 LIU.L Iowa Electric Light & 
Power Co. 2pp 301 30'289-30 130 304 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F, Security, medical, emergency & fire protection plana 


-8506020126 Amend 118 to License DPR 49, revising Tech Specs to Incorporate 
changes lo support lead lost assembly program for Cycle 0 reload, update list of fig 
urea & rovlse LtHGR 

VASSALLO.DB. Operating Reactors Branch 2. 85/04/10 14pp 30130 291- 
30130.304 


850S020391 Forwards safety evaluation ro Isolation dovices proposed for interfacing 
SPDS & safety sya isolators qualified devices & acceptable for Interfacing 
VASSALLO.DB Operating Reactors Branch 2 85/04/10. LIU.L Iowa Eloclrio Light 
PowerCo 2pp 301 41 ’354 301 4 1-358. 


*8605020396 Safely evaluation supporting SPDS 
• Office of Nuclear Reactor ReguJallon, Director 
30141 358 


85/04/10 3pp 30141 356 


8505230070 Rev 3 lo Emergency Plan Implementing Procedure EPIP 2 4, ‘'Activation & 
Operation of Offsite Relocalion & Assembly Area W/B5041 B Hr. 

WiLSON.OL. HINGTGEN.D.J. lowa Elecirfo Light & Power Co. 85/04/1 D 14pp 
30534 195-30634‘20a 


0505160523 Summary of 050402 meeting w/ulil & Science Applications Inti in 
Be1h0Sda,MD re DCRDR program following NRC In progress audit of licensee 
efforl.SupportIng documentation & attendees list end 

THADAf^.M.C, Operating Reactors Branch 2 85/05/02 Operating Reactors Branch 
2 9pp 30446 001-30446:009 


-8605020135 Safely evaluation supporting Amend 118 to License DPR 49 

* Office of Nuclear fleaclor Regulation, Director 85/04/10. 3pp 30130 305 
30130 307, 

0505030041 Forwards request for addi Info re responses to Generic Ltr 83-28, Hems 
2.1,2 2 2 & 4 5 3 Info for Items 21 & 2 2.2 requested within 60 days & within 90 days 
for Item 4 6 3, HL Thompson 850320 Hr to INPO end 

VASSALLO.DB. Operating Reactors Branch 2 85/04/23, LIU.L lowa Electric Light & 
Power Co. 4pp 30162 064-30162 074. 

0605090045 Forwards corrected Tech Spec pages lo Amends 114 & 115 to LScenso 
DPR-49,lssued on 850314 & 27, respectively 

THADANI.MC Operating Reactors Branch 2. 85/04/29 LIU.L. lowa Elaclrio Light & 
Power Co. 2pp 30254 •024-30264 042, 

-6505090048 Corrected Tech Spec pages lo Amends 114 & 115 lo License DPR-4fl re 
turbine control valves.snubbers & post-atmosphere dilution 

• NRC - No Detailed Affiliation Given 85/04/29. 17pp, 30264 026 30254 042. 


8506170273 Emergency plan implementing procedures.Including Rev 6 lo EPIP 1 1, 
"Dotermlnallon of Emergoncy Action Level’^ & Rev 0 lo EPIP 3 3, "Dose Assessment 
■& Protective Action Recommendations “ W/850506 Hr 

rTiii ..X • I I-I I.r. I d ac/niiJnei incnr, 


WILSON, D L 
30442-107 


fowa Electric Light & Power Co 85/05/06 106pp. 30442'003' 


8505070055 Submits results of review of vendor & Industry recommondallons ro post- 
maint testing of reactor trip funcllon components per Generic Hr 63-28,ltem 3 1,2 Re- 
sponse to Item 4 6.2 re backup scram valves also end 

MCGAUGHY.R.W. lowa Electric Light & Power Co. 85/04/30 DENTON.H.R Office of 
Nuclear Reactor Regulation, Director 2pp 3017T024-30171'025. 
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8505080141 Forwards Rev 0 lo “Second 10 Yr Inservice fnsp & Testing Plan” Plan will 
commence on 851101 & be m effect throi^h 951101 Plan developed lo meol require- 
ments of ASME Boiler A Pressure Vessel dode.Seclion XI 

MCGAUGHY,R W Iowa Electric Light a Power Co B5/05/O1 DENTON.H Office of 
Nuclear Reactor Regulation, Direcicr Ip 30197 328 30198 058 


8505060418 IE Into Notice 84.52.Suppl 1. "Inadequate Mall Procuromonl Controls on 
Part of Licensees & Vendors " 

JOHDAN.EL Division of Emergency Preparedness & Engineering Flosponso (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338 
30615347. 


-8505080148 Re^ 0 to “Second 10-Yr Inservice Insp & Testing Plan 
» Iowa Efeclrac Light & Power Co 85/05/01 90pp 30197 329-30198 058 

8504290442 Generic Llr 65 07 to all rmerating reactor licensees ro implemenlaiion of 
integrated schedules for plant mods Sve list end 

THOMPSON.HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
YorJi. Inc 22pp 30218 149 30218 170 

8505160294 Forwards previous version of NEDC-30813 P submilted fn 650111 llr, in re- 
sponse to 650315 request Revised version of rept submitted in 850315 hr will be used 
for review of application W/o end 

VASSALLO.OB Operating Reactors Branch 2 65/05/02 LfU.l Iowa Electric Light A 
Power Co 2pp 30449349 30449 360 

8505160593 Summary of 650412 meeting w/util in Belhesda,MD concerning guidance 
re scope A contents of GE technical evaluations needed for application to uprate cur 
rent rated power of 1,593 MWl lo 1,658 MVVt Viewqraphs enc! 

THADANI.M C Operating Reactors Branch 2 85/05/02 Operalrng Reactors Branch 
2 31 pp 30445 203-30445232 


8605130394 Forwards Insp Rept 50-331/85 10 on 850415 '•9 A nolico of violation 
REYES,L A Region 3. Office of Director 85/05/08 LIU,L Iowa Electric Light A Power 
Co*2pp 30275 324-30276 333 

-8505130397 Notice of violation from insp on 850415-19 
REYES.L A Region 3, Office of Director 85/05/08 Ip 30275 326-30275 326 

-8505130402 fnsp Rept 50-331/85-10 on 850415-19 Violation noted failure lo impic 
ment Repair Procedure RP85/iQ-9 in that certain data recording roqulromonls not 
completed 

MILBROT,WE. GULOEMOND.W G Region 3, Office of Dlroctor 85/05/08 8pp 
30275 327-30276333 

8506300341 Discusses util comprehensivo Insp program for IGSCC, "Weld Summary," 
"Weld Overlay Design for Indications fn Duano Arnold Redrculnlion Riser Pipo," 
"Wald Overlay Design RHR Piping Sys" A "Uflrasonic Tost Dala" end 
MCGAUGHY,R W Iowa Electric Light A Power Co 85/05/24 DENTON, H R Office of 
Nuclear Reactor Regulallon, Director Ip 30628 156 30620 297 


8505100240 Requests delay of submiUat of rept describing plans A schedufes for modi- 
fying water level instrumentation in response to Generic Llr 84 23, "Reactor Vessel 
water Level Instrumentation m BWRs " 

MCGAUGHY.RW Iowa Electric Light A Power Co 85/05/03 DENTON.H Office of 
Nuclear Reactor Regulation, Director 4pp 30245 310 30245 313 

8505100419 Offers no comments on 850220 amend request for 2-yr extension of plan 
for integrated scheduling of plant mods Basis for NSHC A notice of amend request 
included in monthly rotice of amend applications to OLs 

HOUVENAGLEJ L Iowa, Slate of 85/05/06 VASSALLO.D B Operating Reactors 
Branch 2 1p 30245 119-30245 119 

8505200112 Forwards safety evaluation re ulil 840229 A 831103 responses to Generic 
Ltr 83-26.Aclion Item 1 1 concerning post tnp review Facility post trip review program 
A procedures acceptable 

VASSALLO,D B Operating Reactors Branch 2 85/05/06 LIU.L fowa Eleclnc Light A 
Power Co 2pp 30501 346 30501 352 

-8505200118 Safety evaluation supporting utif responses to Generic Ltr 83 28, Action 
Item 1 1 concerning post-trip review 

* Office of Nuclear Reactor Regulation, Director 85/0-5/06 Spp. 30501 348 


6505210291 Application for amend to License DPR-49,incorporating standardized form 
of license amends covering integrated plan into Paragraph 2C(6) of Amend 91 which 
fWfpved plan for integrated scheduling of plant mods 

MCGAUQHY.R W fowa Electric Light A Power Co 85/05/17 DENT0N,H R Office of 
Nuclear Reactor Regulation, Director 2pp 30494 293 30494 294 


Genenc Llr 85-08 to all holders of CPs A OLs re 10CFR20408 termination 
repis * formats 

THOMPSON.H L Division of Ucensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282 30682 301 


- 8505300348 "Weld Summary" A "Weld Overlay Design " 

* Iowa Electric Light A Power Co 05/04/24 4pp 30620 157-30626 160 

-6505300380 Rev 2 lo "Weld Overlay Design for Indications In Duane Arnold Roefreufa- 
Hon Riser Pipe " 

STEVENS.G L, CAINE.TA, RANGANATH.S General Electric Co SASR 85 25 R02 
85/05/31 f 7pp. 30628. 1 61-30628:1 77 

-8505300390 "Weld Overlay Design for Indications in Duano Arnold RGCirculation RHR 
Piping Sys " 

HERRERA.M.L , MEHTA, H S . RANGANATH.S Qenorai Elaclric Co SASR 85 34. 85/ 
04/30 16pp 30628.178 30628 193 

"8505300397 "Ultrasonic Test Dala." 

* fowa EfeeWe Light A Power Co 85/05/24. 100pp. 30620' 194 30620 207 


R. Periodic operating reports A related correspondence 
Apr l985.W/e50515 Hr 

PUTNAM,KS, M)NECK.DL fowa Elec - - 


30582 214 30582 222 


eclric Light A Power Co 05/04/30 0pp 


8505100235 Provides "Plan for Integrated Scheduling of Plonf Mods for Duano Arnold 
Energy Cfr, semiannual rept Rept summarizes pronroas in Impfomenling Schodule A 
A B ilems.ldentifies changes since fast rept A provides updoloa schodulos 
MCGAUGHY.R.W Iowa Efeclric Lfghl A Power Co 05/05/03, DENTON.H Office) of 
Nuclear Reactor flegufallon, Director. 9pp 30246:184-30246 192 


8. Reportable occurrences^ LERs A related correspondence 


Q. frtspectlon reports, fE Bulletins A correspondence 


" site Knc?° Coninbules lo Conosion of Slaintes! 

aininii P^Paradness & Enoineenng Response (Posi 

Consolidated Edison Co of New York, Inc t07pp SOIIO.ieS- 


8505230084 LER 85 007-00.on 850221, during disassembly of HPCI turblno for ovorliaul 
missing parts noted In several of 10 slonm rovorslng 
by pressure pulsing A thermal faligue W/85050B ltr. 

30540 25^30*540 *256 *^^® tleclrlc Light ^A Power Co 05/05/06. 


3pp 
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Check Valves to Seal " Sve list end 
® Preparedness A Engineering Response (Post 

30115^104^^^^^^^^ Edison Co of Now Yorx, tnc lOBpp. 30115077- 

8505080141 Forw^ds Rev 0 lo "Second 10 Yr Inservice Insp A Testing Plan ” Plan will 
fn® Plan dovelepecflo meet requSe' 

0oiler A Pressure Vessel C^e, Section XI ^ 

MCGAUGHY.RW Iowa Eleclnc Light A Power Co. 85/05/01 DENTON H Office of 
Nuclear Reactor Regulation, Director Ip 30197 328 30198 058 ' ^ 

-6505080148 Rev 0 to "Second 10 Yr Insennco Insp A Teslina Plan " 

Iowa Electric Light A Power Co 85/05/01 90pp 30197 329-30108 05B 

Rept 50-331/85 09 on 850408-12 A 17 A noHco of violation 
K HWK'C Light & Powe, 

violation from Insp on 850408-12 A 17 
H 1 ND.JA Region 3, Office ol Director 85/05/03 Ip 30180 071-30180 071 

8506100173 Forwards "Insp A Repair Plans for Rocirculatina Piolno Welds Durino mat; 
meeting w/NRC 

MCg51ugHy’r F? Induction heating stress Improvement 

\ Electric Light A Power Co 85/05/03. DENTON H R OffJro nf 

Nuclear Reactor Regulation, Oifoctor Ip 30246 289 30246 311. ' ^ ° 

”*ng^ 06 *“ f>8clfculalina Ptptng WeWs Du/ing 1985 R«luel- 

‘Iowa ElOTItic UghI t Powaf Co. 85/05/31 22pp 30246 200 3024631 1 


F. Security, medical, emergency A fire protection plans 

confirmation of change order placed during 850121 lolcon fo In- 
notification sys & health physics network In omorgoncy opor* 

NoS''Y«li^ 85 /k!Io6"m5hlIyt“^^^^^^^^ Power Aulhorily o( Iho Slplo of 

300901216 MURLEY.T. Region 1, Office of Director 3pp. 30090‘2t1- 

° rnmM^sVPnfl* 60-333/85-05 on 850221-0331 & notice ot violation 

K '7f ‘ Director 85/04/23 GLOVIER.H A Now York PowSr 

30412M8 New Spp 30412”247l 

“*10CFR7l*21 &9,q® ’"“P 850221-0331, Details dololed (rol 

* Region 1, Office of Director 85/04/23 Ip 30412 250-304 12 >250. 

“rector. 85/04/16. 9 pp. 

*”lo61®741,Analy8esIpro!Sduref4 Ollier" to h’“‘iri°h" 

EBNETERjS.D Region 1, Office of Director 06 /O 4 /qn fti nuicta u a ki . 

<form«ly Power Aathorlly ol the I, ate of nSv Yolk) 2pp.’ 30463'3?^ 
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-•&50&140360 Insp Rept 50 333/85 01 on 850106 11 No vjolalions or nonc-ompllance 
notod Majoi areas Inspected emergency preparedness program, review of previously 
identified Insp findings & insp of omereency response facilities 
GORDON.CZ, COHEN, I , HARPST^.T L Region 1, Offfco of Director 85/05/03 
8pp 30375 077 30375 084 


H General correspondence 


8505030461 Advises of mgt personnel changes, Including appointment of JC Brons as 
senior vice president for nuclear generation, replacing CA McNeill & W Josiger as 
lant resident manager, replacing JC Brons 

AYNE.J P New York Power Authority (formerly Power Authority of the State of New 
York) 85/04/29 VARGA.S A Operating Reactors Branch 1 VASSALLO.D B Operat- 
ing Reactors Branch 2 2pp 30127 141-30127 142 


P. Operating license stage documents & correspondence 

6408030199 Forwards SER concerning NUREG-0737,TMI Action Items It F 1.4 re con 
tainment pressure monitor, II F 1 5 re containment water level monitor & II F 1 6 r© con- 
tainment hydrogen monitor Items resolved 

VASSALLO.D B Operating Reactors Branch 2 84/07/25 BAYNE, JP New York 
Power Authority (formerly Power Authority of the State of Now York) lipp 
25935114-25935-124 

8505020012 Forwards application for amend to Licenso DPR-59, changing Tech 
Specs.incfuding Sections 3.S A 2.3 5 A 3(a), 4.5 A 2 & 4 5 A 3(a),to roduco emergency 
diesel generator surveillance tests Fee paid 

BAYNE.J P, New York Power Aulhonty (formerly Power Authority of the Stale of Now 
York) 85/04/26 VASSALLO.D B Operating Reactors Branch 2 3pp 30106 216 
30106 231 

-8505020016 Applicalion for amend to License DPR-59,changing Tech Specs, Including 
Sections 3.5 A 2.3.5 A 3(a),4 6 A 2 & 4 5 A 3(a), to reduce emergency diesel generator 
surveillance tests 

BAYNE.J P New York Power Authority (formerly Power Authority of the Stale of New 
York). 85/04/26 Ip 30106 219-30106 210 

“8505020017 Proposed Tech Specs re reduction of emergency diesel generator tests 

* New York Power Aulhorily (formerly Power Authority of the Slato of New York) 85/ 
04/26 12pp 30106 220-30106 231 

8504290442 Generic Ltr 85-07 to all (^orating reactor llcensoes re Implemenlalion of 
integrated schodutos for plant mods Bve llsl end 

THOMPSON, M L Division of Licensing 65/05/02 Consolidated Edison Co of New 
York, fnc. 22pp 30218 149-30218 170 

B605070394 Application for amend to Lfeenso DPR-50, revising Tech Spec Soclfon 4 7 A 
r© primary containment airlock test requirements (PTS 80 20) Application supersedes 
util 841001 submittal Exemption from App J to 10CFR50 also requested 
BAYNE.J P. New York Power Authority (formerly Power Authority of the State of Now 
Yojy 85/05/02 VASSALLO.D B Operating Reactors Branch 2 3pp 30173.050- 
30173 070 

“8605070395 Proposed Tech Specs (PTS-ao 20).fevlaing Section 4 7.A ro primary con- 
tainment airlock test requirements Util SER & justification for roquesi for ©xompllon 
from requirements of App J to 10CFR50 end, 

* New York Power Authority (formerly Power Authority of the Slate of Now York) 85/ 
05/02 lOpp 30173 061-30173.070. 

8505170019 Forwards Amend 80 to LIconso DPR-59 & saloty ovafuallon Amond re 
vises Tech Specs to permit reloading & Cycle 7 operation to account for new fuel 

X^ELSON.H.I . Operating Reactors Branch 2 85/05/02 BAYNE.J P. New York Power 
Authority (formerly Power Authority of the State of New York) 2pp 30483 315 
30483 332 

“6506170022 Amend 88 to License DPR-S9, revising Tech Specs to permit reloading & 
Cycle 7 operation to account for new fuel type 

VASSALLO.D B. Operating Reactors Branch 2. 85/05/02 1 2pp 30403 317- 

30483 320 

“85051 70030 Safety evaluation supporting Amend 88 to License DPR-59 

* Office of Nuclear Reactor Regulation, Director 65/05/02. 4pp 30483.329- 
30483.332 

8505070302 Forwards revised detailed calculations ro operability of containmoni vent & 
purge valves under DBA conditions & correcting data for spring loroue vs valve open- 
ing angles Changes discussed during 850128 meeting in Bothesda.MD 
BAYNE.J P Now York Power Authority (formerly Power Aulhorily of the State of New 
YorW 85/05/03 VASSALLO.D B. Operating Reactors Branch 2 SBpp. 30178 033 
30178.135 

“8606070307 "Seismic Analysis of 3 Inch, 20-Inch & 24-Inch Butterfly Valve Assemblies 
for SaW.Agent for PASNY.^’ 

WILLIAMSAVG, HOLTQRAVER.E.G Rschar Conlrols Co. Inc (subs of Monsanto 
Co) 72/07/19 45pp, 30178 091-30178 135 

8506240060 Forwards Amend 89 to License DPR-59 & safety evaluation Amond re- 
vises Tech Specs by changing surveillance & callbr requirements In support of oper- 
ation w/newly installed analog trip transmIKer sys 

ABELSON.H I Operating Reactors Branch 2. 85/05/07 BAYNE.J P. Now York Power 
Authority (formerly Power Aulhorily of the State of New York) 2pp 30575 179- 
30575.205 

“8506240062 Amend 89 lo Licenso DPR -5 9, revising Tech Specs by changing surveil- 
lance & callbr requirements In support of operation w/newly installed analog trip trans- 
mitter sys 

VASSALLO.D.B. Operating Reactors Branch 2 65/05/07, 19pp 30576 161- 
30575‘199 

“8505240066 Safely evaluatfon supporting Amend BO to Lfeenso DPR-SO 

* Office of Nuclear Reactor Regulation, Director 85/05/07 6op. 30575.200- 
30576 205. 


8505300110 Forwards Amend 90 to LIconso DPR 59 i safety ovalualion Amend ro 
vises Tech Specs to permit temporary increase in main steam line high radiation 
scram & isolation setpoints to permit testing ol hydrogen addilion to cooling water 
ABELSON.H I Operating Reactors Branch 2 05/05/16 BRONS, JC New York Power 
Authority (formerly Power Authority of the State of New York) 2pp 30859 244- 
30659*258 

“8505300114 Amend 90 to License DPH‘59,amondlng Tech Specs to permit temporary 
Increase in main steam line high radiation scram & Isolation setpoints to permit testing 
of hydroger) addition to cooling water in Cycle 7 

VASSALLO.D B Operating Reactors Branch 2 85/05/16 9pp 30659 246 30659 264 

“B50S300116 Safety evaluation supportjng Amend 90 to Licenso DPR-59 
* Office of Nuclear Reoctor Regulation, Director 85/05/16 App 30659 255- 
30659 250 

8505210106 Generic Ltr 85-08 lo all holders of CPs & OLa re 10CFR20 408 torminallor> 
rapls - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30BB2 301 


Q. InspecUon reporta, ]£ Bulletins & correspondence 

8505150577 Forwards Insp Rept 50 333/65 05 or^ 650221 0331 & notice of violation 
COLLINS.S J Redon 1. Office of Director. 85/04/23 GLOVIER.H A Now York Power 
Authority (lormerfy Power Authority of the State of New York) 3pp 30412 247- 
30412 259 

“8S05160S6D Notice of violation from insp on 850221-0331 Details deleted (rof 
10CFn73 21 & 9 5) 

• Region 1. Office of Director 85/04/23 Ip. 30412 250-30412 250 

“6505150586 Insp Rept 50-333/85 05 on 050221-033 hVioIallon noted failure to main- 
tain vital area barrior.De tails deleted (ref 10CFR73 21 S 9 5) 

DOERFtEIN.L T„ LINVILLE.JC Region 1, Olheo of Director. 85/04/16 9pp 
30412'251.30412.250. 

8505010334 Forwards weld Insp packages for Welds 12-4,12 7,28 48.20 53. 28-112 & 
28-1 13, inspected during Mar-Apr 1985 refueling oulage.lnfo provided to support pre 
llmlnaiy insp summary Tnsp package for Wold 22-22 will bo transmitted shortly 
BAYNE.J P Now York Power Authority (formerly Power Authority of tho Slate of New 
York) 85/04/26 VASSALLO.D B Oporallng Reactors Branch 2. 410pp 30060 057- 
30009140 

8605010603 Forwards "Preliminary Summary of IGSCC Insps During Mar-Apr 196S 
Outage," por 040419 Generic Hr 84-11, "Insps of BWR Stainless Steel Piping" Im 
provements mado In techniques used lo detect s!zo pipe cracks attributable to IGSCC 
BAYNE.J P New York Power Aulhonty (formerly Power Authority of the State ot Now 
York) 85/04/29 VASSALLO.D B Operating Reactors Branch 2 2pp 30090.078 
30090 0 89. 

“B505010509 "Preliminary Summary of IGSCC Insps During Mar-Apr 1905 Outage." 

• Now York Power Aulhorily (formerly Power Authority of tho State of Now York) 85/ 
04/22. 7pp, 30090,080-30090006 

6504260452 IE fnfo Nolle© 85 034, "Heal Tracing Coniribulos to Corrosion of Stainless 
Stool PIpIm." Sve list oncf 

JORDAN, tL Division of Emergency Preparedness & Enolnoorinn Response (Post 
030103) 85/04/30 Consolidated Edison Co ot Now York, Inc. Wpp 30116185- 
30115 291. 

8604250466 IE (nfo Nolle© 05 035, "Falluro of Air Chock Valves to Seat" Sve list onci 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidalod Edison (Do of New York, Inc lOOpp 30115,077- 
30115 184. 

6505170424 Informs of NRG plans lo conduct fire protection aafo shutdown insp on 
050617-21 Analysesjirocedures & other documentation re sub] should ba sent to 
Region I boforo 85051 7.0lher aspects of insp discussed 

EBNETER.SD Region 1, Office ol Director. 85/04/30 GLOVIER.H A Now York 
Power Aulhorily (formorJy Power Authority of the Stato of New York). 2pp 30463 311- 
30463 312 

8505290131 Responds to NRC 050328 ltr ro violations noted in Insp Rept 60-333/85- 
02 Correclivo acllon3.lnlorforlng scaffolding removed & maint contractor supervisors 
counseled ro scaffolding installation 

QLOVIER,H.A, New York Power Authority (formerly Power Authority of the Stale of 
New York) 86/04/30 COLLINS.S J, Region 1, Offico of Director. 3pp. 30620 029- 
30620 03 0. 

8505070306 Forwards "Long-Term Pipe Support Insp & Evaluation Program Plan" as 
suppf to JP Bayne 040120 ltr lo HR Denton Program plan doscribes complete plan for 
Investigaling current condition of pipe supports on aarety-related piping 
BAYNE, J,P. New York Power Authority (formerty Powar Authority of the Stato of Now 
York) 85/06/02. VASSALLO.D.B. (jperallng Reactors Brancn 2. ip. 30178 139- 
30178.157. 

-8505070309 "Long-Term Pipe Support Insp & Evaluation Program Plan " 

• New York Power Authority (formerly Power Aulhorily of the Slate of Now York), 85/ 
04/30. 1 0pp 30178-140 30178:167. 

8505090066 Forwards Insp data package for Wald 22-22 to dalocl IGSCC, Info provided 
to support preliminary Insp summary Flaw analysis & overlay design rept will bo sub 
milted separately 

BAYNE, JP. Now York Power Authority (formerly Power Authority ol the Stale of New 
York), 85/05/03. VASSALLO.D B. Operating Reactors Branch 2. 266pp 30220:023- 
30220 286 

8505060418 IE Info Notice fl4-B2,Suppl 1, "Inadequate Mall Procurement Conlrols on 
Pari of Licensees & Vendors," 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103)- 85/05/08, Consolidated Edison Co. of Now York, Inc 10pp 30615 338- 
30615347 
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8505140338 Forwards Insp Rept 50 333/85 01 on 650100 11 No violatjons observed 
MARTIN,! T Region 1, Offrce of Pirector 65/05/03 GLOVIEFI.H A New York Power 
Aulhonty (formerly Power Authority of lha Stale of New York) Zpp 30375 075- 
30375 0B4 


3505030228 Advises that 850225 Rev 8 to physical security plan consistent w/provi 
sions of 10CFR50 54(p) & acceptable , , r. . * ^ 

MARTIN JT Region 1, Office of Director 05/04/26 CAREY.J J Duquosno Light Co 
2pp 30126 083 30126 085 


-8505140360 Insp Rept 50 333/85 01 on 85010B 11 ffo violalions or noncompliance 
noted Major areas inspected emergency preparedness program.review of previously 
idenlifjed insp findings & msp of emergency response facilities 
GORDON,CZ. COHEN.I, HARPST^.TL Region 1. Office of Director 85/05/03 
0pp 30375 077 30375 084 

8505240423 Forwards Insp Rept 50-333/65 06 on 850316-22 & notcce of violation 
MARTIN,! T Reg-on 1, Office of Director 85/05/10 GLOVIER.H A New York Power 
Authority (formerly Power Authority of the State of New Yoih) 2pp 30562114- 
30562 124 


8505030461 Forwards Safely Insp Rept 50-334/85-11 on 850321-0405 Appropriate on 
forcemeni action for V . ... .. ^ 

STAROSTECKI.R Re 
Co 2pp 30129023-3 

“8505030484 Insp Repl 50-334/85-11 on 850321 -OdOS.Violation noted failure to moot 
Tech Spec 3 715 re fire proteclion requirements.Safeguards Info withhold (rol 
10CFR73 21). 

TROSKOSKI.W M , TRIPP.L E Region 1. Office of Director 05/04/18 12pp 
30129,025-30129 038. 


nolatlon re potential fire pain will do rorwaroeu laief 

nlonl. Office of Director 85/04/29 CAREY, JJ Diiquosne Light 

0129 036 


-8505240428 Notice of violation from insp on 8S0318 22 
' Region 1, Office of Director 85/05/10 Ip 30562116 30562 116 

-850524043B Insp Rept SO 333/65-06 on 850318 22 Violations noied failure to adhere 
to radiation work permit requirements & failure to specify frequency for periodic radi- 
ation surveys for high radralion area conlro) 

MILLER, M. MYERS,L, KRAMARLC.M Region 1, Office of Director 65/05/17 Bpp 
30562 117-30562 124 

3505200322 Forwards Insp Rept 50 333/65 07 on 850318 22 No vialatio/is noted 
EBNE!EH,SD Region 1, Office of Director 85/05/14 GLOVfER.HA New York 
Power Authority (formerly Power Authonty of the State of New York) 2pp 30466 072- 
30466 079 

-8505200330 Insp Rept SO 333/05-07 on 850318 22 No violations noted Major areas 
inspected snubber surveillance prog ram, including Tech Spec visual & functional 
survetllanco, witnessing, testing, plant waikdown & QA/QC interfacing activities. 
GREGG,HI, DURR,JP Region 1. Office of Director 85/05/13 6pp 30466074- 
30466 079 


Periodic operating reports A related correspondence 


8505300890 Clarifies need for spring & fall semiannual insps of fire hydrant barrels, In 
response to 841219 request re Amend 18 to License DPR 66 Guidance for Insp con 
lamed in American Water Works Assn Manual Ml 7 

VARQA.SA Operating Reactors Branch 1 85/05/14 CAREY.J J Duquosno Light 
Co 5pp 30652 120-30652 124 


I Financial Information 


8505310369 Concludes that 1085 financial Info, per 850411 submillaL sallsfios 

10CFR1 40 21, requiring that each licensee maintain approved guaranloo of paymonl of 
deferred premiums for each operating reactor over 1 00 Mw(e) 

SALTZMAN.J Assistant Director for Slate & Licensee Relations 85/05/22 
FAZZONE.FA Pennsylvania Power Co Ip 30681 347-30681 347 

8505310375 Concludes that 1085 financial Info, per 850419 submittal, satis! las 

10CFR 140 21, requiring that each licensee maintain approved guarantoo of paymonl oJ 
deferred premiums for each operating reactor over 100 Mw(e} 

SALTZMANJ Assistant Director for State & Licenseo Relations, 85/05/22 VON 
SCHACK.W.W. Duquesne Light Co. Ip. 30601 343-30601.343 


1505170464 Monthly operaling repl for Apr 1985 W/e50507 Ur 
COOK.J, GLOVifcR.H A New York Power Authority (formerly Power Authority of the 
State of New York) 05/04/30 13pp 30464 001-30464 013 

1505210124 Forwards "Safety Relief Valve Failures & Challenges for 1984." in accord 
ance w/NUREG 0737.flem If K 3 3. 

BRONS.J C New York Power Authority (formerly Power Authority of the Slate of New 
York) 85/05/17 VASSALLO.D B Operating Heactors Branch 2 3pp 30494 161- 
30494 163 


I Reportable occurrences. LERs A related correspondence 


P. Operating license stage documents A correspondence 

8505150001 Furlher response to FOIA request for documents from INPO & NRG that 
describe, analyze or evaluate fNPO rote or procedures In roporlmg info to NRC App A 
documents end App 6 documents segregated A all factual portions reloasod 
FELTON.JM Division of Rules and Records 04/11/21. TOTTEN,! Critical Mass 
Energy Project 4pp. 30417 001-30417.193 

“8505150 ISO "1982 Evaluation Beaver Valley Power Slai ion. Duquosno Ught Co " 

* Institute of Nuclear Power Operations 82/12/31. Ip 30410 002*30419,100 


1505290393 LER 85 010 00 on B50421, during refueling outage.fual assembly inadvert 
enlly lifted from reactor vessel w/fuel support grapple wrhen visual contact grapple 
fo si Caused by operator error Operators counseled W/850514 Ur 
LINOS EY,D J , GLOVIER.H A. New York Power Authority (formerly Power Authority of 
the State of New York) 85/06/14 3pp 30619 146 30619 148 


8505090242 Further response (o FOIA request for documents re NRC consldorallon of 
effects of external events upon emergency response planning App B Documents 1-12 
A 16 20 end A In PDR.App B Documents 13 A 14 withheld (ref FOIA Exomplion 5) 
FELTON,J M Division of Rules and Records, 84/12/04. BELL,N Nuefoar Information 
A Resource Service. 4pp 30249 163-30249*306 


1505290350 LER 85-013-00 on 850418, two safety/relief valves found out of tolerance 
during testing Possibly caused by cnadequale clearance m labyrinth seal area A pilot 
seat leakage Pilot overhauled to current procedure W/8 50516 Itr. 

LISENO.R T , GLOVIER.H A New York Power Authority (formerly Power Authority of 
the State of New York) 85/05/16 3pp 30619 124 30619 126 


10CKET 50-334 BEAVER VALLEY POWER STATION. UNIT 1 


'. Security, medical, emergency A fire protection plans 


505240139 Forwards notice of environ assessment A finding of no significant impact re 
840911 application for schedular exemption from requirements of 10CFR60,App 
E Notice forwarded for Ffl publication 

VARGA, S A Operaling Reactors Branch 1 85/04/11 CAREY.J J Duquesne Lfqhl 
Co 3pp 30576 272-30575 277 

>6505240144 Notice of environ assessment A finding of no slgnitJcanl impact re sched- 
ular exemption from requirements of 10CFR50, App E.delaying emergency prepared- 
ness exercise until Sept 1985 

VARGA.SA Assistant Director for Operating Reactors 05/04/11, 3pp 30575 275- 


505010340 Ack receipt of 850313 Hr informing NRC of steps takers to correct violations 
noted in Insp Rept 50-334/84 27. 

JOYNER, JH Region 1, Office of Director 85/04/24 CAREY.J J Duquesne Light Co 
2pp 30092 216 30092 220. 

8505010344 Responds to NRC 850220' Itr re violations noted in Insp Rept 5Q-334/84- 
27 Corrective actions withheld (ref 10CFR73 21), 

CAREY.J J Duquesne Light Co 85/03/13 MARTIN, T,T Region 1, Office of Director 
1p 30092 220 30092 220 

50S030010 Discusses 850406 safeguards regulatory effectiveness review exit 
interview Pnme purpose was 1o evaluate overall effectiveness of safeguards program 
A Ip determine if existing regulations yield level of prolection intended 
TAM.P.S OperaUna Readers Branch 1 85/04/25 VARGA.SA Operating Reactors 
Branch 1 ip 30218 024-30210 024 

505260432 Forwards exemplion from schedular requiremenia for annual emergency 

B dness exercise 

.SA, Operating Reactors Branch 1 85/04/25 CAREY.J J Duquesne Ught 
Co 4pp 30601.313-30601 319 ^ v 


6505280437 Exomplion from schedule for 1985 emergency preparednei 
designated for scheduling of future exercises 
THOMPSON.HL Divialon of Licensing 85/04/25. Duquesne Light Co. 3p 
30601 317-30601319 m a k 


“8505090385 Amend 79 to License DPR 66, changing Tech Spec Figure 6 2 1 ro oJfaito 
organizaljon, 

VARQA.S A Operating Reactors Branch 1 84/08/08. 4pp 30249 283-30240 200 

“8505090391 Safely evatuatlon supporting Amend 79 lo License DPR 66 
* Office of Nuclear Reactor Regulation, Director 04/08/08. 2pp 30249 267- 
30249*290 


6503220116 Forwards discussion of choices & llmllallons of available breathing appara- 
tus for use In oxygen deficient environs such as reduced pressure containments. 
CUNMINGHAM.L. Operating Reactor Program Branch 85/03/14 BELLAMY, R R 
Region 1. Office of Director, COLLINS, DM. Region 2, Office of Director 6pp 
30095.304-30095 309. 


6505060190 Requests review of Tech Spec requirements to confirm that response (ImG 
surveillance for overtemp delta T trip function appropriate & consistent w/definitlon of 
reactor trip sys response lime 

VARGA^SA, Operaling Reactors Branch 1. 85/04/22 CAREY.J J Duquesne Lfpht 
Co. 3pp 301 09.275-301 89-277 “ 

8605070079 Forwards Amend 92 to License DPR-66 A safety evaluation Amend re- 
vises Tech Specs to require two reactor coolant pumps to be operating when reactor 
trip breakers closed in Mode 3, 

TAMP,P.S. Operating Reactors Branch 1. 85/04/24. CAREY, JJ. Duquesne Llaht Co 
4pp. 30218 034-30218044. 


“6505070084 Amend 92 lo License DPR-06, revising Tech Specs lo require two reactor 
cqolwl pumps to be operating when reactor trip breakers closed In Mode 3. 
VARGA.SA, Operating Reactors Branch 1 85/04/24. 5pp. 30218.038‘30218-042 


“6SD50700SS Safety evaluation su 
* Office of Nuclear Reactor 
30210 044. 


pportfng Amend 92 lo License DPR 66 
Regulation, Director. 85/04/24. 2pp 30216 043- 


evaluation re responses to Generic Ltr 83- 
2BJtems 4 2 1 A 4 22Position on Item 4.2 2 accept able, ho weiver 4 2.1 requires oddl 
ustifteallon. Response requested within 45 days of Itr receipt ^ 

to'’3^.^30K&KlT 

* NRC • No Detailed Affill 


f 2j;oncernjng reactor trip sys reliability Licensee position acceptable 

niilation Given, 85/04/24. 6pp, 3O263.3O8.30253.31 3, 


8505060525 Nelifjcation Of 850506 meeting w/utils In Bethesda,MD to discuss resDlralo- 
^proteclion for subaimospherfc containments. oiscuss reapi rato- 

NEIGHBORS,J.p Operating Reactors Branch 1. 86/04/29, VARGAS A ODorohnn 
Reactors Branch 1. 2pp. 30187 235-30187:236 upe rating 
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6S<0429C442 Generic Ltr 85-07 to all operating reactor licensees re impteinontatlon of 
integrated schedules for plant mods Sve list end 

THCjMPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149-30210 170 

8B05130282 Discusses possible use of Natl Draoger BG-174AP respirator by util Due to 
lack of approval schedule, device not yet recommended by NIOSH Respirator test data 
end for NRC review, per L Hendricks suggestion 

SIEBER,J.D Duquesne Light Co 05/05/02 CUNNINGHAM.L J Operating Reactor 
Program Branch 15pp 30278 312-30276 326 

8506180438 Forwards revised rosponso to Generic Llr 83-28, Item 4 3 re bypass breaker 
status indication Rev to design concept for shunt trip attachment automatic actuation 
Includes status indication for reactor trip bypass breaker 

CAREY, JJ Duquesne Light Co 05/05/10 VARGA, S A Operating Reactors Branch 
1 lOpp 30429 126-30429 134 

850S210106 Generic Llr 85 08 to all holders of CPs & OLs ro 10CFR20 408 termination 
repts • formats 

THOMPSON,H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 20pp. 30682 202-30602 301 

0506210122 Generic Ltr 85-09 to all Westinghouso PWR licensees & applicants re Tech 
Specs for Generic Ltr 63-28,ltQm 4 3 

THOMPSON, HL Division of Liconsing 85/05/23 Yankee Atomic Efeclric Co 17pp 
30671 334-30671 350 


Q. Inspection reports, IE Bulletins & correspondence 

8505150315 Rosponds to NRC 850307 ltr re violations noted in Insp Rept 50-334/05- 
02 Corrective actions Operating Manual Change Notice 85 50 implemented to olfml 
nale potential for using BR-TK-z inventory for Tech Spec complianco 
CAREY.JJ Duquesne Light Co 85/04/03 \A/ENZINGER,E C Region 1, Office of Di 
rector 5pp 30399 01 0-303D9 014 

850 S 030071 Forwards Exam Rept 50-334/85 04 conducted during wk of 860225 
WENZINGER.EC Region 1, Office of Director 85/04/22 CAREY.JJ Duquesne Light 
Co. 3pp 30145 134 30145 173 

-<8505030077 Exam Rept 50-334/85 04 on 850226-28 Exam results three of six reactor 
operator candidates qualified for license Master copy of exam end 
JOHNSON,D., KELLER, R , K1STER,H B Region 1, Office of Director 65/04/18 37pp 
30145.137-30145 173 

650S010340 AcK receipt of 850313 ltr Informing NRC of steps taken to correct vlotatlons 
noted In Insp Rept 60 334/84-27 

JOYNER,J H Region 1, Office of Director 85/04/24 CAREY.J J Duquosne Light Co 
2pp, 30002 210-30092 220 

-8506010344 Responds to NRC 850220 Ur re violations noted in Insp Rept 50-334/04- 
27 Corrective actions withheld {ref 10CFR73 21) 

CAREY.JJ. Duquesne Light Co 85/03/13 MARTIN, TT Region 1, Office of Director 
Ip. 30092.220-30092 220 

6505 150601 Forwards Insp Rept 50 334/85 07 on 850402-04. No violations noted 
MARTIN.TT Region 1, Office of Director 05/04/26 CAREY.JJ Duquesne Light Co. 
2pp 30412.234-30412 240 

-6605160605 Insp Rept 50-334/85 07 on 050402-04. No violations noted Malor areas 
inspodedinonradlologlcal chemistry program, including measuroment control & analyti- 
cal procedure ovalualions 

ZtBULSKY.H. KOnAN,J. HOLSOPPLE.K Region 1, Office of Director 85/04/24 
6pp 30412236 30412 240 

05OEO3O461 Forwards Safety Insp Rept 60 334/85-11 on 850321-0405 Appropriate en- 
forcement action for violation re potential fire path will be forwarded later 
STAROSTECKI.R Region 1, Office of Director 85/04/29 CAREY. JJ Duquesne Light 
Co 2pp. 30129.023-30129 030. 

-8605030484 insp Rept 60-334/85-11 on 850321-0405 Violation noted failure to meet 
Tech Spec 3.7 15 re fire protection requirements Safeguards Info withheld (ref 
10CFR73 21) 

TROSKOSKI.WM, TRIPP, LE. Region 1. Office of Director. 05/04/18 12pp 
30129.025-30129 036 

8604250452 IE Info Nolice 05 034, "Heat Tracing Contributes to Corrosfon of Stainless 
Steel Piping '* Sve list end 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/30 Consolidated Edison Co, of New York, Inc f07pp 30115*105* 
30115.291 

6504250466 IE Info Notice 85-035, "Failure of Air Check Valves to Seat." Sve list end. 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30. Consofidalod Edison Co of New York, Inc tOBpp 30115 077- 
30115.184. 

6505090285 Ack receipt of 850411 ltr w/ payment of dvil penalty In amount of $50,000 
proposed by NRC on 850309 

AXELRAD.JA Enforcement Staff. 85/05/06. ARTHUR, J. Duquesne Light Co. 2pp. 
30253-213-30253.214 

6505060418 IE Info Notice 84-52, SuppI 1. "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/05/08 Consolidated Edison Co. of New York, Inc. 10pp. 30616,336- 
30615 347. 

8605130034 IE Info Notice 85-037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2." Sve list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14. Yankee Atomic Electric Co. 4pp 30848*272-30849 014 

8505310060 Ack receipt of 860408 ltr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-334/84-31. 

MARTIN.Tt Region 1, Office of Director 85/05/22 CAREY,J.J Duquesne Light Co. 
2pp. 306411103-30641.106. 


■8506310056 Responds to NRC 050311 ltr re violations noted in Insp Rept 50 334/84 
31 Corrective actions curront procedures & practices reviewed to dotermino changes 
to OC program & future audits will assess compliance w/QA program 
CAREY.JJ Duquesne Light Co 05/04/08 MARTIN.TT Region 1. Office of Director 
4pp 30641'105 30641 108 


R. Periodic operating reports & related correspondence 

8505070057 "NPDES Monthly Discharge Monilorinj Rept for Mar 1985" W/850429 llr 
DEVOS.DH Duquesne Light Co 85/03/31 REID.RW Operating Reactors Branch 4 
21pp 30206 261-30205 281 


S. Reportable occurrences, LERs & related correspondonce 

8505010339 Corrected PNO-1-85 030 on 850425, operations personnel discovered BCS 
leakage at pressurizor manway cover Leakage less than 1 gpm & boJow Tech Spec 
leakage limits Plant shutdown for repair planned 

MCCABE, F , TRIPP.L Region 1, Office of Director 85/04/26 Ip 30092 221 
30092 221 

8605230427 Part 21 rept re Incorrect short limo delay band lever inadequately installed 
in low vollag© K-line circuit breaker eleclromochanical overcurrent trip device Visual 
Insp to determine If corroct lever instaliod recommended 

KAISER, A F Brown Boven Corp (subs of Brown Ooveri & Co, Ltd) 85/05/13 
DEYOUNG, R.C Director's Office, Olfico of Inspection and Enforcemont 6pp 
30531 223 30531 228 


V,. Operator Examinations 

0505030071 Forwards Exam Rapt 60 334/85 04 conducted during wk of 850225 
WENZINGER.EC Region 1, Office of Director 05/04/22 CAREY.JJ Duquesne Light 
Co 3pp 30145 134-30145173. 

-8505030077 Exam Rept 50-334/85-04 on 650226 28 Exam results three of six reactor 
operator candidates qualified for license. Master copy of exam end 
JOHNSON, D, KEtlER.R . KISTER.H B Region 1, Office of Direclor 05/04/18 37pp 
30146 137-30145.173 
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F. Security, medical, emergency & firo protection plana 

0505170516 Forwards Insp Repts 50-336/85 06 & 50-389/85 06 on 850225 0301 under 
consideration for escalaloci enforcement action 

GRACE, J N Region 2, Office of Direclor 85/04/22 WILLIAMS.J W, Florida Power & 
Light Co 2pp. 30464 272-30464 309 

-B6061 70519 fnsp Repts 60-335/85 06 & 50 389/85 06 on 860225 0301 Violation 
noted two procedural errors identified in Rev 3 to Emergency Procedure EOP 2- 
0030144 ro alternate shutdown having direct offoct on safe Implementation 
MAODEN.P.M, MELLEN.LS, RUFF.AB Region 2. Office of Director 85/04/10 
36pp 304G4;274-30464 309 

0BOS21OO28 Forwards Insp Ropts 50 335/85-09 & 50 300/05 09 on 860325 27 No wo- 
lotlorvs or deviations noted 

QROWNLEE^V.L. Region 2, Ofileo of Director 85/04/22 WILLIAMS, JW Florida 
Powor& Light Co 2pp 30610 001-30510 011 

-8505210033 Insp Repts 60 335/05-09 & 60-369/05 09 on 050326 27 No violations or 
deviations noted Major areas Inspected. small scale emergency preparedness exorcise 
OECKER.T, POSTON BROWN.M, CLINE, WE Rogion 2, Office of Director 85/04/ 
10. 0pp. 30510 003-30510 011 

8505100446 Forwards EGAG rept, "Confornnanca to Reg Guido 1 97," per Generic Ltr 
82-33 Response to open items requested within 30 days Comments re Incorrect as- 
sumptions or commllmenta beyond Intent of previous responses requested 
MILLER, JR Operating Reactors Branch 3 85/04/25 WILLIAMS, JW Florida Power 
& Light Co Ip 30272 a03-30272'324 

-6604160627 "Conformance to Reg Guido 1 07, St Lucio Planl.Unlls 1 & 2" 

STOFFEL,J W EG&G. Inc. FIN A-6403. 05/02/28 NRC No Detailed Aflilialion 
Given. 21pp. 30272 304-30272 324. 

B50S310207 Forwards comments In response to NRC B50321 comments on Rev 3 to 
training & qualification plan Changes will bo Included in next plan rev W/o end 
WILLIAMS, J.W Florida Power A light Co 85/05/06 GRACE.J N Region 2. Olfico of 
Director. Ip. 30642 177-30S42 177 

8505210335 Advises that util will respond to Reg Guide 1,97 open items by 850705, per 
850425 ltr 

WILLIAMSJ W Florida Power A Light Co 05/05/16. MILLER, JR Operating Reactors 
Branch 3. ip. 30464.199-30494:199 


J, Insurance & Indemnity Information 

6505060300 Forwards Endorsement 61 to NELIA Policy NF-227 A Endorsomenf 49 to 
MAELU PoKcy MF-OB 

DUCK,JR Marsh A McLennan, Inc 85/05/02 SALTZMAN.J. Assistant Direclor for 
State A Licensee Relations 3pp 30202 334-3 0202338 


P, Operating license stage documents & correspondence 

6505100433 Forwards request for addi info re post-LOCA status of reactor coolant 
pump seal cooling, per Generic Llr 03-10 A CEN-268, "Justification of Trip Two/ Leave 
Two Reactor Coolant Pump Trip Strategy During Transients " 

MILLER, J.R. Operating Reactors Branch 0. 05/04/23 WILLIAMS.JW Florida Power 
A Light Co. Spp 30288.068 30286 072, 
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B50S 100501 Forwards request for addi mio re C E Owners Group response lo Generic 
Ur B3-10 coricerning reactor coolant pump trip strategy during transients Info request 
ed by 650601 

MILI.ER,J FI Oporaling Reactors Branch 3 65/04/25 WJLLPAWS.JW Florida Power 
& Light Co 5pp 30270 356 30270 360 

0505030215 Summary of 650320 enfo/cemenl conforonce w/ulil en Atfanla.GA o con 
lainmant spray sys.conlainmant isolation vatvo & St Lucres App P reviews Notification 
of meeting enct 

SELLS, DE. Ope/aling Reactors Branch 3 85/04/29 Operating Roactors Branch 3 
2pp 30 1C2 001-30162 005 

-8505030231 Noiificalfon of significant licensee meeting on 650328 w/ulil in Atlanta, G A 
to discuss SI Lucie App R Issues & containment spray sys & component cooling water 
sys issues for TurKey Point 1 & St Lucie Ixe^ectivoly w/agenda 

• Region 2, Otfice of Director 65/03/27 Region 2, Office of Director 3pp 
30162 003 3016200S 

8505100287 Forwards draff SER re util response to Item 1 1 of Generic Ur 03 28 con 
ce/nrng post trip review Listed addl info requested within 30 days, including criteria for 
determining acceptability of restart 

MILLER.JR Operating Rq actors Branch 3 05/04/29 WILLIAMS, JW Florida Power 
& Light Co 2pp 30266 091-30286 098 

-8505100284 Draft SER re post trip review program per Genenc Lir 63 26 SSER will 
be Issued after review of responses lo noted deficiencies 

• NRG - No Detailed Affillalron Given 05/04/29 6pp 3028 6 093-3020 6 09B 

8504280442 Generic Ltr 65 07 to atl derating reactor licensees ra Implementation of 
Inlegrated schedules for plant mods Sve list end 

THOMPSON,H L Division of Licensing 85/05/02 Consofidaled Edison Co of Now 
York, fnc 22pp 30218149 30218170 

0505310614 Forwards marked up drafl technicaf evaluation repl re util responses 1o Ge- 
neric Lfr 83 28, Item 12, ‘'Posl-Trip Review: Data & Info Capabilities” Response 
complete fnfo will be obtained by telco n within 1 wk of ltr receipt 
MILLER, JR Operating Reactors Branch 3, 05/05/09 WILLI AMS, JW. Florida Power 
& Ugh! Co 16pp 30602 341-30602 356 

8505310114 Advises that Ml cable qualification test rept completed & applicable proce- 
dures re inadequate core cooling sys implemented per commitment in 841101 ltr Tech 
Spec for heated junction thermocouples lo be submitted by dune 1085 
WILLIAMS, JW. Florida Power a Light Co 65/05/16 MILLER, JR Operating Reactors 
Branch 3 Ip 30641 066-30641066 

0505210106 Generic Ltr 85-08 to all holders of CPs & CLs ra 10CFR20 408 termination 
repls - formats 

THOMPSON,H L Division of Licensing. 85/05/23 Consolidated Edison Co of New 
York. Inc. 20pp 30602 282 30882 301 

8505290150 Forwards response to 641207 request for acfdl Info ro proposed amends lo 
Licenses DPR 67 & NPF1& 

WILLIAMS.J.W Florida Power & Ught Co B5/05/23 MILLER.J R Operating Reactors 
Branchs 27pp 30600 023*30600 049 


Q. inspection reports, IE Bulletins & correspondence 

6504160060 Forwards Insp Repts 50-335/85-05 & 50 389/85 05 on 850225 0305 No 
violation or deviation noted 

BROWNLEE, VL Region 2. Offfca of Director 85/03/22. WILLIAMS, JW Florida 
Power&LlghtCo Ip 29820 08 5^2 9820: 103 

■ 8504180072 Insp Ropts 50-335/95 05 & 50-389/65 OS on 850225-0305 No violafFon 
or deviation noted Major areas Inspected liquid & gaseous radwaste mgLenviron pro- 

g rams & evaluation of NUREG 0737,ll©m II 8 3 re post-accident sampling sys 
TODDART.P, HARRIS, J . MONTGOMERY, 0 M Region 2. Office olDtrecbr 85/03/ 
20 tepp 29820068 26820103, 

B505220328 Ack receipt of 650329 ltr informing NRC of steps taken to correct violations 
noted in Insp Rents 50-335/65 04 & 50-389/85 04 

BROWNLEE. V.L Region 2, Office of Director. 85/04/16 WILUAMS.J,W Florida 
Power & Light Co Ip 30530,268 30630 270 

•^850522033 4 Responds to NRC 650228 Hr re violations noted In Insp Repts SO 335/65- 
04 & 50 389/85 04 Corrective acUons'pump & valve summary book updated lo Indi- 
cate current status of surveillance & test activities of safety-related equipment 
WILLIAMS.J W Florida Power & Light Co 65/03/29 GRACE.JN Region 2. Office of 
Director. 2pp 30530 269 30530 275 

8S05170S16 Forwards fnsp Repis 50 335/05 06 & 50 389/05 06 on 850225 0301 under 
consideration for escalated enforcement action 

GRACE.J.N Region 2. Office of Director. 65/04/22 WILLIAMS.J W. Rorida Power & 
Light Co 2pp 30464 272 30464.309 

-85051 70S19 rnsp Repts 60-335/65 06 & 50 389/85-06 on 050226 0301 VioJation 
noted two procedural errors Identified in Rev 3 to Emergency Procedure EOF 2- 
0030144 re alle/nalo shuldown having direct effect on safe rmpfemenlation 
MADDEN,PM, MELLEN.LS, RUFRAB. Region 2. Office of Director 65/04/10 
36pp, 30464 274 30464,309 

8506210020 Forwards fnsp Repts 60 335/05 09 & 50 389/65-09 on 85D325-27 No Vio- 
lations or deviations noted. 

BROWNLEE. V.L Region 2. Office of Director 85/04/22, WILLIAMS, JW. Fforlda 
Power & Light Co 2pp. 30510 001-30510 01 1 

-8505210033 Insp Repts 60 335/85'Og & 00-389/05-09 on 050325 27.No violalions or 
deviations noted Major areas inspectedsmall scale emerg^ency preparednesa exercise 
OECKER.T, POSTON BROWN, M., CLINE.WE, Region 2, Office of Director 85/04/ 
10 9pp 30510 003-30510 011 

8604250452 IE Info NoHce 85 034^ "Heal Tracing Contributes to Corrosion of StaInfess 
Piping 3vc list &ncl 

JOflOAN.EL. Olvislort of Emergency Preparedness & Engineering Response (Posi 
830103) 85/04/30 Consolidated Edison Co of New York Jnc. t07pp 30116,165- 
30115.291. 


0604250455 IE Info Nolice 85 035, "Failure of Air Check Valves to Seat *' Sve list end 
JORDAN.EL Division of Emergency Preparedness & EnginoGrinp Response (Post 
830103) 05/04/30 Consolidated Edison Co of New York, tnc i08pp 30115 077- 
30115184 

0505080410 IE fnfo Notice 84-52, SuppI 1, "Inadequate Matl Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Posi 
830103) 05/05/08 Consolidafod Edison Co of Now York, Inc lOpp 30615 338- 
30615 347 

0505130034 f£ Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 ** Sve list eref 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Yankee Atomic Electric Co 4pp, 3084B 272-30049 014 

6505300672 Notification of 050516 meeting w/util & C-E in Belhesda.MD to discuss 
plans for core support barret insp to be conducted during Cycle 7 refueling 
outage Agenda end 

SELLS.D E Operating Reactors Branch 3 05/05/16 MILLER.J R Operaling Reactors 
Branch 3 dpp G064() 359 30640 361 


R, Parfodfe operating reports & related correspondence 


0505140114 Forwards "Annual Nonradiologlcal Environ Monitoring Rent for 1984." 
WILLIAMS.J W Florida Power & Light Co 65/04/30 JOHNSfON.W V Assislont Di- 
rector for Malls, Chem & Environ Technology (Post 030201) Ip 30392 027- 
30392 275 

-85051401 20 ‘’Annual Nonradiologlcal Environ Monitonng Rept for 1984 '* 

* Applied Biology, fnc AB 553 04/12/31 250pp 30302 028-30392 275 


S. Reportable occurrences, LERs & related correspondence 

0505090456 LER 65 002-01 on 850220, Inboard valves of containment isolation valvos 
found Inoperable Caused by mechanical connector problem Procedures revised W/ 
850501 ltr 

STEWART, D, WILLIAMS.JW Fforlda Power & Light Co 85/05/01 4pp. 30232 356 
30232 359 

8505220293 LER 85 004 00 on 850404, deviation from Tech Specs re measured battery 
specific gravity discovered Plant procedures only require temp correction instead of 
temp & level Caused by personnel error W/850506 ltr 

MOHN.S, WILLIAMS.JW Florida Power & Light Co 85/05/08 3pp 30530 284 
30530 286 
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F, Security, medical, emergency A fire protection plans 


8505010228 Forwards safety evaluallon based on review of 840B14 response to request 
for addl info re inadequate core cooling sys Info acceptable Schedulo for Implementa- 
llon of emergency procedures requostorf within 30 days to complete review. 
MJLLER,J.R, Operating Reactors Branch 3 85/04/18 COUNSIL.WG Northeasf Nu- 
clear Energy Go (subs of Northeast Lftilflles) 2pp 30112 309-301 12'314 

-8805010237 Safely evafuatton based on util response to request tor add) Into on lr>ad- 
equate core cooling instrumentation sys Design of ays in conformance w/NUREG- 
073 7, hem II F,2 requirements 

* Office of Nuclear Reactor Regulation, Director 85/04/18 3pp. 30112 311- 
30112314 

8505090308 Forwards revised ernergency plan implementing procedures, Including Rev 
0 to EP)P 4227 re olfslle based Info sys & Rev 2 to EPIP 4601 re alarm tests Advises 
thal EPIP 4600 series not canceled as indicated In 850408 Hr 
COUNSIL.W G Northeast Nuclear Energy Co (subs, of Northeast Lftillliea) 65/04/26 
MURLEY.TE Region 1. Office of Director. 2pp 30221 129-3022V298 

-8505090316 Revised emergency plan fmplomanting procedures. including Rev 0 lo 
EPIP 4227 re offsite basecT Info sys, Rev 2 lo EPIP 4601 re alarm tests & Rev 7 lo 
EPIP 4602 re communications lelephone lest 

* Northeast Nuclear Energy Co (subs of Northeast UtiHtios). 85/04/26 169pp 
30221.131-30221 298 

8505130344 Forwards Insp Repts 50 245/85 06 & 50-336/85 09 on 850225-0324 No 
violation noted 

WENZINGEB.EC Region 1. Olfice of Director. 85/05/02, COUNSIL.W G Northeast 
Nuclear Energy Co. (subs of Northeast Utilities) 2pp 30274.344-30274 354 

-8505130349 Insp Repts 50-245/05-06 & 50-336/85-09 on 850225-0324 No violation 
noted, Major areas Inspected plant operations, equipment alignmenls & 
readiness radiation prolection, physical security Jire protection & main! 
aHEDLOSKY.J T Region 1. Office of Director. 85/04/18 9pp 30274 348 30274 354 

8505100222 Forwards Insp Rept 50-336/85-17 on 650408-11 & notice of violation 
WENZINGER.EC. Region 1, Office of Director. 85/05/03 OPEKA.J F, Northeast Nu 
clear Energy Co (subs of Northeast Utililies) 2pp 30246’1 77-30246.1 63, 

-6505100230 Insp Repl 50-336/85-17 on 850400-11 Violation noted failure to follow 
local teak rate procedure 

ROeERTSON.JA., MCCABE,E,C. Region 1, Olfice of Director 85/06/01, 4pp 
30246 180-30246.103 

8505210270 Forwards Insp Repl 60-336/85-10 on 050301-02 & 26 29 No violation 
noted. 

MARTIN.T.T Region 1. Office of Director 85/05/18. OPEKA.J F. Northeast Nuclear 
Energy Co. {subs of Northeast Utilities) 2pp 30493*328 30493 341. 
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-■>6505210285 Insp Repl 50-336/85*10 on 850301-02 No violation noted Malor areas 
inspected ALAR A implomenlation.survoiflance, activities, personnel training, dose con* 
Irol & steam generator repair activities 

WHITE,Jn, CIOFFI.MJ, MILLER.M Region 1, Office of Director 85/06/03 12pp 
30493 330 30493 341 

6505240279 Revised emergency plan implementing proceduros,including Rev 9 to EPfP 
4201, "Radiological Dose Assessment," Rev 8 to EPIP 4201-1, "Noble Gas Release 
Rate" & Rev 5 to EPIP 4201-2, "1-131 Release Rate " W/050516 Itr 
OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Ulilllies) OPEKA,J F 
Northeast Utilities 85/05/16 200pp 30553 290 30554 118 

8505240462 Forwards SALP Repts 60-213/86 99.50*245/85-99 & 50-338/05 99 for 
Sept 1983 - Feb 1985 Meeting scheduled on 850604 to discuss SALP Board 
findings Reply to Board findings requested within 30 days after mooting 
MURLEY.TE Region 1, Office of Director 05/05/20 OPEKA.J F Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 30552 252 30553 047 

-8505240468 SALP Repts 50 245/85-99 & 50*336/05*99 for Sept 1903 * Feb 1905 
• Region 1, Office of Director 85/05/06 92pp 30552 300 30553 029 

0505240296 Application for amend to Licenses 0PR*21 & OPR 65, Incorporating end 
proposed Rev 3 to suitability.tralning & qualification plan End withhold (ref 
10(5fR2 790 & 73 21) Fee paid 

OPEKA.J F Northeast Nuclear Energy Co (subs, of Northeast Utilllios) 65/05/22 
MILLER, JR Operating Reactors Branch 3 2pp 30556 259 30556 260. 


H. General correspondence 

6504230326 Advises of changes to mgt structure associated w/WG Counsil leaving 
Northeast Ulils to assume position w/ another util Effective 650501 ,JF OpeKa will re- 
place WG Counsil 

COUNSIL, W.G Connecticut Yankee Atomic Power Co 05/04/17 MILLER, J R Oper- 
aling Reactors Branch 3 2pp 30536 036*30536 041 


L Pfnancial Information 

0SO5O9O562 "Annual Ropt of Major Electric Utils.Llcenseos & Others" W/050506 Itr 
GUGLIELMO.FJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
GUQLIELMO F J Northeast Utilities 84/12/31 139pp. 30226 143-30226 281 


J. Insurance & Indemnity Infoririatlon 

6505060516 Unexecuted Amend 18 to Indemnity Aprooment B-39 
SALTZMAN.J Assistant Director for State & Licensee Relations 85/04/16 3pp 
30107 214-30187 216 


P. Operating Ifconso stage documents & correspondence 

6504170547 Forwards monthly status rept on plant-specific backfilling activities current 
Ihrouch 850308 Nino of 1 5 SER open items resolved prior to oppoal meetings SER 
scheduled for completion on 850329 

CRUTCHFIELD, D. Assistant Director for Safety Assoasmeni 85/03/18 
THOMPSON, HL Division of Licensing 65pp 30161,182*30161 246 

8505130364 Rev 3 to NPOES Permit CT 0003263, Issued to Northeast Nuclear Energy 
Co Index end 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 85/04/08. itpp. 
30275 001*30275 011. 

850S010641 Forwards request for addi Info re Homs 2 1,2 22 & 4 6.3 of Generic Mr 03- 
20 concerning generic implications of Salem ATWS event Responses requested within 
60 days for Items 2.1 & 2 2.2 & within 00 days for Horn 4 6 3 
MILLER.JR Operating Reactors Branch 3 85/04/17 COUNSIL.WG Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) 3pp. 30095 356*30095.350 

6505100465 Forwards request for addI info re post-LOCA status of reactor coolant 
pump seal cooling, per C E Owners Group response to Generic Lir 83-10 Info request- 
ed within 30 days to compfoto review 

MILLER.JR. Operating Reaclora Branch 3 85/04/24 COUNSIL.WG Northeast Nu- 
clear Energy Co (subs, of Northeast UillilloB) 5pp, 30270.300*30270 304 

8504290442 Generic Ltr 85 07 to all (morating reactor licensees re Implemonlatioin of 
Integrated schedules for plant mods Sve fist onci 

THOMPSON,H.L Division of Licensing. 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30210,149*30218 170 

6505 130 134 Requests remittance of add! fee for review of 850222 application request- 
ing authorization to use ASME Code Casa N 418,per 10CFR170 
DIGGS, R M. License Fee Management Branch. 05/05/06, OPEKA.J.f Northeast Nu 
clear Energy Co (subs, of Northeast Utilities) Ip 30209 363-30299.363 

8605160110 Submils addi Info ro util 840620 & 1004 responses to Generic Ltr 03*28, per 
NRC 050305,14 & 0417 requests Reconsideration ro Items 2.1 & 2,2.2 requosled.por 
util implementation of NUTAC Mer 1904 vendor equipment technical Info program. 
OPEKA.J.F., MROCZKA,E.J. Connecticut Yankee Atomic Power Co OPEKA.JF. 
Northeast Nuclear Energy Co (subs, of Northeast Ulilllies). 85/05/09. MILLER^J.R. 
Operating Reactors Branch 3 ZWOLfNSKI.J A. Operating Reaclora Branch 5 2pp. 
30429 084*30429 085 

8505260S12 Summary of 050501 meeting w/util,INPO,B&W,Bechtot & Dalian Corp fn 
Bethesda.MD re eddy current lest results before & after chemical cleaning of steam 
generator Vfewgraphs end. 

^ NRC * No Detaired Affillalion Given. 85/06/14. NRC - No Detailed Affiliation Given. 
55pp. 3QeO0M86^3O6O6>24O 

6605240216 Forwards application fee for 850222 request for authorization to uso ASME 
Code Case N-416,ln response lo 850506 Itr. 

OPEKApJ F Northeast Nuclear Energy Co. (subs of Northeast Ulliilles). OPEKA.J,F. 
Northeast Utllitfea 85/05/16 DIGGS, R.M License Fee Management Branch Ip. 
30555' 103*30566 103 


8505240298 Application for amend to Licenses DPR 21 & DPR-65, incorporating end 
proposed Rev 3 lo sultability.tramlng &. qualification pfan End withheld (ref 
10CFR2 790 & 73 21) Fee paid 

OPEKA,J F Northeast Nuclear Energy Co (subs of Northeast Utilities) OPEKA.J F 
Northeast Utilities 85/05/22 MILLEH,J R Operating Reactors Branch 3 
2WOLINSKI,JA Operating Reactors Branch 5 2pp 30556 259 30556 260 

8505210100 Generic Ltr 85-00 lo all holders of CPs & OLs re 10CFR20 400 termination 
repts - formats 

THOMPSON,H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30682 301 


Q. inspection reports, IE Bulletins & correspondence 

6505010210 Forwards safety evaluation based on util response lo IE Bulletin 80-11, 
"Masonry Wall Design" Items 2(b) & 3 fully implemented w/oxcoptron of three 
waifs Response re action to render wails acceplabJe requested within 30 days 
MILLER.JR Operating Reactors Branch 3 85/04/17 COUNSIL.WG Northeast Nu- 
doar Energy Co (subs of Northeast Utilities) Ip 30112 177-30112 177 

^*6505010213 Safety evaluation based on util rosponse to IE Bulletin 80 11, "Masonry 
Wall Design " Items 2<b) & 3 fully implementoo w/excoplion of throe walls requiring 
use of energy balance technique. 

* NRC * No Dotal led Affiliation Given 05/04/17 2pp 30112 178-30112 179 

••8503260410 "Masonry Wall Design for Millstone Point Unit 2," technical evaluation 
rept 

TRfOLO.S, CONjVN ARVIN/CALSPAN Advanced Technology Center NRC 03-81- 
130 TER-C5506 260, 85/03/22 CHOKSHf.N C NRC - No Detailed Affiliation Given 
51pp 30112 100-30112 230 

8605010435 Forwards Insp Rept 50 330/85 08 on 860219 0301 & notice of deviation. 
EBNETER.SD Region. 1, Office of Diraclor 85/04/25 COUNSIL, W.G Northeast Nu- 
clear Energy Co <8ubs of Northeast Ulilllies) 2pp 30090 058 30090070 

-0505010437 Notice of deviation from insp on 850219 0301 
‘ Region 1, Office of Director 85/04/26 Ip. 30090 060 30090 060. 

-8605010439 Insp Rept 50 336/05 08 on 8 50 2 19-0301, Deviation noted failure to use 
acceptable calibr block in performance of ultrasonic inservlco exams 
MCBREARTY.R A , KORTAS.A J , RAVAL.J H Region 1, Office of Diredor 85/04/23 
iOpp 30090 061-30090 070. 

8504260462 IE Info Notice 85 034, "Heat Tracing Contributes lo Corrosion of Stainless 
Steel Piping " Sve list end 

JORDAN, tL Division of Emergency Preparedness & Englnoorlng Response (Post 
830103) 85/04/30 Consolidated Edison Co. of New York, Inc 107pp 30115 185 
30115 201. 

850425045 S IE Info Nolico 85 035, "Failure of Air Check Valves to Seal." Sve list end 
JORDAN, E.L Division of Emergency Preparedness & Engineering Rosponse (Post 
030103) 85/04/30 Consolidated Edison Co of Now YoiR, Inc 108pp 30116 077- 
30115.104. 

65Q51 30344 Forwards Insp Ropts 50*245/05*06 & 60 336/85 09 on 850226-0324 No 
violation noted 

WENZINQER.EC Region 1. Office of Director. 85/05/02 COUNSIL.WG Northeast 
Nuclear Energy Co (subs of Northeast Ulllhlos) 2pp 3 0274 '34 4 -3 027 4 354 

-660S130340 tnsp Repts 50-245/85 06 & 50-336/85 00 on 850225 0324.No violation 
noted Major areas inspected plant operations, equipment alignments & 
foadinoss, radiation protection, physical socurllyjire protection & main! 

SHEDLOSKY,J T , MCCABE.EC Rogion 1, Ofllca of Director 05/04/18 Opp 
30274 346-30274.354 

8605100222 Forwards Insp Ropt 50-336/85 17 on 850408-1 1 & notice of violation. 
WENZINGER.E C. Region 1. Office of Director 05/05/03 OPEKA.JF Northeast Nu 
clear Energy Co (subs, of Northeast Utllitlos) 2pp. S0246 177-30246 183 

-0505100226 Nolico of vIoJaibn from Insp on 86 0408-1 1 

• Region 1, Office of Director 85/05/03 Ip 30246 179 30246 179 

-8605100230 Insp Root 50 336/85-17 on 050408 11 Violation noted.faliuro to follow 
local leak rale procedure 

ROBERTSON,J A , MCCABE.E.C. Region 1, Office of Director 85/05/01 4pp 
30246 180 3 0240 183 

8505060418 IE Info Notice 84-52,Suppl 1, "Inadequate Matl Procurement Controls on 
Part of Licensees & Vendors" 

JORDAN.E.L Division of Emergency Preparodnoss & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc. IOpp 30615 330- 
30015 347. 

9505130034 IE fnfo Notice 85*037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2," Sve tlsl end 

JORDAN.E.L, Division of Emorgoncy Preparodness & Engineering Response (Post 
030103) 86/05/14 Yankeo Atomic Electric Co 4pp 3004B“272-30840 014 

0505290303 Ack receipt o1 050404 Itr tnfornnlng NRC of steps taken lo correct unro- 
sofvod Item noted in Insp Rept 60-336/86 01. 

E8N£TER,S D Rogion 1, Office of Director. 85/05/14, OPEKA.J.F Northeast Nuclear 
Energy Co (subs of Northeast UlllHios), 2pp. 30610 31 1-30610,316. 

8506210270 Forwards Insp Repl 60-336/65-10 on 050301-02 & 26 29 No violation 
noted. 

MARTIN.T.T, Region 1, Office of Director 05/05/16. OPEKA,JF Northeast Nuclear 
Energy Co (subs, of Northeast Utilities) 2pp 30403 328-30403 341 

-6S0S2 10285 Insp Rept 50 336/85-10 or^ 050301 02 No violation noted Major areas 
inspected' ALAR A Implomentation, surveillance, aclmlies, personnel training, dose con- 
trol & steam generator repair activities 

WHITE,J.B , GlOFFI.MJ, MILLER.M, Region 1, Office of Director. 85/05/03. 12pp. 
30493'330 30493.341 
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8505240462 For^vards SALP Rcpts 50 213/85 93 50 245/85 99 & 50 336/85-99 for 
Scpl 1903 Feb 1935M::elrig schedu'ed on 050604 to discuss SALP Board 
f,nd ngs Reply lo Beard find ngs requested Viitnn 30 da/s alter meeting 
WURLEYTE Region 1, Off.ce of 0 rector 85/05/20 OPEKAJF Northeasl Nuclear 
Energy Co (subs of Norlbeasl UWitcs) 2pp 30552 252 30553 047 

-8505240466 SALP Repis £0 245/85 99 & 50 336/85 99 for Sept 1903 - Feb 1985 
* Reg on 1 , Off ce of D rector 85/05/06 92pp 30552 300 30553 029 

-8505240473 Discusses SALP for faci'ities Input lo SALP evaluation process & followup 
to prcv.0U3 SALP repi actions enci 

COUNSILAVG Connecticut Yankee Atomic PoAer Co COUNSIL,WG Northeast Nu 
clear Energy Co (subs of Northeast Ul lities} COUNSILAVG Northeast Utilities 85/ 
03/22 STAROSTECKI.R Region I, Office of D rector RUBENSTEIN.L Assistant Dj 
rector for Coro & Plant Systems MINNERS.W Safety Program Evaluation Branch 
18pp 30553 030 30553 047 

8-505240453 Forwards Enforcement Meeting Repts 50 245/85 12 & 50 336/85-15 on 

MARTIN TT Region 1 Office of Director 85/05/21 OPEKA.JF Northeast Nuclear 
EncrgyCo (subs of Northeast UUitjes) 2pp 30553 231 30553 235 

-8505240455 Meeting Repts 50 245/85-12 & 50 336/65-15 on 850325 Topics 
discussed transportation viofat'on & deteriorating transportation program tSept 
fcorganizatjortncw package dose rate frmits & comprehensive program audit pro- 
posed 

S^^^I^OAKY.M Region 1, Office of Director 85/05/17 3pp 30553 233- 


8505210539 Forwards Insp Repts 50-338/85-10 & 50 339/85-10 on 850401 04 No vio- 
rations or deviations noted 

BROWNLEE.VL Region 2, Office of Director 85/04/19 STEWART.W L Virginia 
Power (Virginia Efectric & Power Co ) Ip 30615 125-30515 131 

-8505210543 Insp Repts 50-338/85-10 & 50 339/85-10 on 850401 04 No violations or 
deviations noted Mefor areas Inspected fire protection 

WISEMAN.GR. CONLONJE Region 2, Office of Director 85/04/15 6pp 
30515126-30515131 

8505060530 Forwards SER re SPDS analysis & design process, per util 840200 & 1105 
submittals Continuation of implementation of SPDS program accoptab!o,per Sun pi 1 to 
NUREG 0737 

MILLER J fl Operating Reactors Branch 3 85/04/29 STEWART.W L Virginia Power 
(Virginia Efectric & Power Co) 2pp 30187.246-30187 255 

-6505060537 Safety evaluation re SPDS Continuation of implementation of SPDS pro 
gram acceplabJe.per SuppJ 1 to NUREG.0737 

Office of Nuclear Reactor Regulation, Director 85/04/29 Opp 30107 247- 
30187 255 

8505030268 Forwards "FEW A Region 111 Exercise Evaluation Rept of 841116 Exerolso" 
of offsite radiological emergency preparedness plans Corrective actions schodulo sub- 
mitted by Commonwealth of VA also end 

KRIMM.R W Federal Emergency Management Agency 05/05/01 JORDAN, E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 030103) 24pp 

30124 161-30124 261 r x / r-f 


8505290282 Submits addi mfo rc IE Bulletin 80-11 on masonry wall dQsgn,per 850417 
Results of analys s lo qual.fy walls to elastic criteria will be submitted bv 
85t030 Clarif.es scnfenco re SSE on Page f 1 of SER 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 
Utii tics 85/05/22 MILLER J R Operating Reactors Branch 3 
<pp j059o 175 30596 176 

fl Periodic operating reports & related correspondence 

island Sound at Millstone Nuclear 
Rower Station Waterford, CT.Annual Rept 1904 " W/850510 lU 

^ tsubs of Northeast Utilities) OPEKAJF 
Northeast Utilities 84/12/31 YOUNGSLOOD.BJ Licensing Branch 1 MILLER JR 
Operating Reactors Branch 3 284pp 30621 004 30621 287 

S. Reportable occurrences, LEfls & related correspondence 

8505230636 LER 63 0l4/03L-0on 830326,facikty I of end bldg filtration svs declared 
2EBS0 to pferum faSrt to open dS SS 

B™RGIN ‘'1 r'?' “ W/e3042a Itr ® 

r5.x Northeast Nuclear Energy Co (subs of Northeast Utili- 

P 5? p"oc~W?MlU 

oMiwnMAN,^, MROCZKA.fc J Northeast Nuc ear EnerovCo (subs of North^nc! iriii 
ttiesj WROCZKA,EJ Northeast Ubiities 85/04/26 3pp 30235 

850401, retest of control switch caused loss of normal 
generated lo 4 16 W emergency bus 24D Caused bv personnel 
0 ersonnel instoicted to use increased caution in researching circuits V§/850430 

fpifMlseieSzMiez''*" untos) 85/04/3o 

■|Ss“s®“2.‘'sa’'»s*3 “ 

85 007-00 on 8504 l3,engi nee red safeguards actuation svs actuated 
c osing containment purge vaNes Caused by loose pfat^ particulX radSfon 

OESLWDES w '^'850513 «t ^ 

V. Operator Examinations 

8505240462 Forwards SALP Repts 50 213/05 99 50-245/85-99 X «;n ‘I'ls/Rn no 

Meeting scheduled on 850M4 to dliu“ SAL^liifd 
WUR^Iy 30 Oays after meeSng 

-65 0 5240468 SALP Repts 50 245/85 99 & 50 336/85 99 for Sent 1983 . Feh iorr 
R egion t. Office of bireclor 85/05/06 92pp 30552 3(W.30553 029 ^ ^ 

DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 

F. Security, medical, emergency & fire protection plana 

* ® ™ 850318.22 No v„. 

Vi,g,nta 



-8605030278 "FEMA Region III Exorcise Evaluation Rept of 041 1 15 Exerclao *' 

Federal Emergency Management Agency 05/01/10 77pp 30124 185-301 24’201. 

security program Revs withhold (ref 10CFR73 21) 
STEWART.W L Virginia Power (Virginia Electric & Power Co ). 05/05/09 GRACE J N 
Region 2, Office of Director Ip 30841*110 30641 110, 

8505140367 Forwards partial response to NRC 050200 request for addI info ro conform 
ance w/Reg (Suide 1.97.Qualifl0d limit switches will be Installed on emerqoncy 
damper Remaining info will be provided by 850530. 

'I®"®!, Co) 85/05/10 

Cifeotor. miller, J.R Oporotlng 

Reactors Branchs 7pp 30368.140.30368,148. 


Q. Adjudicatory correspondence 

U"!|l 850500 to file testimony Addi Info roquired from 
S'Lcdw 5'o'8?9 melhods-Certlfioale of Sve end 

, Unearned Citizens of Louisa County ^205 763 85/04/26 Atomic 
Safety and Licensing Board Panel 2pp. 30090.220-30090 229 

motion for 8 day extension of deadiino for submittal of profiled 

if lSm ^nlj eSWM^tlfn ®" '^'“^“''8 

and licensing Board Panel. Ip 30130078-30130 OBO. ' 

8x'88Stop ol «m9 lor submittal of prellled lasllmony If, 
**'’'“'* 8505ft.No posIponeJonI 

S°'j|'^^5i^4/fa K®"® °J ';?®'®® D0UGHERTY,J 8 Doushor- 

30IwTo 80^^*^^^* Atomic Safety and Ltcensing Board Panel 2pp 3O13O%70. 

°5®'^ grantino Concerned Citizens ol Louisa County 850420 suoDtemenlal 

Citizens of Louisa County will not file Dre-fUed testi 


Co-un^ 'ffi^ ®' *-00150 

and Licensing Board Panel. Ip, a0373,154.30373.15'4.^^^*^^^°^'^ * “O’*® Solely 




r 7 Voj lu w juage woiie sett I 

by ASLB 650319 order & testimony of ML Smith F 

' *'■” 

h?&“pLLC"4“73?3o¥^^^^^^ WOLFE,SJ, Atomic Safely and Lloons- 

■’iMVlfaWpln^ ®r' n* ®'°™«® ®P®=® I" 

hrij Related correspondence '® ®®® ‘''V P®®**® '<> store spent 

30278 078’.3D^8llM, (Virginia Electric S Power Co.) 86/05/09. 24pp 

reqUrenjenls^ Iw "^ssIlSe *sal»tage Itte^Xn^Droixjs^^s*^^® '"’P*to8*tons ol 
g®?to °* f enl luel Related correepondlnce P'°PP®®^ Surry-to-Norlh Anna ship- 
|MTO.MX Virginia Power (Virginia Electric & Power Co.). 85/05/0g 3pp. 30278:103. 

*4wisM^to sabolagTol^hlJmarns'ol w * emergency re- 

wrrespondence P™"'® ®P®®' '“®’ 'rem Surry lo North AnnaRelaled 

JEFFfflSON,R.M Jefferson, R.M, 85/05/09. 41pp. 30278:106.30278 146 



DOCKETED ITEMS 133 


“ 050513041 3 Testimony of PN McCroery re Concerned Citizens of Louisa County Con 
solidated Contention 1 ro human error Design foaturos & handfing procedures associ 
ated w/cask make likelihood of human error slight Related correspondence 
MCCREPRY.PN Transnuefearjne 05/05/09 30pp 30278 147-30278 176 

“8605130410 Testimony of JM Pickworth re Concerned Citizens of Louisa County Con 
solidated Contention 1 concerning human error Testimony maintains thal VEPCO om 
ployees Irainad to properly implomont cask handling procedures Related correspond 
ence 

PICKWORTH.J M Virginia Power (Virginia Electric & Power Co ) 85/05/09 Opp 
30278.177-30278 182 

8505140396 Requests that ASLB consider proposal to adjourn evidentiary portion of 
650521 hearing after testimony of witnesses & response to cross-examination until 
morning of 650522 when Jefferson would take stand.Related correspondence 
MAUPIN.MW. Hunton & Williams #285 979 05/05/09 WOLFE.SJ Atomic Safety 
and Licensing Board Panel 2pp 30374 325-30374 326 


J. Inauranca & Indemnity Information 

8506990274 Forwards Endorsements 53 & 40 to NELIA Policy NF-240 & MAELU Policy 
MF &6/0spectivGly 

INGLES.J M. Marsh & McLennan, Jnc 85/05/03 DINiTZ.I Office of Nuclear Reactor 
Regulation, Director 3pp 30219'1 07-3021 9 109 


P. Operating license stage documents & correspondence 

8503220116 Forwards discussion of choices & limitations of available breathing appara- 
tus for use in oxygen-deficient environs such as reduced pressure conlainments 
CUNNINGHAM, L Operating Reactor Program Branch 85/03/14 BELLAMY. R R. 
Region 1, Office of Director 6pp. 30095 304-30095 309 

6505030362 Forwards safety evaluation ro 831104 & 650215 responses to Gonoric Ltr 
83-26, Items 42 1 & 4 22 concerning prevonlative mafnt program for reactor trip 
broakers/maint & Iron ding. Posit ions on Items 4 21 & 4 2 2 acceptable 
MILLER, J.R Operaling Reactors Branch 3. 05/04/24 STEWART.W L Virginia Power 
(Virginia Efectric & Power Co ) 2pp 30163 337-30163 343 

..0505010203 "SER,Nor1h Anna Power Station, Units 1 & 2, Reactor Trip Sys 
Re!iebiHly,lt 0 ms 4 2 1 & 4 2 2 of Generic Ltr 03-28 " 

FARMER, FG EG&Q. Inc FIN A.6ai4 85/04/30 NRC - No Dotailed Affiliation Given 
6pp. 67832.116 67632-120 

0505060526 Nolificatlon of 050506 meeting w/utils in Bathesda.MD to discuss respirato- 
ry protecllon for subatmospheric containments 

NEIGHBORS,JD Operaling Reactors Branch 1 85/04/29 VARGA, S A Operaling 
Reactors Branch 1 ipp 30187 235-30107 236 

8505070364 Application lor amends to Licenses NPF 4 8 NPF-7, revising Tech Specs re 
pressure-temp limit cun/es to be applied during heatup & cooldown Fee paid 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/04/30 
DENTON, H.R Office of Nuclear Roaclor Regulation, Director MILLER, JR Operating 
Reactors Branch 3 4pp 30178 337-30177-227 

»8 SO 50 70369 Proposed Tech Specs updating pressure temp limit curves to be applied 
during heatup & cooldown 

* Virginia Power (Virginia Electric & Power Co.) 05/04/30 14pp 30176 341- 
30176 362. 

“6506070372 "Reactor Vessel Pressure - Temp Limit Curves for VEPCO North Anna 
Untts 1 &2" 

LOWE, A L., KING,SQ., TAYLOR, CV Babcock & Wilcox Co. BAW-1872 05/04/30 
46pp. 30176.353-30177.227. 

0504260442 Generic Ltr 05-07 to all operating roaclor liconsoes ro fmplomontation of 
Integrated schedules for plant mods sve list end 

THOMPSON,H.L. Division of Licensing 05/05/02 Consolidated Edison Co of New 
York, jnc. 22pp 30218 149-30210.170 

0506070361 Application for amends to Licenses NPF-4 8i NPF-7, changing Tech Spec 

3 6,1 3 re allowable seal leakage from containment air locks Fee paid 
STEWART, W.L Virginia Power (Virginia Efectric & Power Co ) 86/05/02 DENTON, H 
Office of Nuclear Reactor Regulation, Director MILLER, JR Operaling Reactors 
Branch 3 4pp 30177 300 30177^313 

“0506070367 Proposed Tech Spec 3.6 1 3 ro conlalnmonl air locks, expanding & cfarl- 
lying action requirements & adding footnote to Survoiilanco Requlromont 

4 6.1 3b,making provisions of Tech Spec 4 0 2 Inapplicable 

* Virginia Power (Virginia Electric & Power Co) 85/05/02. 10pp. 30177.304- 
30177313 

8506070373 Application for amends to Licenses NPF'4 & NPF-7,authorizing operation 
w/cors-rated thermal power of 2,893 MWt/NSSS power of 2,905 MWl Safety 
evaluations, proposed Tech Specs & response to NRC comments at 841011 meeting 
an cl. Fee paid 

STEWART.W L Virginia Power (Virginia Electric & Power Co.) 85/05/02 
DENTON.H R Office of Nuclear Reactor Reflation, Director, MfLLEn,J R, Operating 
Reactors Branch 3 5pp. 30170.177-30179.1^. 

“0505070379 "Virginia Power North Anna Units 1 & 2 NSSS Uprating - 2.910 MWt 
Safety Evaluation.” 

* Westinghouse Electric Corp. 04/12/16 216pp 30170 181-30170 035. 

“0605079361 "North Anna Units 1 & 2 Core Power Uprating S&W Balance of-Plant 
Summary." 

* Stone & Webster Engineering Corp 85/01/28 66pp. 30179.036-30179-108. 

•“0505070364 Proposed Tech Spec changes for 2,905 MWt NSSS rating. 

* Virginia Power (Virginia Electric & Power Co) 05/01/31. 49pp. 30179,109 
30179.167, 

8505240237 Informs that two areas of response to Generic Ltr 83-28, Item 1 2 re Salem 
ATWS events lncompfate.Addl Info requested within 1 wk of receipt of end draft tech- 
nical evaluation rapt. 

MILLER.J.R. Operating Reactors Branch 3. 85/05/14. STEWART.W L Virginia Power 
(Virginia Eiectrfo & Power Co ) 2pp 30576.052-30576:068 


-8S 05240244 '^'Review of Licensee & Applicant Responses to NRC Generic Ltr 63- 
20.ltem 1 2, "Post-Trip Review Data & info CapabiiiliGs,' for North Anna Power 
Slallon.Units 1 &2” 

* Science Applications Internal tonal Corp (formerly Science Applications, Inc) NRC- 
03-82 090 $AIC-85/1523 8 DRFT 85/06/14 NRC - No Detailed Affiiiation Given 
15pp 30576 064 30576 068 

8505230041 Application for amend to License NPF 4,changlng Tech Spec 3333 to 
correct errors In Instrument range & testing requirements & to delete functional test 
requirement for three devices Foe paid 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 85/05/17 
DENTON, HR Office of Nuefoar Reactor Regulation, Director MILLER, JR Operating 
Reactors Branch 3 4pp 30533 105 30533 116 

“8505230045 Proposed Tech Spec change la correct errors In instrument range & test- 
ing requirements & to delete functional tost requirement for three devices Safety eval 
uation end 

* Virginia Power (Virginia Electric & Power Co) 85/05/17 Qpp 30533 109-30533 116 

8S05240318 Forwards payment of fee for 850201 request for schedular exemption for 
completing environ qualificalion of hydrogen recomuiner equipment Request certifies 
compliance w/ 10CFR50 40 

STEWART.W L Virginia Power (Virginia Efeclnc & Power Co) 85/05/17 DIGGS,R M 
Lfeenso Fee Management Branch 2pp 30556 292-30556 293 

8505210106 Gonoric Hr 05 08 to all holders of CPs S OLs re 10CFR20 408 termination 
ropts - formats 

THOMPSON, K L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30602 301 

8505210122 Gonoric Hr 85 09 to al) Wostlnghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 03-28, Item 4 3 

THOMPSON, H L Division of Licensing 05/05/23 Yankee Atomic Electric Co 17pp 
30671.334-30671 350 


Q. Inspection reports. IE Bulletins & correspondence 


8505200592 Ack receipt of 850325 fir informing NRC of slops taken to correct violations 
nolod In Insp Repls 50*338/85 01 & 69-339/85 01 Implomonlallon of corrective ac- 
tions will bo examined fn future insps 

WALKER.R.D Region 2, Office of Director 85/04/04 STEWART ,WL Virginia Power 
(Virginia Electric & Power Co ) Ip 30407 034-30407 037 

“8505200698 Responds to NRC 850222 Hr re violations noted in Insp Ropls 50-330/85- 
01 & 50 339/85 01 Corrective actions Loop Della T protection channels rescaled to 
core power, establishing normalization of channel error to actual core conditions. 
STEWART.W L Virginia Power (Virginia Electric & Power Co.) 85/03/25 GRACE, J N 
Region 2, Office of Director 3pp 30407 035-30487 037 

85052104B4 Forwards insp Ropts 50 336/86 06 & 50 339/85 06 on 85031 1-14 No vio 
fat ions or deviations noted 

BROWNLEE.VL Region 2, Office of Director 85/04/00 STEWART.W L Virginia 
Power (Virginia Electric & Power Co ) Zpp 30515 191-30515 198 

“05O521O4D6 Insp Repls 50-338/85 OB & 50 339/85 06 on 85031 M4 No violation or 
deviation notod Major areas Inspected organization & mgl controls, training & qualifica- 
tions, external exposure control & ALARA 

PEERY.WW , JENKINS.Q R Region 2, Office of Director 85/04/04 6pp 30515 193- 
39515 1i9B 


8505210524 Ack receipt of 850312 ltr Informing NRC of steps taken to correct violations 
noted In Insp Roots 50 338/64-44 & 50 330/84 44 Violation re piping w/o weather ro 
sistant coating still valid 

GRACE, JN Region 2, Office of Director 85/04/08 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) Ip. 30516^132-30515 160. 

“8505219630 Responds to NRC 050211 hr ro violations noled fn Insp Ropts 60 338/84- 
44 & 60-339/84 44 Corrective aclIons.ChargIng Pump B restored to standby condition 
by clearing lockout & personnol reinstruclod in responsibilities 
STEWART.W L. Virginia Power (Virginia Electric & Power Co ) 85/03/12 GRACE.N J 
Region 2, Office of Director. 5pp 30515 133-30515.137 

“0505210534 Forwards insp Ropts 50-338/84-44 & 50 339/04 44 on 841206 850105 & 
notice of violation 

WALKER.R.D. Region 2, Offico of Director 06/02/11 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) 2pp 30516 138-30516 150 

“8505210537 Notice of violation from insp on 841206 850105 
• Region 2, Offico of Director 06/02/11 Zpp 30515.140-30515.141 

“8605210541 Insp Ropts 60-338/04-44 & 59-339/04 44 on 041206 850105. Violation 
no led, SVC water arrays piping Packed woathor-resistant coating & failure to perform 
proper shift turnovers re annunciator sialua 

BRANCH.MW. LUEHMAN.J.G., ELROD.S Region 2, Office of Director 85/02/07 
gpp. 30515.1 42-3051 6' 150 

0505220298 Forwards Insp Ropts 60-338/65 08 & 60 330/05 08 on 850318-22 No vio- 
lations or deviations noled. 

BROWNLEE,VL Region 2, Office of Director 05/04/08 STEWART.W L Virginia 
Power (Virginia Eleclrro & Power Co.). 1 p 30530 207-3O53O'292 

-850B229306 Insp Ropts 50-338/85 08 & 50-339/05 08 on 850318 22.No violation or 
deviation notetf Malor area Inspoctod’omargancy preparedness. 

KHEH,J L , CLINE, W E Region 2, Offico of Director. 85/04/06 6pp 30530.268 
30530:292 


0SOS17O386 Forwards Insp Ropts 50 338/85 09 & 50 339/85 09 on 050326-29 No vio- 
lations or deviations fdenliflecf 

BROWNLEE.VL Region 2. Office of Director. 05/04/10 STEWART.W L Virginia 
Power (Virginia Electric & Power Co ). Ip 30463:218-30463 228 
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-8505170394 fnsp Reels 50 338/05-09 & 50-339/65-09 on 850325 29 No violations or 
(feviations notod Major areas inspdctecf plant chemistry & insorvico insp of pumps S. 
valves 

ROSS.WJ, BLAKEJJ Region 2. Office of Dpreclor 85/04/15. lOpp 30463:219- 
30463 228 

8805210539 Fonvards fnsp Repts 50 338/65 10 & 50-339/85 19 on B5040l>04No vio- 
lations Of deviations noted 

0ROWNLEE.VL Region Z, Office of Director 05/04/19 STEWART, WL Virginia 
Power {Virginia Etectnc & Power Co) tp 30515 12S 30516 131 

-8505210543 Insp Repts 50 338/85 10 & 69 339/85-10 on 850401-04 No violations or 
deviations noled Major areas inspected fire protection 

WISEMAN.GR, CONLON.TE Region 2. Office of Director 85/04/15 6pp 
30515.128-30515:131 

850517069/ ■Forwards Exam Rept 60 338/01-85-01 on 850408 
BROWNLEE.VL Region 2. Office of Director 65/04/26 STEWART.WL Virginia 
Power (Virginia Electric & Power Co.) 2pp. 30 4 63 107 30483.128, 

-8505170602 Exam Rept 50-336/01-85 91 on 850408 Exam results both candidates 
passed 

ROGERS, T. WILSON.B A, Rsgfon 2. Office of Director. 85/04/24. 20pp. 30463:109- 
30483' 128 

8B04250452 fE Info Notice 85-034. "Heal Tracing Contributes to Corrosion of Stainless 
Steel Pipir^ " Sve list end 

JORDAN, tL Orvision of Emergency Preparedness & Engineering Response (Post 
030103). 85/04/30 ConsoJidated Edison Co of New Yori Inc 107pp. 30115185- 
39115’29f 

06O42SO4S5 IE Info Notice 85-035, ''Failure of Afr Check Valves lo Seal ” Sve list onef. 
JORDAN.E L Division of Emergency Preparedness A Engineenng Response (Post 
630103) 85/04/30 Consolidated Edison Co ol New York, Inc 108pp 30115,077- 
30115184 

8S05240137 Forwards fnsp Repts 60-338/65 05 & 50-339/85 05 on 650304-31 No vio- 
lation or deviation noled 

BROWNLEE.VL Region 2. Office of Director 85/05/01 STEWART.W.L Virginia 
Power (Virginia Elecirta & Power Co) 2pp. 30552 202-30562.214 

»S50$240149 Insp Ropts 60 338/85-05 & 60-339/85-05 on 650304-31 No violation or 
deviation notedMalor areas i ns pad ed. main I, aurveillance.LERs.lE bulletins, followup ol 
previously Identiffed items & ESP sya waikdowns. 

BRANCH, M W., LUEKMAN,J Q . ELROD.S. flegfon 2, Office of Director. 65/05/01. 
flpp 30582 204-30562 214. 

8505060418 IE Info Notice 84-52, SuppI 1, "Inadequate MaU PreouremenI Controls on 
Part of Llcanseaa 6 Vendors.” 

J0RDAN,E L. Division of Emergency Preparedness 6 Engineering Response (Post 
B30103), 65/05/06 Consolidated Edison Co of New York, ln>c lOpp 30616 33S- 
30615:347. 

8505130034 iE info Notice 85-037, "Chemicai Cleaning of Steam Generators at Mill- 
stone 2" 5 VC Ifsl end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/06/ 14. Yankee Atomic Electric Co 4pp 30848'272-30a49 014. 


S. Reportable oeeurrences, LERa 6 related correepondence 

6505030724 LER 8S 904-00 on 85 9320 .determined that compacted backfill depth over 
SVC water sys supply 6 return piping did not meet 6 ft mfn ilmlt required for tornado 
missile protection. Cause not stated Depth corrected on 650329.W/660425 Itr. 
HARRELL.E.W. Virginia Power (Virginia Electric & Power Co) 85/04/26. 3pp. 
30142.278*30142 280. 

8606170352 LER 85 004-01 on 850326, depih of compacted backfill over sve water sys 
supply & return piping between sve water pumphouse 6 safeguards area determined 
less than 6 ft required for tornaefo missile protection W/8S0509 Itr 
HARRELL,E.W Virginia Power fVfrglnfa Electric & Power Co) 85/05/09, 3pp 
304e5‘266-30465 26B, 

8605230427 Part 21 rept re Incorrect short time delay band Jever Inadequately Installed 
In low vollsge Kline circuit breaker electromechanicaf ovarcurrent trip device Visual 
InsP to determine If correct Javar Insialfed recommended 

KAISER.AF. Brown Boveri Corp. (subs of Brown Soverf 6 Co. Ltd) 85/05/13, 
0£YOUNG,R.C Director's Office, Office of Inspection and Enforcement 6pp. 
30631:223-30531 228. 


T. Hearing transcripta on nori'anlltruat mattere 

$506130294 Forwards 650509 Hr lo Judge Wolfe setting out joint list of exhibits required 
by AS18 650319 order & loatimony of ML Sml1h,flM Jofferson.PN McCreery & JM 
Plckworlh, Related correspondence. 

MAUPIRMW. Hunton & Wlllfams. #285 841 05/05/09 WOLFE.SJ., KLINE.J., 
FERGUSON.QA Alomic Safety and LJcenslng Board Panef, 2pp. 3O270'O71- 
30278 182. 

-S505130311 TesUmony of ML Smith re current status of spent fuel storage space In 
Surry Power Sialion spent fuel poof & pfans Eo use dry casks to store spent 
fuel Related correspondence. 

SMITH.ML V/rgInIa Power (Virginia Electric & Power Co.) 65/05/09. 24pp 
39278.078‘30278;102. 

-8505130404 Testimony of ML Smith re requirements of 10CFR73 37 6 Implications of 
requirements for passible sabotage attacks on proposed ^urry-to North Anna ship- 
ments of spent fuel Related correspondence. 

SMITH, M L. Virginia Power (Virginia Electric & Power Co ), 65/05/09 3pp. 30278:103- 
30278:105 

-6505130409 Testimony of RM Jefferson re sabo(ag«jdiversion A emergency re- 
sponses to sabotage of Bblpmanis of spent fuel from Sumy to North Anna-Related 
corro^ndence 

JEFFERSON.R.M. Jefferson, R M, 65/06/09. 41pp, 30276:106-30276:146. 


-8605130413 Testimony of PN McCreery re Concerned Cilizens of Louisa County Con 
solldated Contention 1 re human error Design features & handlrng procedures associ 
oted w/cask make likelihood of human error slight Related correspondence. 
MCCREeRY,P N. Transnuclear, Inc 85/05/09 3Dpp 3027S 147-30278 176 

-8505130418 Testimony of JM Pickworth re Concerned Citizens of Louisa County Con 
solldated Contention 1 concerning human error Testimony maintains that VEPCO em 
ployees trained to properly implement cask handling procedures Related correspond 

PJCKWORTH.J M. Virginia Power (Virginia Electric & Power Co,) 85/06/09, 6pp 
□0278'! 77-30278.1 82. 

8505140476 Forwards testimony of WR Lahs.GB Sawyer, WH Lake.JP Roberts, DP 
Cfeary.JT Long & LB Englo re Concerned Citizens of Louisa County Consofidaiod 
Corjtention 1,por ASL8 850319 & 0501 orders Related correspondence 
MCGURBEN.HJ Hearing Branch 1. #285 959 85/06/09. WOLFE.SJ, 

FERGUSON.GA. KLINE.J Atomic Safety and Licensing Board Panel 2pp 
30374.169 30374 209 

-8605140465 Testimony of WR Lahs.CB Sawyer, WH Lake.JP Roberts, DP Cleary, JT 
Long & LB Engle re intervener Consolidated Contention 1 re transshipment 8 receipt 
of Surry ^enuuel at North Anna Related correspondence. 

LAHS.WR Office of Nuclear Regulatory Research, Director. SAWYER,C.B. Office of 
Nucioar Material Safety & Safeguards, Director LAKE,W,H. Transportation Certification 
Branch 85/05/09 29pp 30374^171-30374.209 

B505160614 Proposed corrections lo Pages 12,14,16 & 27 of 850509 testimony of WR 
Lahs*C0 Sawyer, WH Lako,JP Roberts, DP Cleary, JT Long & LB Engle Related corre- 
$ po nd6n dq 

MCGURREN.HJ Hearing Branch 1 #285 017.85/05/09 6pp 30438 174-30438170 

8505240046 Transcript of 850521 limited appearance session In Charlottsvill 0 ,VA Pp 
293-312 

* Atomic Safety and Licensing Board Panel 85/05/21 20pp 30556'189-30656 210 

8505240258 Transcript of 650521 hearing in Charlottes ville,VA ro amend to OLs for re- 
ceipt ot spent fuel assemblies Pp 174-292, SuppI documentation end. 

* Atomic Safety and Licensing ^ard Panoi. 85/05/21 181pp. 30564 167-30554 347. 

8505240325 Tranacflpl of 650S22 hearing In Charfottesville,VA Pp 313 364 Supporting 
documentation anef 

* Atomic Safety and Licensing Board Panel 85/05/22 54pp 30561 063-30561 189 


V. Operator Examinations 


0505210484 Forwards Insp Repts 60-338/85-06 & 50-339/86 06 on 850311-14 No vio 
la Hons or deviations noted 

BROWNLEE.VL. Region 2. Office of Director 05/04/08 STEWART.W.L Virginia 
Power (Virginia Eleclrfc & Power Co). 2pp 30516 191-30515 190 

-850 S2 1048 8 Insp Repts 60*338/85-06 & 50*339/85 06 on 85031 1-1 4.No violation or 
deviation noted Major areas Inspected organization & mgt controls, training & qualifica 
tiona, external exposure control & ALARA. 

PEERY.W W, JENKINS.Q.R Region 2. Office of Director. 85/04/04. 6pp 30S16 193- 
30516 198 

8606170597 Forwards Exam Rept 60-339/OL-85.01 on 850406 
BROWNLEE, VX Region 2, Office of Director 85/04/26. STEWART.W.L Virginia 
Power (Virginia Eleclrtc & Power Co ) 2pp. 30463.107-30463 128. 

-8506170602 Exam Rept 50-3 3 8/OL- 85-01 on B50408 Exam results.both candidates 
passed 

ROGERS, T., WILSON, BA. Region 2, Office of Director, 65/04/24. 20pp 30463-109- 
30463.128. 


DOCKET 60-339 NORTH ANNA POWER STATION. UNIT 2 


F. Security, medical, emergency & fire protection plane 

6505220296 Forwards fnsp Repts 50-338/65-08 & 50-339/85-08 on 850318-22 No vio 
lations or devlallons noted 

BROWNLEE.VL Region 2, Office of Director. 85/04/08 STEWART.WL. Virginia 
Power (Virginia Electric & Power Co). 1p 305 30 '287-3053 0.2 92 

-8506220305 Insp Repts 60-336/85 08 A 50-339/85-08 on 850318-22 No violation or 
deviation noted Major area Inspected. emergency preparedness 
KREHJ.L, Region 2. Office of Director. 85^4/05 6pp. 30 630 '288-30 530:292 

8606210639 Forwards Insp Repts 60 338/85-10 & 50-339/85-10 on 850401-04 No vio- 
lations or deviations noted. 

BROWNLEE.VL, Region 2. Office oJ Director 85/04/19, STEWART.W.L. Virginia 
Power (Virginia Electric A Power Co.). Ip. 3051 6-1 25-3051 5. 131 

-8505210543 Insp Repls 50-338/85-10 A 60-339/85-10 on 860401-04 No vlofatlons or 
deviations noted Major areas Inspected. fire protection. 

WISEMAN, G R Region 2, Office of Director. 85/04/16, 6pp 3051 6:1 26-3051 6' 131, 

0505060530 Forwards SER re SPDS analysis A design proc655.per util 640200 A 1106 
submittals Continuation of Implementation of SPDS program acceptable, par Supp1 1 to 
NUflEQ1)737. 

MILLER, J.R Operatlrio Reactors Branch 3, 86/04/29 STEWART.W L. Virginia Power 
(Virginia Electric A Power Co ). 2pp 30 1 87*245-301 87:265 

-8606060537 Safety evaluation re SPDS, Continuation of Implementation of SPDS pro- 
gram acceplable,;Mr Supp1 1 to NUREG-0737. ^ 

^ Office of Nuclear Reactor Regulation, Director 65/04/29. 9pp. 30187247- 
30187:256 
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£505030268 Forwards "FEMA Hegfon Jfl Exercise Evaluation Rept of 841115 Exercise'* 
of offsite radiological emergency preparedness plans CorrecKve aclions schedule sub- 
mitted by Commonwealth of VA also end 

KRIMM.RW Federal Emergency Management Agency 05/05/01 JORDAN, E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 24pp 
30124 161-30124 261 

-*8505030278 '*FEMA Region III Exercise Evaluation Rept of 841115 Exercise ” 

* Federal Emergency Management Agency 85/01/18 77pp 30124 185-30124 261 

8605310070 Forwards revs to security program Revs withhold (ref 10CFR73 21) 
STEWART, W L Virginia Power (Virginia Electric & Power Co ) 85/05/09 GRACE,J N 
Region 2, Office of Director Ip 30641 110-30641 110 

8505140367 Forwards partial response to NRC 850208 request for addi info re conform- 
ance w/Reg Guide 1 97 Qualified limit switches will be installed on emergency 
damper Remaining Info will be provided by 850530 

STEWART, WL Virginia Power (Virginia Electric & Power Co) 85/05/10 
DENTON, H R Office of Nuclear Reactor Regulation, Director MILLER,J R Operating 
Reactors Branch 3 7pp 30360 140-30368 146 


Q. Adjudicatory correspondence 

8605010506 Motion for extension until 850509 to file testimony AddI info required from 
ulll re costs of dry cask storage methods Certificate of Svc end 
DOLfGHERTY.J B Concerned Citizens of Louisa County #205 763 85/04/26 Atomic 
Safety and Licensing Board Panel 2pp 30090 220-30090 229 

8506030535 Fonvards motion for 6-day extension of deadline for submittal of prefiled 
testimony Motion has consent of all parties & intended to supplant Concerned Citizens 
of Louisa County 050426 motion 

DOUGHERTY, J B Dougherty, J B DOUGHERTY,J B Concerned Citizens of Louisa 
County #285 811 85/04/29 WOLFE.SJ. FERGUSON.QA, KLINE,J Atomic Safety 
and Licensing Board Panel Ip 30130 078 30130 000 

•*8505030544 Motion for 6 day extension of time for submittal of profiled testimony In 
proceeding Parlies plan to agree on submillal of exhibits by 650509 No postponement 
of hearing necessary, Certificate of Svc end 

DOUGHERTY, J B Concerned Citizens of Louisa County DOUGHERTY, J B Dougher- 
ty, JB, 86/04/29 Atomic Safety and Licensing Board Panel 2pp. 30130 079- 
30130 080. 

8505030486 Order granting Concerned Citizens of Louisa County 050429 supptomonlal 
moliofi for exlonsTon of timo until 050509 for all parlies to file written direct teslimo- 
nl 08 & to submit joint list of exhibits Served on 050502 

WOLFE,SJ Atomic Safety and Licensing Board Panel #205 022 05/05/01 Con 
corned Citizens of Louisa (jounty Ip 30120 163 30120 163 

0605140293 Informs that Concornod Citizens of Louisa County will not file pre filed lost! 
mony on 050608 & will not present direct affirmative case during ovidentlary hearing 
beginning B50521 Related correspondonco 

OCSjqHERTY.J B Dougherty, J 8 DOUGHERTY, J B Concerned Citizens of Louisa 
County. #285 966 85/05/00 WOLFE.SJ , KLINE.J, FERGUSON,Q A Atomic Safety 
and Licensing Board Panel 1p 30373’1 54-30373 154 

6505130294 Forwards 050509 Itr to Judge Wolfe sotting out joint list of exhibits required 
by ASLB 650310 order & testimony of ML Smith, RM Jefferson, PN McCreary & JM 
Plckwoflh Related correspondonco 

MAUPIN.MW Hunton & Williams. #285 941 05/05/09 WOLFE,SJ, KLINE.J , 
FERGUSON, G A. Atomic Safety and Licensing Board Panel. 2pp. 30270 071* 
3027B 182 

-8505130304 Submits list of oxhibits that licensee & NBC propose to fntroduce Into ovi 
done© during forthcoming hoaring.per 050319 order Corllficato of Svc end Related 
correspondonco 

MAUPIN.MW Hunton & Williams 85/05/09 WOLFE.SJ Atomic Safely and Licens- 
ing Board Panel. 5pp 30270-073 30270 077 

8505140396 Requests that ASLB consider proposal to adjourn evidentiary portion of 
859521 hearing after testimony of witnesses & response to cross-examination until 
morning of 850522 when Jefferson would take stand Related correspondence 
MAUPIN.MW Hunton 6 Williams #205 979 85/05/09. WOLFE.SJ Atomic Safely 
and Licensing Board Panel 2pp 30374 325-30374 326 


J. Insurance & Indemnity Information 

8505090274 Forwards Endorsements 53 & 40 to NELIA Policy NF-240 & MAELU Policy 
MF-96,re8p0ctivoly 

INGLES.J.M Marsh & McLennan, Inc 85/05/03 DINITZ,! Office of Nuclear Reactor 
Regulation, Director. 3pp. 3021 0-107-3021 9.109. 


P, Operating license stage documents & correspondence 


9603220110 Forwards discussion of choices & limitations of available breathing appara- 
tus for use In oxygen deficient environs such as reduced pressure containments 
CUNNINQHAM.L. Operating Reactor Program Branch 85/03/14. BELLAMY, RH 
Region 1, Office of Director 6pp. 30095-304-30095.309. 


9505030362 Forwards safety evaluation re 831104 & 860215 responses to Generic Llr 
83-28,ltems 4 21 & 4 2.2 concerning preventative malnl program for reactor trip 
breakers/maint & trending Positions on Items 4 2.1 & 4 2 2 acc^table 
MILLER,J R. Operating Reactors Branch 3 05/04/24, STEWART.W L Virginia Power 
(Virginia Electric & Power Co.). 2pp 30163.337*30163 343 


-6505010203 '*SER.North Anna Power Station, Units 1 & 2, Reactor Trip Sya 
Relfability, Items 4 2.1 & 4 2 2 of Generic Ltf 03;2e.'' ^ 

FARMER,F,G EQ&Q, Inc FIN A 6914. 05/04/30 NRC - No Detailed Affiliation Given 
5pp. 67832-116 67832.120 

9505070236 Forwards Amend 4B to License NPF-7 & safety evaluation Amend revises 
eme/gency diesel generator Tech Specs by feducjrjg required testing, 

ENGLE.LB. Operating Reactors Branch 3 85/04/25, STEWART.W L. Virginia Powor 
(Virginia Etoclric & Power Co ). 2pp, 30217-292-30217:336. 


-8605070240 Amend 48 to License NPF-7. revising emergency diesel generator Tech 
Specs by reducing required testing 

MILLER, JR Operatmg Reactors Branch 3 85/04/25 14pp 30217 294 30217 307 

-8505070246 Safety evalualion supporting Amend 40 to License NPF-7 

* Office of Nuclear Reactor Rogulalron, Diroclor 05/04/25 2Bpp 30217 308 
30217 335 

8505060525 Notification of 850506 moeting w/utlls in Bothesda.MD to discuss respirato- 
ry protection for subatmosphenc containments 

NEIGHBORS, J.D Operating Reactors Branch 1 85/04/29 VARGA.SA Operating 
Reactors Branch 1 ipp 30187 235 301 87 236 

8505070364 Application for amends to Liconses NPF 4 & NPF-7, revising Tech Specs re 
pressure-temp limit curves to be applied during heatup & cooldown Fee paid 
STEWART.W L Virginia Power (Virginia Electric & Power Co ) 05/04/30 

DENTON, H R Office of Nuclear Reactor Regulation. Director MILLER.J R Operating 
Reactors Branch 3 4pp 30176 337-301 77 227 

-•8606070369 Proposed Tech Specs updaling pressure temp limit cun/es to be applied 
during heatup & cooldown 

* Virginia Power (Virginia Electric & Power Co) 05/04/30 14pp 30176 341 

30176 352 

-8505070372 ** Reactor Vessel Pressure - Temp Limit Curves for VEPCO North Anna 
Units 1 & 2 ■■ 

LOWE.AL, KING.SQ, TAYLOR.CV Babcock & Wilcox Co BAW-1072 85/04/30 
48pp 30176 353 30177 227 

8504290442 Generic Llr 85 07 to all operating reactor licensees re implementation of 
Integrated schedules for plant mods svc fist end 

THOMPSON^H L Division of Licensing 85/05/02 Consolidated Edison Co of Now 
York, Inc 22pp 30210 149 30210 170 

8S0SO70361 Application for amends to Licenses NPF-4 & NPF-7 .changing Tech Spec 

3 6 1 3 re allowable seal leakage from containment air locks Fee paid 
STEWART.W.L, Virginia Power (Virginia Etoctnc & Powor Co) 85/05/02 DENTON.H. 
Office of Nuclear Reactor Regulation, Director. MILLER.J R Operating Reactors 
Branchs. 4pp 30177 300 30177 313 

-8605070367 Proposed Tech Spec 3 5 1 3 re containmonl air locks, expanding & clan 
fylng eelfon requirements & adding footnote to Surveillance Requirement 

4 6 1.3b, making provisions of Tech Spec 4 0 2 Inapphcablo 

* Virginia Power (Virginia Eloclnc & Powor Co) 85/05/02 lOpp 30177 304- 

30177 313 


8505070373 Application for amends to LIcensos NPF-4 & NPF-7,aulhorizinQ operation 
w/coro-ralod thermal power of 2,893 MW1/NSS8 power of 2,905 MWl Safety 
ovsluations.proposed Tech Spocs & response to NRC commonts at 941011 meeting 
end Fee paid 

STEWART.W L Virginia Power (Virginia Eleclrlc & Powor Co) 85/05/02 
DENTON.H R, Office of Nuclear Reactor Regulation, Director MILLER.J R Operating 
Reactors Branch 3 Spp 30178 177-30179 157. 


-8505070379 "Virginia Powor Norlh Anna Units t & 2 NSSS Uprallng • 2,910 MWl 
SQfely Evaluation " 

* Westfnghouso Electric Corp, 84/12/15. 215pp 30178 181*30179 035 


-8505070381 "North Anna Units 1 & 2 Core Power Uprating S&W Balance of Plant 
Summary." 

* Slone 6 Wobstor Engineering Corp 85/01/28 66pp 30179 036 30179 108 


-8605070384 Proposed Tech Spec changes for 2.905 MWl NSSS rating 
• Virginia Power (Virginia tleclnc & Power Co) 85/01/31 49pp 30179 109- 
30170 157 


8505240237 Informs that two areas of response to Generic Ltr 83-28, Item 1 2 re Salem 
ATWS events incomplete Add info requested within 1 wk of receipt of end draft tech- 
nical evaluation rept. 

MILLER, JR Operating Reactors Branch 3 05/05/14 STEWART.W.L. Virginia Power 
(Vtrglnia Electrio & Power Co ) 2pp 30576 052-30576 OBB 


-6505240244 "Review of Licer^seo & Applicant Responses to NRC Goneric Llr 83- 
29, Item 12, 'Post-Trip Review Data * Info Capamllllos,’ for Norlh Anna Power 
Stallon.Units 1 & 2 " 

• Scionco Applications International Corj> (formerly Science Applications, Inc) NRC- 
03-02 096, SAIC-85/1623-B DRFT. 85/05/14 NRC * No Detailed Affiliation Given 
16pp 30576 054-30576 060. 


8506240318 Forwards payment of fee (or 850201 request for scheduler exemption for 
completing environ guallficalion of hydrogen rocomblner equipment Request cerlifios 
compliance W/1OGFR5O.40 

STEWART.W.L Virginia Powor (Virginia Eloclrlc & Power Co) 85/05/17 DtGQS.R M. 
License Fee Management Branch 2pp 30556 202-30556 293 


8505210196 Gonoric Ltr 85-08 to ail holders of CPs & OLs re 10CFR20 408 termination 
roots • formats 

THOMPSON, H.L Division of Licensing 85/05/23 Consolidated Edison Co. of Now 
York. Inc. 20pp 30682 282-30682 301. 


8605210122 Generic Ltr 85 09 to all Westinghouso PWR licensees & applicants re Tech 
Specs for Generic Llr 83-2B,llenn 4 3 

THOMPSON.HL Division of Licensing 05/05/23 Yankee Atomic Electric Co 17pp, 
30671.334-30071 360 


Q. Inspection reports, IE Bulleirns & correspondence 

8505200592 Ack receipt of B50325 ltr informing NRC of steps taken to correct violations 
noted in Insp Ropts 50-338/85 01 & 60-33VB5-01 Implementation of corredlvo ac- 
tions will be examined in future Insps 

WALKER,R D Region 2, Office of Director 05/04/04 STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.) Ip. 304D7 034 30487:037. 
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-05OMOO59a Responds to NHC 850222 Itr fo violations noted In Insp Repts 50 338/85 
01 & 50 339/85 01 Correclive aclions Loop Delia T protection channSs rescaled to 
sVe\£art rormalization of cPianneJ error to acltraf core conditions 

®?af?ro®/dSsnE?fd'’^'’'’' « 50.339/85-06 on 850311.M No VO- 

BROWNLEE.VL Region 2. Office of Director 85/04/08 STEWART WL Vrrotnfa 
Power (Virginia Electric & Power Co ) 2pp 30515 191-30515 198 ' 

-5505210488 Insp Repts 50 338/85 06 & 60 339/05-06 on 850311-14 Mo violation or 

“*VmLl « "’S' & qual.(ica- 

Region 2. Office or Director 85/04/04. 6pp 30515 193- 

8505210524 Ack receipt of 850312 Hr (nformfog NRC of steps taken to correct viofalioni 
sislant'coaSr^atilf 50-339/84 44 Violation re piping w/o weather re 

QflACB,JN. Region 2. Office of Director 85/04/08 STEWART.WL Virolnfa Power 
(Virginia Ef0c!rfc& Power Co) 1p 30515 132-30515 150 ^ 



~Se^oJ 50-338/84-44 & 50-339/84-44 on 841206 850105 A 

S 0^!?" Director 85/02/11. STEWART.WL Virglnfa Power 

(Virginia Electric & Power Co ) 2pp. 3051S.138-30615 ISO ^ r-ower 

“8505210537 Notice ol violalron from Insp on 841206 850105 

Region 2, OrOce of Director 85/02/11 2pp. 3051 S 140-30516 141 

338/84-44 a 50-339/84 44 on 841206-850105. VlolaUon 
P lacked weal her rasislanl coatmg & failure lo perform 
proper shift turnovers re annunclalor stales 

Sppf 30 ?1 ^142-30^^5^50^'^ ELROD.S. Region 2, Office of Director 85/02/07 

850318.22 NO v®- 

BROWNLEE.y.L Region 2, Office of Director 85/04/08 STEWART WL Vtralnla 
Power (Virginia Electric & Power Co) 1p. 30530 287-30530 292. ' Virginia 

50-338/85.08 & 60 339/85 08 on 850318 22 No violation or 
XREli jT"°r mnI*uI p^a smefaenoy prepafednass. 

3053o!292 *^® 9’on 2, Office of Director 85/04/05, 6pp 30530 280- 

' 6C.G3B/B5.06 on 850326 20 No vlo- 

Ela» •• 

60-338/85 09 & 60 339/85 09 on 860325-29 Mo viofations or 
valvea'^*^^ inspected plant chemistry & inservice insp <^f pumps & 

oSIs'^’fl' Region 2, Office of Director. 85/04/15 10pp. 30463 219- 

* O" NO vio. 

BROWNLEE.VL Region 2, Office of Direclor 85/04/19 STEWART WL Viromln 
Power (Virginia ElecIncS Power Co ) Ip 30516 125-30515 131 ’ * ' ® 

60-338/85-10 & 50-339/85-10 on 850401-04 No vfolatlons or 
w«Pu?Mli?S'' %[.?;SSV2*P®.S'®® Pratecllon •> ' u. w vioiaiions cr 

3oll6T2B?05f6 131^^° 85>04/15. 6pp. 

* Sla“ plpira- Svc !£l'enc?®'“‘'' lo Cotroslon o) Slalnlass 

Mnimi P^paradneas & Enginaering Response (Post 

30?T5 291^^^^^^^° Consolidated Edison Co of Now York, Inc r07pp. 30115*185- 

®®?npr?AiS®t:' F 65 035, "'Failure of Air Check Valves lo Seal" Svc list oncL 

* tafto^VdeCStonnolef 0® ® 50-339/85 05 on 860304-31 No vto- 

1, .?• Pi Dlreelor 85/05/01, STEWAHT.W.L Virolnla 

Power (Virginia Electric & Power Co ). 2pp, 30562,202-305e2‘214. ® 

50 336/65 05 4 60-339/85 05 on 850304-31 No vfolaUon Of 
pratllrsr&ll ffi/ri LTsTvfTkLr'“'''“"“-'-^"“''^ bdllaBna,fallo«op ol 
irpr30582l204!3“562'^m O-ROD.S flagfot. 2, Olllaa ol Dlreclof. 85/05/01 

®®plS omiansies M®" P'ocPiemant Conirola on 

Erne rganw Preparedness & Engineering Response (PosI 
30615^4/^^^^^^^’ Edison Co of Mew York, Inc. lOpp, 306 15^8- 

*^»lone*^2 "^Svc flsUncf "Chemical Cleaning of Steam Generators at Mill- 


S Reportable occurrences, LERs & related correspondence 

8505010441 I^R 85 005 00 on 850323, manual trip inlliatod in rosponsQ to indication of 
power loss Caused by faulty single differential trip relay AIJ relays replaced & will un 
dergo losling Design mod requested W/8504 10 Ur 

30093 240 30093 ® 85/04/19 5pp 

8505029006 LER 84011-02 on 841019,20,22,1102,1203,07.11 & 860113 amefoencv 
diesel generator 2H tripped Cause under investigation Tech Spec change requested to 
in manner more consistent w/mfg recommendalion W/a50419 Ur 

30H7 2fl2-3o!l17'2'^6'’® 85/04/19 6pp 

®50323, reactor manually tripped due to shutdown & 
controi banks dropping into core concurrent w/parlial loss of control room 
siPAnSSrP?*? Su switchyard transformer 5 fault W/a50423 Ur 

30^1^8 268-301 18 2aT^ ^ ^ 85/04/23 6pp 

fi50426,unil tripped from 100% power when 120 volt ac 
roK ^ I ^advertently deenergized Caused by misidentification of power supply 
HAQDCM opening of power supply breaker lo inverter W/850509 Mr ^ 

3^65 358-3^65 (Virginia Electric & Power Co) 85/05/09 3pp 

(/I incorrect short time delay band lover inadequatefy Installed 
breaker electromechanical overcurrenl trip de^ce Visual 
correct fever installed recommended 

nFvnuMr^n ^ Ltd) 85/05/13 

30^^223-30531228 ^ ^ Inspection and Enforcement 6pp 

T Hearing transcripts on non-anlllruat mattera 

of exhibits roquired 

^ctoortUSctraspoider"'' McCfPe.y'k JM 

Williams #285 941. 85/05/09 WOLFE.SJ Atomic Safety 
and Licensing Board Panef 2pp 30270 071-30278 182 ^ oarory 

ML Smith re currenl status of spent fuel storage space in 
3^^78 078-302 7?’l0^2 ^Virginia Electric & Power Co) 85/05/09 24 pp 

“8505130404 Testimony of ML Smith re requirements of 10CFR73 37 & fmollcationa of 

proposed Lr^TioNorthTnnrshlp 
jonjsoi spent fuel. Related correspondence «iina bmp 

30278 106^ Virginia Power (Virginia Eleclrfc & Power Co) 85/05/09 3pp 30270 103- 

Jefferson ro sabotage,di version & emergency re 
come^ondence® ° shipmenis of spent fuel frotn Surry to North Annfl.Relat0d 

JEFF^SON.RM Jefferson, RM 85/05/09 41pp 30270 106-30278-146 

McCreery re Concerned Citizens of Louisa County Con- 
rl^L ®"or Design features & handling procedures assocl- 

Mrrncccjv ^'^®libood of human error slight Related corrospondance 
MCCREERY,PN Transnucloar, Inc B5/0S/O9 30pp 3 0278* 14 7-30270 176 

’’^sSfed CnSlCT Concerned Citizens of Louisa County Con- 

soiioated Gonterition 1 concerning human error Testimony maintains that VEPra em- 
pbyoes iralnod to properly Implemern cask handling procedures Flllaled SporS- 

302^m3o278 182°'"'^ (Virginia Elactrlo & Power Co) 85/05/09 «pp 

’ciVafS^ainnl^^i l-ah^CB Sawyer, WH Lako.JP Roberts. DP 

nS55tiiI 4^^ Concerned Citizens of Louisa County Consolidated 

MCGURRFfl’Ef*! * ^501 orders Related correspondence^ 

FEF?G^USO^^ kliMF®! 85/05/09 WOLFE.SJ, 

3W7°!i 6?303A'209^ ^ ^ Licensing Board Panel 2pp 

Sawyer, WH LakeJP Roberts.DP Cleary. JT 
of Surw Consolidated Contention 1 re transshipment & receipt 

PaSc^C iP Anna.Refated correspondence ^ 

w Nucfoar Regulatory Research, D rector SAWYER CB Office of 

0505160614 Proposed corrections to Pages 12,14.15 & 27 of 850509 tectiimnnv ni wn 
spondence^''^^*^'^^ Laka,JP Roberts.DP Cieary, JT Long 3i LB Engle Related corre- 

MCGURREN.H J Hearing Branch 1. #285 017 85/05/09, 8pp. 30438:174-30438.179 
^^291-3*12^^ Transcripl of 860521 limited appearance session in Chari o tl svIlfe.VA Pp 

* Atomic Safety and Licensing Board Panel 85/05/21. 20pp 30556189-30556 210. 

Atomic Safety and Licensing Board Panel. 85/05/21 181 pp 30554 167-30554 347. 

“'dociJSISfattoSr' °' Charlottesville, VAPp 313-3e4.Supporting 

• Atomic Safely and Licensing Board Panel 86/05/22. 54pp. 30561 063-30561.199. 
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V. Operator Examinations 

5505210404 Forwards Insp Repts 50 338/85 06 & 50-339/85 06 on 850311-14 No vio 
falions or doviatfons noted 

BROWNLEE, VL Region 2, Office of Director 05/04/08 STEWART.WL Virginia 
Power (Virginia Electric & Power Co ) 2pp 30515 191-30515 198 

<>8505210408 Insp Repts 50 330/B5 06 & 50 339/85 06 on 850311-14 No violation or 
deviation noted Major areas inspected organization & mgt conlrols.lralnlng & qualifica- 
tions, external exposure control & ALARA 

PEERY.W W Region 2, Office of Director 85/04/04 6pp 30515.193-30515 198 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. Applfcatfon/constructlon stage documents & correspondence 

8605100006 Further response to FOIA requests dtd 040223 & 0730 Forwards App B 
documents Documents available In POR 

FELTONJM Division of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah 8pp 30295 056-30295 063 

-0005200064 Discusses RJ Bosnak 80D211 memo re Mechanical Engineering Branch 
equipment quallficalion effort & potential for licensing delays Private firm contract pro 
posal being jjfepored 

MATTSOISTR J Division of Syslems Safely 80/02/15 DENTON.H R Office of Nude 
ar Reactor Regulation, Director Ip 30295 107-30295 107 

-6005200068 Informs that Seismic Qualification Review Team schedules re 01 applica 
lions will be delayed due to Nava! Research Lab cancellation of Interagency agree 
merit 

BOSNAK,Rd Mechanical Englneoring Branch 80/02/11 MATTSON. RJ Division of 
Systems Safely 2pp. 02820 071 02628 072 

-8103200412 Forwards Equipment Oualiflcation Branch request for addJ Info re review 
of seismic & dynamic qualification of equipment for OL applicatioins Submits tentative 
review schedule, based upon receipt of applicants' responses 
NOONAN, VS Assistant Director for Metis & Qual Engineering (Pre 830201) 81/03/ 
16. T£0ESCO,R.L Assistant Director for Licensing 10pp 30295 114-30295 123 

6505280695 Further response to FOIA request for NRR assessment & al) reviews &/Of 
comments re Integrated program developed to outline near-term OL workload, per 
EDO 840625 memo Forwards App A documents Memo from EDO to Palfadino not 
found 

FELTON,JM Division of Rules and Records 84/10/19 ADATO,M Union of Con 
earned Scleniists. 4pp 30525 001-30625 007 

-8407260390 Advises that integrated schedules for listed plants developed in accord 
anc0 w/840526 memo Finalized & approved schedules will become pari of monihly 
rapt. 

EISENHUT.DG Division of Licensing 84/00/20, Region 1, Office of Director 169pp 
30625:105*30525 332 

-8505210133 Forwards OL review mgt ropt for Jul 1984 re status of plants Markup of 
end rapt requested by 840815, 

EISENHUT,DQ Division of Licensing 04/07/30. Region 1, Office of Director 128pp 
30525 333 30526 097 

“6506210196 Requests assistonce in ensuring that end plant status ropts accurate & 
provido adequate basis for development of near- term OL mgt plans Response re- 
quested by 840501 

DENTON.hr Office of Nuclear Reactor Rogulatlon, Director 04/04/26 Region 1, 
offica of DIfOClOf 79pp 30526.098-30526.176 

“8606210221 Forwards OL review mgt ropt lor Aug 1984 ra status of plants.Markup of 
and rapt requested by 841005 

EISENHUT,D.G, Division of Licensing 84/09/24 Region 1, Office of Director 120pp. 
30526.177-30526-320. 

0504190492 Forwards NUS Corp 850228 repts re TRANSFIX waste processing sys & 
package of proprietary Drawings 801 1-M-2000,2001 ,2006 & 9402-M-2100 W/four 
oversize drawings Aperture cards available In PDR End withheld (ref 10CFR2 790). 
JENS.W H. Detroit Edison Co. 65/02/27 YOUNGBLOOD.0 J Licensing Branch 1 
6pp. 30536 069 30536-134 

“8505230227 Grants permission to mlcroficho propnelory Info submitted In support of 
facility license application 

MOTL,G.P. NUS Corp 05/05/15 YOUNGBLOOD.B J Licensing Branch 1 2pp 
30536.076-30536.077 

“8604190496 "TRANSFIX Sys Description'’ W/four proprietary Drawings 8911-M- 
2000.2001.2006 & 9402-M-2100 re TRANSFIX sys P&ID Drawings withheld (ref 
10CFR2 790) 

MCCOY, SB NUS Corp 85/02/20 34pp 30636 070-30536:117 

“86041 9 OS 16 "Comparison of NUS Process Sves Corp Mobile Rodwasle Processing 
Sys W/Quidelines of US NRC Reg Guide 1 143 " 

MCCOY, S.8 NUS Corp 05/02/26 ^6pp 30536.110-30536 134 


E. NRC Safety Evaluation Report (S£R)i suppis & correspondence 

0505100500 Second partial response to FOIA request for documents re 840626 27 full- 
scale Joint emergency exorcise at facility In compliance w/IOCFRSO 47 App A decu- 
ments end App 8 documents available in PDR 

F ELTON, J.M Division of Rules and Records 84/09/26. PUNTENNEY.JE Safe 
Energy Coalition 6pp 29290.227-20291,017 

“BIOS 110564 Forwards SER input re emergency pfannlng.FEMA will make determina- 
tion as to adequacy of stale & local emergency response plans NRC will determine 
adequacy of onsite emergency plans. 

PAGANO.FG EP Licensing Branch 81/03/26, SCHWENCER.A Licensing Branch 2 
2 pp. 30290-267-30290 268 

“S405290184 Forwards Emergency Preparedness Branch SSER input re radiological 
emergency response preparedness plan.Ulil provided satisfactory responses, 
MATTHEWS, DB Emergency Preparedness Branch 04/06/18. YOUNGBLOOD.B J 
Licensing Branch 1 25pp 30290 297-30290:321 , 


-•8505100513 Forwards Emergency Preparedness Licensing Branch SSER input resuH 
ing from review of Jul 1982 Rev 1 to radiological emorgoncy response plan Plan ac 
coplabiD 

PAGANO.FG Emergency Preparedness Branch 82/12/15 YOUNGBLOOD.B J Li- 
censing Branch 1 51 pp 30280 322-30291 010 

65851 00124 Forwards Rev 0 to "Mark I Wetwoli to Djywell Dilferontial Pressure Load & 
Vacuum Breaker Response for Fermi Atomic Power Plant Unit 2 " Mods to vacuum 
breakers completed & meet impacl loads per SuppI 5 to SER 
JENS.W H Detroll Edison Co 05/06/07 YOUNGBLOOD.B J Licensing Branch 1 
2pp 30246 193-30246 234 

—8505100127 Rev 0 to "Mark I WetwoN to Drywoll OiflerGnlial Pressure Load & Vacuum 
Breaker Response for Fermi Atomic Power Plant Unit 2 " 

BfLANIN.AJ Continuum Dynamfcs, fnc 84 20 ROD 85/01/31 40pp 30246195 
30246 234 

8S05210390 Confirms util responso to Item II FI of SSER 6 & License Condition 
2C{17) re commitment to demonslrale that iodino/particulate sampling subsystem of 
standby gas treatment sys will function properly prior to startup 
JENS.W H Detroit Edison Co 85/05/16 YOUNGBLOOD.B J Licensing Branch 1 
3pp 30499 220 30499 222 


F Security, medical, emergency & fire protection plans 

8505100500 Second partial responso to FOIA request for documents ra 640626 27 full- 
scale joint emergency exercise at facility in compliance W/10CFR50 47 App A docu 
monts end App B documents available In PDR 

FELTON, J M Division of Rules and Records 84/09/26 PUNTENNEY.J E Safe 
Energy Coalilion 6pp 29290 227-29291 017 

-8105110564 Forwards SER input ro omorgency planning FEMA will make delermlna 
lion as to adequacy of slate & focal omergoncy response plans NRC will determine 
adequacy of onsite emergency plans 

PAQANO.F.G, EP Licensing Branch 81/03/26 SCHWENCER.A Licensing Branch 2 
2pp 30290.257-30200 250 

“8108100507 Advises that addi Info/commltments re facility emergency plan are 
required Comments, gensratod from review performed against NUREG 0654 crdena.tor 
transmittal to licensee end 

PAGANO.FG EP Licensing Branch B 1/06/30 YOUNGBLOOD, J 8 Operating Reac- 
tors Branch 1 23pp. 30290 234 30290 266 

-8108210160 Summary of 010630 meollng w/ulil re status of facility emergency plan 
ning effort Attendance Hal end. 

PSOMAS.PP EP Licensing Branch 81/08/03 GRtMES.BK Division of Emergency 
Preparedness (Pro 830103) 3pp, 30290 292-30290 204 

-8109160149 Responds to RL Tedesco 810003 memo re public hearing re facility All 
testimony re Contention B.evalualion time oslimates.due by 011109 
PSOMAs.PP. Emergency Preparednoes Development Branch (Pre 020201) 81/00/ 
24 GRIMES, B. Division of Emorgoncy Preparoaness (Pro 030103) 2pp. 30290 295- 
30290 296 

-8109200106 Forwards emergency preparedness evaluation rapt 
GRIMES.BK Diraclor's Office (Pro 820201) 81/09/04 TEDESCO.R L Assistant Di 
rector for Llcenslr^g 33pp 30290 259 30290.291. 

-8405290184 Forwards Emergency Proparodnoss Branch SSER input re radiological 
omqmency response preparedness plan Util provided satisfactory responses 
MATTHEWS, DB Emerger^cy Preparadnosa Branch 84/05/18 YOUNGBLOOD.B J 
Licensing Branch 1. 25pp 30290 207-30200-321 

“8605100613 Forwards Emergency Preparedness Licensing Branch SSER input result 
ing from review of Jul 1982 Rev 1 to radiological emergency response plan Plan ac 
cepteble 

PAGANO.FG Emergency Pfoparodness Branch 02/12/16 YOUNGBLOOD.B J Li- 
censing Branch 1. 61pp 30290 322 30291 010 

“8605100517 Forwards comments re emergency action levels contained in radiological 
emergency response plan Rofationship of containment monitor readings to range of 
degraded core conditions should bo prodetermlnod, 

PAGANO.FG Emergency Preparedness Branch 83/01/14. YOUNGBLOOD.B J Li- 
censing Brar^ch 1 7pp 30201-011-30291 017. 

0505010271 Documents info provided to W Gammill in previous telcons & responds to 
specific questions re recent toslinn of control ctr emorgoncy filtration ays Brief doacrlp- 
tlon of sys end W/four oversize drawings ApoMuro cards available In POR 
JENS.W H Detroit Edison Co 85/04/22 YOUNGBLOOD.B.J, Licensing Branch 1 
20pp. 30984-255-30004-274 

0505090241 Foiwards supplomentol intorim finding re adequacy of revised Oct 1904 
Monroe County, Mi emergency operations plan per 650111 request Plan adequate & 
enable of Impfemenlation In event of plant emergency 

KRIMM.R.W. Federal Emergency Management Agency 85/05/03. JORDAN.EL. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). I3pp 
30219 013-30219 026 ^ 

8505100382 Nollfioa that clerical error in License Condition 2C(7) of License NPF-33 re 
Impact of potential contamination pathways In control room HVAC ays on control 
room habiteblljty.wHI be modified in full power license 

JENS.W H Detroit Edison Co. 05/05/07 YOUNGBLOOD.B.J. Licensing Branch 1 Ip 
30245 237*30245 237 

8S0517013S Confirms meeting on 650521 In Glen Ellyn, IL to discuss recent socurlty 
event, per 850510 discussion. 

HIND.J A Region 3. Office of DIreclof 05/05/14 JENS.W H Delroll Edison Co Ip 
30443 021-30443 021, ^ 

8505230503 Notification of 850517 meeting w/uljl in Bethesda.MD to discuss interaction 
between design review of control room & procedures generation package (Supp1 1 to 
NUflEG'0737T. 

LYNCH.M D, Licensing Branch 1, 86/05/14, YOUNGBLOOD.B.J Licensing Branch 1. 
3pp 30544:270-30544,272 w w i. 
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8505310609 Forwards draft full power i.)cense NPF-43, reflecting increased authorized 
max allowable power loveP,fQr review & co/nrnenl Items re SuppI l to NUREG 0737 
also end Comments rer^esled withm 2 wks of Itr receipt 

NOVAK.T M Assistant Director for Licensing 05/05/20 JENS.W Detroit Edison Co 
12pp 30604 137-306B4 148 

B505230485 Requests required due dates for submittal of control room design revtew & 
Hev 2 1o Reg Guide 1 97 be changed to 050930 & asiiao.respechvely.in full power 
OL due to current startup schedule 

JENS.WH Detroit Edison Co 85/05/21 YOUNGBLOOP.B J Licensing Branch 1 
3pp 30531 165 30531:167 


P Operating license stage documents & correspondence 

8505860476 Forwards reviews of RHR complex, piping & supports of RHR sys & QA/QC 
program r& design verification of RHR sys Reviews rndicate need for aodi info &/or 
clarifying stalemonls Rosponse reouasted by 050520 

YOUNGBLOOD, BJ Licensing Branch 1 85/04/30 KAMMERZELL.Li CYGNA 

Energy Services JENS.W Detroit Edison Co Spp 30186 019-30186 023 

8504290442 Generic Llr 65 07 to all operating reactor licensees ro implementation of 
integrated schedules for plant mods Sve list enct 

THOMPSON.H L Division of Licensing 05/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30210 149 30210 176 

8505100382 Notifies that clerical error in License Condition 2 C(7) of License NPF>33 re 
impact of potential contamination pathways in control roonn HVAC sys on control 
room habitability, will be modified in full power licansa 

JBNS.WH Detroit Edison Co 05/05/07 YOUNGBLOOD,B J Licensing Branch 1 Ip 
30245237.30245 237 

8S05230431 Requests util 650927 Itr to NHC re results of as built evafuation of safely* 
related piping sya attached to RCPB for faulted loads Ltr needed to respond to End 2 
of NRC 850430 llr 

FERG.DA CYGNA Energy Services 65/05/07 COLBERT, W Detroit Edison Co Ip 
30531 222 30531 222 

8505230396 Forwards responses to 850430 Itr re questions & comments on final IDVP 
rent 

FERG.DA CYGNA Energy Services 85/05/17 YOUNGBLOOD.B J Licensing 
Branch 1 COLBERT.WF Detroit Edison Co 40pp 30531 245 30531284 

8505310809 Forwards draft full power Lf cense NPF 43,roflectin9 increased authorized 
max allowabla power level, for review S commanl Items ro Supp) 1 to NUREG 0737 
also and Comments requested within 2 wks of Hr receipt 

NOVAK.T.M Assistant PireclOiT for Licensing 85/05/^ JENS.W Detroit Edison Co 
12pp 30684 137-30604:148 

8505210108 Generic Ltr 05 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts. formats 

THOMPSON.H L Division ol Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 306B2 202-30682 301 


Q. Inspection reports, IE Bulletins & correspondence 

8505070092 Responds to violations noted In (nsp Rept 50 341/85 11 Corroctive 
actions walkdown of drywefi conducted to identify spacing violations for anchor bolls 
& acceptance documented in do sign calculations 

JENS.W H Oelroll Edison Co 85/04/18 KEPPLER.JG Region 3, Offico ol Director 
9pp. 30161 342-30181 3S0 

8504250452 IE fnfo Notice 85 034, “Heat Tracing Gonlributos to Corrosion of Stainless 
Steel Piping “ Sve fist end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103)* 85/04/30 Consolidated Edison Co of New York, Inc f07pp 30115185 
30115291 

8504260455 IE Inlo Notice 85 035, 'Taiiure of Air Chock Valves to Soal " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/30 Consolidated Edison Co of New York, fnc foOpp 30115 077- 
30115 184 

8505060418 IE Info Notice 84*52, SuppI 1, “In adequate Mall Procurement Controls on 
Part of Licensees & Vendors “ 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/08 Consolidated Edison Co of Now York, foe 10pp 30615 330 
30615 347 

8505160895 Forwards Insp Rept 60*341/05 20 on 050409*17 No violations identified 
SPESSARD.R L Region 3, Office of Director 05/05/ 10 JENS.W H Oolrolt Edison 
Co. 2pp 30429.033 30429 043 

-8505160102 Insp Rept 50 341/85-20 on 850409-17 No noncomplianco Or deviations 
noted, Major areas inspeciod Ifcensee actions on previous insp firidings.closure of con 
ditions to License NPF 33 & pro opera ifonal lest resulis reviavv 
OUPONT.SG. LANKSBURY.RD Region 3. Office of Director 85/05/09* 9pp. 
30429 035 30429 043 

8505200291 Forwards fnsp Rept 50-341/85-22 on 650410-12 No vjoJalions or devi- 
ations Idenlifled 

SPESSARD.R L Region 3, Office of Director 85/05/14 JENS.W H Detroit Edison 
Co 2pp 30460138-30469.143 

-8605200295 Insp Rept 50 341/65 22 on 650410-12 No violations or deviations 
noted Major areas inspected licensee acifon on previous Insp findings re HVAC Instru- 
ment loop schfimalics, including equipment cooler fan lemp control foops 
FALEVITS.Z.. TANI.K,, WfLLIAMS.CC Region 3, Offico of Director. 05/05/10* 4pp 
30468 140 30460.143 

850B280202 Forwards Insp Rept 60-341/85 21 on 850407-30 & notice of viorallon 
WARNICK.R F Region 3* Office of Director. 85/05/20. JENS.W H Delroil Edison Co 
2pp. 30571.2^2-30571 ‘301. 

-8505280207 Nolice ol violation from insp on 850407-30. 

WARNICK.R F Region 3, Office of Director 85/06/20 Ip 30571 204-30571.294 


-8505200212 Insp Rept 50-34 1/G6-21 on 050407-30 Violation noted failure to impio 
ment engineering change request wnllen to delate four & add two test, vent & dram 
caps 

CHRISSOTIMOS.N Region 3. Office of Director 85/05/20 7pp 30571 295 
30571 301 


S. Reportable occurrencea, LERa & related correspondence 


8505030728 LER 85-001-00 on 060328 & 31, reactor protection ays Div 1 power loss 
occurred, resulting in reactor scram Caused by ground fault at breaker A6 Breaker re 
placed & duct feak repaired w/temporary soarw/&50426 itr 

WEQELE.AE, LENART.R S Detroit Edison Co B5/04/26 3pp 30146 001- 

30146 003 

8505030740 LER 05 002 00 on 050328 & 31, loss of power to sys sve transformer 
occurred, rosulllng in halt scram signal & isolation of reactor water cleanup sys Caused 
by ground lault at breaker A6,Duct leak repaired W/050426 llr 
WEgELE.AF, LENART.R S Delroit Edison Co 05/04/26 4pp 30142 300- 

30142 303 

8505100191 LER 85 003 00 on 850403.after cafibr of Div II 4a/24-voIt dc ballery charg- 
er B 1 ,no output current observed Low voltage alarm ignored based on belief that 
problem involved spare charger Cause unknown W/8SO503 Ur 
WEQELE.AE, LENART.R S Detroit Edison Co 85/05/03 4pp 30266 086- 

30266 009 

8S05160231 LER 85 004-00 on fl5O4O2.(ir0 rated assembly floor plug & C02 suppres- 
sion sys boundary removed & fire watch not Initiated witnin 1 h Caused by personnel 
ignorance of requirements & unposted floor plugs W/850506 Ur 
WEQELE.AE, LENART.R S Detroit Edison Co 85/05/06 4pp 30440 298- 

30440 301 

8605210114 LER 05-005 00 on 85O40Q, while restarting reactor vessel water level instru- 
ment to SVC following callbr.full scram signal generated Caused by erroneous reactor 
vessel water level signal due to pressure IransTent 

WEQELE.AE, LENART.R S Detroit Edison Co 85/05/08 4pp. 30510 OSO- 

30510 083 


DOCKET 50*344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & ftre protection plans 

8505030095 Forwards Mgt Meeting Rept 50-344/85-12 on 850201 No new onforcoment 
ectlor>s Identified 

MARTIN.JB Region 5, Office of Director 85/04/15 WITHERS, B D Portland General 
Electric Co 2pp 30145 204 30145 209 

-8505030098 Mgt Meeting Ritol 50-344/85-12 on 850201 No new enforcement actions 
Identified Areas discussed sALP from Sept 1983 • Oct 1964, Including plant 
operations.radiological controls, mamt, surveillance, fire protection & refueling 
RICHARDS.SA, OODDS.RT Region 5, Office of Director 85/04/12 2pp 
30145 206-30145 209 

8505070148 Rev 10 to Emergency Plan Implementing Procedure EP-16, “Emergency 
Simply Lists" & revised table of contents 

* Portland General Electric Co 86/04/23 SOpp 30172 354*30173 041 

8505210443 Rev 1 to Radiological Emergency Response Plan Implementing Procedure 
EP*34, "Site Evaluation & Reentry " Revised table of contents end 
PUZEY.AM Portland General Electric Co 85/05/06 lipp 30499-310 90499 320 

8505140247 Amend 6 to PGE-IOOa, "Trojan Nuclear Plant Radiological Emergency Plan 
& Procedures Manual " W/a50509 Itr 

LENTSCH.J.W Portland Gor-ieral Electnc Co 85/05/09 79pp 30366 001-30366 083 


J, Insurance & Indemnify Information 

8605060018 Forwards Endorsements 70 & 58 to NEUA Policy NF.255 & MAELU Poticy 
MF-86,re5pectiVGly 

ASH0URN,J Marsh & McLennan, fnc 05/04/30 SALTZMAN.J Assistant Director for 
Slate & Licensee Relations 3pp 30157 209-30167 211 

8505160075 Forwards listing of present levels of property insurance & sources of insur- 
ance for facility fnfo subnutted per 10CFR60 54 & represents max amount of insur- 
ance coverage available 

WITHERS, BD Portland General Electric Co 05/05/09. MILLER, J R Operating Reac- 
tors Branch 3 2pp. 30390166-30390 166 


P, Operating license stage documents & correspondence 

6505130303 Final response to FOfA request for four categories of documents re sub- 
duction zones & tow angle thrust faults which could affect facilities App B & C docu- 
ments available in PDR 

FELTON JM Division of Rules and Records 84/12/04. BELL.N Nuclear Informalion 
&. Resource Service 3pp 303B3 268 30383 352. 

6505010156 Forwards request lor addi Info re util responses to Generic Ltr 83-20,1 toms 
2.1,2 2,3 1 3,3 2 3,4 4 & 45 Supplementary info for Item 222 requested within 60 
days & 90 days for item 4 5 3. 

MILLER, J R, Operating Reactors Branch 3 85/04/18. WITHERS.B.D Portland Gener- 
al Electric Co 3pp 30112.133 30112.135 

8505020469 Fonvards Amend 106 to License NPF-1 & safety evaluation. Amend 
changes Tech Specs re overtime limits & calibr of input sensors based on turbine trip 
& post-accident sampling. per Generic Ltrs 82-16 & 83-37 

TRAMMELLiC.M. Operating Reactors Branch 3, 85/04/24 WITHERS.B.D. Portland 
Ger^eral Electric Co 2pp 30141 102*30141.118. 
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-8505020494 Amend 106 to License NPF-1. changing Tech Specs re overtime 
(fmils.oatibr ot certain input sensors to anticipatory reactor trip based on turbine trip & 
post accident sampling 

MH-LER.JR Operating Reactors Branch 3 05/04/24 lOpp 30141 104-30141 113 

-8505020498 Safety evaluation supporting Amend 106 to License NPF-1 

* Office of Nuclear Reactor Regulation, Director 05/04/24 5pp 30141 114 
30141 118 

8505310206 Forwards Rev 10 to QA program Safety evaluation also one) 

WITHERS, B D Portland General Electric Co 86/04/29 MARTIN.J B Region 5, Office 
of Director 18pp 30683 001-30663 250 

-B5053t0212 Rev 10 to PGE-0010, “QA Program “ 

* Portland General Electric Co 65/04/30 231pp 30663 020 30663 250 

8505310391 Fonvards “Trofan Unit 1, Cycle 6 Radial Peaking Factor Limit Rept," per 
Toch Spec 6 9 17 Peaking factor limits unchanged No Tech Spec changes required 
for Gycfo 6 operation 

WITHERS, B D Portland General Elecinc Co 85/05/01 MARTIN, J B Region 5, Office 
of Director 3pp 30665 188 30665 190 

8504290442 Generic Ltr 65 07 to all c^eratlng reactor llcenseos re Implomentatlon of 
Integrated schedulos for plant mods Sve list end 

THC5mPSON,H L Division of Licensing 65/05/02 Consolidated Edison Co of New 
York, fne 22pp 30216 149 30216 170 

850S070385 Forwards Change Application 121 for amend to License NPF-1, revising 
Tech Spec surveillance requirements for axial flux difference & deleting action stato- 
ment re reporlablllty of out of-spec RCS chemistry Fee paid 

WITHERS, B D. Portland General Electric Co 85/05/02. MILLER. J R Oporalmg Reac- 
tors Branch 3 1p 30173 089-30173 096 

-B5050703B9 Change Application 121 for amend to License NPF-t,rovislno Tech Spec 
suATOillance requirements for axial flux ddference.deteling action statement re roporta- 
bllily of out of-spec RCS chemistry & making oditorfa) corrections 
WITHERS,0D Portland General Electric Co 85/05/02 4pp 30173 090 30173 093 

-0605070391 Proposed Tech Specs re surveillance roquiremonls for axia! flux ddfor- 
once & foporlabllity of out of-spec RCS chemistry 

* Porlfand General Eloclric Co 85/05/02 5pp 30173 094 30173 090 

8505210106 Generic Ltr 65-08 to all holders of CPs & OLs re 10CFR20 40D t 0 rmfnatior> 
repis - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30602:282-30602 301 

BS05210122 Qenoric Ltr 85-09 to all Woslinghouso PWR licensees & applicants re Tech 
Specs for Generic Ltr 83-20JtGm 4 3 

THOMPSON.H.L Division of Licensing 66/06/23 Yankoo Atomic Electric Co 17pp 
30071 '334-30671 350, 


Q, Inapectlon reports, IE Bulletins A oorrespondenco 

B505030095 Forwards Mpt Meoling Ropt 50-344/05-12 on Q50201 No now enforcement 
actions Identified 

MARTIN, J.B. Region 6, Office of Director. 05/04/15, WITHERS.B D Portland General 
ElecIricCo 2pp 30146 204-30146 209 

-850S030098 Mgt Meeting Root 60 344/65-12 on 050201. No new enforcomont actions 
identified Areas discussed SALP from Sept 1903 - Oct 1084, including plant 
operallonsTadlological controls, mainl,survoi)lanco,fire protection & refueling. 
niCHARDas.A., DODDS,RT Region 5, Office of Director 05/04/12. 2pp 
30146’206 30145-209 

8505060138 Forwards Insp Ropt 60-344/85-10 on 850225 0401 No violation notedSelf 
assessment of 860311-13 event re presence of hydrogen & oxygon In gas colloctlon 
SYS should have been Initiated 

KiRSCH,D.F. Region 6, Office of Director. 85/04/18 WITHERS.B D. Portland General 
Eloclric Co 1p. 30226.21 1*30220 223 

-6505080144 Insp Ropt 60-344/85-10 on 650225 0401 No violation noted, Major areas 
Inspected oparational safety verification, corrective action, main!, surveillance, followup 
of operational events & review of spent fuel pool rerack work 
fllCHARDS,S A, KELLUND.Q.C., DODDS, R.T Region 5, Office of Director. 05/04/16 
12pp 30226.212-30228 223 

8685310367 Ro^onds to NRC 850322 Ur re violation & deviation noted in Insp Rent 
60-344/85 06 Correclivo actions work performed for maint requests 
documented Overtime policy changed to require deviation approval for all personnel 
WITHERS.B D Portland General Efeclric Co 86/04/22 KIRSCH.D.F Region 6. Office 
of Director 6pp. 30666 265-30665,269. 

8585109007 Ack recelpl of 650404 ltr Informing NRC of steps taken to correct violations 
noted In fnsp flepl 50-344 /BB-07 

KfRSCH.D F Region 6, Office of Director. 85/04/29. WITHERS.B D Portland General 
Electric Co 2pp 30265 233-30265:236. 

8504259452 IE Info Notice 65 034, “Heat Tracing Contributes lo Corrosion of Stainless 
Steel Plplrm.” Sve list end. 

.IOR|DAN,E.L, Division of Emergency Preparedness & Engineering Response {Post 
830103). 85/04/30. Consolidated Edison Co of New York, Inc, T07pp 30116H85- 
30116:291. 

6504250466 IE tnfo Notice 85-036, “Failure of Air Check Valves to Seat “ Sve list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response fPost 
830103). 86/04/30 Consolidated Edison Co of New York, Inc. fOBpp. 30115*077- 
30115:184. 

8505060072 Ack receipt of 850403 Ur informing NRC of steps token to correct violations 
noted in Insp flepl 60-344/65-04. Corrective aclions will be verified In future ln«). 
KIRSCH.DF Region 5, Office of Director, 85/04/30. WITHERS.B D Portland General 
Electric Co Ip. 30167*233-30157.235. 


8505060418 IE fnfo Nofice 84 52,Suppl 1. “Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors ’’ 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/08 Consolidated Edison Co of New York. Inc lOpp 30615 336 
30615 347 

8505130034 IE Info Notice 65 037, "Chemical Cleaning of Steam Generators at Mill 
stone 2 “ Sve fist end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 65/05/14 Yankee Atomic Elect nc Co 4pp 30640 272 30649 014 


R. Periodic operating reports & related correspondence 


8505290580 “Oporalional Environ Radiological Surveillance Program 1984 Annual 
Rept " W/850430 Ur 

WITHERS.B D Portland General Eloclric Co PGE-1006 84 04/12/31 MARTIN.J 6 
Region 5. Office of Director. 60pp 30601 322-30602 063 

8505300491 “Operational Ecological Monitoring Program, Annual Rept 1904 “ W/ 
850430 ltr 

SANDVtK,RM Portland Genera) Eleclrlc Co PGE-1009 84 64/12/31 MARTIN.J B 
Region 5, Office of Director 127pp 30637 182-30637 308 


S. Reporlabfe occurrences, LERs & related correspondence 

8605010337 Forwards eddi info re sill accumulaliort on sve water slramera at facility, in 
response to NRC 850214 request ro LER 50 344/84 21 

WITHERS.B O Portland Genora) Eloclric Co 85/04/19 MILl£R,JR Operating Reac- 
tors Branch 3 Ip 30092 344 30092 360. 

-8505010343 “Portland GE Co Responses lo NRG Qijoailons re Slit Accumulation on 
Sve Water Strainer of Trojan Nuclear Pianl " 

* Portland General Electric Co. 05/04/19 16pp 30092 345-30992 360 

8506170477 Informs that supp) to LER 84 021 on 041226 re evaluation of sve water sys 
exjp acted to be completed In June Supplamonlal rept will be submitted by 850701 
ORSER.W S Portland General Electric Co. 85/05/06 Record Services Branch (Docu- 
ment Control Desk) Ip 30463 343 30463*343 
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F. Security, medical, emergency & fire protection plana 


8605090329 Further response lo FOIA foquesl for all memos wrillon by NRC during or 
since 1003 re 96 LERs & SALP for TMf Forwards documents lislea In Apps A.0 A 
C Documents also placed In PDR 

FELTON, JM Division of Rules and Records 84/10/02 BARFIELD.K Crillcal Mass 
Energy Project 6pp 30248 034-30246 046, 

-8407260396 Requests that end request for addl info be transmittod lo ulil Info needed 
to continue review o1 plant apocilic emergency operator guidelines associaled w/pro- 
cedures gone ration package 

ZfEMANN, DU Procedures A Systems Review Branch 04/07/19 STOLZJF Operat- 
ing Reactors Branch 4 2pp 30249.149 30249.150 

8505010576 Forwards tentative agenda for preimplomentation audit of detailed control 
room design review scheduled for 650429 0503. Audit will cferify review methodology 
& provide feedback on acceptability of rovlew. 

STOLZ,JF Operating Readers Branch 4 85/04/15 CROUSE, RP Toledo Edison 
Co 6pp 30096 287-30005.202 

8606060276 Revised emergency plan supporling procedures, including rev Index & AO 
1627.01, “Annual Radiation Emergency Modical Exorcise “ 

QREEN.B . BRIDEN.D.W Toledo Edison Co 85/04/30 Spp 30160 240-30160 244 

B505060367 Ack receipt of 850416 responses to NRC 850326 comments on “Indualrial 
Security Plan" & AO 2808 00,App B. “Security Training & Qualification Plan." Re 
sponses should bo acceplabla under 10CFRBO 54(p) w/enci exception W/o end 
AXELSON.WL. Region 3, Office of Director 05/04/30. CROUSE, R.P Toledo Edison 
Co 2pp 30155*10^30165 108 

8606060424 Advises that 850417 Temporary Mod T 0997 lo Industrial security plan con 
sislent w/provisions of l0CFR6O.64(p) A acceptablo 

AXElSON.W.L. Region 3. Office of Director 66/04/30 CROUSE, R P Toledo Edison 
Co 2pp. 30163 273-30163 274. 

8605070263 Forwards Insp Rept 50-346/85-11 on 850408-1 2.No noncompllanco or do- 
vlalions Idonlified. 

PAPERIELLO.C J Region 3, Office of Director. 85/0-5/01 CROUSE, R P Toledo 
Edison Co. 2pp 30172:302-30172 317. 

”0606070272 Insp Rept 60-348/86-11 on 850408-12. No noncompliance or deviation 
noted Major areas Inspected emergency preparedness program, Including actions re 
SALP evaluallon.detectlon, decision making, program changes & maintaining prepared- 
ness. 

PLOSKI.T, BROWN, Q., PHILLIPS, M.B Region 3, Office of Dircclor 05/04/30, 14dp 
3017 2 304 30172.317. 

8506130374 Revfsed emergency plan implementing procedures, including Rev 0 lo El 
1300.01 re emergency plan aclIvallon.Rev 8 to El 1300 02 re unusual event & Rev G 
to El 1300.03 ro alert 

* Toledo Edison Co 85/05/07. 67pp. 30277:357-30278 070 

8606160148 Ack receipt of 650426 Hr iransmilting scope & oblectives for 850716 
oxerofse Objectives acceplaWe.based on J Scott Wasllk clan Ileal ions 
PAPERIELLO.C J. Region 3, Office of Director 85/06/10 CROUSE.R P Toledo 
Edison Co Ip 30420:125 30429,125. 
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Q6€52'6Q0G4 Suppis rosponse lo NRC 65Q323 rtr re violetio-ns. noted in Insp Rept 50- 
346/64 02 Corrective actions shaft supervisor aulhonzed to permit radralion exposure 
above Ijmits of 75 rem whole body exposure in life savrno actions only 
CROUSE^RP Toledo Edison Co 85/05/15 KePPLER.JG Region 3, Office of Direc- 
tor 2pp 30572 145-30572 146 

0605290475 Temporal Mod Requests T 9211 for Rov 17 lo Emergency PJan Support- 
ing Procedure HP 1602 01. "External Personnel Radiation Exposure Monilo/mg & T 
9190 lo Rov 1 to/\0 1050 08 0, "Emergency Technical Assessment " 

* Toledo Edison Co 85/05/31 7pp 30591 320 30591 326 

8505300292 Revised emergency plan supporting procedures including. Rev 243 to 
emergency plan supporting procedure index & Rev 17 to AD 1027 10 re emergency 
offsite dose estimates 

‘ Toledo Edison Co 85/05/51 42pp 30640 044 30 540 006 

8505300436 Revised emorgorri^y plan implementing procedures including Rev 52 to 
emergency jpfan ImplerrorLting procedure index, Rov 8 to Et 1300 04 ro site area 
emergency A Rev 8 to El 1300 05 re ganeral emergency 

* Toledo Edison Co 85/05/31 41pp 30639001 30639036 


J. Insurance & Indemnity Informallon 

8505170461 Forwards Erdorsements 53 & 41 to NELIA Policy NF 236 & MAELU Policy 
MF-92, respectively 

STEFM.D Marsh & McLennan. Inc 85/05/10 SAITZMAN.J Assislant Director for 
Stale A Licensee Re lalfons 3pp 30444 217-30444 219 


P. Operating license stage documents & correspondenco 

BS041 70547 FoAvards monthly status rapt on plant-specific backfilling activiUes current 
through 850305 Nine of 15 SER open items rosotvad prior to appeal meetings SER 
schoo^uled for completion on 850329 

CRUTCHFIELD, D Assistant Director for Safaty Assessment 65/03/18. 
THOMPSON, HL Divislorr of Licensrng 65pp 30161.182 30161 246 

8505010226 Advises that 850314 request to use Code Case N-411, "Alternative Damp 
fng Values for Seismic Analysis of Piping Section lIf.DIv 1, Class 1,2 & 3 Const," for 
continuous vent line raspcinse spoctrum seismic analysis acceptablo. 

STOLZJF Operatinn Reactors Branch 4 85/04/15 CROUSE,RP Toledo Edison 
Co 3pp 30112 315 30112 317 

0505060312 Forwards SER for 831107 response to Generic Lir 83-20, llem 1 1 re post- 
trip review Program & procedures acceptable, sub) to Implemontaton of recommenda- 
tion described In Section II £ of safety evaluation 

STOLZ,jF Operaling Reaclors Branch 4 65/04/22 CROUS£,RP Toledo Edison 
Co 2pp 30188 044-30188 051 

<<•>8505060330 Safety evaluallon of util 831107 response to Generic LU 83 28, Item 1 1 re 
program description & procedure for posMrIp review. 

* NRC No Oetadod Affiliation Gtver? 65/04/22 6pp 30186 046 30180051. 

6505150359 Forwards application for amend to License NPF-3,rovJSing Tech Spec 
Table 3 6*2 to delete isoMon time for HPI A containment spray lines Roquesis 
amend be issued by 851231. Fee paid 

CROUSE.RP Toledo Edison Co 85/04/22 STOLZ.JF Operating Reactors Branch 
4 2pp 30398 282-30390 294 

-8505150362 Applrcalcon for amend to Uconse NPF-3, revising Tech Spec Table 3 6-2 
to delete Isolation time for HPI A containment spray lines Safety evaruation & sigmfi- 
cant hazards cor si deration on cl 

CROUSE.RP Toledo Edia on Co 85/04/22 5pp 30390 284-30390268 

-8506150385 Proposed Tech SpDCs.revrsing Table 3 8 2 to delete isoJation fima for HPI 
& contairmerl spray lines & correctirg v^ve number identification for core flood lanK 
nitrogen fill, sample & vent lines 

• roledo Edison Co 65/84/22 6pp. 30398 209-30398 294 

0505030469 Informs that revised amend request re shunt & undervoUage trip 
attachment,! tern 46 3 of Generic Llr 83'2B. "Required Actfons Based on Generic Im- 
plications of Salam ATWS Events," will be submitted by 850531 
ClflOUSE.R P Toledo Edison Co 85/04/26 STOLZ.J F Operating Reactors Branch 
4 Ip. 30127 140-30127 140 

0504290442 Generic Ltr 85 07 to all operating reactor licensees re fnnptemenlalfon of 
Integrated schedules for plant mods Sve list end 

THC5wP 30N,HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149-30218 170 

8505230561 Forwards revised SER re response to Hem 1 1 of Generic Ltr 83-28 Struc- 
tured systematic sately assessment program acceptable fmpfem^niation of 850422 
SERrecommeindallonsunnocessaTy 

STOLZ.J F Operating Reactors Branch 4. 85/05/07 CROUSE.RP Toledo Edison 
Co. 2pp. 30545.259-30545.266 

-0605230565 Revised SER re response to Generic Llr 63-28, Item 1 1 concerning post- 
Irlp review Post-trip review program & procedures acceptable, 

" NRC < No Detailed Affilfalfon Given 85/05/07 6pp. 30545:261 30S45266. 

66'0524{>240 Advises that licensees may formally request consideration of integrated ro< 
actor vessel malls program for plants, per CO Thomas 650313 & 0503 ltrs.Each ifeens* 
ee should submit request for ficense amend to remove current Tech Specs. 
THOMPSON.HL Division of Licensing 85/05/08 TUCKER, HB. Duke Power Co 
lOpp 30576030 30576 047 

8605100299 Informs that response lo 650321 request for addi info ra redundant safely 
features actuation signal channel indepeiHdence will be submitted in Jul 1905 
CROUSE.R P Toledo Edison Co 05^5/09 STOLZ.J F Operating Reactora Branch 
4 ip. 30427,137-30427.137, 

8506260185 Forwards SER re utit 840B27 proposal for certain changes to Tech 
Spec^Section 4 7.1.2 concerning NUREQ 073 7, Item II E 1 1 on auxiliary feedwater 
ays^CeMaln changes unacceptable. Revised application requested within 45 days. 
STOLZJ.F Operating Reactors Branch 4 86/05/09. CROUSE, R,P. Toledo Edison 
Co fipp 30607:029 30607093 


8505240333 Summarizes 650425 meeling w/util & Bechte) in Bethesda.MD re method 
for demonstrating structural adequacy of masonry walls Attendance list, agenda A re 
fated mfo end Requested Info should be submitted by late Summer 1 985 
DEAGAZfO.A. Operating Reactors Branch 4 85/05/14 CROUSE.R P Toledo Edison 
Co 29pp 30576170-30576 206 

0505210106 Generic Ltr B5-08 to all holders of CPs A OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON, H L Division of Licensing 85/05/23 ConsolfcJaled Edison Co of New 
York. Inc 20pp. 30682 282-30682.301 

8605210131 Generic Llr 86-10 to all B&W PWR licensees A applicants re Tech Specs 
for Generic Ltr 63 28, Kerns 4 3 A 4 4 

THOMPSON, H L Division of Licensing 85/05/23 Consohclated Edison Co of New 
York. Inc 15pp 30670 335 30670 349 


Q. Inapecifon reports, IE Bulletins & correspondence 

0505060361 Responds to NRC 050318 ltr re violations noted In Insp Repi 50 346/86- 
05 Corrective actions vendors solicited for overdue responses to open audit finding 
repts Open deficiency rept log initiated 

CROUfeRP Toledo Edison Co 85/04/17 NOREUUS.C E Regions, Off fee of Di- 
rector 4pp 30155151-30155:164. 

8505000303 Responds to NRC 850308 Hr re violations noted in Insp Rept 50 346/66- 
01 -Corrective actions tracking of procedure mods by station review board clerk trans- 
ferred lo computerized sys. 

CROUSE.RP Toledo Edison Co. 85/04/10 NORELIUS.C E. Region 3, Offree of Di- 
rector. 7pp 301 55.1 1 1*30155:1 1 7. 

8505090035 Forwards Insp Rept 50 346/66-10 on 650312 0406 A notice of 
vfolaClon.Tralnlng accreditalion schedule also enct 

SKAFER.WD. Region 3, Office of Director 85/04/19. CROUSE.RP Tofodo Edison 
Co 2pp 30235015-30235 050 

-8505090037 Notice of violalion from Insp on 850312 0408 
SHAFER.W D. Region 3, Office of Director. 85/04/19 2pp 30235 017-30235 018 

-8505090042 Jnsp Rept 50*346/05 10 on 850312*0408 Noncompliance noted failure to 
meet action statement of limiting condition for operation A failure to Implement ra 
quired shift lochnicaf advisor re qualification program per NUREG 0737 
JACKiW.iN Region 3. Office of Director 85/04/19 32pp 30235 019-30235 050 

8504250452 IE Info Notice 85 034. "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Sve hat end 

JORDAN.t L Division oi Emergency Preparedness A Engineering Response (Post 
830103} 05/04/30. Consolidated Edison Co of New York, Inc 107pp 30115.185 
30115-291. 

8504260455 IE Info Notice 85-035, "Failure of Air Check Valves lo Seat " Sve list end 
JORDAN.E 1. Division of Emergency Preparedness A Engineering Response (Post 
830103). 05/04/30 Consolidated Edison Co. of New York, Inc lOBpp 30115 077- 
301 15' 164 

8505170197 Forwards methodology for ays by*sys review of updated SAR, per 050304 
commitment In response to SALP.Compfetion of review expected by 870701 
CROUSE, R.P Toledo Edison Co 85/04/30. KEPPLERJ Q Region 3, Office of DIrec 
lor 7pp 30442.142 30442148. 

6505 070263 Forwards Insp Rept 50 346/85-11 on 85040a-12.NO noncompllance or de 
viatfons identified 

PAPERIELLO.CJ, Region 3, Office of Director. 85/05/01 CROUSE.RP Toledo 
Edison Co. 2pp 30172.302-30172 317. 

-0505070272 Insp Rept 60-346/85-11 on 050408-12 No noncompliance or deviation 
noted Major areas Inspected emergency preparedness program, including actions re 
SALP evafuatlon.detection. decisionmaking, program changes A maintaining prepared 
nees. 

PL08KI.T. BROWN, G., PHILLIPS.M B. Region 3, Office of Director 05/04/30 I4pp. 
30172 304-30172.317 

8505060418 fE Info Notfce 84-52,Suppl 1, "inadequate Mali Procurement Controls on 
Part of Licensees A Vendors " 

JORDAN.E, L. Division of Emergency Preparedness A Engineering Response (Post 
030103). 85/05/08 Consolidated Edison Co of New York, Ino 10pp. 30615,338- 
30616 347. 

8505170411 Advises that discussion re qualification of 75 masonry walls per IE Bulletin 
80-11 will be submilled by 850923, per NRC 850312 requesl.Unear elastic working 
stress analysis A results for four waifs will be discussed, 

CROUSE.RP Toledo Edison Co 65/06/10 STOLZJF. Operating Reactors Branch 
4 2pp 30443.358-30443:359 

8505130094 IE lr)fo Notice 85-037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Sve list end 

JORDAN,E.L DMsfon of Emergency Preparedness A Engineering Response (Post 
830103). 65/05/14 Yankee Atomic Electrlo Co. 4pp 3 08 4 8*27 2-3 0849 014. 

8505200360 Forwards Insp Rept 50-346/85-07 on 050304-08,18-22 A 0401*20 No viofa* 
tiort noted Overall Improvement noted in QA functional area 
SPESSARD.R.L Region 3, Office of Director. 85/05/14. CROUSE.R.P Toledo Edison 
Co 2pp. 30471:116-30471.131 

-05O52OO<39O Safety Insp repI 50*346/85-07 on 650304-08,16-22 A 0401-26 No viola- 
Iron or deviation noted, M^or areas Inspected, licensee action re previous Insp 
lfndfnQs.audfl program, QA/QC administ ration, procurement A design changes 
HASSE.R., MALLOYJ, HAWKINS, F Region 3, Office of Director 85/05/14 14pp 
30471,118-30471:131 

8505200084 Suppla response to NRC 050323 ltr re violations noted in Insp Rept 60- 
346/64-02 Corrective actions shift supervisor authorized to permit radiation exposure 
above limits of 75 rem whole body exposure In life saving actions only. 

CROUSE.R.P. Toledo Edison Co. 86/05/15. KEPPLER,J,G Region i Office of Direc- 
tor. 2pp, 30572 145-90572.146. 
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&$0S200494 Forwards Safety Insp Rept 50-346/85*12 on 850326 29,0408-12 & 22-25 & 
nolice of violation Increased mgt allontion to items Idontifiod in repl re maint function- 
al area recommended. 

SPESSARD.RL Reflion 3, Office of Director 85/05/16 CROUSE,RP Toledo Edison 
Co 2pp 30470 019-30470 028 

.-8505200497 Notice of violation from insp on 850328-29,0408-12 & 22-25 
SPESSARD.RL Regions, Office of Director 85/05/16 Ip 30470 021-30470 021 

>■8505200496 Insp Rept 50 346/85 12 on 850326-29.040Q 12 22-25 Noncompllanco 

noled completed work steps in procedure re insiaflation of CRD mechanism subas- 
sembly nol signed off at time work completed 

CHOULES.N. HAWKINS, F Region 3. Office of Director 85/05/15 7pp 30470 022 
30470 028 

8505200166 IE Info Notice 85 038, “Loose Paris Obstruct CRD Mechanism “ 

JORDAN, E L Division of Emergen^ Preparedness & Engineering Response (Post 
030103) 85/05/21 Consolidated Edison Co of New York, Inc 4pp 30667 356- 
30067.359 

8605280205 Confirms 050516 telcon scheduling enforcomont conference on 850524 at 
Region III (o discuss recent violations & event involving auxiliary operator sleeping on 

NoIreLIUS.C E Region 3, Offico of Director 05/05/22 CROUSE, R P Toledo Edison 
Co Ip 30571 291-30571 201 


R Periodic operating reports & related correspondence 

6605240569 "Waslewator Rcpl for Apr 1005 W/050513 Itr 
QLfENNOZ.S M Toledo Edison Co 05/04/30 7pp 30561 356-30561 362 

8605240213 Forwards “Discharge Monitoring Rept for Apr 1905“ Exceedence notifica- 
tion re total suspended solids Tor Outfall 002 In Apr sent 850503 
QUENN0Z,SM Toledo Edison Co 85/05/13 Ohio, Stale of Ip 30562 227- 
30562 233 

»8505240218 "Discharge Monitoring Rept for Apr 1906 " 

♦ Tofodo Edison Co 85/04/30 6pp 30562 228 30662 233 


S. Reportable occurrences, LERs & related correspondence 

6606070466 LER 82-06 1/03X-1. On 821116,Flro Doors 509 & 512 docfarod nonfunc 
lional due to improper flro rating fab els, placing unit in action statomeni of Tech Spec 
3 7 10 Caused by design error in affixing lire laoels W/B50422 Hr 
HART,T„ RICHTER.L. QUENNOZ.SM Toledo Edison Co 85/04/22 4pp 
30204- 196-30204 199 

8605060426 Confirmatory Action Ltr 85 03 ro 850426 discussion concorning actions to 
be taken as result of cfamagD sustained by several auxiliary stoom supply food pump 
turbine piping restraints 

KEPPLERJQ Region 3, Office of Director 85/04/26 CROUSE, RP Toledo Edison 
Co. 3pp 30228 154 30228:168 

860BT30567 NPDES noncompllanco nollflcafionon 050430, total suspended solids 30 
day average limit exceeded at Outfall 002 Caused by strong westerly winds & heavy 
rains Collection efficiency & altornallvos being assessed 

QUENNOZ.SM Toledo Edison Co 85/06/03 DUNLAVY Ohio, State of 2pp 
30379,061-30379,062 

8605280416 LER 84*009 02 on 84061 6, during conceptual design stage, discovered that 
unanalyzed situation existed in auxiliary feedwater pump rooms Caused by high energy 
pipe break Hardware mods planned W/850507 ltr, 

MILLEP.fr., STRAUBE.P.H., QUENNOZ.SM Toledo Edison Co 85/06/07. 4pp 
30560-104-30580.107. 

660S14Q416 Pari 21 rept re discrepancies In Llmltorque actuator weights for valves sup- 
plied to Bellofonte Units 1 & 2 & Washington Nuclear Project Unit 1 List of affected 
valves end. Lislod R&W-doaIgned plants nolifled of problem 

TAYLOR, J.H. Babcock & Wilcox Co 85/05/00 TAYLOR, J M Director’s Oflico, Office 
of Inspection and Enforcement 5pp. 30360 116 30368 120 

8506260206 Confirms 050316 telcon scheduling enforcement conference on 850524 at 
Region III to discuss recent violalions & eveni involving auxiliary operator sleeping on 

No1reLIUS,CE Region 3. Office of DIreclor 85/05/22 CROUSE.R P Toledo Edison 
Co tp 30571:201-30571-291 


6605070368 Emergency Plan Implemonling Procedure FNP-85 0422, "On Call Sched 
ule " W/050430ftf 

HUDSPETH, J B Alabama Power Co 05/04/30 MCKNIGHT, J Record Services 
Branch (Document Control Desk) 7pp 30176 323 30176 329 

6605090D75 Temporary Change, Draft 2 to Rev 10A to Emergency Plan liTiplGmonl/ng 
Procedure GO-ElP-111. "Corpofato Activation & Nolihcatfon Procedures ” W/fi 50 503 
ltr 

MUOD.CH Alabama Power Co 85/05/03 19pp 30223 180-30223 10B 

6505220056 Forwards "In Progress Audit of DCRDH for JM Farley Nuclear Plant Units 1 
& 2," for 050311-13 Audit relates to Action Plan Hem I D 1 of NUREG 0660 as clan 
fled ^ SuppI 1 to NUREG-0737 

VARGA.SA Operating Reactors Branch 1 05/05/08 MCDONALD.HP Alabama 
Power Co 3pp 30536 006 30636 035 

-8504240027 ‘“In-Progress Audit of DCRDR for JM Farley Nuclear Plant Units 1 & 2 ’ 
* Science Applications International Corp (formerly Science Applications, Inc ) 85/ 
04/12 NPC - No Detailed Affiliation Given 27pp 30536 009-30536.035 

8505240010 Forwards fnsp Repts 50-348/85-23 & 50 364/05 23 on 850422 26 No VfO 
lation noted 

VERRELLI.DM Region 2, Office of Director 85/05/17 MCDONALD, R P Alabama 
Power Co, 2pp 30555 096-30555 098 

-8506240012 Insp Repts 60-348/85-23 & 50-364/85 23 on 850422-26No violation 
noted Major areas inspocled security program audit, records & ropts & security sys 
power supply Dalalls withhold (ref 10CFR2 790 & 73 21) 

TILLMAN.A. MCGUIRE.OR Region 2, Office of Director 85/05/09 Ip 30565 098- 
30555.090 

8505280062 Rev 2 to General Ofc Emergency Implementing Procedure GOEIP-137, 
"Prompt Notification Sys Siren Sys Testing & Maint " W/850521 Itr 
MUDD.CH Alabama Power Co 85/05/21 9pp 30572 131 30572140 


I Financial Information 


8605310168 Responds to 850423 Hr ro frf>anclal Info for 1985 Requirements of 
10CFR140 21 guaranteeing payment of deferred premiums satisfied 
SALTZMAN.J Assistant Director for Slato & Licensee Relations 85/05/22 
HUTCH JNS.WB Alabama Power Co Ip 30667 363 30667 363 


J, In&urance & Indemnity Information 


8506080320 Forwards Endorsement 64 to NELtA Policy NF-238 & Endorsement 53 to 
MAELU Policy MF-93. 

DUCK.J R Marsh & McLennan, Inc 85/05/01 SALTZMAN.J Assistant Director for 
Slalo & Licensee flefatrons 3pp 30202 344 30202 346 


P, Operating license stage documents & correspondotice 

8504 170547 Forwards monthly status rept on plant-spocifrc backfittmg activilies current 
through 850300 Nine of 15 SER open Hems resolved prior 1o appeal meetings SER 
schoduled for complelion on 050329 

CRUTCHFIELD, D Assistant Director for Safety Assessment 85/03/10 
THOMPSON.HL Division of Licensing 65pp. 30181 182-30161.246 

B606D60172 Forwards summary analysis of as-found containment leakage from local 
(eaX ralo test & suppI data, per NRC request 

MCDONALD, R P Arabamo Power Co 85/04/25 VARGA, S A Office of Nuclear Reac- 
tor Regulation, Dfroctor 27pp, 30157 299 30157-325 

8604290442 Ganoric Ltr 85 07 to all operating reactor licensees re implementation of 
inl^rated schedules for plant mods Sve list end 

THCjMPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc. 22pp 30218 149 30218 170 

8605150492 Forwards Amend 58 to License NPF-2 & safely evaluation Amend modi 
fles Toch Specs re reactor vessel mall surveillance scheduie & heatup & cooldown 
curve to oxiond curve to seven EFPY of operation 

REEVES,E.A Operating Reaclors Branch 1 . 85/05/02. MCDONALD, R P Alabama 
Power Co 3pp 30431.314-30431 330. 


V, Operator Examinations 

6605090035 Forwards Insp Rept 50-346/65-10 on 650312 0408 & notice of 
violation Training aocreditalion schedulo also end 

SHAPER, W.D Region 3, Office of Director. 65/04/19. CROUSE, R.P. Toledo Edison 
Co. 2pp. 30235-016-30235 050. 

-8506090037 Notice of violation from Insp on 850312*0406 
SHAFER, WD. Region 3, Office of Diroctor, 85/04/19. 2pp 30235:017-30236018. 

-8606090042 Insp Rept 50-346/85-10 on 850312-0408 Noncompllance noted, failure to 
meet action statement of limiting condition for operation & failure to Implement re- 
quired shift technical advisor requalillcatl on program per NUREG-0737 
JACKfWJ.N Region 3, Office of Director. 66/04/19. a2pp 30235-019-30235-050, 


-0505150490 Amend 58 to License NPF-2,revlsing Tech Specs re reactor vessel mall 
surveilfanco schedule & heatup 5 coofdown curves to extend cun/es to seven EFPY 
of aeration. 

VAFTqASA. Operating Reaclors Branch 1 85/05/02 9pp. 30431 317-30431 325 

-0505150502 Safety evaluation supporting AmoneJ 50 to License NPF-2. 

• Office of Nuclear Reactor Regulation, Director 85/05/02 5pp 30431 326 
30431:330 

0605280485 Forwards draft "Review of Licensee & Applicant Responses to NRC Ge- 
neric Ltr 83-20,. ..Item 1 2, ’Post-Tnp Revlew.Data & Inlo CapabilHles’...." NRC manag- 
er should be Informed of acceptable tune for telcons re addi Info 
VARGA.SA. Oporating Reactors Branch 1, 85/05/10. MCDONALD.R.P. Alabama 
Power Co 3pp. 30607:001 -30607 018 


DOCKET 60-340 JOSEPH M, FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, modicaf, emergency & fire proteotfon plans 

8504170547 Forwards monthly status rept on pfant-apeclfic backfilling activities current 
through 850308 Nino of 15 SER open items resolved prior to appeal meetings SER 
scheduled for completion on 850329. . , ^ 

CRUTCHFIELO,D. Assistant Director for Safety Assessment. 86/03/18. 

THOMPSON, H.L Division of Licensing 65pp 30161.162-30161.246. 


-850B280501 Draft "Review of Lfeensee & Applicant Responses to NRC Generic Hr 
83-20 (Required Actions Based on Generic Impfications of Salem ATWS Events), Item 
1 2, ’Post - 1 rip Review Data & Info Capabilitirjs’ for JM Farley *' 

* Science Applfcations In tern a I Iona I Corp ('ormarly Science Applications, Inc.), NRC 
03 82-096. SAIC 85/1523-6 DRFT 85/06^0. NRC - No Detailed Affiliation Given 
16pp 30607:004-30607:018. 

8505210106 Generic Ltr 65 08 to all holders of CPs & OLs re 10CFR20,400 termination 
reptfi - formats 

THOMPSON.H L Division of Licensing 05/05/23, Consolidated Edison Co of New 
York, Inc 20pp, 30682 282-30682,301. 
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8505210122 Generc Uf 85 09 to all Weslrnghouse PWfl licensees & applicants ra Tech 
Specs for Generic Ur 89 28 Item *1 3 

THOMPSON, H L Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671 334 30671 350 


0 Inspection reports, IE DuJIelins & correspondence 

8505170381 Forwards fnsp Repls 50-348/85 11 & 50 364/85 11 on 850211 0310 8 
notice o1 violation 

WALKER R D Rog.on 2. Office of Director 85/04/04 MCDONALD.R P Alabama 
Power Co 2pp 30463 207 30463 217 

-8505170385 Notice of violation from inspon 650211-0310 
'Region 2, Office of Director 65/01/04 2pp 30463 209-30463 210 

-8505170397 Insp Repts 50 348/85-11 & 50 364/85 11 on 050211-0310 Violalfon 
noted one channel of Unit 2 over temp delta temp exceeded Tech Spec requirements 
& failtre to follow procedure for sve water battery room fan control switches 
a RADFORD, WH RULAND.W H . CANTRELL,FS Region 2. Office of Dtrector 85/ 
04/03 7pp 30463 211-30403 21 7 

8505230637 Ack receipt of 850325 itr informing NRC of steps taken to correct violations 
noted in Insp Ryjls 50 348/85 05 & 50-364/85 05 

WALKER, fl D Region 2, Office of Director 65/04/04 MCDONAtO,R P Alabama 
Power Co Ip 30540343 30540 345 

-8505230641 Responds to NRC 650227 Ur re violations noted in Insp Repls 50-348/06 
05 & 50-364/85 05 Corrective actions properly rated links installed on all containment 
cooler dropout pTales ir> Unit 2 

MCDONALD.R P Alabama Power Co 85/03/25 VERREILI.DM Regton 2, Olfica of 
Director 2pp 30540 344 30540 345 


8505130034 IE Info Notice 85-037, "Chemical Cleaning of Stoam Generators at Mill- 
stone 2 ” Sve list one! 

JORDAN.EL Division of Emergency Proparedness & Engineering Response (Post 
830103) 85/05/14 Yankee Atomic Electric Co 4pp 30848-272-30849 014 

8505240010 Forwards Insp Repls 50-348/85-23 & 50-364/85-23 on 050422-26 No vio 
latfon noted 

VERRELLI.DM Region 2. Office Of Director 85/05/17 MCDONALD.R P Alabama 
Power Co 2pp. 30555 096-30555 098 

-8505240012 Insp Repls 50-348/85 23 & 50-364/85-23 on 850422-26 No violation 
noted Major areas Inspected security program audit, records & repts & security sys 
power supply Oataits wilhhefd (ref 10CFR2 790 & 73 21 ) 

TILLMAN, A. MCGUIHE.DR Region 2. Office of Director B5/05/09 1p 30565 000- 
30555 098 


R Periodic operating reports & related correspondence 

8505220192 "Annual Environ Operating Ropi Part 0 Radiological for 1904 " W/C50429 
itr 

MCDONALD.R P Alabama Power Co 84/12/31, 4 5pp 30529 091-30529 135 


S Reportable occurrences, LERs & related correspondence 

8605290119 NPDES noncompfiance nolHicaHonon 8604 iQ.ana lyses of samples colioci- 
ed indicated total suspended solids concentration of 29 67 Kg/day for turbine bldg 
sump Caused by abnormafly high voJ of water from various sources, 

MCCRARY.CO. Alabama Power Co, 85/04/29 WARR,J W, Alabama. Slate of. 2pp 
30620 027-30020 028 


8505210035 Forwards Insp Repls 50 348/85-18 4 50-364/85-18 on 650311-0401 No 
violations or deviations noted 

VERHELLI.DM Region 2, Office of Director 85/04/22 MCDONAIO.RP Alabama 
Power Co 2pp 30509353 30509 362 

“8505210039 Insp Repls 50 348/85 18 & 50 364/85 18 on 850311-0401 No violations 
or deviations noted Major areas inspected licensee action on previous enforcement 
mat tors, monthly matnt & surveillance observation & independent Insp effort 
BRADFORD.WH, CANTRELL.FS Region 2. Office of Director 65/04/18 8pp 
30509 355 30509362 

6605210026 Forwards fnsp Repts 50-346/85 17 & 50-384/85 17 on 850310 22 & notice 
of violation 

VERRELLI.D M Region 2, Office of Director 85/04/23 MCDONALD.R p Alabama 
Power Co 2pp 30511 152-30511 172 

“8505210031 Notice of violation from insp on 850318 22 
' Region 2, Office of Director 85/04/23 Ip 30511 164 30511 154 

"85()5210037 insp Reels 50-34B/6S-17 & 50-364/85-17 on 850310 22 Violabon 
FNP-O AP 52 on Maint Work Requesl 107514 
FOSTER.LE, MERRIWEATHER.N . BIBB.H Region 2. Office of Director 85/04/17 
IBpp 30511 155-30511 172 

8505200586 Forwards fnsp Repts 50 348/85 19 & 50-384/85 19 on 850408-12 No vio- 
lations or deviations noted 

VERRELLI.D M Region 2. Offee of Director 85/04/23 MCDONALD.R P Alabama 
Power Co 2pp 30487 019 30467 027 

-8505200591 Insp Repts 50 348/85-19 & 50 364/85-19 on 05O4O8.12N(> violation or 
vatVQs°^ inspected plant chemistry 4 mservice insp of pumps & 

sSol'ooi' Director 85/04/22 7pp 30839.001- 

6504250452 IE fnfo Notice B5-034, "Heat Tracing Contributes to Corrosion of Stainless 
oieer riping avc list enci 

EmefQency Preparedness & Enomeenng Response (Post 
30? 15 291^^^^"^^^^ Consolidated Edison Co of New York, Inc 107pp 30115 185- 

"Paituro of Air Check Valves to Seal ” Sve list end 
Division of Emergency Preparedness & Enqlneenno Resuonsa iPn*;! 
30? f Edison Co of New YorS. fne fo8pp^0115 077- 

Forwards fnsp Repts 50 348/85 22 & 50 364/85-22 on 850416 19 & notice 

KTC MCDONALD.RP Alabama 

“8505170562 Notice of violation from fnsp on 850416 19 

Region 2. Office of Director 85/05/06 3pp 30464 140-30464 142 

5? 346/85 22 S 50 364/85-22 on 850416-19 Violalion 
nmed failure to follow Inservlce insp plan 

3046^1'^*^ ^ of Director. 85/04/30 14pp. 30464.143- 

“Evaluation of Cracks or> JM Farley Unit 1 MSJV Shaft." Itr rept for Aug 

CZWKWSKI.C J Brookbaven National Laboratory 84/08/31 NRC ♦ No Detailed Al- 
filiation Given 21 pp 30464.157-30464 182 ^ ivo ueiaiieo Ar- 

Feedwater Reducer from Parley Unit 1," Itr rept for Ju) 

U?anse» ’■ P'oc^manl Controls on 

Preparednass & Enoinaerlng Response (Post 
3Mt5347**^^^^°* Consolidated Edison Co ol New York, Inc 10pp. 30616 338- 


8505090628 LER 65 006 00 on 850423. tube in steam generator 1c, plugged during refu- 
eling outage, exceeded pluggable limit Cause not stated Results of stoam generator 
lube inservice insp will be reported W/050502 Itr 

WOODARD, JD„ MCDONALD.RP Alabama Power Co. 85/05/02 2pp 30232.115- 
30232-116 

8505170302 LER 86 005-OO.on 8504 16, during core altera I Ion s.Tech Specs 3 12 1 & 
3.12 3 not mat.On 8504 14, charing pump 1A Inoperable Caused by porsonrol 
error Shift supervisor counseled W/850M9 |(r 

WOODARD.J O . MCDONALD.R P. Alabama Power Co. 85/06/09 2pp. 30465 230- 
30465 231. 

8505170071 LER 85-007-00 on 850411, Fire Door 401 declared inoperable & coutd nol 
be repaired within 7 days Caused by loose auto- closure mechanism & loose 

“-"10 Hr. 

2pp 30465100- 


New door assembly ordered.W/OSOSIO Hr. 
WOODAnO.JD. MCDONALD, R.P. Alabama Power Co. 85/05/10. 2c 


30465101. 

8505170003 PNO-JI 86 061 :on 850B10, during containment lendon anchor inspSaCrflck in 
discoveretT by magnelic particle testing Cause not 
sample of anchors Insp Findings will be evaluated 

^ f^®9lon 2, Office of Director 05/05/13 Ip, 30443-120- 

30443-128. 

8505240(^7 LER 85-003 00 on 05041 3, ESF equipment actuated Inadvortonlly whilo 
testing Caused by electrician shorting circuit w/tool. Tools for procedure will bo oroo- 
arly Insulated to prevent short clfcuils,W/e50513 Hr. ' 

° ' MCDONALD, RP Alabama Power Co 85/05/13 2pp 30562 174- 

30562 175 

8505240352 LER 06 004-00 on 85041 S.bolh doors of containment auxiliary air lock dis- 
j 1 improperly exiling containment through 

airlock Caution tag placed on interior door of air lock to prevent recurrence W/G50516 

WOODA^RD.JD„ MCDONALD,R.P. Alabama Power Co. 85/06/16. 3pp. 30562-262- 

DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 

A, Appllcatlon/constructlon stage documenta 5i correspondence 

8505200001 Further respor^se to FOIA request that records re 15 iisiGrf FIM nines 
fI™ M ^ 2^"® in PDnVoVew Snulng 

SHOLLY.SC, Union® o. Con- 

o, cere Mo, . 

^^^SOBOMOeMsSsIre (P“k'81t005) FIN A-3711-3 83/01/ 

^4p^M3:233-305TO!24'i ''"^B'atlon (post 81,005). FIN A-3711-3 83/06/ 
" M«fAoddln?^S“ESSA&XA.LImOT^^^^^^^ Evaluajlon o, Coro 

concur?a®i4es1rom1?El',biMSS,fE,T^o1) |™eS?OT ® 

DENTON |•l4^”''•^ESSAR a FNP*!^ Evaluation o( Core 
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•‘B-505200064 Forwards technical assistance project, “Safety Evaluation o1 Coro Molt 
Accidents GESSAR FDAXtmerick OU & FNP.” for review & concirrrenco W/o end 
GRENIER, BL Planning S Program Anatysis Staff FIN A 3711 82711/23 HAYES.M 
Offico of Nuclear RoguTatory Research, Director MUIR, A P Director’s Office, Office of 
PrspeclBon and Enforcement EVANS.J Office of Nuclear Material Safety & 
Safeguards, Director 9pp 30503 164 30503 172 

-8505200069 Forwards project doscriptiva summary, draft statement of work & interofc 
concurrencos (or, “Safety Evaluation of Core Moll Accidents Casework Reviews for 
Llrrienck, GESSAR & FNP " 

DENTON, H R Office of Nuclear Reactor Regulation, Director FIN A-371 1 02712/10 
BECKWITH,C NRC - No Detailed Affiliation Given 9pp 30503 173 30503 181 

-6505200004 Forwards unexecuted std order for DOE work for “Safely Evaluation of 
Core Welt Accidents GESSAR FDA.Limerick OL & FNP-ML " 

MATTSON, R J Division of Systems Intogralion (post 611005} FIN A^371 1 02712/30 
OGEKA,GJ Energy, Dept of 6pp 30503 196 30503 201 

-B505200096 Forwards sId order for DOE Work 20 83 209 for FIN A-371 1. ‘ Safety 
EvaluatFon of Coro Melt Accidents GESSAR-FDA, Limerick OL & FNP-ML " 

OQEKA.GJ Energy, Dept of FfNA*3711 83/01711 DANDOIS.D B Divjslon of Ac 
counling & Finance 1 p 30503 202-30503 202 

-8505200133 Requests reprogramming of listed FY03 funds duo to changes In sched 
ule of severe accident activities Rovisod project Identification summary end 
BOYD,SM Division of Systems Integration (post 611005) FIN B 8635 83/07/26 
PUNCHES, J Pranning & Program Analysis Staff lOpp 30503 219 3 0503 232 

-8505280173 Forwards unexecuted std order for DOE work.authorizing transfer of funds 
from FIN A 3346. '■Conlalnment Sys Case Reviews” to FIN A 3711, “Safely Evalira 
tion o1 Coro-Moll AccStfenls GESSAR FDA, Limerick & FNP" 

MATTSON.R J Division of Systems fntogration (post 811005) FIN A 3346 83708/26 
OGEKA.G J Energy, Dopt of 3pp 30503 242-30503 244 

-6505200260 Forwards executed std order for DOE work for FIN A 3711, "Safely Eval 
uaUon of Core Melt Accidents Casework Reviews for GESSAR,Limenck & FNP 
OGEKA.G J, Energy, Dept of FIN A 3711 03/06/26 DANDOIS,DB Ofheo of Re- 
source Management, Director Ip 30503 245 30503 245 

-8505200220 ExGCUtod std order for DOE work “Safety Evaluation of Coro Molt 
Acclcferkts Casework Reviews for GESSAR.Lim©rick,FNP,” issued lo DNL 
MATTSON.R J Division of Systems Intograkon (post 611005) OGEKA.QJ Brookha 
ven National Laboratory FIN A-371 1-3 83/0B/O8 Ip 30503 246 30503 246 

-850520(1233 Forwards executed std order for DOE work for FIN A 3346, "Safoly Eval 
ualion of Coro Molt Accidents GESSAR FDA, Limerick OL & FNP-ML 
OGEKA,GJ Energy. Dopt of FIN A 3346 83/09/14 DANDOIS.D B Oflico of Ro 
source Management, Director Ip 30503 247-30503 247 

-8505200251 Exocutod std order for DOE work “Safety Evaluation of Coro Molt 
Accidonls GESSAR-FDA, Limerick OL, FNP-ML," Issued lo BNL 
MATTSON.R J Division of Systems Inlograllon (post 611005) OGEKA.G J BrooMia- 
van National Laboratory FINA.3711 83^6/25 fopp 30503 248-30 503 257, 

-850B200276 Forwards unexecuted std ortfor for DOE work for FIN A-371 1, “Safely 
Evaluation of Coro Molt Accidents Casework Revlows for GESSAR, Limorick & FNP 
MATTSON.R J Division of Systems InleGralion (post 611005) FIN A 3711. 03/11701 
OGEKAQ,J Enorgy, Dop! of 6pp 30503 263 30503 267 

-8505200207 Forwards std order for DOE work for FIN A 3711, "Sofoty EvaJuation of 
Core Molt Accidonls QESSAR-FDA,Umorick-OL & FNP ML” 

OGEKA,GJ Energy, Dopt of FIN A-371 1 63/11/16 DANDOIS.D 8 Office of Re- 
source Management, Director Ip 30503''268 30503 266 

-8505200298 Exocutod std order for DOE work “Safety Evaluation of Coro Moll 
Accidonls GESSAR-FDA.LImorjck OL, FNP-ML," issued to BNL 
MATTSON.R J Division of Systems Inlograllon (post 011005) OQEKA.GJ BrooWia- 
ven National Laboratory FIN A-3711 4 03/11/16. 13pp 30503.269-30 503 281 

..8505200305 Forwards unexecuted std order for DOE work for FIN A-3711, “Safety 
Evaluation of Coro Molt AccidonIS'QESSAR FDA, Limortek OL & FNP-ML,*’ aulho/iring 
Incro mental funding to continue work 

MATTSON.R J Division of Systems Intogration (post 011005) FIN A-3711 04/01/16 
OGEKA,G J, Enorgy, Dept of 2pp 30503 202-30503 283 

-B5052Q0326 “Safely Evaluation of Coro Melt Accident GESSAR FDA, Llmerick- 
OL, FNP-ML,” monthly highlights for Jan 1004 

KATO.W.Y Brookhaven National Laboralory FIN A 3711 64/02/13 CARTER, J L 
Reactor Sysloms Branch 6pp 30503 200-30503 295. 

.-8505200336 “Safety Evaluation of Coro Moil Accidents GESSAR FDA, Llmorlcfc- 
OL, FNP-ML,” monthly highligitis for Jan 1983 

PRATT.WT. Brookhaven National Laboratory. FIN A'3711 83/01/31 MEYER.J F. 
Reactor Systems Branch, 2pp. 30603 296-30563 297 

-8505200345 “Safely Evaluation of Core Moll Accidents GESSAR FDA, Limerick* 
OL,FNP-ML.” monthly highlighls for Feb 1989, 

PRATT, WT. Brookhaven National Laboratory FIN A-3711 83/02/28 MEVERJ F 
Reaefor Systems Branch 2pp 30 5 03 ’268-3 05 63 299 

-8565200356 “Safely Evaluation of Core Mell Accidents, GESSAR-FDA, Limerick- 
OL, FNP-ML,” monthly highlighls for Mar 1983 

PRATT.WT Brookhaven Nalional Laboratory FIN A 3711 83/03/31 MeYEn,J F 
Reaefor Systems Branch. 2pp 30503 300-30503 301, 

-8505208385 "Safety Evaluation of Core Moll Accldenia GESSAR-FDA, Limerick- 
OL, FNP-ML,” monthly highlights lor Apr 1983. 

PRATT.WT. Brookhaven National Laboratory. FIN A 3711. 83/04/30 MEVERJ F 
Reader Systems Branch 3pp 3 05 03 ‘302*305 03 304 

-8505208372 "Safely Evaluation of Core Melt Accidents GESSAR-FDA, Limerick- 
OL. FNP-ML,” modhly highlights for May 1 983. . , ^ 

PRATT.WT Brookhaven Nalional Laboralory FIN A 3711. 83/05/31 MEVERJ F. 
Reaefor Sysfoms Branch. 3pp 30503 305 30503 307 

-8565208377 “Safety Evaluation of Coro Melt Accidents GESSAR-FDA, Llmerfck- 
OL, FNP-ML,*’ monthly hightighta for June 1683. 

PRATT.WT Brookhaven Nalional Laboratory FIN A-3711 83/06/30, MEYER, J.F 
Reaefor Sysfems Branch 3pp. 30503:308-30503 310. 


-8505200361 "Safety Evafualron of Coro Wall Accidents GESSAR-FDA. Limerick 
OL, FNP-ML," monthly highlights for Jul 1683 

PRATT ,WT Brookhaven mlional Laboratory FfN A-3711 83/07/31 MEYER.J F 
Reactor Systems Branch 3pp 30503 311-30503 313 

-8505200396 "Safety Evaluation of Coro Mell Accidents GESSAR-FDA, Limerick- 
OL, FNP-ML," monthly highlights for Aug 1983 

PRATT.WT Brookhaven National Lahore lory FIN A 3711 63/08/31 MEYER.J F 
Reactor Systems Branch 2pp 36503 314-30503 315 

-8505200403 "’Safely Evaluation of Core Melt Accidents GESSAR-FDA, Limerick 
OL, FNP-ML," monihly highlights for Sepf 1983 

PRATT.WT Brookhavon National Laboratory FIN A-3711 63/09/30 CARTER J L 
Roaclor Systems Branch 2pp 30503 316 30503 317 

' 8605200410 "^Gafely Evaluation of Core Melt Accidents GESSAR-FO A, Limorfck 
OL.PNP-ML." monthly hlghPights for Oct 1083 

PRATT.WT Brookha von National Laboratory FIN A-3711 83/10/31 CARTER ,J L 
Roaclor Systems Branch 2pp 30503 318 30503 319 

• 8505200419 “Safety Evaluallon of Core Melt Accidents GESSAR-FDA, Limerick- 
OL, FNP-ML," monihly highlights for Nov 1983 

PRATT.WT Brookhaven National Laborato^ FIN A-3711 B3/11/30 CARTER, J L 
Reactor Systems Branch 3pp 30503 320 30503 322 

-8605200430 “Safety Evaluation of Coro Melt Accidents GESSAR-FDA, LlmoncX 
OL,FNP-ML,’’ monihly highlights for Dec 1683 

PRATT.WT Brookhaven National Laboralory RNA3711 63/12/31 CARTER J L 
Reactor Systems Branch 3pp 30503 323 3-0503 326 

850S200066 Partial responsa to FOfA requost for documents produced under contract 
to NRC on reviews of PR As for listed plants Forwards App A decumenis Search con 
linufnq for addi records 

FELTON, JM Owlsioftof Rules and Records 84/f0/15 SHOLLY.SC Union of Con 
cernod Sclenlista 12pp 30830 001 30630 150 

-82022306S8 Forwards results of IlmiLed review of probabilistic risk 
assessment Concerns which should be addressed by thorough review include reactor 
core isolation cooling capabilily & ox-cluslon of vapor suppression sys from event 
trees 

BEHNERO.R M Division of Risk Analysis & Oporalions (post 840429), 62/02/02 
HANAUER.S H Division of Human Factors Safely. 24pp 30631 027-30631,050 

-8302170122 Summary of 821117 & 1216 moolings w/ORNL & BNL In Bethosda, MD 
ro facility PRA assessmonkphanomanological accident progression & containment 
loading areas Allondanco lists & prosontatlons end 

HARDIN, WB Reactor Syslems Branch 03/01/27 SHERON.B W Reactor Systems 
Branch 146pp 30631 205 30631 347 

-8306150066 Forwards source terms for severe accidents due to internal events & "As 
sossmoni of Fission Product Transport Processes Appllcablo lo Limerick PRA“ Com 
menls requested by 830 B1 5 

MITCH Ell J Accident Evaluallon Branch 63/00/03 HULMAN.L G Accident E value 
tion Branch lOpp 3Q632 032 30632,061 

-B308160D70 "AssossmeAl of Fission Product Transport Pracossos Appllcablo lo LIm 
6rlcK PRA ** 

POSTMA.A K . PASEDAG.WF NRC ' No Dolailed Affilralion Givon 93/02/17 40pp 
30632 042 30632 081 

-6309220260 Provides significant conclusions of proliminary rovoow & evaluation ol Apr 
1083 severe accidonl risk asses smont repl Evaluallon of gootochnlcal engineering & 
structural fragilily aspects end. 

LEAR,G Structural & Geotechnical Engineering Branch 03/09/12 JACKSON, R Geo 
sciences Branch 35pp 30632 082-30632110 

-8310110473 Forwards "Review of Seismic Hazard & Fragility in Limerick Qenoraling 
Station Severe Accident Risk Assessment" Spocilic rocommendallons for improve- 
ment & vorificallon end 

KNIGHT, J.P Assistant OIroctor for Comp & SIruc lures Engineering (Post 630201) 
83/09/23 ROWSOME.F Assistant Dlreolor for Technology Review 2pp 30632 117- 
30632110 

-8310110477 "Revievir of Seismic Hazard & Fraglfity in Limorick Generating Station 
Severo Accident Risk Assossmonl “ 

• Division of Engineering 83/09/23 75pp 67005 232 67005 306 

-8310160063 Forwards list of seismic & tiro sequence classes & oslimated froquoncy 
more rep/esenlallvo of plant for OES Ilian Info from WASH-1400 Sequence or values 
not expected to change signilicanlly In near future 

THADANI.A, Heiiabilny & Risk Assessmont Branch 83/10/06 HULMANJ Accldonl 
Evaluallon Branch 4pp 30632 ‘104 -30632 107 

-8312120007 Forwards plan for documenlation & filirtn hearing loslimony on risk & dis- 
cusses problems v^/OES suppi re edktonal changes & policy problems w/hearing lesli 
mony on risk 

SPElS.TP. Division of Safety Technology 83/11/17 EISENHUT.DG Division of Li 
censing CHRISTENS UR Y,E Office of ttio Executive Legal Director MATTSON.R J 
Division of Systems Iniogration (post 811005) 7pp 67076 1 50 67075,156. 

-8403300215 Forwards proposed rovs lo DES & answers to comments In utif 840206 
Itr, Results emphasize uncertainty w/calculatlons of seismic hazard used In severe ac 
clcfoul 9SS03&m0J)) 

JACKSON, R E. Geosciences Branch 84/03/16 HULMAN,J Accident Evaluallon 
Branch 6pp. 30632 260-30632,294 

-8409080318 Forwards commenls on seismic related Issues in May 1984 draft ol 
‘"Review Insights on PRA.LImorlckGoneralfng Station," 

REITER.L Geosdonces Branch 84/08/04. THADANI.A RGliabilily & Risk Assess 
meni Braach 4pp 30631.350 30831.353 

-8605280544 Forwards RD Campbell of Structural Moohanics Assoc, Inc 830711 Hr lo J 
Reed ol JR Benjamin & Assoc, Inc ro PRA review meoting on 830708 
MARTIN, fl. NRC - No Delalled Aflillation Given. 63/07/25 REITER.L , CHOKSHI.N , 
PEARRINGJ. NRC - No Detaifed Affilialfon Given, 6pp 00631 359 30632,001. 
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- 650^5200552 Forwards util 830727 Hr forwarding addl info rasulling from 830708 meol- 
irq ai Structural Mechanics Assoc, Inc re severe accideni ri&k assessment 
MARTIN, R NRC • No Delaifed Affiliation Given 83/07/29 RBTER.L, IBRAHIM, A. 
CHOKSHI.N NRC - No Delailed Affiliation Given 1p 30632 00240632 031. 

- 6505290084 Forwards ‘ Proposed Research Program on Prgsion Product Transport 
Program Limerck Plant Analyses Task Proposal expands ©»sling conlract to cover 
analyses of fission producl release to environ 

GIESEKE,JA, SEWELL, HM Battelle Memorial Institute, Columbus Laboralorlos 847 
01/25 JANKOWSKI, M Fuel Behavior Branch Ip, 30632 247 30632 247 

-8S 05 290089 ’‘Proposed Research Program on fission Product Transport Program - 
Limerick Plant Analyses Task'* Presentation ontilled, •"Background to BNL Fisslon 
Product Source Term Cnlcula lions for Limerick," presented on 840209 end 
‘ Qaltelle Memorial Institute, Columbus Laboratories 84/01725 3Bpp 30632 246- 
30632.285 

.-8505290116 Comments on several draft repls re containmenl/source term/ conse 

a uence calculations by BNLRepla described as WASH4400 base case Calculations 
0 not reflect any new source term info Re evaluation appropriate ' 

BERNERO.R M Accident Source Term Program Office 83/09/12 MATTSON, R Divi 
slon of Syslems Integration (post 811005) 3pp 30632 295 30632 297 

“8505290305 Advpses that listed responses to 840615 Itr complied In preparalioh for 
discussions w/NflC at 840724 meeling, including questions re prFmaiy containment 

R rossure limit Containment venting diagram end 
ELWIQ.D R Affiliation Not Assigned 84/07717 NRC - No Detailed Affilialioh Given 
iipp 30633 070-30633 086 

050520056 S Further response to FOIA request for NRR assessment & all reviews &/or 
comments re integralod program developed to outline near-term OL worWoad,per 
EDO 840625 memo Forwards App A documents Memo from EDO to Palfadino not 
found 

FELTON, J M Dm slon of Rules and Records. 84/10/19. ADATO.M Union of Con- 
cerned Sc lenlials 4pp 30525 001-30525 007. 


8565010430 Ack receipt of 850311 Itr pning RL Anthony & Friends of the Earlh 2 206 
petition re allornalive of sheltering during emergency at plant Ltr will be treated as 
suppi to petition 

OENTON.hr Office of Nuclear Reactor Regulation, Director 85704/23 
ROMANO.F R Air and Water Pollution Patrol 6pp 30099 299-30099 304 


8505030245 Forwards SALP repl for Dec 1983 Nov 1984 Meeting held on 860312 to 
discuss results .including weaKnesses in preservice insp program & fire protection/ 
housekeeping List of attendees also end 

MURLEY.TE Region 1, Office of Director 85704/26 DALTROFF.S L Philadelphia 
Electric Co 6pp 30125 032-30125 099 


8505200516 Forwards public version of revised emergency plan implemenli^ 
procedurea.includJng Rev 4 to EP-106, "Written Summary Nolification" & Rev 3 to EP- 
120, "Silo Emergency Coordinator" W/850508 reloaso memo 
DALTROFF.S L Philadelphia Electric Co 85/04/30 MURLEYJ E Region 1, Office of 
DireclOf 7pp 30502 126-30502 269 


--6505200521 Public version of revised emergency plan implementing 
procedures.mcluding Rev 4 to EP-106 "Written Summary Nolificalion," Rev 3 to EP- 
120 "Site Emergency Coordinator" & Rev 5 to EP-203 "tmorgoncy Operations Facili- 
ty " 

' Philadelphia Electric Go 85/04/30 137pp 30502 133-30502 269 


8505220007 Forwards Enforcement Conference Rapt 50 352/85-15 on 650311 discuss- 
ing violations Identifisd during 850204*08 insp & documented in Insp Rept 50 352/65- 

MARTIN.TT Region 1, Office of Director 85/04/30 DALTROFF.S L Philadelphia 
EfecIricCo 2pp 30526 354-30526 350 


“850S2200S9 Enforcoment Conference Rept 50 352785-15 on 050311 Major eroas 
discussed violations & NRC concerns Identified during 850204 08 insp re licensee mgt 
& implemontation of physical socunty program 

RAILEY.RJ, KEIMIG.RR Region 1, Office of Director 85/04/26 3pp 30526 356- 
30526358 


■B4O726O390 Advises that integraled schedules for listed plants developed in accord- 
ance w/e40525 memo Finalized & approved schedules will become part of monthly 
rept 

ElSENHUT^DG Division of Licensing. 84/06/20 Region 1, Office of Director 169pp 
30525 165 30625 332 

‘8605210196 Requests assistance in ensuring that end plant status repts accurate & 
provide adequate basis tar development of near- term OL mgt plans Response re- 
quested by 840501 

OENTON.HR Office of Nuclear fleaclor Regulation^ Director. 84/04/26 Region 1, 
Office of DIreclor 79pp, 3052^ 098 30526 1 73 


8505100487 Summary of 850422 meeting w/util in Bothosda.MD re achieving redundan- 
cy fn remote shuldovm sys Principal topic of discussion was indication provided for 
RHR SVC water pump discharge pressure Meeting handouts end 
MARTIN, RE Licensing Branch 2 85/05/01 Licensing Branch 2 20pp 30270 307- 
30270,326 

8506070116 Rev 0 to Emergency Plan Implemonting Procedure EP-333, "Adjuslmonl of 
Wide Range Gas Monitor Conversion Factors " W/050502 Hr. 

DALTROFF.S L Philadelphia EledricCo 65/06/02 MURLEY.TE. Region 1, Office of 
Director lOpp 30171 005-30171 023 


*’0605210221 Forwards OL review mg1 rept for Aug 1084 re status of plants Markup of 
end rept requested by 841005, 

ElSENHUT.DG Division of Licensing 84/09/24. Region 1, Office of Director 120pp 
30526- 177-30526 320 

“8505210133 Forwards OL review mgt rept for Jul 1984 re status of plants Markup of 
end rept requosled by 840815 

EfSENHUT.DG Division of Licensing 84707/30 Region 1, Office of Director 128pp 
30525 333 30526 097 


F. Security, medical, emergency a fire prolecilon plans 


8605150548 Forwards public version of revised emergency plan implementing 
procedures.induding Rev 3 to EP- 101 re classification of emergency 8 Rev 8 to EP- 
102 re unusual event rosponsoW/BSOSOa ref ease memo 

DALTROFF.S L Phifadelpbia Electric Co 85/01/11. MURLEYJ.E Region % Office of 
DIreclor SCHWENCER.A Licensing Branch 2 8pp 30432 005 30433 276 

“85051 50550 Public version of revised emergency plan fmplemonling 

procodu res, including Rev 3 to EP-101 re classification or emorgency.Rev 6 to EP-103 
re urtusual event response & Rev 6 1o EP-102 re aferl response 

* Philadelphia Elec irfc Co 85701/11 623pp 30432 014-30433 276 

8504 1601 19 Rev 13 to emergency plan. 

* Philadelphia Eledric Co 85/03/31. 728pp 29803.163-26805 170. 

8SD51 70527 Forwards public version of revised emergency plan Implementing 

procedures.Fnduding Rev 6 to EP-110, "Personnel Assembly & Accountability" & Rev 
5 to EA-230, "Chemistry Sampling & Analysis Team " W/050500 release memo 
DALTROFF.S.L Philadelphia Efeclnc Co 85/04/12, MURLEY,T E Region 1. Office of 
Director SCHWENCER.A Licensing Branch 2 7pp 30478.057-30478 228. 

“8505170535 Public version of revised emergency plan implemonting 

procedures,includl/ig Rev 6 to EP-ilO, "Personnel Assembly 8 Accountability" & Rev 
5 to EP-230, "Cfiamlslry Sampling & Analysis Team." 

* Philadelphia Electric Co 85/03714. IfiBpp 30478.063-30478 228 

8505170544 Forwards public version of revised emergency pJan implementing 

procadures.lncluding Rev 4 to EP-101 re classification of emergencies 8 Rev 2 to EP- 
211 re field survey group.W/fl 50508 refease memo, 

DALTROFF.S L. PhiladBiphIa Electric Co 85/04/15 MURLEY.TE. Region 1. Office of 
DIreclor SCHWENCER.A Licensing Branch 2. 6pp, 30470.092-30479.169. 


“0505170553 Public version of revised emergency plan Implemonting 
pfc!cadures,includln 9 Rev 4 to EP-101 ro classification of emergencies & Rev 2 lo EP- 
211 ro fioltf survey group. 

* Philadelphia Electric Co, 85/03/25. e2pp 30479 098-30479.159. 

8505230430 Forwards public version of revised emergency plan Implementing 
pr<?cedufes,(ndudinfl Rev 8 to EP.102 ro unusual avenl lesponse & Rev 9 lo EP-103 
re alert response JM Felton 650S1 5 release memo end. 

DALTROFF^S L. Philadelphia Eiectno Co 8S/04722. MURLEY.TE Region 1, Office of 
DIreclor, SCHW6NCERA Licensing Branch 2 7pp 30546.001 -30648.186. 


-8505230450 Public version of revised emergency plan implementing 
proceduresjncluding Rev 8 to EP-102 re unusual event response, Rev 9 lo EP-103 re 
alert response & Rev 9 lo EP-t04 re slle emergency response. 

* PhlladelphlaElectriicCe. 85/04/22 183pp 3054 6. 007-3 0546; 186. 


850530008B Forwards pubifc version of revised emergency plan Imp lemon ting 
procedured,includlng Rev 5 to EP'270 re emergency operations facility phone list & 
Rev 6 lo EP-201 re staffing aunmenlalton W/e6061 7 release memo 
DALTROFF.S L Philadelphia Boclric Co 85/05/07 MURLEY.TE Region 1. Office of 
Director 7pp 30659 267-30659 206 

“8505300096 Pubife version of revised emergency plan implemenling 
pro edures, Including Rov 5 to EP279 ro emergency operations facility phone list, Rev 
2 tc EP-306 re evacuation of Info ctr & Rev 6 to EP-291 re staffing augmentation 
* Phifadofphia Efedric Co 85/05/07 23pp 30659’274-30659 296 

8505230228 Forwards documents re emergency planning among applicanLNRC 
staff, Commonwealth of PA & other govt agencies per ASL8 820601 order Related 
correspondence 

CULLEN.E.J. Philadorphfa Electric Co #285 954 85/05/08 ZITZER.P Limerick Ecol- 
ogy Action 300pp. 30550.001 •30550’293 

8505200657 Forwards FEMA 850327,14 & 0409 Hrs.rept of 850307 romedial exercise 
at Gralerford prison & summary of remaining ofisite deffcioncios in emergency plan- 
ning Sc preparedness Coordination w/state & local govts requested 
BUTLER, E G Licensing Branch 2 85/05/09, BAUER.E G Philadelphia Efoctric Co 
5pp 30501.203 30501 207 

“8605010330 Discusses 850307 remedial exercise at Graterford Stale Correctional In- 
stitution In support of facility Portion of Category A deficiencies cited on 640725 cor- 
rected ' 

KRIMM.RW, Fedoraf Emergency Management Agency 85/03/27 JORDAN, EL Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 4pp 
67829 342-67829.345. 

8506210441 Forwards comments on draft full power License NPF-19, including pro- 
posed changes to listed license conditions re reactor core power levels, pump & valve 
Inservico testing program, fire protection program & Generic Ltr 83-28 
KEMPER, JS Philadelphia Electric Co 85/05/17 BUTLER, WR Licensing Branch 2 
5pp 30499 305-30499.309 

8505240171 Ack receipt of 850305 Itr Informing NRC of steps taken to correct violaiions 
noted In Insp Repl 50 352/84-64 Corrective actions clanffed in 850409 telcon re 
□osting written security orders 

EeNETER.SD Region 1, Office of Director. 85/05/17 DALTROFF.S L Philadelphia 
Electric Co. 2pp 30555.026-30555 028, 

“6505240176 Responds to NRC 650121 Hr re violations noted in Insp Rept 50-352/64- 
64 Corrective actions withheld (ref 10CFR9, 5,73.21 & 2 790) 

DALTROFF.S.L. Philadelphia Eleciric Co. 05/03/05 MARTIN,! T Region 1, Oflice of 
DIreclor. 2pp 30555027-30555:028 

0506220024 Forwards 850516 motion & 860520 suppi to motion for stay of ASLB third 
partial initial decision on offsite emergency plannlng.authorizlng Issuance of full power 
OL Commission consideration requested. 

ZITZERpP, Limerick Ecology Action #285 083. 85/05/20 CHILK,SJ Office of the 
Secretary of the Commission Ip 30516:281-30518 309 

“05OS22OO33 Motion for stay of ASLB order authorizing Issuance of full power OL for 
iacility.Proposed evacuation plans do not provide reasonable assurance of implemen- 
latlon of protective measures fn emergency.W/Certificate of Svc. 

ZITZER.P, Limerick Ecology Action 85/05/16 Atomic Safety and Licensing Appeal 
Parcel 20pp, 30518 2B2-30518‘301, 
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0506280384 Forwards 850418 & 25 draft “FEMA Region IN Exercise Evaluation Rept," 
of 050410 & 22 remedial exercises, respectively 

KRIMM.RW Federal Emergency Management Agency 85/05/21 JORDAN.EL Oivi 
Sion of Emergency Preparedness & Engineering Response (Post 830103) 3pp 
30573 003 30573 054 

>•850 5280388 Draft “FEMA Region III Exorcise Evaluation Ropl'* for 050410 exercise 
’ Federal Emergency Management Agency 85/04/18 37pp 30573 008*30573 042 

-8506280390 Draft "FEMA Region III Exercise Evaluation Rept" for 850422 exercise 
* Federal Emergency Management Agency 05/04/25 12pp 30573 043 30573 054 


6605130258 Order extending tirno until 850522 for replies to Anthony/ Friends of the 
Earth 850430 petition to reopen record on basis of new info in ubl semiannual efriuent 
release rent did Feb 1985 Sve failure peDlion cited Served on 850509 
KOYT.H F Atomic Safety and Licensing Board Panel 7/235 930 05/05/00 Anthony. 
R L 2pp 30274 017-30274 018 

8505230220 Fonvards documents re emergency plannirig omong applicant, NR C 
staff.Commonwealth of PA & other govt agencres per ASLB 820601 order Related 
correspondence 

CULLEN.EJ Philadelphia Electric Co //285 954 85/05/08 ZIT2ER.P Limerick Ecol 
ogy Action 300pp 30550 001-30550 293 


6505300147 Forwards RW Krimm 850521 memo ro FEMA finding on offsite emergency 
plennlno & preparedness Staff will provide two FEMA remedial evalualton 
repia/Gferenced in memo, to ASLB & parties Related correspondence 
HASSELt.DF Hearing Branch 2 #285 183 85/05/22 HOYT.HF, HARBOUR.J , 
COLE.R F Atomic Safely and Licensing Board Panel 5pp 30622,172-30622 176 

85862901 07 Corrects chronology of required (mprovernents re five human engineering 
discrepancies from control room design review final rept & SuppI 1 to final rept 
KEMPBR,J S Philadelphia Electric Co 85/05/24 BUTLER, W R Licensing Branch 2 
3pp 30509-210*30599 21 2 


G Adjudicatory correspondence 

8505020002 Requests that util be forbidden to tost/operate turbine generator, based on 
deficiencies & violations noted in Insp Ropla 50 352/85-03,60 352/85 06 & 50-352/ 
65*14 Related correspondence 

ANTHONY.R L Anthony. R L ANTHONY.R L Friends of the Earth #285 786 05/04/ 
27. THOMPSON.H L Division of Licensing Ip. 30106 243-30106-246 

8606010450 Forwards response to 650418 appeal & 850416 supplemental petition of 
Graterford Inmates.per ASLB 850410 order W/o end Related correspondence 
OTTO.T.Q Pennsylvania, Commonwealth of #285 774 65/04/29 KOHL.C N Atomic 
Safely and Licensing Appeal Panel ip 30092; 116*30092 116 

850S020216 Pelitlon to order util to make comploto environ study of proposed changes 
fn Delaware River Basin Compact & to issue stay 

ANTHONY.R L Friends of the Earth ANTHONY, fl L Anthony, R L #285 708 05/04/ 

29 {<OHL,C H , EDLES,G J , GOTCHY.R L Atomic Safety and Licensing Board Panel 
2pp, 30106,356*30106 359. 

8B05OTO456 Response opposing Qratorford Inmates 850416 appeal & 850416 sopplo- 
monial po!i 1 ion,p 0 r ASLA0 850423 order Proposed contentions lale-filod & lack spoci- 
ficity & basis 

OTTOrT G , FERKIN,H.G. Pennsylvania, Commonwealth of #265 778 85/04/30. 
Atomic Safety and Licensing Appeal Panel 13pp 30092 079 30092 091 

8505010521 Brief in opposition to Graterford prisoners appeal from ASLB order denying 
conlenlions & applicant answer to Graterford prisoners supplemental petition for 
review Certificate of Sve end, 

RADER, H M Philadelphia Electric Co RADER, R M Connor & Wetlorhahn #285 769. 
65/04/30. KOHL,CN, EDLES.G.J , GOTCHY.R.L. Atomic Safety and Licensing 
Appeal Panel 30pp 30090-292*30090 330 

650S 070374 Brief in rosponso to Graterford Inmates 850416 suppfemonlal petition for 
review of ASLAB order dismissing petition for directed certification & 850400 notice of 
appeal from ASLB memorandum & order W/Corliflcate of Sve 
HASSELUD.F Hearing Branch 2 #285 877 85/04/30 Atomic Safely and Licensing 
Appeal Panol, 3Bpp 30176 265 30176 302 

8505070586 Potillon to reopen record on basis of new info in applicant Feb 1985 semi- 
annual effluent release rept ASLB should Institute hearings to detormino adequate 
sids & methods & to order slay of low power testing 

ANTHONY.R L. Anthony, B.L ANTHONY,R L Friends of the Earth #285 889 85/04/ 

30 Atomic Safely and Licensing Board Panel Ip 30203 199 30203 199 

8606020225 Decision ALAB*806 reversing ASLB 650322 oral ruling denying request of 
Graterford Inmates to submit revised contentions & 8504 12 memorandum & order dis- 
mlBsing contentions Inmates reinstated as party lo proceeding Served on 050501. 
SHOEMAKER.C J Atomic Safely and Licensing Appeal Panol #285 780 65/05/01 
19pp, 30106.248*30106 206 


S50S 130107 Forwards polition to reopen record on basis of new info in util semiannual 
effluent release rept Duo to failure of sve, replies extendod until Q50222 Expeditious 
SVC on all parties & placement pn PDR requested Served on 850510 
HOYT.HF Atomic Safety and Licensing Board Pane) #285 930 85/05/09 

CLEMENTS.W L Docketing & Services Branch Ip 30274 214*30274 215 

06OS14O4OB Order granting applicant 850207 motion for exemption from requlremonts 
of 10CFR50 47(a) & (b) for period of lime any potential contonlions of remaming parly 
considered by ASLB Served on 850510 

HOYT.HF Atomic Safety and Licensing Board Panol #285 963 85/05/09 PhiladeJ 
phia Electric Co 9pp 30375 149-30375 157 

8505160068 Forwards 850427 Ur as further evidence to support 841223 & 850225 poti 
tions requesting issuance of show cause order to initlato proceedings lo revoke Li 
conse NPF-27 W/o end 

ANTHONY.R L Friends of the Earth ANTHONY.R L Anthony, R L #286 01 3 85/05/ 

09 DENTON, HR Office of Nuclear Roaclor Regulation, Director Ip 30429 080 
30429 080 

8505 160011 Motion appealing third Partial Initial Decision LBP-85-14 re olfsito omorgon 
cy planning Appeal based on ASLB failure to consider congestion & potential block- 
ages In Valley Forge Park & King of Prussia, PA areas 

ANTHONY, R L Anthony, R L ANTHONY.R L Friends of the Earlh #285 012 85/05/ 

10 Atomic Safety and Licensing Appeal Panel Ip 30429 074 30420 074 

8505160003 Proposed revised conlenlions re radiological emergency response plan, per 
ASLAB 850501 docision.Pfan gives no reasonable assurance that inmales will bo pro 
tec ted Certificate of Sve end 

LOVE, A R Monlnomery County Legal Aid So/vIce LOVE, A, R Graterford Prisonofs 
#205 093 05/06/14 Atomic safety and Licensing Board Panel 21 pp 30398 116 
30308 136 


6505160001 Requests that Commission dispense w/lOday comment period or advise 
parties that comments fiiod per ASLB 850500 order will bo considered in connection 
w/immodiato effectiveness determination lo avoid dofay In full power ilcensing 
CONNER, TB Connor & Wolte/hahn CONNER, TB Philadelphia Etocinc Co #265 
010 05/05/14 CHILK.SJ Office of Iho Secretary of iho Commission 3pp 
30429 081*30429 083 


6505210002 Responds to ALAB 850500 order re 850430 petilion to reopen record on 
util Effluent Release Rept 1 & applicant answer to 050507 petition ASL0 notified that 
B Molholl secured to testify re health consequences of radiation exposure 
ANTHONY.R L Anthony, R.L ANTHONY.R L Friends ofthe Earth #285 060 85/05/ 
14 Ip 30403 306*30493 306 

8505210006 Notfee of appeal ro ASLB 050507 third partial inllfal decision on offsMo 
emergency planning & all p/ovfous emergency planning orders Certlficajo of Sve onci 
ZITZER.P, Limerick Ecology Action #285 056 85/05/15. Atomic Safety and Licens* 
fng Appeal Panel 3pp 30494 059 30494-061. 

8505200342 Motion for stay of ASLB third partial initial decision on olfsito omergoncy 

B lanning authorizing issuance of futi power OL Record does not support ASLB predic 
VO finding re public protection bypropoBod plans Certificate of Sve end. 

ZITZER.P Limerick Ecology Action #285 044 85/05/16 Atomic Safoty and LIcona* 
Ing Appeal Pane) 20pp 30466 083*30466-102 

8505210007 Response opposing ASLB 050509 order granting applicant motion for ex- 
emption from 10CFR50 47(a) & (b) ro evacuation plans for Graterford Inmates 
ANTHONY.R L Friends of the Earth ANTHONY, R.L Anthony. R L #205 073 05/05/ 
16 Atomic Safety and Licensing Board Panel Ip 30404 05B-30404 058 


8505070477 Corroclion to 850429 petition re changes In Defawaro River Basin 
Compact.Correcilon changes Paragraph 3 

ANTHONY.R U Friends of the Earth. ANTHONY.R L Anthony, R.L #285 890 85/05/ 
01. Atomic Safely and Licensing Appeal Pane). Ip, 30203-260 30203*260. 

6506060460 Memorandum & order dismissing RU Anlhony/Friends of tho Earth 850429 
palition for stay & relief of util application for OL Issue should be addressed to 
NRR, Served on 850603 

SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel #285 840 85/05/02 
ANTHONY.R L Anthony, R L ANTHONY.R.L Friends of the Earth 3pp 30164.313- 
30164 315. 


8505210249 Responds to 850514 request for immediate commencement of Commis- 
sion offectivoness review, due to ASLB 650609 order. Based on Commission Interpro 
talJon of ordor.any aclion or^ request premature Served on 850520 
CHILK.SJ Office of the Secretary of the Commission #205 081* 05/05/20. 
CONNER, T B. Connor & WollorhQhn Ip 30494 253-30494-253 

6605220D24 Forwards 650516 motion & 850520 suppI to motion for stay of ASLB third 
partial Initial decision on offsite emergency planning, a ulhonzing Issuance of full power 
OLCommissiort consideration requested 

ZITZER.P Limerick Ecology Aclion #285 083 05/05/20 CHILK.SJ Office of tho 
Secretary of the Commission Ip. 30518 281-30518 309- 


8505070339 Third Partial Initial Decision LBP-8S-14 ro offsite emergency 
plan ring. Served on 850507 

HOYT.H F., GOLE.R.F., HARBOLfR.J Atomic Safety and Licensing Board Panel, #285 
874. 85/05/02. 333pp 30176:179*90176.152. 

6505080400 Answer to Friends of Ihe Garth 850430 petition to reopen record based on 
info f0 offsite effluent releases Petition opposed & should bo deniod.Cerlificale of Sve 
end 

CONNER, T.B., RADER.R M. Philadelphia Gfectric Co CONNER.T B. Connor & Wetter* 
hahn. #285 899. 85/06/07 Atomic Safely and Licensing Board Panel 12pp 
30210.123 30218.134. 


8505100001 Forwards Delaware River Basin Commission 860403 public notice re 
projact review applications rQceived,e50416 notice of commission meetings & public 
hearings & VS Boyer 850507 testimony. Re la led correspondence. 

CONNERJB. Conner & Wetlerhahn. CONNER, T.B, Philadelphia Electric Co #285 
912 65/05/08 HOYT.HF, HARBOUR.J, COLE.R.F Atomic Safely and Licensing 
Board Panef 36pp 30247-285-30247:322, 


*•8505220033 Motion for slay of ASLB order authorizing Issuance of full power OL for 
facility Proposed evacuation plans do no! provide reasonable assuranco of Implemen 
tation of protective measures In emergency W/ Certificate of Sve 
ZITZER.P Limerick Ecology Aclion 85/06/16. Atomic Safety and Licensing Appeal 
Panel 20pp. 30518 282-30518-301. 

-8505220045 Supplemental motion for slay of ASLB order authorizing issue nco of full 
power OLFull power operation will make design change & back fitting more 
dangeroua.difficult & expensive, W/Certlflcale of Sve. 

ZITZER.P Limerick Ecology Action. 85/05/20 Atomic Safety and Licensing Appeal 
Panel 8pp 30518.302*30518 309 

8505220036 Comments on ASLB 850509 order granting ulil exemption from 
10CFR50 47(a) & (b) ro evacuation provisions of emergency plan for Qraterfcrd Slato 
Correctional In si Criteria for exemption met Cerlificato of Sve end 
HASSELL,O.F. Hearing Branch 4. #285 089 86/(>5/20 Atomic Safely and Licensing 
Board Panel 9pp. 30520:243-30520-261 ^ 
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e50&240227 Forwards “Sernianni/al EfMuent Releases Rept 1 .84 1 222-3 1 ir> response 
to request re R Arittmny.on beJialf of Friends of the Eartfi.e50430 move to reopen 
procoedirg W/o end Related correspondence 

CONNER,! B Conner 8 Woiterhatin CONNER.! 0 Philadelphia Electric Co ^285 
117 85/05/20 KOYT.H F Atomic Safety and Licensing Board Panel Ip 30556213 
30566 213 

8505220001 Netted of appeal ro ASLB 650509 decision granting applicant molion for 
exemption from rectulrements o1 10CFR50 47 Requosls ASLAB reverse exemption re 
quest & allow inmales input into matter Certificate of Sve end 
LOVE. A R Gralerford Prison ars LOVE.AH Love, A R ^f2B5 086 65/05/21 15pp 
30520 342-30520 356 

8505226003 Exceptions to ASLB 850509 order granling ulif motion for exemplion from 
requirement of 10CFR5G 47(a) & (b)UtJl should not be atfowed exomplion from 
regulations Exemption not In spirit of rogulaljons Certificate of Svo end 
LOVE.AR Graledord Prisoners LOVE, A R Lovett & Lmdor. Lid 087 85/05/ 

21 Atomic Safety and Licensing Board Panel 6pp 30520 262 30520 267 

B5O5230232 Order extending due date until 850528 for replies to Anihony/Fnends of 
!he Earth petition to reopen based on applicant oflluanl release rept Served on 
850522 

HOYT.H F Atomic Safety and Licensing Board Panel #285 101 85/05/21 Office o1 
the Executive Legal Diroclor Ip 30534.163-30534 1B3 

8505230303 Order dismissing w/o preludice 850517 appeal by inmates of Slate Correc- 
tional Inst at Graterford,PA from Board 650509 order aranling oxempiron to util re 
emergency evacuation plan for Inmates Served on B50522 

TOMPKINS.B A Atomic Safely and Licensing Appeal Panel #285 106 85/05/21 
3pp 30534.100-30534 182 

8505300306 Requests reopening of proceedings re licensing of facility Request mentod 
by Delaware River Basin Commission 650513 decisron to declare drought 
emergency Add I use of water needed for low or full power operation threat to pubTic 
ROMANO, FR Air and Water Pollution Palrol #285 140 85/05/21. Atoniic Safely 
and Licensing Board Panol 2pp 30622 360 30522 361 

6S05230480 Answer to Gratedord Prisoners 850513 proposed revised contentions ro 
adequacy of radiological emergency planning to protect Inmates FEMA reviewed exer- 
cise scenario <& found it satislactory 

CONNER,! B Philadelphia Efeclrfo Co CONNER.! B Conner & Wetterhahn #285 
096 85/05/22 Atomic Safely and Lice rising Board Panel 20pp 30531 168- 
30531 106 

-0505230501 Responds to other parties comments on ASLB 650509 order granting ex- 
emption re coverage ol Graterford Prisoners in offsite emergency plan Filings do not 
contain any new substantive info 

CONNER.! B Philadelphia Electric Co- CONNER, TB Conner & Wetleihahn 85/05/ 

22 Atomic Safety and licensing Board Panel 2pp 30531 168 30531 166. 

-8505230505 Response to Rf Anthony & Friends of the Earth In Delaware Valley 
850514 unauthonzGd reply to applicant answer to 850430 petition to reopen 
record Motion failed to meet sids for reopening closed record W/Certificate of Sve 
WETTEflHAHN.MJ Philadelphia Etectrio Co WETTER HAH N.M J Conner & Wetler- 
hahn 85/05/22 Atomic Safety and Licensing Board Panel 8pp 30631 190- 
30531:195 

6S05240189 Order clarifying that lime for replies to Limerick Ecology Action (LEA) 
B50516 move for slay of L0P 85-14 should be delermined by ref to LEA 650520 
suppISen/ed on 850523 

SHDEMAKER.CJ Atomic Safety and Licensing Appeal Panel #265 116 05/05/22 
Office of the Executive Legal Director Ip 30554 353-30554 353 

0505300147 Forwards RW Krimm 850521 memo re FEMA finding on offsite emergency 
planning A preparedness Staff will provide two FEMA remedial evalualion 
repts, referenced in memo,(o ASLB & parties Related correspondence 
HASSELL.DR Hearing Sranch 2 #205 183 85/05/22 HOYT.HF, HARBOUR.J, 
COLE.RF Atomic Safety and Licensing Board Panel Spp 30622172-30622.176, 

0505200499 Requests submittal of Plan 2 version of radiological emergency response 
plan for Gralerford facility for use In consideration of Inmates conlentions per 650320 
protective order Served on 850528 

HOVT.KF Atomic Safely and Licensing Board Panel #285 152. 85/05/24 
OTTO.T.G Ponnsy Nani a, Commonwealth of Ip 30595 218-30595 218 

0505300194 Order impfementing 650509 grant of applicant motion for exemption from 
requirements of 10CFR60 47 & authonzing Issuance of full power OL constslenl w/ 
ASLB decisions re offsde emergency planning Served on 650524 
HOY!,HF Atomic Safety and Licensing Board Panel #205 139 85/05/24 Office of 
the Execulive Legal Director 6pp 30624 194 30524 199 

0605300518 Forwards Commonwealth of PA response to proposed revised conto rollons 
of Gralerford Inmates Certificate of Sve end 

FERKIN.ZG Pennsylvania, Commonwealth ol #285 147 85/05/24 HOYLHF, 
COLE.RF, HARBOUR, J Atomic Safety and Licensing Board Panel 3pp 30628 344- 
30629006 

-0505300521 Response to Graterford Inmates 850513 proposed revised contentions re 
radiological emergency plannIngContentlons lack requisite specificity & bases under 
10CFR2 714 & should be rejected Supporting documenlalion end 
FERKIN,ZQ, Fannsylvania, Coimm on wealth of 85/05/24 Atomcc Safety and Ucena- 
Ing Board Panel 22pp 30028 347-30629 006, 

8655290648 Brief opposing Limerick Ecology Action 650516 request for stay of ASLB 
second & third partial fnilTal decisions on offsite emergency planning Certificate of Sve 
end 

CONNER.TB. Philadelphia Efectric Co CONNEfl.TB Conner A Wetterhahn #285 
160. 85/05/28, Atomic Safety and Licensing Appeal Panel 15pp 3061 5*322- 
30816:338. 

6505300179 Forwards two FEMA Region Ilf remedial evaluation repts did 850416 & 
25.p0r 650522 Hr W/o end Related correspondence. 

HASSELL.D.F. Hearinp Branch 2. #285 185. 65/05/28 HOYT,HF. COLE.R.F., 
HARBOUR,J, Atomic Safety and Llcei>slng Board Panel 2pp 30623 344-30623 345. 


8505300270 Response to Anlhony/Friends of the Earth (FOE) petition to reopen record 
on basts of new info in applicant Feb 1985 semiannual effluent release rept FOE peti 
tion should bo denied Certificate of Sve on cl 

HODGDON.AP Hearing Branch 2 #285 186 85/05/28 Atomic Safety and Licensing 
Board Panel 22pp 30622 336-30622 357 


P. Operating tlcense stage documents & correspondence 

6502050642 Forwards draft changes to FSAR Section 17 2 re change In QC program 
for plant operations phase Info w4l be Incorporated in Mar 1985 rev to FSAR W/one 
oversize orgariiizatlon chart Aperture card in PDR 

DALTROFFSL Philadelphia Electric Co 85/01/28 SCHWENCER.A Licensrng 
Branch2 MURLEY,!E Region 1 . Of fice of Director 73pp 28744 053-28744 124 

8605060067 Foiwards "Environ Proteclion Plan (Nonradiological) " 

GALLO.RM Region 1 , Of lice of Director 05/04/22 ANTHDNY.R L Anthony, R L Ip 
30104 287-30184 307 

8505030367 Forwards cost summary sheot of OL review for Limerick Unit 1 & Susque- 
hanna Unit 1 for each program ofc.per 850425 request 

DIGQS,R M License Fee Management Branch, 85/04/26 HOBB.J T PhiladalpMa 
Electric Co. 3pp 30163 323-30163.325, 

8505150581 Forwards draft full power License NPF-39 for comment Comments re- 
quested within 5 days of Hr date. 

NOVAK,! M Assistant Director for Licensing. 85/05/01 BAUER.E G Philadelphia 
Electric Co 16pp 30436 034-30438 049 

8504290442 Generic Ur 85 07 to all c^erating reactor licensees re Implementation of 
integratsd schedules for plant mods Sve ll&l end 

THOMPSON.H L. Division of Licensing 85/05/02. Consolidated Edison Co of Nev/ 
Yorkjnc 22pp 3021 B 149-30218 170 

85O5D0O126 Forwards commenis on Del-Aware 860211 & 0328 suppis to 841121 re- 
quest under 10GFR2 206 re supplemenla) cooling water Petition should be denied 
CONNER.T.B. Conner 6 Wetterhahr) CONNER.! B Philadelphia Electric Co 85/05/ 
06 DENTON, HR Office of Nuclear Reactor Regulation, Director. 11pp 30202 101- 
30202 111 

8505160051 Advises that 850328 supplementary comments re request that NRC deter- 
mine measures lakeri by ulil to secure Interim source of supplemental cooling water 
will be treated as suppi to 841 121 petition under 10CFn2 206 FR notice end 
DENTON, HR Office of Nuclear Reactor Regulation, Director 85/05/06 

SUGARMAN.R J Sugarman, Denworth & Hellegers 6pp 30449160 30449 169 

-860S160062 Notice of availability of suppi to 841121 request for action under 10CFR 
2206 re supplemental cooling water for plant requesting NRC determine that recent 
license measures appropriate as long-term solution to plant needs 
DENTON.HR Ol/ice of Nuclear Reactor Regulation, Director 85/05/06 4pp 
30449*166-30449.169 

8505240003 Requests exemption from requirements of 10CFR50 44,rG Inerlirg 
conlalnmenUo faciiitala completion of 1'90% rated thermal trip test. Exemption ra 
quested for 120 EFPD or until test con>pleled Justification provided 
BOYER, V.S Philadelphia Eteclric Co 05/05/20 THOMPSON, H.L. Division of Licons 
fng 4pp, 3055 5 099-30555*102. 

8505210108 Generic Mr 85-08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON, H.t Division of Licensing. 85/05/23 Consolidated Edison Co of New 
York, Inc, 20pp. 30602.282-30682 301 . 


Q. Inspection repertat IE Bulletins & correspondence 

8505140242 Partial response to FOIA request for documents re allegation on crack In 
body of recirculation sys Pump B suction valve App A documents fn PDR.Portlons of 
App B document withheld {ref FOIA Exemption 7) Related Info end 
FELTON, J.M. Division of Rules and Records 84/10/12. BELL.N. Nuclear Informal Ion 
0 Resource Service, 21pp. 30990:1 00-30390*161. 

-8505140240 Informs that Allegation RI-84-A 0055 re Inadequate exam/lnsp of crack 
■reside recirculation Pump B suction valve entered In allegation tracking sys Allegation 
reviewed during panel meeting on 640430 Related Info end. 

HAVERKAMP.D.R. NRC - No Detailed Affiliation Given 84/05/03. STAROSTECKI.R 
Division of Project & Resident Programs 1 1pp 30390 104-30390:16! 

0505020255 Forwards Insp Rept 50-352/05-18 on 850326-20 No violation noted 
EBNETER.S.D. Region ! Office of Director. 85/04/19. DALTROFF,S.L Philadelphia 
Eleclric Co 4pp. 30116 225-3011 8*232, 

-8505020262 Insp Rept 50-352/85-16 on 0SO326-28.No violation noted Major areas 
Inspected preoperatlonal test procedure results evaluation, review of open preepera- 
tlonal test exceptions & OA/OC Inlerfoicd & plant tours 

BRIGGS.L, BETTE NHAUSEN.L. Region 1, Office of Director 85/04/11 4pp 
301 18,229-301 18*232 

85051 S0235 Rounds to NRC 650321 |lr re violations noted In insp repts Corrective 
actions note "Blocked Open” removed from Electrical Drawing E-1,Rov 12 & Mod 
Design Change Package 416, Rev !l8sued for removal of exhaust slack elbows 
DALTROFFiBL Philadelphia Ejeotric Co. 85/04/19. STAROSTECKI.R Region 1, 
Office of Director. 8pp. 30394:166-30394*173. 

8505080046 Ack receipt of 650313 Hr Informing NRC of steps taken to correcl violations 
noted In Rept 60-352/84-a6. 

MARTIN,!,! Region 1, Office ol Director. 85/04/22 DALTROFRS.L Phllade'phia 
Electric Co. 4pp. 30184.263-30184*206 

8505030246 Forwards SALP rept for Dec 1963 - Nov 1964.Meetln9 held on 850312 to 
discuss resuda, including weaknesses in preservice Insp program & fire protection/ 
housekeeping, List of ettandees also end. 

MURLEYJ.E Region 1, Omce of Director 85/04/26. DALTROFF.S L. Philadelphia 
Electric Co. 6pp. 30125*032-30125*099. 
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3504250452 IE Inlo Notice 85-034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Pfping '* Svc list end 

JOFICAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115 105- 
30115 291 

66D4250455 IE Info Notice 85-035, “Failure of Air Chock Valves to Seat " Svc list end 
JORDAN, EL Division of Emergency Preparedness & Ennineoring Response (Post 
630103) 85/04/30 Consolidated Edison Co of Now York, Inc f08pp 30115 077 
30115 184 

&50&220037 Forwards Enforcement Conference Repl 50-352/85-15 on 860311 discuss 
ing violations idenlifrod during 050204-08 insp & documented in Insp Rept 50 352/05 

12 

MARTIN.TT Region 1, Office of Director 85/04/30 DALTROFF.S L Philadelphia 
Eledric Co 2pp 30526 354-30526 358 

»^B5052200S9 Enforcement Conference Rept 50-352/85-15 on 850311 Major areas 
discussed' Vi of aliens & NRG concerns identified during 850204 08 insp ra licensoo mgt 
& implementation of physical security program 

SAILEY.RJ, KEIMIG.RR Region 1. Oflica of Director 65/04/26 3pp 30526 366 
30526 358 

BS05130007 Forwards Insp Repl 50-352/85 21 on 850401-04 No violation 
noted Requests description within 25 days of readiness plans re radwaste mgt pro 
gram per Ie Bulletin 79-19 

MARTIN.TT Region 1, Office of Director 85/05/02 DALTROFF.S L Philadelphia 
Eleclnc Co 4pp 30274 262-30274 271 

8505130010 Insp Rapt 60-352/85-21 on 650401-04 No violation notod Major areas 
Inspected previously identified findings & licensing conditions re post-accidenl sam- 
pling & monltorinpjadiationjirotQCtlon startup sun/eys & IE Bulletin 70 19 
MILLER.M, PASCfAK,V\/ pfegidn 1, Office of Director 85/04/29 6pp 30274 266- 
30274 271 

650S200166 Responds to NRG 650402 Itr re violations noted in Insp Rept 50 352/85- 
03 Correclive acllons’procedures revised to specify placement of bxeakers in closed 
position upon completion of Surveillance Test ST-6-040-320-1 
COONEY, MJ. Philadelphia Electric Co 85/05/02 STAROSTECKI.R. Region 1. Office 
of Director 4pp 30486 017-30466 020 

8505060416 IE Info Nolice 64*52, Suppl 1. “Inadequate Mail Procurement Controls on 
Part of Licensees & Vendors “ 

JORDAN.EL Division of Emergency Preparedness & Engineoring Response (Post 
830103) 86/05/08. Consolidated Edison Co of New York, Jnc lOpp 30615 330 
30616,347 

8605150310 Responds to NRC 850402 Itr re weaknesses notod fn Insp Rept 50 352/ 
05 03 Corrective actions Procedure A-4, “Plant Operations Review Commilloo Proce- 
dure,” revised & access to control room restricted 

COONEY, MJ Philadelphia Electric Co 65/05/08 STAROSTECKI.R Region 1 , Office 
of Director. 6pp. 30398,230 30396 244 

8605150317 Responds to NRG 850410 Itr ro violations noted In fnsp Rept SO 352/65- 
oeCorroctive actions Improved control procedures implemented tor troubleshooting 
activities, operator training sessions hold & technical evaluation rept criteria roviawed 
COONEY, MJ Philadelphia Electric Co 05/05/00 EBNETER.SD Region 1, Office of 
Director, 7pp 30398.206-30300 302 

8505260062 Forwards Insp Ropt 50-352/05 13 on 050226-26 & 0305-06 No violation 
noted. 

MARTIN.TT Region 1, Office of Director 85/05/10 DALTROFF.S.L. Philadelphia 
Electric Co. 4pp. 30503,005 30583.016 

--3505260072 Insp Ropt 50-352/05-13 on 050226-28 & 0305 06 No violation 
no ted. Major areas Inspected chemistry radiation protection & radwaste mgt programs 
during startup 

MILLER.M, CHEUNG, L. MYERS, L Region 1, Office of Director. 85/05/02 8pp, 
30583 009-30563.016 

8505210441 Forwards comments on draft full power License NPF-19, Including pro- 
posed changes to listed license conditions re reactor core power levels, pump & valve 
hservice testing program, (ire protection program & Generic Hr 03-28 
KEMPER,JS Phltacfelphla Electric Co, 65/05/17. BUTLER.WR. Licensing Branch 2 
Spp 30409 305-30499'309. 

6506240171 Ack receipt of 860305 Itr Informing NRC of steps laken to correct violations 
noted In Insp Repl 50-352/84 64 Corrective actions cWlflod in 850409 lelcon re 
posting written security orders. 

EBNETER.S.D. Region 1. Olfice of Director 85/05/17. DALTHOFF,SL Philadelphia 
Electric Co 2pp 30555-025-30555 028 

-8505240176 Responds to NRC 860121 fir re viofatiqna noted In Insp Ropt 60-352/84- 
64.Correclive actions withheld (ref 10CFR9 6,73 21 & 2.700), 

DALTROFF.S L Philadelphia Electric Co 85/03/05. MARTJN.T.T Region t, Office of 
Director. 2pp. 30665 027-30555.020. 

8505240487 Forwards Insp Rept 50-352/65-19 on 650401 05 & 15-1 9 No violation 
noted. 

EBNETER.S.D. Region 1. Office of Director 85/05/20 OALTROFF,SL. Philadelphia 
Electric Co 4pp 30563-236-30553.259 

-8505240 4 88 Insp Rept 60-352/85-10 on 850401-05 & 16 19 No violation noted.Major 
areas Inspected programs re oporation.malnt, teating & surveillance of high-low pres- 
sure Interlace valves & related Hardware to prevent tCCS overpressurizallon 
BISSETT.P.H., SHAUB.E.T , ALBA, A. Region 1. Office of Director. 65/05/16 20pp, 
30553:240-30553:259. 


R. Periodic operating reports & related correspondence 

6506070588 ”1984 Annual Environ Operating Rept (Non radiological), Ocl-Dec 1984” 
W/650424 Itr. 

W(aSEY,W.0, Philadelphia Electrio Co. 84/12/31. MURLEY.T.E. Region 1. Olfice of 
Director. 4pp 30205*346-30205:348. 


8505090247 "Annual Environ Operating Repl (N o n radio iogi cat) Oct-Dec 1984" W/ 
0SO424 Ilf 

WILLSEY.WB Philadelphia El Gcific Co 04/12/31 DEYOUNO.RC Director’s Of (ice. 
Office of Inspection and Enforcement 4pp 30234 273 30234 276 

6505 070561 Forwards "Regional Radiological Environ Monitoring Program Rept 
1,841222-31 ” 

WILLSEY.WB Philadelphia Electric Co 85/04/24 MURLEY.TE Region 1 , Office of 
Director Ip 30204 229-30204 303 

-8505070556 "Regional Radiological Environ Monitoring Program Rept 1, 841222-31 “ 
* Teledyne isotopes * Radiation Management Corn 84/12/31 72pp 30204 230 
30204 303 


6505090309 Forwards radiological environ monitoring program covering 64 1222 31 Pro- 
gram confirmed environ e Heels from radioactive roleases wolf below Tech Specs & 
applicable regulatory limits 

WILLSEY.WB Philadelphia Efeclnc Co 85/04/24 DEYOUNG, RC Director's Office, 
Office of Inspection and Enforcement Ip 30233 270-30233 344 

-8505090397 "Regional Radiological Environ Monlloring Pronram, 041222 31 " 

* Telodyno Isolopos * Radiation Management Corp 84/12/31 76pp 30233 271- 
30233 344 


S Reportable occurrences. LERa & related correspondence 


8S0SO2010B LER 85-033 00 on 050321, discovered required hourly fire watch not per- 
lormed within allotted times for RHR Room 102. Caused by inadequate communica- 
tion between firo watch personnel Training session conducted W/B50422 Hr 
NAGLE.JC, ULLRICH.WT Philadelphia Electric Co 85/04/22 5pp 30119,137- 
30119141 


8505080640 LER 85 038 OOron 650328 .Inboard RHR shutdown cooling suction valve re- 
ceived Isolation slgnal.Caused by procedural inadequacy Isolation logic reset & shut- 
down cooling sys returned to svc W/850423 Itr 

NAGLE, JC„ ULLRICH.WT. Philadelphia Electric Co 85/04/23 6pp 30225 263- 
30226 267 


8505060010 LER B5 039 00 on 060330, ESF actuated Caused by false low reactor water 
(evel signal due to personnel error during performance of instrument valve checkoff 
list ESF reset & proper procedure reviewed w/personnel W/050425 Itr 
NAQLE.JC. ULLRICH.WT Philadelphia Electric Co 85/04/25 5pp 30103 312- 
30103316 

8505060078 LER 85 040 00 on 650330, LOGA signet occurred during cold 

shutdown Caused by personnel error Personnel counseled on proper method of valv- 
ing & Importance of following procedures Survolllanco tost revised W/Q50425 Ur 
NAQLE,JC, ULLRICH,WT Philadelphia Electric Co 85/04/25 5pp 30104 245- 
30164 249 

8505090030 LER 05 037 00 on 850326, during cold shutdown, LOCA signal 

receive d.rosuUing In LPCI Sys B injection into reactor vessel Caused by personnel 
error Technician counseled on proper valving tochniquos W/650425 Ur 
NAGLE.JC, ULLRICH.WT. Philadelphia Electric Co 85/04/26 5pp 30234 357 
30234 301 

8505090466 LER 65 041 00 on 050401 .reactor end NVAC sys Isolated Caused by spu 
rious low reactor end to outside air differential pressure signal Isolation logic reset & 
current loop connections cleaned & Inspected W/850501 Hr 
NAGLE.JC, ULLRICH.W.T PhiladelpWa Electric Co. 85/05/01. Spp 30233 357- 
30233 361 

8606090600 LER G6-045-00'on 650401 .License Condition 2 C 6(b) requiring SPDS 
operability by 850401 not met Caused by incomplete validation process per^dlng 100% 

R ower level for final tests, Completion scnodulo proposed W/050501 Itr 
lAQLE.JC, ULLRICH.WT Philadelphia Electric Co. OS/05/01 6pp 30231 325- 
30231 330 

8B06200214 RO on 650131, full reector scram occurred .Caused by operator opening In- 
strument Isolation valve on jet pump FDI 42 iR005 Shifts notified that valving on 
racks to be done by or w/lnslrument A controls technicians. 

ULLRICH.WT Philadelphia Electric Co 85/05/01 MURLEY.TE Regionl, Office ol 
Director. 7pp 3O465>357-30485 362 

860S00052S LER 85-036 00. on 850327, AT&T telephono personnel removed telephone 
fir® barrier penetration soafsTech Spec 37 7 action statement 1 h lime limit not 
met Caused by lack of appropriate telephone Installation conirofs W/B50502 Hr 
NAGLE, J.C„ ULLRtCH.W.T Philadelphia Electric Co 85/OS/02 5pp 30232.107- 
30232 1 1 1 

8505160354 LER 05 042-00 on O50402,w/unit In startup at 2% power, ESF actuation 
occurrod Caused by Controt Room D chlorine detector falluro duo to broken sample 
tape Mods to detector under Investigation W/850502 Hr. 

NAGLE, J.C., ULURICH.W.T Philadelphia Electric Co. 85/05/02 5pp. 30440163- 
30440167 

8505160359 LER 06-043*00 on 050402, hourly fire watch required for missing Intern ol 
conduit seals for telephone lines not performed within llmo specified by Tech Spec 3/ 
4 7.7.Caused by personnel error Individual counseled W/650b02 Hr. 

NAQLE.JC. ULLRICH.WT Philadelphia Electric Co 05/05/02, 5pp. 30440,166 
30440.172. 


8505230713 LER 85 044 00;on 8504 10, auxiliary equipment room A supply fan 
Iripped Caused by electrical interference due to radio transmission from portable 
hand held transmitter/recaiver. Use of portable transmitter prohibiled.W/8505t0 Itr 
NAQLE.JC.. ULLRICH.W.T. Philadalphia Electrio Co. 85/05/10 6pp 30542 285 
30542'290 


V. Operator Examinations 
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8505210441 Forwards commenls on draft lull power licopise WPF-19, Jricfudmg prO' 
posed changos to fisted Irccase conditions re reactor core power levels, pump & valve 
inservjCB testing program, (ire protection program & Generic Ltr 63 28 
KEMPEFI.JS PJifladelphia Electric Co 85/05/17 BUTLEfl.WR Licensing Branch 2 
5pp 30499 305-30499 309 


DOCKET 50-353 LiMERJCK QErJERATIMG STATtON, UNIT 2 


A. Appllcation/conslructlon etage documents A correspondence 

8S05 200001 Further response to FOIA request that records re 15 lasted FfU files be 
made available in PDA App C & D records available in PPR Review continuing 
FELTON.J M, Drvislon of Rules and Records 84/09/20 SHOLLV.S C Union of Con 
corned Scientists 12pp 30503 072-30503 083 

•*8391280406 Forwards atd order for DOE work "’Safety Evaluation of Core MeJt 
Accidents GESSAR - FDA.Limenck - OL.FNP - ML " 

MATTSON, R J Division of Sysiams Integration (post 8 1 1 005>, FIN A 3711 83/0-1/24 
OGEKA,G J Energy. Dap! of. Ip 30503 20S-30503 216 

"8301280409 Sid order for DOE work "Safety Evaluation of Core Melt 

Acddonis GESSAfl - FDA, Limerick - OL.FNP - ML." Issued 1o BNL 
MATTSON, rJ Division of Systems Integration (post 811005] FIN A 371 1-3 83/01/ 
24 11pp 39503 206-30503 216 

"8306240849 Std order for QOE work ""Safety Evaluation of Cora Molt 

Accidents Casework Reviaws for GESSAR.Lfmafick.FNP,” awarded 1o BNL 
MATTSORH J Division of Systems fnlegralion (post 811005) FIN A-3711-3 83/08/ 
08 4pp 30503 233-30503 241, 

"6505200052 Requesis proposal for technical assistance to "Safety Evaluation of Core 
Melt Accldents'GESSAR-FSA.LIineifck OL & FNP” Stale men t of work end 
MATTSON, RJ. Division of Systems Integration (post 811005) FJN A-3711. 82/11/29 
OQEKA.G J Energy. Dept of. 12pp 30503.1 46-30503:1 67 

-8505200057 Forwards project dascnplive summary, draft elalemonl of work & Inlerofc 
concurrancos from RES,NMSS.IE,AEOD & Region IV for “Safely Evaluatfon of Core 
Melt Accidents Casework Reviews for Limonck.GESSAR FNP ** 

DENTON, H R Office of Nuclear Reactor Regulation. Director. FIN A-371t 82/12/10. 
BECKWITH, C NRC -NP Detailed Affiilallon Given 6pp 30503.1 56-30503.163. 

-8505200064 Forwards technical assistance project, "Safety Evaluation of Core Mall 
Accidents GESSAR FDA,Llmefick-OL & FNP,^' for review & cor»curfence.W/o end, 
GRENIER, B L Planning & Program Analysis Staff FIN A-3711, 82/11/23 HAYES, M. 
Office of Nuclear Regulatory Research, Director MUIR.A P. Director's Office, Office of 
Inspection and Enrorceiment EVANS, J. Office of Nuclear Material Safely & 
Safeguards, Director Opp 30503 164 30503 172 

-8505200069 Forwards project descriptive summary, draft sfatemenl of work & interofc 
concurrences for, “Safety Evaluation of Coro Melt Accidenls.Casework Reviews for 
LlFnerick.GESSAR&FNP" 

DENTON, H R Office of Nuclear Reactor Regulation, Director. FJN A-3711. 82/12/16 
BECKWITH, C NRG * No Detailed Affiliation Given 9pp 30563 173 30563 181 

-8505200084 Forwards unexecuted std order for DOE work for "Safety Evaluation of 
Core Molt Accidents GESSAR-FDA,Limerjck-OL & FNP ML." 

MATTSON. RJ Division of Syateins Integration (post 811005) FIN A-3711. 82/12/30. 
OQEKA,Q J. Energy, Dept, of. 6pp 30503:196-30503 201. 

-8S06200096 Forwards Std order for DOE Work 20 83-209 for FIN A 3711, "Safely 
Evaluation ol Core Melt AccldenB GESSAR FDA, Limerick-OL & FNP ML” 

OGEKA,QJ Energy, Oept of FJN A-3711. 83/01/11 DANDOIS,0 B. Division of Ac- 
counting 4 Finance Ip 96503.202-30503:262 

-6505200133 Requests reprogramming o1 listed FY83 funds due to changes In sched- 
ule of severe acciderit actIvItTas Revised project Identification summary enct 
BOYD,SM. Division of ^sterns Inlogretlon (post 811065). FIN 8 8625 63/07/26. 
FUNCHESJ Planning & Program Ana 5fsls Stair tOpp 30503*219-30503 232 

-8505200173 Forwards unexecuted std order for DOE work.aulhorizing transfer of funds 
from FIN A-3340. ‘'Containment Sys Case Reviews” to FIN A-3711, “Safety Evalua- 
tion of Core-Welt Accidents GESSAR -FDA, Li me rick 4 FNP " 

MATTSON, RJ Division of Systems Integration (post 811005) FIN A-3346. 63/08/26. 
OGEKA.G J. Energy, Depi of 3pp. 30503.242-30503*244. 

-6605200209 Forwards executed std order for DOE work for FIN A-3711, "Safety Evat 
ualion of Core Melt Accidents -Casework Reviews for GESSAR, Llmedck & FNP.’’ 
OGEKA,GJ. Energy, Depi. of, FIN A-3711. 83/08/28 DANDOJS.DB Office of Re- 
source Management, Director Ip 30503*245 30503 245 

"8505200220 Execuied std order for DOE work- “Safety Evalualtorr of Core Melt 
Accidents Casework Reviews for GESSAR, Limerick, FNP." issued to BNL 
MATTSON, R.J Drvislon of Systems Integration (posl 811005). OQEKA,Q J. Brookha- 
yen National Laboratory. FIN A-3711-3. 83/08/08. tp. 30503*246-30503,246. 

"8S0S2OO233 Forwards executed std order for DOE work for FIN A-3346, “Safety Evaf 
ualion of Core Weft Accldo-nts GESSAR FDA. Lfmerlck-OL & FNP-ML" 

OGEKA,G J. Energy, Dept of FIN A-3346 83/09/14. DANDOIS.OB Otfice of Re- 
source M a n a gem e nl, Directo r. 1 p 30503*247-30503 : 24 7. 

"8605200251 Executed aid order for DOE work' “Safely Evaluation of Core Melt 
Accldenis.GESSAR*FDA,Lfmerlck-OLFNP-ML Issued to BNL, 

MATTSON,R.J. Division of Systems Integration (posl 811065) OGEKA,G J. Brookha- 
ven National Laboralory. FIN A-3711. 83/08/25. fopp, 30503*248-30503.257. 

"6505200276 Forwards unexecuted sid order for DOE work for FIN A-3711, “Safely 
Evaluation of Core Melt Accidents Casework Reviews for GESSAR, Limerick & FNP/* 
MATTSORR J DMsIan of Systems Integration (post 811005). FIN A-3711. 83/1 1/01, 
OGEKA,aJ. Energy, Dept. of. 6pp. 30603 263-30503 267. 

"8605200287 Forwards sid order for DOE work for FIN A-3711, “Safety Evalwalfon of 
Core Melt AcddenlsiGESSAR-FOA.Limerlck-OL & FNP-ML “ 

OGEKA.G J. Energy. Dept of. FIN A-3711. 83/11/16. DAHDOIS.DB Offrcft of Re- 
source WanagemenL Director, Ip 30503*268*30503:268. 


"8 6052002 96 Executed std order for DOE work "Safety Evalualion of Core Melt 
Accidents GESSAR FDA,Limerick-OL, FNP-ML," issued to BNL 
MATTSON.RJ Division of Systems Integration (post 811005) OGEKA.G J Brookha- 
von National Laboratory FIN A 3711-4 83/11/16 13pp 30503 269-30503 281 

"8605200305 Forwards unexecuted atd order for DOE work for FIN A-3711, "Salety 
Evaluation of Core Mell Accidents GESSAR-FDA, Limerrck-OL & FNP-ML," authorizing 
incremental funding to continue work 

MATTSON.R J. Division of Systems Integration (post at 1 005) FIN A-371 1 84/01/16 
OGEKA.G J Energy, Dept of 2pp 30503 282-90503 283 

"8505200326 "Safely Evaluation of Core Mell Accident GESSAR-FDA, Limerick- 
OL.FNP ML," monthly highlights for Jan 1 984 

KATO.WY Brookhaven National Laboratory FIN A.3711 84/02/13 CARTER, Jt 
Reactor Systems Branch 6pp 30503 200-30503 295 

..8605200335 "Safety Evalualion of Core Melt Accidents GESSAR-FDA, LlmerJck- 
OL, FNP-ML." monthly highlights for Jan 1983 

PRATT. WT Brookhavon National Laboralory FIN A-3711 83/01/31 MEYER.JF 
Reactor Systems Branch 2pp 30503 296-30503 297 

"8505200346 "Safely Evalualion of Core Mell Accidents GESSAR-FDA, Llmerlck- 
OL,FNP-ML,“ monihly highlights for Feb 1983 

PRATT.WT Brookhaven Malional Laboralory FIN A.3711 83/02/28 MEYER.J.F. 
ReactorSysfems Branch 2pp 30503 298-30503*299 

"8506200355 "Safety Evalualion of Core Melt Accidents GESSAR-FDA, Limerick 
OL,f NP ML," monthly higlilighls for Mar 1983 

PRATT, W.T Brookhaven l^ilonal Laboratory FIN A-371 1 03/03/3 1 MHYER.J F 
Reactor Systems Branch 2pp 30503 300-30503 301 

"8505200365 "Safety Evalualion of Coro Melt Accidents GESSAR-FDA, Llmerick- 
OL,FNP ML," monthly highlights for Apr 1983 

PRATT.WT Brookhaven Nalional Laboratory FIN A-3711 83/04/30 MEYER, JF 
ReactorSysfems Branch 3pp 30503 302-30503 304 

"8505200372 "Safety Evaluation of Core Melt Accidents GESSAR FDA, Limerick 
OL,FNP-ML," monthly highlights for May 1983 

PRATT.WT Brookhaven National Laboratory. FIN A-3711 83/05/31 MEYEfl.JF 
Reader Systems Branch 3pp 30503 305-30503*307 

"8505200377 "Safety Evafuatron of Core Melt Accidents.GESSAR-FDA, Limerick- 
OL, FNP-ML," monthly highJighls for June 1983 

PRATT, W T Brookhaven National Laboratory FIN A.371 1 83/06/30 MEYER.J F 
Reactor Systems Branch 3pp 30503 308-30503 310 

"8505 200381 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Llmerlck- 
OL, FNP-ML," monthly highlights for Jul 1983 

PRATT.WT Brookhaven National Laboratory. FIN A-3711 03/07/31 MEYER.J F 
Reactor Systems Branch 3pp 30503 311 -30503 313 

"8505260396 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limerick- 
OL.FNP ML," monthly highlights for Aug 1983, 

PRATT.WT. Brookhaven Nalfonal Laboratory FJN A-3711 83/08/31 MEYER.J F. 
Reactor Systems Branch 2pp 30503 314-30503 315 

"8505200403 "Safety EvaluatJon of Core Mell Accidents GESSAR-FDA, Limerick- 
OL,FNP-ML," monlhty highlights tor Sept 1983 

PRATT.WT Brookhaven National Laboraloiy FIN A.3711 03/09/30 CARTER.JL 
Reador Systems Branch 2pp 30503 316 30503 317 

"6505200410 "Safely Evaluation of Coro Melt Acclden Is. GESSAR -FDA, Llmerick- 
OL, FNP-ML,” monthly highlighls lor Oct 1983. 

PRATT.WT. Brookfiaven Nalionaf Laboraloiy FIN A-3711 83/10/31 CARTER.JL 
Reactor Sysiema Branch. 2pp 30503 318-30503,319. 

"8505200419 "Safely Evalualion of Core Molt Accidents GESSAR-FDA, Limerick- 
OL, FNP ML," monlhly highlighls for Nov 1983 

PRATT.W.T. Brookhaven Nalional Labcratoiy FIN A-3711 83/11/30 CARTE R,J.L 
Reactor Systems Branch 3pp 30503 320-30503 322 

"8505200430 "Safety Evaluation of Core Mell Accidents, GESSAR FDA, Limerick- 
OL.FNP-ML," monlhly highlighls for Dec 1983 

PRATT.WT Brookhaven National Laboratory FIN A-3711 83/12/31 CARTE R^J L 
Reactor Systems Branch 3pp 30503*323-30503 325 

0505289068 Partiaf response to FOIA request for documents produced under contract 
to NRG on reviews of PRAs for listed plants Forwards App A documents Search con- 
tinuing for addi records 

FELTON.JM. Division of Rules and Records 84/10/15 SHOLLY,SC Union of Con- 
cerned Scientists 12pp. 30630,001-30630 158. 

"8202230666 Forwards results of limited review of probabilistic risk 
assessment Concerns which should bo addressed by thorough review Include reactor 
core Isolation cooling capability & exclusion of vapor suppression sys from event 
trees 

BERNERO.RM Dmsion of Risk Analysis & Operations (post 840429). 82/02/02 
HANAUER.SH Division of Human Factors Safety 24pp 30631 027-30631 050. 

"8302170122 Summary of 821117 & 1216 meelings w/ORNL & BNL In Bethesda, MD 
re facility PRA assessmenl.phenomenologlcal accident progression & containment 
loading areas Attendance lists & presentations end 

HARDIN, W.B. Reactor Systems Branch. 83/01/27. SHEflON.BW Reactor Systems 
Branch. 145pp. 30631 205-30631:347 

"8308160066 Forwards source lerms for severe accidents due to interna! events & "As- 
sessment of Fission PfOducI Transport Processes Applicable lo Limerick PRA,“ Com- 
menis requested by 630815. 

MITCHELL, J Accident Evalualion Branch, 83/08/03 HL)LMAN,L.G Accident Evalua- 
tion Branch 10pp. 30632 032-30632 081 , 

"8308160070 "Assesamont of Fission Product Transport Processes Applicable to Lim- 
erick PRA," 

POSTMA.AK,, PASEOAG,W.F NRC - No Detailed Affilialion Given. 83/02/17. 40pp 
30632.042-30632 081 
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“8309220200 Provides significant conclusions of preliminafv review & evaluation of Apr 
1903 severe accident risk assessment rept Evaluation or geotechnical ongmeorlng & 
structural fragility aspects end 

LEAR.G Structural & Geotechnical Engineering Branch 83/09/12 JACKSON, H Geo- 
sciences Branch 3Spp 30632 0B2-3Q632 116 

“0310110473 Forwards "Review of Seismic Ha2fard & Fragility In Limerick Generating 
Station Severe Accident Risk Assessment “ Specific rocommonda lions for improvo 
ment & verification end 

KNIGHT, JP Assistant Director for Comp & Structures Enmneering {Post 830201) 
63/09/23 ROWSOME,F Assistant Director for Technology Review 2pp 30632 117- 
30632 110 


—8310110477 "Review of Seismic Hazard & Fragility In Limerick Generating Station 
Severe Accident Risk Assessment " 

* Division of Engineering 63/09/23 75pp 67005 232-67005 306 


“8310160063 Forwards fist of seismic & fire sequence classes & estimated frequency 
more representative of plant for DES than info from WASH-1400 Sequence or values 
not expected to change signiflcanlfy in near future 

THAOANI.A Reliability & Risk Assessment Branch 83/10/06 HLfLMAN.J Accident 
Evaluation Branch 4pp 30632 194-30632 197 

“831212Q007 Forwards plan for documentation & fifing hearing testimony on risk & dis 
cusses problems w/DtS suppi re editorial changes & policy problems w/hearmg testi 
mony on risk 

SPEISXP. Division of Safety Technology 83/11/17 EtSENHUT.D Q Division of Li- 
censing CHRISTEN BUR Y.E Office of the Executive Legal Director MATTSON.RJ 
Division of Systems Integration (post 811005) 7pp 07075 160-67075 166. 


‘8403300215 Forwards proposed revs to DES & answers to comments in util 640206 
Hr Results omphaslzo uncertainly w/cafcu la lions of seismic hazard used in severe ac- 
cident risk assessment 

JACKSON, R E Geosciences Branch 84/03/16 HULMAN.J Accident Evalualton 
Branch Spp 30632 290-30632 294 

■0406080318 Forwards comments on seismic-related Issues in May 1984 draft of 
"Roviow Insights on PRA, Limerick Generating Station " 

REITER.L G^BOsdarrcGs Branch 84/06/04 THADANI.A Reliability a Risk Assess- 
ment Branch. 4pp 30631 350 30631 353 


“8 506280544 Forwards RD Campboll of Structural Mechanics Assoc, Inc 830711 (tr to J 
Reed of JR Ben amin a Aesocjnc re PRA review moelmg on 03O7OQ 
MARTIN.R NRC - No Detailed Affiliation Given 03/07/25 REITER, L , CHOKSHI.N , 
PEARBINQ.J NRC - No Detailed Affiliation Given 6pp. 30631 359 30632 001 


“8605280552 Forwards util 030727 itr forwarding addi info resulting from B3070B meot- 
tno at Structural Mechanics Assoc, Inc re severe accident risk assessment 
MARTIN.R NRC ■ No Detailed Affiliation Given 63/07/29 REITER, L , IBnAHIM.A,. 
CHOKSHI.N. NRC • No Detailed Affiliation Given Ip 30632 002-30632 031. 


“8505290084 Forwards "Proposed Research Program on Fission Product Transport 
Program • Limerick Plant Analyses Task ” Proposal expands existing contract to cover 
analyses of fission product roloaso to environ 

GIEsEKEJA, SEWELL, H M Battollo Memorial Institute, Columbus Laboratories. 64/ 
01/26. JANKOWSKI, M Fuel Behavior Branch Ip 30632 247-30632 247 


“8605290009 "Proposed Research Program on Fission Product Transport Program • 
Limerick Plant Analyses Task " Presenlalion entitled, "Background to BNL Fission 
Product Source Term Calculations lor Limerick," presented on 040209 end 
* Galtollo Memorial Institute, Columbus Laboratories 84/01/25 36pp 30632 246 
30632 285 


0605210106 Generic Ltr 85 OB to all holders of CPs & OLs ro 10CFR20 408 lorminalion 
repts - formats 

TnOMPSON.H L Division of Licensing 85/05/23 Consolidalod Edison Co of New 
York, Inc 20pp 30682 282-30682 301 


F. Security, modlca), emergency & fire protection plans 

8505150540 Forwards public version of revised emergency plan implGmontlng 
procedures, Including Rev 3 to EP-101 re classification of emergency & Rev 6 to EP 
102 ro unusual event response W/85050B roloasQ memo 

DALTROFF.S L Philadelphia Elocfnc Co 85/01/1 1 MURLEY.T E Region 1, Office of 
Director SCHWENCER.A Licensing Branch 2 8pp 30432 005 30433 276 

“8505150550 Public version of revised emergency plan Implomenting 
procedures, including Rev 3 to EP 101 ro classification of emorgency.Rev 6 to EP-103 
ro unusual event response & Rev 6 to EP-102 re alert response 

• Philadelphia Efeclric Co 85/01/11 623pp 30432 014-30433 276 

8504150119 Rev 13 to emergency plan 

• Philadelphia Electric Co 85/03/31 728pp 29803 163-29806 170 

8605170527 Forwards public version of revised emergency plan implementing 
procedufGS.Including Rev 6 to EP-110, "Personnol Assembly & Ac count ability" & Rev 
5 10 EP-230. "Chemistry Sampling & Analysis Team " W/85e508 release memo, 
DALTROFF.S L Philadelphia Electric Co 85/04/12 MURLEYJE Region 1, Office of 
Director SCHWENCER,A Licensing Branch 2 7pp 30478 057-30478128 

“0505 170536 Public version of revised emorgency plan Implementing 
procedures.includng Rev 6 to EP-110, "Personnol Assembly & Accountability" & Rev 
5 to EP-230, "CJiemlsIry Sampling & Analysis Team " 

• Phlladolph la Electric Co 06/03/14 166pp 3 047 B 063-30478 220 

8505170544 Forwards public version Of revised emergency plan implemenfing 

procedures, Including Rov 4 lo EP-101 re classification of emergencios & Rev 2 to EP- 
21 1 re field survey group W/850508 release memo 

DALTROFF.S L PhDadelphla Electric Co 85/04/15 MURLEY.T E Region 1, Office of 
Director SCHWENCER,/\ Licensing Branch 2 6pp 30479 092-30470 159 

“8505170553 Public version of revised Gmergency plan implemonllng 

procedures.in eluding Rev 4 to EP 10i re classification of emorgoncles & Rev 2 lo EP 
21 1 ra field survey group 

• Philadelphia Electric Co, 86/03/26 82pp 30479 098 30479 159. 

8505230430 Forwards public version of revisod emergency plan implomonling 

proceduros.lncludino Rev 8 to EP'102 re unusual event responso & Rev 0 to EP-103 
ro alert response JM Felton 850515 release memo onci 

DALTROFF.S.L Philadelphia Electric Co 05/04/22. MURLEY.T E Region 1, Office of 
Director SCHWENCER.A Licensing Branch 2 7pp 30546001-30546189 

“0505230460 Public version of revised emargency plan Implementing 

procedures, including flov 8 to EP-102 re unusual event responso, Rev 9 lo EP-103 re 
alert responso & Rev 9 to EP-104 ro site emergency responso 

• Philadelphia Eloclric Co 85/04/22 183pp 30546 007-30546 189 

8505010430 Ack receipt of 050311 Ilf joining RL Anthony & Friends of the Earth 2 206 
potilion ro altornatfvo of sheltoring during omergoncy at plant Ltr will be treated as 
suppi to potilion 

DENTON, H.fl Office of Nuclear Reactor Rogulalion, Director 05/04/23 
ROMANO, F n Air and Wolor Pollution Polro) 6pp 30099.299 30099 304 


.-0505290110 Comments on several draft repts re contalnmont/source term/ conse 

a uonce calculations by BNL Repts described as WASH-1400 base case, Calcula Hone 
o not reflect any now source term (nfo.Reeveluation appropriofe- 
BERNERO.RM Accident Source Term Program Office 83/09/12 MATTSON.R Divi 
slon of Systems Integration (post 811005) 3pp 30632 295 30B32 297 


05OEO3O245 Forwards SALP rept for Dec 1983 - Nov 1904 Meeting held on 050312 to 
discuss results. Including weaknesses In proservlca Insp program & fire prolocllon/ 
housekeeping List of attendees also end 

MURLEY.T E Region 1, Office of Director. 85/04/26 DALTROFF.S L Philadelphia 
Eieclric Co. 6pp 301 25 032-30125 099. 


.-8505290305 Advises that listed responses to 640615 Itr compiled In preparation for 
discussions w/NRC at 840724 meeting, Including questions re primary containment 
pressure limit Containment venting diagram end. 

HELWIQ.DR Affiliation Not Assigned 04/07/17 NRC - No Detailed Affiliation Given 
11pp 30633 076 3O633'OD0 

660 2050842 Forwards draft changes lo FSAR Section 17 2 re change In QCproflram 
for plant operations phase Info will be incorporated In Mar 1985 rev to FSARW/one 
oversize organizalion chart Aperture card in PDR 

DALTROFf^SL Philadelphia Electric Co 85/01/28. SCHWENCER.A Licensing 
Branch 2 MURLEY.T.E Region 1, Office of Director 73pp. 28744 053-20744* 124. 

0504200442 Generic Ltr 85 07 to all operating reactor licensees re implamentallon of 
Integrated schedules for plant mods Sve list end. 

THOMPSON.H L Division of Licensing 65/05/02 Consolidated Edison Co of New 
York. Inc 22pp 3021 8- 149-302 10.1 70. 

8506000126 Forwards comments on Del-Aware 650211 & 0328 suppis to 841121 re- 
quest under 10CFR2.206 ro supplemental cooling water.Polition should be denied. 
CONNER, T.B. Conner & Wellerhahn CONNER, TB Philadelphia Electric Co. 85/05/ 
06. DENTON, HR Office of Nuclear Reactor Rogulalion, Director lipp 30202:101- 
30202111 

0605 160051 Advises that 050328 supplementary comments ro request that NRC detor- 
miriQ measures taken by util to secure Interim source of supplemental cooling water 
will be treated as suppi to 841121 petition under 10CFR2.206,FR notice end 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director 85/05/06 
SUGARMAN.R J Sugarmon, Donworth & Helfegers. 6pp 30449:160 30449.169, 

“8605160062 Nolice of availability of suppi lo 841121 request for action under 10CFR 
2 206 (Q supplemental cooling water for plant requesting NRC determine that recanl 
license measures appropriate as long-term solution lo plant needs. 

DENTON, HR. Office of Nuclear Roaefor Regulation, Director, 85/05/08, 4pp. 
30440 166-30449 169 


8506200516 Foiwards public version of revised emergency plan Implomer^llng 
procedures.IncJudmo Rov 4 to EP-106, "Written Summary Notification" & Rov 3 lo EP 
120, "Site Emorgency Coordinator" W/85050B release memo 
DALTROFF.S L Philadelphia Eloclric Co 85/04/30 MURLEYXE Region 1, Office of 
Director 7pp 30502 126 30502*269 

“6505200521 Public version of revised amergency plan Implomenting 
procedures, including Rov 4 lo EP-106 "Written Summary Notification," Rov 3 lo EP- 
120 "Site Emergency Coordinator" & Rev 5 to EP'203 "Emergency Operations Facili- 
ty... " 

* Philadelphia Electric Co 85/04/30 137pp 30502 133-30502.269 

8505100487 Summary of 850422 meeting w/utll In GQttiesda.MD ro achieving redundan- 
cy In remote shutoown sys Principal topic of discussion was indication provided for 
RHR SVC water pump discharge pressure. Meeting handouts end 
MARTIN.R E, Licensing Branch 2 85/05/01 Licensing Branch 2 20pp 30270 307- 
30270 326 

85DS070115 Rev 0 to Emergency Plan Implementing Procedure EP-333, "Adjustment of 
Wide Range Gas Monitor Conversion Factors" W/e50502 Hr 
DALTROFX.S.L Philadelphia Electric Co 05/05/02 MURLEY.T.E. Region 1, Oflice of 
Ol/PCtor. 19pp 30171*005 30171 023 

6506300006 Forwards public version of revised emergency plan Implomenting 
proceduroB,(ncluding Rev 5 to EP-27Q ro emergency operations facility phone list & 
Rev 6 to EP'291 re staffing augmentation W/050517 release memo 
DALTROFF.S L Philadelphia Cedric Co 05/05/07 MURLEYJ.E. Region 1. Office of 
DJrectOJr 7pp 30659*267-30659.296. 

“6506300096 Public version of revised emergency plan implomenting 
procedurosjncluding Rov 5 to EP-279 re emergency operations facility phone list, Rev 
2 to EP-306 ro evacuation of info ctr & Rev 6 to EP-2Q1 re staffing augmenlaticn 

• Philadelphia Electric Co 85/05/07, 23pp 30659 274-30659 290 


0505170131 Advises of current pfans for const completion Ur»U approx 30% 
complete Const suspended pending Pennsylvania PUC Investigation results Const will 
resume In Oct 1985 assuming favorable rulings 

KEMPER. J S Philadelphia Electric Co 85/05/10. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director 2pp 30443 024-30443 026. 


8605230228 Forwards documents re emergency planning among applicant, NRC 
staff, Commonwealth of PA & other govt agencies per ASL8 820601 order Related 
correspondence 

CULLEN, E,J Philadelphia Electric Co #285 954. 05/05/08. ZITZER.P Limerick Ecol 
ogy Action. 300pp. 30550.001-30550 293 
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8505200557 Forwards FEMA 850327.1^ & 0409 Hrsjepl of 850307 remedial exercise 
at Qraterford prison & summary of remaining offsito tociendes in emergency plan 
ning & pr^aredness Coord inalion w/slale & focal govts requested 
butler, EG Licensing Branch 2 85705/09 BAUER, EG Philadelphia Efodric Co 
5pp 30501 203-30501 207. 

-8505010330 Discusses 850307 remedial exorclso al Gratcrford Stale Correctional fn- 
stiliilion in support of facility. Portion of Category A deficiencies ciled on 840725 cor- 

KRIMM.RW Federal Emergency Management Agency 85/03/27 JORDAN.EL Divi- 
sion of Emergency Preparedness & Engineerinn Response (Post S30103) 4pp 
67829 342-67829 345 

9506220024 Forwards 850516 motion 850520 suppl \o motion for slay of ASLB third 
pamal initial decision ot^ offsite emergency pfanning.aulhorizing issuance of fulf power 
OL Commission consideration requested 

2ITZER.P Limerick Ecology Action /f 285 083 85/05/20 CKILK.SJ Office of the 
Secretary of the Commission 1p 30518 281-30518 28i 

-9505220033 Motion for slay of ASLB order authonzmg Issuance of full power OL for 
facilityProposed evacualpon plans do not provide reasonabfe assurance of implemen 
talion of protect tvG measures (n emergency W/Certifi cate of Svc 
ZITZER.P Limerick Ecology Acton 85/05/ 16, Atomic Safety and Licensing Appeal 
Panel 20pp 30518 202-30516 301 

8505290384 Forwards 850418 & 25 draft "F£MA Regron ill Exercise Evaluallon Repl,” 
of 850410 & 22 remedial exercises, rospectively. 

KfllMM,RW Federal Emergency Management Agency 85/05/21 JORDAN, EL Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830163) 3pp 
30573 003-30573 054, 

-8505290308 Draft "FEWA Region ill Exercise Evaluation Repl" for 850410 exercise 

* Federal Emergency Management Agency. 85/04/18 37pp 30573 006 30573 042 

-8505290390 Draft “FEMA Region 111 Exercise Evafualion Repl" for 850422 exercise. 

• Federal Emergency Management Agency 85/04/26 12pp 30573 043-30573.054 

9505300147 Forwards RW Krimm 850521 memo re FEMA finding on offsite emergency 
planning & preparedness Staff will provide two FEMA remedial evaluation 
fepls,re1er0nc0d in memo, to ASLB parties Related correspondence. 

HASSELL.D F Rearing Branch 2 i?286 183, 85/05/22 HOYT.H F Atomic Safety and 
Licensing Board PaneL 6pp 30622 i 72-30622. 176 

9505290107 Corrects chronology of required improvements re five human engineering 
discrepancies from control room design review final rept & Suppl 1 to final rept 
KEMPER ,J S Philadelphia Electric Co 85/05/24 BUTLER, W.R Licenspng Branch 2 
3pp 30599 210 30599.212 


8505080490 Answer to Friends of the Earth 850430 petition to reopen record based on 
Into ro offsite effluent releases Patllion opposed & should be denied Certifjcale of Svc 
oriel 

CONNER.! B . RADER.R M Philadelphia Electric Co CONNER.! 0 Conner & Welter- 
ha hn rf285 899 85/05/07 Atomic Safety and Licensing Board Panel 12pp 
30218 123 30216134 

8505100001 Forwards Delaware River Basin Commission 850403 public notice ro 

K review applications received,8504l6 notice of commission maetinge 8 public 
IS & VS Boyer 850607 testimony Related correspondence 
CONNER,! B Connor & Welterhahn CONNER,! B Philadelphia Electric Co 02Q5 
012, 85/05/08 HOYT.HF, HARBOUR, J , COLE.R F Atomic Safety and Licensing 
Board Panel 38pp 30247 205-30247 322 

6505130258 Order extending time until 8S0622 for replies to Anthony/ Friends of the 
Earth 850430 petilior^ to reopen record on basis of now Info m util semiannual effluent 
release r^t did Feb 1985 Svc failure petition cited Served on 850509 
HOVT.HF, Atomic Safely and Lfconsing Board Panel //285 938 05/05/08 Anthony, 
R L 2pp 30274 017-30274 01 8. 

8605230226 Forwards documents re emergency planning among applicant, NRC 
staff .Commonwealth of PA & other govt agencies per ASLB 820601 order Helaled 
correspondence 

CULLEN.E J Philadelphia EfecUic Co ff2QS 954 B6/05/0B ZIT2ER,P Limerick Ecol- 
ogy Action SOOpp 30550 001-30550 293 

8505130107 Forwards petition to reopen record on basis of new Info In util semiannual 
effluent refease rept Due to failure of svc. replies extended until 860222 Expedilio us 
svc on all parties & placement in PDR requested Served on 850510 
HOVT.HF Atomic Safety and Licensing Board Panel i5f285 930 65/05/09 
CLEMENTS.W L Docketing & Services Branch Ip 30274 214-30274 215 

8505140408 Order granting applicant 850207 motion for exemption from reguirements 
of 10CFR60 471(8) & (b) for period of time any potential conlenllons of remaining party 
considered by ASLB Served on 050510 

HOYT.HF Atomic Safely and Licensing Board Panel //285 963 85/05/09 Philadel- 
phia Electric Co. 9pp 30376 149-30375 167 

6505160058 Forwards S50427 Ur as further evidence to support 841223 & 850225 pell 
tions requestmq issuance of show cause order to Initiate proceedings to revoke Li 
cense NPF-27 W/o encf 

ANTHONY.R L Friends of Ihe Earth ANTHONY.R L Anthony, R L #285 013 85/05/ 
09, DENTON, HR Office of Nuclear Reactor Regulation, Director tp 30429 080 
30429 060 


Q, Adjudicatory correspondence 

6505010459 Forwards response lo 850418 appeal & 850416 supplemental potllion of 
Gralerford Inmates, per ASLB 850418 order W/o encI.Relaled correspondence 
OTTO.T G. Pennsyfvarvla, Commonwealth of. #265 774 85/04/29 KOHL,C N. Atomic 
Safety end Llcansiing Appeal Panel ip 30092.115-30092:115, 

6605020215 Pelillon to order util to make complete environ study of proposed changes 
in Delaware River Basin Compact & to Issue stay 
ANTHONY.R L Friends of the Earth ANTHONY.R 
29. KOHL.CH., EDLES.G J.. GOTCHY.R L Atomic 
2pp 30106 358-30106 359 

8505010456 Response opposing Gralerford inmates 850418 appeal & 850416 supple 
mental QelJtion,per AS LAS 850423 order. Proposed contentions (ate-filed A. lack sped 
1 Kilty & vasts 

OTTOJ Q , FEnKfN,Z.G PennsyNania, Commonwealth of. #285 778 85/04/30 
Atomic Safely and Licensing Appeal Panel 13pp 30092,079-30092091 


L Anlhony. R L. #285 788 05/04/ 
Safety and Licensing Board Panel, 


8505160011 Motion appealing third Partial Initial Decision LBP-OS 14 re offsite emergen 
cy planning Appeel based on ASLB failure to consider congestion 6 potenHaf block- 
ages ih VaUey Forgo Park A Kmg of PfU5sia,PA areas 

ANTHONY.R L Anlhony, R L ANTHONY.R L Friends of the Earth #285 012 85/05/ 
10 Atomic Safely and Licensing Appeal Panel Ip 30429 074-30429 074 

8506160003 Proposed revised contentions re radiological emergency raspenae plan.per 
AS LAB 860501 decision Plan gfvee no reasonable assurance that inmates will be pro- 
tected. Certificate of Svc end 

LOVE, A R. Montgomeiy County Legal Aid Service LOVE, A R Gralerford Prisoners 
#285 993 05/05/14 Atomic Safety and Licensing Board Panel 21pp 30398.118- 
30396 13$ 

8506210002 Responds to ALAB 850500 order re 850430 petition lo reopen record on 
ubi Effluerit Refease Rept 1 & applicant answer to 850507 petition ASLB notified that 
B MoJholt secured to testify re health consequences of radiation exposure 
ANTHONY.R L Anlhony, H L ANTHONY.R L Friends of the Earth #205 060, 85/05/ 
14. Ip 30493 306 30493 30B 


0505010521 Bnef in opposition to Gralerford prisoners appeal from ASLB order denying 
contentions A applfcanl answer to Gralerford prlsohere supplemental petition for 
revlew,Certiflcaie of Svc end. 

RADER, R M Philadelphia Eleclric Co. RADER.R M. Conner A Wetleihahn #285 769. 
85/04/30. KOHL,CN, EDLES.G J. GOTCHY.RL. Atomic Safely and Licensing 
Appeal Pane). 39pp 30090 292-30090 330. 

9505070374 Brfef in response to Gralerford Inmates 850416 supplemental petition for 
review of ASLAB order dismissing petitfon for directed certificalfon & 850408 notice of 
appeal from ASLB memiorAndum & order.W/Cerfilicate of Svc. 

HAS SELL, D,F Heanng Branch 2. #205 877. 85/04/30. Atomic Safety and Licensing 
Appeal Panel 38pp 30176.265-30176.302. 

0505070566 Petition lo reopen record on basis of now info In applicant Feb 1985 semi- 
annual effluent release rept. ASLB should institute hearings lo determine adequate 
aids & methods & to order stay of low power testing, 

ANTHONY.R L, Anthony, R,L. ANTHONY.R L Friends of the Earth, #285 889 86/04/ 
30 Atomic Safely and Licensing Board PaneL Ip 30203 199-30203.199 

6595020225 Decision ALAB-806 reversing ASLB 850322 oral ruling denying request ol 
Gralerford inmates to submit revised contentions A 850412 memorandum & order dis- 
missing contenlions.fnmales reinstated as party lo proceeding.Served on 850601. 
SHOEMAKER, CJ. Atomic Safely and Licensing Appeal Panel #285 789 85/05/01. 
19pp 301 06’24a 30106-266 

6505070477 Correction to 650429 petition re changes In Delaware River Basin 
Compact Correction changes Paragraph 3. 

ANTHONY, n.L. Friends oT the Earth ANTHONY.R L Anlhony. R L #265 690. 85/05/ 
01, Atomic Safety and Lfcanslng Appeal Panel Ip 30203 26O-3O203-260. 

8505060488 Memorandum A order dismissing RL Anthony/Friends of the Earth 650429 
petibon for slay & relief of util application for OL Issue should be addressed to 
NRR.Served on 650603 

SHOEMAKER, CJ Atomic Safely and LIcenBing Appeal Panel. #285 840. 05/05/02 
ANTHONY, R.L Anlhony, Rl ANTHONY.R L. Friends of ihe Earth. 3pp 30164 313- 
30164:316. 

8506070339 Thfrd Partial Inilial Decision LBP 65-14 re offsite emergency 
planning Served on 850607. 

HOYT.HF., COLE.R.R, HARBOUR.J. Atomic Safety and Licensing Board Panel. #285 
874. 85/05/02. 333pp 30175:179 301 7$-1 62. 


8505210006 Notice of appeal ro ASLB 850507 third partial initial decision on offsite 
emergency planning A all previous emergency planning orders.Certificate of Svc end 
ZITZER.P. Limerick Ecology Action #285 056 05/05/15 Atomic Safety and Licens- 
ing Appeal Panel 3pp 30494 059-30494 061 

6505200342 Motion for stay of ASLB third partial initial decision on offsite emergency 
planning authorizing issuanco of full power OL Record does not support ASLB predic- 
tive finding re public protection by proposed plans Certificate of Svc end 
ZITZER.P Limerick Ecology Action #285 044 05/05/16 Atomic Safely and Licens- 
ing Appeal Panel SOpp 30466.083-30466 102. 

8505210007 Response opposing ASLB 650509 order granting applicant mollori for ox- 
emptlort (root 10CFR50 47(a) & (b) re evacuation plans for Qraterford Inmates 
ANTHONY.R L Friends of the Earth ANTHONY.R L Anthony, RL #285 073 85/05/ 
16- Atomic Safety and Licensing Board Panel Ip 30494 058 30494 060. 

6505210249 Responds to 850514 request for immediate commencement of Commis- 
sion ofleclivenass review.due lo ASLB 850509 order. Based on Commission interpre- 
tation of order,any action on request premature Served on 650520 
CH1LK.SJ, Office of the Secretary of the Commission #285 061. 85/05/20 
CONNEH.T.B Conner & Welterhahn Ip. 30494 253-30494-253 

8S05220024 Forwards 850518 motion & 850520 suppl lo motion for stay of ASLB third 
partial Initia) decision on offsite emergency planning, authorizing issuance of full power 
OL Commission consideration requested 

2irZER,P bmericK Ecology Action #285 083 85/05/20 CHILK.SJ, Office ol the 
Secretary of the Commission. Ip 30518.281-30518 309 

"8505220033 Molron for Stay of ASLB order authorizing Issuance of full power OL tor 
faclltly Proposed evacuation plans do not provide reasonable assurance of Impfemen- 
tallon of protective measures ir> emergency.W/Certificate of Svc 
ZITZER.P Limerick Ecology Action 86/05/16 Atomic Safety and Licensing Appeal 
Panel 20pp 30518,282-30518 301. 

"8505220046 Suppiemenla) rftotlon for stay of ASLB order authorizing issuance of full 
power OL,Full power operation wHI make design change & backfitllng more 
dangBrou8.difflcuJl A expensive W/Certificate of Svc, 

ZITZER.P. Limerick Ecology Action B6/05/20 Atomic Safety and Licensing Appeal 
Panel 8pp, 30510 302-30518.309, 
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05OS22OO38 Commenls on ASLB 050509 ordor graniing ulil exomplion from 
10CFR50 47(a} & (b) re evacuation provisions of emorgency plan for Gralorford State 
Correclional Inst Critoria for exomptfon met Corlificafs of Svc and 
HASSELL, D F Neanna Branch 4 iy285 009 05/05/20 Atomic Safotv and Licensfna 
Board Panel 9pp 30520 243-30620 251 ^ 

6505240227 Forwards ''Semiannual Effluent Releases R^l 1, 841 222-3 1," fn response 
lo request re R Anthony.on behalf of Friends of the Earth, 050430 move to reopen 
proceeding W/o end Rolated correapondenco 

CONNER,! B Connor & Wolterhahn CONNER,! B Philadelphia Electric Co #285 
117 05/05/20 HOY!,H F Atomic Safety and Licensing Board Panel Ip 30556 213- 
30556 213 

0505220001 Notice of appeal ro ASLB 850509 decision granting applicant motion for 
exemption from roquiromonts of 10CFR60 47 Requesls ASLAB rovorse exemption re- 
quest & allow inmalQS input fnto mailer Certificate of Svc end 
tOVEAR Graterford Prisoners LOVE, A R Love, A.R #205 006 85/05/21 15 dp 
30520 342-30520 356 


8505220009 Exceptions to ASLB 650509 order granting util motion for exemption from 
requirement of 10CFR50 47(a| & (b)Util should not bo allowed exemption from 
rqgulatfona Exemption not In spirit of regulations Certificate of Svc end 
LOVEAR Graterford Prisoners LOVE, A R Lovett & Linder. Ltd #205 087 85/05/ 
21. Atomic Safely and Licensing Board Panel 6pp 30520 262-30520 267 

8505 230232 Order oxtonding duo dale until D5052O for replies to Anthony/Frlonds of 
The Earth polillon to roopon based on applicant effluent release repl Served on 
850522 

HOYT,H.F Atomic Safely and Licensing Board Panel #285 104 85/05/21 Office of 
the Executive Legol Director Ip 30534 183 30534.183 

8606230303 Ordor dismissing w/o prejudico 050517 appeal by Inmates of State Correc- 
tional Inst el Gr0torford,PA from Board 850509 order granting exemption to util re 
emeraency evacualion plan for inmates Sorvod on 050522 

TOMPK(NS,BA Atomic Safely and Licensing Appeal Panel #285 106 85/05/21 
3pp 30534:180-30534 182 

6606300306 Requests reopening of proceedings re licensing of facility Request mented 
by Delaware River Basin Commission 050513 decision to declaro drought 
emergency Add I use of water needed for low or full power operation threat to public 
ROMANO.F.R Air and Water Pollulion Patrol #205 149 86/05/21 Atomic Safely 
and Licensing Board Panel 2pp 30622'3G0-30622 361 

8606230480 Answer lo Graterford Prisoners 850513 proposed revised contentions re 
adequacy of radiological emergency planning to protect inmates FEMA reviewed exer- 
cise scenario & found It satisfactory 

CONNER, !.B Philadelphia Electric Co. CONNER,! B Conner & Wolterhahn #205 
096 85/05/22 Atomic Safety and Licensing Board Pane) 20pp 30531 168- 
30531:106. 


••8605230501 Responds to other parties comments on ASLB 050509 order granting ex- 
emption ro coverage of Graterford Prisoners in offsite emergency plan Filings do not 
contain any new substantive Info. 

CONNER,! B Philadofphia Electric Co. CONNER.!.B, Connor & Woftorhahn 86/05/ 
22 Atomic Safety and Licensing Board Panel 2pp 30531 188-30531 189 

••850&23QSD5 Response to RL Anthony & Friends of the Earth In Delaware Valley 
850514 unauthorized reply to applicant answer to 850430 petition to reopen 
record.Molion failed to moot stds for reopening closed record W/Corllficalo of Svc 
WETTERHAHN,M J Philadelphia Efoctrlc Co WE!TERHAHN.M J Conner & Welter- 
hahn. 85/05/22 Atomic Safety end Licensing Board Panel 6pp 30531:100 
30531 105. 


6G06240169 Order clerlfyinn that time for replies to Limerick Ecology Action (LEA) 
860516 move for stay orL6P'85-14 ahouiri be determined by ro( to LEA 050520 
suppi Served on 860523 

SHOEMAKER,C J. Atomic Safety and Licensing Appeal Panel #205 115 85/05/22. 
Offico of the Executive Legal Director Ip. 30554*353-30554 353 


8S05300147 Forwards RW Krimm 850521 memo ro FEMA finding on offsite emergency 
planning & preparedness Staff will provide two FEMA remedial evaluation 
repl s. referenced in memo, to ASLB & parlies. Related correspondence 
HASSELL,O.F Hearing Branch 2, #285 183 05/05/22 HOYT.HF, HARBOUR, J, 
COLE.R.F. Atomic Safety and Licensing Board Panel 6pp 30622*172-30622 176. 

S50S200499 Requests submittal Of Plan 2 version of radiological emergency response 
plan for Graterford facility for use in consideration of Inmates contontions per 850320 
protective ordor.Sorved on 050526 

HOY!,HF Atomic Safely and LIconsing Board Panel #285 152, 05/05/24 
0T!0,T.Q Pennsylvania, Common weal 1h of. Ip 30595 216-30595.218, 


0505300194 Order Implemenling 050509 grant of applicant motion for exemplion from 
roqulramenta of 10CFH50.47 & aulhorizlnp Issuance of full power OL consistent w/ 
ASLB decisions re offslto emergency plannTng.Served on 850S24 
HOYT.H.F. Atomic Safely and Licensing Board Panel #285 139 85/05/24 Office of 
the Executive Legal Director Opp 30024' 104-30624 199, 


8506300618 Forwards Commonwealth of PA response lo proposed revised contentions 
of Graterford lnmaloB.Cortiffcato of Svc end 

FERKIN,ZQ Pennsylvania, Commonwealth of. #285 147 85/05/24, HOY!,HF, 
COLE.H F , HARBOUR, J. Atomic Safety and Licensing Board Panel, 3pp 30828‘344- 
30626.005. 


-8605300621 Response to Graterford inmates 850513 proposed revised contontions re 
radiological emergency planning Conlenllons lack requisite spoclficliy & bases under 
10CFR2,714 & should bo rojected Supporting documentation end 
FERKIN.2 Q Pennsylvania. Commonwealth of. 86/05/24. Atomic Safely and Licens- 
ing Board Panel. 22pp. 3 062 8:34 7 -3 0629 '00 8 

8506290648 Brief opposing Limerick Ecology Action B50616 request for stay of ASLB 
second & third partial Initial decisions on offsite emergency planning Certificate of Svc 

CONNER.TB Philadelphia Electric Co CONNER,! B. Conner & Wetlerhahn. #285 
160 86/06/20 Atomlo Safety and Licensing Appeal Panel 16pp 30615*322- 
3iO61B’330. 


6505300170 Forwards two FEMA Region III remedial evaluation repts did 850418 & 
26, per 850522 Mr W/o end Related correspondence 

HASSELL, DF Hearing Branch 2 #285 185 85/05/28 HOY!,HF, C01E,R F . 
HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 30623 344 30623 345 

8505300270 Response to Anthony/Fnends of the Earth (FOE) petition to reopen record 
on basis of now info In applicant Feb 1985 semiannual effluent release repl FOE poll 
ticn should bo denied Cedificate of Svc end 

HODGDON.A P Hearing Branch 2 #205 186 85/05/28 Atomic Safety and Licensing 
Board Panel 22pp 30622 336-30622 357 


Q, Inspection reports. IE Bulletins & correspondence 

8S051 40242 Partial response lo FOIA request for documents re allegation on crack in 
body of recirculation sys Pump B suction valve App A documents in PDR Portions of 
Add a document withheld (ref FOIA Exemption 7) Related info end 
FEL!ON.JM Division of Rules and Records 04/10/12 BELL.N Nuclear Information 
& Resource Service 21 pp 30390 100-30390 161 

8505150235 Re^onds to NRG 850321 Ur ro violations noted in insp repts Corrective 
actions note ''Blocked Open" removed from Electrical Drawing E 1,Rev 12 & Mod 
Design Change Package 4 16, Rev 1, issued for removal of exhaust stack elbows 
DALtROFF.S.L Philadelphia Efoctrlc Co 85/04/19 S!AROSTECKI.R Region 1, 
Office of Director 8pp 30394 166-30394 173 

8505030245 Forwards SALP repl for Dec 1983 - Nov 1984 Meeting held on 850312 to 
discuss results, including weaknesses in preservico insp program & fire protection/ 
housekeeping List of attendees also end 

MURLEY.T.E Region 1, Office of Director 85/04/26 DALTROFF,SL Philadelphia 
Efedric Co 6pp 301 25 032 30 1 25 099 

8504250452 IE Info Notice 05-034, "Heal !raclng Contributes to Corrosion of StainEess 
Stool Piping •' Svc list end. 

JORDAN.EL Division of Emergency Preparedness & Englnoerino Response {Post 
830103). 05/04/30 Consolidated Edison Co of Now York, Inc 107pp 30115 TBS 
30115 291 

8504250455 IE Info Notice 05-035, "Failure of Air Check Valves to Seat" Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103), 85/04/30 Consolidated Edison Co of New York, Inc lOBpp 30115 077- 
30115104 

8505060418 IE Info Notice 84 52,Suppl 1 , "Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors." 

JORDAN, E L. Division of Emergency Proparednoas & Engineering Response (Post 
830103), 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30015 338- 
30615 347 


R. Periodic operating reports & relsled correspondence 

8505070568 "1904 Annual Environ Operating Repl (Nonradiological), Oct Dec 1984" 
W/860424 Itr 

WILLSEY.WB Philadofphia Electric Co 04/12/31. MURLEY,!E Region 1, Office of 
Director. 4pp 30205*345-30205*348 

6505069247 "Annual Environ Operating Ropt (Nonradiological) Oct Doc 1984." W/ 
650424 Itr. 

WiLLSEY.W.B Philadelphia Electric Co. 84/12/3! DEYOUNG.RC. Director's Olhce. 
Offico of inspection ana Enforcement App 30234 273-30234*276 

8505070551 Forwards "Rogional Radiological Environ Monitoring Program Rept 
1,841222-31 •' 

WILLSEY,WB. Philadelphia Electric Co 85/04/24 MURLEY.!E Region 1, Office of 
Director Ip 30204*229 30204 303 

-850S070B56 "Regional Radiological Environ Moniloring Program Ropt 1, 841222-31 " 

* Yeledyne (aolopes * Radiation Management Corp 84/12/31 /2pp 30204‘230- 
30204.303. 

B505090389 Forwards radiological environ moniloring program covering 841222-31 Pro- 
gram confirmed environ effects from radioactive releases well below !ech Specs & 
applicable regulatory limits. 

WILLSEY.W B Philadelphia Electric Co 85/04/24 DEYOUNG.R C. Director's Office, 
Offico of Inspection and Enforcement Ip 30233 270-30233 344 

-8505090397 "Regional Radiological Environ Monitoring Program, 841222-31 " 

* Yeledyne Isotopes. * Radiation Management Corp 84/12/31 76pp 30233 271- 
30233 344 


DOCKE! 50-354 HOPE CHEEK NUCLEAR STA!I0N, UNIT 1 


A. Applicatiorr/constructlon stage documents & correspondence 


6595030511 Forwards lorm equipment qualification forms for pump & valve operability 
review team & SQR! audit components, per NRC 850405 l1r.W/17 oversize 
drawings Aperture cards available in PDR, 

MirrL.RL Public Service Eleclric & Gas Co of New Jersey 85/04/23 
SCHWENGER.A. Licensing Branch 2 634pp, 30161 001-30162.274. 

8595020354 Forwards "Environ Qualificalion Summary Repl for Hope Creek Generating 
Station," submitted on 850418 

SCHWENGER.A Licensing Branch 2 85/04/25 Licensing Branch 2 2pp 30138 001- 
30139026. 

-8506020358 "Environ Qualification Summary Ropt for Hope Creek Generating Sta- 
tion " 

^ Licensing Branch 2. 85/03/28 384pp 30138 003-30139*026 



152 DOCKETED ITEMS 


^505030508 Forwards 31 oversize P&IDs & equipment location drawjngs for NSSS 
Pump & Valve Operability Review Team & SORT audit ilems.per G50423 
c^^mitmenl Info completes pre audit qualification submittal Aperture cards available in 

MITTL.RL Public Service Eteclnc & Gas Co of New Jersey 85/04/25 

SCHWENCER,A Licensing Branch 2 15pp 30157 120 30157135 

8505030360 Requests NRC approval to use 100%/day irteakage rate & associated 
drawdown limo as acceplance criteria tor preoparational & periodic testing of filtration 
recirculation vertilabon sys.per FSAR Section 82 3 3 

MiTTL,Rt Public Service Electric & Gas Co of New Jersey 85/05/01 

SCHWENCER,A Licensing Branch 2 2pp 30126 053 30126054, 

8505140424 Forwards ''Environ Protection Plan (Non/adfofogical) " Plan will become 
AppB ot OL 

MITTL.R L Public Service Electric & Gas Co of New Jersey 65/05/01 

SCHWENCEn,A licensing Branch 2 Ip 30375 133-30375148 

-8505140429 "Environ PfotocUon Plan (Non/adiDlogical), App B to OL " 

* Public Service Electric & Gas Co of New Jersey 66/05/01 15pp 30375 134- 
30375 148 


8605160064 Forwards response to NRC request for addi info re conformance to Reg 
Guido 1 97 (SER Open Item 6) on post accident inslfumontalion Info will bo Included 
in Amend 11 to FSAR 

MITTL*RL Public Service Electric & Gas Co of New Jersey 85/05/14, BUTLER, W 
Licensing Branch 2 5pp 30429 075 30429 07fl 

8505240582 Forwards draft "Guidelines for Preparation of Solid Waste Process Conirel 
Program," providing framework for development of program, per SER Program inad- 
equately aetdressGS product sample Rev requested 

BUTLER, WR Licensing Branch 2 B5/0S/15 MITTL.RL Public Service Electric & 
Gas Co of New Jersey 48pp 30563 337 30564 021 

8605290346 Forwards current list re status of open & conlirmalory items identified in 
Sections 1 7 & 1 8 of SER Resolution to SER items listed for review & approval also 
end Info will be Incorporalod mto Amend 11 to FSAR 

MJTTL.R L Public Service Electric & Gas Co of New Jersey 85/05/24 BUTLER, W 
Liconsfng Branch 2 20pp 30596 150-30506 169 


F. Security, medical, emergency & fire protection plans 


8505150572 Determines that Info contained in rept, "Cable & Raceway Physical Separa- 
tion VerfficatiQn Testing/^ should be withheld (ref 10CFR2 790),in response to 650404 
request 

SCHWENCEn,A Licensing Branch 2 85/05/01 MITTL.RL Public Service Electric & 
Gas Co of New Jersey 5pp 30438 073 30438 077 

650429(1442 Generic L(r 85 07 to all operating reactor licensees re mnpleniantalion of 
Integrated schedblos for plant mods Sve list end 

THOMPSON.HL Division of LEcensirg 85/05/02 Consolidated Edison Co of New 
York, Inc Z2pp 30218 149-30218 170 

8605130439 Forwards response to 850109 Queslion 3 on 840917 mfo re potential rtvor- 
borne missilas ^ "Annual Probabilities of Exceedance of Significant Dam 
Deformation, FE Walter, DowasviIIs & Cannon svillo Dama.PSE&G " 

MITTL,R L Public Service Electric & Gas Co of New Jersey 85/05/08 
SCHWENCER.A Licensing Branch 2 9pp 30278,297-30278 311. 


8605020343 Forwards public version of Rev 3 to emergency plan.Rov 1 to event classi- 
ficalion guide, revised emergency plan procedures & evacuation time estimates 
FELTON.J M Division of Rules and Records 05/04/20 Document Management 
Branch 2pp 30131 001-30137.075 

-6505020386 "Evacuation Tima Estimates for Areas Near Site of Salem & Hope Creek 
Nuclear Generating Stations " 

• Parsons, Brmkerhoff, Quada & Douglas, Inc 84/02/27 150pp 30131314- 

30132 103 

8505160459 Informs of 850520 04 special team Insp re ability to provide safe ahutdovrn 
In event of fir© Analyses, procedures & other documentation requested at site during 
insp & should be submitled by B50506 

EBNETER.SO. Region 1, Office of Director 85/04/30. MAR TIN, TJ Public Service 
Electric & Gas Co of New Jersey 2pp 30413 105 30413 106 


-8605130441 "Annual Probabilities of Exceedance of Significant Dam Deformation.FE 
Waller, Downs ville & Cannonsvillo Dams,PSE&G " 

• Dames & Moore 85/05/08 6pp, 30278.306 30278 311 

8605130314 Requests approval to apply Code Case N-411 fo piping as-bullt 
re con dilation Re quests approval to apply selected portions of 1981 Winter Addenda 
to ASME Section tJI for pipe support evaluations Specific paragraphs enumerated 
MITTL,R L Public Service Electric & Gas Co ol New Jersey 8&/05/09 BUTLER.W 
Licensing Branch 2 2pp 30275 252-30275 263 

8505200485 Infornis that use of NB-2510, "Exam of Pressure Retaining Malls," in 1983 
Edition .Summer 1083 Addenda to Section III of ASME Code acceptable at facility pre 
vidad all related provisions of code adhered to 

BUTLER, W R. Licensing Branch 2 85/05/09 MITTL.R L Public Service Electric 8 
Gas Co. of New Jersey 4pp 30501 324-30501 327 

8506210316 Forwards list of util FSAR commalmonts through Apr 1985 Commitment 
resolutions provided 

MlTTUfl L , DOUGLAS, R P Public Service Electric & Gas Co of Now Jersey 05/05/ 
17, BUTLER, W Licensing Branch 2 Opp 30480 359 30489 361 

6505290339 Responds to 850319 request for add! info re Generic Lfr 83-26 Completion 
of reactor Irip sys classification program confirmed 

MITTL,RL, Public Service E/oclrlc & Gas Co of New Jersey 65/05/21 BUTLER.W 
Licensing Branch 2 8pp, 30596247 30596 254 

860631)0533 Submits Info Irv response to 10CFR50 62 re ATWS rule 
compliance Alternalo rod Insortton sys cTi verse from reactor trip sys implomenled 
MITTL.RL Public Service Eleclnc i Gas Co of Now Jersey 85/05/21 BUTLER.W 
Licensing Branch 2 3pp 30627319 30627 321. 

8505240435 Advises of plan to load fqe) at plant on 851201 Basis for 6-wk advance- 
ment of fuel read will be datelled at 860626-27 caseload forecast meeting 
MITTL,R L Public Sarvice Electric & Gas Co of New Jersey 85/05/22 BUTLER.W 
Licensing Branch 2 2pp 30553 163-30553 164 

6505210163 Generic Ur 85-OB to all holders of CPs & OLs re 10CFfl20 408 termination 
repts - formats 

THOMPSON, HL Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30682 282-30682 301 

8SD5290242 Responds to 850307 request for addI Info re QA program Items designated 
as "R" covered by QA program during operations QA program for firo protection re 
vised, 

MITTL.RL Public Service Electric & Gas Co. of New Jersey 85/05/23 BUTLER.W 
Licensing Branch 2 4pp 30599.217-30599 220 

8506290436 Responds to 650405 request for addi Info re SNM license Controls that 
prevent fnserllon of assemblies in non-borated 5x6 special fuel rack specified In SNM 

license Section 1 2 4 3, ^ 

MITTL.R L Public Service Electric & Gas Co of New Jersey 85/05/23 BUTLER.W 
Licensing Branch 2 46pp 30592,105-30592.151, 


E. NRC Safety Evaluallon Report (SER), supple & correspondence 

8604110462 Forwards proprietary revised FSAR Sections 181,76 & 8.1.4.14.3 & 
17730 01, "Test Rept on Cable a Raceway Physical Separation in response to 
SER Open Itein 7 & Confirmatory Item 29.lnfo withheld (rei 10CFfl2 700). 

MITTL,R1, Public Service Electrio & Gaa Co of New Jersey, 85/04/04, 
SCHWENCEfl,A. Licensing Branch 2. 5pp 29765.016 29765 021. 

8505160088 Forwards affidavit certifying disinbullon of Amend 10 to fSAR.per 
10CFR2.101 Amend 10 to FSAR conlaina text Changes due to resolution of SER open 

Hems, updated drawings & general revs to FSAR (ext 

MITTL,RLL Public Service t fee trio & Gas Co of New Jersey. 85/05/13. BUTLER, W. 
Licensing Branch 2. 4pp. 30398.106'30398'109 


8605210555 Confirms that 1085 emergency preparedness exercises at facility meet 
NRC & FEMA requirements Agrees w/proposal to treat two facilities as on© site for 
emergency preparedness purposes 

SCHWENCER,A Llconslng Branch 2 85/05/01 MIHL.R L Public Service Electric & 
Gas Co of New Jersey 4pp 30523 270 30523 273 

8605200549 Forwards request for add! Info to clarify or commit to dose assossmenl 
methodology described In radiological emergency plan, Sections 9 & 10 Emergency 
action levds conform to NURE3-0654.Re5ponse requested within 60 days 
BUTLER.W R Licensing Branch 2 85/05/00 MITTL.RL. Public Service Efeclnc A 
Gas Co of New Jersey. 12pp 30501 236-30501 245 

6605150123 Forwards atatus of Tech Spec issues from SER Section 16, resolutions to 
issues & listed revised draft Tech Spoc pages Descnplion of unresolved issues re- 
quested 

MITTL.RL. Public Service Electric & Gas Co of New Jersey 85/05/13 BUTLER.W. 
Licensing Branch 2 61pp 30412 001-30412.081 

6505160064 Forwards response to NRC request for addi Info re conformanco to Reg 
Guido 1 97 (SER Open Item 6) on post-accident Instrumenlation Info will be included 
In Amend 11 to FSAR. 

MITTL,nL Public Service Electric & Gas Co of New Jersey. 85/05/14 BUTLER.W 
Licensing Branch 2 5pp 30429,075-30429 079 

6505240506 Forwards request for addi Info re procedures generation package review 
per Generic Llr 82-33, St^pl 1 to NUREG 073/ Review based on NUREG 0899 since 
criteria not Included In SRP Info requested within 60 days of Itr receipt. 

BUTLER.W R Licensing Branch 2. 85/05/14 MITTL.RL Public Service Electric S 
Gas Co of New Jersey 10pp. 30576 096-30576 105 

8505290242 Responds to 850307 request for addi Info re QA program Items doslonated 
as covered by QA program during operations. OA program for fire protection re- 
vised. 

MITTL.R L Public Service Electric & Gas Co of New Jersey 85/05/23. BUTLER.W 
Licensing Branch 2 4pp 30599.217-30599.220 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8505030419 Forwards Amend 10 to FSAR for Hope Creek Generating Station, consist- 
ing of text changes based on resolution of SER open ilems,updaled drawings in FSAR 
Section 1.7 & general text revs Summary & explanation end 
MITTL.RL Public Service Electric & Gas Co. of New Jersey 85/05/01. 
SCHWENCER.A Licensing Branch 2 16pp. 30166 016-30187 001. 

-6505030422 Amend 10 to FSAR for Hope Creek Generating Station W/259 oversize 
drawings Aperture cards available In POR 

♦ Public Service Efeclnc & Gas Co of New Jersey, 85/05/31, 1,467pp 30166 032- 
30170 048 

8506160088 Forwards afffdavjl certifying distribution of Amend 10 to FSAR.per 
10CFfl2 101, Amend 10 to FSAR contains text changes due to resolution of SER open 
Hams, updated drawings & general revs to FSAR text 

MITTUR.L Public Service Electric & Gas Co of New Jersey. 85/05/13. BUTLER.W 
Licensing Branch 2. 4pp 30396,106-30398.109 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8605230933 Comments on Inspect ability of recirculation sys Data presented not suffi 
cfeni to find & correctly size all Important flaws 

THOMPSOKRB. Amos Laboratory, Energy & Mineral Resourcaa Research Institute 
THOM PSON»R B, ACRS - Advisory Commlllee on Reactor Safeguards. 85/03/06 
IGNE.EG, ACRS * Advisory Committee on Reactor Safeguards, 2pp 30545:059- 
30646:060 
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Q. Inapoction reports, IE Bulletins & correspondence 

05OSO2O3O1 Forwards Insp RepI 50 354/B5 13 on 850312-15 No violation noted 
GBNETER.SD Region 1. Ollfco of Director 85/04/19 MARTIN,! J Public Se/vJco 
Eleciric & Gas Co of Now Jersey 2pp 30110 144-30110 152 

-8505020304 Insp Rept 50-354/85 13 on 850312-15 No violation noted Major areas 
Inspected preoperatlonal test procedure review & verificalfon & toca! rate testing pro- 
cedure review & tost wilnesslng 

BRIGGS.L, VITO.D . BETTENHAUSEN.L Region 1. Office of Director 85/04/17 7pp 
30118 146-30118162 

8505020322 Forwards Safely Insp Rept 50 354/85-12 on 850301-05 No violation noted 
EBNETER.SD Region 1. Office of Director 85/04/10 MARTIN.TJ Public Service 
Eleciric & Gas Co of New Jersey 2pp 301 17 338 301 17 346 

-8505020333 fnsp Rept 50 354/65 12 on 6S0301-Q5No violation noted Major areas 
inspected licensee aclivitles re reactor vessel & associated piping hydrostatic tost 
BRIQGS.L, GREGG.H. BETTENHAUSEN.L Region 1, Office of Diroclor 85/04/16 
7pp 30117 340-30117 346 

8S05010367 Responds to NRC 858325 Itr re noncompliance noted in Insp Rept 50-354/ 
84 2 1 Corrective actions Nonconformance Rept 5460 issued to document cable lortgth 
& provide appropriate measures Insp of cable will be completedi by 850615, 
MArTINJJ Public Service Eleciric & Qas Co of Now Jersey 85/04/24 
MURLEYJ E Region 1, Office of Director 4pp 30090 109 30090 1 12 

8505070227 Forwards Insp Repl 50-354/85-03 on 850114-18 & notice of violation 
EBNETER.SD. Region 1, Office of Director 85/04/25 MARTIN.TJ Public Service 
Electric & Gas Co of New Jersey 2pp 30205 241 30205 248 

-8506070232 Notice of violation from insp on 850114-18. 

* Region 1, Office of Director 85/04/25 Ip 30205 243 30205 24 j 

-8505070238 Insp Rept 60 354/65 03 on 850114-18 Violation noted failuro to follow 
procedures re release of safety-related sys prior to QC acceptance S uncapped instru- 
ment tubing 

PAOLINO.RJ, ANDERSON.C.J Region 1. Office of Oircclor. 65/04/10 5pp 
30205,244 30205 240 

0606070268 Forwards Insp Repl 50-354/85-10 on 850304 08 & notico of viofallon 
EBNETER.SD Region 1, Office of Director, 85/04/26 MARTIN.TJ Public Service 
Eleciric & Gas Co of New Jersey 2pp 30205*251-30205 260 

-8 S 05070273 Notice of violation from Insp on 850304 08 

• Region 1, Office of Director 85/04/25 1p 30205'253 30205 253, 

-8 B 05070277 Insp Ropt 60-354/05-10 on 850304 08 Violation noted failure to malnilain 
safoty-ralated cables & frays In clean 8 aafo condition. 

FINKEL.A , ANDERSON, CJ Region 1. Office of Direclor. 85/04/02 6pp 30205 254- 
30205 260 

8504250452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Stool Pjping " Sve fist one! 

JORDAN, EL Division of Emergency Preparedness & EnginDorfng Response (Post 
630103. 85/04/30 Consolidated Edison Co of New YorU, Inc f07pp 30115,105 
30116.291 

8B04250465 IE Info Notice 85 036, "Failure of Air Chock Valves to Seat/’ Sve Ifsl end. 
JORDAN.EL Division of Emergency Preparedness & Engineoring Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, fne fOBpp 30116 077- 
30115 184, 

0505170026 Ack receipt of 850408 Itr informing NRC of steps takon (o correct violations 
noted in fnsp Rept 50-354/85 01 

EBNETER.SD Region 1, Office of Direclor 05/04/30 MARTIN, T.J. Public Service 
Electric & Qas Co of Now Jersey 2pp. 30465 276 30465.279 

8505060418 IE Info Notice 84 52,Supp) 1, "Inadequate Mali Procuromonl Conlrols on 
Part of Licensees & Vendors " 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/08, Consolidated Edison Co. of New York. Inc lOpp 3061 5-338- 
30616 347. 

8505160384 Forwards Insp Repl 60-354/85-14 on 8S0304-0414.No violation notoct. 
KISTER.H.B. Region 1, Office of Director. 85/05/09 MARTIN, T.J, Public Satvlco Etec- 
(fic & Gas Co, of New Jersey 2pp 30308 316-30308 331 

-8505150405 Insp Rept 60-354/65-14 on 850304 0414 No violation noted Melor areas 
Inspected ’action on previous insp findings, IE bulletlns.circulars & Info notices, const 
deficiency repts.work In progress & preoperational testing 

0LOUGKAR . CHAUDHARXSK , PAULITZ.F P Region 1, Office of Director 85/05/ 
02. 14pp, 30398,318 30308 331 

8505240391 Forwards Insp Ropt 50 354/85-18 on 0S0416-19.No violations observed. 
EBNETER.SD. Region 1. Office of Director. 85/05/21. MARTIN.T.J. Public Service 
Electric & Gas Co. of New Jersey. 2pp 30553:155 30553.164 

-8605240396 Insp Repl 60-354/85 18 on 850416-19 No violations Idenlifiad.MaJor 
areas inspecled preoperational lesl procedure review & verlflcation.preoporatlonal teal 
wllnossing & prooporalional lest results evaluation review 

BRIGGS, L, (3AUDINO,M., ALBA, A. Region 1. Office of Direclor. 05/05/18 epp 
30553 167-30553:164. 


S. Reportable ocourrencee, LERa & related correapondence 

8505060118 Interim slgniffcanl const deficiency rept re performance of molor operated 
valve supplied by Anchor-Dafllng.lnUlally roported on 850315 Existing molor wipI bo re 

K 'aced w/motor described on motor data sheet Next repl by 850621. 

ARTINpTJ Public Son/iCQ Eleciric & Gas Co. of New Jersey. 86/04/15 

MURLEY.TE, Region 1, Office of Director 2pp. 30183:361-30183:362. 

B 56 523009 6 Final slgniffcanl const deficiency repl re Alrpax/ North American Philips 
Series 07 sequence relays misapplied for Intended functfoainlllally reported on 
SSOIIB.nelays will be replaced. , ^ 

MARTI N,T.J Public Service Electric & Qas Co. of New Jersey. 85/04/30. 

MURLEY.TE Region 1. Office of Director. 3pp 30538:316 30538:318 


6505240452 Part 21 repl re local generator control pane) Initially reported on 
850401 Add! info provided in 050510 mealing w/Coll Industnos.Inc IncJicales potential 
ventilation problem isolated to power section of control cabinet 
tEUSINK.HH Louis-Allis Co 85/05/14 MURLEY.TE Region 1, Office of Director 
2pp 30553 165 30553165 

6595280340 PNO-1 85-039 on 05O522,severat fires identified & extinguished outside fa- 
cility structure & inside Industrial security area Caused by apparent arson Investigation 
Inilietod & soourity moasuros increased 

DLOUGH, CHAUDHARY, STROSNIDER Region 1. Office of Director 85/05/23 tp 
30574 008-30574 088 

8605300192 Part 21 repl re heat numbers to bo added & deleted from Sublist Sheet 
A. based on review of NRC 050424 Hr 

KALE.OR Bonney Forgo 85/05/24 ANDERSON.WF Director's Office. Office of In- 
spection and Enforcomenl flpp 30622 082 30622 069 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION. UNIT 2 


S, Reportable occurrences, LERs & related correspondence 

8505300192 Part 21 ropt re heat numbers to be added & deleted from Sublist Sheet 
A.based on review of NRC 850424 Hr 

KALE.Dfl. Bonney Forge 05/05/24 ANDEHSON.WF Director's Office. Office of fn 
speclionand Enforcement 8pp 30622 082-30622 0 89. 


DOCKET 60-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Appllcatlon/conal ruction slago documents & correapondence 

8506100006 Further response to FOIA requests did 840223 & 0730 Forwards App B 
documents, DocumontB availablo in POR 

FELTON.J M Division of Rules and Records. 64/10/09 KALER.RJ, Gadsby a 
Hannah 6pp 30295 058 30295 063 

-8006200064 Discusses RJ Qosnak 800211 memo re Mechanical Engineering Branch 
equipment qiraliflcallon effort & potential for licensing delays Private firm contract pro 
posal being prepared 

MATTS0N,R,J Division of Systems Safely 80/02/15 DENTON, HR Office of Nude 
flr Reaclor Regulation, Director ip 30295 107-30295 107 

-8005200668 Informs that Seismic Qualification Review Team schedules re OL applica 
tions will be delayed due to Naval Research Lab cancellation of interagency agreo- 
menl. 

aoSNAK.R J Mechanical Engineering Branch. 80/02/11 MATTSON, RJ Division of 
Systems Safety. 2pp 02628 071-02628 072 

-8103200412 Forwards Equipment Qualification Branch request for addi Info re review 
of seismic & dynamic quoliflcalfon of equipment for OL applications Submits tentative 
review schadute.based upon receipt of applicants' responses 
NOONAN.VS Assistant Director for Mails & Qua) Engineering (Pie 830201) 81/03/ 
16 TEDESCO.R L Asslslanl Director for Uconaing 10pp. 30295:114 30295 123 

8505100452 Further response to FOIA requasl re Oct 1983 repl by H Hoyt & S Alool on 
invesligations at faci Illy Documents €4,09,04 & 189 partially withheld 8. Documents 
63,79,03,106,1 18,120 & 139 compleloly withhold (ref FOIA Exemptions 6 & 7). 
FELTON.J M Division of Rules end Records, 05/02/06 BAUSER.D.B Shaw, Pill man, 
Potts & Trowbridge 22pp 30280 317-30290 033 

-6505100469 Confirms 820618 & 10 telcons re facility No forma! referral presented to 
DOJ for prosecullon IE Investigation of Inspector qualifications.equipmeni, procedures 
for design document changes & sys turnovor program continuing 
TRACEY.AM Justice, Dept of 02/92/24 CUMMINGS, J Office of In spoc lor & Audi- 
tor. Ip. 30280 356 39269 ^58. 

-8505100475 Discusses 620527 telcon w/F Chrisllanson re 620526 harassment of 
Inspectors Newspaper article re stale Insp of boiler at facility end 
TRACEY, A M JuslFco. Dept. of. 82/05/io. CUMMINGS. J Office of Inspector & Audi 
lor 3pp 30289.359-30290 033 

8504290442 Qonerlc Hr 85-07 to all operating reactor licensees re implementation of 
Integrated schedules for plant mods Sve list end. 

THOMPSON, H.L Division ol Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149 30218:170 

8505210106 Generic Ltr 85-08 to all holders of CPs & OLs re 10CFR2040B termination 
repts - formats 

THOMPSON.HL Division of Licensing 05/05/23. Consolidated Edison Co. of New 
York, Inc. 20pp 30682:282-39882 301 


Q. Inspection reports, IE Bulletins A correspondence 

8505290370 FOlA request for all agency records or Info re Oct 1903 repl by Judge H 
Hoyt & S Aloot re NRC Investigations at facility. 

BAUSER.O.B. Shaw, Pillman, Potts & Trowbridge 84/05/22 GRIMSLEY.DH Division 
of Rules and Records, ip, 30642 280-30642 280, 

8605290381 Interim response lo FOIA request for all agency documents re Ocl 1983 
rept by Judge H Hoyt & S Aloot on NRC investigations at facility Forwards 
documonls.Documanla partially & completely withhold (ref FOIA Exemptions 5 7) 
F£LTON,J.M. Division of Rules and Records €4/12/27 BAUSER.D.B, Shaw, Pittman, 
Potts & Trowbridge. 22pp 30642:281-30650:336, 

-6595290390 Advises Of plan to conduct Invastloalion al facility re defective welds In 
safety related sys 8 manner in which safety-related Installed piping flushed 
I nadequal6.R elated info end, 

PHILLIPS, G A, Region 3, Chicago, Ofllce of the Direclor. 80/03/11 APPLEGATE,! 
Affiliation Not Assigned. 62pp. 30643;04a-30643:181. 
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-8605290410 Forwards, for review, "Rovrew o^ Woldinn Records," re IE faciljly invdsli- 
gation 

^ Olfrco o! Inspoclor & Auditor 01/07710 NF1C - No Detailed Afliliatlon Given 7pp 
30643 202*30643 2 n 

-8505290422 Forwards ofc ropt of investigaUpn into allegations by T Applegate re 
facflily,W/o rept 

SCHNEBEtEN,A Oil ice of Inspeclor & Auditor 81/08/19 THOMPSON.D NRC - No 
Detailed Affiliation Given Ip 30643 212-30643 238 

-8505290430 Forwards T Devine FOIA 81*488 for documents re Ofc of fnspector & 
Auditor repi on adequacy of IE investigation at facility.Response to fisted questions 
requested by 611207.W/O end Related info end 

CARR.JC NRC - No Detailed Affiliation Given BI/tl/30, MULLINIX.W, Director's 
Office, Office of Inspection and Enforcement BROWN, N NRC - No Detailed Affiliation 
Given. PARRISH.R Office of Ihe General Counsel 3pp 30643*253-30643 253 

-8605290458 Advtsea that Chairman idenlifiod throe listed documents subj to FOIA re- 

a ueat tor Pevine & lowenslejn on facility. Commissioner Bradford Identified hated 
ocumenls^all of which shouJd be withheftf per Exemption 5 W/o end 
BROWNiNO Correspondonco & Records Branch 81/12/11 REED, C A Division of 
Rules and Records 6pp 30643 256-30643 319. 

-0505290470 Requests listed add! Info r© FOIA 81-488 from T Devine for documents 
concerning Ofc of Inspector & Auditor rept on adequacy of IE investigation at 
facility Response requested by 811209 

CARfl,J.C NRC - No Delailed Affiliation Given, 81/11/30. MULLINIX.W Director's 
Office, Office of fnyjeotion and Enforcement BROWN, N Office of the Secretary of 
the Commission PARRISH.R Office of the General Counsef Ip 30643 330* 
30643 332 

-0505280494 Forwards C Kammerer 820709 memo to Commissioners re facility 
Investigation, per Ahearno request 

* Commissioners. 82/07/12 CUMMINGS NRC - No Detailed Affifiatton Given Ip 
30643 346 30B44 061, 

-0606290509 Discusses 830519 talcon w/D Gamble re GAO rept on Ofc of Inspector & 
Auditor. 

ALOOT.CS. Olfico of the General Counsel, 83/05/19 Office of the General Counsel 
Ip. 30644.155 30644-165. 

-5506290834 Discusses author 030509 lelcon w/R Porto na re Ofc of Inspector & AudF 
lor investigation of facility InquiryJnlo fisled that should he developed prior to Jan 
1961, Interview w/Fortuna scheduled for 83051 1 . 

AtOOT.Ca NRC - No Detailed Affiliation Given 03/05/10 NRC - No Detailed AffilF 
alion Given, 3pp 30845-292-30645 294 

-8505290641 Advises that J Sinclair will be contacted on 630512 to arrange Interview 
re invostigatlon of Applegate matter Listed info should be developed during Interview. 
ALOOT.CS NRC - No Detaifed Affiliation Given. 83/05/10 NRC - No Detailed Affili- 
ation Given. 4pp, 30845,295*30645 2 98 

-8505290046 Discusses 830509 arrangements for Interview w/A Schnebefen on 
030512 re Applegate invesllgation Listed Info should be developed during interview 
AlOOT.CS me - No Detaifed Affiliation Given 83/05/10. NRC - No Detailed Affdi- 
Bllon Given 6pp 30845:29 9 30645 3 03. 

-0005290066 Forwards copies of all Interviews conducted durfno course of recent in- 
quiry in Ofc o1 Inspeclor & Audi tor/Zimmer, per 840117 lelcon Transcripts should be 
treaiod aa confidential 

ALOOT^CS. Office of the General Counsef 84/01/18. LEWISES. Region 3. Office of 
Director 2pp. 30045 352-30645.363. 

B504260462 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosfon of Stainless 
Steel Piping ’* Sve list encJ 

JORDAN.tL Dvision of Emergency Preparedness 0 Engineering Response (Post 
8301031. 05/04/30 Consolidated Edison Co. of New York. Inc fo/pp. 30116*185- 
30115.291. 

0504260455 IE Info Notice 85-035, "Failure of Air Check Valves to Seat." Sve list end, 
JORDAN, E U. Division Of Emergency Preparedness & Engineering Response (Post 
630103) 65/04/39. Consolidated Edison Co. of New York, Inc fOSpp 30116 077- 
30115.184. 

6506060418 IE Info Notice B4'52.Suppl 1, "Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN,E.L Division of Emergen^ Preparedness & Engineering Response (Post 
030103). 85/05/06 Consolidated Edison Co. of Now York, Inc, lOpp 30616 338- 
30615:347. 


■8005200868 Informs that Seismic Qualification Review Team schedules re OL applies 
tions will be delayed due to Naval Research Lab cancelfabon of interagency agree- 

BOSNAK^RJ Mechanical Engineering Branch 80/02/11 MATTSON.R J Division of 
Systems Safety 2pp 02628 071*02628 072 


F. Security, medical, emergency & fire protection plans 


0603050426 FoAvards description of changes & Revs 1 & 1 A to Aug 1983 physical se 
curity plan Rev & desenpbon withheld (ref 10CFR73 21) 

HAYNES, JG Southern California Edison Co 05/02/25 MARTIN.J B Region 5, Olfico 
of Director Ip 29210*396.29210 306 

S505160304 
pten Impio 

ordinator I — . 

• Southern California Edison Co 85/03/2^ 109pp 30426 199 30426 309 


0SO5O7O292 Forwards description of change & Rev 4 to physical security plan Change 
modifies acresning requiremenls by deleting psychological testing duo to cost & inef 
fectrveness 

HAYNES, J G. Southern California Edison Co 85/04/10 MARTIN.J B Region 5, Office 
of Director 5pp 30178 023-30178.027. 

8505060464 Forwards Insp Repis 50-206/85*11,50-361/85-11 & 50 362/85-10 on 
050325-29 No vrolalfon noted 

KIRSCH.DF. Region 5. Olfico of Director 05/04/19 BASKIN, K E Southern California 
Edison Co. 2pp 30103 143-30183 149. 


■8505060460 Insp Rents 50-206/85*11,60 361/85 11 & 50 362/05-10 on 850326- 
29 No violatfon or daviation rioted Major areas Inspected implemenlalion of fire protec 
lion program 

QUALLS, P M Region 5, Office of DIractor. B5/04/16 5pp 30103 145*30183 149 


0505030415 Forwards Rev 3 to security force training & qualification plan Rev withheld 
(ref 10CFR73 21) 

HAYNES. JG Southern California Edison Co, 85/04/25 MARTIN.J 0 Region 5, Office 
of Director. Ip 30127.167-30127:157. 


6505160107 Forwards revised emergency plan implementing procedures, including Tem- 
porary Change Notice 2-2 to S0123-Vfll-20 re emergency planning coordinator duties 
4 Temporary Change Notice 2*1 to S0123-VIII 60 re security loader W/o ends 
CROY.P A Southern California Edison Co 05/04/25 MARTI N.J B Region 5, Office of 
Director, Ip. 30398035*30398,035. 

8505230047 Forwards Rev 1 to Aug 1 983 safeguards contingency plan Rev withheld 
(raf 10CFB73,21), 

HAYNES, JG Southern California Edison Co 85/06/03 MARTIN,J0 Region 5. Office 
of Director Ip 30533 250-30533*260. 

0605230259 Advises that 841023 Rev 3 & 850425 Rev 3A to guard (raining & qualifica 
tlon plan consisteni w/provfslons of 10CFR50 64(p) & acceptable. 

SCHUSTER, M D. Region 5, Office of Director 05/05/06 HAYNES.J G Southern Cali- 
fornia Edison Co. Ip. 30537 363-30537 363. 

8505130391 Ack recelpl of 850412 Ur informing NRC of steps taken to correct violations 
noted in Insp Repis 60-206/65-00, 60*361/85 06 & 50 362/85 05 
MONTGOMERY^ Region 6, Office of Director. 05/05/07 BASKIN, KP Southern 
California Edison Co. Ip 30274 355*30274.357 


-0505130401 Responds to NRC 850314 Itr re violations noted in Insp Repis 50 206/85 
06,50-361/85-06 & s0-362/85-05.Correctlve actions requesl that annunciation of 
diesel generator mlssife doors not be required wilt be sent Details withheld 
BASKIN.K P Southern California Edison Co 85/04/12. MARTIN.J B Region 5, Office 
of Director. 2pp 30274.356-30274*367. 

8505200259 Forwards Salepuards Insp Repts 50*206/65-16,60 361/05*14 50*362/05- 
13 on 850416-l9.No violation noted Major areas Inspected.selective exams of proce- 
dures 4 representative recDrdl9.Repl withheld (ref 10CFR2 760 & 73 21) 
MONTQOMERY.J L Region 5, Office of Director. 85/06/13 BASKIN, K.P. Southern 
Calilornia Edison Co 2pp. 30468.312-30468*313. 


0505210130 Advises lhat 850226 rev to physical security plan re vital area reconfigu ra- 
don program consisteni w/provislons of l6CFR50 54(p) & acceptable 
SCHUSTEfl,M.D. Region 5, Office of Director 05/05/17 HAYNES, J.G. Southern Cali- 
fornia Edison Co. Ip, 30494*1 66*304fi4*1 66 


J, Insurance & Indemnity Information 


Kearlng transcripts on non-antltruBl matters 

6506100452 Further response to FOIA request re Oct 1983 rept by H Hoyl & S Aloot on 
InvesligBflqns at racilily. Documents 64.89,94 & 189 pailially wllhhelcf & Documents 
63,79,83, 1001 119.120 A 139 completely Withheld (ref FOIA Exemptions 6 4 7) 
FELTON, JM Division of Rules and Records. 05/02/06 BA USER, D B. Shaw, Pittman, 
Potts & Trowbridge. 22pp 30289,317-30290.033. 

DOCKET 60.361 SAN OMOFRE NUCLEAR STATION, UNIT 2 


A. Appllcatlon/consiructlon stage documents 4 correspondence 

05OS1OOOO8 Further response lo FOIA requests did 840223 4 0730 Forwards App B 
documents Docurr^ents available In PDR. .... ^ ^ . 

FELTON, JM Division ol Rules and Records. 84/10/09. KALER.RJ. Gadsby & 
Hannah. Opp 30205,058*30295.063. 

-8006200864 Discusses RJ Bosnak 800211 memo re Mechenical Englneefing Branch 
equipment qualiffcallon efforl & potential for licensing delaye.Private firm contract pro- 

KwTTSoll^x'oMslbn o( Syslems Sa(«ty. 80/M/I5. DENTON, H.R. Office of Nucia- 
af Reactor Regulation, Director, Ip. 30200*107-30295:107. 


8506130327 Forwards Endorsamenls 103,104 4 105 to NELIA Policy NF-146 4 En- 
dorsements 90 & 01 to MAELU Policy MF-38. 

ADAMS,! R Southern Catlfornfa Edison Co. 86/05/06. DINITZ,! Office of Nuclear 
Reactor Regulation, Director. 8pp 30275.297*30275 304 


P. Operating license stage documents & correspondence 

0605030356 Advises IJiSt Chem Nuclear.Inc replaced by Nuclear Packaging, Inc as 
vendor of wet radwaste trealment sves Nuclear Packaginainc will dewater wet rad- 
waste for shipment, per TP-02-NP Approval requested by 650601 
MEDFORD, MO. Southern Calilornfa Edison CO. 86/05/01 KNIGHTON.G W Lfcons- 
Ing Branch 3. Ip 30126:192-30125:192. 

8504290442 Generic Ltr 85 07 to all operating reactor licensees re Implementation of 
Integrated schedules for plant mods. Sve list end. 

THOMPSON.H.L, Division of Licensing 85/05/02. Consolidated Edison Co of New 
York, fnc. 22pp 30218,149-30218:170. 

0505240400 Forwards request for addl Info re response to NUREQ 0737, Item I) K 3 6 4 
Generic Ltr 83-10 concerning reactor coolant pump tnp.Response requested by 
660601. 

KNIGHTON, GW Licensing Branch 3, 85/05/06 BASKlN,KP. Southern California 
Edfsot^ Co. HOLCOMBE,JC San Diego Gas 4 Electric Co 5pp 30576:116* 
30576:120. 


DOCKETED ITEMS 155 


B505100201 Forwards auxilary faodwater sys monthly outage rept (or 85031 6- 
0415 Component involvod.causa of outage, outage duration & correctivo actions taken 
to return equipment to operable status listed in end 

MEDFORD, MO Southern California Edison Co 05/05/08 KNIGHTON.GW Licens- 
ing Branch 3 3pp 30246 155-30246 157 

0505100330 Forwards Vo) I to “Cultural Resources Data Recovery Program for 230 kV 
Transmission Line Rights o(-Way From Nuclear Generating Station (o Black Star 
Canyon & Santiago Substation & to Enema & Mission Valley Substations “ 

MEDFORD, MO Soulhorn California Edison Co 85/05/08 KNIGHTON.GW Licens- 
ing Branch 3 2pp 30238 237-30238 359 

-■9505100336 Vo) t to “Cullurat Resources Data Recovery Program for 230 kV Trans- 
mission Line Rights of-W^ From Nuclear Generating Station to Black Star Canyon & 
Santiago Substation & to Enema & Mission Valley Substations '* 

MCCOY,LC, KIRKISH.AN Cultural Systems Research. Inc 02/09/15 12lpp 
30238 239 30238 359 

8505130237 Application (or amend to Licenses NPF-lO & NPF-1 5, consisting of Pro- 
posed Changes NPF-1 5- 163, revising boratod water source requirements & NPF-10/ 
15 184 .revising shutdown margin special lest exception Fee paid 
MEDFORD, MO Southern California Edison Co 85/05/09 KNIGHTON.GW Licens- 
ing Branch 3 1 1pp 30274 021-30274 047 

--05OS13O242 Proposed Tech Specs revising shutdown margin special lest exception 1o 
(acllHato low power physics testing & boratod water source requirements to reflect 
Cycle 2 operation of (Jnil 3 

^ Soulhorn California Edison Co 05/05/09 16pp. 30274 032-30274 047 

8505210106 Generic Ltr 85 06 to all holders of CPs & OLs re 10CFR20 408 termination 
ropls - formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 20pp 30682 282 3D6B2 301 


Q fnapccllon reports, IE Bulletins & correspondence 

8505170080 Partial response to FOIA reouest lor NRC memos during or since 1983 re 
96 LERs or TMI SALP rept Documents listed in App A end Documents listed in App B 
avflilablo In PDR Search for addi records continuing 

F ELTON, JM Division of Rules and Records 84/09/14 BARFIELD.K Critical Moss 
Energy Projecl lOpp 30473 318-30474 180 

-8505170206 Discusses IE Info Notice 03-76, “Roaclor Trip Breaker Malfunctions," re 
undorvollago trip device used at San Onoiro Units 1 & 2 Inspecfors should encourage 
licensees to examine devices as suggested in notice 

JOROAN.EL Division of Emergency Preparedness & Enginoormg Response (Post 
0301031 83/11/07 STAROSTECKI.R Division of Project & Resident Programs 
LEWIS^mC Division of Project & Resident Programs NORELIUS.CE Division of 
Project & Rosidenl Programs 2pp 30474 148-304/4 159 

8602280286 Forwards Insp Ropls 50-206/85-04,50 361/85 03 & 50 362/05 03 on 
9501 1 4-18 No violations noted 

KIRSCH.DF Region 5, Office of Director 05/02/11 BASKIN, KB Southern California 
Edison Co 1p 29145 230-29145 245 

-8502280294 Insp Repts 50-206/85 04,50-361/85 03 & 50-362/05 03 on 850114- 
19.No violation or deviation noted Major areas Inspected operations, including survoll- 
lancQ testing & calibr control program & Inservico testing program 
HAIST.D , KANOW.L , JOHNSON. P Region 6, Office of Director 85/02/07. 7pp 
20145 239-20145 245 

850&070S50 Forwards Exam Rent 50 361/OL-85 01 of exam admlnisterod on 050305- 
07. 

ELIN.J O Region 5, Office of Director 85/04/15 RAY.H Southern Callfomia Edison 
Co 2pp 30205 007-30205 143 

-8505Q70S63 Exam Rept 50-361 /OL 85 01 on 050305 07 Exom results four candidates 
passed written & operating exams & one candidate failed written & operating exams 
at both units 

JOHNSTON.GW. EUN,J 0 Region 5, Office of Director 85/04/02 135pp 
30205 009 30205 143 

8505060454 Forwards Insp Repts 50 206/85 11,50-361/65 11 & 50-362/85-10 on 
850325 20 No violation noted 

KtRSCH.DF Region 5, Oflice of Director, 85/04/19, BASKIN, K E Soulhorn California 
Edison Co 2pp 30103 143 30103 149 

-8505060460 Insp Roots 50-206/05-11.50 361/65 11 & 50-362/85-10 on 850325- 
29 No violallon or deviation noted Major areas Inspected.impiomonlalion of fire protec- 
tion program 

QUALLS.P.M, YOUNG.T. JOHNSON.P H Region 6, Office Of Director 85/04/16 
fipp 30183 145-30183 149 

8604250462 IE Info Notice 85-034, "Heat Tracing Contributes to Corrosion of Stainless 
Stool Piping " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidatod Edison Co. of New York, Inc f07pp 30116,185- 
30115291 

8604250465 IE Info Notice 85-035, "Failufe of Air Check Valves to Seal ■’ Sve flsl end 
JORDAN, EL Division of Emergency Preparedness & Engineoring Response (Post 
030 1 03) 85/04/30 Consolidated Edison Co of Now York, (nc f08pp 30116,077- 
30115184 

8B05 130391 Ack receipt of 850412 Hr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-206/85 06, SO 361/86 06 & 50-362/85-05, 

MONTGOMERY .J Region 5, Office of Director 85/05/07. BASKIN, K P Soulhern 
California Edison Co ip. 30274.355-30274 357 

-6605130401 Responds lo NRC 850314 Hr re violations noted In Insp Repts 50-206/85 
06,50-361/85 06 & 60 362/85-05 Co rreclivo actions, request that annunciation of 
diesel generator missile doors not be required will be sent Details withheld. 
GASKIN^KP Soulhorn California Edison Co. 85/04/12 MARTIN.JB Region 5. Office 
of Director. 2pp 30274:356-30274 357. 


8505060416 IE Info Notice 84-52, SuppI 1 .. “Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30615 347 

9505310619 Forwards fnsp Ropls 50 206/85 05,50 361/85 04 & 50-362/85 04 on 
850120 0322 No violation noted 

KIRSCH.DF Region 5, Office of Director 05/05/08 BASKIN.K P Southern California 
Edison Co 2pp 30663 293 30663 280 

.-8505310633 Insp Repts 50-206/8 5 05,50 361/85 04 & 50-362/85 04 on 850120 
0322 No violation or deviation noted Mafor areas injected operational safety 
vorificalion.evatuation of plant trips & ovenIs.LER review & ESF walkdown 
HUEY.F n , STEWART.J P . D'/fNGELO,A Region 5, Office of Director 05/05/06 
16pp 30663 265 3 0663 280 

9605200259 Forwards Safeguards Insp Ropls 50-206/85-15.50-361/95 14 & 50 362/ 
05-13 on 850415*19 No violation noted Major areas inspoctod selective exams of pro- 
cedures & representative records Rept withheld (ref 10CFR2 790 & 73 21) 
MONTGOM^Y.JL Region 5, Offico of Director 85/05/13 BASKIN.K P Southern 
Californio Edison Co 2pp 30468 312 30468 313 

8505130034 IE fnfo Nolico 65 037, *’Cliemical Cleaning of Sleam Generators at Mill 
Slone 2 " Sve list end 

JORDAN.E L Division of Emergency Preparodnoss & Engineering Response (Post 
830103) 05/05/14 Yankee Atomic tlQClric Co 4pp 30848 272-30849 014 

0505240212 Forwards addI Info re Inservico Insp program, per 041212 request Mooting 
to discuss responses suggested 

MEDFORD.MO Soulhorn Cafilomla Edison Co 85/05/22 KNIGHTON.GW Licens 
ing Branch 3 2pp 30555 001 -30555 024. 


8. Reportable occurrences, LERs & related correspondence 

8505130429 FoHowup rept re fire doors found inoperable during routine surveillance in 
Mar 1 985 Invoallgation unsuccessful In identifying person rosponsibio for blocked 
open tiro doors Door falchos being upgraded 

HAYNES, JG Southern California Edison Co 95/04/15 MARTIN.JB Region 5, Office 
of Director 5pp 30276 286-30275 289 

8505020332 LER 85 010-00 orv 960321,31 & 0407, spurious actuation of toxic gas isola 
1ior> sys Train A occurred Caused by conddions including overly conservative alarm 
setpoints, olactfical noise levels & rapid lomp W/850422 Hr 
HAvNES.J.G Soulhorn California Edison Co 85/04/22 4pp 30118185 30118 108 

8505060520 LER 86 022-00 on 950330, during monthly surveillance on prossunzer pres 
sure low, technician removed bypass from Charnels A.C & D Caused by personnel 
error.ToohnlcInn diacipflnod W/B50425 Ur 

HAYNES, JQ Soulhorn California Edison Co 85/04/25 3pp 30183 025 30183 027 

8505070341 LER 85 023*00.on 850331 .contalnmont purge Isolalion sys Tram A spun 
ousty actuatod Caused by electrical nolso spike on containment area radiation 
monitor Dolalled study of plant ground sys bejng performed W/050426 Hr 
HAYNES, JQ Southern California Edison Co 65/04/26 2pp 30205109-30205 200 

8506290589 LER 85 024 00 on 0504ie,reactor tripped Caused by response to low 
DNBR trip signals from core ponolralion calculators duo to temp difference bolwoen 
RCS loop cofio leg temps Appropriate procedures revised W/050515 Hr 
HAYNES, JQ Southern California Edison Co 85/05/15 3pp 30617'328-30617 330 

8506300127 tER 95 025 00 on 850330 & 31, auxiliary sample pump Improperly 
installed Caused by porsonnef error Technician attempted to install pump from 
memory Event discussed w/ technician i& disciplinary action administered W/850S1 5 
Ur 

HAYNES.JG Southern California Edison Co 85/05/16. 3pp 30639 286-30639 288 

9505300115 LER 85-026 00 on G50416,foviQw Indicated two chomisliy samples on 
850329 not properly counled Caused by oversight by chomi3l|y technicians Events 
discussed w/tochniclans & disciplinary actions administered W/B50516 Hr 
HAYNES.JG Southern California Eefison Co 85/05/16 3pp 30639 283-30639 285 


V, Operator Examinations 

0505070559 Forwards Exam Ropt 50-361 /OL 95 01 of exam administered on 850305 
07, 

ELIN.JO Region 6, Office o( Director 85/04/15 RAY.H Southern California Edison 
Co 2pp 30205.007-30205,143 

-8505070563 Exam Rept 50 361/OL-&5-01 on 950305 07 Exam results four candidates 
passed written & operating exams & ono candidate failed wriHon & operating exams 
at both units. 

JOHNSTON.GW, ELIN.JO Region 5. Offico of Director 85/04/02 135pp 

30205 009 30205 143 


DOCKET 60*382 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A. Appllcallon/conatruclion stage documents & correspondence 

8505100009 Further response to FOIA requests did 840223 & 0730 Forwards App B 
documents Documents available in PDR. 

FELTON.JM Divisfon of Rules and Records 84/10/00 KALER.RJ Gadsby & 
Hannah 8pp 30295 056-30295 063 

*■-8005200864 Discusses RJ Bosnak 800211 momo re Mechanical Englnooring Branch 
equipment qualification effort & potential for ticensing decays Private firm conlract pro- 
posal being jprepared 

MATTSOhTR.J Division of Systems Safely. 80/02/15, DENTON, H.R. Office of Nucle- 
ar Reactor Regulation, Director Ip. 30295 1 07-30295 107 



156 DOCKETED ITEMS 


■G005200B68 Informs lhat SejsmhC OuaFiftcaUon Revie^v Team schedules re OL applica 
lions will be <fo!ayecj cJue fo Naval Research Lab cancallalion of Interagency agree 
ment 

BOSNAK.RJ Mechanical Enginee/ing Branch 60/02/11 MATTSON, RJ Division of 
Systems Safely 2pp 02628 071-02628 072 


F. Security, medical, emerflency & fire prolectlon plans 

8503080426 Forwards description of changes & Revs 1 & 1A to Aug 19B3 physical se 
curity plan Rev & descriplion withhold (ret 10CFR73 21) 

HAYNES, JG Southern California Edison Co 85/02/25 MARTIN, J B Regions. Ofltco 
of Director Ip 20210 306 29210 306 

8505160304 Revised emergsney plan implementmg procedures, including emergency 
plan implemenling procedure index.Rev 2 to S0123 VIII 20 ro omorgency planning co 
ordinalor & Rev 2 to SO123-VIII-30 12 ro public address announcements 
* Southern California Edison Co 65/03/25 lOSpp 30426 199 30426 309 

8505070292 Forwards description of change & Rev 4 to physical security plan Change 
modifies screening requirements by delating psychological testing due to cost & inof 
fee liven ess 

HAYNES.J G Southern California Edison Co 65/04710 MARTINJB Region 5, OHice 
of Director 5pp 30178023 30178027 

8505060454 Forwards Insp Repts 50 206/85-11,50*361/85-11 A 50 362/05 10 on 
850325-29 No violation noted 

KIRSCH.DF Region 5, Office of Director 85/04/19 BASKIN.K E Southern California 
Edison Co 2pp 30183 143*30183 149 

■'8505060460 Insp Repts 50-206/85-11.50 361/85 11 & 50362/85*10 on 050325* 
20 No violation or deviation noted Major areas inspected implomenlalion of fire protoc- 
llon program 

QUALLS.P M Region 5, Office of Director 85/04/16 5pp 30183 145 30103 149 

8505030416 Forwards Rov 3 to security force Ifainlng & qualification plan Rov withhold 
(ref 10CFfl73 21) 

HAYNES.J G Southern California Edison Co 85/04/25 MARTIN, JB Regiorr 5, Office 
Of Director Ip 30127 157 30127 157 

a6051501>07 Forwards revised emergency plan Implementing procedures, including Tom 
porary Change Notice 2 2 to SOI 23 V 111*20 re emergency planning coordinator duties 
& Temporary Charge Notice 2-1 to S0123 Vljl-60 ro security leader W/o ends 
CROY.P A Southern California Edison Co 85/04/25 MARTIN.J B Region 5, Office of 
Director Ip 30366,035*30398 035' 

8506230047 Forwards Rev 1 to Aug 1983 safeguards contingency plan Rev withhold 
(ref 10CFR73 21) 

HAYNES.J G Southern Californra Edison Co 95/05/03 MARTIN.J0 Region 5, Office 
of Director Ip 30533 258 30533,258 

8505230259 Advises that 841023 Rev 3 & 850425 Rev 3A to guard training & qualitica- 
llon plan conslslenl w/provjsions of 10CFR50 54(p) & acceptable 
SCHUSTER.MD Region 5, Office of Director 65/06/06 HAYNES. JG Southern Cali 
fornia Edison Co ip 30537363*30537 363 

8505130391 Ack receipt of 850412 Hr informing NRC of steps taken to correct violations 
noted In Insp Ropts 50 206/65 06, 50*361 / 86 06 & 50 362/05 05 
MONTGOMERY.J Region 5. Office of Director 85/05/07 BASKIN.K P Southern 
California Edison Co Ip 30274 355*30274 357 

«8505 130401 Responds to NHC 850314 Hr re violations noted in (nsp Ropts 50*206785 
06.50-361/85 06 & 50-362/85-05 Correcteve actions requosl that annunciation of 
diesel generator missile doors not be required will be sent Details withheld 
BASKIN.K P, Southern California Edison Go 85/04/12 MARTIN, JB Region 5, Office 
of Director 2pp 30274 366 30274 357 

8505200259 Forwards Safeguards Insp Repts 50 206/85 15,50 361765*14 & 50 362/ 
05 13 on 850415 19 No violation noted Major areas inspected selective exams of pro 
cedures & repro sen lair vo records Rept withheld (ref 10CFifl2 790 A 73 21) 
MONTGOM^Y.Jl. Region 5, Office of Direclor 85/05/13 BASKIN, KP Southern 
GatIfomla Edison Co 2pp. 30468 312-30468 313 

8505210130 Advises lhat 850226 rev to physical security plan re vital area reconfigura- 
tion program consistent w/provislons of 10CFR50 54 (p) A acceptable 
SCHUSTER.MD Region 5. Office of Director 05/05/17 HAYNES.J G Southern Cali- 
fornFa Edison Co Ip 30494 166 30494 166 


J Insurance & Indemnity Information 

B5O5130J27 Forwards Endorsomonls 103,104 & 105 Ic NELIA Policy NF-146 A En 
dorsements 90 A 91 to MAELU Policy MF-36 

ADAMS.TR Southern California Edison Co 85/05706 DINITZ.I Office of Nuclear 
Reactor Regulation, Director 8pp 30275 297-30275 304. 


P. Operating license stage documents & correspondence 

8505030356 Advises that Ghem-Nuclear.Inc replaced by Nuclear Packaging, Inc as 
vendor of wet radwaste treatment sves Nuclear Packag[iig^,lnc will dewater wet rad 
waste for shipmeni.per TP-02 NP-Approvaf requested by 8TO601, 

MEDFORD.MO Southern Calif ornfa Edison Co 85/05/01 KNIGHTON.GW Lfeens 
ing Branch 3 Ip 30125 162 30125 192 

6504290442 Generic Ur 85 07 to all qperatmg reactor licensees re Implemontallon of 
integratad schedules for plant mods Sve list end 

THOMPSON, HI, Division of Licensing 85/05/02 Consolidafed Edison Co of New 
York, Inc 22pp 30216 1 49-3021 B'170 

8505240490 Forwards request for addi Info re response to NUREQ-0737, Item ILK 3 6 A 
Genenc LCr 63*10 concerning reactor coolant pump trip Response requested by 
B5060 1 

KNIGHTON.GW Licensing Branch 3 SS/05/06 BASKIN.K P, Southern California 
Edison Co, HOLCOMBE, JC San Diego Gas & Electric Co 5pp 30576:116* 
30576,120 


6505100201 Forwards auxiliary feedwater sys monthly outage rept lor 850316* 
0415 Component involved, cause of oulage, outage duration A corrective actions taken 
to return equipment to operable status listed in end 

MEDFORD.MO Soulhorn California Edison Co 85/05/08 KNIGHTON.GW Licens- 
ing Branch 3 3pp 30246 155-30246 157 

8505100330 Forwards Vol I to "Cultural Resources Data Recovery Program for 230-kV 
Transmission Line Rights of-Way From Nuclear Generating Station to Black Star 
Canyon A Santiago Substation A to Enema A Mission Valley substations '* 

MEDFORD, M 0 Southern California Edison Co 65/05/00 KNIGHTON, Q W Licens- 
ing Branch 3 2pp 30238'237 30236 359 

-8505100336 Vol I to "Cultural Resources Data Recovery Program for 230-kV Trans- 
mission Line Rights of-Way From Nuclear Generating Station to Black Star Canyon A 
Santiago Substation & to Enema A Mission Valley Substations " 

MCCOY.LC, K(RKISH,AN Cullurat Systems Research, Inc 82/09/16 121pp 

3023S 239 30238 359 

6505130237 Application for amend to Licenses NPF-10 A NPF-1 5, consisting of Pro- 
posed Changes NPF‘15-163.f0Vising borated water source reaulremonls A NPF-10/ 
15 184, revising shutdown margin special test exception Fee paid 
MEDFORD.MO Southern California Edison Co 85/05/09 KNIGHTON.GW LFcens- 
ing Branch 3 lipp 30274 021-30274 047 

-8505130242 Proposed Tech Specs revising shutdown margin special tost exception to 
facilitate low power physics testing A borated water source requirements to reflect 
Cycle 2 operatior? of Unit 3 

Southern California Edison Co 85/05/09 16pp 30274 032-30274 047 

8606210106 Generic Ltr 85-06 to all holders of CPs A OLs re 10CFR20 408 lormlnaLlon 
repts - lormals 

THOMPSON, H L Division of Licensing 65/05/23 Consolidated Edison Co of New 
York, fne 20pp 30682 282-30682 301 


Q. fnspeclion reports, IE BufJetIns A correspondence 

8505170080 Partial response to FOIA request for NRC memos during or since 1983 re 
96 LERs or TMI SALP rept Documents fisted In App A end Documents listed in App B 
available In PDR Search for addI records continuing 

FELTON, J M Division of Rules and Records 04/09/14 BARFIELD, K Critical Mass 
Energy Project lOpp 30473 318 30474 180 

-8505170206 Discusses IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions,'* ro 
undervoltago trip device used at San Onofra Units 1 A 2 Inspectors should encourage 
licensees to examine devices as suggested in notice 

JORDAN, El Division of Emergency Preparedness A Engineering Response (Posl 
830103) 03/11/07, STAROStECKI.R Division of Project A Resident Programs 
LEWfS.RC Division of Project A Resident Programs NORELIUS.CE, Division of 
Project A Rosident Programs 2pp 30474 148 30474 159 

8502280286 Forwards Insp Repts 50 206/85 04,50-361/85-03 A 50 362/85-03 on 
8501 14- 18. No violations noted 

KIRSCH.D F. Region 5. Office of Director 85/02/11 BASKIN.K B Southern California 
Edison Co, Ip 29145 238-29145 245 

**8502280294 Insp Repts 50*206/85*04,50 361/85 03 A 50 362/85 03 on 850114 
18 No violation or deviation noted Major areas inspected opera tions.fncluding surveil 
fance testing A calibr control program A inservico lestfng program 
HAIST.D, KANOW.L. JOHNSON.P, Region 5, Office of Director 85/02/07. 7pp 
29145 239-29145 245 

8505070558 Forwards Exam Rept 50*361 /OL-85-01 of exam administered on 850305 
07 

ELIN.JO Region 5, Office of Dlreclor 85/04/15, RAY.H Southern California Edison 
Co 2pp 30205 007-30205 143 

-8505070563 Exam Rapt 50-361 /OL-85-01 on 850305-07 Exam results four candidates 
passed written A operating exams A one candidate failed written A oporatfng oxams 
at both units 

JOHNSTON.G.W., ELIN.JO Region 6. Office of Dlreclor 85/04/02 135pp 

30205 009-30205 143 

8505060454 Forwards Insp Repts 50 206/85 11,50-301/85*11 A 50-362/05-10 or^ 
850325 29 No violation noted. 

KIRSCH.D F Region 5. Office of Director 85/04/19. BASKIN.K E Southern Calif ornfa 
Edison Co 2pp 30183 143-30183 149 

--8505060460 Insp Repts 50-206/85 11,60 361/85-11 A 50-302/85-10 on 8 S 0325- 
20 No violation or deviation noted Major areas Inspected implementation of fir© pro tac- 
tion program. 

QUALLS.PM,, YOUNG, T., dOHNSON.P H Region 5. Office of Director 65/04/16 
5pp 30183 145-30183 14fi 

8504250452 IE Info Notice 85-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Ptpl^,'* Sve list end 

JORDAN, E^L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York. Inc. 107pp, 30116 185- 
30115 291 

85042604S6 IE Info Notice 85-035, "Failure of Air Check Valves to Seat " Sve llsl end. 
JORDAN, E,L Divisfon of Emergency Ffeparedness A Engineering Response {Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc. 108pp. 30116 077- 
30115 184, 

8505138391 Ack receipt of B50412 ltr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50 206/85 06, 50-381/85-06 A 50-362/85 05, 

MONTGOMERY, J. Region 5. Office of Diredor 85/06/07 BASKIN, K.P Southern 
California Edison Co Ip 30274 355-30274 357 

-8505130401 Responds to NRC 850314 ltr re violations noted in Insp Repts 60-206/86* 
06,50 361/85 06 A 50-362/85-05 Corrective actions request that annunciation of 
diesof generator missile doors not be required will be sent.Details withheld, 

BASKIN.K P Southern California Edison Co 85/04/12 MARTIN, J.B Roalon 6, Offico 
of Dlreclor. 2pp 30274*356-30274 357, 
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S505060416 IE Info Notice 84-52, SuppI 1, "Inadequate Matl Procufomont Controls on 
Pari of Licensees & Vendors " 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
838103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30615 347 

6506310610 Forwards Insp Repts 50-206/85 05,50 361/85 04 & 50 362/65 04 on 
8501 20 0322 No violation noted 

KIR3CH,D F Region 5, Office of Director 85/05/08 BASKIN, K,P Southern Californio 
Edison Co 2pp 30663 263-30663 280 

-8505310633 Insp Repts 50-206/05 05,50-361/85 04 & 50 362/8 5 04 on 850120 
0322 No violation or deviation noted Major areas injected operational safety 
VO ri f i call on, ova I u all on of plant trips & events, LER review & tSF waikdown 
HUEY.F R . STEWART.jp , D’ANGELO. A Region 5, Office of Director 85/05/06 
16pp 30663 265 30663 280 

8505200269 Forwards Safeguards Insp Repts 50 206/85-15,50 361/85-14 & 50 362/ 
85-13 on 050415 19 No violation noted Major areas Injected selective exams of pro 
ceduros & representative records Rept withheld (ref 10CFR2 790 & 73 21) 
MONTGOMERY.J L Region 5, Office of Director 85/05/13 BASKIN.KP Southern 
California Edison Co 2pp 30468 312-30468 313 

8505130034 IE Info Notice 85 037, ’'Chemical Cleaning of Steam Genoralors at Mill 
Slone 2." Svc list end 

JO ROAN, E L Division of Emergency Preparedness & EnglneGrlng Response (Post 
830103) 85/05/14 Yankee Atomic Electric Co 4pp 30048 272-30049 014 

6505240212 Forwards addJ info re mservice insp program, per 841212 request Meeting 
to discuss responses suggested 

MEDFORD.MO Southern California Edison Co 85/05/22 KNIQHTON.GW Licens- 
ing Branch 3 2pp 30555 001-30555 024 


'0505070563 Exam Rept 50-361 /OL-Q5 01 on 850305-07 Exam results four candidates 
passed written & operating exams one candidate faifed written & operating exams 
at both units 

JOHNSTON.GW Region 5. Office of Director 85/04/02 135pp 30205 009 

30205143 


DOCKET 50-384 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 2 


A. Appllcatl on/co nstructlon stage documents & correspondence 


8505100006 Further response to FOIA requests dtd 840223 & 0730 For\vards App B 
documents Documents available in PDR 

FELTON.J M Division of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah 8pp 30295 056-30295 063 

“8005200864 Discusses RJ Bosnak 80021 1 memo re Mechanical Engineering Branch 
oquipmant qualification effort & potential for licensing delays Private firm contract pro 
posal being prepared 

MATTSONLRJ Division of Systems Safety 80/02/15 DENTON, HR Ollice of Nude 
ar Reactor Regu(atior>. Director Ip 30295 107-30295 107 

“6005200888 Informs thal Seismic Qualification Review Team schedules ro OL applies 
lions will he delayed due to Naval Research Lab cancellation of Interagency agree 
monl 

BOSNAK, RJ Mechanical Englneoring Branch 80/02/11 MATTSON.RJ Division of 
Systems Safely 2pp 02628 071-02628 072 


F Security, medical, emergency & fire protection plans 


S. Reportable occurrences, LERs & related correspondence 

85DS 170080 Parlial response to FOIA request for NRC memos during or since 1983 ro 
96 LERs or TMI SALP rept Documents fisted in App A end Documents listed In App B 
available In PDR Search for addi records continuing 

FELTON.JM Division of Rules and Records 84/09/14 BARFIELD, K Cniical Mass 
Energy Prolecl. lOpp 30473 318-30474 180 

“6407270440 Concurs in proposed AO ro inoperability of containment spray sys for 13 
d^s while qperaling in Modes 1-3,in response to 840713 memo 
DE YOUNG, R C Director’s Office. Office of Inspection and Enlorcemenl 84/07/25 
HELTEMES.CJ AEOD, Director’s Office Ip 30476 136 30476 135 

6505130429 Followup rept ro fire doors found inoporablo during routine surveillance in 
Mar 1905 Investigalion unsuccessful in identifying person responsible for blocked 
open fire doors Door latches being upgraded 

HAYNES, J G Southern California Edison Co 85/04/15 MARTIN, J B Region 5. Office 
of Director 5pp 30275 285 30275 289 

3505020116 LER 05D1100.on 050401 .containment purge isolation sys Train B 
actuated Caused by failed power supply bridge diode Diode replaced W/6504 18 Itr 
HAYNES, JG Southern California Edison Co 85/04/18 2pp 30119 016-30119 017 

8505060400 LER 85 009-00 on 850326, containment omorgency fan cooler 3E-401 Indk- 
cated low flow 300 gpm below 2,000 gpm Tech Specs llmil Caused by manual outlet 
Isolation valve not set to spec Valve sot to spec & flow level restored W/85042G Ur 
HAYNES, J.G Southern California Edison Co 85/04/25 4pp 30228141-30228 144 

3605090627 LER 85 010 00 on 650329, w/unit at 66% power, reactor tripped Caused by 
two failures in reactor protection sys circuitry Relay from Channel A steam generator 
low How bistable & setpoint cord replaced W/8S0429 Ur 

HAYNES, J G, Southern California Edison Co 86/04/29 6pp 30232 028 30232 033 

8505090605 LER 84-044-00 on 850320, daterminod that Instrumont & test procedure 
S023 ll-G 1 did not require testing of control elemonl assembly calculator per^alty fac- 
tors as required by Tech Specs Procedure revised W/850430 Ur, 

HA YNES.J G Southern California Edison Co 85/04/30 3pp 30232 093 30232 095, 

8506160541 LER 85 012-00 on 850404, reactor tripped on loss of load Channels 1 & 
4, turbine governor fault alarm came in & cleared & RCS sample analysis indicated 
specific activity exceeded 1.0 mCi/gdose equivalent M31.W/05O5O0 Itr. 

HAYNES.JG Southern California Edison Co 85/05/06 5pp. 30440 031-30440 035, 


0504170547 Forwards monlhly status rept on plant-specific backfilling activilies current 
through 650308 Nine of 15 SER open items resolved prior to appeal meetings SER 
scheeufetf for complolion on 050329 

CRUTCHFIELD.D Assistant Direclor for Safely Assessment 85/03/18 
THOMPSON, H L Division of Licensing 65pp 30161 182-30161 216 

8505070368 Emergency Plan Implomenllng Procedure FNP'B5-0422, "On Cail Schod* 
ula '* W/850430 fir 

HUDSPETH, J B Alabama Power Co G5/04/30 MCKNIGHT, J Record Services 
Branch (Document Control Desk) 7pp 30176 323 30176 32D 

8SOS090075 Temporary Change, Draft 2 to Rev 10A to Emergency Plan Implementing 
Proceduro GO-EIP-111, ''Corporale Activation & Notification Procedures" W/050503 
Ur 

MUOD.CH Alabama Power Co 85/05/03 10pp 30223 100 30223 198 

8505220056 Forwards "In Progress Audit of DCRDR for JM Farley Nuclear Plant Units 1 
& 2," for 850311-13 Audit rolatos to Action Plan Item I D 1 of NUREQ 0660 as clan 
tied by Sup pi 1 1e NUREG 0737 

VARGA, S A Operating Roaclois Branch 1 85/06/00 MCDONALD, R P Alabama 
Power Co 3pp 30536 006-30536 036 

“35042400 27 "In Progress Audit of DCRDR for JM Farley Nuclear Plant Units 1 & 2 ’’ 
* Science Applications Inlornatlonal Corp (formerly Science Applications, Inc ) 85/ 
04/12 NRC - No Detailed Affiliation Given 27pp 30636 009 30536 035 

8505240010 Forwards Insp Repts 50-348/85 23 & 50 364/85 23 on 850422 26 No vio 
fatfon noted 

VERRELLI.OM Region 2, Office of Direclor 85/05/17 MCDONALD.RP Alabama 
Power Co. 2pp 30555 096-30555 098, 

“8505240012 Insp Repls SO 340/05-23 & 50-364/85 23 on 050422 20 No violation 
noted Major areas inspected security program audit.rccords & repls & secuniv sys 
power supply Details withhold (rof 10CFR2 790 & 73 21), 

TILLMAN, A Region 2, Office of Director 05/05/09 Ip 30555,098 30555 008 

0605280052 Rev 2 to General Ofc Emergency fmpiemanling Proceduro GOEIP-137, 
"Prompt Notification Siren Sys Testing & Malnt " W/850&21 Itr 
MUDD.CH Alabama Power Co 85/05/21. 9pp 30572131-30572 140 


I. Financial Information 


8505230273 LER 85 013 00 on 850408, reactor shut down due to turbine Irip Initiated by 
low seal oil-to gas difforential Caused by failed pipe fitting in gonorator hydrogoni seal 
oil sys Fitting removed & replaced W/B50500 Itr 

HAYNES.J G. Southern Calffornia Edison Co 05/05/00 6pp 30530 300-30538,305 

8505300280 LER 85 016‘00on 060417,conlinuoU3 azimuthal power tilt surveillance dis- 
covered to be Insufficient Caused by Inadequate procedural guidance lo ensure cor)- 
llnuous surveillance. Procedures adjusted W/8505 14 Itr 

HAYNES.JG Southern Cafifornfa Edison Co, 85/05/14. 3pp 30639.224 30639 220. 

SG05220017 LER 85-014-00.on 65041 8,Traln B containment purge Isolation ays actu- 
ated on high Iodine signal from containment airborne radiation monitor 3RE-7007A2 
(Iodine channel),Caused by failure of high voltage power supply card W/B50516 Ur, 
HAYNES.J Q Southern California Edison Co 85/05/16 3pp. 30520 268-30520'270. 

8505290571 LER 85-017-00 on 850417, failed Pacific Scientific snubber discovered In 
routine post-maint surveillance Caused by hydraulic transient damage Snubber re- 
placed & 29 addI snubbers checked Deficient snubbers replaced. W/a5()51 6 Itr 
HAYNES.JG Southern California Edison Co 05/05/16. 4pp. 30617.331-30617.334. 


V. Operator Examinations 


0606310160 Responds to 050423 Ur ro financial Info for 1985. Requiromonls of 
lOCFRUO 21 guaranteeing payition I of deferred premiums satisfied 
SALTZMAN.J Assistant Direclor for Slate & Licensee Relations 85/05/22 
HUTCHINS.W.B Alabama Power Co Ip 30667 363-30667.363 


J. Insurance & Indemnity information 

8505080320 Forwards Endorsement 64 lo NELIA Policy NF-238 & Endorsement 53 to 
MAELU Policy MF-OS 

DUCK, JR Marsh & McLennan, Jnc. 85/05/01 SALTZMAN.J Assistant Director for 
State & Licensee Relations 3pp 30 202,344 30202 346 


P. Operating license stage documents & correspondence 


0504 170547 Forwards monlhly status rept on plant specific backfilling activities current 
through 850300 Nino of 15 SER open items resolved prior lo appeal meetings SER 
scheduled for complolion on 850329 

CRUTCHFIELD.D Assistant Director for Safety Assessment 85/03/18 
THOMPSON.H.L. Division of Licensfog. 65 pp 30161.182-30161.246. 


8505070550 Forwards Exam Repl 50 361/OL-05-O1 of exam administered on 850305- 
07. 

ELIN.J.O. Region 5, Office of Director 85/04/15 RAY.H Southern Californfa Edison 
Co. 2pp 30205,007-a0205-143 


0504290442 Generic Ltr 86-07 to all operating reactor licensees re Implomenlalion of 
Integrated schedules for plant mods Svc list oncl 

THOMPSON, H L Division of Licensing, 85/05/02 Consofidalod Edison Co, of New 
York. Inc 22pp. 30218,149-3021 8 170 
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8506163f84 Requests that info in ercJ re closure flange region safely ma/grns for pres 
sure ternp limit in TecEi Soecs be addressed in next licenso amend application Amend 
request should be submilbd within- 6 months of Cycle 5 operation 
VARGA.S A Operating Reactors G ranch 1 65/05/02 MCDONALD, fl P Alabama 
Power Co 5pp 30450 196-30450 ZOO 

8505200485 Forwards draft "Review of Licensee & Applicant Responses to NRG Gg 
neric Ltr 83-28 Jlom 1 2, 'Posl-Trip Review Data & Info Capabilities' '* NRC manag- 
er should be informed of acceptable time for tetcons re add! info. 

VAflGA.S A Operating Reactors Granch 1 85/05/10. MCDONALD.R P Alabama 
Power Co 3pp 30607 001-30607 018 

-8505280501 Draft "Roview of Licensee & Appljcani Responses to NRC Generic Ltr 
83 28 (Required Actions Based on Generic Implications of Salem ATWS Events) .Item 
1 2, 'Post'frip Review Data & Info Capabrlitiea* for JM Farley ” 

* Science Applicalions imernalional Corp (formerly Science Applications. Inc) NRC- 
03 82 096 SAlCe5/tS23 6 DRFT 85/05/10 NRC No Detailed Affilialton Given 
15pp 30607 004-30607 018 

8505210106 Generic Ltr 35 08 to ad holders of CPs & OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, fnc 20pp 30682 282-30662 301 

8505210122 Oenenc Lir 85 09 to all Westinghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 63-28,1 tern 4 3 

THOMPSON, HL Division of Licensing 65/05/23 Yankee Atomic Electric Co 17pp 
30671 334 30671 350 


Q fnspecllon reports, IE BulJatIns & correspondenco 

8605170381 Forwards fnsp R apt s 50 348/85 11 & 50-364/85 11 on 850211-0310 & 
notice of vjolatJer> 

WALKER.RO Region 2, Office of Director, 85/04/04 MCDONALD.nP Alabama 
Power Co Zpp 30463 207-30463 217. 

-850517038S Notice of vIolaOon from Insp on 850211-0310. 

" Region 2, Office of Director 85/04/04 Zpp 30463 209 30463 210 

-8505170397 Insp Repts 50 348/85-11 & 50 364/85-11 on B50211-0310 Violation 
noted one channel of Unit 2 over-temp della temp exceeded Tech Spec requirements 
& failure to follow procedure for svc water battery room fan control swilches 
0RADFORD,W,H. RULAND.W H , CANTRELL/ S Region 2. Office of Director 65/ 
04/03 7pp 30463 211-30463 217 

8505230637 Ack receipt of 850325 Hr Informing NRC of steps taken to coirecl violations 
noted rn fnsp Roots 50 348/85 05 & 50 364/85 05 

WALKER.RD Region 2. Office of Director 85/04/04. MCDONALD, BP Afabama 
Power Co Ip 30540 343 30540 345 

-8605230641 Responds fo NRC 850227 Hr re violations noted In fnsp Repts 50 348/05- 
05 & 50 364/86 05 Corrective actions properly rated links mslalFea on all containment 
cooler dropout plates in Unit 2. 

MCOONALD.RP Alabama Power Co 85/03/25 VERRELLkDM Region 2, Office of 
Director Zpp 30 540 344-30540 345, 

8505210036 Forwards Insp Repts 50*348/85'18 & 50-364/85 18 on 850311-0401 No 
vjolalions or deviations noted 

VERRELLf.DM Region 2. Office of Director. 85/04/22 MCDONALD, RP Alabama 
Power Co 2pp 30509 353 30509362. 

-0505210039 Insp Repts 50 348/65-18 & 50-364/65-18 on 650311-0401 No violations 
or deviations noted Major areas inspected Ircensee action on previous enforcement 
mailers, monthly malnt & surveillance observation & independent Insp effort 
BRADFORD.WH, CANTRELL, FS Region 2, Office of Director. 85/04/18 8pp 
30509 355-30509 362 

6505210026 Forwards fnsp Repis 60-348/85-17 & 60 384/85-17 on 650316-22 & notice 
of violation 

VEHRELLI.DM Region 2, Office of Director 85/04/23. MCDONALD,RP Alabama 
Power Co 2pp 30511.152-30511*172 

••8S05210037 Insp Repis 50 348/85-17 & 50-364/65-17 on 850318-22 Violation 
noted failure to follow Procedi/re FNP 0-AP-S2 on Maint Work Requesl 107614. 
FOSTERS E, MERRIWeATHER,N, BIBB.H. Region 2, Office of Director. 85/04/17 
18pp 30511 155 30511-172. 

8505200506 Forwards Insp Repts 60-348/85-19 & 50-364/85-19 on 850408-12 No vio 
lations or deviations noted 

VERRELLLDM Region 2. Office of Director. 85/04/25 MCDONALD,RP. Alabama 
Power Co 2pp 30407 019-30407.02? 

-8605200591 Insp Repts 60 346/85-19 & 50 364/85-19 on 850408-12 No violation or 
deviation noted.Mejor areas inspected plant chemistry & Insarvlce Insp of pumps & 
vatves 

ROSS,WJ. BLAKEJJ Region 2, Offfce of Director. 85/04/2? 7pp. 80839:001- 
30839.002 

6604250452 IE Info Notice 65-034, "Heat Tracing Contributes to Corrosion of Slalnfess 
Steel Piping Svc list end 

JORDAN,t L. Division of Emergency Preparedness & Engineering Response (Post 
830103] 65/04/30. Consolidated Edison Co. of New Yoik, Ino. i07pp. 30115 1B5- 
30115-291 

8504250455 IE Info Notice 85 035, ^‘Failure of Air Check Vafves to Seal " Svc list end 
JORDAN.E L Division of Emergency Preparedness A Engmeeflno Response (Post 
830103), 85/04/30. CofisoJidated Edison Co. of New York, Inc, lOBpp 30116077- 
30115184 

8505170556 Forwards fnsp Repts 50-348/85-22 & 50-384/85 22 on 858416-19 & notice 
of vwlfllton 

WALKER, RD, Region 2, Office of Director 85/06/06. MCDONALD, RP, Alabama 
Power Co 2pp. 30464:198-30464:186 

-8505170501 Insp Repts 60-348/85-22 & 60-364/85-22 on 850416 19. Violation 
noted failure to follow mservice insp plan 

CROWLEV.B R„ BLAKE, JJ, Region 2, Office el Dlreotor. 85/04/30. 14pp 30464'143- 
30464,166. 


8505060418 IE tnfo Notice 84 52,Sijppl 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.E L Division of Emergency Preparedness & Enginooring Rosponsa (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 33S 
30615 347 

65Q5130834 lE Into Notice 65-037, ''Chemical Cleaning of Steam Generators at Mill 
stone 2 " Svc Ust end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830109) 05/05/14 Yankee Atom fc Electric Co 4pp 30048 272-30Q49 014 

8505240010 Forwards Insp Repts 50 348/65-23 & 50-364/65-23 on 850422-26 No vio 
lation noted 

VERREiLl,DM Region 2, Office of Director 85/05/17 MCDONALD.R P Alabama 
Power Co Zpp 30555 096 305o5 098 

-8505240012 Insp Repts 50 348/05-23 & 50 364/85 23 on 850422-26 No violation 
noted Major areas inspected security program audit, records & repts & security sys 
power supply Details withheld (ref 10CFR2 790 & 73 21) 

TILLMAN.A, MCGUIRE,DR Region 2. Office of Director 85/05/09 Ip 30555 098- 
30555 098 


R. Periodic operating reports & reiatod correspondence 


850S220192 "Annual Environ Operating Rept Part B Radiological for 1904 " W/850429 
ilr 

MCD0NALD,RP Alabama Power Co 64/12/31 45pp 30529091 30529 135. 


S. Reportable occurrences, LERs & related correspondence 


8505020130 LER 85 008-00 on 850 32G, reactor trip occurred due to lo lo level in sloam 
generator 2A Caused by personnel error Technician counseled W/650422 Hr 
WOODARaJ D , MCDONALD.R P Alabama Power Co 85/04/22 2pp 30119 073- 
30119 074 

8505060430 LER 85 009 00 on &5033D,reactor tripped due to lo lo level in stosm gener- 
ator 2A Caused by teak-by ol isolation valve to condenser vacuum pressure transmit' 
ter PT502.dua to loss of steam generator 2B feed pump Valve replaced W/850429 Hr 
WODDARD.J D , MCDONALD.R P Afabama Power Co 85/04/29 3pp 30183 127- 
30103 129 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


E, NRC Safety Evaluation Report (SER), suppfs & correspondence 

6506000329 Further ro^onso to FOIA request for all memos written by NRC during or 
since 1983 re 06 LERs & SALP for TMl Forwards documenis fisted in Apps A,B & 
C Documenis also placed in FDR 

FELTON, JM Omsioft of Rules and Records 84/10/02 BARFIELD, K Critical Masa 
Energy P/o|ect 6pp 30248 034-30246 046 

-8505090482 Safety evaluation supporting operation w/mlssmg pipe restraints for high 
energy lines outside containment 

^ NRC - No Detailed Affiliation Given 83/07/01 6pp 30249 106 30249 1 1 1 

-8505090484 Safety evaluation supporting operation w/missing pipe restraints for high 
lines outalae containment 

- No Del ailed Affiliation Givon 84/07/11 3pp 30249 113 30249 115 

.-8505090488 Safety evafualion supporting operation w/missing pipe restraints for high 
energy lines outside containment 

* Nffc - No Datalled Affiliation Given 84/07/12 3pp 30249 117 30249 148. 


F. Security, medical, emergency & fire protection plans 


S505070315 Provides suppJemental responses to five open items identified In 650227 
SER in response to Rev 2 to Reg Guide 1 97Jncluding add! [ustilication for adequacy 
of Instrumentation described in 640221 ltr 

QUCWA.L,T Georgia Power Co 85/04/29 STOL2,J F Operating Reactors Branch 4 
5pp 30178 166-30178 170 

8505030274 Revised emergency plan implementing procedures, Including Rov 0 to 
63EP-EIP-001-0 r© spill prevention control & Rev 0 lo 63EP EIP 002-0 re radiological 
event.W/85043O Hr. 

SORRELL, EC Georgia Power Co. 85/04/30 002pp 30121 335-30124 166 

8505070113 Remits fee inadvertently omitted from 850322 application for schedulaf 
relief from emergency operating procedure (raining & detailed control room design 
review requirements, per 10CFR170 

GUCWA.L.T. Georgia Power Co 85/04/30 STOLZ.JF Operating Reactors Branch 4 
Ip 30172 205-30172 265 

8506140267 Requests payment of fees for 650404 application for relief from corlain 
ASME Code requiremonts & 850416 application for scheduler exemption for oulage- 
related App R mods per 10CFR17O 

DIGGS, RM License Fee Managomeint Branch 85/06/03. BECKHAM.JT Georgia 
Power Co Ip 30389 339-30389 339 

8505200381 Rev 0 to Radiatron Protection Procedure 62RP-RAD 003 OS, "Uso & Caro 
of Respirators" & transmittal form tor deleted Rev 20 lo HNP 8010 W/850514 (lr. 
SORnELL,EC Georgia Power Co, 05/05/14 51pp 30466 324-30466 360 

8505300667 Forwards exemption to schedolar requiremenls of 10CFR60 48, extending 
deadline until 861130 for installation of mods to fire protection 8 y 5 ,in response to 
850416 request. 

STOLZ,JF. Operating Reactors Branch 4 85/05/14 BECKHAM. JT. Georgia Power 
Co Ip 30652.080 30652.087 
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-8505300673 Forwards FR nolico of exemption to scheduler requirements of 
10CFR50 46, extending deadltno until 661130 for installation of mods to fire protection 
sys 

* Operating Roaclors Branch 4 85/05/14 Docketing & Services Branch 2od 
30652 081-30052 002 

•8505300680 Exemption to scheduJar roquiremonts of 10CFR50 48, extending deadline 
until 661 130 for installation of mods 1o fire protection sys 

DENTON, HR Office of Nuclear Reactor Regulation, Director 85/05/14 Georala 
Power Co 6pp 30652 083-30652 087 ^ 


J, Insurance & Indemnity Information 

8605080306 Forwards Endorsements 79 & 78 to MAELU Policy MF-7e & Endorsements 
95 A 96 to NELIA Policy NF-215 

DUCK.J R Marsh & McLennan, Inc 85/05/01 SALTZMAN.J Assistant Director for 
State & Licensoo Refatlons 5pp 30202 326-30202 330 


P. Operating llcenae stage documents & correspondence 

8605090329 Further response to FOIA request for afl memos written by NRC during or 
since 1983 re 96 LERs & SALP for TMI Forwards documents fisted in Apps A,B & 
C Documents also placed In POR 

f ELTON,J.M. Division of Rules and Records 04/10/02 BARFIELD.K Critical Mass 
Energy Project 6pp 30248 034-30240 046 

-8307140067 Forwards safety evaluation re startup & operation of facility w/eight pipe 
whip restraints missing, based on review of util 830620 ftr Request acceptable, on con 
ditlon licensee take compensatory measures cited In evaluation 
EISENHUT.DG Division of Licensing 83/07/01 OLSHINSKI,JA Region 2, Office of 
Director IBpp. 30249,105-30249 105 

—8307200061 Forwards aafoty evaluation re facility operation w/missing pipe restraints 
for high energy lines outside containment, based on review of 830620 
submlttal.Reasonable basis exists to permit plant startup 

MIRAQLIA,F Assistant Director for Safety Assessment 03/07/12 LAINAS.G Assist- 
ant Director for Operating Reactors Ip 30240 116 30249 116, 

-8307200465 Forwards safely evaluation of ulil 830628 justification lor operation w/ 
missing pipe restraints for high energy lines outside containment Plant can be safely 
operated w/missIng restraints until long term plan Implomontod, 

KNIGHT,J.P. Assistant Director for Comp & Slructuros Engineering (Post 630201) 
63/07/11 LAINAS,GC Assistant Director lor Operating Reactors Ip 30249 112- 
30249112. 

6585160001 Further response to FOIA request lor documents from INPO & NRC that 
describe, analyze or evaluate INPO role or procedures In reporting info to NRCApp A 
documents end App B documents segrogatod & all factual portions released 
FELTON, JM. Division of Rules and Records 04/11/21 TOTTEN.T Cnllcal Mass 
Enorgy Project 4pp 30417 001-30417 193 

-8505160051 "Evaluation of Hatch Nuclear Plant, Georgia Power Co" 

* Insllluto of Nuclear Power Operations 03/03/31 39pp 30417 237-30417 276 

8504170547 Forwards monthly status rept on plant-specific backfitling activities current 
through 850300 Nine of 15 SER open items resolved prior to appeal meetings SER 
scheduled for completion on 050329 

CRUTCHFIELD.D Assistant Director for Safely Assessment 05/03/10 
THOMPSON,hL Division of Uconsing 65pp. 30161.162*30161 246 

6505070082 Forwards Tech Spec Pago 3/4 3*54a inadvertently omitted from Amend 45 
to License NPF-5 Amend revised Tech Specs to be consistent w/Gonoric Ltr 03 00 
guidelines re NUREG 0737 Horns 

RIVENBARK.G.W, Opernling Reactors Branch 4 85/04/26 BECKHAM.JT Georgia 
Power Co. 2pp 30217i361 30217363 

-8505070066 Errata to Amond 45 to License NPF-5, consisting of Tech Spec Page 3/4 
3-54a re operability of primary & secondary channels 

RiVENBAHK^Q W. Operating Roaclors Branch 4 85/04/26 Ip. 30217 363- 

30217.363. 

6505070321 informs that, based on analysis of cabfo tray supports & shared struc- 
ture 8,374 of 463 supports evaluated meet FSAR criteria & romainirig 89 meet oper- 
ablillly criteria Schodufe for modifying supports which do not meet F^R criteria end 
QUCWA.L.T Georgia Power Co 85/04/30 STOLZ,J,F Operating Reactors Branch 4 
3pp 301 78'1 73-301 78 175 

6504290442 Generic Ltr 85 07 to all {^crating reactor licensees re implementation of 
Integrated schedules for plant mods Sve list end. 

TH(5mPSON,HL Division of Licensing 86/06/02 Consolidated Edison Co of New 
York, Inc 22pp 30210*149.30218'170 

8605230S09 Advises that SAIC 05/1519 2, "Review of LIconsoo & Applicant Rosponsos 
to NRC Qonaric Ltr 83-28,” technical evaluation rept incomplete In four areas 
evaluated Requests cooperation In obtaining addi info to complete review 
STOLZ,J.F Operating Reactors Branch 4 85/05/03 BECKHAM,JJ Georgia Power 
Co 2pp. 30646.235-30545 261. 

-8505230694 "Review of Liconseo & Applicant Rosponsos to NRC Generic Ltr 83 28 
(Required Actions Based on Generic implications of Salem ATWS EvontsLItem 1 2, 
■Pom Trip Review & Data & Info CapabHilies/ for El Hatch Nuclear Plant, Units 1 & 2 ” 

* Science Applications International Corp (formerly Science Applications, Inc.) NRC- 
03-82-096, 5AIC«85/1519-2, 85/05/03 NRC - No Detailed Aff illation Given 15pp 
30546,237-30546 251. 

8606140335 Forwards response to Generic Ltr 84-23, "Reactor Vessel Water Level fn- 
stfumenlalion In BWRs.'* Plan & schedule for addressing NRC position on Inadequate 
core cooling Instrumentation par NUREG-0737,[tem II.F 2 described. 

QUCWA,L,f. Georgia Power Co 85/05/06, STOLZ.J F Operating Reactors Branch 4 
8pp 30376:010-30376:016, 

8606160249 Informs that Ofc of FR requested to publish environ assessment & finding 
of no significant Impact re 850416 request for schedular exemption from requirements 
of 10CTO0,46 

RIVeNBARK,Q. Operating Reactors Branch 4. 85/06/07. BECKHAM, J.T. Georgia 
Power Co 2pp. 30460:276-30450:281 . 


-8505160259 Notice of issuance of environ assessment & finding of no significant 
impact re 050416 request for schedular exemption from 10CFH50 40 requirements 
LAINAS,G C Operating Reactors Branch 4 B5/05/07 5pp 30450 277 30450 281 

8505280370 Application for amend to License NPF-5, revising Tech Spec 3 8 2 6, "Pn 
mary Containment Penetration Conductor Overcurrenl Protective Devices" to remove 
all seipomls or modify setpoints for four ^ecific breakers Fee paid 
BECKHAM,J T Georgia Power Co 05/05/09 STOLZ.J F Operating Reactors Branch 
4 5pp 30581 135 30581 149 

“6505280375 Proposed changes to Tech Spec Table 38 26, "Primary Containment 
Penetration Conductor Overcurrent Protective Devices," removing all setpoints or 
modifying setpoints for four specific breakers 

* Georgia Power Co 85/05/09 tOpp 30581 140-30581 149 

0505240053 Responds to NRC 850404 request for addI Info re small break LOCA 
drywelf temp profiles used for environ qualification of electrical equipment Curves & 
rep! describing methodology used m generating curves, transmitted w/040224 Mr 
GUCWA.LT Georgia Power Co 65/05/10 STOLZ.J F Operating Reactors Branch 4 
3pp 30562 171-30562 173 

8505280108 Informs of completion of review of 860404 request for relief from ASME 
Section XI Code for leak testing MSIVs Request acceptable Safety evaluation end 
STOLZ.J.F Operating Reactors Branch 4 85/05/10 BECKHAM.JT Georgia Power 
Co 2pp 30607 039-30607 041 

-8506280121 Safety evaluation supporting relief for 16 MSIVs from 1980 edition of 
ASME Section Xt Coda requiring increased frequoncy of leak rata testing based on 
leak rate trending of 6 inch & larger valves 

* Office of Nuclear Reactor Regulation, Director 05/05/10 Ip 30607 041 30607 041 

8505220026 Forwards supplemental info on seismic design of structures & 
cquipment.per NRC 650402 request 

GUCWA.Li Georgia Power Co 85/05/13 STOLZ.J F Operating Reactors Branch 4 
87pp 305 1 9 038-3051 9 1 24 

8505230317 Submits addi info ro 850215 proposed Tech Spec changes to License 
NPF-5,revising low pressure alarm setpoint for hydraulic control units Alarm does not 
serve as warning of high pressure in charging header 

GUCWA.LT Georgia Power Co 85/05/14 STOLZ.J F Operating Reactors Branch 4 
2pp 30535 103-30535 104 

0505240514 Forwards Amend 46 to License NPF-S, safety evaluation & final 
NSHC Amend revises overcurrent trip setpoints of circuit breakers for one drywoll 
cooling unit & three return air fans Final NSHC dtd 650515 available in Central Files 
RIVENBARK.GW Operating Reactors Branch 4 85/05/14 BECKHAM.JT Georgia 
Power Co 1p 30566 336 30566 348 

-8605240515 Amend 46 to licenso NPF-5, revising overcurrent trip setpoints of circuit 
breakers for one drywell cooling unit & three drywoll cooling return air fans 
STOLZ.J F Operating Reactors Branch 4 85/05/14 7pp 30566 337-30566 343. 

-8505240516 Safety evaluation supporting Amend 46 to License NPF-5 

* Office of Nuefoar Reactor Regulation, Director 85/05/14 5pp 30566 344- 
30566,348 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
ropts - formats 

THOMPSON.H.L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30682 282 30602 301 


Q. fnapectlon reportSj IE Bulletins & correspondence 

0506170479 Forwards Insp Repls 60 321/84 51 & 50-366/84 51 on 841217-18 No vio 
fation noted Requalification training program efficiency could bo improved for safe & 
efficient operation 

OLSHINSKl.J A, Region 2, Office of Director 85/02/07 KELLY.R J Georgia Power 
Co 2pp 30463 344-30463'354 

-0605170491 Insp Repls 50-321/84 51 & 50 366/84-51 on 841217-18 No violations or 
dovialions noted Ma|or areas inspected licensed operator requalification 
program Recommendations for improvement end 

BROCKMAN.K , FALCONER.D,. STADLER.D, Region 2, Office of Director, 85/01/30, 
9pp 30463 346-30463 354 

8S05200102 Forwards Insp Repls 50 321/85 07 & 60 366/85 07 on 050205 07 & notice 
of violation 

WALKER, fl.D Region 2, Office of Director 85/04/01 KELLY.R J, Georgia Power Co 
4pp 30406* 157.30486‘1 70 

-8506200113 Nolico of vfofalion from insp on 850205-07 
* Region 2, Offico of Director 85/04/01 2pp 30486 161-30486 162 

“860S200125 Insp Ropts 50-321/85 07 & 50 366/85 07 on 850205 07 Violations 
noted failure to (mplement NUREG 0737 requiromonts for mUigalmg core damage 
training & foodback of operating experience to plant staff 

FALCONER.D P. POERTNER.K, BROCKMAN,K.E, Region 2. Office of Director. 85/ 
03/15. 8pp 30486.163-30486 170 

8505200603 Ack receipt of 05031 1 Hr Informing NRC of steps taken to correct violations 
noted In Insp Repls 50 321/85 01 & 50-366/05 01 

BROWNLEE, V.L Region 2. Ollice of Director. 85/04/01, KELLY.R J Georgia Power 
Co Ip, 30487321-30407.323, 

-0505200S0B Responds to NRC 850215 Ur re violations noted in Insp Ropts 60*321/86 
01 & 50 366/85 01 Corrective actions responsible supervisors reprimanded & periodic 
Informal review of records will be conducted by mat. 

GUCWA.LT Georgia Power Go 85/03/11 GRACE, JN. Region 2, Olfice of Director 
2pp 30487*322-30487 323. 

8505220330 Ack receipt of 850327 Ur Informing NRC of steps taken to correct violations 
noted in Insp Repls 50 321/05-02 & 50-366/85 02 

WALKER, R D Region 2, Office of Director. 85/04/10. KELLY.R J Georgia Power Co. 
Ip 30630.314-30630 332 
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"*n<}tfco*S?v^te1ion"*^* 50-321/85 02 & 50-366/85 02 on B41221 850120 & 

^0^30530 °23'3“& 33?"“®“'°''®*’°^ 85/02/25 KELLY.RJ Georgia Power Co 

Of Violation from msp on 841281. 65-0128 
Hogfon 2, Office of Direclor 85/02/25 2pp 30530 325 305^0 328 

50 321/85 02 & 50 366/85^02 on 841221-850128 Violations 
ButomaKc depressunzalion sys valves 
Specs w/Tech Spec 66 1 & failure to perform surveillance per Tech 

02"/2o''i^p ■?o''530^° 2' 0""=® »' *5/ 

^*^0ice Of vl^flEon^^^ 50-321/06 09 & 50-366/85-09 on 850223 0324 & 

S^p''30w°o^?|oTa7 08?'''““'°''®®'°' kelly, HJ Georgia Power Co 

-850^5200375 Noiico of violation from msp on 850223 0324 

Reflion 2, Office of Direclor 05/04/22 3pp 30467 075-30487 077 

60-321/85-09 & 50-366/85 09 on 850223-0324 Violalion 
rjPiP^ 'alluro (o oalabli&h pracedEires as required per Tech Spac 6 8 1 >& failure io cor- 
pressure curves for fluence 

‘ PANCIERA.VW Region 2, Office of Direclor 05/04/ 

10 6pp 30467 078 30487 083 

0605200005 Porwar da Insp RepJs 50 321/85-11 & 50-366/85-11 on 850409 12 No vio- 
lations or do via lie ns noted 

BHOWNLBIE.yL Hegion 2, Office of Director 85/04/24 KELLY.RJ Georgia Power 
Co Ip. 30486 187- 304 B6 200 


-850520000B Insp Repts 50 321/85 11 & 50 366/05-11 on 850409-12 No violation or 
devialiori noletl Major areas inspected inservice insp.fE bulletins, inspector followup 
on previous enforcement matters. 

CROWLEY.B H,, NEWSOME.R W., BLAKE, JJ, Region 2, Office of Direclor. 85/04/22 
13pp 30406 188 3 04 8 6 200 


8506170852 Ack iQCOipt of 850329 ftr Informing NRC of steps taken to coirecl violations 
noted in Irsp Ropta 50 321 /64 47 & 50 366/84*47 

GRACE, J N Regcon 2, Offico of Director 85/04/25 KELLY.RJ Georgia Power Co 
app, 30486 080-30466 084 


-850S170S66 Responds to NRC 050227 Hr re violations noted in fnsp Repts 50 321/84- 
& 60 366/84-47 Corrective actions liquid radwasle effluenl monitors 

values consistent w/rcesloblished correlation factor 
QUCWA,L T Georfiia Power Co 65/03/29 GRACE.J N Region 2 , Offico of Director 
3pp 304 Q6 082-30406 004 

B&042504&2 IE Info Noicce 85 034, "Heat Tracing Ccntribulos to Corroscon of Stainless 
Stool Pipfnp ’■ Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 65/04/30 Consolfdalod Edison Co. of New York, fne f07pp 30115185- 
30115 301. 

8S042504&5 IE Info Notice 85 035, "Failure of Air Check Valves to Seal ” Sve llsl end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
Q30103) 65/04/30 Consolidated Edison. Co of New York, fnc I08pp 30115 077- 
30115 104 


6505240016 Submits clarificalian of 650416 response lo aflegation ro ulil not using au- 
thorized nuclear inspector (ANI) for weld repair activities QC provides essentially same 
function as ANI 

GUCWA.LT Georgia Power Co. 85/05/03 STOLTZ.J F Operating Reactors Branch 
4. Ip 30562 322-30502 322 

8505060418 IE Info Notice 84*52, SuppI 1, "fnadequate Mall Procurement Controls on 
Port of Licensees & Vendors *' 

JORDAN.E L Division of Emergency Preparedness .& Engineering Response (Post 
830103} 05/05/00 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30B15 347 


8505030576 LER 85Q13 0Don 850411. while In refueling mode, full reactor scram 
indicated Irivesligation determined that full roactor protection sys logic actuation 
occurred Caused by hi hi signal from source range monitors W/e50502 Hr 
TfPPS.S B , NIX,H C Georgia Power Co 85/05/02 3pp 30232 056-30232 058 

8505170048 LER 85 010 00 on 050409, cerlain valves discovered leaking in excess of 
limits specified In Tech Spec Sections 3612b & c Valves will be repaired & 
tested W/&50503 (1r 

TIPPS.S B . NIX,H C Georgia Power Co 85/05/03, 5pp 30465 092-30465 096 

8505170482 LER 85 01 2 00 on 6S0409,unplanned actuation of reactor protection sys 
occurred Caused by failure of main steam line radiation detectors due to loose & salu- 
rated power cables Cables replaced W/85D506 Itr 

TIPPS.S B . NlX.H C Georgia Power Co 85/05/06 3pp 30463 357-30463’359 

6505240564 LER 86 015 00 on 85041 S.reactor protection sys logic actuation occurred 
due lo Spurious actuation in other sys channel.Caused by intormediato range monitor 
spurious electrical noise Preventing noise unachievable W/85D51 3 Itr 
TIPPS.S B. NlX.HC Georgia Power Co 85/05/13 3pp 30561 353 30561 355 

8605310195 LER 85 OOBOOon 850420, reactor water cleanup outboard isolation valve 
2G31-F004 isolated on high differential flow Caused by flow fluclualion during valvirg 
In of filter demineralizor 2A Valve opened W/850520 Hr 
TIPPS.S B. NlX.H C Georgia Power Co 85/05/20, 3pp 30661.348-30661 350 


V. Operator Examinations 


8505170479 Forwards Insp Repts 50 321/84-51 A SO 366/84-51 on 641217-16 No vlo 
lation noted Roqualification training program efficiency could bo improved for safe & 
efficient operation 

OLSHJNSkl.J A Region 2, Offico of Director 85/02/07 KELLY, R J Georgia Power 
Co 2pp 30463 344-30463 354 

“8605170491 Insp Repts 50 321/84-51 & 50-366/84-51 on 841217-18 No violations or 
deviations noted Major areas inspected ficensod operator requalification 
program Recommendalions for improvement end 

BROCKMAN, K, JULIAN, C Region 2, Office of Director 85/01/30 9pp 30463.346- 
30463 354 
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F. Security, medical, emergency & fire protection plans 

8505020123 Rev 2 to Emergency Plan Implamonting Procedure 1903 03, "Assignment 
of Personnel to Emergency Response Organization " 

* Arkansas Power & Light Co 85/04/25 25pp 30106 301-30106 325 

8506060013 Rev 1 to Emergency Plan Implementing Procedure 1903 63, "Emergency 
Response Ctrs'* 

LEVINE, J.M Arkansas Power & Light Co 85/04/27 6pp 30157 204-30157 208 

8605060211 Rev 4 lo Emergency Plan Implementing Procedure 1903 24, "Oil Spill Pre- 
vention Control & Countermeasure Plan '* 

GRIFFIN.J M , LEVfNE,J M Arkansas Power & Light Co 85/04/29 12pp 30157 274- 


0505130152 Forwards "Conformance to Reg Guide 1 07, Arkansas Nuclear One, Unit 2," 
interim repl, based on utl) 840413 response to Generic Ur e2-33,Suppl 1 to NUREG- 
0737 ro emeraency response capability Response requested within 60 days 
MtLLER.JR, Operating Reactors Branch 3 85/04/30 GRIFFIN.J.M Arkansas Power 
& Light Co 2pp 30383 032-30383 052 

“8504250265 "Conformance to Reg Guide 1 97 .Arkansas Nuclear One, Unit 2" 
STOFFEL.JW. EG&G, Inc FIN A-6403, 65/02/26 NRC - No Detailed Affilialion 
Given 19pp 3038 3 034-30303.052. 


n Periodic operating reports & related correspondence 

0505210590 Forwards "Annual Environ Surveillance Rept for 1984 " 

NlX.H C Georflla Power Co 85/03/30 Region 2, Office of Director Ip 30616 030- 
30516 173 

8505170100 Monthly operating repts for to 1985 W/B50507 Hr 
MC0AY.M G . NlX.H C Georgia Power Co 65/04/30 12pp. 30465 296-30465,307. 


8505150364 Forwards transmittal showing latest revs to plant drawings. W/o ends 
LEVINE,JM Arkansas Power &. Light uo 05/04/30 BAIRD, J B. Region 4, Office of 
Director Ip, 30399*186 30399 186 “ 

8606100 249 Ack receipt of 850328 response re senior operator ability to effectively use 
emergency plan ElfecUvaness of emergency response training as relates to shill su 
pervjsor functional level will be evaluated during future Insp 

HUNTER, DR Region 4. Office of Director. 85/05/07. ENOS.JT Arkansas Power & 
Light Co 2pp 30246.099 30246 102 


S, Reportable occurrences, LERs & related correspondence 


8606098329 Further response to FOIA request for all memos written by NRC during or 
since 1963 ro 96 LERa & SALP for Tm I Forwards documents listed In Apps A,B 8 
C Documenis also pfacod In PDR 

FELTONJ M. Division of Rules and Records 84/10/02 BARFfELD.K, Critical Mass 
Energy Project 6pp 30248.034-30240 046 

“8 606 09047 B Submits dolly hlghlrght On 830622,util Informed Region II that eight high 
energy pipe restraints identified in FSAR as Installed, In fact not installed Region II re- 
queatod that NRR evaluale licensee proposal lo operate w/o restraints 
rIVENBARK,Q Operating Reactors Branch 4. 83/06/30 DENTON, H, CARTER, J , 
EISENHUT.D.G NRC - No Detailed Affiliation Given Ip. 30249 096 30249:104. 


6505030677 LER 0S-005-O0on 8 5 032 9, determined that battery survsllfanco procedure 
conlalnod acceptonco cnleda that did not satisfy Tech Specs Caused by procedural 
inadociuBcy.Procedure being revised W/6 50426 Itr. 

TIPPS.S B , NIX,H C. Georgia Power Co. 85/04/26 4pp, 30142 325 30142 328 

6505090613 LER 65 011-00 on 850401, main sleam line D monitor 201 1-S<603B high trip 
setpoint inadverlenlly set al 3 2 times full power background Caused by personnel 
erro/.lrvvasligatian will be parfomned W/05O5O1 Hr 

TIPPS,S B , NlX.H.C Georgia Power Co 85/05/01 3pp, 30232:144-30232:146 


“6505100255 Provides justification that senior reactor operators adequately trained to 
copo w/emergency situation s.Scope of training for future senior reactor operalor can 
dIdates will pface more emphasis on emergency plan training 
ENOS.JT Arkansas Power & Light Co. 85/03/28 HUNTER.D.R Region 4, Office of 
Director. 2pp 30246*101-30246.102 


6505140262 Submits updated response to NUREG-0737 SuppI 1 re present status & 


censing 6pp. 30373 195-30373.201, 


6505150264 Forwards list of addi info needed for review of 840801 changes to emer- 
gency plan Guidance of NUREQ-0654 not adequately addressed Reply reoueated 
within 30 days 

HUNTER.D.R Region 4. Office of Director 85/05/10, GRIFFIN.J.M. Arkansas Power 
& Light Co 4pp. 30399-101-30399 104 


®®??290256 Responds to B50402 Hr re plans for staffing emergency operations facility 
(EOF) Alternatives which would allow staffing of EOF upon declaration of site area or 
general ememency being investigated 

CAMPBELL.T,G Arkansas Power & Light Co 06/05/10. MARTIN.R D. Realon 4 
Office of Direclor. 2pp. 3061 9.1 90-3081 9-191, ^ 
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ft5053103B1 Notif/es lhat Iwo IAEA installed seals fomoved from containment missile 
shield atfocture on 850503 io perform addi work on inadequate core cooling 
monitors Advance nolica provided to B Loo on 850503 

ENOStJT Arkansas Power & Light Co 85/05/14 MILLER, JR Operating Reactors 
Branch 3 Ip 30665 187*30665 107 

660<5300240 Forwards Rev 7 to industrial security plan Rev withheld 
ENOS,J.T Arkansas Power &. Light Co 85/05/15 MARTIN, R D Region 4, Office of 
Director Ip 30622 092-30622 092 

8505290182 Fonvards fnsp Repts 50*313/85-09 & 50 368/85 09 on 850415-19 & notico 
of deviation 

HUNTER, DR Region 4, Office of Oireclor 05/05/22 GRIFFIN, J M Arkansas Power 
& Light Co 2pp 30590 057-30598 067 

~8505290204 Insp Repts 50-313/85 09 & 50 368/65 09 on 850415-19 Dovrallon 
noted. on 85041 9, only two continuous air samplers operable w/necessary characteris 
Ilea to satisfy FSAR commitments 

HOLLEY, W L Region 4, Office of Director 85/05/21 8pp 30598 060 30598 067 


I. Financial Information 

8505210395 Forwards Louisiana Power & Light & Middle South Utils 1984 annual repts 
COOK.KW Louisiana Power & Light Co 85/05/13 KNIGHTON, GW Licensing 
Branch 3 1p 30495 319 30496 048 

-6505210411 "Middle South Utils, Inc 1984 Annual Rept " 

LEWiS.FW Middle South Utilities, (nc - Middle South Energy, Inc 84/12/31 51 pp 
30495 359 304D6 048 


F. Operatrng license stage documents & correspondence 

8502110366 Requests extension until 850426 for response to 841218 request for addl 
info re 1982 relief & safety valve tests, per NUREQ 0737, Item II D 1 
ENOS.JT Arkansas Power & Light Co 85/01/25 MILLER, JM Operating Reactors 
Branch 3 Ip 28816 246 28816 246 

0604110419 Forwards draft Hr to licensee & SER re Generic Llr 83-28, Horn 1 1, "Post- 
Trip Review,” for discussion LIcenseo has not addressed analysis conducted to ovatu- 
ate plant transient behavior 

VISSINQ.G S Operating Reactors Branch 4 85/04/02 Operating Reactors Branch 4 
7pp 20790 120-29790 126 

650501 0S26 Forwards safety evaluation on util 831105 response to Generic Llr 83- 
20, Item 1 1, "Post-Trip Review." Corrections to listed deficiencies requested within 60 
days. 

STOLZ.JF Operating Reactors Branch 4 65/04/15 GRIFFIN, J Arkansas Power & 
Light Co 2pp 30099 168 30099 203 

-8506010526 Safely evaluation re util 831105 response to Generic Ltr 83-28,llem 1 1 
on posl-lrip review program & procedures Responses to noted deficiencies required 
prior to completion of review 

• Office of Nuclear Reactor Regulation, Director 85/04/15 4pp 30099 100- 
30096*193 

-6504930428 Forwards LIcenseo Qualifications Branch SER re Generic Ltr 83-28, Item 

1 1 concerning posl-lnp review Recommends lhat licensee lake necessary action to 
correct listed deficiencies Acceptable responses to deficiencies requested 
BECKHAM.DH Division of Human Factors Safety 05/03/25 LAIN AS, GO Assistant 
Director for Operating Reactors 2pp 30090.194-30099195 

-6605010532 Safety evaluation re Generic Hr 83-20, Item 1 1 on post-trip review pro- 
gram & procedures Responses to noted deficiencies required prior to completion of 
revJaw.SALP evaluation end 

" NRC - No Detailed Affiliation Given 05/03/25 Opp. 30099 196 30009 203 

G50S020310 Conefudos that util proposed procedure for estimating d^roe of reactor 
core damage following accidents moots Crilorlon 2 of NUREG 073^liem fisa.per 
850226 & 0314 Itrs Issue complete. 

STOLH.J F Operating Reactors Branch 4 MILLER.J.R Operating Rosclors Branch 3 
85/04/16. GRIFFIN,!. Arkansas Power & Light Co 2pp. 30140 240-30140 241 

8505100428 Forwards request for addl info re posl-LOCA status of reactor coolant 
pump trip per C*E Owners Group response to Generic Ltr 83-10 Response requested 
within 30 days to complete revew 

MILLERiJ R Operating Reactors Branch 3 85/04/23 GRIFFIN, J M Arkansas Power 
& Light Co 6pp 30286*073-30286 077 

8605010432 Forwards request for addl Info re Generic Llr 83-20.lt6ms 

2 1.1,2 1 2,2.2.1.2 2 2 & 4 5 3. Supplementary Info for Item 2 1 1,2 1,2,2 2.1 & 2.2 2 to* 
quested wilhln 60 days & within 00 days for Item 4 5.3 

MILLEB.J R. Operating Reactors Branch 3 85/04/24 QRIFFIN.J M. Arkansas Power 
& Light Co. 3pp. 30099.208 30099 298 

9S05060421 Forwards corrected pages to Amends 94 & 63 to Licenses DPR-51 & NPF- 
B.iespec lively Revised pages correct typos on Tech Spec Pagos 45d & 71 for Unit 1 
& Page 6>13 for Unit 2 

MILLEB.J*R Operating Reactors Branch 3. 85/04/24 GRIFFIN, J M Arkansas Power 
& Light Co. 2pp. 30228.352-30228 357. 

-05060 ewas Corrected Tech Spec Pages 45d,71 & 6-13 to Amends 94 & 63 to Li- 
censes DPR-B1 & NPF-6, respectively, re safely-rolaled sys & safely limit violations 

* NRC - No Detailed Affiliation Given 85/04/24 3pp 30228 364-30228'357 

SS05070069 Forwards Amend 65 to License NPF-6 & safely evaluation Amend revises 
steam generator low water level trip setpoints specified In Table 2 2-1 & Table 3 3-4 
of Tech Specs. 

LEE,n. Operating Reactors Branch 3 85/04/30, QRIFFIN.J M Arkansas Power & 
Light Co 2pp. 30218:045-30218.055 

-8506070074 Amend 65 to Llcenso NPF-e.revising steam generator low water fovel trip 
Belpolnls specified In Table 2,2-1 & Table 3 3-4 of Tech Specs for reactor prolectlve 
instrumentation & ESF actuation ^s 

MtLLGB.J.R Operating Reactors Branch 3 05/04/30. 7pp. 30218:047-30218.053 


-8505070077 Safety evafuatrorv supporling Amend 65 to License NPF 6 

* Office of Nuclear Reactor Regulation, Director 05/04/30 2pp 30218 054 
30218 055 

8505130450 Responds to NUREG 0737, Item II F 2 re installation of in vessel hardware 
associated w/lnadoquate core cooling level monitoring sysUlil unable to make cuts 
during fourth refueling outage Probes installed Instead 

ENOS.JT /Arkansas Power & Light Co 05/04/30 MILLER, J R Operating Readers 
Branch 3 Opp 30279 059-30279 066 

8504290442 Generic Llr 85-07 to all ^eraling reactor liconsoes re implementation of 
Integrated schodulas for plant mods ovc list end 

THOMPSON.H L Division of Licensing 65/05/02 Consolidated Edison Co of New 
York, tnc 22pp 30218 149 30218 170 

8605 160222 Forwards response to 841218 request for addl info re NUREG-0737JMI 
Action Item II D 1, "Performance of Rofiof & Safely Valves " Response supports NRC 
finding that RCS valves function under design basis transients 
ENOS.JT Arkansas Power & Light Co 85/05/07 STOLZ.J F Operating Reactors 
Branch 4 MItLER.J R Operating Reactors Branch 3 14Bpp 30427 149 30427 296 

0505200140 Forwards Amend 66 to Lfconso NPF-6 & safety evaluation Amend revises 
ONBR limit used by core proleclion cafculators & modifies Table 2 2 2, "Coro Prolec 
tion Calcutator Addressable Constants " 

LGE.R Operating Reactors Branch 3 85/05/07 GRIFF IN, J M Arkansas Power & 
Light Co 2pp 30602 092 30502 125 

-8505200164 Amend 68 to License NPF B.revising DNBR limit used by core protection 
calculators & modifying Table 2 2-2, "Core protection Calculator Addressable Con 
slants " 

MILLER, JR Operating Roacto/s Branch 3 85/05/07 20pp 30502 094-30502113 

-8605200156 Safety evaluation supporting Amend 66 to License NPF-6 

* Office of Nuclear Reactor Regulation, Director 85/05/07 12pp 30502 114 
30502 125 

0505210455 Responds to 850220 request for remittance of application fees for four 
submittals Foe for throe submittals remlllod Submittal dtd 841214 re steam gonoralor 
sleeved tube Insp for Unit 1 does not raquire fee 

ENOS.JT Arkansas Power & Light Co 05/05/09 DIGGS, RM License Foe Manage- 
ment Branch Ip 30495191-30495 161 

8505300854 Forwards safety evaluation based on util 840530 submittal of 5 yr tendon 
surveillance rept for reactor containment bldfl Tendons moat NRC 
roquifomonts Roque sis notification of further actions lakon on filler mall leakage 
MILLER, JR Operating Reactors Branch 3 85/05/09 GRIFFIN.JM Arkansas Power 
& Light Co Ip 30652 098-30652105 

-8605300650 Safely evaluation supporting util 040530 submittal of 5 yr containment 
tendon survoMJanco 

* NRC - No Detailed Affiliation Given 05/05/09 7pp 30652 099 30652 105 

0505210106 Generic Ltr 85 06 to all holders of CPs & OLa re 10CFR20 408 termination 
repts - formats, 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 202-30802 301 


Q. Inspection reports, IE Bulletins & correspondence 

8504250452 IE Info Nolico 05-034, "Hoal Tracing Contributes to Corrosion of Slainloss 
Steel Piplrig ” Sve list end 

JORDAN, EL Division of Emorgoncy Proparednese & Engineering Response (Post 
830103) 05/04/30 Consolidated Edison Co of New York, Inc 107pp 30116 185 
30115,291 

8504250456 IE Info Notice 85 035. "Failure of Air Chock Valves to Seat ” Sve list end 
JORDAN, E.L. Division of Emorgoncy Proparodnoss & Enplneoring RosponsQ (Post 
830103) 05/04/30 Consolidated Edison Co of Now York, Inc lOOpp 30115 077* 
30115 184 

8505060416 IE Ififo Notice 04 52,Suppl 1. "Inadoqiiato Mali Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.EL, Division of Emorgoncy Proparednoss & Engineering Response (Post 
030103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30015 338 
30015 347 

850S210455 Responds to 850220 request for romlltanco of application fees for four 
submittals Foe for throe submittals remitted Submittal dtd 641214 re steam generator 
sleeved tube insp for Unit 1 does not require fee 

ENOS.JT Arkansas Powers Light Co 05/05/09. DIGGS, RM License Foe Manage- 
ment Branch Ip 30405 191 30495 191 

86OS17OOO0 Rofluests fee within 15 days for 841109,19,1214 & 1 9 applicallons re CEN- 
200(A), "CPC Methodology Changes for Arkansas One Unit 2 Cycle 5" & relief from 
inservice insp requirements 

MILLER, WO« License Fee Wanagomont Branch 85/05/10. GRIFFIN, J M Arkansas 
Power a Light Ce. Ip 304Q0 350-30480 350 

8505130034 )E Info Notice 85 037, "Chemical Cleaning of Steam Generators al Mill- 
stone 2 " Sve list end 

JORDAN.EL. Division of Emergency Preparedness & Engineoring Response (Post 
830103) 05/05/14 Yankee Atomic Electric Co 4pp. 30848’272-30849,014 

6505170249 Ack receipt of 850329 ltr Informing NRC of steps taken to correct violations 
noted In fnsp Ropt 58-313/85-01 

HUNTER.DR Region 4. Office of Director, 05/05/14 GRIFFIN, J M Arkansas Power 
& Light Co Ip 30442 169-30442 176 

"8605170258 Responds to violations noted in Insp Repts 50 313/85 01 & 50-368/05- 
01. Corrective actions valves fn bearing cooling water line for Unit 1 turbine-driven 
emergency feedwater pump reinstalled prior to plant startup 
ENOS.JT Arkansas Power ^ Light Co 85/03/20 DENISE.R.P Region 4, Office of 
Director 7pp. 30442,170-30442.176 
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8S052901fl2 Forwards Insp Flopts 50-313/85 09 & 50-36B/85-09 on 0504 15 19 & notice 
Qf deviation 

HUNTER, DR Region 4, Office of Direclor 85/05/22 GRIFFfN.JM Arkansas Power 
& Light Co 2pp 30598 057 30598 067 

- 8505291)190 Notice of deviation tronn insp on 660415 19 

* Region 4, Office of Director 65/05/22 Ip 3059B059 3059B059 

-6505290204 Insp Ropts 50 313/85 09 & 50-366/85 09 on 650415-19 Deviation 
noted on 8504 19, only iwo conlinuous air samplers operable w/nocessary characleris 
Ires to satisfy FSAR commitments 

HOLLEV.WL. MURRAY.B. MARTIN.L Regiorv 4. Office of Director 85/06/21 app 
30596060 30598 067 


R. Periodic: operating reports & related corrcepondence 

8SQ513056S ■'1984 Annual Environ Radiological Monitoring Rept ” W/BS0430 Hr 
ENOS.J T Arkansas Power S Lighi Co 84/12/31 95pp 30379 063 30379 159 


S. Reportable occurrences, LHRs & related correspondence 

esosoeoioo LER GgOOB-OOon 6503 is, degraded penetration fire barrier "blackout" 
discovered Co ndilion existed since initial grout sealing Fire watch established par re 
quire ments of Tech ^ec 3 7 1 1 & void subsequently filled W/a50419 Hr 
ROGERS.PC, ENOSpJT Arkansas Power & Light Co 85/04/19 2pp 30183 317- 
30163318 

8505070469 LER 82-029/03X-1 on 82091 8, four electrical cables found to be pulled 
through fire curtain Caused by personnel error. Personnel advised to mainlafrt fire 
watch when using opening for cable routing Fire curtain marked W/B504 25 itr* 
flOGERS.P. ENO&.JT Arkansas Power & Light Co 85/04/25 3pp 30204 160- 
30204 162 

650£240a69 LER Q5'009-00on Q50409, during design mod, various engineered safe- 
guards actuations A containment isolation occurred Caused by error In design mod 
mslallallon Instrucllons Instructions modified & mods completed W/65O509 Ur 
ROQERS,PC, ENOS.JT. Arkansas Power & Uohl Co 85/05/09 2pp 30562 112 
30562 113 

85053Q02SO LER 85 OtO OOon 621 107, range for startup channel indicalron 2JJ-9000 lo- 
cated on romote shutdown panel discovered not to have mat range required by Tech 
Spec 3 33 5 dunng Cycle 3 Design modified during third refueling outage W/8 505 14 
Itr. 

ROGERS, PC, ENOSJT Arkansas Power & Light Co 85/05/14 3pp 30639 206 
30639 208 


Vi Operator Examlnallons 

8505300349 Expresses appreciatior) for partrcipalion in 850213 & 21 reactor operator/ 
senior reactor operator license presentations Feedback from plant personnel positive 
CAMPBELL, TG Arkansas Power & Light Co 95/04/29 MARTIN.B Region 4, Office 
□I Director Ip 30636 352-30636 352 

8505100249 Ack roceipt of 850326 response re senior operator ability (o ellectively use 
emergency plan EfIecUveness of emergency response training as relates to shift su 

K ervisor funcbonal level will be evaluated during future insp 
lUNTER.DR Region 4, Olfice of Director- 85/05/07 ENOS.JT Arkansas Power & 
Light Co 2pp 3024 6 099-30246 1 02 

--8505100255 Provides Justification that senior reactor operators adequately trained to 
cepe w/emergency situations Scope of training for future senior reactor operator can- 
didates will place more emphasis on emergency pfan training 
ENOS.J-T. Arkansas Power a Light Co 85/03/28 HUNTER.D R, Region 4, Office of 
Director 2pp 30246.101-30246.102 
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E. NRC Safety Evaluation Report (SER), suppls ft corresponderice 

8505130321 Forwards response to SSER 2 re detailed control room design 
review Response addresses Implomentation schedule per SuppI 1 to NUREG'0737 & 
Generic Llr 82 33 AddI info re HED M-1-0152 also end, per 850301 request 
TUCKER,HS Duke Power Co- 85/05/03 DENTON.H R Office of Nuclear Reactor 
Regulation, Director AOENSAM,E.G. Licensing Branch 4, 39pp 30275 207- 
30275 245- 


F. Securlly, medical, emergency & fire protection plans 

8505240074 Forwards public version of Rev 7 of Crisis Wgt Implementing Plan CMJP-2, 
"Crisis News Group Plan" & Rev 3 to Crisis Mgt Impromentmg Plan CMIP-3, "Crisis 
News Group Plan W/fl505l0 release tnemo 

TUCKEH.H B. Duke Power Co 65/04/17 Record Services Branch (Document Conlrol 
Desk) 2pp- 30567.184-30567,352. 

^8505240092 Public version of Rev 7 of Crisis Wgt Implementing PJan CMIP-2, "Crisis 
News Group Plan " 

* Duka Power Co. 85/03/29- 6Bpp. 30567 1 86-30567,267 

*-8505240092 Public version of Rev 3 to Crisis Mgt Implementing Plan CMIP-3, "Crisis 
News Group PJan " 

^ Duka Power Co 85/04/05 86pp. 30567 268-30567 352 

9505200114 Forwards Insp Repis 50-369/84-20 & 60-370/84-17 on 840904 06 & notice 
of violation 

WALKEft.R.D- Region 2, Office of Director. 86/04/19 TUCKER,H,B. Duke Power Co, 
2pp 30486- 171-3 0486: 181, 

•*8606200121 Notica of vlolaUan from insp on 640904 06 

* Region 2, Olfice of Director 05/04/18. 2pp 30486 173-30486 174. 


“B605200135 Insp Repis 50 369/04-20 & 50 370/84*17 on 040804-06 Violalion 
noted.failure to perform periodic tests of standby shutdown sys 
MILLER.W H , CONLON.T E Region 2, Office of Director 85/04/15 7pp 304B6175 
30486 181 

a 5051 30321 Forwards response to SSER 2 re delailed control room design 
review Response addresses implementation schodule per Suppl 1 to NUREQ-0737 & 
Generic Ltr 82-33 AddI Info re HED M-1-0152 also and, per 050301 requasl 
TUCKER.H B Duke Power Co B5/05/03 DENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.E G Licensing Branch 4 39pp 30275207- 
3027S 245 

8505210377 Rev 15 to "Crisis Mgt Plan for Nuclear Stations " W/8S0514 ltr 
TUCKER, HB Duke Power Co 85/05/14 142pp 30405 001-30495 124 

8505310383 Forwards supplemenlal request for add! info re 840309 SPDS safety analy- 
sis & implementation plan & 841102 & 65020$ Itrs concerning E MAX Isolation de- 
vices to complete review of SPDS Responso requested within 90 days 
ADENSAM.EG Licensing Branch 4, 85/05/15 TUCKER.H B Duke Power Co 3pp 
30681 344 30681 346 

850S310175 Forwards Rev 22 to security plan Rev reflects changes In general ofc orga- 
nization & various resolutions of commitments Rav withheld (ref 10CFR73 21) 
TUCKER.H B Duke Power Co 85/05/17 QRACE.J N Region 2, Office of Director 
2pp 30641 132-30641 133 


H General correspondence 

0505060402 Advises that regulations do not require NRC review of all revs to ulil 
drawings NRC audits OA/Qc process Drawings reviewed by NRC available for insp & 
copying in PDR 

HOOD.DS Licensing Branch 4 05/04/15 WELDON, D Affiliation Not Assigned Ip 
30108 0B2-3O1B8 084 

“85050G0403 Requests list of drawings & rev numbers for upper head injaction sys re- 
viewed by NRC 

WELDON, D Affiliation Not Assigned 05/04/04 HOOD.D NRC - No Dotailed Aftifi- 
atron Given 2pp 3018B063-3018BOB4 

8505020500 Responds to S50320 llr re proposed quarry site located near plant NRC 
preliminary review revealed no safely concerns Util plans to submit changes to FSAR 
prior to const of quarry 

GRACE, J N Region 2, Office of Director 85/04/22 HOPPER, T L Lucia Beltarmont 
Association Ip 30141.094-30141 094 


O, Advisory Committee on Reactor Safeguards reports & correspondence 

6505230692 Summary of ACR5 ECCS Subcommittee 850221 mooting w/ulil & Westing- 
house In Washington, DC re status of rev to App K rule & util proposal to delete ECCS 
upper head Injeclion sys from ice condenser ptants 

•* ACRS - Advisory Committee on Reactor Safeguards 85/03/05 ACRS - Advisory 
Committee on Reactor Safeguards 24pp 30544 094-30544 117 


P. Operating license stage documents & correspondence 

8505150001 Further response to FOIA request for documents from INPO & NRC fhal 
doscribe.an-alyze or evaluate INPO role or procedures In reporting Info to NRC App A 
documents end App B documents segregated & all factual portions released 
FELTON, JM Divi5lor> of Rules and Records 84/11/21 TOTTEN.T Critical Mass 
Energy Pro)QCI 4pp 30417 001-30417.193 

-8505150103 "Evaluation Repl Feb 1982, McGuire Nuclear Station, Duke Power Ct> " 

* institute of Nuclear Power Operations 82/02/28 26pp 30418.225-30418 293 

6505150097 Forwards INPO rept, "Evaluation Rept Feb t9Q2,McGuir0 Nuclear 
Slation,DuKo Power Co " per Stello 010626 memo 

MARTIN, R D Region 2, Office of Director 82/05/26 TAYLOR, J M, Director's Office, 
Olfice of Inspection and Enforcement Ip 30416 224-30416,224 

8505220340 Forwards "Semiannual Radioactive Effluent Release Rept for McGuire Nu- 
clear Station for Ju! Dec 1984," Rev 5 to, "Offsite Dose Calculation Manual" & util 
process control program W/o promam 

TUCKER.H B Duke Power Co 85/03/01 GRACE.J N Region 2, Office of Director 
3pp, 30530 076 30630.122 

-8505220346 Rev 5 to "Offsite Dose Calculation Manual " 

BIRCH, ML Duke Power Co 84/09/10 8pp 30530114-30530.122 

8505030044 Nolilication of 850502 meeting w/uli) In Bethesda.MD to discuss proposed 
changes to resistance temp detectors used In RCS hoi legs 
HOOD.D S Licensing Branch 4 85/04/23 ADENSAM.E G Licensing Branch 4. 3pp 
30162 081-30162 063 

8505080158 Appllcallen for amends to Licenses NPF-9 & NPF-1 7, changing Tech Spec 
Section 6 re administrative controls to streamline & clarify existing controls by deleting 
corporate organizational charts.Fee paid 

TUCKER.H B. Duke Power Co 85/04/25 DENTON, H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4. 3pp. 30202 069-30202 095 

-8506080162 Proposed changes to Tech Spec Section 6 re administrative controls to 
streamline & clarify existing controls by deleting corporate organizational charts, 

* Duke Power Co 85/04/25 34pp 30202 062-30262,095. 

8506080193 Forwards request for addi info re response to Generic Ltr a3*2a.ltem8 
1 2,2 2 & 4.6, "Required Actions Based on Generic Implications of Salem ATWS 
Event " Response requested within 60 days of ltr date 

ADENSAM,E.G. Licensing Branch 4 85/05/01 TUCKER.H B Duke Power Co. 4 do 
30231 066-30231.069 

8504290442 Genenc Ltr 85 07 to all operating reactor licensees re implementation of 
fnlegrated schedules for plant mods Sve list end 

THOMPSOM,H L Division of Licensing 85/05/02. Consolidated Edison Co. of New 
Yorti, Inc 22pp 30218:149-30218 170. 
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S505160307 Application tor amend to Licenses NPF‘a5,NPF-9 & NPF-17. changing 
Toch Specs re operability of ice condenser doors Fee paid 

TUCKER, H 8 Duke Power Co 85/05/07 OENTON.HR Office of Nuclear Reactor 
Regulation, Director ADENSAM,E G Licensing Branch 4 3pp 30399 091 '30399.100 

••8505150316 Proposed Toch Spec, requiring Ice condenser doors to remain closed & 
bo capable of oponino automatically 

• Duke Power Co 05/05/07 7pp 30399 094 30399 100 

8505140030 Amalication for amends to Licenses NPF-9 & NPF- 17. revising Tech Specs 
to support NRC approval of deletion of requirements to maintain upper head injection 
sys Fee paid 

TUCKER.H 8 Duke Power Co 05/05/09 DENTON, H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.E G Licensing Branch 4 4pp 30367 111-30367 136 

•'8506140033 Proposed Tech Specs, supporting NRC approval of deletion of require- 
ments to maintain upper head ln|ection sys 

• Duke Power Co 85/05/09 22pp 30367 115-30367 136 

8505240017 Summary of 850502 moelmg w/util & WestinghousO In 0athesda,MD re 
steam generator tube plugging for Indications within tubesheet region List of attendees 
& viewgraphs end 

HOQD,D S Licensing Branch 4 85/05/09 ADENSAM.E G Licensing Branch 4 24pp 
30563 310-30563 333 

S 8052 103 45 Application for amend to Licenses NPF-0 & NPF'17, Incorporating Into Unit 
2 license authority to receive, possess & store irradiated Oconee fuel assemblies 
ur^der conditions authorized iw Unit 1 license 

TUCKER, HB Duke Power Co 85/05/14 DENTON.HR Office of Nuclear Reactor 
negulation. Director ADENSAM.E Q Licensing Branch 4. 2pp 30496 049 30496 056 

*-8505210354 Proposed Tech Specs.fncorporating into Unit 2 license authority to 
receive, possess & store irradiated Oconee fuel assemblies under conditions author- 
ized by Unit 1 license 

• Duke Power Co 85/05/14 3pp 30496 053-30496 059 

8805230675 Forwards errata to Amends 42 & 23 to Licenses NPFO & NPF- 
1 7, respoctivoly, changing Tech Spec Pages 2-5 & 3/4 3-9 to correct typos. 
ADENSAM.E.G, LIconsing Branch 4 85/05/14 TUCKER, H.B. Puke Power Co 2pp 
30544 119 30544'122 

-8505230696 Errata to Amends 42 & 23 to Licenses NPF*9 & NPF-17, 
respectively, changing Tech Spec Pages 2-6 & 3/4 3-9 to correct typos 
‘ f^C No Dolalfed Affiliation Given 05/05/14 2pp 30544 121-30544 122 

86053 1O5S0 Forwards Amends 43 & 24 to Licenses NPF-9 & NPF-17, respectively & 
safety ovafuation Amends change Tech Specs to reflect refueling stages Involved in 
transition to use of optimized fuel assemblies In Unit 1 

ADENSAM.E G. Licensing Branch 4 05/05/16 TUCKER.H 0. Duke Power Co 3pp 
30670 203 30870 238 

-6605310562 Amends 43 & 24 to Licenses NPF-9 & NPF- 17 ,r 08 poclivoly, revising Tech 
Specs to reflect refueling stages involved In transition to use or optimized fuel assom 
bros (n Unit 1. 

ADENSAM.E Q Licensing Branch 4 65/05/15 20pp 30070 205 30670 232 

-8506310560 Safely evaluation supporting Amends 43 & 24 to Licenses NPF-9 & NPF- 
17. respect ivoly 

• NRC ■ No Dotalied Affiliation Given 85/05/15. 5pp 30070 233 30670 238 

8605310356 Forwards notice of consideration of Issuance of amend to Licenses NPF-9 
& iNPF-17 & proposed NSHC determination & opportunity for hearing re ullf 050403 
roquost to storo Oconee spent fuel at Unit 2 

ADENSAM.E.G Licensing Branch 4 65/05/20 TUCKER, H.B Duke Power Co 2pp 
30681 3 '18-30681 357 

-8605310362 Notice of consideration of issuance of amend to Lfcansos NPF-9 8 NPF- 
17 & proposed NSHC determination & opportunity lor hearing to util 850403 roquost 
to store Oconee spent fue) at Unit 2 

ADENSAM.E Q Licensing Brandi 4 85/05/16 8pp. 30601,350-30601 357 

0605210106 Generic Ltr 85 OB to all holdors of CPs & OLs re 10CFR20 400 termination 
repts - formate 

THOMPSON, H L Division of Licensing 85/05/23, Consolidated Edison Co of Now 
York, Inc 20pp 30682 202-30682 301 


-8505170419 Insp Rept 50-369/85 1 3 & 50 370/85-14 on 850325 29 No violations or 
deviations noted Major araas inspected liquid & gaseous radwaslo sys, liquid & gase 
ous effluent sampling, analysis & monitoring &. reactor coolant chemistry 
GLOERSEN.WB, lifeNTGOMERY.D Region 2. Office of Director 86/04/12 lipp 
30465 038-30465 046 

8505200114 Forwards Insp Repls SO-369/B4-20 & 50-370/84-17 on 040904 06 & notice 
of violation 

WALKER.R D Region 2, Office of Director 85/04/19 TUCKER.H 8 Duke Power Co 
2pp 304 06 171-30486 181 

-8505200121 Notice of violation from map or) 840904-06 

* Region 2, Office of Director 85/04/10 2pp 30406 173-30486 174 

-8505200135 Insp Repts 50 369/84-20 & 50 370/04-17 on 840904 06 Violation 
noted failure to perferm periodic tests of standby shutdown sys 
MtLLER.WH. CONLON.TE Region 2. Office of Director 86/04/15 7pp 30486175- 
30486 1 01 

8605220061 Forwards Insp Repts 50 369/85-09 & 50 370/05-10 on 650304 00 & notice 
of violation 

WALKER.R D Region 2, Office of Director 05/04/23 TUCKER.H B Duke Power Co. 
Ip 30527 036 30527 050 

“8505220063 Notice of viofalion from insp on 850304-08 

* Region 2. Office of Director 65/04/23 Ip 30527 037-30527 037 

-8505220066 Insp Repts 50 369/85-09 & 50 370/65 10 on 650304 08 Violation 
noted failure to specify post-mod 1o sting requirements & acceptance criteria 
SMITH.C F . UPRIGHT.C M Region 2. Office of Director 05/04/09 13pp 30527 030- 
30527 050 

8505200065 Forwards Insp Repts 50-360/85 13 & 50-370/85 12 on 650304-09 No vio 
lation noted Unresolved items will bo pursued during future insps. 

BROWNLEE,VL Region 2, Office of Director 05/04/26 TUCKER.H fi Duke Power 
Co 3pp. 30406 130-30486 143 

-8505200073 Insp Repts 50-369/85-13 & 50-370/85-12 on 850304 00 No noncompli- 
anco or deviation noted Major areas inspocted maint activities, II censed & nonlicensed 
omployeo training & licensed operator ra qualification training 
DEBS.BT, MCCOy.FR, MODENOS.LP Region 2, Office of Director 05/04/26 
lipp 304 9 6 133-30486 1 43 

8504250452 IE fnfo Notice 85-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Plpi^ " Sve list end 

JORDAN, ^L Division of Emergency Preparedness & EnQinoorlng Rosponso (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc f07pp 30116185 
30115*291 

8604250455 IE Info Notice 85 035, '’Failure of Air Check Valves to Seat*’ Sve list end 
JORDAN, E L Division of Emergency Preparadnass & Engineering Response (Post 
030103) 05/04/30 Censolldalod Edison Co of Now York, Inc foapp 30115 077 
30115 104 

6505230543 Requests addi info to determine whether effective blofouling surveillance & 
control methods implemented to limit blofouling failures per IE Bulletin 81 03 & 
NUREG/CR.3054 

NOVAK, T fwt Assistant Director for LIconsing 85/05/09 TUCKER.H B. Duke Power 
Co. 3pp 30545 300-30545 302 

8505060418 IE Info Notice 84-52, Supp1 1, "Inadequate Mall Procurement Controls on 
Pari of Licensees & Vendors " 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 65/05/08 Consolidated Edison Co of New York, fnc lOpp 30615 339 
30615 347. 

8505130034 IE Info Notico 05 037, ' ‘Chemical Cfeanlng of Steam Generators at Mill 
atone 2 " Sve list end 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/14 Yanltee Atomic Electric Co 4pp. 30848 272-30949 014 


R. Periodic operating reports & related correspondence 


6505210122 Generic Ltr 65 09 to all Westinghouse PWR licensees & applicants re Tech 
Specs lor Generic Ltr 83-20, Item 4.3 

THOMPSON, H.L Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671-334-30671 350 

8505290519 Forwards responses to NRC 850222 & 0501 requosls for info re Generic 
Ltr 03 28 on reactor trip breaker maint program & results of util review of Westing- 
house tochnlcal bullelins & data Itrs 

TUCKER.H B Duke Power Co 65/06/24 DENTON,H,R Office of Nuclear Reactor 
Regulation, Director. ADENSAM.E G Licensing Branch 4. 13pp 30592.260- 
30592 262. 


Q, inapeolfon reports, IE Bulfetlns & correspondence 

6505170636 Ack recelpl of 950322 ltr Informing NRC of steps taken to correct violations 
noted in Insp Repls 50-369/85 02 & 50-370/85 02.Violation 1 deleted upon review of 
addI Info providou, 

BFOWNLEE.VL Region 2. Office of Director 85/04/05 TUCKEH.H.B Duke Power 
Co Ip. 30463 006 30463.090 


-8S0 51 70643 Responds to violallons noted in Insp Repls 60 369/65*02 & 50-370/65- 
02 Corrective actions communication between parlies rasponstblo for Iransmllllng pro 


cede res to parties dlstributin 
TUCKER.H B. Duke Power 
4pp. 30463 087-30463.090, 


g procedures Improved, 

Co. 85/03/22 GRACE.JN Region 2, Office of Director. 


8606170408 Fonft^ards Insp Repts 60-369/05-13 & 60-370/86-14 on 850326-29 No vIo 
lation 8 or deviations Identified , ^ 

BROWN LEE, V.L, Region 2, Office of Director 85/04/18. TUCKER.H 8. Duke Power 
Co. 2pp. 3O465-O36.3O465:O40 


6505210606 Forwards semiannual radioactive effluent release rept, Jul-Dec 1063 & me 
teorofogy data for joint frequencies for 1 003 During reporting period several radioac- 
tive gaseous & liquid effluent monitoring Instruments Inoperable. 

TUCKER.H B. Duke Power Co 84/02/29, O’REILLY, J P Region 3. Office of Director 
2pp 30514.130-30514 170. 

“8505210610 Semiannual radioachvo effluent release rept, Jul Dec 1083. Meteorology 
data for joint frequencios for 1903 end. 

* Duke Power Co. 83/12/31. 31 pp 30514:140-30514 170. 

8505220340 Forwards "Semiannual Radioactive Effluent Release Rept for McGuire Nu- 
clear Station for Jul-Dec 1904," Rev 5 to, "Offsite Doso Calculation Manual" & util 
process control program W/o program 

TUCKER.H B Duke Power Co. 85/03/01 GRACE.JN Region 2, Office of Director. 
3pp 30530.076-30530.122 

“S505220346 ‘‘Semiannual Radioactive Efffuenl Release Rept for Ju! Dec 1904." 

•Duke Power Co 84/12/31 35pp 30530 079-30530,113 

8505290076 Monthly operating repta for Apr 1085 W/650S15 Hr. 

REAVIS, J.A., TUCKEfl,H.B. Duke Power Co. 85/04/30. 12pp 3 0620. 28 2- 3 0620' 273 


S, Reportable occurrencea, LERs & related correspondence 

8506020127 LER 85 010 00, on 8 50320, key switch for door on reactor side of contain- 
ment personnel airlock In "Bypass” position. Caused by procedural 
deficiency. Procedures will bo changed to ensure switches returned to "Active” 
po5ition,W/6S0416 fir. 

GEWEHR.S,, TUCKER^H B. Duke Power Co 85/04/19. 5pp 30119.200-30118.300 
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85050>80032 Nolilication of 850502 mooting w/ule! S Wos’inghouse in Bethosda,MD 1o 
discuss noed for plugging steam generator tubes w /axial crack indi cations within tube 
sheet region 

HOOD.DS Licensing Branch 4 85/04/25 ADENSAM,E G Licensing Branch 4 ?pp 
30187 006-30187 007 

850528-0299 Special rept re daletiori of cerlain steam generator blowdown recycle sys 
safety-related hydraulic S mochanical snubbers Steam generator blowdown syS mod 
to be iirptsiTonted during current refuel ing outage 

n;CKER,HB Duke Power Co 85/04/25 GRACE.J N Region 2, Office of Director 
6pp 30582 C 8 7-305 B2 094 

8S05170543 LER 65-011 GO On 8 504 09, samples taken from cold leg accumulator A 
prior to unat shutdown revealed low boron concentration Caused by component 
failure Boron concentration returned to within specs W/a50509 Ilf 
DAY,J . TUCKER, HB Duke Power Co 85/05/09 5pp 30464 220 30464 224 

9SO5290676 LER 85-008 00 on 85020 6,dis covered that reactor tap switchgear wiring did 
not satisfy separation criteria for safely rotated circuits Caused by admin istralivo/pro 
cedurat deficiency Procedures revised W/850509 Hr 

GEWEHR.S , TUCKER. H B Duke Power Co 65/05/03 7pp 30617 026 30617 032 

6505290304 LER B5 052-00 from B 5 021 4 0425, fire doors normally locked dosed were 
unlocked & not verified closed daily nor was fire watch posted Caused by administra- 
tive /procedural deficiency Required surveillance implemented V\//d50516 Itr 
DA Y, J , TUCKER, H B Duke Power Co 85/05/16 5pp 30619 127 30619131 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


E. NRC Safety Evaluallon Report (SER), supple A correapondence 

8505130321 Forwards response to SSER 2 re detailed control room design 
review. Response addresses Implementation schedule per Si^pl 1 to NUREG 0737 & 
Generic LIr B2-33 AddI info re HED M-1-0152 also oncLpor B50301 request 
TUCKER, H Q Duke Power Co 85/05/03 DENTON.H R Office of Nuclear Reactor 
Regufallon, Director AOENSAM.EG Licensing Branch 4 39pp 30275 207- 
30276 245 


F. Security. medIcaL emergency & fire protection plans 

0505240074 Forwards public version of Rev 7 of Crisis Mg! Implementino Plan CMIP-2, 
"Crisis News Group Plan" & Rev 3 to Crisis Mgl Implementing PPan CMIP-3, "Crisis 
Nows Group Plan ” W/85Q5tO release memo 

TUCKER, H B Duke Power Co 85/04/17. Record Services Branch (Document Control 
Desk) 2pp 30S67 164-30567 352 

■•8505240002 Public version of Rev 7 of Crisis Mgt Implement Ing Plan CM IP 2, "Crisis 
News Group Plan" 

* Duke Power Co 85/03/29 B6pp 30567 186 30567 267 

■*8505240092 Public version of Rev 3 to Crisis Mgt Implementing Plan CM IP-3, "Crisis 
Nows Group Plan" 

* Duke Power Co. 85/04/05 86pp 30567 268-30587 352 

8505200114 Forwards Insp Repis 50 369/04 20 & 50-370/04 17 on 840904-06 0 notice 
of violation 

WALKER, R D Region 2, Office of Director 65/04/10 TUCKER.H.B Duke Power Co 
2pp 30486 171-30486181 

"0SO52OO121 Notice of violation from msp on 840904 06 

* Region 2, Office of Director 85/04/16 2pp 30486 173-30486:174 

-850S200135 Insp Repts 60 369/04-20 & 50 370/84-17 on 040004 06 Violation 
noted failure to perform periodic tests of standby shutdown sys 
MILLER, WH Region 2. Office of Director 65/04/t5. 7pp 30486 175-30486*181 

850 5 130321 Forwards response to SSER 2 re detailed control room design 
review. Response addresses Implementation schedute per SuppI 1 to NUREG 0737 & 
Generic LIr 02-33 AddI Info re HED M 1 0152 afso end, par 850301 request 
TUCKER. H.B Duke Power Co. 85/05/03 DENTON,NR Office of Nuclear Reactor 
Ragulatlon, Director. 39pp 30275 207 30275 245 

8505210377 Rev 15 to "Cnsis Mgt Plan for Nuclear SI aliens ■" W/050514 Hr 
TUCKER.HB Duke Power Co. 65/05/14 142pp. 30495*001-30495 124 

8505310383 Forwards supplemental request for addi info re 840309 SPOS safety analy- 
sis 0 implemenlatlon plan & 841102 & B50208 firs concerning E MAX isolation de- 
vices to complete review ol SPDS Response requested within 90 days 
ADENSAM.EG Licensing Branch 4 05/05/15 TUCKER.HB. Duke Power Co 3pp 
30681.344-30681 346 

8505310175 Forwards Rev 22 to secunty plan Rev raffecta changes In general ofc orga- 
nization 0 various resolutions ol commltrnents flev withheld (ref 10CFR73 21) 
TUCKER.HB Duke Power Co 65/05/17, GRACE.J.N. Region 2» Office or Director. 
2pp 30641.132.30641:133. 


H. General correspondence 

850500 0402 Advises that reg^ulatlons do not require NRC review of afl revs to ullt 
drawings NRC audits OA/OC process Drawings reviewed by NRC available for insp 0 
copying in PDR. 

HOODJ) S Licensing Branch 4 85/04/16, WELDON, 0. Affiliation Not Assigned, 1p. 
30160 082-30188084 

-8505060403 Requests fist of drawings 0 rev numbers for upper head tn{ectlon sys re- 
viewed by NRC 

WELDON,D Affifialion Not Assigned 65/04/04. HOODED. NRC - No Detailed Affili- 
ation Gh/en. 2pp 30108:083-301 86' 084. 

8505020500 Responds 1o 850320 Ftr re proposed quarry site located near plant. NRC 
preliminary review reveafed no safety concerns Ulil plans to submit changes to FSAR 
prior to const of quarry. 

GRACE.J N. Region 2, Office ef Director 85/04/22 HOPPER ,T.L Lucia Betterment 
Associatio n 1 p. 301 41 :094-301 41 :094. 


0. Advisory Committee on Reactor Safeguards reports 0 correspondence 

8605230692 Summary Of ACRE ECCS Subcommittee 850221 meellng w/ulil A Westing- 
house In Washington.DC re status of rev to App K rule & util proposal to delete ECCS 
upper head Injectien sys from ice condenser plants 

♦ ACRS - Advisory Committee on Reactor Safeguards 85/03/05 ACRS - Advisory 
Coiwmitlee on Reactor Safeguards 24pp 30544 094-30544 1 1 7 


P. Operating license stage documents 0 correspondence 

8505150001 Further response fo FOIA request for documents from INPO 0 NRC that 
dcscribG»analy 2 o or evaluate fNPO role or procedures in reporting info to NRC App A 
documents end App B documents segregated 0 all factual portions released 
FCLTON.JM Division of Rules and Records 84/11/21 TOTTEN, T. Critical Mass 
Energy Project, 4pp 30417.001-30417 193 

-8505160103 "Evaluation Repi Feb 1082, McGuire Nuclear Slalion.Duko Power Co " 

• Institute of Nuclear Power Operations 82/02/28 26pp 30418 225 30418 293 

6505150097 Forwards INPO rept, "Evaluation Rept Feb 1982,McGuiro Nuclear 
Statlon.Duko Power Co," per Slello 810626 memo 

MARTIN.R 0 Region 2. Office of Director 82/05/26 TAYLOR.J M Director’s Office, 
Office of Inspection anti Enforcement Ip 30418 224-30418 224. 

8505220340 Forwards "Semiannual Radioactive Effluent Release Rept for McGuire Nu- 
clear Station for Jul-Dec 1904" Rev 6 to, "Offsite Dose Calculation Manual" 0 ubi 
process control program W/o program 

TUCKER,HB Duke Power Co 85/03/01. GRACE, J N. Region 2, Office of Director 
3pp 30530 076-30530* 122, 

-8505220346 Rev 6 to "OJfsIta Dose Calculation Manual " 

BIRCH.M L Duka Power Co 84/09/10 8pp. 30530 114-30530 122 

6505030044 Notification of 860502 meeting w/util in Bethesda.MD to discuss proposed 
changes Jo rasJslance temp detectors used in flCS hot legs 

HOOO.DS Licensing Branch 4 85/04/23 AOENSAM.EG Licensing Branch 4 3pp 
30162 061-30162*063 

8506000158 Application for amends to Licenses NPF-9 0 NPF-17,changing Tech Spec 
Section 6 re administrative controls to streamline 0 clarify existing controls by delating 
corporate organizational charts Fee paid. 

TUCKER, H.B Duke Power Co. 85^4/25. DENTON.H R Office of Nuclear Reactor 
Regulation, Director. ADENSAM.E.G. Licensing Branch 4 3pp 30202 059-30202 095 

-8505060162 Proposed changes to Tech Spec Section 6 re administrative controls Co 
atreamlfne & clarify existing controls by deleting corporate organizational charts 

* Duke Power Co 85/04/25 34pp 30202.062-30202*095 

8505000193 Forwards request for add! Info re response to Qenenc Ltr 8d'28,llems 

1 2,2 2 0 4 5, "Required Actions Based on Generic Implications of Salem ATWS 
Evenl " Response requested within 60 days of Itr date 

ADENSAM.EG Licensing Branch 4 85/05/01, TUCKER.HB. Duke Power Co 4pp 
30231*066 30231.069 

8504260442 Generic Ltr 65 07 to all operating reactor licensees re Implementation of 
Integrated schedules for plant mods Svc list end 

THOMPSON, HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp, 30218.149-30218:170. 

0506160307 Application for amend to Licenses NPF-35, NPF-9 0 NPF-17, changing 
Tech ^ecs re operability of Ice condenser doors Fee paid, 

TUCKER, H.B. Duke Power Co 85/05/07 DENTON.H R Office of Nuclear Reactor 
Regulation, Director. ADENSAM.EG, Licensing Branch 4. 3pp. 30399 091-30399.100. 

-6506150316 Proposed Tech Spec, requiring ice condenser doors to remain closed A 
be capable of opening aulomaticatly 
‘Duke Power Co 85/05/07 7pp 30399.094-30399.100. 

8505140030 Application for amends to Licenses NPF-0 0 NPF-17, revising Tech Specs 
to airport NRC approval of deletion of requirements to maintain upper head Injettlon 
sys.Fee paid 

’RjCKER.HB Duke Power Co. 85/05/09 DENTON.H R. Office of Nuclear Reactor 
Regulation, Director ADENSAM,E,G, Licensing Branch 4. 4pp 30367 111-30367.136 

-8505140033 Proposed Tech Specs.stipportmg NRC approval of deletion of require- 
ments to mainlafn upper head Injection sys 
‘ Duke Power Co 85/05/09 22pp. 30367-1 15-30367 136. 

660S240017 Summary of B50502 meeting w/ulil 0 Wesllnghouse In Belhe8da,MD re 
steam generator lube plugging for indications within tubesheet reglon.Llst of attendees 
0 viewgraphs end 

HOODOOS. Licensing Branch 4 85/05/09 ADENSAM.E G. Licensing Branch 4. 24pp 
30563 310-30583-333. 

6505210345 Application for amend to Licenses NPF-9 0 NPF-17, Incorporating into Unit 

2 license authority to receive, possess 0 store Irradiated Oconee fuel assemblies 
under conditions authorized by Unit 1 license 

TUCKER, HB Duke Power Co. 85/06/14. DENTON, H.R. Office of Nuclear Reactor 
Regulation. Director. ADENSAM,E.G. Licensing Branch 4. 2pp 3 04 96 .04 9 -3 0496 056. 

-8505210354 Proposed Tech Specs .Incorporating Into Unit 2 license aulhority to 
receive, possess 0 store Irradiated Oconee fuel assemblies under conditions author- 
ized by Unit 1 license 

* Duke Power Co. 85/05/14, 3pp. 30496053-30496 058, 

6505230675 Forwards errata to Amends 42 0 23 to Licenses NPF-9 0 NPF- 
17, respectively, changing Tech Spec Pages 2-5 0 3/4 3-9 to correct typos. 
ADENSAM,EG. Llcensrog Branch 4 85/05/14, TUCKER.HB Duke Power Co 2pp. 
30544:119 30544.122, 

-8505230686 Errata to Amends 42 0 23 to Licenses NPF-9 0 NPF-17, 
respectively, changing Tech Spec Pages 2-6 0 3/4 3-9 to correct typos. 

• nRC- No DetalTecf Affiliation Given, 86/05/14. 2pp. 30544*121-30644:122, 
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aS05a 10558 Forwards Amends 43 & 24 to Licenses NPF-9 & NPF’17, respochvoly & 
safety evatuatlon Amends change Tech Specs to reflect refueling stages involved in 
transjtfon to use of optimized fuel aBsemblies in Unit 1 

ADENSAM.EG, Licensing Branch 4 85/05/15 TUCKER, H B Duke Power Co 3dd 
30670 203-30670 238 

•*8805310562 Amends 43 & 24 to Licenses NPF-9 & NPF-17.rospectiv6ly, revising Tech 
Specs to reflect refueling stages involved in transition to use of optimized fuel assom- 
bfies in Unit 1 

ADENSAM^EQ Licensing Branch 4 85/05/15 28pp 30670 205-30670 232 

-8605310568 Safely evaluation supporting Amends 43 & 24 to Licenses NPF 9 & NPF- 
17, re spec lively 

• NR C - No Detailed Affiliation Givon 85/05/15 5pp 30670 233 30670 238 

8506310356 Forwards notice of consideration of issuance of amend to Licenses NPF-9 
& NPF-17 & proposed NSHC determination & opportunity for hearing ra util 850403 
request (o store Oconee spent fuel at Unit 2 

ADENSAM.EG Licensing Branch 4 85/05/20 TUCKER.HB Duke Power Co 2pp 
30681 340 30681 357 

-8505310362 Notice of consideration of issuance of amend to Lfconses NPF 9 & NPF 
1 7 a proposed NSHC determination a opportunity for hearing re util 850403 request 
to^ store Oconee spent fuel at Unit 2 

ADENSAM.E Q Licensing Branch 4 05/05/16 Opp 30681 350-30661 357 

3505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts - formats. 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc. 20pp. 30682 282-30682 301 

8606210122 Generic Ltr 85 09 to all Westinghouse PWR licensees & applicants re Tech 
Specs for Generic Ltr 83-26, Item 4 3 

THOMPSON, H.L Division of Licensing 85/05/23 Yankeo Atomic Electric Co 17pp 
30671*334-30871-350 

8505290519 Forwards responses to NRC 050222 & 0501 requests for Info re Generic 
Ltr 63-20 on reactor trip breaker maini program a results of util review of Westing- 
house technical bulletins a data Itrs 

TUCKER, H.B Duke Power Co 85/05/24 DENTON,H R Office of Nuclear Reactor 
Regufalion, Director. ADENSAM.E.G Licensing Branch 4 13pp 30502 250- 
30692:262 


Q, Inspection reports, IE Bulletins & correspondence 

85QS170636 Ack receipt of 850322 Hr Informing NRC of stops taken to correct violations 
noted in Insp Repts 60 389/05 02 & 50 370/05 02 Violation 1 deleted upon review of 
addf Info provided 

BROWNLEE.VL. Region 2, OfMco of Director 85/04/06 TUCKER.HB Duke Power 
Co, 1 p 30463-086-30463 OOO 

-6605170843 Responds to violations noted In Inap Ropts 50-309/85 02 & 50 370/85 
02 Corrective actions communication betwoen parties reaponsiblo for transmitting pro 
cedures to parties dislributing procoduros improved, 

TUCKER,H 0 Duko Power Co 65/03/22 GRACE, J N Region 2, Office of Director 
4pp 30463 007-30463.000. 


8504250452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc 107pp 30115185- 
30115 291 

8504250455 IE Info Notree 05 035, "Failure of Air Check Valves to Seal " Sve list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc lOBpp 30115 077- 
30115 184 

8605230543 Requests addt info to determine whether effective biofouling surveillance & 
control methods implemented to limit biofouling failures per IE Bulletin 81-03 & 
NUREG/CR-3054 

NOVAK.T M Assistant Director for Licensing 85/05/06 TUCKER.H B Duke Power 
Co 3pp 30545 300 30545 302 

8505060416 IE Info Notice 84-52.Suppl 1, "Inadequate Mat! Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/00 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30615 347 

6505130034 IE Info Notice 85 037. "Chemical Cleaning of Steam Generators at Mill- 
stone 2 ” Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/14 Yankeo Atomic Electric Co 4pp 30048 272-30040 014 


R, Periodic operating reports & related correspondence 


060521 060B Forwards semiannual radioactive effluent release rept, Jul Dec 1983 & me- 
teorology data for joint frequencies for 1983 During reporting period several radioac- 
tive gaseous & liquid effluent monitoring instruments inoperable 
TUCKER.H B. Duke Power Co 84/02/29 O'REILLY, J P Region 3, Oflice of Director 
2pp 30514138-30514*170 

-0505210610 Semiannual radioactive effluent release rept, Jul Dec 1983 Meteorology 
data for Joint frequencies for 1983 end 

* Duke Power Co 83/12/31 31pp 30514.140 30514 170 

8505220340 Forwards "Semiannual Radioaclive Effluent Release Root for McGuire Nu- 
clear Station for Jul Dec 1984," Rev 5 to, "Offsite Dose Calculation Manual" & util 
process control program W/o program 

TUCKER.H B Duke Power Co 05/03/01 GRACE, J N Region 2, Office of Director 
3pp 30530 076-30530 122 

-0505220346 "Semiannual Radioactive Effluent Release Rept for Jul Dec 1004 '* 

• Duko Power Co 84/12/31 35pp 30530 079-30530 113 

8505290078 Monthly qperaling repts lor Apr 1985 W/850515 Hr. 

REAVIS.J A , TUCKER, H.B Duke Power Co 85/04/30 12pp 30620 262-30620 273 


S, Reportable occurrences, LERs & related correspondence 


8506170406 Forwards Insp Repts 50-369/85 13 & 50-970/85-14 on 850325-29 No vio 
iDlions or doviellons idenllfiod 

BROWNLEE, V.L. Region 2, Office of Director 85/04/18 TUCKER.H B Duko Power 
Co. 2 pp. 30465,036 30465-048 

-8605170419 Insp Rept 50-369/85-13 & 60-370/06-14 on 050326-29.No violations or 
deviations noted Major areas inspected liquid & gaseous radwaste sys.llquid & gase- 
ous effluent sampling, analysis & monitoring & roactor coolant chemistry 
GLOERSEN.W.B., MONTGOMERY,D Roglon 2, Office of Director 66/04/12 11pp 
30465 038-30466:048 

0505200114 Forwards Insp Repts 50-359/84-20 & 60-370/84-17 on 840904-06 & notice 
of vfolallon. 

WALKER, R.D Region 2. Office of DIroclor 85/04/19 TUCKER.H.8 Duko Power Co. 
2pp. 30400 171-3(}486 101 

-8605200121 Notice of violation from insp on 840904-06 
* Region 2, Office of Director 85/04/18 2pp 30486 173-30406 174. 

-8S05200136 Insp Ropts 50-369/04 20 & 60-370/04-17 on 840904-06 Vrolalion 
notod.fallure to perform periodic tests of standby shutdown sys 
MILLER.W H , CONLON.T.E. Region 2, Ofileo of Director 85/04/16 7pp 30480.176 
30466,101. 

0BO522OO61 Forwards Insp Ropts 50-369/65-09 & 50-370/05-10 on 650304-00 & nolfce 
Of vfolatlon 

WALKER.R.D. Region 2, Office of Director. 85/04/23 TUCKER, H.B. Duke Power Co 
1 p. 30527 036-30527 050 


8505060032 Notification of 8S0S02 meeting w/util & Westinghouse fn Gethesda.MD to 
discuss need for plugging steam generator tubes w/axial crack indications within tube 
sheet region 

HOOD.DS Licensing Branch 4 85/04/25 ADENSAM.EG Licensing Branch 4 2pp 
30107 006-30187.007. 

6505090626 LER 85 007 00 on 65D327.overcurrent relay actuated on spurious condition 
causing loss of power to essential switchgear 2ETA Caused by component 
malfunclion.Re1ay replaced W/650420 Hr. 

QEWEHR.S , TUCKER.H B Duke Power Co 05/04/29 4pp 30265-314 30265 317 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


A, Appllcatlon/constructton stage documents & correspondence 

8606100006 Further response to FOIA requests dtd 840223 & 0730 Forwards App B 
documents Documents available In PDR 

FELTON, J.M Division of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah 8pp 30295 056-30295*063 

--8005200864 Discusses RJ Bosnak 800211 memo re Mechanical Engineering Branch 
equipment qualification effort & potential for licensing delays Private firm contract pro- 
posal being prepared 

MATTSOKR.J Divislonof Systems Safety. 80/02/15 DENTON, HR Office of Nude 
ar Roactor Regulation, Director Ip 30295:107-30295*107 


-8606220063 Notice of violation from insp on 850304 08, 

* Region 2. Office of Director. 85/04/23 Ip. 30527,037-30527 037 

-8505220066 Insp Repts 60-369/05 09 & 50-370/65-10 on 05O3O4-O& Violation 
noted failure to specify post mod testing requirements & acceptance criteria 
SMITH, C.F., UPRIQHtC.M Region 2, Office of Director. 05/04/09 13pp 30527.038- 
30527-050. 


8BOB2O0O65 Forwards Insp Ropts 60-369/85-13 & 60-370/05-12 on 850304-08, No vio- 
lalior> noted. Unresolved Items will be pursued during future Insps 
BROWNLEE, V L. Region 2, Office of Director. 85/04/20 TUCKER, H B Duke Power 
Co,3pp 30486:130-30486:143. 

-860 6200073 Inap Ropts 60-369/85-13 & 50-370/85-12 on 050304 OB.No noncompll- 
ance or deviation noted Major areas Inspectedimalnt activittes,licenaed & nonllcensed 

employee training & licensed operator requafif leal ion training. ^ 

DEBS.B T., MC(5oY.F R , MODENOS.L P. Roglon 2, Office of Director, 85/04/26. 
11pp. 30406 133-30486*143 


-8005200868 informs that Seismic Qualification Review Team schedules re OL applica- 
tions will be delayed due to Naval Research Lab cancellation of Interagency agree 
menl. 

BOSNAK.H J Mechanical Engineering Branch 80/02/1 1 MATTSON, R J Division of 
Systems Safety, 2pp 02628 071-02628 072 


F. Security, medical, emergency & fire protection plans 


8504170547 Forwards monthly status rept on plant-specific backfitting aettvities current 
through 850308 Nine of 15 SER open Homs rosolved prior to appeal meetlngs.SER 
scheduled for completion on 650329 

CRUTCHFIELD, D. Assistant Director for Safety Assessment 85/03/18 
THOMPSON, H.L Division of Licensing, 65pp, 30161.182-30161 248 

8505080164 Rev 11 to "Offsite Dose Calculation Manual " 

GALLE,D. Commonwealth Edison Co 06/03/31. 300pp 30199 202-30200-222 
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B5OB2302ft3 Revised emergency implemenling procedures, Including revised LZP 
Index.replacemBnl page for 1110-1.1200 5,Rev 10 to LZP-1310 1 ro nolificaiions & 
Rev 4 to LZP-1360 1 re control of oil spills 

^ Commonwealth Edison Co 85/04/01 5app 30534 284 30S34 341 

6505140480 Rev 2 to L2 P-1 520 1, ■'Assignment of Personnel to Gsnoraling Station 
Emergency Plan Positions & Associated framing Requirements" 

Commonwealth Edison Co 05/04/30 Tpp 30368 084-30368 090 

8S05230117 Responds to concerns re proposed security contract spec clarification 
noted in Safeguards fnsp Repis 50 373/85 88 & 50-374/85 OBStatemenI re failure to 
rent Hams prior to notifying outside agencies deleted 

FARRAR.DL, Commonwealth Edison Co 85/05/13 KEPPLER,JG Region 3, Office 
of Director 2pp 30534 209 30534 210 

3505280159 Forward's FEMA 050415 Ur re final exercise evaluation on 841010-11 off- 
site emergency preparedness exercise Deficiency noted for Grundy County NRC 
course of a chon will be determined 

PAPERIELLO.C J Region 3. Office of Director 85/05/20 REED.C Commonwealth 
Edison Co 2pp 30570 303 30570 361 

8505290255 Advises of completion of review of amend to Tech Specs re eddillon of 
suppression pool monitoring Instrumenlalion 1o remote shutdown monitoring No ad 
verse findings identified 

PARKER, MC Itlinols, Stale of, Depi of Nuclear Safety 35/05/20 DENTON, H Office 
of Nuclear Reactor Regulation, Diroclor 1p 30599 125-30599 125. 

8605280189 Forwards Insp Repis 50-254/85-13,50-265/85-14,50 295/85-19, 50-304/ 
05 20,50-373/85-15,50 374/85-15,50-454/85-20 & 50 455/85-14 on 850425 & 
0503 No noncomplianco identified 

PAPERIELLO.C J Region 3. Office of Dareclor 85/05/21 REED.C Commonwealth 
Edison Co 2pp 30571 310-30571 318 

-8506260221 Insp ftepts 50-254/85 13,50 265/85 14,50 295/85.19, 50 304/85-20.50- 
373/85-15,60 374/85-15,50 454/85-20 & 50 455/05-14 on 850425 & 0503 No viola 
(Ions or deviations identified Areas inspected radiological environ program 
OESTMANN.MJ Region 3, Office of Director 85/05/11 7pp 3067 1 312-30571 318 


J, Insurance & Indemnity Information 

850S210410 Forwards Endorsemenis 16 & 17 to NELIA Policy NF-277, Endorsements 
167,36 & 74 to NEL1A Policies NF 43,NF-253 & NFZOI.respectivefy.Endorsoments 
66,87 & 88 to NELIA Policy NF.187 & Endorsements 9 & 10 to MAELU Policy MF- 
114 

OSTER.J Commonwealth Edison Co 85/05/17 SALTZMAN.J Assistant Director for 
Stale & Licensee Relations 17pp 30498 359-30499 013 


8505100119 Forwards safely evaluation re 831104 & 840601 responses to Generic ilr 
83-28 re required actions based on generic implications of Salem ATW8 events Mams 
3 1 1,3 1 2.3 2 1, 3 2 2 & 4 5 1 acceptable 

SCHWENCER.A Licensing Branch 2 85/05/01 FARRAR, D L Commonwealth Edison 
Co 3pp 30288161 30286 155 

-8505100123 Safely evatuation supporting licensee programs 1o address Generic Ltf 
83-28 

* Office of Nuclear Reactor Regulation, Director 85/05/01 2pp 30286 154- 
30266 155 

8504290442 Generic LIr 85 07 to all Moralmg reactor ficensoos re I mpio mental ion of 
Integrated scfiedulos for plant mods Svc fist end 

THOMPSON.HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, fnc 22pp 30216 149-30218 170 

8505080167 Advises that mods In response to Generic Ltr 84-23, "Reactor Vessel 
Water Level Inslrumenlalion in BWRs" & NU REG-0737, Item I) F 2 will not bo com- 
pleted until atlor first refueling outage based on reasons fisted 
ALEXANDER, G. Commonwoallh Edison Co 05/05/03 DENTON, H R Office of Nucle- 
ar Reactor Regiilalion, Director 2pp 30202 096 30202 097 

0605180074 Requests addi info re rosponse to Generic Ltr 83-20, Item 1 2, based on 
end marked-up draft technical evaluation rept Response requested within 1 wk by 
telcon to preserve present review schedule 

SCHWENCER,A Licensing Branch 2 NRC-03 82-096 85/05/03 FARRAR, DL Com* 
monwealth Edison Co 18pp 30449 137-30449 154 

8505200195 Confirms 850528 meeting in Glen Ellyn, IL to discuss recent maint problems 
at plant, per 65050B discussion between D Farrar & N Chrissotimos 
NOREUUS.CE Region 3, Offico of Director 85/05/15 REED.C Commonwealih 
Edison Co 1p 30460,258 30468 258 

8505210438 Forwards addI Info re Generic Ltr 83-20, Items 222 & 4536 backup 
scram valvo testing, per NRC 850319 request Implementalloii of Nucfear Utit Task 
Action Commfitea program re Interface w/vendor described in end procedures 
ALEXANDER.Q Commonwealih Edison Co 05/05/16 DENTON.H.R Offico of Nude- 
ar Reactor Regulation. Director 3pp 30495 171-30495 190 

-8605210442 Rev 0 to LAP-100-15, "Control of Vendor Equipment Technical Info " 

* Commonwealth Edison Co 86/03/11 11pp 30495 174-30495.190 

6505290492 Advises that no adverse findings determined, based on review of ulil 
850417 application for amend Licenses NPF-1 1 & NPF-1 8, revising Tech Specs 
PARKER.M C Illinois, Slate of, Dept of Nuclear Safely 05/05/21 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 1p 30592 245-30592 245 


P. Operating license stage documents & correspondence 


8505160076 Furfhor response to FOIA request for documents ro operation of Grand 
Gulf Nuclear Station since 6401 01 .including operation w/TDI diesel generators & use 
cl TDI oenera tors at facility App A documents In PDR 

F ELTON, J M Division of Rules and Records 84/09/20 BELL,N Nuclear Information 
& Resource Service 3pp 30454 105-30454.351 

risk reduQllon, similar to risk reduclions prevl- 

Integratlon (post 611005) 82/02/18 

tor Regulation, DIreclor 26pp 30455,108- 


■8203050075 Forwards rept on low power 
ously eslimaled for various PWRs 
MATTSON.RJ Division of Systems 
DENTON, H R Office of Nuclear Read 
30455.133 


8504170547 Forwards monthly slalus rept on plant-specific bacKUIting activities current 
through 8503DBNjne of 16 SER open ilems resolved prior to appeal meetings SER 
scheduled for completion on 850329 

CRUTCHFIELD, D Assistant Director for Safety Assessment 85/03/18 

THOMPSON, H.L Division of Licensing 66pp 301 61. 182-301 61 '246 


85050103B5 Forwards draft SER re 831105 response to Genenc Lit 83-28, Horn 1 1, 
"Program Description & Procedure ” Requests that addi info re crilerla for Indepond 
enl assQsamanl of eveni following irip be provided within 30 daysSALP input and 
SCHWENCER.A Licensing Branch 2 85/04/22 FAR RAR.D.L Commonwealih Edison 
Co. 3pp 30100 001-30100 010. 


B505080174 Forwards Amends 21 A 9 to Licenses NPF-1 1 & NPF-18, respectively & 
safety evaluation Amends revise Tech Specs to change melhod of calculating kW ca- 

g acity for electric healers contained En standby gas treatment sys 
CH WENGER, A Licensing Branch 2 95/04/20 FAR RAR, D L Commonwealth Edison 
Co 4pp. 30231 070-30231 085 


8605290520 Advises of no adverse findings, based on review of proposed Tech Spec 
amend re revised section of 10CFR60 72 & new Section 10CFR50 73 
PARKER.M C Illinois, State of. DepI of Nuclear Safely 05/05/21 DENTON.H Office 
of Nuclear Roaclor Regulation, Director Ip 30590 345-30590 345 

8605210106 Generic Ltr 05-08 to all holders of CPs & OLs re 10CFfl20 408 terminallon 
repis - formats 

THOMPSON. H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 20pp 30602 282-30602 301 


Q. Inspecilon reports, IE Bulletins & correspondence 

8505170080 Partial response to FOIA request for NRC memos during or since 1983 ro 
96 LERs or TMI SALP rept, Documents listed In App A end Documents listed in App B 
available fn POR Search for add! records continuing 

FELTON, J M Division of Rules and Records 04/09/14 BARFIELD.K Critical Mass 
Energy Project lOpp 30473.318-30474 100 

-8401090719 Forwards proposed IE Info notice re use of parts & mails of indelormlnato 
quality in safety related applications 

SPESSARD.RL Division of Engineering 83/11/26, JORDAN, E L Division of Emer- 
goncy iPreparedness & Engineering Response (Post 830103) 2pp 30474 181- 


—8505170216 Forwards proposed IE info notice re failure of soft seals of dual sealed 
check valves at plant for review & comment. 

SPESSARD.RL Division of Engineering 83/11/25 JORDAN.E L DIvIsfon of Emer- 
gency Preparedness & Engineering Response (Post 830103) 5pp 30474.160- 


» 35050801 68 Amends 21 & 9 to Licenses NPF-1 1 A NPF-1 8, respectively, revising Tech 
Specs lo change method of calculating kW capacity for efectfic heaters contained Jn 
standby gas treatment sys 

SGHWENCER,A Licensing Branch 2. 85/04/29 lOpp 30231 074-30231 083 


-8505170233 Discusses use of parts & malls of indeterminate quality In safety-related 
amjllcations determined during recent Insps Guidance re fisted cases requested 
SPESSARD.RL Division of Engineering 83/12/05 EfSENHUT.DG Division Of Li- 
censing 2pp 30474 169 30474*176 


-8505060198 Safely evaluation supporting Amends 21 & 0 to Licenses NPF-1 1 & NPF- 
16, respectively. 

* NRC - No Detailed AffHlallon Given 85/04/29, 2pp, 30231.004-30231 0B5 

8505080075 Requests elimination of pipe whip restraints associated w/aibitrary Interme 
dialo pipe breaks per 10CFR50 59 Justificalion enc) Fee paid. 

MAR SHALL, JG Commonwealih Edison Co, 85/04/30, DENTON.H R Office of Nu- 
clear Reactor Regulation, Director. 19pp 30201:101-30201'119. 

8505080207 Forwards Amends 22 & 10 le Licenses NPF-1 1 & NPF-IO, respectivefy & 
safety evaluation Amends revise Tech Specs to delete charinei check requiremonts 
from certain Instruments 

SCHWENCER.A, Licensing Branch 2 65/04/30 FARRAR,0-L Commonwealih Edison 
Co. 4pp. 30231:030-30231,060 

—8505060265 Amends 22 & 10 to Licenses NPF- 11 & NPF-1 8, respectively, revising 
Tech Specs lo delete channel check requiremonts from cerlain Instruments 
SCHWENCERpA Licensing Branch 2 BS/04/30. 22pp. 30231-033-30231:064. 

-8505080299 Safely evaluation supporting Amends 22 A 10 to Licenses NFF-11 & 
NPF-16,respeclively, 

• NRC - No Detailed Affiliation Given, 86/04/30, 6pp 30231:055-30231,060. 


8605300167 Responds lo NRC 6411 16 Ur requesllng reevaluatlon of responses to Viola- 
tions noted In Insp Repis 50-373/04-23 & 50-374/84-30,Mgt expeclations strongly di- 
rected to Improving control room operations 

REED.C Commonwealih Edison Co 85/04/19 KEPPLER,J G Region 3, Office of Di- 
rector. 2pp, 30639 258-30639.259, 


8506030704 AcK receipt of 850419 ltr forwarding $25,000 In payment of civil penalllss 
proposed In 850321 Ilr Corrective actions described In Ilr will be examined during 
rtJiuro insp “ 

AXELRAD.JA Director's Office, Office of Inspection and Enforcement 85/04/26 
O'CONNER, J J Commonwealth Edison Co 2pp. 30160.271-30160 272. 

8S04250452 IE Info Notice 85-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Pipf^ " Svc list end. 

Divisloii of Emergency Preparedness A Engineering Response (Post 
83010^. 85/04/30. Consolidated Edison Co of New York, Inc, f07pp^30115,185- 
30115 291, 


® Ic Info Notice 65-035, "Failure of Air Chock Valves to Seal" Svc list end 

Preparedness A Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc lOapp, 30115,077- 
30 116 184 
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aS0SD6041S (E (n(o Notice a<1 5S,Supp! 1, '‘Inadequate Matl Procurement Controls on 
Part of Ucensflos & Vendors *' 

JORDAN^E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/0Q Consolidated Edison Co of New York, fnc lOpp 30615 339- 
30615 347 

8505330117 Responds to concerns re proposed security contract spec clarification 
noted in Safeguards Insp Repts 50 373/85 OB & 50 374/85 08 Statement re failure to 
rent items prior to notifying outsido agencies deteted 

FARRAR.DL Commonwealth Edison Co 85/05/13 KEPPLER.JG Regions, Office 
of Director 2pp 30534 209-30534 210 

BSO52D0S36 Ack receipt of 850503 ttr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-373/84-26, 50 374/04-32.50-237/84-15.50 249/84-14.50 254/ 
84-15, 50-265/84-13,50 295/04-19 a 50-304/84-20 

REYES.LA Region 3. Office of Director. 85/05/15 REED.C Commonwealth Edison 
Co Ip 30485'001 30485 021 

-B505200551 Responds to NRC 841211 Itr re violations noted In Insp Repts 50-373/84 
25.60 374/84-32.50-237/84-15.50 249/84-14, 50 254/84 15,50 265/84-13,50-295/84 
19 a SO 304/84-20 Corrective actions re commercial grade mail provided 
DELGEORGE.IO Commonwealth Edison Co 85/05/03 KEPPLER.JG Region 3, 
Office of Director 20pp 30485 002-30485 021 

8505210362 Responds lo NRC 850417 Hr re violations noted in Insp Repts 60 373/65- 
09 & 50-374/65 09, Corrective actions special operating order issued providing guid 
ance for returning Inslruments to normal mservice status 

FARRAR.DL Commonwealth Edison Co, 05/05/16 KEPPLER.JG Region 3, Office 
of Director. 3pp 30500 192-30500 194 

8506280189 Forwards Insp Repls 50 254/85-13,50-265/85 14,50 205/85-19. 50 304/ 
85 20.60-373/85-16.50-374/85-15.50 454/85 20 & 50-455/85-14 on B50426 & 
6503 No noncompliance Identified 

PAPERfELLO.C J. Region 3, Office of Director 85/05/21 REED.C Commonwealth 
Edison Co 2pp 30571 310-30571 318 

-8505280221 Insp Repts 60-254/85 13.50 265/05-14,50*295/05*19, 50 304/85-20,50 
373/85-15,50-374/05-15,50 464/85-20 & 50-455/05 14 on 050425 & 0503 No viola 
tie ns or deviations identified Areas inspected radiological environ program 
OESTMANN.M J Region 3, Office of Director. 05/05/11 7pp 30571 312-30571 318 

8605310323 Confirms plans for 850624 mooting In Marsoillos.fL to discuss licensee rog 
ulatory Improvement program staius.por 850513 discussion between D Farrar & N 
Chris soli mo 3 

NORELIUS.CE Region 3, Ofllco of Director 65/05/24 REED.C Commonwealth 
Edison Co Ip 30642 176 30642 176 


R. PerJodiD operating reports & related correspondence 

8606070536 Errata lo Part 3 of 1983 annual oporaling rept re results of environ radio- 
logical & meteorofoglcal monitoring W/050417 Itr 

STEPHENSON.B B. Commonwealth Edison Co 03/12/31. KEPPLER.JG Region 3, 
Office of Director 9pp 30205'336-30205 344 

8605070500 Corrected Part 3 of 1984 annual operating rept re results of environ radio- 
logical & meteorofoglcal monitoring W/850410 Itr 

STEPHENSON.B 8 Commonwaallh Edison Co 04/12/31 KEPPLER,J.G Regions. 
Office of Director. 7pp 30205 329*30205 335 

8606230635 “Environ Protection Plan Annual Operating Rept for 1004“ W/850327 Itr 
DIEDERICH.GJ Commonwealth Edison Co 84/12/31 KEPPLER.JG Region 3. 
Office of Director 25pp. 30540 062-30540 000 

8605170641 Monthly operating repts (or Apr 1905W/85O6O9 Hr 
ROHRER.RJ, DIEDERICH.GJ Commonwealth Edison Co 05/04/30 32pp 
30463 048 30463.079, 


S. Reportable occurrences, LERs & related correspondence 

8505170060 Partial roaponso to FOfA request for NRC memos during or since 1983 ro 
96 LERs or TMf SALP rept Documents fisted fn App A end Documents fisted In App B 
available in POR.Search lor addi records continuing 

PELTON.J.M Division of Rules and Records 04/09/14 BARFIELD.K Critical Mass 
Energy Project lOpp 30473 318-30474 180 

-8505170227 Discusses recent failures of reactor feedwater check valve seal & util 
831117 request for rov to Unit 1 Tech Specs Request should bo denied for listed 
reasons. Justification for Interim operation applicable 

SPESSARD.RL Region 3, Office of Director, 83/11/29, EISENHUT.OG Division of 
licensing 4pp. 30474 ie5.30474‘160 

6604080291 LER 65-025-00 on 850304 .drywell vacuum breakor cycled open & 
clO8ed.Cau80d by steam from flCIC turbine causing temp/ pressure in suppression 
pool to rise Breaker operated as required, W/850325 Ttr, 

WITTENBURG.K.C , DIEDERICH.GJ Commonwealth Edison Co 85/03/25 3pp 
2 9687 310-29607 312 

6805020106 LER 05-028-00’on a50327,roactor scram occurred while unit in hot 
shutdown Caused by low reactor vessel level resulting from opening of safety refief 
valves during leak test RHR sys started W/85040B Itr 

ULLRICH, J., DIEDERICH.GJ Commonwealth Edison Co 85/04/08 4pp 30119133- 
30119,196. 

8505010699 PNO 111-05 O37'on 05041 7,mlswlred switches of automatic depressurlzalion 
sys B rendered Inoperable Licensee declared alert which was terminated after swHch- 
es rewired & lesteo Possibly caused by environ qualification mod 
CHRISSOTIMOS.N . NORELIUS.C Region 3, Office of Director 85/04/16 Ip. 
30093'273-30093.273 

8505020317 LER 05-030-00 on 850325.both ammonia detectors for Train A control 
room/auxillary electrical equipment room HVAC sys alarmed while facility in cold 
shu Ido wn.Ca used by loss of power to VC/VE sys Alarms & dampers reset W/050410 

ROHRER.R.J . DIEDERICH.G J Commonwealth Edison Co 05/04/18 4pp. 
30117:327-30117 330 


6506060124 LER 85 031 00 on 050311, while discharging radwaste.sys isolated on high 
road Signal Caused by misreading of max allowable nl-nl afarm/tr:p setpoint from chart 
recorder AddI training Instituted W/850422 ttr 

SMYTHE.O R , SCHILLER.S K , DIEDERICH.G J Commonwealth Edison Co 05/04/ 
22 4pp 30183 355 30183 358 

05OBO8O116 LER 85 032 00 on 060328, during local leak rale losling, inboard feedwater 
check valve 1B21-FO106 found to leak in excess of Tech Spec limits Caused by dele 
rioration of soft seat matl Matl replaced W/860424 Itr 

DUS.RS, DIEDERICH.GJ Commonwealth Edison Co 85/04/24 4pp 30183 319 
30103 322 

0605030434 LER 05 034 00 on 850330, RHR sys shutdown cooling inboard Isolation 
valve 1E12-F009 Isofalod four times Possibly caused by environmentally qualified 
pressure switches w/o pressure snubbers Pressure snubbers inslallod W/850425 Hr 
liNTAKAS.AR, DIEDERtCH.GJ Commonwealth Edison Co 05/04/25 3pp 

30147.326 30147 328 

8505000541 LER 85 033 00 on 850402, noble gas grab sample not obtained during 
standby gas treatment sys run.per Tech Spec 4 11212Cau3ed by personnel 
error Reminder to operator re sample coifection placed in control room W/850426 Itr 
LUETT.W R , DIEDERICH.G J Commonweatlh Edison Co 85/04/25 3pp 30232 099- 
30232 101 

8S05100277 LER 85 036 00 on 650403,RHR Inboard shutdown cooling suction isolation 
valve 1E12F009 isolated Caused by spurious pressure spike Pressure snubbers in 
stalled & upgrades for environ qualification reviewed W/a50502 Ur 
WATFORD, P S , DIEDERICH.GJ Commonweallh Edison Co 85/05/02 3pp 

30262 357-30262 359 

8505160394 LER 85 035 00 on 850411, main lurbino tripped from bearing 11 high vibra- 
tion signal, causing reactor scram Probable direct cause was loose 

conneclion, aggravated by slight vibration detector mis calibration & ImbafancoW/ 
050502 Itr 

FOSTER.JH, DIEDERICH.GJ Commonwealth Edison Co 05/05/02 4pp 

30440 056-30440 059 

6505220310 LER 05 030 OO.on 850412,control room received high chlorine/ ammonia 
concentration alarm for Train A of control room/ auxiliary electric equipment room 
HVAC sys Caused by broken tape in ammonia detector cnomcassetto w/e50500 Ur 
ROHRER.RJ. DIEDERICH.G J Commonwealth Edison Co 85/05/00 4pp 

30530 225-30530 228 

6505300261 LER 65 037-00 on 65041 7, Div II ADS lo lo lo lovol permissive differential 
pressure switches found wired Incorrectly Caused by difference between wiring dia- 
gram & schematic for environ qualification W/850510 Mr 

SPENCER.D, DIEDERICH.GJ Commonwoallh Edison Co 85/05/10 App 

30639:212 30639 215. 

8505230427 Part 21 rept re Incorrect short time delay band lever Inadequately Installed 
In low voltage K line circuit breaker electromechanical overcurront trip device Visual 
insp to dolormino If correct lover installed rocommondod 

KA)SER,AF Brown Boveii Corp (subs of Brown Bovori & Co, Ltd) 85/05/13 
DEYOUNG.RC Director's Office, Office of Inspection and Enforcement 6pp 
3053V223-30531 228 

8505290146 LER 85 039 00 on 850419,high chlorino/ammonla concentration alarm re- 
ceived for conlroJ room/auxlllaiy electrical equipment room HVAC Train B Caused by 
out-of catibr ammonia detector Ammonia detector rocafibr W/850516 Ur 
ROHRER.RJ, DIEDERICH.GJ Commonwealth Edison Co 05/05/16, 4pp 
30619 237-30610 240. 

8505300192 Part 21 rept ro heat numbers to bo added & deleted from Sublist Sheet 
A, based on review of NRC 050424 Itr. 

KALE.O.R Bonney Forgo 85/05/24, ANDERSON, WF Oireclor's Office, Office of In 
spcction and Enforcomont. Cpp 30622 082-30622 0B9 


DOCKET 60-374 LASALLE COUNTY STATION, UNIT 2 


A. AppDcation/oonatructlon stage documonis & correspondence 

8605100008 Further response to FOIA requests dtd 840223 & 0730 Forwards App B 
documents Documents available in POR 

FELTON, JM Division of Rules and Records 84/10/09 KALER.RJ Qadsby & 
Hannah 6pp, 30295.056-30295 063. 

-6006200064 Discusses RJ Bosnak 80021 1 memo ro Mechanical Engineering Branch 
equipment qualification effort & potential for licensing delays Private firm contract pro 
posal being prepared 

MATTSOI^R J Division of Systems Safely 80/02/15 DENTON.H R Office of Nude 
ar Reactor Regulation, Director, ip. 30295.107-30295 107 

-6005700668 Informs that Seismic Qualification Review Team schedules re OL applica- 
tions wilt be delayed due to Naval Research Lab cancellation of Interagency agree- 
ment. 

BOSNAK.RJ Mechanical Engineering Branch 80/02/11 MATTSON.RJ Division of 
Systems Safety 2pp. 02628 071 02628 072 


F. Seourlly, medical, emergency & fJre protection plana 

6604170547 Fonvards monthly status rept on plant specific backfilling activities current 
through 850308 Nine of 15 SER open Items resolved prior to appeal meetings SER 
scheduled for completion on 850329. 

CRUTCHFIELD, D, Assistant Director for Safely Assessment 85/03/10 
THOMPSON.H L Division of Licensing, 65pp, 30161 182-30161 ‘246, 

8505060164 Rev 11 to “Offsite Dose Calculation Manual “ 

GALLE.O Commonwealth Edison Co 85/03/31, GOOpp 30199:292-30200.222 

8505230283 Revised emergency Implementing procedures .including revised LZP 
Index, replacement page for 1110-1,1200-6,Rov 10 to LZP-1310-1 re notifications & 
Rev 4 to LZP-1380 1 re control of oH spills 
• Commonwealth Edison Co, 05/04/01 58pp 30534*264-30534.341, 
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F4;?t-rUO:j ^-'13 ct C crjzr 8£'05/2l REED.C Commonwealth 
s " -nf •* !♦: 3;5?t 31(3 


-«5C5I0:221 ’"'P r C t ::t er-l J :>;5 - 65 14 50 235/65 19. 50-304/85 20,50- 
""O 454/53 23 & £0 465 '85-14 cn 050125 & 0503 No vtota 
r,C Vm ^ ^ fa-1 :'C3 cal cn. :cn program 

I.- .If. 1 i ^ n j F -j- - 1 C* :e cf C rtc'jf 85/C5/11 7pp 30571 312 30571 318 


P O^ffrrat rg iicanw suge docu-ments & correspondence 


'*" 4 ’"'-/ ^ specife bacfcfittng activities current 
*- 'r^>€ ^ f r :■ rp,? -r 'i*n 8 ' - pner to appeal meetings SER 


S iM_rc',rci., rri:n8:;"^3’ 

r Assessment 

V-.. < L C'- Si' n c L'cr': n.j 3,3751 162 30161 246 


65/03/18 


85^^010315 r'rAj n ca|t EEF rc- 6311C5 response to Genenc Itr 83 28. Item 1 1. 

;; tra^ adOl m‘D re criena for independ- 

4, -:ciw\Yf ■ ^ WR'IIFIDL CoA.-nonw8althEd.sSn 

I ?' f.FF 11 & NPF.16, -sspeclwely S 

L 3 , f/ 1 ^ calculating KW ca 

4-:Ji:y gas treatment sys 

C-: 4" l!a. 07V'';!3?L®f '^''‘’RAf’DL 'commonwealth Ed, son 

’fl'^spectwely, ,ev.s,no Tech 

HVS.V.E-IA L«.-.r,-(jEa-i.*i J 6:'C4/23 lOpp 30231 074-30331083 

'*“^e'”tv'-’'' ■'■' ’'■'^"’='■■''9 2' 4 9 '7 Lwenses NPF-11 a NPF- 

• N iC ‘,0 C. •I.J-I A-^’a'cn G .€- ‘5 01'22 2cp 50231 084 30231 085 

"S-^/a-cnS^c'l "’'®'"’9- 

O' - 

* ”1.^^ ‘n aY^-T.s fe. 50 te’h v'cs ird-leis cJ^ "'’''•18. -especiwely a 

'ro-- cen-i-n tsi -- er's - • *» ' ®-'’ -Kcs W delete cha'mel check fequ.(emenls 

o'i^-p wlli^ScSraPlr’’^ FAflHAH,DL Comn-4,nwealth ed.son 



Licensing 

"‘N^^pe’-uU"'’''''"’ * '0 NPF-11 

• ^RC No De-a-M Af, a..o-, a.en 65 04, 30 5pp 30231 055-30231 060 

*^3 if/o'Jwed OT Ip Genenc Lti 

^ 5 1 01 Salem ATWS evenis Items 

to 3pp 3C.2(-e ISi'kOKIS?^'’^ 65'o 5.'01 FARHAROL Commonwealth Edison 

e^-auicn s^ppcring Icensee pros-ams to addiess Gcnenc UP 

303*2. 'i«'’ f*'-'3F4>on, D-fecio- 85/05/01 2pp 30286154- 



Vert, !nc 22 pp 302-8 >'43-30218 170^ -v« winsoioaied Ed.son Co ol Nea 

artrs^^’NllRcr^fK ‘•9 "Reactof Vesse 

ofocooiNucie 

‘ w^wtpTafl^h/SS ^tSsV'-M “|2r on 

^ ' . - V . '^sponse requested within 1 wk by 

FARRAR.OLCom- 


8505200195 Confirms 850528 meeting in Glen Ellyn. -I U to discuss rocent mo Ini probfems 
at plant, per 850508 discussion between D Farrar S N Chrissolimos 
NORELIUS.CE Region 3, Office of Director 05/05/15 RiEED.C CommonwaaHh 
Edison Co Ip 30468 258 30468 258 

6505210438 Forwards add! info ro Generic Ltr S3-2B, Items 222^ 453 & backup 
scram valve testing, per NRC 850319 request Iniplomonlallon of Nucloar Util Task 
Action Committee program re interface w/vendor described in onci procoduros 
ALEXANDER.G Commonwealth Edison Co 85 / 05/16 DENTON, HR Offico of Nuclo- 
ar Reactor Regulation, Director 3pp 30495 171-30495 190 

^8505210442 Rev 0 to LAP-100 15, “Conlrol of Vendor Equipment Technical Info *' 

* Commonwealth Edison Co 85/03/1 1 11pp. 30405 174 30495 1 90 

6505290492 Advises that no odvorso findings dotormfned, based on rawew of ulil 
850417 application for amend Licenses NPF-1 1 & NPF-18,rovlblno Tech Sflocs 
PARKER.MC fllinols. State of. Dept of Nuclear Safely 05/05/21. DENTON, HR 
Office of Nuclear Reactor Regulation, Director 1 p 30592 245 30502 246. 

8505290520 Advises of no adverso findings, based on review of proposed Toch Spoc 
amend re revised aoclion of 10CFR50 72 & new Soclion 10CFR5O 73 
PARKER.MC Illinois, State of, Dept of Nuclear Safoly 85/05/21 DENTON.fl Offico 
of Nuclear Reactor Regulalion, Director Ip 30590 345 30590 34G 

8605210106 Generic Ltr 85 08 to all holders of CPs & OLs ro 10CFn20 408 lornninallon 
repts - formats 

THOMPSON, HL Division of Licensing 85/05/23. ConsolldnlGd Edison Co of Now 
York, Inc 20pp 30682.282-30602 301 








roqpuilU« 7 l 


f^sponse to FOIA request for NJFIC memos during or sJneo 1003 ro 
^ onclDocumonte Ifelc, i-i Ajip 0 

En«TpM'tt47"T8TO7W^ C-ilfcal Mn58 

c JOROAN.E.L DMsio-io, Emor 

?0474 186 ^ Engineering Response (Post 030103) 2pp 30474 101- 

"*checWaiveq^fli^i^*i?w^^ failure of soft aoals of dual seated 

& comment 

oenev c ^"iS^naering 83/11/25. JORDAN.E L DlWsion of Emor- 

§0474 16?^^^^^^^^* ^ Engineering Response <Post 830103) 5pp. 30474’ 160 


Indeterminate ({unllty In Bnfoty-rolntod 

KEPPLER,J,G FtOBlon3,0(«COO( Dl- 

® woposld^^ I" paymont of civil ponaltloi 

future insp” ^ Hr Corrective actions desenbod In ltr wSf bo exarrlnocl duflng 

‘“MlKsIStoenT”'- ■^”‘'"9 Contributes (o Co-roslo-i of Stolnfoss 
'^OHDANfELawSon'ol^E-Je-ge^^^^^^ V«lv 0 s to Scat •' Svo list enol 

830103M5/04/30 Co-.solidate®d"Etea'^^^^^^^ 

f'aftolLloeifsees°S^V6n§ofs^^*’^''''*'* *’ Mall P-oca-omonl Conl-ola on 

rprlni *" ®P'®8aa-ds Insp noph3'60-3*73)85*0a^SO^qvj/oj:®no o®*" ola-iWcallon 
of Di-ector 2 pp 30534!209'306 m'?2To.?°' KEPPLER,J Q. Regio-i 3, OHIes 



RFVfq i A o *’y^^'^°-295/84-19 & 50-304/84T2O 14,60 254/ 

Co 1 p‘30A85?Si. 30®A8S021°'‘’'™'='''' REED, C, Commonwealth Edison 

Office of Director. 20 pp 30485:002-30485^021 KEPI^LER.J.G. Region 3, 
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850^210362 Responds to NRG 850-117 Mr re violations noted rn Insp Ropls 50-373/85 
09 & 50-37<1/85 09 Correclive actions special operating order issued providing guid 
anco for returning instruments to normal insorvice status 

FARRAR, DL Commonwealth Edison Co 85/05/16 KEPPLER.JG Region 3, Office 
of Director 3pp 30600 102-30500 104 

6605280189 Forwards Insp Repts 50 254/85-13,50 205/85-14,5O-295/85.10, 50 304/ 
85-20,60-373/85-15,60 374/85 15,50-454/85 20 & 50-455/85 14 on 850426 & 
0503 No non comp Nance identified 

PAPERIELLO,C J Region 3, Office of Director 85/05/21 REED.C Commonwoatih 
Edison Co 2pp 30571 310-30571 318 

-8505280221 Insp ReplS 50-254/05-13.50-265/85-14.50-295/86 1 0, 50 304/05 20,50- 
373/85-16,50-374/05-15,60 454/85-20 & 50 455/85-14 on 850425 & 0503 No viola 
lions or davialions irfenlifred Areas inspected radiological environ program 
OESTMANN,M J Region 3, Office of Director 85/05/11 7pp 30571 312-30571 318 

8605310323 Confirms plans for 850624 meeting in Marseilles, IL to discuss licensee reg 
elatory Improvement program status, per 850513 discussion between D Farrar & N 
Chrlssolimos 

NORELIUS.CE Region 3. Office of Director 05/05/24 REED.C Commonwealth 
Edison Co Ip 30642 176-30642 176 


n. Ferfodfc operating reports & related correspondence 

050 5230636 "Environ Prolecliorl Plan Annual Operating Rept for 1904.'' W/850327 Ur 
DIEDERICH.G.J Commonwealth Edison Co 84/12/31 KEPPLER,JG Region 3, 
Office of Director. 25pp 30540 062-30540 090 

0505170641 Monthly operating ropts for Apr 1985 W/850609 Mr, 

ROHRER.RJ, DIEDERICH.GJ Commonwealth Edison Co 86/04/30 32pp 
30463.048-30463 079 


S. Reportable occurrencesi LERa & related correspondence 


8505170060 Parlial response to FOIA request for NRC memos during or sinco 1903 ro 
06 LERa or TMI SAIP rept Documents listed in App A end Documents listed in App B 
available in PDR.Search for addi records continuing 

FELTON, JM Division of Rules and Records 84/09/14 BARFIELD, K Cniical Mass 
Energy Project lOpp 30473 310.30474’180 


-85051 7Q227 Disciissos recent failuros of reactor feedwater check vafvo seal & util 
831117 request for rev to Unit 1 Tech Specs Request should be denied for fisted 
reasons Justification for interim operation applicable 

SPESSARD.RL Region 3. Office of Director 83/11/29. EfSENHUT.D.G Division of 
Licensing 4pp 30474 165-30474 168 


6685060123 LER 05 012 00 on B60331,durinn performance of RHR Injection line Inlogri 
ly monitor calibr & funclional lest, RHR shutdown cooling Isolation occurred Caused 
by personnel error Personnel will be trained W/8504 10 Mr 

KaLMON,KJ., DIEDERICIf,Q j Commonwealth Edison Co 05/04/18 4pp 
301 84 001-301 04.004 


8605060314 LER 85 013-00 on 85032fl,during performance of Group V isolation sys 
functional test LES PC-05, Group VI.Div 2 Isolation occurrod.CausocI by relay 
deeneraizal/on.LES-PC-OS being revised to prevent recurronco.W/850422 Mr 
L(NTAKAS,A R , DIEDERICH,6 J Commonwealth Edison Co 05/04/22, 4pp 
3Oia4.l31-3Ol04‘134 

8505160373 LER 05-01 4-00 on 860409, spurious Div I RHR shutdown cooling Isolation 
occurred Caused by momentary power loss to relay 2B21H-K74 during Inslallalion of 
Environ Qualification Mod M-1-2-B4-117 Work completed 850414.W/850425 Mr 
KALMON.K.J. DIEDER(CH,GJ Commonwealth Edison Co 85/04/25 4pp 

30440 069-30440.092 

6505090497 LER 85 016 OO.on 850401 .control room conductivity Indication inoporative 
for greater than 31 days Caused by out of*svc sample taps & low flow on sys whore 
sample obtained Recorder repaired W/850425 fir 

LUETT.WR , DIEDERICH.G J Commonwealth Edison Co. 86/04/26 3pp, 30231 312- 
30231.314 


8505210684 LER 85 016 00 on 05O41O,valv0 2E51-F001 discovered llsled in body of 
Operating Surveillance Procedure LOS-R1-Q2 w/o place lor recording stroke time & 
Initials on data sheet Caused by word processing error, W/850430 Mr 
KLIKAJC, DIEDERICH.Q.J, Commonwealth Edison Co. 85/04/30 4pp 30515 070- 
3051 5.073. 

0SOS16O418 LER 85 017-00 on 0504 13, Group 6 Isolation of RHR shutdown cooling suc- 
tfon inboard 2E12*F009 & outboard 2E12-FOOO valves & shutdown coofing Injection 
valve occurred Caused by Incorrect wiring of pressure switch W/850502 Mr 
MARTINOVICH, M., DIEDERICH,GJ Commonwealth Edison Co 85/05/02 3pp 
30440.078-30440 080. 

0505160424 LER 86 010-00 on oB0413,isolalion of shutdown cooling initiated when 
broken fug on pressure switch being repaired groundod.bfowing fuse to DIv I Group 6 
isolation iogte.Fuso replaced & lug repaved W/C50502 Mr 

MARTI NOVICH.M., OIEDERICH.G.J Commonwealth Edison Co 86/06/02 3pp 
30440.081-30440 083 

0506170320 LER 85-01 9-OO.on 05041 2, Group I isolation occurred on trip Sys A when 
OOS 2-401*85 cleared to place main condenser low vacuum pressure switches back 
fn SVC Caused by miswirod main steam line high flow switchos.W/fl50509 Mr 
fORD.Q., DIEDERICH.G.J. Commonwealth Edison Co. 85/05/09 4pp, 30464.346 
30484-349. 

0605230427 Part 21 rept re incorrect short time delay band lever Inadequately installed 
In low voltage KJIne circuit breaker electromechanical overcurrent trip device Visual 
insp to determine If correct fever Installed recommended. 

I<aTsER,AF. Brown Boveri Corp (subs, of Brown Boveri & Co, Ltd.) 06/06/13 
DEYOUNQ.RC. Director's Office, Office of Inspection and Enforcement. 6pp 
30531 223 30631 -228. 


DOCKET 50-302 WATERFORD GENERATING STATION, UNIT 3 


A. AppDcalfon/constructlon otaga documents & correspondence 

8605100004 FOIA request for five categories of documents, including info re Mercury Co 
of Norwood, Inc in conneclion w/const of nuclear powered steam electnc generating 
installation & Ebasco In connection w/const of facility 

KALER.RJ Gads by & Hannah 84/02/23 Office of Administration 3pp 3D298 029 
30296 032 

8SOS300134 Appeals lack of responso to FOIA request for info re basemat 
cracking, water leakage & seepage problems 

GARDES P Government Accountability Project 04/07/06 DiRCKS.WJ OfMco of Ihe 
Executive Director for Operations Ip 30667 1 95-3065 7 199 

0506100427 Partial response to FOtA request & 640730 Mr for documents selected from 
printout Forwards App A documonis Documents also available in PDR Reviow conlinu 
mg 

FtLTON.JM Division of Rules and Records 84/09/24 KALER.RJ Gadsby & 
Hannah 2pp 30298 033 30296 048 

-8309290601 Summary of &30825 meoting^vw/Ulii tn fE Incident responso clr re ulil re- 
sponse to QA concerns contained in R DeYoung 030004 Mr lo util Viawgraphs end 
LIEBERMANJ Regional Operations & Enforcement Division 83/09/20 Reglonaf Op 
erations& Enforcement Division lipp, 30298 030-30298 048, 

8606 100008 Further response to FOIA requests dtd 840223 & 0730 Forwards App a 
documents Documonts available in PDR 

FELTON, JM Division of Rules and Records 04/10/00 KALER.RJ Gadsby & 
Hannafi. 8pp 30295 056 30206 296 

-7908240867 Submits review of inlervonors conlontions re Waterford 
discovery Recommends meetirig to deternnine what documents are required to clarify 
contention 

BENEDICT, R A Light Water Reactors Branch 2 79/07/20 MCGURREN.HJ Hearing 
Branch 1 40pp. 30295 064-30295 1 03 

-8001170240 Requests investigation of & corrective action ro Improper action by au 
thorized nuctaar Inspector 

STELLO.V OMico of Inspecllon & Enforcement, Office of Iho Oireclor 70/11/05 
HAHRISON.SF Nalional Board of Boiler & Pressure Vessel Inspectors 1p 
30295 104 30205 106 

-8003190631 Informs that Mechanical Engineering Branch review has been coniractod 
out to ORNL, however ORNL will not perform review of seismic qualification of 
equipment Forwards question which wil? allow appilcant to submit required info 
BONSAK.R J. Division of Systems Safely 80/02/26 BAER.R L. tight Water Reactors 
Branch 2 2pp 30295 108 30295 100 

-8005200884 Discusses RJ Bosnak 800211 memo re Mechanical Engineering Branch 
equipment qualification efforf A polenliaf for iiconsing delays Private firm conlracl pro 
posal being prepared 

MATTSOf^RJ Division of Systems SafQly 80/02/15 DENTON. H.R Office of Nude 
ar Reactor Regufalion, Dirdclor, Ip 30205.107-30205 107 

••8005200860 Informs that Seismic Ouahfication Review Team schedules re OL apphea 
lions will be delayed duo to Naval Research Lab cancellalion of Interagency agree 
ment 

BOSNAK, RJ Mechanlcol Engineering Branch 80/02/11 MATTSON.RJ Division of 
Systems Safely 2pp 02628 071*02628 072 

-8007310091 Discusses inadequacy of Louisiana Power & Light Class 3 insp 
program Program not sufficiently doscribod to assure oqulvalence to authorized insp 
agency actlvillos & specific duties of AN I 

REINMUTH.G.W Division of Reactor Operations Inspoclions 80/00/10 
SCHWENCERA Licensing Branch 2 3pp 30295 1 10-30295 1 1^ 

-0103110244 Informs that conlrof room will not be sufficlenlly complete for NRC 
revlew/dudM until Spring 1982 Requests SER Input evaluating applicant preliminary as- 
sessment 

KEBLUSEK.S Liconslng Branch 2 01/02/27, MOORE.V Human Factors Engineering 
Branch Ip 30205*1 13-30295 113 

-0103200412 Forwards Equipment Qualificalion Branch request for addI info re review 
of seismic & dynamic qualificalion of equipment for OL applications Submits tentative 
rovlow schedule, based upon receipt of appllcanfs’ responses 
NOONAN, VS. Assistant Director for Malts & Qual Enginooring (Pro 030201) 01/03/ 
18 TEDESCO.R L Assistant Director for Licensing lOpp 30205.1 14 30295 123 

-8103260901 Notification of 810414-16 meeting w/utH & Ebasco to discuss outstanding 
Issues & conduct drawing review Agenda oner 

ROSENTHAL^JE Insirumenlalion & Control Systems Branch 81/03/18 
KEBLUSEK.S Licensing Branch 2 3pp. 30295.124-30265 126. 

-8104150260 Discusses upcoming 810414-16 meeting w/C-E, Ebasco & util to discuss 
question responses & review drawings Physical separaiion review will be roslrrcted at 
meeting to one sample sys.w/potenlial further review during silo visit. 

ROSENTHAL.J Instrumentation & Control Systems Branch 81 /O4/O0 KEBLUSEK,S 
Office of Nuclear Reactor Regulation, Director. Ip 30295, 128-30296' 120 

-8104200193 Advises that Inillel review of PDES shows need for extensive review & 
revision. 

TEDESCO.R L Assistant Director for Licensing. 01 /04/06 MULLER.D R. Assistant Dj- 
rector for Environmental Technology (Pro 830201 ) 1 p, 30295. 1 27-30205.1 27. 

•>8104280540 Responds to 810310 request for review of FSAR Q list Soismically quali- 
fied sump pumps.safety related transformers & motor control ctrs should be listed in 
Table 3 i-1 

LEAR.G. Hydrologic & Geotechnical Engineering Branch 61/04/23 HAASS.WP 
Quality Assurance Branch. 2pp 30295:129-30295:130 


8505300192 Part 21 rept ro heal numbers to be added & deleted from Sublisl Sheet 
A, based on review of NRC 850424 Mr 

KALE.D R. Bonney Forge 85/05/24 ANDERSON.W F Director's Office, Office of In- 
spection and Enforcement 0pp. 30622 002-30622 089 


■8105120513 Summary of 810414-15 meeting w/LoulsIana Power & Light, Ebasco, C E 
ICS3 re drawing review of facility & responses fo Question 2 
ROSENTHAL, J Instrumentation & Control Systems Branch. 01/04/28. BLACK, S LI 
censing Branch 2 1 1pp 30295 131-30295,141 



170 DOCKETED ITEMS 


•* a 105 1401 25 Forwards SER.FSAR Section 7,inslfumemalioft & control sys SER written 
by consultants of ANL.ecii-ted & subjoined by Instrumentation & Control Sys 
Branch lists open ileins identified in SER 

CHECK, PS Assistant Director for Plant Systems 61/06/06 TEDESCO.RL Assistant 
Director for Licensing 43pp 30295 147 30295 189 

*•5105100011 Forwards input to SER open items re seismic & dynamic qualification of 
Seismic Category I mechanical & electrical equipment & II E 4 2 concerning operability 
oJ purge sys isolation valves 

JOHNSTON.W Assislanl Director for Mails & Qual Engineering (Pro 830201) 81/05/ 
12 TEDESCO.R L Assistant Director for Licensing 6pp 30295190*30295 195, 

*•8106020030 Forwards marked up Revisron 1 to F5AR Section 7 re Instrumentation & 
control syssafetyovalualion 

CHECK, PS Assistant Director for PPanl Systems 81/05/27 TEOESCO.RL Assistant 
Director for Licensing 57pp 30295 196 30295 252 

-*8108170432 Forwards list of mcomplele items in Instrumentation & Control Sys Branch 
review to be diacussed during 810810-19 open items resolution meeting m 
Bothesda^MD 

CHECKERS Assistant Director for Plant Systems 81/08/10 TEOESCO.H L Assistant 
Director for Licensing 3pp 30295 254 30295 256 

-8108190195 Forwards agenda for ACflS Waterford 3 Subcommittee 810805 
me Bing Substantive staff support at subcommittoiQ &. 810806 full committee meolings 
are necessary lo get favorable Hr & avoid delays in project schedule W/o end 
’TEDESCO,R,L Ass Isl ant Director tor Licerrsing Bl/07/22 <3RIMES,B NRG No De 
tailed Affiliation Given Ip 30295 253-30295 253 

-8109040008 Forwards Instrumentation & Control Sys Branch suppl omental safety 
evaluation Open Hems include compliance w/IE Bulletin 79 27, monitoring safe 
shutdown, reactor coolant pump shaft break protection & TMf Aclion Item II F 2 
CHECK,PS Asslslant Director for Plant Systems 81/08/12 TEDESCO.RL Assistant 
Director fO'r Licensing lipp 30295 257-30295 267, 

-81 091 00050 Forwards request for adidl info re operational OA program of FSAR for 
transmittal to util Request rellects requirements o1 NUREG 9737, '‘Clarification of TMI 
Action Plan Requirements ” 

HAASS.WP Quality Assurance Branch 81/09/0? TEDESCO.RL Assistant Director 
for Licensing 6pp 30205 268-30295 273 

-8112010174 Summary of 810929 mealing w/util in •Belh05da,MO ro utel plans & sched- 
ule for resolving mgt & staffing problems 

BLACK,S Licensing Branch 3 81/11/03 Licensing Branch 3 Ip 3029S 274- 
30295 274 

-8112210017 Notification of 811208 10 meetings w/uti) in New Orleans, LA to porform 
audit of util mgt qualifications 

BLACK, S Licensing Branch 3. 81/11/30 MIRAGLIA.FJ Licensing Branch 3 Ip 
30295 278 30295 276 

-8203090788 Forwards tnslru menial ion & Control Sys Branch position on remote shut 
down capability for guidance of applicant 

SPEISJP Assistant Director for Reactor Safely 82/02/23 TEDESCO.RL Assistant 
Director for Licensing 3pp 30295 280-30295 282 

-6209180180 Forwards CJ Anderson & CY Liang affidavits re Unresolved Safely Issues 
A-45 & A 4 6, res pec lively. 

SCHROEDEH.F Assistant Director for Generic Projects 82/06/27 NOVAK, T, Assist- 
ant Director for Licensing 14pp 30295 307-30296003 

-8209230041 Forwards TY Chang affidavit re Unresolved Generic Safety Issue A 46 on 
seismic qualifications of equipment Affidavit responds to ASLB order 
JOHNSTON, WV Assistant Director for Malls & Qual Engineering (Pre 830201) 62/ 
08/26 NOVAK, TH Assistant Director for Licensing 6pp 30295 301-30295 306 

-8210950022 Forwards outline o1 open items based on review of util B20625 info sub 
milted in response to Equapmenl Qualification Branch 620118 questions re purge & 
vent valve operabaliN. Hems discussed w/Ebasco on 820727. 

ROS2TOC2t, 2 R Equipmonl Qualification Branch 82/09/09 MIRAGIIA.F Licensing 
Branch 3 3pp. 30296 004 302 96 006 

-8212080563 Forwards list ol Hems requiring verificaUon for SER & supple Based on 
current fuel load schedule, response required by 830301 

NOVAK, TM Assistant Director for Licensing 82/11/29 QAGLIAFIDO,J E Division of 
Restdent, Reactor Project & Engineering Programs 4pp 30296007 30296 010 

-6382160027 Advises of high probability that May 1983 fuel load date may slip unfass 
Immedlate,p 05 itive mgt emphasis placed on project Slippage probablo due to delays in 
submittal ol analyses needed la close out open & cor^tirmalory Items 
KNIGHTON.G. Licensing Branch 3 83/01/28 NOVAK.T. Assistant Director for Lt- 
censing 4pp 30296018-30206 021. 

-6304050541 Forwards 630316 order imposing civil monetary penally for publication in 
FR W/O end 

AXELRAD,JA. Director's Office, Office of inspection and Enforcemenl 93/03/22 
Docketing & Services Branch 1p 30296026-30296026. 

-8304130526 Requests that end comments a questions on util 830127 submittal pro 
posing design changes lo liquid & solid radwaste sys be transmitted lo applicant Tnfo 
required before SEFT can be Issued 

GAMMILL.W P Meteorology & Effluent Treatment Branch. 83/03/28 
KNIGHTON.G W Licensing Branch 3 5pp. 30298 027-30296 031 

-8307200433 Trip repl of 830027-0701 training program audit at site One violation & 
two deviations will be cited against util Observations of inspeclor training audit per- 
formance will be integrated Into training guidelines & cnterla 
BENDER, L. Licensee Qualifications Branch 63/C-7/O0 BOOHER.H R. Licensee Quali- 
fications Branch Ip 30296 058 30296074. 


-8309300069 Rev 2 to "Waterford III SORT Visit Rept (Initial Visit) " 

MACEK.RW EG&G, Inc RUSSELL, MJ , SINGH, J N Idaho National EngineGnng Lab- 
oratory FIN A 6415 EGG EA 5643 R02 83/04/30 NRC - No Detailed AffJlialioni 
Given 56pp 30296 089 30296 144 

-8309300075 "Watorford III SORT Visit Root (Second Visit) ’’ 

SINGH.JN EG&G, fnc MACEK.R W , RUSSEIL.M J Idaho National Engineering Lab- 
oratory EGG-EA-630O 93/08/31 NRC - Ntj Detailed Affiliation Given 40pp 
30296 145 30296 164 

-0310050426 Recommends regions perform const QA evaluations prior to issuance ol 
OL Evaluations should bo porTormeri when const 6 months from completion 
EISENHUT.DG Division of Licensing 83/09/26 DEYOUNG.R C Director's Office. 
Office of Inspection and Enforcement 7pp 30296 18S-3029B238 

-8310050438 Forwards "Summary Rept for Regional Evaluation of Louisiana Power & 
Light Co, Waterford 3*' Updated rept forlhcoming approx 3 months prior to OL & final 
detailed open Hem list 1 month prior to OL 

GAGLIARDO,J E Division of Resident, Reactor Project & Engineering Programs 83/ 
05/31 EISENHUT.DG Division of Licensing Ip 30296 206 30296 238 

-8310050441 "Summary Rept for Regional Evaluation of Louisiana Power & Light 
Co.Waterford 3 " 

* Region 6, Office of Director 83/04/01 32pp 30206 207-30296 238 

-0401200240 Requests that issues raised in 830913 memo re cracked welds & looso 
parts in C E steam generators be considered in insp of facility 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 04/01/13 GAGLIARDO.J fc Division of Resident, Reactor Project & Engi- 
neering Programs Ip 30296 248-30296 250 

-840 1200243 Discusses cracked welds & loose parts fn C-E steam genoralors Regional 
ofes should assure Insp of any C-E stoam generators now at site of facililios not yet 
operating 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 84/01/13 0ISHOP,TW Division of Resident, Reactor Project & Engineering 
Programs 3pp 30296 245-30296 247 

-8403260107 Discusses change to Task Order 001 .requesting that Sperko participate In 
second 2 wks of const assessment team insp Clhango constitutes increaso o! 2 wks 
over original task order 

BAKER^ T Division of QA, Safeguards & Insp Programs (830103 850212) 84/03/14 
SCHLOSSER.L NRC - No Detailed Affiiiation Given Ip 30296 287-30296 287 

-84€ 41 10498 Discusses 840323 exit interview w/uiil & const appraisal loam ro summa 
ry findings of eleclrical.lnslrumentalion, mechanical & clvll/struclural areas, welding & 
NDE efforts, Items preliminary Final rept will provide details 

CRUTCHFIELD, D NRC - No Detailed Afliiiation Given 84/03/29 EISENHUT.DG Di- 
vision of licensing 2pp 30296 290 30296 205, 

-8494120362 Forwards proposed schedule for reaching outstanding licensino decisions 
at facility by Apr Resolulton of allegations re completion of Insp, FSAR SSER.rosponso 
to hearing motions & decision on basemal cracks included 

CRU1CHRELD.0 NRC • No Detailed Affiliation Given 84/03/28 EiSENHUT.DQ Di- 
vision of Licensing 2pp 30296 280 30296 269 

8606200595 Further response lo FOIA request for NRR assessment & all reviews a/or 
comments re integrated program developed to outline near-term OL workloadjper 
EDO 840625 memo Forwards App A documents Memo from EDO to Palladino rot 
found 

FELTON, JM Division of Rules and Records 04/10/19 ADATO,M Union of Con- 
cerned Sclent isls 4pp 30526 001-30525 007 

-8405290008 Requests technical assistance funds be provided to replace funds ex- 
pended to support higher than expected level of effort of contractor. Funds reeded by 
040601 

DENISE, RP, Region 4, Office of Director FIN A-6701 84/05/17. CRUTCHFIELD, D 
NRC • No Detailed Affiliation Gwen 2pp 30525 057-30525 058 

-64Q6290520 Requests $100,000 for Region IV lo complete technical assislance efforts 
for outstanding regulatory actions 

DENTON, H R Office of Nuclear Reactor Regulation, Director 84/06/08 BARRV.L W 
Office of Resource Management, Director 1p 30525 050-30525'056 

-8406200527 Submits mid yr resource estimates fgr near-term OL & operating plan re- 
views for remainder of FY84 Request submitted 840428 should be Irtcreased by $2 5 
million 

DENTON, H R Office of Nuclear Reactor Regulation, Director 84/05/29 BARRY, LW. 
Office of Resource Monagomenl, Director 2pp 30525 010-30525.047 

“04O726O39B Advises that Inlegraled schedules for listed plants developed m accord- 
ance w/840525 memo Finalized & approved schedules will become part of monthly 
rept 

EISENHUT.DG Division of Licensing B4/06/2Q. Region 1, Office of Director 109pp 
30525 165-30525 332 

-0508200629 Responds to 040520 & 0731 memos re FIN Plan Change 14 & technical 
assistance funding needs for NRR.IE & Region IV. Mods lo Div of Licensing FY84 FIN 
Plan listed. 

FUNCHES.J L Planning & Program Analysis Staff. FIN A 0802. 84/08/16 
EISENHUT.DG Division of Licensing Ip 30525 005-30525 005, 

-0605200640 Forwards estimated FY84 funding needs for Comanche Peak, Waterford 
& Wolf Creek, In rospono to 840724 memo re technical assistance 
EISENHUT,D,Q Division of Licensing FINA6B19 84/07/31. PUNCHES, J L Plernina 
& Program Analysis Staff 2 pp 30526 006-30525*007. 


-630S080152 Provides slalus of Instrumentation & Control Sys Branch review of facility 
open Item re emergency feedwater control sysAddI info requested al 830218 
meeting, expected by 0aO225.not received until Way 1983 

HOUSTON, R.W. Assistant Director for Reactor Safety. 83/07/25. NOVAK.T M Assist- 
ant Director for Licensing. Ip, 30296 075 30296 (}86 


>6506200655 Advises that addf technical assistance funds provided to Region IV in 
lorm of financial plan change & allotment from internal agency funding as ol 
84 0702, per 840608 request 

BARRY, LW. Office of Resource Management, Director 84/07/06. DENTON, HR 
Office of Nuclear Reactor Regulation, Director Ip 30526 048-30525*046 


-0309130089 Forwards memo lo assist In providing response lo Region IV concerr^s re 
util slippage m simulator Inslalfation schedule W/o one) 

THOMPSON, H.L. Division of Human Factors Safety. 03/09/01- EISENHUT.DG Divi- 
sion of Licensing, Ip 30296,087-30286.088 


-8505200657 Identifies mgt contacts for listed plants, in response to 840530 memo re 
actions for plants w/naar-lerm licensing aclivity. 

COLLINS.J T. Region 4, Office of Director 84/06/14. DENTON, H R Office of Nuclear 
Reactor Regulation, Director Ip 30525 049-30526*049 
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'3505210133 Forwards OL reviQw mgt rept lor Jul 1964 m status of planb Markup of 
end repl requested 840815 

EISeNHUT.DG DMsion of Licensing 84/07/30 Region 1. Office of Director 128pp 
30526 333-30526 097 


>-8505210196 Requests assistance in ensuring that end plant status repts accurate & 
provide adequate basis for development of near* term OL mgt plans Response re- 
quested by 640501 

DENTON, HR Office of Nuclear Reactor Regulation. Director 84/04/26 Region 1, 
Oflico of Director 79pp 30526 098 30526 176 

“■3506210221 Forwards OL re\/lew mgt rept for Aug 1904 ra status of plants Markup of 
end rept requested by 841005 

EJSENHUT.DG Division of Licensing 84/09/24 Region 1, Office of Director 120pp 
30526177*30526 320 

B60 51 30135 Responds to FOIA request for documents re NRG Const Assessment 
Team insp of facility Fon/vards documents listed in app Documents also avallabla In 
PDR 

FELTON.JM. Division of Rules and Records 04/11/05 BERNABEI.L Govornment 
Accountability Project 7pp 30383 353 30386 191 

-■8505130144 Rev 0 to Procedure ASP-IV‘122, “Site Control & Processing of Defects/ 
Noncompliance Conditions to Louisiana Power & Light Co “ 

PERTUlt.JR Ebasco Services, Inc (subs of bnserch Corp) 83/03/23 15pp 
30384 001-30384.016 

-6505130157 Rev D to Procedure ASP-1 V-70, "Handling of Engineering Discrepancy 
Notices ■’ 

GHEENWELL.R E , MARSHALL, R Ebasco Services, Inc (suba of Enserch Corp ) 
83/10/04 11 pp 30384.040-30304 050 

-6505130161 Rev J to Procedure ASP-lfl-7, "Processing of Nonconformances’* 
LAFORD.H D , MARSHALL.R Ebasco Services, Inc (subs of Enserch Corp.) 83/12/ 
09. 16pp. 30304 051-30384 066 

..8505130171 Rev 0 to SQCP 151-2, "Nonconformance Control - Shop QC Manual" 
BOSWELL, CR Waldlngor Corp 77/05/20 15pp 30384.067-30384 081 

-6505130197 Rev 1 to Procedure AS.P007, “Nonconformances & Corrective Action'* 
* Combustion Engineering, Inc 81/03/11. 15pp 30384*105 30384 119 

-8505130203 Rev 4 to Procedure POP-N 713, “Use of Discrepancy Repts *’ 
MCALLISTER.T.N J A. Jones Construction Co 78/03/27 9pp 30384,120 30384*120 

-8506130204 Rev 4 to Procedure POP-N-703, “Nonconformance Reporting & Correc- 
live Action.” 

MCALLISTER,! N JA Jones Consiructlon Co 70/05/24. 12pp 30384 120 
30384*140 

"8505130206 Rev F to Procedure ES 142, “Nonconformance & Corrective Action.** 
YOUNG.JG., WEAVER,JJ Nuclear Inslallalion Service Co. 81/07/30 14pp. 

30304.141-30384.154 


"650S 130216 Rev 4 to "Procedure for Handling of Nonconformances & Corrective 
Action ■’ 

* Mercury Co of Norwood, Inc 03/06/20 20pp 30384 155 30384*174 


"8605130224 Rev 1 to QAP-104W3, “QA Procedure for Corroclive Action.** 
PENDERGRAST.K., MARTI N.D.L FIschbach & Moore, Inc (subs, of Fischbach Corp) 
80/12/15 lOpp 30384,176-30304 184 


-8505130231 Rev 3 to PR-16 0, “Corrective Action *’ 

CONSTA0LE.R.B,, RONQUILLO.R M Gulf Engineering Co, Inc 81/01/27 Gpp 
30384:185-30384 192 


-8505130246 Rev 0 to Procedure 16, “Procedure for Reporfing Discrepancies 0o1h 
Safety & Nonaafety-Relaled,'* 

SMimP.D., TIPTON.R.D United Slates Steel Corp 70/05/23 7pp. 30384*193- 
30384:190 


"8505130260 Rev F to Procedure T0P-12, *' Nonconformances & Discrepancies’* 
GOnE.J B. Tompklns-aeckwith, Inc 01/03/17 21pp. 30384*200 30364 220, 

-8605130264 Rev 1 to Procedure W3 6, “Nonconformance & Corrective Action.** 
SLINE.R. Slino I ndu si rial Painters, Inc 03/10/18 20pp 30384 233-30304 252 

-8505130271 Rev 6 to Procedure PR 16.0, “Nonconforming Mali or Items “ 
LAPORTE.W.R, RONQUIlLO.R M Gulf Engineering Co., Ino 82/09/21 24pp 
30384*262-30384*285 


E. NRC $afety Evaluation Report (SER), suppfs & correspondence 


6506100006 Further response to FOiA requests did 840223 & 0730. Forwards App B 
documents Documents available In PDR 

FELTON.JM. Division of Rules and Records. 84/10/09, KALER.RJ Gadsby & 
Hannah, app. 30295.056-30295.063 


-6111240160 Forwards list of open & confirmatory Issues which should bo included in 
SER Supp] 2 Schedule for Input.roviow & issuance outlined, 

W(RAGUA,FJ. Licensing Branch 3, 81/11/06 KNtGHT,J,P Assistant Director for 
Comp. & Structures Engineefing (Pre 830201). 3pp 30295 276-30295 277 

-6203020603 Discusses status of SSER Input Section re safe shutdown analysis will be 
provided by 820301 .per 820216 telcon. 

R0SA,F. Instrumentation & Control Systems Branch 82/02/16 MIRAGLIA,FJ. Li- 
censing Branch 3. Ip. 30295.279-30295 279 

-6203100003 Forwards Instrumentation & Control Sys Branch safety evaluation re safe 
shutdown from outside control room 

SPEIS,T P. Assistant Director for Reactor Safety 82/03/02 TEDESCO,R,L Assistant 
Director for Licensing 7pp 30295 283*30295,289. 


-6207220601 Forwards list of status of all open & confirmatory items listed In 
SEH.Jssuanco date for SER.SuppI 4 Is 820730. 

MinAGLIA.RJ. Licensing Branch 3. 82/07/14. HANAUER.S.H. DMsion of Safely 
Technology, 11pp. 30295*290-30295:300. 


-0212070061 Forwards Equipment Qualification Branch input for SSER Inpul covers 
seismic & dynamic qualification of safely related equipment 

JOHNSTON, WV Assistant Direclor for Malls & Qual Engineering (Pre 830201) 82/ 
11/30 NOVAK.TM Assistant Direclor for Licensing 5pp 30296 011-30296 017 

-03O210OS14 Forwards Inslfumentation & Control Sys Branch SSER input re oulsiand 
inn issues on diversity of acluation signals & reactor coolant pump shaft break 
HOUSTON, RW Assislont Director for Reactor Safely 83/02/10 NOVAK.TM Assist- 
ant Direclor for Licensing 4pp 30296 022-30296 026 

-8305260077 Forwards Supp) 5 to SER re thermal hydraulic design & SER Input for util 
response to NUREG‘0737,flGm II F 2, "Inadequate Coro Cooling Inslrumenlalion " 
Correclion to LPD penalty factor required prior to OL issuance 
RUBENSTEIN.L S Assistant Direclor for Core & Plant Systems 83/05/18 NOVAK,! 
Assistant Director for Licensing 23pp 30206 032-30296 057 

-0311140003 Describes various design concerns resulting from emorgoncy feedwater 
sys instrumentation & control review & forwards request for add! info Sys design con- 
cept acceptable Meeting to be held in near future to resolve concerns 
ROSA.F rnslrumentation & Control Systems Branch 83/11/03 KNIGHTON.Q Li- 
censing Branch 3 5pp 30296 239-30296 243 

-0401120136 Forwards updated proposed safeguards license condition & SER inpul re 
suiting from review of rev to security plan Enel withheld from public disciosuro 
MIRAGLIA.FJ Assislani Director for Safety Assessment 03/12/38 NOVAK.TM As 
sistanl Director for Licensing 1p 30296 244-30296 244 


'0404050126 Forwards SSER 6 Input.including Section 4 22 re design evaluation & 
seismic & LOCA foadrng Seismic & LOCA loading issue resolved & license condition 
removed 

RUBENSTEIN.L S Assistant Director for Coro & Plant Systems 84/03/14 
NOVAK, T M Assistant Director for Licensing 10pp. 30298 277 30296 286, 


0506300143 Further response to FOIA request re listed Info & response to appeal re 
lack of response to FOIA roquesl Forwards Apps E & F documents Documents avail 
abje In PDR App F documanls partially/ completely withheld (ref FOIA Exemptions 5,6 

FELTON.JM Division of Rules and Records 85/03/01. GARDE.B P Government Ac- 
countability Pfojoci 1 1pp 30657 200 30657 210. 


-6203040050 Summary of 820210 meeling w/ulil re open SER item concerning fiooding 
In cooling lower areas 

GONZALES, R Hydrologic & Geotechnical Engineering Branch 02/02/18 LEAR.Q 
Hydrologic & Qoolechnlca) Engineering Branch 7pp 30657 21 1 -30667 217 

-8206090238 Forwards SER Input io SuppI 4 re problem of potential flooding of safety 
related equipment In cooling lower areas Input addresses only outstanding item & 
completes safety evaluation 

LEAR,G Hydrologic & Geotechnical Engineering Branch 82/06/03 MIRAGLIA.F Li 
censing Branch 3 2pp 30657 218 3065/ 210 


'8605300232 SSER Inpul ro potenlial flooding of cooling tower areas Roquiremonls of 
GDC 2 met Related Info end 

* Hydrologic & Geotechnical Engineering Branch 82/06/03 7pp 30657 220- 
30657*226 


F, Security, medfcal, emergency & fire protection plans 

8505010414 Forwards description of new permanent emergency operations/ training 
facility, Including design features applicable to use as emergency operations faciiity.per 
020325 commitmont. 

DRUMMOND.FJ Louisiana Power & Light Co 64/07/24 COLLINS.JT Region 4. 
Office of Director. 9pp. 30092 162-30092 190 

8505100006 Further response to FOIA requests did 840223 & 0730. Forwards App B 
documents Documents available In PDR 

FELTON.JM Division of Rules and Records ei/IO/OD KALER.RJ Gadsby & 
Hannah 6pp 30205 056 30295 063. 

-8402150561 Trip rept of 030124 26 site visit re control room habitability HVAC sys ge- 
neric general concerns & overall perspective addressed 

SINQH.B K Auxiliary Systems Branch. 84/02/09 PARR.O D Auxiliary Systems 
Branch 4pp 30296 251 30206 276 

8506090083 Concurs w/plan to relocate backup omorgenev operations facility (EOR to 
New Orleans,LA Final approval of other features of facility & approval of other EOF 
will bo determined during post Implementation appraisal 

KNIGHTON.Q W Licensing Branch 3, 85/04/19 LEDDICK.R S Louisiana Power & 
Light Co. 3pp 30254,004-30254 006 

6505010372 Forwards Insp Rept 50-382/06-11 on 850311 No violation or deviation 
Identified 

JOHNSON, EH Region 4, Office of Director. 85/04/26 LEDDICK.R S Louisiana 
Power & Light Co 2pp 30092 209-30092'213 

-8605010376 Insp Rept 60-302/85-11 on 050311 No violation or deviation noted Major 
areas inspected emergency operations facility. 

HACKNEY.CA. 8AIRD.J 0.. CROSSMAN.WA. Region 4, Office of Direclor 85/04/ 
26 3pp 30092.211-30092:213, 

8605160207 Forwards nonproprlelary & proprietary revised emergency plan 
procedures, Including EP-2-010, "Notitication & Communication” & EP-2 081, “Emer- 
gency Environ Monitoring '* Proprietary procedures withheld 
COOKK V/ Louisiana Power & Light Co 86/05/09. MARTIN, R D Region 4, Office of 
Director. 4pp 30395 259-30396 040, 

-0505150212 Nonprqpriatary revised emergency plan Implemenllng 
procedures.including EP-2-010, “Notification & Communication''^ & EP-2-061, "Emer- 
gency Environ Monltonng '* 

^ Louisiana Power & Light Co. 85/05/09 160pp 30395.203 30396.049 

8505290430 Forwards revs to Vols 1 & 2 of DCRDR summary rept, providing clarifica- 
tions & coffecllng typos 

COOK,KW Louisiana Power & Light Co 65/05/24. KNIGHTON.Q W LIcensInfl 
Branch 3 3pp 30592 1 76 30592 1 77 
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G Ad Judicalary correspondence 

QSOSOIOSIO Responds to 850426 Itr ro pmcecdingNo basis exisis for extending time 
for Joint Inlervenors reply comments Filing must bo received no laler lhan 650506 
SHOEWAKER.C Atomic Safety and Licensing Appeat Panel /f285 785 65/04/30 
BERNABEI.l Joint Interveners Waterford Ip 30090 230 30090 230 

6505020167 Notice ol appearance in proceeding Certificate of Sve end 
WASSERMANAD Louisiana Power & Light Co WASSERWAN.AD Shaw, PiUman, 
Polls & Trowbridge //205 8O3 85/04/30 4pp 30106 270*30106 273 

6505620438 Advises ol Joint fntervenor /eqjeat for extension of 2 wks to respond 1o 
ALA6 BOt if repts stbinitted by appheant will be considered by ASIAB Objects 1o 
repls as unauthorized supplemental argirmenl 

WASSERMANiAD Shaw, Pittman. Potts & Trowbridge WASSERMAN.AD Louisiana 
Power & Light Co if2&5 793 65/04/30 KOHL.CN, JOHNSON.WR . WILBER, HA 
Atomic Safety and Licensing Appeal Panel 4pp 30103 356 30103 359 

8505060405 Notice of appearance at 650530 in camera ex parte proceeding Served on 
850503 

SHOEMAKER.C J Atomic Safely and Licensing Appeal Panel //205 84 1 65/05/02 
Ip 30 164 306*30164 30B 

e50507’0549 Response to NRC & ulil responses to ASLAB 650322 Momorandum & 
Order ALAB 80 1 Motion to reopen record of licensing proceedings for litigation of util 
competence should bo granted Supporting docuniGntallon & sve list end 
BERNABEI.L, SHOHET.C3 Joint Interveners * Waterford #265 80B 85/05/06 
Atomic Safety and Licensing Appeal Panel 57pp 30203 058 30203 114 

8505130148 Advises that time tor Commission to review ALAB 601 expired Commission 
deefired revievir Decision became tmal agency action on 850501 Served on 8S0510 
CHILK.S J Office of tho Secretary of the Commission ^285 028 85/05/09 Atomic 
Safety and Licensing Board Panel 1 p 30274 207-30274 207 

8505280307 Advises that time for Comimissloni to review ALAB 803 expired Commission 
declined review Decision became final agency action on 850S14 Served on 850520 
CHILK.S J Offtcfl of Iho Secretary of the Commission if2QS 030 65/05/17 Alomic 
Safety and Licensing Board Panel tp 30468 045*30468045 


I. Financial Information 


6505210395 Forwards Louisiana Power & Light & Middle South Utils 1984 annual repts 
COOK.KW Louisiana Power & Light Co 85/06/13 KNJGHTON.OW Licensing 
Branch 3 tp 30495 319-30496 048 

-0505210405 "Louisiana Power & Light Co 1904 Annual Rept “ 

CAIN.J M Louisiana Power & Light Co 84/12/31 39pp 30495 320 30495 358 

-8505210411 "Middle South Uliisjnc 1984 Annual Rep!" 

LEW1S.F W Middle South Ulifitlos, Inc - Middle South Energy, Inc 64/12/31 51pp 
30495 359 30496 048 


Pr Operallng license stage documenis & correspondenco 

6665300143 Further response to FOIA request re listed info & response to appeal ro 
lack of response to FOIA request Forwards Apps E & F documenis Documents avail 
abte in PDRApp F documents parlfally/ccmptately withheld (rot FOfA Exemplions 5,6 

FELT0N.J M, Division of Rules and Records 85/03/01 GARDE, B P Governmanl Ac* 
countability Project 1 1pp 30657 200 30657 210 

-8306150629 Forwards drafi response to Congressman Long ro base mat probfom in 
response to Action Conirol Hem 13324 IE concurs w/draft response 
COLLFNS,JT Region 4. Office of Director 83/00/05 DIRCKS.WJ Offico of the Ex- 
ecutive Director for Operations tOpp 30657 229 30657 251 

-0396150833 Highlights status of base mat crack aflejations 
JENQ.DC Structural & Geotschnicai Engrnooring Branch 83/06/12 LEAR.G Struc- 
tural AGeolochnlca! Engineering Branch 2pp 30657 227-30657 251. 

-8405160346 Forwards ovatuallon rept re foundation settlement based on Info obtained 
during 840321,26 & 27 meetings & 840327 site visit Foundation design 
acceptable Summary ol subsurface soil conditions end 

CHEN,JT Structural & Geotechnical Engineering Branch 84/05/01 LEAR.G Struc- 
tural A Geotechnical Engineering Branch 13pp 30657 337-30657 349 

“8409180210 "Allowable Mat Bearing Pressure " 

PAVONE.M Ebasco Services, Inc (subs- of Ensorclh CorpJ 77/04/30 lOpp 
30657 256-30657 265, 

- 8505309256 Rocuosts that program to be ostabllshed will nol cause basemat Issue to 
become pacing iiem Permits use of all available moans to eflocl objective 
KNIGHT.J oWlete codo 84/03/31. LEAR.G NRC - No Detailed Afiriatlon Given 
Ip. 66925 358 66925 360 

-8505300272 Handwnllen request for assessment of possible rebar performance degra- 
dation & possible control measures Forwards malls re corrosion effocl upon rr^ar 
performance Assessmenl must be available by 840413 

LEAR.G NRC - No Detailed Affifiallon Giver) 64/04/02 LIAW.B O, NRC - No Ootalled 
Affiliation Given 45pp 30657-268-30657,310 

-6605300281 Handwntlon request for review of end fl/sl drafi of structural safety 
evaluation Proposes 840423 meeting for paragraph by paragraph discussion to finish 
draft 

JENG.OC. NRC - No OelaiJed Affiifation Given 64/04/19 lEAR.G, NRC - No De- 
tailed Affiliation Given 22pp 30657 311-30557 336 

"8505308501- Handwritten memo forwarding revised draff evaluatfon of structural ade- 

3 uacy S safely evaluation Requests decision re NDT as recommended in revised 
rail Related matls end 

MA.J NRC * No Detailed Affiliation Given 84/04/24, JENG.D NRC - No Detailed Af- 
filiation Given 37pp 30657 350 30 65B 025 

-8505300305 "Review ol Waterford II) Basemat Analysis ’* 

* Brookhaven National Laboratory 64/04/16 12pp. 3065 & 026 30656 037 


--8505306323 "Geotechnical Engineering Evaluation of ConcrolQ Cracking in Basemal" 
CHEN,JT NRC - No Detailed Afliltalion Given 84/05/21 llpp 30656 066 
3065BOD2 

-9505300331 Handwritten memo Informing that 0 Shewmaker advised that three 
brand) personnel needed through 840604 to work on L Shao rept Related matl end 
LEAR.G NRC - No Detailed Aflifiation Given 04/06/01 KNIGHT.J NRC - No De 
tailed Affihatron Given 250pp 30658 083 30659 101 

“•6505300339 Forwards "Evaluation of Concrete in Base mat .Waterford Unit Number 3," 
based on observation of records during 840430*0504 

PHfLLEO.RE PhLIleo, RE. PE 84/05/07 SHAO.LC Division of Engineering Tech 
nology Ip 30659 102-30659 1 02 

• 8S05300345 "Evaluatfon of Concrete in Basemat, Waterford Unit Number 3 " 

PHILLEO.R E Philleo, R E . P E 84/05/07 26pp 30659 103 30659 128 

“S505300351 Forwards "Evafualion of Concrete in Base mat, Water ford Unit Number 3" 
Despite violations of spec requirements during initial concrete pouring, const adequate 
to ensure structural safety 

SHAD.LC Division of Engineering Technology- 84/05/21 CRUTCHFIELO.D NRC * 
No Detailed Afliliation Given 21pp 30659 129*30659 149 

8504030439 TECHNICAL SPECIFICATIONS FOR WATERFORD STEAM ELECTRIC 
STATION UNIT 3 Docket No 50 362 (Louisiana Power And Light Company) 

• Office of Nuefear Reactor Regulation, Director NUREG 1117 65/03/31 504pp 
Available at NRC $10 00 29500 178 29601 321 

8505970241 Forwards Rov 1 to "Evaluation of Potential Adverse Effects of Failure of 
Containment Coalings on Post-Accident Fluid Sys," per util B50227 
commilmerl Explanatory Info on three dimension analysis provided in Sections IM & V 
of rept 

COOK.KW Louisiana Power & Light Co 85/04/25 KNIGHTON.GW Llcensino 
Branch 3 Ip 30160 003 30160 191 

-8505970245 Rev 1 to ‘'Evaluation of Potential Adverse Effects of Failure of Contain 
men! Coatings on Post-Accident Fluid Sys," rept on License Condition 16. 

• Louisiana Power & Light Co 85/04/25 tOOpp 30180 084 30100 191 

6505099352 "Waterford III Project I Rept," informal rept 
BARNES, 8 L EG&G, fnc FIN A-6819 EGG HST 6636 85/04/30 NRC No Delailod 
Affilration Given 12epp 30235 1 59 30235 290 

6504290442 GoAsric Llr 65 07 to all operating reactor licensees re implement all on of 
Inlegrated schedules for plant mods Sve list end 

THOMPSON.H L Division of Licensing 05/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30210 149 30218 170 

8505160599 Notification of 650509 meeling w/uti) in Belhesda.MD to discuss proposed 
mods to steam blowdown sys 

WILSON, JN Llcor^slng Branch 3 05/05/06 KNIGHTON.GW Licensing Brarcti 3 
3pp 30445 233*3 0445 235 

8506150103 Forwards marked up Page 14 2*136 of Amend 18 to FSAR, roffectrrw 
changes In lest Subsocllon 14 2 12331 re control sys checkout. Mega watt dorrand 
setter deleted as test prerequisite because plant design does not have soltor 
COOK.KW Louisiana Power & Light Co 85/05/10 KNIGHTON.GW Licensing 
Branch 3 2pp 30394 202-30394 203 

6505170400 Application for amend to License NPF-3 8, providing add I melhod for sec- 
ondary chemistry control Changos should be granted on emergency basis Foo paid 
lEOOiCK.R-S Louisiana Power & Light Co 85/05/14 KN1GHTON,GW Licensing 
Branchs 0pp 30443.336-30443 357 

“8605170404 Proposed Tech Spec changes.provlding addi method for secondary 
chomistry conlroj 

‘ Loufsiana Power & Light Co 85/05/14 17pp- 30443 341*30443 357 

6505210472 Forwards justifJ cation for continued operation of Borg Warner pneumatic- 
hydraulic aclualor Model PN 39400 for Valves ISI-V1501B & ISf-V1593A QualifIcatKin 
eDmected lo be connpleto by Nov 1985 

COOK,KW Louisiana Power 8 Light Co 85/05/16. KNIGHTON.GW. Llcer^srng 
Branch 3 4pp, 30499 267-30490 270 

6505210420 Forwards marked up FSAR Page 14 2-136,rejlocting charges to injilal tesi 
program, Test Subsaclion 14 2 12331, "Control Sys Checkour’ Change delolos 20% 
reactor power level test 

COOK.KW. Louisiana Power & Light Co B5/05/17 KNIGHTON.GW Licensing 
Branch 3. 2pp 30499 321-30499 322 

8505210106 Generic Hr 05 08 lo all holders of CPs & OLs re 10CFR20 409 termination 
repts - formats 

THOMPSON.H L Division of Lfeensing B5/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30662 292-30682 301 

85052T0122 Generic LCr 85 09 to all Westinghouse PWR licensees & applicanis re Tech 
Specs for Generic Llr 83 28, Item 4 3 

THOMPSON.H L Division of Licensing 85/06/23, Yankee Alomic Eleciric Co 17pp 
30671*334-30671 350 


Q. Inspeclfon reporte. IE Bulletins & correspondence 


8506130135 Responds to FOIA request for documents re NRC Const Assossmoni 
Team Insp of facitity.Forwards documents listed m app Documents also available in 
PDR 

FELTON,JM Oivtsfon of Rules and Records 84/11/06 BERNABEI.L, 
HENDERSON, T. Government Accountability Project 7pp 30383 353*30388,101 

0605010372 Forwards Insp Rept 50-392/86-11 on 850311 No violation or deviation 
fdentified- 

JOHNSON.EH Region 4, Office of Director 85/04/26 LEDDICK.RS Louisiana 
Power & Lfghl Co 2pp 30092 209 30092-213 
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--05O5(HO376 Insp Repi 50 362/85-11 on 050311 No violation or dovialiort noted Major 
areas Enspoctod omerGency oporations facility 

HACKNEY.CA, BAIRO.JB, CROSSMAN.WA Region 4, Office of Directoj' 85/0^17 
25 3pp 30092 211-30092 213 

8&0425O4S2 IE Info Notice 05 034, *‘Heat Tracing Contributes to Corrosion of Slainloss 
Steal Piping ” Svc list end 

JORDAN.t L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/30 Consolidated Edison Co of New York, Inc. I07pp 30115105 
30116 291 

0504250455 IE Info Notice 05 035, "Failure of Air Check Valves to Seal *’ Svc list end 
JORDAN,EL Division of Emergency Preparedness & Engineonng Response (Post 
63Q103) 05/04/30 Consolidated Edison Co of Now York, fnc 108pp 30115077- 
30115 184 

S505060416 IE Info Notice 84-52, SuppI 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, EL Division of Emergency Preparedness & Enginoenng Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338 
30615 347 

8585130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill 
Sion© 2 ’’ Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Yankee Atomic Electric Co 4pp 30848 272-30849 014 

6505290175 En 85 040 on or about 850524, notice of violation & proposed imposition of 
civil penaltioa in amount of $130,000 will be issued to licensee Acllon based on viola 
Hon ro unacceptable quality of end product 

BEACM.AB, AXELRAd.J Director’s Office, Office of Inspection and Enforcemani 
65/05/21 Ip 30590 352 30590.352 


n. PoirfodJc operating reports & related correspondence 


8505030186 "Annual Environ Operating Repl for 1984 " 

DRUMMOND.FJ Louisiana Power & Light Co 05/04/29 KNIGHTON.GW Uconsing 
eranchQ ip 30183 307-30103 307 

8505240052 Monlhlj^ operating rept for Apr 1985 W/050515 Mr 
MILLER.G, COOK.KW Louisiana Power & Light Co 05/04/30 BARRY.LW. Office 
of Resource Management, Director 8pp 30562 163 30562 170 


S Reportnble occurrences, LERs & related correspondence 

8505010450 LER 85 010 00 on 850321 & 22, unit changed modes after two roactor trpps 
v//inoporablo hydrogen analyzer & subsequent survoTlIance on esc core nuclear Inslru- 
rnenlalfon not performed Caused by loss of feedwater flow W/050422 Itr 
HAYES.OD, COOK.KW Louisiana Power & Light Co 85/04/22 5pp 30094 035- 
30094 030 

8S06010559 LER 05 011 00 on 050321, several samples of O 8 H concentration in gas 
decay tank not token Caused by misunderstanding between porsonnoJ Samples sub- 
sequently taken Technicians given new Instructions W/fl50422 Itr 
HAYES.OD, COOK.KW Louisiana Power 8. Light Co 85/04/22 4pp 30094 062- 
30094 06S 

8505080403 Discusses 050220 Inadvertent containment spray actuation & subsoquoni 
evaluation In light of reactor coolant pump seal degradation (rot LER-B5 OOC)Jfisp 
shows.dosplle seal dogradallon, vapor seal Integrity maintained 
COOK.KW Louisiana Power & Light Co 05/04/20 KNIGHTON.GW Licensing 
Branchs 2pp 30226 361-30226 362, 

0505220090 Potentially Reportable Doficency Repl PRD-iaO re failure to mainloln ade- 
quaie documonl control of vendor manuals Initially reported on 040910 Written ropt 
submittal date extended until 850531 

COOK.KW Louisiana Power & Light Co 85/04/29 MARTIN, R.D, Region 4. Office of 
Director ip 30526 359 30526 359 


8505240464 LER 85-015-00 on 850322, during foloasG of boric acid condensate lank 
D, valve misalignment resulted in no process How through process radiation momlor 
PRM IRE-0627 Operations procedures reviewed W/ 050522 Mr 
HAYES.OD. C05k.KW Louisiana Power S Light Co 85/05/22 4pp 30553 264- 
30553 267 

8505300192 Part 21 repl re heat numbers to be added & deleted from Sublist Shoot 
A, based on review of NRC 850424 Itr 

KALE.DR Bonn ey Forge 85/05/24 ANDERSON, WF Director’s Office, Office of In- 
spection and Enforcement 8pp 30622 082-30622 0B9 
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A Appffcatlon/con at ruction stage documents & corraspondence 

6505100006 Furlher response to FOIA requests dtd 040223 & 0730 Forwards App B 
documents Documenia available in PDR 

FELTON,JM Division of Rules and Records 64/10/09 KALER.RJ Gadsby & 
Hannah Bpp 30295 05 S 30295 063 

-8005200864 Discusses RJ Bosnak BO 021 1 monne re Mechanical Ennineenng Branch 
equipment qualification effort & potential for licensing delays Private firm contract pro- 
posal being jpropared 

MATTSON,RJ Division of Systems Safety 80/02/15 DENTON, HR Olfice of NueJo- 
ar Reactor Regulation, Oiroctor Ip 30295 1 07-30295 107 

-BOD5200B68 Informs that Seismic Qualification Review Team schedules re OL applica 
Hons will be delayed due to Naval Research Lab cancellalion of Interagency agree 
ment 

BOSNAK.RJ Mechanical Engineering Branch 80/02/11 WATTSON.BJ Division of 
Systems Safety 2pp 02620071 02626 072 


F Security, medical, emergency & fire protection pfans 

85OaO4'0377 Fonwards application for Amends 65 & 10 to LIconsos NPF-14 & NPF- 
22, respectively, revistng Tech Specs to reflect Gnslto organization changes of health 
physics /chemistry supervisor & radiological supervisor Fee paid 
CURTIS,N W Pennsylvania Power & LIghI Co 85/02/20 SCHWENCER.A Licensing 
Branch 2 2pp 29177 330 29177 345 

“8503040384 Application for Amends 65 & IQ to LIconsos NPF-14 & NPF 22, 
respocMvely, revising Tech Specs to rolled change in rosponsibilitles of health phys 
Ics/chemlst^ supervisor S radiological protection supervisor 

CUHTIS.NW Pennsylvania Power & Light Co 05/02/28 2pp 291 77 336 291 /7 339 

“8503040369 Proposed revs to Tech Specs, reflecting change of responstbilitios of 
health physics/cnemislry supervisor & radiological proleclion supervisor, 

‘ Pennsylvania Power & LIghi Co 65/02728 6pp 29177 340-29177 346 

6 SOS0 103 78 Forwards results of 850310 21 fire protection program audit Supplomonta 
ly info does no1 demonstrate compliance w/ Socilon III G of App R Rov to fire protec 
lion license condition requostod per Generic Ltr 85 01 

NOVAK ,T M Assistant Director for Licensing 85/04/18 CURTIS .N W Pennsylvania 
Power & Light Co 17pp 30100 012 30100 028 

0505020369 Revised emergency plan imptomenlinn nracGduros.incfudlng. Rev 07 to 
tabCe of contents.Rev 27 to forms Index, Rev 3 1o EP-IP 001 ro emergency clasalfica 
lion & Rov 5 to EP-IP002 re emergency mgt notifications 

* Pennsylvania Power & Light Co 85/04/22 552pp 30104 206-30106 117 

6505100490 Summary of 650418 meeting w/util ro implomonlallon of fire proteUion 
plan List of meeting atlondoos S !np repl end 

CAMPAGNONE.M J Licensing Branch 2 85/04/23 Licensing Branch 2, 4pp 
30270 330-30270 34fl 

8505020375 Chango 1-85 493 lo Rov 0 to Procedure EF IP-003, "Emergency Mgl Ro 
sponslbllltlos *’ 

• Pennsylvania Power A Llghl Co 85/04/25. 6pp 30103 322 30103-326 


8605000524 LER 65 012 00 on 650401 .configurallon of flro protection sys in Fire Zone 
27C of reactor auxiliary bldg found not in agreement w/Amend 36 to FSAR Detector 
mstallocf capablo of aulomallcally actuating sprtnkfor sys W/050430 Mr 
STORZ.LF, COOK.KW Louisiana Power & LIghi Co 05/04/30 4pp 30232 103 
30232 106 

9505140013 LER 05 013 00 on 050404, feedwater pump B tripped on low suction 
prossure.Causod by broken yoke Flow orifice added to recirculation line in order to 
limit condonsalG bypass flow to condenser W/050503 Mr 

HAYES.OD, COC3k,KW Louisiana Power & Light Co, 85/05/03 6pp. 30390351- 
30300 355 

8505170236 PNO IV-85 022 on 05O51O,main feedwater pump B sfieared 
coupling, damaging hydraulic line & spraying hydraulic fluid on floor, On 050511,RCS 
leak idenlifiod Possibility of rolalionship between Incidents under review 
CROSSMAN.WA, Region 4, Office of Oiroctor 05/05/13 2pp 30442 149-30442 150 

8505170446 PNO IV 85 021, on 8 50 50 8, operators noticed loud noise when openirkg side 
A steam supply valve lo slart emergency feedwater pump AB for monlhly 
sun/elllanceOn 850509, damage to snubbers 8 several steam line supports observed 
CROSSMAN.WA Region 4. Office of Director, 85/05/13. Ip, 30443 361-30443 361 

8605280128 LER 85-014-00 on 8604 16. reactor protective sys automatically 
aclualod Caused by feedwater pump trip due lo increase In feedwater pump turbine 
drain tank water love). Opera tors cautioned W/050616 Hr 

HAYES.OD. COOK.KW Louisiana Power & Light Co 05/05/15. 4pp 30582 317- 
30582 320 


8505310682 NPDES no ncompl lance notifjcatiomon 8504 11. flow at Outfall 002 exceeded 
max flow of 0 232 MGD Cause unknown On 050421, thermal discharge exceeded 
permit limitation Caused by compensation calculation using full-flow four pump rate. 
SarkHURST.R.P, Louisiana Power & Light Co 85/06/16. KNUDSON.MO, Environ- 
mental Protection Agency 2pp 30662,353-30662.354 


0505020390 Rev 5 to Emergency Plan Implemontlng Procedure EP-IP 002, "Aclion 
Slep.TochnIcal Support Manager " 

‘ Pennsylvania Power & Light Co 85/04/25 2pp 30103 333 30103 334 

050 5020371 Rev 5 to Emergency Plan IriTplemonllng Procedure EP IP 045, "Post AccI 
dent Sampling Sys (PASS) 14,7 Milo das Sampfo’' & Rov 4 to EP IP-040, ’’PASS 
lodlno/PartlcuTate Sample 

• Pennsylvania Power ^ Light Co 85/04/26 Bpp 30106124-30106 132 

8605030640 Forwards Insp Repts BO 387/05-06 & 50 388/05-06 on 850211-15 & no- 
tices of violation & deviation 

EBNETER.SD Region 1, Office ol Director. 85/04/29 KENYON.B D Penn3vlvan.ia 
Pov^er & Light Co 2pp 30130 222-30130 255. 

“8505030556 Insp ReptS 50-307/85 06 & 50 3BG/65-06 on 850211-15 Violation & do 
vlallon noted failure lo maintain & functionally lest fire barrier & failure to perform duct 
faifuro analysis, 

PULLANf.SV, KRASOPOULOS, A. ANDERSON, CJ Region 1, Office of Director 05/ 
04/1-0, 20pp 30130 227 30130 255 

8505100446 Forwards Vols 1 & 2 of "Procedure Generation Package,*' per guidelines of 
NUREG-0737.SuppJ 1 Evalualrons of emergency procedures re ATWS & dovlalions 
from BWR Owners Group emergency program guidalines end 
CURTIS.N,W. Pennsylvania Power & LIgnt Co, 05/05/13 BUTLER.WR, Liconalnn 
Branch 2 27pp 30425 226-30426- ISO 

“8S051B0461 Vols 1 & 2 of "Procedure Generadarj Package” 

^ Pennsylvania Power & Light Co. 85/03/31 SOOpp 30425 253-30426 198 

05O524OOSO Notification ol 850615 meeting w/util In Bethesda.MD to discuss implomen 
taiion of fire protection program 

CAMPAGNONE,M Licensing Branch 2 85/05/13 BUTLER, W.R Licensing Brancli 2 
4pp. 30576 245*30576 248, 
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fl 505300300 Forwards proprtelary rev to Change U to Sectfon 7 4 of physical cecunly 
plaapar G SFDilh lelcon request Rov withheld (ref t0CfR2,790> 

KENYON.BD Pennsylvania Power & Ugh! Co 85/05/17 MURLEYJE Region 1. 
Office of Director 2pp 30622 328 30622 329 


H. General correspondence 

6505240200 Requests delahon of ND Weiss & EB Poser from svc hs( & addition^ of HJ 
Benich 

CURTIS.NW Ponnsylvanfa Power & Light Co 85/05/20. BUTLEH.WR Licensing 
Branch 2 2pp 30554 348-30554 349 


P. Operating license stage documents & correspondence 

6503040377 Forwards applJcalcon for Amends 65 & 18 <o Licenses NPF-14 & NPF 
22.respeciiv0ly,revi5ing Tech Specs to reflect onsife organization changes of health 
physics/chamisiry supervisor & radiological supervisor Fee paid 
CURTIS.N W Pennsylvania Power & Light Co 85/02/28. SCHWENCEH.A Licensing 
Branch 2 2pp 29177 336-29177 345 

«6503040384 Application for Amends 65 & 18 to Licenses NPF't4 & NPF'22. 
respeclivelyjevismg Tech Specs to reflect change in reaponsihilitiea of health phys- 
los/chemlstiy supervisor 6 radiological protection supervisor 

CURTIS.N W Pennsylvar^ia Power & Light Co BS/02/28 2pp 29177:338^29177 339 

-8503040309 Proposed revs lo Tech Specs, rejecting change of responsibfliltes of 
health physic s/c he misliy supervisor & radioloQical protection supenrisor. 

* Pennsylvania Power A Light Co 85/02/28 8pp 29177 340 29177 345 

6505020181 ''Susquehanna Steam Electric Station Unit 1 Display Control Sys (PCS) 
End'Of Cycle Availability RepI tor Fuel Cycle t/' Repl submitted per License Condition 
2C(31)W/a50429llr 

CURTIS.N W. PennsylvanJa Power & Llghl Co 85/04/03 SCHWENCER.A Licensing 
Branch 2 7pp. 30106 274-30106 260 

8505030719 Advises of plans to remove approx 500 cubic yards of sill & aedimonl from 
front of Intake structure in May 1965 Mall wiil be used for fill or soil suppi on station 
site 

FIELDS, JS Pennsylvania Power & Light Co 85/04/24 LEBOOM.T Army, Dept of, 
Corps of Engineers 1 p. 30142 092-30142.092 

6505030722 Requests permission lo discharge 10 cubic yards of river allt & sediment 
from facility discharge diffuser into Susquehanna River.Pfans are to conduci activity in 
190S 

FIELDS, J S Ponnsylvania Power & Light Co 85/04/24 LEEfXDM,!. Army, Dept of. 
Corps of Engineers Ip 30146 004-30146 004. 

6505030387 Forwards cost summary sheet of OL review for Limerick Unit 1 & Susque 
hanna Unit 1 for each program ofc,per 850425 request 

DIGGS.R M License pee Management Branch 85/04/26 BOB8,JT Philadelphia 
Electric Co 3pp. 30163 323-30163 325. 

8505090092 Confirms 850430 telephone authorization for Tech Speo rev per 6504(79 & 
0426 requests License NPF-14 amended 

NOVAKj M Assistant Director for Licensing 85/04/30 CURTfS.N.W Pennsylvania 
Power A Light Co 3pp 30253 367-30253.3S9 

6505090511 Forwards Amend 42 to License NPF-14 & safety evaluation. Amend do 
latea License Condition 20(4J(b) which requires that new stability analysis be provid- 
ed prior to start up following first refueling oulage 

SGHWENCER.A Licensing Branch 2. 85/04/30. CURTIS.N W. Pennsylvania Power & 
UghI Co. 7pp. 30246.018-30246.027. 

'•8505090514 Amend 42 to License NPF- 14. deleting License CondEtion 2C(4)(b) which 
requires that new stability analysis be provided prior to start up following firs! refueling 
outage. 

THOMPSON.HL Division of Licensing 85/04/30 2pp 30248 024-30248.025 


8505170393 Forwards reactor pressure vessel internals steam dryer rept summarizing 
Indications found during Unit 1 refueling outage, per request Indications will not impact 
safe operation of facility Related Info end 

CURTIS.NW Pennsylvania Power & Light Co 85/05/14 BUTLER. W R Licensing 
Branch 2 9Ppp 30443 221-30443 322 

8505260509 Forwards Amends 44 & 11 lo Licenses NPF-14 & NPF- 22. respectivoly & 
safety evafuation Amends change Tech Specs necessary to support automatic do- 
ressurization sys logic mods 

UTLER.WR Licensing Branch 2 85/05/16 CURTIS.NW Pennsylvania Power & 
Light Co 7pp 30606 241-30606 278 

“8505280515 Amends 44 & 11 to Licenses NPF-14 & NPF-22, respectively, Liiangang 
Tech Specs necessary to support automatic depressurization sys logic mods 
BUTLER.WR Licensing Brancn 2 85/05/15 2Qpp 30606 248-30606 275 

“8506260522 Safoty evaluation supporting Amends 44 & 11 lo Licenses NPF-14 & 
NPF-22, respectively 

' Office of Nuclear Reactor Regulation, Director 85/05/15 6pp 30606 276- 
30606278 

8505300406 Informs of preliminary review of licensee response to Generic Ltr B3- 
26Jtem 1 2 re post-trip review Response incomplete In two areas e vatu at eel Draft 
Technical Evaluation Rept SAfC 85/1523-11 end 

BUTLER.WR Licensing Branch 2 85/05/16 CURTfS.NW Pennsylvania Power & 
Light Co 3pp 30651 115-30651 132 

“6505300423 DraU ‘’Review of Licensee &. Applicant Responses lo Generic Ltr 03-2S, 
Item 1 2, "Post-Trip Review Data & Info Capabilities,’ for Susquehanna Steam Electric 
Station, Units 1 & 2," technical evaluation rent 

“ Sciance ApplicatfOns (nlernational Corp (formerly Science Applications, fnc). NRC- 
03 62-096 SAlC-65/ 1523-11 DRFT 85/05/15 NRC • No Detailed Affiliation Given 
15pp 30651:118-30661 132 

8505230267 Responds to 850319 request for addi Info re responses to Goneric Ltr 83 
28, Items 21, 2 226453 Testing of backup scram valves at refueling outage frequan 
cy added to preventative malnt program 

CURTJS.N.VV. Pennsylvania Power & Light Co 85/05/17 BUTLER.W.R Licensing 
Branch 2 5pp 30534153-30534*157 

8605299476 Advises of completion of design mods to walwelf/drywell vacuum breaker 
valves.including Instaflalion of new disc assemblles.inslaflation of new shaft bearing 
caps & renlacemen! of shaft, keys & turnbuckfe w/slronger mails 
CURTfS.NW Pennsylvania Power & Light Co 85/05/22 BUTLER.W Licensing 
Branch 2 Ip 30592 244-30592 244 

6505210106 Generic Ltr 05-08 to all holders of CPa & OLs re 10CFR20 408 termination 
repts • formats 

THOMPSON.H L Divisiori of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282 30682‘301, 


O, Inspection reports, IE Bulletins & correspondence 


8505170060 Partial response lo FOIA request for NRC memos during or since 1903 re 
98 LERa or TMI SALP repl Documents listed In App A end Documents listed in App B 
available In PDR Search for addI records continuing 

FELTON, JM Division of Rules and Records 84^9/14. BARFIELD, K Critical Mase 
Energy Project tOpp 30473.318 30474 180 

“6505170113 Forwards Rev 2 to CY03 SALP schedule Rev updated schedules provid- 
ed fn 821126 memos & 830117 rev SALP input should be submitted per fisted 
instructions Oyster Creek & Susquehanna repts represent quality desired 
STABOSTECKI.R Division of Project & Resident Programs 83/05/13 ALLAN. J M 
Region 1, Office of Director. 2pp 30474 025-30474 047 


“6505090519 Safety evaluation supporting Amend 42 to License NPF-14 

• NRC - No Detaifed Affiliation Given 66/04/30. 2pp 30246 026-30248 027 

6504290442 Generic Ltr 85-07 to all operating reactor licensees re implementation of 
Integrated schedules for plant mods Svc Ifst end. 

TH(5MPS0N,H L Division of Licensing. 85/05/02 Consolidated Edison Co of New 
York, fnc 22pp 3021 8-1 49-3921 8 170 

6505070345 Requests that refs to proposed Action 37 fn Amends 61 & IS to Licenses 
NPF-14 & NPp*22.r0specUvefv,ra trip funclion of manual inhibit switch be removed 
from further consideration item will be resubmitted 

CURTfS.NW. Pennsylvania Power & Light Co. 85/05/03 SCHWENCER.A Licensing 
Branch 2 1 p. 30 1 77 247-30 1 7 7,247. 

6505160346 Forwards Amend 43 to License NPF-14 & safety evaluation. Amend revises 
Tech Specs re source-range monitor operability during reloading or offloading of entire 
core when core contains Irradiated fuel. 

SCHWENCER,A Licensing Branch 2. 65/05/03. CURTIS.N.W Pennsylvania Power & 
Light Co. 3pp. 30449 915 30449.935 

“6505160353 Amend 43 to License NPF-14,rd vising Tech Specs re source- range moni- 
tor operability during reloading or offloading of entire core when core contains Irradiat- 
ed fuel 

SCHWENCER,A. Licensing Branch 2. 8S/O5/03 1 1pp. 30449 016 30449.028. 

“6505160357 Safety evaluation supporting Amend 43 lo License NPF-14. 

* Offica of Nuclear Reactor Regulation, Dfreclor. 85/05/03. 7pp, 30449.029- 
30440.035. 

8506230290 Confijrms 850506 telcon re plans lor faking sewage traalmenl plant Beds 1 
& 2 out of svc lor malnt of facility beginning wk of 850506. 

FIELDS.JS. Pennsylvania Power & Light Co. 85/95/07 LEHMAN, S. Pennsylvania, 
Commonwealth of. Ip. 30538*31 4-30538 314. 


8505030009 Forwards Exam Repts 50-387/84-33 & 50-388/84-40 on 841010 12 
KISTER.HB Region 1, Office of Director 85/04/02 KENYON.BD Pennsylvania 
Power 61 Lfghl Co. 2pp 30147 136-30147 193 

“8 5 05030011 Exam Repts 50-387/84-33 & 50-388/84-40 administered on 841010- 
12 Exam resullsvory satisfactory, indicating that requalificalion (raining program very 
strong 

BERBY.J., KELLER, R M, KISTER.HB Region 1, Office of Director 85/04/02 56pp 
30147 138 30147*193. 

8505080024 Forwards Insp Repts 60 387/85-04 & 50-380/85-05 on 850128 0201 No 
violations noted 

EBNETER.SD Region 1, Office of Director. 85/04/22. KENYON, B.D Pennsylvania 
Power & Llghl Co 2pp 30183*329-30183 335 

“8505060027 Insp Repta 60 307/85 04 & 50-360/85 05 on 850128 0201 No violations 
noted Major areas Inspected'const of new emergency diesel generator bfdg.QA activi- 
ties & corrective actions by contractor for nonconforming conditions. 

VARELA, A A, DUnR,J.P Region 1, Office of Director 85/04/19 5pp. 30183 331- 
30183*335. 

6505030540 Forwards Insp Repts 50-387/85 06 & 50-388/85-06 on 850211-16 & no- 
tices of Vfolallon & deviation, 

EBNETER.S D Region 1, Office of Director 85/04/29 KEN YON, B.D Pennsylvania 
Power a Light Co 2pp. 301 30 222-301 30.255 

“8505030546 Notice of violation from Insp on 850211-15 
^ Region 1, Office of Director 85/04/29. 2pp 30130*224-30130 225 

“8505030549 Notice of deviation from Insp on 850211-16 
• Region 1, Office of Director 85/04/29 ip 30130 226-30130.226 


6505S20269 Provides addi fnfo re discharges of photoproceasing wastewater per 
850227 talcen Waste from weld X-raye dis^arged to sewage (reatmieni pfant for 60 
days baglnnSng esosoS.Waste from chesi X-rays stored In 66 gallon drums 
FIELDS,J.S. Pennsylvania Power & Light Co 85/OS/Ofl. KOVAL, P, Pennsylvania, 
Commonwealth of. 5pp 30539: 175-30530' 180 


“8505030555 Insp Repts 60-307/85 06 & 50-388/85-06 on 850211-15 Violation A de- 
vfalfon noted-failure to maintain & functionally test fire barrfer & failure to perform duct 
failure analysis 

PULLANI.S.V., KRASOPOULOS.A., ANDERSON, CJ. Region 1. Office of Director 86/ 
04/10. 29pp. 301 30 227-30 1 30*265. 
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8504250452 IH Info Notice 05 034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc list end 

JOHDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115185 
30115 291 

8604250455 IE Info Notice 05-035, “’Failure of Air Check Valves to Seat ’’ Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 06/04/30 Consolidated Edison Co of New York, Inc lOBpp 30115 077- 
30115 104 

0SO50B0316 Forwards response to GE Significant Info Hr 402, "Wolwell/ Drywell fnert 
ing," superseding 040925 response Visual insp of Unit 1 drywell ponotratfons & sur 
rounding equipment porformed No evidence of cracking found 
CURTt^NW Pennsylvania Power & Light Co 85/05/01 SCHWENCER.A Licensing 
Branch2 7pp 30155 135-30155 141 

8S05290231 Responds to NRC 850402 Itr re violations noted in Insp Repts 50-387/85 
07 & 60-388/85 07 Correclive actions togs hung on svc air drops & breathing air linos 
(or 10 DEL-MONOX units Personnel training will be completed by B50515 
KENYON, BD Pennsylvania Power & Lrghl Co B5/05/02 MARTIN,! T Region 1, 
OfliCG of Director 2pp 30619 220-30619 221 

8505170383 Forwards foe for NRC reviews of inservico insp plan for Unit 2.feodwator 
bypass foakage limits & Instrumentation for detection of inadequate core cooling 
CURTfS.N.W Ponnsyivnnia Power & Light Co 85/05/03 DIGGS,R M License Fee 
Managomonl Branch Ip 30443 217-30443 217 

8SOS060418 IE Info Notice 04 52,5uppl 1, "Inadequate Mail Procurement Controls on 
Part of Llcofisoos & Vendors " 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/05/00 Consolidated Edison Co of Now York, Inc lOpp 30615 338 
30615 347 

8605200442 Forwards Safety Insp RopI 50 387/85-10 on 050311-22 No violation noted 
EBNETER.SD Rogfon 1. Office of Director 85/05/14 KENYON.BO Pennsylvania 
Power & Light Co 2pp 30471 038-30471 048 

-8505200449 Insp Ropt 50 387/85 10 on 050311-22 No violallon or deviation 
noted Major areas inspectod Inservico Insp actlvities.lnclirding program rovifiw,review 
ot videotapes on in vessel insps & rovlow of data & NOE procedures 
MCBREARTY,RA, DURRJ.P Region 1, Office of Director 85/05/13 9pp 
30471 040 30471 048 

8605210464 Forwards Special Insp Repts 50 307/85-16 & 50-308/85 15 on 050422- 
0500 Violation & deviation noted Enforcement conference scheduled to discuss Inop- 
e/ahllily of ono foop of emergency & RHH svc water 

STAROSTECKI.R Region 1, Office of Director 05/05/17 KENYON,B D Pennsylva- 
nia Power & Light Co 2pp 30490 244 30499 265 

-8605210469 Special Insp Repts 50 307/85-16 & 50 308/85 15 on 050422 0508 Viola- 
tion & deviation noted late surveillance identified on emergency svc water sys & lack 
of Indication identiliod in FSAR & Reg Guido 1 106 

JACOBS, n K , PLISCO,L R , STROSNIDER.J Region 1, Office of Director 65/05/16 
20pp 30499 246 30499 265 

850S240481 Forwards Insp Ropt 50 387/85 13 on 050408 12 No violations noted 
EBNETER.SD Region 1, Office of Director 65/05/21 KENYON.BO Pennsylvania 
Power & Light Co 2pp 30653 268 30553 280 

-8505240484 Insp Ropt 50-307/05-13 on 850400-12 No violalions or doviatlons 
noted Major areas Inspectod repair of reactor pressure vosso) steam dryer assembly & 
support brackets & QA/QC activities related to repair 

REYNOLDS.SD, DURR.J Region 1, Office of Director 06/05/13 lipp 30653*270 
30553,280 


R. Periodic operating reports & related correspondence 

Q505020337 Quarterly hazardous waste repi for Jan Mar 1985 W/050415 ftr 
HANSELL.JB Pennsylvania Power & Light Co 85/03/31 4pp 30117 199-30117 202 

0605000516 Forwards corroded NPDES discharge monitoring ropt for Feb 1905 & 
NPDES discharge monlloring ropt for Mar 1905 Data & violations for Outfalls 271 & 
070 described 

FIELDS.JS Pennsylvania Power & Light Co 85/04/26 KOVAL.P Pennsylvania, 
Commonwealth of 2pp 30226 120-30226.138. 

-8505060626 Corroded "NPDES Discharge Monitoring Rent, Feb 1905 ’’ 

‘ Pennsylvania Power & Light Co 05/02/20 2pp 30226 122-30226 123 

-8S050B0532 "NPDES Discharge Monlloring Rept.Mar 1905 

• Pennsylvania Power & Light Co 85/03/31 15pp 30226 124-30226 138 

8505130194 Forwards "Radiological Environ Monitoring Program, 1984 Annual Ropt" & 
"Annual Environ Operating Ropt (Nonradlological),19B4 " 

KENYON.BO Pennsylvania Power & Light Co 85/04/30. MURLEY.JE Region 1. 
Office of DIfoglor Ip 30273 001-30273 345 

-$505130201 "Radiological Environ Monitoring Program,1004 Annual Repl " 

* Toledyno Isotopes. 84/12/31. 230pp 30273 002-30273 231. 

-S505130227 "Annual Environ Operating Rept (Nonrac}lologlcal),1984." 

FIELDS.JS., SHANK,KE. DOTY.R L Pennsylvania Power & Light Co 84/12/31 
114pp. 30273 232-30273*345. 

8505220117 "Drinking Water Monlloring Repl for Apr 1985," W/650506 Hr 
FIELDS.J.S. Pennsylvania Power & Light Co 86/04/30 2pp 30528 362-30528.363. 


S, Reportable occurrences, LERa & related correspondence 

8505090329 Further response to FOIA req^uest for all memos written by NRC during or 
since 1983 re 96 LERs & SALP for TMI.Forwards documents listed in Apps A,B & 
C Documents also placed In PDR. 

FELTON. J M Division of Rules and Records 84/10/02 BARFIELD.K Critical Mass 
Energy Project 6pp 30248 034-30248*046 


-8506090450 Forwards proposed task interface agreement re lack of annunciatron/indi 
cation of motor operated valve inoperability duo fo thermal overload bypass circuit 
doslgn Potential for generic problem w/design noted 

STAROSTECKI.R Division of Project & Resident Programs 83/10/20 
EISENHUT,D G Division of Licensing JORDAN.J L Division of Engineering & Quality 
Assurance {Pre 830103) 2pp 30240 288-30248 295 

-8505090457 Discusses potential generic Issue re motor operated valve thermal over- 
load bypass circuitry annuciator design AN existing dc & ac valve motors inspected & 
found satisfactory 

KELLY.G NRC - No Detailed Affiliation Given 03/10/19 GREENMAN.EQ NRC - No 
Detailed Affiliation Given 7pp 30248 296-30248 306 

6505010005 Nclifios that plant surface water supply {PWS 2400998) temporarily re 
placed by groundwater supply (PWS 2400994) to facilitate repair of water treatment 
eouipmont which began on 050414 

FIELDS.JS Pennsylvania Power & Light Co 05/04/17 LABUZ.J P Pennsylvania, 
Commonwealth of Ip 30094101-30094 101 

0505030712 LER 85 011 00 on 850323 & 0402, refuel floor radiation monitors tripped & 
started ESF sys Caused by radiographic testing ESF starts unavoidable due to dolec 
tor location near testing Testing suspended & HVAC sys restored W/8S0425 Itr 
KUeZYNSKI.L A , KEISER.H W Pennsylvania Power & Light Co 85/04/25 5pp 
30142 334-30142 338 

6605020204 LER 04 011 01 on 840301,two Initiations of control room emergency out- 
side air supply sys & standby gas treatment sys occurred Caused by voltage drop & 
incorrect removal of test jumper cables W/850426 Hr 

GANDENBERGER.D , KEtSER.H W Pennsylvania Power & Light Co 05/04/26 3pp 
30106 283-30106 285 

8506210628 Special rept'on 850329, diosol generator C automalfcally starled then 
tripped on ovorspoed (Jaused by broken lug on positive terminal at 125 volt dc distri- 
bution panel 1D634 breaker 05 terminal lug replaced 

KEISER.H W Pennsylvania Power & Light Co 85/04/30 MURLEY.TE Region 1, 
Office of Director 2pp 30514 179-30514 180 

85052406S5 LER 85 015 00 on 04 121 3, portions of upper cable spreading room structur- 
al stool found w/o requisite 3 h fire proofing Caused by Intontronal cutouts 1o facllilate 
Installation Rro watch established on 050409 W/850510 Hr 
KUCZVNSKf.LA, KEISER.H W Pennsylvania Power & Light Co 65/05/10 2pp 
30561 347 30561 348 

6505290567 LER 85 014-00.on 0504 13, loss of power iniliated isolation of HVAC Zone 
Ilf & started standby gas treatment sys & control room emergency outside air supply 
sys Train A Caused by open circuit breaker Breaker closed W/050514 Hr 
K^JCZYNSKI.L A , KEISER.H W Pennsylvania Power & Light Co 85/05/14 2pp 
30618*296 30618 207 


V. Operator Examinations 

6505030009 Forwards Exam Repts 50-387/84-33 & 50 380/84 40 on 841010-12 
KISTER.H0 Region 1, Office of Director 85/04/02 KENYON, DD Pennsylvania 
Power & Light Co 2pp 30147 136 30147 193 

-8505030011 Exam Ropls 50 387/84 33 & 60-308/04-40 administered on 041010 
12 Exam results very satlsfactoryjndfcaling that requalificallon training program very 
strong 

0ERRY.J, KELLER.RM, KISTER.H B Region 1. Office of Director 85/04/02 56pp 
30147 130 30147 193. 


DOCKET 60-368 SUSQUEHANNA STEAM ELECTRIC STATfON, UNIT 2 


A. Applicallon/conatructlon stage documents & correspondence 

8606100006 Further response to FOIA requests did 840223 & 0730 Forwards App B 
documonts Documents available In PDR 

FELTON, J.M Division of Rules and Records 04/10/00 KALER.RJ Gadsby & 
Hannah Opp 30296*056 30295 063 

-8006200864 Discusses RJ Bosnak 80021 1 memo re Mechanical Engineering Branch 
equipment qualification effort & potential for licensing delays Private firm contract pro 
posal being prepared 

MATTSOliRJ Division of Systems Safety 00/02/15 DENTON.HR Office of Nude 
ar Reactor Regulation, Director 1p 30205 107-30295.107 

-6006200660 Informs that Seismic Qualification Review Team schodufos re OL applica- 
tions will bo delayod due to Naval Research Lab cancellation of interagency agree- 
ment 

BOSNAK, RJ Mechanical Engineering Branch 80/02/11, MATTSON, RJ Division of 
Systems Safety 2pp 02020 071-02628 072 

-8103200412 Forwards Equipment Qualiftcalion Branch request for addi info re review 
of seismic & dynamic qualification of equipment for OL applications Submits tenlalive 
review scheduie.based upon receipt of applicants’ responses 
NOONAN.VS Assistant Director for Malls & Qua! Engineering (Pro 830201) 81/03/ 
16 TEDESCO,RL Assistant Director for Licensing lOpp 30295*114-30295 123 


F. Seourtty, medical, emergency & fire protection plans 

8S03040377 Forwards application for Amends 65 & 18 to Licenses NPF-14 & NPF- 
22, respectively, revising Tech Specs to reflect onsite organization changes ol health 
physlcs/chemlstry supervisor & radiological supervisor Feo paid. 

CURT1S,N W Pennsylvania Power & Light Co. 06/02/20 SCHWENCER.A Licensing 
Branch 2 2pp 29177 336-29177*345 

-8503040364 Application for Amends 65 & 18 to Licenses NPF-14 & NPF-22, 
respeclively.revlsing Tech Specs to reflect change in responsibilities of health phys- 
Ics/chemlslry supervisor & radiological protection supervisor, 

CURTIS, N.W, Pennsylvania Power & Light Co 85/02/28 2pp 29177 338 29177*339 
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-8501040389 Proposed revs to Tech Spccs/afJecling change of re&ponsibiimes of 
health physics /c he mss fry supervisor & radiological protecUon supervjsor 

* Pennsylvania Power & i-ight Co 85/02/28 6pp 29177 340 29177 345 

8505010378 Forwards results of 650318 21 fire protection program audht Suppfementa 
ry info does no! cJemonstrale compliance w/ Seclion III G of App fl Hev to fire pro tec 
Iron license condition requested per Generic Ltr 85 01 

NOVAK, TM Assistant Director lor Licensmg 86/84/18 CURTIS, NW Pennsylvania 
Power & Light Co 17pp 30100 012-30100 028 

85051004^0 Summary of 850418 mealing w/ulil re Implemenlalion of fire protection 
plan List of meeting altendees & trip repi end 

CAMPAGNONE.M J Licensing Branch 2 65/04/23 Licensing Branch 2 4pp 
30270 330 30270 348 

8505020376 Change 1 85 493 to Rev 0 to Procedure EP-IP-003, "Emergency Mgt Re 
sponsi bill ties ” 

* Pennsylvania Powers Light Co 65/04/25 Spp 30103 322-30103 326 

0505020390 Rev 5 to Emergency Plan Implamentmg Procedure EP-JP002, “Action 
Step, Technical Support Manager “ 

* Pennsylvania Power & Light Co 85/04/25 2pp 30103 333 30103 334 

8505020371 flov S lo Emergency PJan fmplemenlmg Frocedu’fo EP4P-045, "Post Acci 
danl Sampling Sys (PASS^I 14 7 Mile Gas Sample^ & Rev 4 to EP-IP046, "PASS 
lodine/ParlicuTate Sample 

* Pennsylvania Power & Ligh.1 Co 85/04/26 8pp 30106 124 30106 132 

8505030540 Forwards Insp Repts 60 387/65 06 & 50 308/05 06 on 050211-15 &. no- 
tices of vrolatlon & deviation 

EBNETER,SD Region 1, Office of Director 85/04/29 KENYON.B D, Pennsylvania 
Power & Light Co 2pp 30130 222-30130 265 

-8505030555 Insp Repts 50-367/85 06 & 50 388/85 06 on 850211-16 Violation & de- 
viation noted failure to maintain S functionally test fire barrier & failure to porform duct 
failure analysis 

PULLANI.SV Regton 1, Office of Director 85/04/10 29pp 30130 227-30130 255 

8605160446 Forwards Vols 1 & 2 of “Procedure GeneralPon Package," per guidelines of 
NUREG 0737,Suppl 1 Evalualfons of emergency procedures re ATWS * deviations 
from QWR Owners Group emergency program guidelines end 
CURTfS.NW Pennsylvania Power & Light Co 85/05/13 BUTLER, WR Licensing 
Branch 2 27pp 30425 228-30426198 

« a 605 160451 Vols 1 & 2 of "Procedure Generation Package 

* Pennsylvania Power & Light Co 65/03/31. 300pp 30425253 30428 198 

8505240030 Notification of 850515 meeting w/util In Bethesda.MD fo discuss Imptemen 
tall on oHire protecliop program 

CAMPAGNONE.M Licensing Branch 2 85/05/13 BUTLER, W R, Licensing Branch 2 
4pp 30576 245-30576 248 

8505300300 Forwards proprietary rev to Change U to Section 7 4 of physical security 
pla9,per G Smith telcon request Rev withheld (ref 10CFR2 7B0) 

KENYON.B D Pennsylvania Power & Light Co 85/05/17 MURLEY.TE. Region 1, 
Office of Director 2pp 30622 328-30622 329 


H. General coriespondence 

85O524O2O0 Requests deletion of ND Weiss & EB Poser from five list & addition of RJ 
Benich 

CURTIS.NW Pennsylvania Power A Light Co 85/05/20, BUTLER.WR Licensing 
Branch 2 2pp 30554 348-30554 349 


P. Operating license stage documents & correspondence 

8503040377 Forwards application fd/ Amends 65 & 18 to Licenses NPF-14 & NPF- 
22, re spec lively, re vising Tech Specs to reflect onsite organization changes of health 
physics /chemistry supervisor & radiological supervisor Foe paid 
CURTIS, NW Pennsylvania Power & Light Co 85/02/28 5CHWENCEB,A Lfcensing 
Branch 2 2pp 29177 336 29177 345 

-8503040384 Application for Amends 65 & 18 to Licenses NPF- 14 & NPF-22, 
respecllvely/e vising Tech Specs to reflect change in responsibilities of health phys- 
ics/chemlslrv supervisor & radiological protection supervisor, 

CURTIS, Nw Pennsylvania Power & Light Co 85/02/28 2pp 29177 338-29177*339, 

-8503040389 Proposed revs lo Tech Specs.refledmg change of responsibilities of 
health physics/ chemistry supervisor & radiological protection supervisor 
* PennsyNanla Power & Light Co 85/02/28 6pp 29177 340 29177 345 

850 S 0307 19 Advises of plans to remove approx 500 cubic yards of sill & sediment from 
front of intake slruclure In May 1985 Mall will be used for fill or soil euppi on station 
site. 

FIELDS.JS. Pennsylvania Power & Light Co B5/04/24 LEEDOM.T Army, Dept of. 
Corps of Engineers tp 30142092-30142 092 

850 50 3 0722 Requests permission to discharge 10 cubic yards of river silt & sediment 
from facility discharge diffuser Into Susquehanna River Plans are to conduct activity in 
May 1SB5 

fields, JS. Pennsylvania Power & LfghI Co 05/04/24 LEEDOM.T Army, Oepl of, 
Corps of Engineers Ip 30146.004-30146 004, 

6504290442 Generic Lfr 85 07 to alf ^eraling reactor licensees re impleinantatioji of 
integrated schedules for plant mods sve list encf 

THOMPSON, KL Division of Licensing, 85/05/02 Consolidalsd Edison Co of New 
York, Inc, 22pp 30218 149-30218:170 

8505070345 Requests that refs to proposed Action 37 In Amends 61 & 15 lo Licenses 
NPF‘14 A NPF-22, respectively, re trip function of manual inhibit switch be removed 
from further consideration flem will be resubmitted 

CURTIS, N,W Pennsylvania Power A Lfght Co. 85/05/03 SCHWENCER.A, Licensing 
Branch 2. Ip, 30177-247-301 77*247, 


8605230290 Conlirms 650506 telcon re plans for taking sewage treatment plant Bods 1 
& 2 out of SVC for mainl of facility beginning wk of 850506 

FIELDS.JS Pennsylvania Power & Light Co 05/05/07 LEHMAN.S Pennsylvania. 
Commonwealth of Ip 30536 314*30538 314 

S6OS220269 Provides add I mfo ro discharges of photo processing wastewater per 
8S0227 (elcon Waste from weld X-rays discharged lo sewage troalment plant for 60 
days beginning 850305 Waste from chest X-rays stored (n 55 gallon drums 
FIELDS.JS Pennsylvania Power & Llg^ht Co 05/05/08 KOVAL.P PonnsyCvanla, 
Commonwoallh of 5pp 30530 175 30530 180 

8S05280509 Forwards Amends 44 & 11 to Licenses NPF-14 & NPF-22, raspeclivery A 
safety evaluation Amends change Tech Specs necessary to support automatic do 
pressurization sys logic mods 

BUTLER.WR Lfcensing Branch 2 85/05/15 CURTIS.NW Pennsylvania Power & 
Light Co 7pp 30606 241-30606 278 

-6505260515 Amends 44 A 11 to Licenses NPF-14 & NPF‘2 2, respectively, changing 
Tech Specs necessary to support automatic depressurizalion sys logic moos 
BUTLER. W R Licensing Branch 2 85/05/15 28pp, 30606 248 30606 275 

-6505280522 Safely evaluation supporting Amends 44 & 11 to Licenses NPF-t4 & 
NPF-22, respectively 

* Office of Nuclear Reactor Regulation, Director 85/05/15 Spp 30606 276 
30606 270. 

8505300406 Informs of pretimlnaiy review of licensee response to Generic Ur 83- 
28,llen> 1 2 to post-lnp review Response Incomplete In Iwo areas evaluated Draft 
Technical Evaluation Rept SAIC 85/1523-1 1 end 

BUTLER.WR Licensing Branch 2 85/05/15 CURTIS.NW Pennsylvania Power & 
Light Co 3pp 30651 115-30661 132 

-8505300423 Draft "Review of Licensee & Applicant Responses lo Generic Ltr 63-28, 
Item 1 2, "Post-Trip Review Data & Info Capabilities,’ for Susquehanna Steam Electric 
Station, Unlls 1 & 2," technical evaluation rept 

* Science Applications International Corp (formerly Scionco Applications, Inc ) NRC 
03-02-096 SAIC 65/1 523-11 DRFT, 05/05/15 NRC - No Detailed Affiliation Givon 
15pp 30651 118-30651 132 

6505230267 Responds to 850319 request for addi info re responses to Generic Ltr 83 
28, Items 21,2228453 Testing or backup scram valves at refueling outage frequon 
cy added lo preventative mainl program 

CURTIS.NW. Pennsylvania Power & Light Co 85/05/17 BUTLER.WR Licensing 
Branch 2 5pp 30534 163-30534 167 

8605210108 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 400 termination 
repts - formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co ol Now 
York, Inc, 20pp 30682 262-30682 301 


O. Inspection reports, IE Bulletins & correspondence 


6505170080 Partial response lo FOIA request for NRC memos during or since 1983 ro 
06 LERs or TMI SALP rept Documents listed In App A end Documents fisted in App D 
available in PDR Search for addI records continuing, 

FELTON, JM Division of Rules and Records 84/09/14 BARFIELD.K Cnflcal Mass 
Energy Project lOpp 30473 318-30474 1 80 

-6605170113 Forwards Rev 2 lo CYB3 SALP schedule Rev updated schedules provid 
ed fn 821126 memos & 830117 rev SALP Input should be submitted par listed 
Instructions Oyster Greek & Susquehanna repts represent quality desired 
STAROSTECKLR Division of Project & Resident Programs 83/05/13 ALLAN, JM. 
Region 1, Office of Director 2pp 30474 025 30474 047. 

6505150266 Responds lo NRC 850304 ltr re violations noted in Insp R^l 50 388/65- 
02 Corrective actions test exception repts for ST-B4-6 (IBS) & ST-110 4 (186) 
prdpared.approved & closed per startup test program administrative procedures 
KENYON.B D. Pennsylvania Power A Light Co 85/04/01 EBNETER.SD Region 1, 
Office of Director. 2pp 30399 001-30309 002 

8505030009 Forwards Exam Repts 50-387/64-33 & 50-398/84-40 on 841010*12 
KISTER.HB Region 1, Office of Director 85/04/02 KENYON.B D. Pennsylvania 
Power A Light Co 2pp. 30147 136-301 47-1 93. 

-8505030011 Exam Repts 50-387/84-33 & 60-388/84-40 administered on 041010- 
12 Exam results very salisfactory.lndicating lhat requallficalion training program very 
strong 

BERRY.J . KELLER, R M , KISTBR.H B Region 1, Office of Director. 05/04/02 B6pp 
30147 138-30147.193. 

8506060024 Forwards Insp Repts 50-387/85 04 & 50-388/85 05 on 850120 0201 No 
viofatlons noted 

EBNETER.S D. Region 1. Office of Director 85/04/22 KENYON.B D. Pennsylvania 
Power & Light Co, 2pp. 30183 329 30183.335 

-6505060027 Insp Repts 50 387/85 04 A 50-388/85 05 on 8501 28 0201 No violations 
noted Major areas Inspected const of new emergency diesel generator bldg.QA activi- 
ties A correclivo actions by contractor for nonconforming conoitlons, 

YARELA,AA, OURR.J P Region 1, Office of Director 85/04/19, Spp. 30183 331- 
90103 335. 

6505030540 Forwards Insp Repts 50-387/85 06 A 60-388/86-06 on 05021 1*15 A no- 
tices of violation A deviation, 

EBNETER.S D Region 1, Office of Director 85/04/29, KENYON.B D, Pennsylvania 
Power A Light Co 2pp. 30130 222-30190 255. 

-8505030546 Notice of violation from Insp on 86021 1-16, 

* Region 1, Office of Director 85/04/29 2pp. 30130 224-30130.226 

-8505030549 Nollce of deviation from Insp on 860211-15 
^ Region 1, Office ol Director 85/04/29, Ip 30130 226-30130.226 
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■■8605030555 Insp Repta 50 307/05 06 & 50-388/85 06 on 05021 1 15 Violalton & de 
vlation noted fatturo to maintain & functionary test firo barnor & failure to perform duct 
failure analysis 

PULLANI.S V , KRASOPOULOS.A , ANDERSON, CJ Region 1. Office of Director 85/ 
04/10 29pp 30130 227-30130 255 

8504250452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Stool Piping Svc fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response {Post 
830103) B5/04/30 Consolidated Edison Co of New York, Inc 107pp 30115 165 

30115 291 

S5042S0455 IE Info Notice 85 035, "Failure of Air Check Valves to Seat " Svc list enci 
JORDAN.E L Division of Emergency Preparedness & Englnoering Response (Posi 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc f08pp 30115 077- 

30116 184 

9505060316 Forwards response to GE Significant Info Ltr 402, "Wetwall/ Dryweil Inert- 
ing,'* superseding 840925 response Visual insp of Unit 1 drywelf penetrations & sur- 
rounding equipment performed No evidence of cracking found 
CURTIS,N W Pennsylvania Power & Light Co 85/05/01 SCHWENCER.A Licensing 
Branch 2 7pp 30155 135-30155.141 

8505290231 Responds to NRC 850402 Ur re violations noted in Insp Repts 50-307/85- 
07 & 50 38B/85 07 Corrective actions tags hung on svc air drops & breathing air lines 
for 10 DEL-MONOX units Personnel training will be completed by 850515 
KEN YON, BD Pennsylvania Rower & Light Co 05/05/02 MARTIN, TT Region 1, 
Office of Director 2pp 30619 220 30019 221, 

85051 703B3 Forwards fee for NRC reviews of inservico Insp plan for Unit 2, feedwater 
bypass leakage limits & Instrumentation for detection of Inadequate core cooling 
CURTIS, N W Pennsylvania Power & Light Co 05/05/03 DIGGS, R M License Fee 
Management Branch Ip 30443 217-30443 217 

6505060418 IE Info Notice 84-52, SuppI 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors,” 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338 
30615 347 

8605210464 Forwards Spedaf Insp Repts 50-387/05-16 & 50-3D0/65-15 on 850422- 
0506 Violation & deviation noted Enforcement conference scheduled to discuss Inop 
orabilily of one loop of emergency & RHR svc water, 

STAROSTECKLR Region 1, Office of Director 85/05/17 KENYON.B.D, Pennsylva- 
nia Power & Light Co 2pp 30490 244 30499.265 

-8505210469 Special Insp Repts 50-387/05-16 & 50-308/85-15 on 850422-0508 Viola- 
tion & deviation noted late surveillance Identifred on emergency svc water sys & lack 
of indication idonlifled In FSAR & Reg Guide 1 106 

JACOBS, R H , PLISCO,L R , STROSNfDEHJ Region 1. Office of Director 85/05/16 
20pp 30499 246-30499.265 

8505240398 Ack receipt of 850401 Ilf Informing NRC of steps taken to correct violations 
noted in Insp Real 50-308/85-02 

EBNETER.SD Region 1, Office of Dlroclor 85/05/17 KENYON.BD Pennsylvania 
Power & Light Co 2pp 30553 052-30553 055 


R. Perfodfc operating reporta & related correspondence 

8505020337 Quarterly hazardous waste ropi for Jan-Mar 10B5.W/8S0416 fir 
HANSELL.J 0 Pennsylvania Power & Light Co 85/03/31 4pp 30117 190 30117,202. 

6506080616 Forwards corrected NPDES discharge monitoring ropt for Feb 1905 & 
NPDES discharge monitoring rept for Mar 1085 Data & violations for Outfalls 271 & 
079 described 

FIELOS.JS. Pennsylvania Power & Light Co 85/04/26. KOVAL,P Pennsylvania, 
Commonwealth of. 2pp 30226 120-30226 138 

-8505060525 Corrected “NPDES Discharge Monitoring R 0 pt,F 0 b 1905 ” 

‘ Pennsylvania Power & Light Co 65/02/28 2pp 30226 122-30226 123 

-8505060532 "NPDES Discharge Monilorino Ropt, Mar 1965” 

• Pennsylvania Power & Light Co 85/03/31. 15pp, 30226 124-30226.138 

6505130194 Forwards "Radiological Environ Monitoring Program,1984 Annual Ropt" & 
"Annual Environ Operating Root {Nonradiolooical),1984/’ 

KENYON.BD Pennsylvania Power & Light Co 85/04/30 MUnLEY.JE Region 1. 
Office ol Director Ip 30273 001-30273 345 

-0505130201 "Radiofogical Environ Monitoring Program, 1984 Annual Repl” 

• Tel adyno Isotopes 84/12/31 230pp 30273 002-30273 231 

-6505130227 "Annual Environ Operating Ropt {Nonradiolo9ical),1904 " 

FIELDS.JS, SHANK,KE, DOTY, R L^ Pennsylvania Power & Light Co 84/12/31 
114PP 30273.232-30273 345. 

6505220117 "Drinking Water Monitoring Rept for Apr 1985.” W/850506 Ur 
FJELDS.J.S Pennsylvania Power & Light Co. 05/04/30 2pp 30520 362-30528 363. 


S, Reportable occurrences, LERs & related correspondence 

8505010005 Notifies that plant surface water supply (PWS 2400998) lemporarily re- 
placed by groundwater supply (PWS 2400994) to facilitate repair of water treatment 
equipment which began on 850414 

FIELDS.JS, Pennsylvania Power & Light Co 85/04/17. LABUZ.JP. Pennsylvania, 
Commonwoailh of 1p 30094*101-30094*101 

B505020097 LER 85-01 3-OO.on 8 50 327, standby liquid control pump A foiled 92-day flow 
verification surveillance tesLCaused by faulty suction & discharge valves Internal to 
positive displacement pump.RopaIrs completed W/650426 ltr. 

KUCZYNSKI.L A.. KEISEaH.W. Pennsylvania Power & Light Co. 85/04/26 3pp 
30106 296 30106:298. 


8506160272 LER 85 014-00 on 850417,RCIC sys inboard sleam supply valve isolated 
on equipment area high temp Caused by malfunction of lamp indicating switch E51- 
N600B Switch replaced on 850418 & isolation signal cleared W/850507 ltr 
GANDENBERGER.D, KEISEB.H W Pennsylvania Power & Light Co 85/05/07 3pp 
30440 329 30440 331 


V. Operator Examinations 


8505030009 Forwards Exam Repts 50 387/84-33 & 50 386/84-40 on 041 010 12 
KISTER.HB Region 1, Office of Director 85/04/02 KENYON.BD Pennsylvania 
Power & Light Co 2pp 30147 136 30147 193 

“8505030011 Exam Repts 50 3Q7/84-33 & 50 388/84-40 administered on 841010 
12 Exam results very satisfactory, Indlcaling that requalificallon training program very 
strong 

BERRY.J Region 1, Office of Director 85/04/02 56pp 30147 138 30147 193 
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F Security, medical, emergency & fire protection plans 


0505170515 Forwards Insp Repts 50 335/85 06 & 50 389/85 06 on 850225 0301 under 
consideration for escalated enforcement action 

GRACE.J N Region 2, Office of Director 85/04/22 WILLIAMS, J W Florida Power & 
Light Co 2pp 30464 272-30464 309 

“0505170619 Insp Repts 60-335/85 06 & 50 389/85 06 on 650225 0301 Violation 
noted Iwo procedural errors Idonlified in Rev 3 to Emergency Procedure HOP 2- 
0030144 re alternate shutdown having direct offoct on safe impl omental I on 
MAODEN.PM, TAYLOR.P, WfSEM/\N,G R Region 2, Office of Director 85/04/10 
36pp 30464 274-30464 309 

850521 0028 Fowards Insp Ropls 60-335/85 09 & 50-389/85 09 on 850325 27 No vio- 
lations or deviations noted 

BROWNLEE.VL Region 2. Office of Director 85/04/22 WILLIAMS. JW Florida 
Power & Light Co 2pp 30510 001-30510 01 1 

“8505210033 fnsp Repts 50 335/85 09 & 50 389/85 09 on 850325 27 No violations or 
deviations noted Major areas inspected small scale emergency preparedness exercise 
DECKER, T Region 2, Office of Director 85/04/10 9pp 30510.003 30510 011 

8505100448 Forwards EG&G repi, "Conformance to Reg Guido 1 97," per Generic Ltr 
82*33 Response to open items requested wiltvn 30 days Comments re Incorrect as- 
sumptions or commitments boyond intent of previous responses requested 
MILLER, JR Operating Reactors Branch 3 85/04/25 WILLIAMS, JW Florida Power 
& Light Co Ip 30272 303 30272 324 

“0604160627 "Conformance to Reg Guido 1 07, St Lucie Pioni, Units 1 & 2" 
STOFFGL.JW EG&G, (nc FfN A-64e3 85/02/28 NRC - No Detaiied Affiliation 
Given 2tpp 30272 304-30272 324, 

8505030215 Summary of 850328 enforcement conference w/ulil in Atlanta.GA re con 
tainment spray sys.contalnment isolation valve & St Lucie 2 App R reviews Notification 
of meelmg one) 

SELLS, DE Operating Reactors Branch 3 85/04/29 Operating Reactors Branch 3 
2pp, 30162.001-30162.005 

-8505030231 Notification of significant licensee mooting on 050328 w/ulil In Atlanta.GA 
to discuss St Lucie App R Issues & conlalnment spray sys & component cooling water 
sys Issues for Turkey Point 1 & St Lucie 1, respectively W/agenda. 

* Region 2, Office of Director 85/03/27 Rogion 2, Office of Dlroclor 3pd 
30102 003-30162 005 

8505310297 Forwards comments in response to NRC 850321 comments on Rev 3 to 
training & qualification plan Changes will be included in next plan rev W/o end 
WILLI AMS, J.W Florida Power Alight Co 05/05/06 GRACE.J N Rogion 2, Office of 
Director ip 30642 177-30842177 

0605210335 Advises that ulil will respond to Reg Guido 1 97 open items by 050705.por 
850425 Ur 

WILUAMS.J W Florida Power & Light Co 05/05/15 MILLER.J R Operating Reactors 
Branchs Ip 30404 109 30494.109 


J. Insurance & Indemnity Information 


8506080300 Forwards Endorsement 61 to NELIA Policy NF-227 & Endorsemont 49 to 
MAELU Policy MF-88 

DUCK,J R Marsh & McLennan, Inc, 85/05/02 SALTZMAN.J Assistant Director for 
State & Licensee Relations 3pp 30202 334-30202’336 


P. Operating license stage documents & correspondence 

B605100287 Forwards draft SER re util response to Item 1.1 of Generic LIr 83 28 con 
cerning post-trip review Listed addi info requested within 30 days, including criteria for 
deterrnining acceptability of restart, 

MILLER, J,R Operating Reactors Branch 3. 85/04/29 WILLI AMS, J.W Florida Power 
&UghlCo 2pp 30266 091-30266 098 

“8505100294 Drafl SER re post-trip review program per Generic LIr 83 28 SSER will 
be issued after review of responses to noted deficiencies 
* NRC - No Detailed Affiliation Given 85/04/29 6pp 30286 093-30206.098 

8604290442 Generic Ltr 65 07 to all operating reactor licensees re implementation of 
Integrated schedules for plant mods. Svc tisl one) 

THOMPSON.H L Division of Licensing. 85/05/02 Consolidated Edison Co of Now 
York, Inc 22pp 30218 149 30218 170 
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8505310614 Forwards marKed up draft technic? l evaluation rept re util responses to Ge 
neric Llr 83 28, Item 1 2, "Post Trip Review Dala & fhfo Capabilhlies Response 
complete Info wiN be otneined by tetcon within 1 wk of Hf/eceipl . ^ _ 

MILLER JR Operating Reactors Branch 3 85/05/09 WILLIAMS, JW Florida Power 
& Light Co 16pp 30682 341-30662 356 

8505310114 Advises that Ml cabto qualification test repi completed & 
dures re inadequate core cooling sys implemented per com mitmemin 841101 llr lecn 
Spec (or healed junclion thermocouples to be submitted by Juno '985 , 

WILLIAMS, J W Florida Power & Light Co 85/05/16 MILLER.JH Operating floactors 
Branch 3 Ip 30641 066-30641 060 


8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 

Tt?OMPSON,HL Division of Ucensmg 85/05/23 Consolidated Edison Co of New 
Yorkjnc 20pp 30682 282-30682 301 


8505200150 Forwards response to 041207 request for add! info re proposed amends to 

wSAMSJW^FIorida Power & Light Co 85/05/23 MILLER.JR Operating Reactors 
Branchs 27pp 30600 023-30600 049 


Q. Inapecifon reporls, IE Bulleifns & correspondence 


8504160060 Forwards /nsp Repts 50-335/85 05 & 50-389/85 05 on 850225 0305 No 

SROWNLEE,V^L^*Re 9 Sh 2. OfFice of Director 85/'03/22 WILLfAMS,J W Florida 
Power & Light Cto Ip 29820085-29820 103 

-8504160072 Insp Repls 50 335/85 05 & 50-3B9/85'a5 on 850225 0305 No violation 
or deviation noted Major areas inspected liquid & gaseous radwaste mgLenvIron pro- 
grams & evaluation of NU REG -0737, 1 lent II 8 3 re post ecdderit sampi ing sys 
STOODART^P . HARRIS.J . MONTGOMERY, D M Region 2, Office of Direcfor 95/03/ 
20 16pp 20820 006 29620.103 

8505220328 Ack receipt of 850329 llr Informing NRC of steps taken lo correct violations 
noted In Insp Rapts 50 335/85-04 & 50 389/85 04 j 

BROWNLE^VL Region 2, Office of Director 85/04/16 WILLIAMS.JW Florida 
Power & Light Co Ip 30630 268-30530 270 

--6505220334 Responds lo NRC 850228 ltr re violations noted In Insp Repls 50-335/85 
04 & 50 389/65 04 Corrective actions pump & valve summary book updated to Indi- 
cate current status of sun/eillanca & test activities of safety-rolaled equipment 
WILLfAMS.J W Florida Power & Lighl Co 85/03/29. GRACE, J N Rogfon 2, Office of 
Director 2pp 30530 269 .90530 279 

8505170515 Forwards Insp Repls 50 335/56 06 & 50 389/85 Od on 650225 0301 under 
consideration for escalated enforcement action 

GRACE. JN Region 2, Office of Director 85/04/22 WfLLIAMS.JW Florida Power & 
Light Co 2pp 30464 272-30464 309 


-8505170519 Insp Repts 50 335/85-06 & 50 389/86 06 on 850225-0301 Violation 
noted two procedural errors identified in Rev 3 to Emergency Procedure EOP 2- 
0030144 re alternate shutdown having direct effect on safe impte mentation 
MADDEN.PM, MELLEN.LS, RUFM B Region 2, Office of Director 85/04/10. 
36pp 30464 274 30464 309 


8605210028 Forwards Insp Repls 50-335/85-09 & 50-369/85-09 on 850325 27 No vlo- 
fatJons or deviations noted 

BROWNLEE^VL Region 2. Office of Director 85/04/22 WILLIAMS, JW Florida 
Power & Light Co 2pp 30510 001 30510 011 


-8505210033 Insp Repts 50 335/85 09 & 60-389/85 09 on 850325*27 No violations or 
deviations noted Major areas inspected small scale emergency preparedness exercise 
DECKER,!, POSTON BROWN, M. CLINE.WE Region 2, Office of Director 85/04/ 
10 epp 30510 003 30510 011 


8505030487 Submits results of 850331-0402 eddy current inservIce Insp of Steam Gen- 
erators 2A & 26 Steam Generators 2A &. 2B had 141 8 116 

Imperfeclrons.respeclively Areas of concern will be monitored at next eddy current 
exam 

WILLIAMS JW Florida Power & Light Co 85/04/29 MILLER, JR Division of Licens- 
ing Ip 30126 299 30129 300 


8604250452 IE Info Notice 65-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steef Piping" Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103), 85/04/30 Consolidated Edison Co of New Yorlc, Inc f07pp 30116.165- 
30115291. 


0505140114 Forwards "Annual Nonradiological Environ RopHor " 

WILLIAMS, JW Florida Power a Lighl Co BS/OJ/SO JOHNSTON.W V 
rector for Malls, Chem & Environ Technology (Post 830201) ip JQ 392 027- 
30392 275 

-850S140120 "Annual Nonradiofogical Environ Monitoring ’’ 

* Applied Biofogy, Inc AB'563 84/12/31, 250pp 30392 Oi.6-30392 275 


S* Reportable occurrenceSj LERe & related correspondence 

0505160550 LER 85 002-00 on B50408, reactor trip occurred when mam foodwaler biock 
valve 2A opened Caused by personnel error Startup p roc eduro will bo revised to in- 
cludo visual verification of proper vafvo oparalion,W/e5050fl Hr on ^ 

NARMI.CL, WJLLIAMSJW Florida Power & Light Co 05/05/00 4pp 30440027- 
30440 030. 

0505160559 LER 85 00 1-00 on 850408.feaclOf trip occurred as result of tow sloam gen- 
erator revet Caused by Ineffective communication between control room oporalora 
durina power ascension LER disseminated to operations staff W/050500 ltr 
NARMLCL, WILLI AMS, JW. Florida Power 8. Light Co 85/05/00 4pp 30440 023- 
30440 028 

8505290319 LER 85-003-00 on B504 17, reactor manually tripped Caused by spurious 
close Intercept-valve signal generated by technician Plant stabilized in hot shutdown & 
digital eleclrohydraulic sys evaluated W/85 05 17 Hr- ^ ^ 

KQLAVICH.R , WILLIAMS J.W Florida Power & Light Co 85/05/17 4pp 30610.104- 
30619 107 
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A. Applfcatlon/conatriicllon stage documents & correspondence 

850S200001 Further response to FOIA request that records re 15 listed FfN files bo 
made availabJe In PDR App C & D records available In PDR Roviow conlinuing 
FELTONJM. Division of Rules and Records 04/09/20 SHOLLY.SC Union of Con- 
cerned Scientists 12pp. 30503 072-30503 083 

-0309260346 Forwards site condition Info for remaining seven of 10 sites as part of 
seismic hazard characterization program 

KIMBALLA Geosciences Branch. 83/09/16 BERNREUTER.D Lawrenco Llvormoro 
National Laboratory. 7pp. 30503 ‘004 -30 50 3 090 

6605100008 Further response to FOIA requests dtd 040223 & 0730 Forwards App 0 
documents Documents available In PDR 

FELTONJM Division of Rules and Records. 84/10/09 KALER.RJ. Gndshy & 
Hannah Opp 30295 056 30295.063 

-8005200664 Discusses RJ Bosnak 800211 memo re Mechanical Enninooring Drench 
equipment qualification effort & potential for licensing delays Pfivato firm contracl pro- 

KSuTSOhflfT^DMsIon of Systems SafeN. 80/02/15. DENTON, H R Office of Nucle- 
ar Reactor Regulation, Director. Ip, 30295.107-30295 107, 

-80 05200660 Informs that Seismic Qualificallon Review Team schedules re OL appllcn- 
tlons will be delayed due to Naval Research Lab cencollation of Intoragoncy agreo- 

BOSNAK,RJ. Mechanical Engineering Branch. 80/02/11 MATTSON.R J. Division of 
Systems Safely. 2pp 02628:071 -02628 072. 

-8103200412 Forwards Equipment Quafification Branch request for add! Info ro roviow 
of seismic & dynamic qualification of equipment for OL applications Submits tentalBvo 
review schedufe.based upon receipt of applicants' responses 
NOONANy.S. AssIslanI Director for Mails & Quel Engineering (Pro 030201). 81/03/ 
16 TEOESCO,R.L. Assistant Director for Licensing. 10pp. 30295.114-30296 123. 

8505200595 Further response to FOIA request for NRR assessment & all reviews &/or 
comments ro Integrated program developed to outline near-torm OL workload.por 
EDO 840626 memoFonvards App A documents Memo from EDO to PolladSno not 
found. 

FELTONJ.M. OiviBton of Roles and Records 84/10/19. ADATO.M. Union of Con- 
cerned Scientists App 30525:001-30525 007 


8504260455 lE Info Notice 85 035, "FailLire of Air Check Valves to Seat " Svc list end. 
JOROAN.E L Dmsion of Emergency Preparedness & Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc lOOpp 30116,077- 
30115164 

8605060418 IE Info Notice 84 52,Suppl 1, "Inadequate Mali Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30616 338- 
30615347 


-8407260398 Advises that Inlegrated schedules for Haled plants developed In accord- 
ance w/840525 memo, Finalized & approved schedules will bocomo part of monthly 
rapt 

EISENHUT.D.G, Division of LicenBrng. 84/06/20. Region 1, Office of Diroclor, 169pp 
30525.166*30 525.332. 

-6505210133 Forwards OL review mgt rept for Jul 1984 ro status of plants Markup of 
end rept requested by 840615, 

EISENHUT.D.G. Division of Licensing. 84/07/30 Region 1, Office of Director 120pp 
30525.33d*30526'097, 


8505130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " SvC list end 

JORDAN, E.L Division of Emergency Preparedness 8i Engineering Response (Post 
630103) 85/05/14 Yankee Atomic Electric Co 4pp 90848 272-30849 014 

8505310063 Informs of completion of Rev 1 to first 10-yr fnsp plan. Distnbution of Class 
1 bultarwelds changed due lo polenlla! for stress corrosion cracking In pressurlzer 
spray piping & evaluation to assure adequate representation 
WILLIAMS, JW Florida Power & Light Co 65/05/16 MILLER, JR Operating Reactors 
Branch 3, Ip. 30841‘109 -3064 1:109 


-6505210196 Requests assistance In ensuring that end plant status repts accurate S. 
provide adequate basis for development of near- term OL mnt plans Response ro- 
quested by 840501. 

DENTON, H.R Office of Nuclear Reactor Regulation, Director 84/04/26 Region 1, 
Office of Director 79pp, 30626:098-30528.178 

-8505210221 Forwards OL review mgt rept lor Aug 1984 re status of plants Markup oi 
end rapt requested by 841 005 

EISENHUTD.Q, Division of Licensing. 84/09/24 Region 1, Office of Director 120pp 
30526:177-30626:320 


FI. Periodic operating reports & related correspondeince 

8505220057 "Annual Environ Operating Rept, 1984." W/650501 ltr. 

WILLIAMS, JW. Florida Power & Light Co * Applied Biology, Inc AB.556 84/12/31 
GRACE, J N Region 2. Office of Director 77pp 30590:340-30531 050 


8504110276 Forwards Tech Spec changes required for certification, changes represent- 
ing further enhancement & optimization & list of SER sections which require 
updatinaBennalnIng Tech Specs, except Section 6,accuraloly reflecl as-built facility 
SHELL, R H. Tennessee Valley Authority 85/04/09. ADENSAM.E. Llcenslno Branch 4 
269pp 20765-063-29765*321. 
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8S0501Q197 i^orwards roplacemenl pagos to final draft Tach Specs Issues requiring 
addi Info to finalize Tech Specs also end Certification under oath & affirmation that 
encis accurately reflect as built facility, FSAR & SER requested 
NOVAK JM Assistant Director for Licensing 05/04/1 S PARRIS, HG Tennessee 
Valley Authority 91 pp 30101 059 30101 150 

85Q501021S Determines that util 850320,21 Sl 20 submittals amending 041016 offsite 
dose calculation manual consistent w/ methodology & guidelines in NUREG-0133 
NOVAK, T,M. Assistant Director for Licensing 05/04/15 PARRIS,HG Tennessee 
Valley Authority 2pp 30112 175*30112 176 

8505080035 Summary of 050412 meeting w/util re implementation of Westinghouso op- 
timization program In Unit 1 Tech Specs 

KENYON, TJ Licensing Branch 4 85/04/23 Licensing Branch 4 4pp 30187 000- 
30187,011 

S5OS24O021 Summary of 850410 & 12 meetings w/ulil re power sys concerns List of 
Gficl 

KENYON,T.J Licensing Branch 4 05/04/23 Licensing Branch 4 3pp 30563 307- 
30563 309 


8S0SO1O395 Forwards response to concerns re accident monitoring lnalrumenlal!on,p 0 r 
NUREQ 0737, Item II F.1 Sampling procedure revised to incfudo requirement or conlin 
nous collection Shield monitors will be installed by 850621 

DOMER.JA Tennessee Valley Authority 05/04/28 AOENSAM,E Licensing Branch 
4. 3pp, 30092.062-30092.005 


8S06010466 Requests deration of Tech Spec 3 3.3 7 & Surveillance Reauiroment 
4,7,7 e.4 re chlorine detectors on main control room ventilation ays fresh air 
inle}(e,Encl revised FSAR changes will be incorporated in FSAR amend 
DOMER,J.A. Tennessee Valley Authority 86/04/26 ADENSAM.E Licensing Branch 
4. 14 pp. 30090-087-30090 100 

8605030679 Notification of 850502 meeting w/util in Bethesda.MD lo discuss enhance- 
ments to employee concerns program 

KENYON, TJ. Lfcensing Branch 4 85/04/26. ADENSAM,EQ Licensing Branch 4 
2pp. 30160:283-30160 284 


8506020079 Forwards Rev 8 & 20 lo Genera! Const Spec G-29C & Vols 1-6 to G-20M, 
"Process Specs for Welding.Hoat Treatment, NDE & Affied Field Fabrication Oper- 
ations," respectively, In response to 050417 request 

MCCLOUD, D.E Tennessee Valley Authority 85/04/29. ADENSAM.E Licensing 
Branch 4 ip. 30107-001-30112-081 


'-8505020082 Rev 0 to General Const Spec G-29C, "Process Specs for Welding, Heal 
Treatment, NDE & Allied Field Fabrication Operations " 

* Tennessee Valley Authority 03/09/01 353pp 30107 002-30107 354 


-650S020087 Rev 20 to Vols 1-6 to General Const Spec Q'20M, "Process Specs for 
Welding, Heat Treatment, NDE & Allied Field Fabrication Oporations " 

^ Tonneasee Volley Authority 03/09/01 1627pp 30107.355-30112 001. 


8S0507'Ot43 Forwards proposed Tech Spec Table 3 8-4 inadvertently omiltod from 
0504 17 appllcalion to amend CPPR-91 & CPPfl*02, revising Tech Specs re sub- 
merged component circuit protection. 

MC(5lOUD,D.E Tennessee Valley Authority 85/04/29 ADENSAM.EG Licensing 
Branch 4. Gpp. 30179*170 30179.172 

8505090612 Notifies that 650301 Interpretation of Surveillance Requirement 
4.0. 1.1. 2. f.1 1 of Tech Specs incorrect Proper interpretation is that each diesel genera 
lor verified not to start w/fockout feature of engine overspeed In effect 
NOVAKJ.M. Assistant Director for Licensing. 85/04/29 PARRIS, HG Tennessee 
Valley Authority 2pp, 30248.010 30248 017 

050607000S Forwards Wostinghouse 050410 Ur containing supplemontat Info re util 
850412 FSAR rev.Toch Spec allowable value for reactor coolant pump undervoltage 
should be 4,734 volts per bus 

DOMER^J.A. Tennessee Valley Authority. 85/04/30. ADENSAM.E. Licensing Branch 
4. Bpp 30171:026-30171.030 

8506070145 Forwards "Watts Bar Nuclear Plant, Main Control Room, Main Control 
Boards, Structural Dynamic Response Tost & Analysis, 850214 & 16," per 050222 Ur 
re seismic & dynamic quelihcalion of safely-related equipment. 

DOMER.JA Tennessee Valfey Authority. 65/04/30. ADENSAM.E Licensing Branch 
4. 2pp. 30179.150-30170 169 


-8506070164 "Watts Bar Nuclear Plant.Maln Control Room, Main Control 
Boards .Structural Dynamic Response Tost Analysls,860214 & 16 " 

O'BANNON.J.R , SMITH,DD, MORRIS, G A Tennessee Valley Authority 85/02/15 
lOpp 30179.160 30179.169. 

8605070346 Forwards revised FSAR.Tablo 14.2-t, "List of Pfeoperatlonal Tests," per 
approved 86021 2 request for exemption from cold no-flow, cold full-flow 8^ hot no-ffow 
rod drop testing Rev will bo Included In FSAR Amend 56. 

DOMERJA. Tennessee Valley Authority. 85/04/30. ADENSAM.E Licensing Branch 
4. 4pp. 30177:240-30177.261 


8604290442 Generic Ltr 85 07 to all oporaling reactor licensees re implementation of 
Integrated schedules for plant mods Sve list end. 

THOMPSON, H L Division of Licensing 85/05/02. Consolidated Edison Co, of New 
York, Inc. 22pp. 30210.149-30218 170 

8606130459 Forwards corroclod final draft Tech Spec Table 3.6-2, "Containment Isola- 
tion Valves " Rev submitted on 850419 Incorrectly used 841211 version of table as 
basla for sub] additions , r, 

DOMER,J. A. Tennessee Valley Authority. 85/05/03. ADENSAM.E. Licensing Branch 
4. 12pp. 30279:047-30279:058. 


8605140333 Forwards proposed changes to Tech Specs & FSAR.lncludlng surveillance 
raqulromenls & inatrumenlatlon trip setpoints Changes will b© follocled In Amend 56 
lo FSAR. 

DOMER,J.A. Tennessee Valley Aulhorlly, 85/06/03. ADENSAM,E, Lfcensing Branch 
4- 2&pp. 30376.199-30375.227. 


8686200260 Notifies of 850718 scheduled delivery 
to In util 850206 ltr providing response to Sect! 
Heavy Loads at Nuclear Power Plants." 
MCCLOUD.D.E Tennessee Valley Authority 
Branch 4. Ip. 30460*022-30468:022 


date of listed lifting devices referred 
on 2 1 of NUREQ-0612. "Control of 

05/05/16 ADENSAM,E. Licensing 


8505200299 Discusses 650426 requost to delete Tech Spec 3 3 3 7 8; Surveillance Re 
quiremont 4 7 7 e 4 re chlorine oeteclion Pagos from util evaluation of control room 
habitability during hazardous chemical release end, per 650506 request 
MCCUOUD.DE Tennessee Valley Authority 85/05/15 ADENSAM.E Licensing 
Branch 4 Opp 30468 051-3046B 059 

0505240293 Forwards list of documents required to address safety related issues re 
facility Requests delivery of documents as soon as practicable Review of documents 
may impact on licensing schedule 

ADENSAM.E Q Licensing Branch 4 Q5/05/16 PARRIS, HG Tennessee Valley Au- 
thority 4pp 30576 210 30576 213 

0505310293 Nolifles of error m H Thompson 850516 ltr ro TVA const site 
concerns Question 3 of End 2 corrected 

ADENSAM.E G Licensing Branch 4 85/05/16 PARRIS.HQ Tennessee Valley Au- 
thority Ip 30671 316 30671 333 

-8606310302 Forwards 11 concerns re Watts Bar communicated to NRG 8 concerns of 
NRG fdenUficallon of any outstanding cases curronlly under review re employee 
harrassment, reprisals or intimidation requested 

THOMPSON.HL Division of Licensing 05/05/16 PARRIS.HG Tennessee Valley Au- 
thority 17pp 30671 317-30671 333 

6505310413 Requests update lo status of facility compliance W/10CFR50 49, addressing 
items which may be qualified prior to revised fuel load dale, In response to 05040r 
proposal 

NOVAK.TM Assistant Director for Licensing 85/05/20 PARRIS.HG Tennessee 
Valloy Authority 2pp 30601 312-30681 313 

0505290537 Submits addI change to FSAR Amends 64 & 55 re FSAR Chapter 13, 
"Conduct of Operations " Addi change necessary to Section 13 4, deleting App 13 4A, 
"Nuclear Safety Review Board Charter " Change will be reflected In FSAR Amend 66 
DOMER,J A Tennessee Valley Authority 05/05/22 ADENSAM.E Licensing Branch 
4 7pp. 30592 263 30502 269 

6505210108 Generic Ltr B5 08 to all holders of CPs & OLs ro 10CFR20 408 termination 
Tspts - formate, 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 20pp 30682 282 30662 301 

8505210122 Generic Ltr 85 09 to all Weslinghouso PWR llcenseos & applicants ro Tech 
Specs for Generic Lir 83-20, Item 4 3 

THOMPSON.HL Division of Licensing 85/05/23 Yankee Atomic Efoctric Co 17pp 
30671 334 30G71 350 


E. NRC Safety Evaluation Report (SER), suppla & correspondence 


8504110278 Forwards Tech Spec changes required for cerlification, changes represent- 
ing further enhancement & optimization 8 list of SER sections which require 
updating Remaining Tech Specs, except Section 6, accurately reflect as bull! facility 
SHELL.R H Tennessee Valley Aulhorlly 85/04/09 ADENSAM.E. Licensing Branch 4 
259pp 29765 063-29765.321 


F. Security, madical, emorgency & fire protection plans 

6504170547 Forwards monthly status ropt on ptant-spacific backfilling activities current 
through 860308 Nino of 15 SER open Hems resolved prior lo appeal moolIngsSER 
scheduled for completion on 850329 

CRUTCHFIELD, D, Assistant Director for Safety Assessment 85/03/18 

THOMPSON.HL Division of Licensing fl5pp 30181 182-30161 246 

8506080446 Forwards Insp Ropt 50-300/05-17 on 850210 22 & 0307 08 No violations 
or deviations noted , ^ 

VERRELLI.DM Region 2, Office of Director 06/03/26 PARRIS.HG Tennossoo 
Valley Authority 2pp. 30183 140-30183.142 

-05OBOBO451 Sacurily Insp Ropt 50-300/85-17 on 050219-22 & 0307-00 No noncompli- 
ance noted Malor area Inspected security program as implemented Lack of UL752 cer- 
tification noted Rept details withheld (ref 10CrR73 21 & 2 790} 

TOBIN.W,, TILLMAN.A. MCGUIRE.OR Region 2, Office of Director 85/03/26 Ip 
30183.142*30183 142 

8505230626 Forwards Insp Rept 50-390/65 21 on 650218-22 No violations or devi- 
ations noted. 

VERRELLI.DM Region 2, Office of Director. 05/04/01 PARRIS, H.G. Tennessoo 
Valley Authority 2pp 30540 094-30540*116 

-8505230632 Insp Rept 60 300/65 21 on 85021 8-22.No violation or deviation 
noted Major areas inspectod'omergoncy & abnormal operating 
(nstrucllons.surv 0 )llanco lnstruc1ion8.goneral & ays operating instructions & malnt In- 
stfUCtlonB, 

JULIAN.CA, GIBSONpAF. Region 2. Office of Director 85/03/20, 21pp 30540.096- 
30540 116 

8605200216 Forwards Insp Rents 60 259/85-1 7.6O-26O/05 17.50-290/85-17, 50-327/ 
85.14,60-328/86-14,60 390/85-31 & 60-301/05 26 on 85031 9-22.No Violation or devi- 
ation noted. 

VERRELLI.DM. Region 2, Office of Direclor 05/04/04. PARRIS.HG Tennessee 
Valfey Authority 2pp 30406 027-30486 037. 

-8506200253 Insp Repts 60-269/85.17,60.260/85 17.60.296/85-17, 60-327/05-14.50- 
320/05-14,60-300/06-31 & 50-391/85 26 on 85031 9-22 No vlolalion or deviallon 
noled.Malof areas Inspected radiological environ monllorlng implementation 
KUZO.G B. Region 2. Office of Director. 85/04/03 Opp. 30486 029-30488.037. 

8505230600 Forwards Insp Repts 50-390/85-26 & 50-391/85-20 on 850301-31, No vio- 
lations or deviations noted, 

VERHELLI.D.M. Region 2, Office of Director, 85/04/17 PARRIS, H,G Tennessee 
Valley Authority 2pp 30540 122-30540.136 
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-65a$230S14 Insp Repts SO-3SO/a5-25 & 50-39t/S5 20 on 850301-31 No violation or 
deviation noted Major areas Inspected unresolved items, followup on Inspector idenU 
tied llems ficensee^dentifiad items & fire prevertiton 

SHYMLOCK.M B. HOLlAND,W,E,. CALDWELL, CW Region 2, Office of Director 05/ 
04/17 13pp 30540 124*30540 136 

850S 060039 Summary of 850325 meeting w/util re alternate shutdown 
c ^ability Attendee list & meeing handouts enef 

Kenyon JJ Lfeenaing Branch 4 85/04/23 Licensing Branch 4 9pp 30187 012* 
30167 020. 

8505020436 Rev 16 to Central Emergency Control Ctx Implementing Procedure IP-3, 
"Alert, Site Area Emergency S General Emergency” A revised div of nuclear power 
emergency ctr rmpjomenting procedures W/850426 Itr. 

WEBB.W E Tennessee Valley Authonly 65/04/26 18pp, 30104 248 30104 267 

8S05070120 Forwards revised App 0, “Summary Listing of Valves <0 Inseivfce Testing 
Program," per 850327 & 0412 submittals Certain valves not in compliance w/require- 
ments of App R & reclassified 

MCCLOUD, OE Tennessee Valley Authority 85/04/29 ADENSAM.E Licensing 
Branch 4. 6flpp 30170 049-30170*106 

8605200137 Forwards fnsp Repts 60-390/85 29 A 50 391/85*25 on 050325-29 No vio 
lations or deviations identified 

VERRELLLDM Region 2, Office of Director 85/06/03 PARRIS, HG Tennessee 
Valley Authority 2pp 30485 192 30485 215 

-8505200152 Insp Repts 50*390/85*29 A 50-391/85-25 on 050325-29 No violations or 
deviations noted Major areas inspected implementation of fire protection A plant safe 
shutdown requerements of Sections III G A Jll.L ol App R to 10CFR50 
HUNT.M D, MADDEN.PM , RUFF.AB Region 2, Office of Director 85/04/30. 22pp 
30485 194-30465 215. 

8505130278 Forwards “Interim Findings Rapt on Adequacy of Radiological Emergency 
Response Pr^aredness for Walts Bar Nuclear Power PlanlJN *' 

KRIMM,R W. Federal Emergency Management Agency, 85/05/06 JORDAN,E L. Divi- 
sion of Emergency Preparedness A Engineering Response (Post 830103) Ip 
30279 010-30279.039 

“8505 1302 81 “iJilenm Findings Repl on Adequacy of Radlofogteal Emergency Ro* 
sponso Preparedness for Walts Bar Nuclear Power Plant JN " 

* Federal Emergency Management Agency 85/04/02 31pp. 30279 011*30279.039 

8605140328 Discusses incompfete 850417 FSAR changes re testing of transfers to at- 
lernale power supplies on 8 9 KV shutdown boards, Forwards correct FSAR changes 
which will be incorporated into FSAR Amend 56 

DOMER,J A Tennesseo Valley Authorily 65/05/06. ADENSAM,E. Licensing Branch 
4 3pp. 30374 329-30374:331 

8506140345 Forwards Rev 12 lo radiological emergency plan & revised emergency plan 
implementing procedure8,irtcluding Rev 4 to IP- 10. “Medical Emergency Procedure'* A 
Rev 4 to IP-T» "Emergency Plan Classification Logic." 

HUFHAM,J W Tennessee Valiey Authority 85/05/03. GRAGE.J W Region 2, Office 
of Director. Ip 30375 016-3037 6 074. 

-8605140347 Rev 12 to radiological emergency plan. 

* Tennessee Valley Authority 85/05/08 14pp 30375 017-30375.030. 

-8505140361 Revised emergency pfarv IrnplemenllnG proceduresjncludlng Rev 4 to JP- 
10, "Medical Emergency Procedure" A Rev 4 lo IP-1, "Ennergency Plan Classification 
Lewie ” 

* Tennessee Valley Authority 86/05/08 30pp. 30376,031-30375*074, 

B60S140404 Forwards 650402,09,16 A 23 PHYSI-U surveillance instruction test results 
on FPS*2 sys Acceptance criteria failure on 850409 result of efeclrlcal component 
malfunction Results withheld (ref 10CFR73.21). 

DOMEfl,J A Tennessee Valley Aulhonty. 85/05/08 ADENSAM,E Licensing Branch 
4 ip. 30376 352-30375.352. 

8505150154 Revised emergency plan implementing procedures, Including fable of 
contents, Rev 3 to fP*2 re noliflcallon of unusual event, Rev 3 lo IP-3 ro alert A Rev 3 
to IP 4 re elle area emergency,W/8S0510 Itr 

HUFHAM.J.W Tennessee Valley Authority. 85/05/10. QRACE.J N Region 2. Office of 
Director 19pp 30394.207-30394.226. 

8505200299 Discusses 850426 request to delete Tech Spec 3,3 3.7 A Surveillance Re- 
quirement 4 7 7.e4 re chlorine detection. Pages from util evaluation of control room 
habitabillly during hazardous chemical release end, per 850506 request 
MCCLOUD.D E Tennessee Valley Authority. 65/05/15. ADENSAM.E Licensing 
Branch 4, 9pp 30468 051-30466 059. 

8S05210305 ReWsed emergency ctr implementing procedures, Including Rev 8 to IP-1 re 
operations duty specialist concerning transportation accident shipment ol rad waste 
from TVA lacili^ W/66051 7 lU 

HUFHAM,J.W Tennessee Valley Authority. 86/06/17, 14pp 30489*344*30489 358 


J. Insurance A Indemnity Informatfon 


-850 5060451 Security Insp Rept 50 390/86-17 on 050219-22 A 0307-08 No noncompli- 
anco noted Malor area inspected security program as Implemented Lack of UL752 cer- 
tification noied Rent details withheld (ref 10CFR73 21 A 2 790) 

TOBIN, W, TILLMAN, A, MCGUIRE.D R Region 2. Office of Director 85/03/25 1p 
30103 142*30163142 

8505230828 Forwards Insp Ropt 50 390/85*21 on B502 18-22 No violations or devi- 
ations noted 

VERRELLI,OM Region 2 , Office of Director 05/04/01 PARRIS,H G Tennessee 
Valley Authority 2pp 30540 094-30540 116 

“8505230632 Insp Rapt 50*390/05-21 on 050218*22 No violation or devratlcn 
noted Major areas inspected emergency A abnormal oporailng 
inslruction3.surv8jiranco lns1fuc1ions,general A sys oporattng Instructions A masnl in- 
structions 

JULIAN.C A , GIBSON.A F Region 2. Office of Director 85/03/29 21pp 30540 096- 
30540*116 

6605200441 Forwards Insp Repts 60*390/85*19 A 50-391/05-17 on 850225-0301 & 11- 
15 No violation or deviation noted 

VERRELU.DM Region 2, Office of Director 05/04/03 PARRIS, H G Tennessee 
Valley Aulhortty. 2pp 3O4e7‘270*30487 277 

“8605200461 Insp Repis 50-390/85-19 A 60-391/85-17 on 850225-0301 A 11-15 No 
violallorii or deviation noted Major areas inspected prooperallonal test results review A 
review of previous enforcement items 

SCHNEBLf,Q A. THOMAS, M, VAN DYNE.KW, Region 2. Office of Director 65/04/ 
04. 6pp 30487,272-30487 277 

8505230645 Forwards Insp Repts 50 390/85-27 A 50-391/85*23 on 850311-14 No vio- 
la tf on or deviation noted 

VERRELLI,DM Region 2 . Office of Director 05/04/03 PARRIS, H G Tennessee 
Valley Authority 2pp 30542 120-30642*126. 

“8505230654 Insp Reple 60-390/85 27 A 50*391/85*23 on 850311-14 No violation or 
devialion noted Major areas inspected’seismlc analysis for as built safety related 
piping sys A pipe support baseplate designs using concrete expansion anchors 
VIAS.S, BLAKE, Jj Region 2, Office of Director 85/01/29 4pp 30542 122- 
30542 1 25. 

8505200215 Forwards Insp Repts 60*259/05-17,50-260/85-17,50-206/85-17, 50-327/ 
85-14,60*328/65*14,60-390/65-31 A 60-391/05*26 on 850319-22 No violation or dfovi- 
ation noted 

VERRELLI.D.M Region 2 , Office of Director. 85/04/04 PARRIS, HG Tonnessea 
Valley Aolhorlty 2pp 30466.027*30486.037 

“B 505200253 Insp Repis 60*269/85-17,50-260/85.17,50*296/65-17, 50-327/85.14.50. 
326/85-14,60-390/85*31 A 50*391/65*26 on a50319.22.No violation or deviation 
noled.Major areas Inspecled-radlofogical environ monitoring implemenlalion 
KUZO,Q B Region 2. Office of Director 65/04/03 9pp 30406 029-30406 037. 

8506230643 Ack receipt of 050328 Itr Informing NRC of stops lakon to correct violations 
noted Ir^ Insp Repts 50-390/65-18 A 50-391 /85-1 6 

WALKER, R D Region 2, Office of Director. 65/04/05 PARRIS.H Q Tennessee Valley 
Authority Ip 3054 0 366-30540.360. 

>-8505230648 Responds to NRC 850318 Itr ro violations noted In Insp Repts 50-390/65- 
18 A 60-391 /86-1 e.Correclivo actions Pipe Support 47A496-5 14,R1 redesigned A 
Nonconformance Repl WBN CEB 6504 Inlliated 

MCCLOUD.D.E Tennessee Valley Authority 85/03/28 GRACE.J.N Region 2, Ofilco 
of Director 4pp 30540*367-3054(3'360 

8506170554 Forwards Insp Repts 50*390/65*23 A 50*391/85*18 on 850304*00 A notice 
of violation 

VERRELLI.D.M. Region 2, Office of Dfreclor 85/04/11. PARRIS, HG Tennessee 
Valley Authority 2pp 30464196-30464.211. 

“8505170657 Nolle© of violation from Insp on 850304-00. 

* Region 2, Office of Director. 65/04/11 2pp. 30464:200-30464 201. 

“6505170567 Insp Repts 80*390/65*23 A 50 391/85*18 on 650304*08 Violation 
noted.temp humidity records In Warehouse IV A V past due for calibr A tellure to es* 
laWish adequate measures to verify authenticity of certificate of contormanco 
JACKSON, L.H., WRIGHT, RW., UPRIGHT, CM Region 2, Office of Director 85/04/ 
06. 10pp. 30464*202-30464 211. 

8505170334 Forwards Insp Rept 60*390/85-22 on 850326-20 No viofalions or davl 
aliens identified 

VERRELLI,D.M. Region 2, Office of Direotor 85/04/15 PARRIS.H G. Tennessee 
Valley Authority, 2pp 30465 268 30465 265. 

“8505170342 Insp Rept 60*390/85*22 on 650326*29 No violations or deviations 
noted M^or areas fnsj^cted startup tests A surveillance procedures. 

BURNETT.PT., JAPE.F Region 2, Office ol Director. 85/04/10, 6pp 30465 260 
30465:265. 


8505210353 Forwards Endorsement 28 to NELIA Policy NF-256. 

DUCK.J.R, Marsh A McLennan. Inc 85/05/15. SALTZMAN.J. Assistant Director for 
State A Licensee Ralaflons. 2pp. 30500. 24 9*30 5 00' 260 


0, Advisory Committee on Reactor Safeguards reports & correspondence 

6605230599 Summary of 650213 ACRS Subcommittee meeting w/util In Knoxville.TN re 
status of open Items, const A OA deficiencies, fire protection A equlpmer^t qualification 
programs 

' ACRS * Advlsoiy Committee on Reactor Safeguards 85/04/99. ACRS - Advisory 
Commlltee on Reactor Safeguards. 4pp. 30644:269-30544:262 


Q. Inspeotlon reports, IE Bulletins & correspondence 

8506060440 Forwards Insp Rept 60-390/85-17 on 850219-22 A 0307*08 No viofalions 
or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 65/03/26 PARRfS,HG. Tennessee 
Valley Authority. 2pp 30183:140*30183:142. 


8505170520 Forwards fnsp Repl 50-390/85*30 on 650325*29 No violations or devi 
atlons noted. 

VERRELLI.D.M. Region 2, Office of Director 65/04/16 PARRIS, H.Q. Tennessee 
Valley Authority. 2pp. 30464 266-30464:271. 

“8505170522 Insp Rept 60*390/85*30 on 850326-29 No violation or deviation 
noted.Major areas Inspected problems V/efosure of nonconforming condition repts 
SCHNEBLI.Q.A , JAPE.F. Region 2 , Office of Director. 05/04/10, 4pp. 30464 266- 
30464:271 

8605170467 Forwards Insp Ftepts 60-390/85-35 A 50 391/85*29 on 85040 1-04.No vio- 
lations or deviations Identified. 

VERRELLI.D.M, Region 2. Olfice of Direotor. 65/04/17. PARRIS, H.Q Tennessee 
Valley Authority 2pp 30466 001*30465 005 

“0506170472 Insp Repts 5O-39O/05-35 A 50*301/85*29 on 850401-04.No violations or 
deviations noted, Major areas Inspected seismic analysis for as built safety retaled 
piping sys A pipe aupport baseplate designs using concrete expansion bolts. 

VIAS.S J., BLAKEpJJ. Region 2, Office of Director, 85/04/16 3pp 30466:003- 
30465.006. 
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9505230600 Forwards Insp Ropts 50 390/85*25 & 50*391/65-20 on 050301*31 No vio* 
latlons or dovlalions noted 

VERHEUl.DM Region 2, Ofdce of Director 05/04/17 PARRfS.HG Tennossoe 
Valley Aultiorlly 2pp 30540 122*30540136 

-0505230014 Insp Repts 50*390/05*25 & 50-391/05 20 on 050301*31 No violation or 
doviatfon noted Major areas inspected unresolved itemsjollowup on Inspector-idonti* 
fled items licensee identified items & fire prevention 

SHYMLOCK.M B . HOLUWaW E . CALDWELL, C W Region 2, Office of Director 85/ 
04/17 13pp 30540 124 30540 136 

6505230569 Ack receipt of 850318 & 0405 Itrs informing NRG of steps taken to correct 
violatlorvs noted In Insp RepI 50*390/85 01 & unresolved item noted in Insp Repl 50 
390/84-00 

WALKER.R D Region 2, Office of Director 05/04/18 PARRIS,H Q. Tennessee Valley 
Authority Ip 30S40 160 30540 172 

-8505230584 Ack receipt of 850318 Itr informing NRG of steps taken to correct viola- 
tions noted in Insp Rept 50*390/05 01 & unresolved item noted in fnsp Rept 50 390/ 
84-66 

WALKER.R D Regian 2, Office of Director 06/03/29 PARRIS.HQ Tennessee Valley 
Atilhonty. 1p 30540 167-30540 167 

-B 50523059 5 Responds to NRC 05021 1 Itr ro violations noted in Jnsp Repts 50 390/65 
01 & 50 391/05 01 Corrective actions engineering no longer closing nonconformance 
rapts before all corrective aclions completed 

DOWER, J A Tennessee Valley Authority 85/03/10 GHACEJ N Region 2, Office of 
Director 3pp 30540 1 60-30540 1 69 

..0505230602 Supplemental response to NRC 650211 Itr re violation noted In Insp Rept 
50-390/05 01 .Comments on three examples & generic Implicalfons re Improper han- 
dling of nonconformance repts. 

DOWER.J A Tennessee Valley Authority 86/04/05 GRACE.J N Region 2, Office of 
Director. 3pp 30540 170 30540 1 72 

8505200607 Ack receipt of 850300 Hr informing NRC of stops taken to correct violations 
noted in Insp Repts 50-390/04-06 & 50 391/84-58 Violation 2 deleted from records. 
WALKER,n D Region 2, Office of Director 65/04/19 PARRIS.H G Tennessee Valley 
Authority. 2pp 30487 067-30407.05Q 

8506179276 Forwards Insp Repts 50 390/05-26 & 50 391/86 22 on 05031 M5 No vio 
latlons or devialicns Identified 

VERRELLI.DM Region 2, Office of Director 05/04/24. PARRIS.H G Tennessee 
Valley Aulhonly 2pp 3046S.346-30465'357. 

-8505170207 fnsp Repts 50-390/85-26 & 50 391/05 22 on 850311-15 No violations or 
dovlatlona noted Major areas inspected measuring & test equipmeni, surveillance test- 
ing & calibr conirol 

BELISLE.GA, UPRIQHT.C M Region 2. Office of Director. 05/04/23 lOpp 
30465 340-30465 357 


R. Periodic operating reports & related correspondence 

0605290368 Forwards "Environ Radioactivity Loveie, Watts Bar Nuclear Plant, Annual 
Rept - 1984 

MCCLOUD.DE Tennessee Valiey Authority 05/06/23 DENTON.H R Offico of Nu- 
clear Reactor Regulation, Director Ip 30596 078 30596 140 

-8505290361 "Environ Radioactivity Levels, Watts Bar Nuclear Plant, Annual Rept - 
1084 •' 

* Tennesseo Valley Authority 04/12/31 62pp 30596 079 30596 140 


S. Reportable occurrences, LERa & related correspondence 

8505010040 Final delicjency rept re failure to identify water spray hazard in high pres 
sure fire protection piping Initially reported on 050220 Engineering change notice 
Issued to provide water spray shields for board room chillers 
HUFHAM.JhW Tennesseo Valley Authority 85/03/22 GRACE, J N Region 2, Office of 
Director 2pp 30093 247-30003 246 

0605010377 Revised ftrial deficiency rop1 re unqualified fire protection equipment for 
emergency gas treatment sys & auxiliary bldg gas Iroalment sys filter housing Initially 
reported on 850125HSpray sys nozzles will bo replaced by 05041 1 
HUFHAMJ W. Tennesseo Valley Authority 05/03/25 GRACE, J N. Region 2. Offico of 
Director 2pp 30093.313 30093 315 

6606280482 Revised firtal Delfcloncy Rept NCR W-130 P ro routing of radioactive sys 
Instrument lines Initially reported on 630729 Instrument drain lines diaconnectod from 
cfosGd drain sys 

HUFHAM.J W. Tennossoe Volley Aulhonly 05/04/19 GRACE, J N Region 2, Offico of 
Director 2pp 30580 337-30580 339. 

8605280528 Final deficiency rept re lao^ of sufficieni documentation to verify environ 
qualification of oloctrfeal equipinonl.per NUREG O560fnitially reported on 
810729 Design socllon created to ovorsoa environ qualificallon program 
HUFHAM.J.W. Tennossao Valley Authority, 05/04/30 GRACE.JN Region 2, Offico of 
Director. 3pp 3050 0 236 30SB0 236 

8S0S28O5S5 Supplomonta! final deficiency rept re incompiot© commitments to 
NRCfnltlally reported on 841214 Special englnoering procedure complotod for Unll 
1 Commllmanis Impfementod In commitment tracking records 
HUFHAMJ.W. Tennossoe Valley Authority 05/05/03 GRACE, JN Region 2, Office of 
Director 2pp 30580 246 30580 249 

850Siei>170 Part 21 rept ro errors in safety grade coro exit thermocouple sys during A 
following postulated high energy lino break Probabiy caused by molalura Ingrossion A 
thermal expansion Qualification program completed 

RAHE,EP Westinghouse Electric Corp 65/05/00. TAYLOR, J.M Director's Office, 
Offico of Inspection and Enforcement 5pp 30427'H2 30427 116 


8B05210113 Forwards Insp Rept 60-390/05*20 on 050401 05 No violations or dovi 
ations Idontifiod 

VERRELLLDM Region 2. Office of Director 05/04/25. PARRIS.HQ Tennesseo 
Valley Authority 2pp 30510 071-30510 079 

*0505210117 Insp Rept 50-390/05 20 on 850401-05 No violations or deviations 
noted Major areas inspected surveillance testing & catibr control program & licensee 
actions on previously Identified insp findings 

SWITH.C, llpRIGHT.CM Region 2, Office of Director 86/04/24. 7pp. 30510 073 
30510 079 

8604250462 IE fnfo Notico 05 034, “Heat Tracing Contributes to Corrosion of StaNoss 
Steel Pmina ’* Sve list end 

JOROAN.t L Division of Emergency Preparedness & EnginoGring Response {Post 
830103) 05/04/30, Consolidated Edison Co. of Now York, Inc, f07pp 30115105- 
30115 291 

9504250456 IE tnfo Notico 85 035, "Feflure of Air Check Vatves to Soot " Sve list end 
JORDAN, E.L Division of Emergency Preparedness A EngInoGrIng Response (Post 
830103) 06/04/30 Consolidatod Edison Co, of Now York, Inc TOOpp 30116 077- 
30115 104 

8605200137 Forwards Insp Rents 60 300/05-29 & 50-391/86*25 on O5O326-20.No vio 
latlons or deviations Idonliflod 

VERRELLI.D.M floglon 2, Office of Director. 85/05/03, PARRIS.HQ. Tennesseo 
Valioy Authority 2pp. 3O4D5.102-3O4O5'216 

-9505200152 Insp Ropts 50 390/05-29 & 50-391/05-25 on 850325-29 No vlofallons or 
deviations noted Major areas Inspected Impfementatlon of firo protection & plant safe 
shutdown requirements of Sections HI G & lILL of App R to lOCFRSO 
KUNT.M D.. MADDEN.P M , BUFF.AB Region 2, Office of Director 85/04/30 22pp 
30405-194 -30405.216. 

8505880410 IE Info Notice 04-62, SuppI 1, "Inadequate Mali Procurement ConlroJs on 
Part of Licensees & Vendors ’* 

JORDAN.E L Division of Emergency Preparedness & Engineering Response {Post 
830103). 05/05/00 Consolidated Edison Co. of New York. Inc. lOpp 30615 338- 
30615 347. 

8506130034 IE fnfo Notice 05*037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Sve tisl end. 

JORDAN.E. L Division of Emergency Preparedness A Engineering Response (Post 
830103), 85/06/14 Yankee Atomic Electric Co 4pp. 30040.272-30849 014 


DOCKET 60-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Applfcallon/conslructlon stage documents & correspondence 

6605200001 Further response to FOIA request that records re 16 listed FtN files be 
mado available in PDR App CAD records available In PDR Review conlinmng. 
FELTON, J M DivIsFon of Rufos and Records 84 /09/20. SHOLLY.S.C. Union of Con- 
cerned Scientists 12pp 30503 072-30503 0 83 

-0309260348 Forwards silo condition info for romainlng seven of 10 sites as part of 
seismic hazard characterization program 

KIMBALL.J. Geoscloncos Branch 03/09/15 BERNREUTER.D Lawrence Livermore 
National Laboratory 7pp 30503,084-30603 090. 

6505100006 Further response to FOIA requests did 840223 & 0730 Forwards App B 
documents Documonts available in PDR 

FELTON,JM Division of Rules and Rocorda 04/10/09 KALER.RJ Gadsby & 
Hannah. 0pp. 30205.056-30295 063. 

••6005200864 Discussos RJ Bosnak B0021 1 memo ro Mechanical Enginooring Branch 
equipment qualification effort & potential for licensing delays Private firm confracl pro 
posal being prepared. 

MATTSOWJ Division Of Systems Safely. 80/02/16 DENTON.H R Office of Nuc te- 
ar Reactor RegulDllon, Director. Ip 302 95- 107-3 02 05 107. 

-9005200068 Informs that Solsmic Qualification Rovlow Team schedules re OL apptica 
lions wilt be dolayed due to Naval Rosoaroli Lab cancellation of interagency agree- 
ment 

BOSNAK.RJ, Mechanical Enninooring Branch 00/02/11, MATTSON, R.J, Division of 
Systems Safety 2pp 02028 071-02620 072 

-8103200412 Forwards Equipment Qualification Branch request for addi Info re rovfow 
of seismic & dynamic qualiffoallon of equipment for OL applications Submits tenlativo 
review schedule, based upon receipt of applicants* responses. 

NOONAN, V.S. Assistant DIreclor for Malls & Dual Engineering (Pre 830201) 01/03/ 
16, TEDESC0,H,L, Assislant Director for Llconslng. 10pp 30295 114-30295.123, 

8504110276 Forwards Tech Spec changes required for certification, changes ropresont- 
Ing further enhancement & optimizalion & list of SER sections which require 
updatteg Remaining Tech Specs, except Section 6, accurately reflect as-built facility 
SHELL, R.H Tonneasae Valley Aulhonly. 85/04/09. ADENSAM.E Licensing Branch 4 
259pp 20765.O63-29765-321 


8505290426 Forwards Rev 16 lo Technical Instruction TI-50A, "ASME Section XI Pre- 
servlco Insp Program, Unll 1 " Status of request for relief identified for presorvice Insp 
program listed. 

HUFHAMJ.W. Tennesseo Valley Authority. 05/05/ 14 ADENSAM.E. Licensing Branch 
4 2pp 30472:112-30472 171. 


-8506200429 Rov 16 to Technical Instruclion Tl 50A, "ASME Section XI Preservice 
Insp Program, Unll 1 " 

QOULARTJ Tonnesses Valley Aulhority. 05/03/30. SOpp. 30472.114-30472.171 


9606010215 Determines that ulil 050320,21 & 28 submittals amending 641016 offsite 
dose calculation manual consistent w/ methodology & guidelines in NUREQ-0133 
NOVAK, T.M, Assistant Drroctor for Licensing. 06/04/15 PARRIS.H G. Tennessee 
Valley Authority 2pp 30112:175-30112.176 

8605060035 Summary of 850412 maeling w/util ra Implemontallon of Westinghouse op- 
timization program In Unit 1 Tech Specs. 

KENYON, T,J. Licensing Branch 4 86/04/23, Licensing Branch 4 4pp. 30187.000- 
30187-011 . 
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8505240021 Summary of 8S0410 & 12 meetings w/uti» re power sys concerns List of 
attendees end 

KENYON, T J Licensing Branch 4 05/04/23 Liconsmg 8/anch A 3pp 30563 307' 
30S63 309 

6505010486 Requests dololion of Tech Spec 3 33 7 & Surveillance flenuirarnent 
4 7 7 0 4 re chlorine detectors on main control room vontilalcon sys fresh air 
intake Enel revised FSAR changes will ho incorporated In FSAR amend 
DOMEFI.J A Tennsssoe Valley Authority 85/04/26 ADENSAM.E Liconsing Branch 
4 14pp 30090 oaZ'S 0090 100 

6505030679 Notification of 650502 meeting w/util in Bethesda.MD to discuss enhance 
ments to employee concerns program 

KENYON, TJ Licensing Branch 4 05/04/26 ADENSAM.E Q Licensing Branch 4. 
2pp 30160 263 30160 284 

8505020079 Forwards Rev Q & 20 to General Const Spec G 29C & Vots 1 6 to Q'29M, 
■■process Specs for Woidinp,Heal Treatment NDE & Allred Field Fabrication Oper 
aliens," respectively, in response to 850417 request 

MCCLOUD.D E Tennessee V/alley Aulhonty 95/04/29 ADENSAM.E Licensing 
Branch 4 Ip 30107 001 30112 001 

-8S05020082 Rev fl to General Consl Spec G 29C. "Process Specs for Wofding.Hoal 
TreaimonLNDE & Allied Field Fabrication Operations " 

* Tennessee Valley Authority 83/09/01 353pp 30107 002-30107 354 

"6505020007 Rev 20 to Vols l-Q to General Const Spec G-20M, "Pirocess Specs for 
Weldjng.Heat Treatment, NDE & Allied FJeld Fabrication Operations ” 

* Tennessee Valley Authority 83/09/01 «527pp 30107 355 30112 081 


8506290537 Submits addi change to FSAR Amends 54 & 55 re FSAR Chapter 13, 
"Conduct of Operations" AddI change necessary to Section 13 4,dDlQling App 13 4A’ 
"Nucloar Safety Review Board Charter" Change will be reflected in FSAR Amend 5B’ 
DOMERJA Tennessee Valley Authority 85/05/22 ADENSAM.E Licensing Branch 
4 7pp 30592 283-30502 269 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 406 termination 
ropts formats 

THOMPSON, HL Djvislon of Liconsing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30602 282 30682 301 

8505210122 Generic Ltr B5 09 to all Wostinghouse PWR flcensoes & applicants re Tech 
Specs for Generic Ltr 03-20.ltem 4 3 

THOMPSON, HL Division of Licensing 86/05/23 Yankee Atomic Electric Co 17do 
3067f'334-30fl7l'350 


e. NRC Safety Evaluation Report (SER), supple & correspondence 

8504110276 Forwards Tech Spec changes required for certificallon, changes represent- 
ing further enhancement & optimization & list of SER sections which require 
updalmn Remaining Tech Specs, except Section 6, accurately reflect as-buiH facility 
SHELL.R H Tennessee Va/loy Auffionfy 85/04/09. ADENSAM.E Lfcensfr^q Branch 4 
259pp 20765 0 63 29765 321 ^ 


P. Security, modlcal, oinergehcy & fire protection plans 


8505070143 Forvrards proposed Tech Spec Tabfo 384 InacJvortontly orniUed from 
050417 application to amend CPPR-91 & CPPR-92, revisrng Tech Specs re sub- 
merged component circuit protection 

MCCLOUD.de Tennessee Valley Authority 85/04/29 ADENSAM,EQ Licensing 
Branch 4 3pp 30179 170 30179 172 


8504170547 Forwards monthly status rapt on plam-speciffc backfitting activilios current 
through 650300, Nine of 15 SER open items resolved prior to appeal moetinns SER 
scfwdi/fed tor c-ompleticr^ on 850329 

Assistant Director for Safety Assessment 85/03/18 
THOMPSON.H L Division of Licensing 65pp 30161.182-30161 246 


6505090512 Notifies that 650301 Interprotallon of Surveillance Reculrement 
4 6 1 1 2 f 11 of Tech Specs Incorrect Proper interpretation is that each diesel genera- 
tor verified not to start w/fockout feature of engine overspeed In offeci 
NOVAK, T M Assistant Director for Licensing 85/04/29 PARHIS.HQ Tennessee 
Valley Authority 2pp 30248016-30248 017 

0605070005 Forwards Wesllnghouse 860410 ltr containing supplemental Info ro ulit 
850412 FSAR rev Tech Spec allowable value for reactor coolant pump undervoltago 
should be 4,734 volts per bus 

DDMER.JA Tennessee Valley Aulhorily 85/04/30 ADENSAM.E Licensing Branch 
4 5pp 30171 020-30171 030 


8505200215 Forwards Insp Ropts 50-259/85-1 7,50-260/05-17,50-296/85-17, 50-327/ 
05-14,50-320/85 14.50 390/85 31 & 50 391/05 26 on 850319 22 No viola lEon or devi 
atfon noted 

VERRELll.DM Region 2, Office of Director 85/04/04 PARRIS, H G Tonnesseo 
Valley Authority 2pp 30480 027-30406.037 

"850520025$ Insp Ropts 50-259/05-17,60-260/05-17,50-296/05-17, 50-327/85-14 50 
328/05.14,50-390/05-31 & 50-391/05-26 on 0503 19-22, No violallon or devpatlon 
noted Major areas inspected radiological environ monitoring Implomontalion 
KUZO.Q.H Region 2, Office of Director 85/04/03 9pp 30400 029-30486 037 


8505070145 Forwards "Watts Bar Nuclear Piant.MaIn Control Room, Main Control 
Board3,S!mclurai Dynamic Response Test & Analysis, 850214 & 1B" per 050222 Ur 
ro soisrrtic & ^namlc qualificalion of safety-related equipment 
DOMER.JA Ten nessoo Valley Authority 85/04/30 ADENSAM.E Licensing Branch 
4. 2pp 30179.158 30179 169 


0BO523O6OO Forwards Insp Ropis 50-390/05-25 0 50 391/85 20 on 050301 31 No vio 
lalions or devlalfona noted 

VERRELLLOM Region 2. Office of Director 85/04/17. PARRIS, H.G Tennessee 
Valley Authority 2pp 30540.122-30540 136 


-8505070154 "Walts Bar Nucloar PI ant, Main Control Room, Main Control 
Boards, Structural Dynamic Response Test 8 Anatysi&,B50214 0 15 " 

O’BANN0N,JR, SMITH, D,D, MORRIS, G A Tennesseo Valley Aulhorily 05/02/15, 
lOpp 30179 1 60 30179-169 

850S070346 Forwards revised FSAR.Table 14 2 1, "List of Pieoporallonal Tests," per 
approved 850212 request for exemption frotn cold ro-flow,cold full flow & hot no-lfow 
rod drop testing Rev will bo Included In FSAR Amend 58 

DOMER.JA Tennessee Valley Authority 85/04/30 ADENSAM.E Licensing Branch 
4. App 30177 240-30177 251. 


"8505230614 Insp Repts 50 390/05-25 & 60-391/65-20 on 850301-31 No violaiion or 
devllion noted.Major areas (respected unresolved iloms.folJowup on inspector Won tifiod 
items & licensee identified Homs & lire prevention 

SHYMLOCK.MB, WEISE.S P. Region 2, Office of Director 85/04/17 13an 
30540.124-30540 136 

6S05060030 Summary of 650325 meoling w/utll re alternato shutdown 
c^abllity Atlondeo list & mooting handouts oncF 

KENYON.TJ Licensing Branch 4 85/04/23 Licensing Branch 4 9pp. 30187 012- 


8504290442 Generic Ltr 85-07 to all operating reactor licensees ro implomonlatlon ol 
rnfegrafod scfiacfufes for plant mods Sve list encf 

THOMPSON, H L Division of Licensing 85/05/02 Consolldalod Edison Co of New 
York. Inc 22 pp 30218 149-30218 170 

6595130459 Forwards corrected fmaf draft Tech Spec Table 3 6 2, "Conlainmont Isola- 
lion Valves.** Rev submIUod on 650410 lacor/ectly used 941211 version ol (able as 
basis for subj addilfons 

OOMER,JA Tennessee Valley Authority 85/05/03 ADENSAM.E Licensing Branch 
4 12pp 30279 047-30279 056, 

0505140333 Forwards proposed changes to Tech Specs & FSAR,inctudmg aurveil lance 
recjukemonts & instromonlallon trip solpoinls. Changes will be reflecled In Amend 56 

(X)MER,JA Tennessee Valley Authority. 65/05/03. ADENSAM.E Licensing 8/anch 
4 29pp 30376199 30375-227. 


0505020436 flov 16 to Central Emergency Control CIr Implementing Procedure fP-S. 
"AlerLSito Aron Emo/goncy & General Emergency" & revised div of nuclear power 
emergency ctr Smptomonting procedures W/050426 ltr. 

WEBB.W E. Tonnesseo Vallay Authority 85/04/26, 16pp 30104 248 30104 267 

0505070120 Forwards revised App B, "Summary Liallng of Valves to Inservlce Testing 
Program." per 050327 & 0412 submittals Certain valves not In compliance w/iequlre- 
menis of App R & reclassified 

MCCLOUD.de Tennessee Valley Authority 65/04/29 ADENSAM.E. Licensing 
Branch 4 60pp 30170 049-30170 106 ^ 

0505200137 Forwards Insp Repls 50-390/85-29 & 60-301/85-26 on 850325-29 No vio- 
lations or deviations idontlfied 

VERRELLI.D.M. Region 2, Office of Director 65/05/03 PARRIS.HG Tennessee 
Valley Authority 2pp 30405*192-30405.215. 


8506200260 Noiifias Of 650716 scheduled delivery dale of listed lifting devices referred 
lo fn util 050206 ltr providing response lo Section 2 1 of NUREG 0612, "Conlrol of 
Heavy Loads at Nucloar Pewer Plants.'’ 

MCCLOOD.OE Tennessee Vafloy Aulhorily 85/0S/15 ADENSAM.E Licensing 
Branch A 1p 30468 022-30468.022 


•8B06200162 Insp Repls 50 390/05 29 & 60-391/05-25 on 650325-29 No violations or 
dovlaliof^s nolod Major areas Inspected implementation of fire protection & plant safe 
shutdown ronulroments ol Sections HI G & III L of App R lo 10CFR50. 

HUNT.M D., THOMAS, M . CONLON.T E Region 2, Office of Director. 05/04/30 22 dp 
30406 1 94 30465 215 


0505200299 Discusses 850426 roouest to delete Tech Spec 333 7 & Surveillance Re- 
quirement 4 7.7.a.4 re chlorine aeiecflan. Pagos from ulil ©valuation of control room 
habHabllity during hazardous chemical release end, per 050506 request 
MCCLOliD.DE Tennessee ValWy Authority 85/05/15 AD^SAM.E LFcensIng 
Branch 4. 9pp. 3046B 051-30468 059. 

0505240293 Forwards list of documents required to address safety- related issues re 
facility Requests delivery of documonis as soon as practicable Review of documents 
may Irnpacl on licensing schocfule 

ADENSAM.E Q. Licensing Branch 4. 85/05/16 PARRIS.HG. Tennosseo Valley Au- 
thority. 4pp 30576:21030576213. 

050531029$ Notifies of error In H Thompson 850516 Hr re TVA consl silo 
concerns Question 3 of End 2 corrected 

ADENSAM,e.Q. Licensing Branch 4, 85/05/16, PARRIS.HG Tennessee Valley Au 
Ihonty. Ip 30671 '3 10*30671 333 


0506130270 Forwards "’Interim Findings Rept on Adequacy of Radloioglcal Emergency 
Response Proparodnssa for Watt a Bar Nticfear Power Pfanf.TN " 

KRIMM.R W. Podorel Emergency Management Agoncy 85/05/06 JORDAN.E L Divi- 
sion of Emergency Preparedness & Engineering Response {Post 030103}. id 
30279 010-30279,0 39 ^ 


•8505 130201 "Irrlerim Findings Rept on Adequacy of Radiological Emergency Re- 
sponse Propacedneaa for Watts Bar Nuclear Power Plant, TN " 

* Federal Emergency Management Agency, 65/04/02. 3lpp, 30279 011-30279 039 


0606140328 Discusses incomplete 050417 FSAR changes to testing of transfers to al- 
lernato power supplies on 6 9 HV shutdown boards. Forwards correct FSAR chanoos 
which will bo Incorporated Into FSAR Amend 56. 

DOMER.JA Tennosseo Valloy Authority 85/05/06 ADENSAM.E Liconsing Branch 
4 3pp, 00374:329-30374 331 ^ 


*85053 10a02 Forwards 1 1 concerns re Watts Bar communicated to NRC & concerns of 
NRC Identiricatloft of any outstanding cases curreniiy under review ro emptoyao 
harrassmer^lTeprlsals or Intimidation requested. 

THOMPSON, K L Division of Licensing 85/05/18. PARRIS, H Q Tennesseo Valley Au 
Ihonty. 17pp, 30071*317-30671,333 


8505140345 Forwards Rev 12 to radiological emergency plan & revised emoroency p!ar 
Implementing procodurea.including Rev 4 to IP-10, "Medical Emergency Proceduro" 0 
Rev 4 to tP-T, "Emergency Plan Classification Logic " 

HUFHAM,J.W, Tennesseo Valley Authority, 85/06/08 GRACE.JW Roaion 2 Oflicc 
of Director. Ip. 30375.0 1 6-30375 074. a * 



DOCKETED ITEMS 183 


■^6505140347 Rev 12 to fadiological emergency plan 

* Tennessee Valley Authority 85/05/08 14pp 30375 017-30375 030 

-•6505140361 Revised emergency plan implementing procedures, including Rev 4 to JP- 
10, "Medical Emergency Procedure" & Rev 4 to IP-1. "Emergency Plan Classitication 
Logic 

* Tennessee Valley Authority 05/05/08 39pp 30375 031-30375 074 

8505140404 Forwards 850402,09,16 & 23 PHYSt-14 surveillance instruction test results 
on FPS-2 sys Acceptance criteria failure on 850409 result of electrical component 
malfunction Results wjtlihefd (ref 10CFR73 21) 

DOMER,J A Tennessee Volley Authority 85/05/08 ADENSAM.E Licensing Branch 
4 Ip 30375 352-30375 352 

8506160164 Revised emergency plan Implemonlrng procedures,lncluding table of 
contGnls,RGv 3 to IP'2 re notification of unusual evenl.Rev 3 to IP-3 re alert & Rev 3 
to IP-4 re site area emergency W/Q50510 Itr 

HUFHAM.JW Tennessee Valley Authority 85/05/10 GRACE, JN Region 2, Office of 
Director 19pp 30394 207-30394 225 

8505200299 Discusses 050426 reouest to delete Tech Spec 33 3 7 & Surveillance Re- 
quirement 4 7 7 G 4 re chfor/ne detection Pages from util evaluation of control room 
habitability during hazardous chemical release encLper 850506 request 
MCCLOUD, DE Tennessee Valley Authority 85/05/15 ADENSAM,E Llconslnq 
Branch 4 9pp 30460 051-30468 059 

8505210308 Revised emergency clr implementing procedures, Including Rev 8 to IP-1 re 
operations duty specialist concerning transportation accident shipment of radwaste 
from TVA facifity W/05051 7 (tr 

HUFHAM.JW Tennessee Valley Authority 06/05/17 14pp. 30489 344-30400,358 


J. Insurance & Indemnity Information 

as 0521 0363 Forwards Endoraemenl 28 to NELIA Policy NF-256 
DUCK.J R. Marsh A McLennan, Inc 05/05/16, SALTZMAN,J Assistant Director for 
Stale & Licensee Relations, 2pp 30500 249-30500 250 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


-0505170472 Insp Repts 50-390/85 35 A 50 391/85 29 on 850401-04 No Violations or 
deviations noted Major areas Inspected seismic analysts for as built safely related 

te svs A pipe support baseplate designs using concrete expansion bolls 

SJ, BLAKE.JJ Region 2, Office of Director 85/04/16 3pp 30465 003- 
30465 005 

8605230600 Forwards Insp Repts 50 390/85-25 A 50 391/05 20 on 850301-31 No vio- 
lalions or deviations noted 

VERRELLI.DM Region 2, Office of Director 85/04/17 PARRIS.H G Tennessee 
Valley Authority 2pp 30640 122-30540 136 

-8605230614 Insp Repts 50-390/85-25 A 50 391/85-20 on 850301-31 No violation or 
deviation noted Major areas Inspected unresolved items.foliowup on inspector-identi- 
fied Items licensee Identified items A fire prevention 

SHYMLOCK,M Q . HOLLAND, W E . CALDWELL, CW Region 2, Office of Director 85/ 
04/17 13pp 30540 124-30540 136 

8605230569 Ack receipt of 850318 A 0405 Itrs Informing NRC of steps taken to correct 
violations noted in Insp Rept 50 390/85 01 A unresolved item noted In Insp Rept 50 
390/84-66 

WALKER, R D. Region 2. Office of Director 85/04/18 PARRIS,H G Tennessee Valiev 
Authority Ip 30540 166-30540172 

“>8505230595 Responds to NRC 050211 Ur re violations noted in Insp Repts 50 390/85- 
01 A 50 391/85 01 Correctivo actions engineering no longer closing nonconformance 
fopts before atf corrective actions completed 

DOMER.J A Tonnossee Valley Authorily. 05/03/10 GRACE,J N Region 2, Office of 
Director 3pp 30540 168-30540109 

8505200507 Ack receipt of 050308 Itr Informing NRC of stops taken to correct violallons 
noted fn Insp Repts 60 390/04 86 A 60-391/84-58 Violation 2 deleted from records 
WALKER,RD Region 2, Office of Director 05/04/19 PARRIS.H G Tennessee Valley 
Authority 2pp 30487 057-30487.050 

8505170275 Forwards Insp Repts 50-390/85 28 A 50-391/85-22 on 85031 M 5 No vio- 
lations or deviations Identified 

VERRELLI.DM Region 2, Office of Director. 65/04/24 PARRIS.H Q. Tennessee 
Valley Authority. 2pp 30465 346-30465 357 


85OS23O5O0 Summary of 050213 ACRS Subcommittee mooting w/util In Knoxville, TN re 
status of open items, const A QA deficiencies, fire protection A equipment qualification 
programs 

* AuRS • Advisory Committee on Reactor Safeguards 85/04/09 ACRS • Advisory 
Committoe on Reactor Safeguards, 4pp 30544 259 30544.262 


>8505170287 Insp Repts 50-390/85-26 A 50-30i/85-22 on 050311-15 No violations or 
deviations noted Major areas inspected, measuring A test equipment.survoillance test- 
ing A cahbr control 

BtLISLE.GA, UPRIGHT, CM Region 2, Office of Director 85/04/23 lOpp 
30465 340-30465*357 


Q, Inspection reports, IE Bulletins A correspondence 

8505200441 Forwards Insp Repts 50-390/05-19 A 50 391/85-17 on 650225-0301 A Il- 
ls No violation or deviation noted 

VERRELLl.D M Region 2, Office of Director 85/04/03 PARRIS.H G Tennossoo 
Valley Authorily 2pp 30487 270 30487 277 

“8605200461 Insp Repts 50-390/05 19 A 60 391/05-17 on 850225 0301 A 1M6No 
violation or deviation noted Major areas Inspected prooporatlonal teat results review A 
review of previous onforcoment Items 

SCHNEBLI.G A , THOMAS, M , VAN DYNE.K W Region 2, Office of Director. 85/04/ 

04. 6pp 30487 272-30487 277. 

8505230645 Forwards Insp Repts 50-390/05-27 A 50-391/86-23 on 860311-14 No vio- 
lation or deviation noted 

VERRELLI.DM. Region 2. Office of Director. 85/04/03 PARRIS.H Q Tennessee 
Valley Authority 2pp 30542 120-30542 125 

“8505230654 Insp Repts 50-390/85-27 A 50 391/05-23 on 86031 M4 No viofallon or 
deviation noted Major aroas Inspected seismic analysis for as built safety related 
piping sys A pipe support baseplate designs using concrete expansion anchors 
VfAS.S, BLAKE,JJ Region 2, Office of Director 85/03/29. 4pp 30542 122- 
30542 125 

8505200216 Forwards Insp Repts 50 259/85-17,60-260/85-17,60 290/86-17, 60-327/ 
05-14.50-320/85-14,50-390/05-31 A 60 391/05-26 on 860319-22 No violation or devi- 
ation noted 

VERRELLI.DM Region 2. Office of Director 85/04/04 PARRIS.H.G. Tennessee 
Valley Authority. 2pp 30480 027-30406 037, 

“8505200253 Insp Repts 60-259/05 17,60 260/85-17.60 296/06-17, 60-327/85 14.60 
328/85-14.50-390/05 31 A 50 391/06 26 on 050310-22 No violation or deviation 
noted Major areas Inspected radiological environ monitoring implemontation 
KUZO.G.8 Region 2, Office of Director 85/04/03 9pp. 30^406 029-30406 037 

0505230643 Ack receipt of 050320 ftr informing NRG of stops token to correct violations 
noted In Insp Repts 50-390/05-10 A 60-391/05-16 

WALKER.R.D Roglon 2. Office of Director. 05/04/06 PARRfS.H.Q. Tonnossee Volley 
Authorily Ip 30540 3 56-3 0540 *3 60, 

.-8505230640 Responds to NRC 050318 Itr re violallons noted fn Insp Repts 60-390/85- 
18 A 50 391/86-16 Corroclivo acdons.Plpo Support 47A490 5-M,R1 redesigned A 
Nonconformance Rept W0N CEB 0604 fnlllaled 

MCCLOUD, O.E Tennessee Valley Authority. 05/03/28 GRACE.J N Region 2 , Office 
of Director 4pp 30540.357-30540 360 

8605170664 Forwards Insp Repts 60-390/05-23 A 60-391/05-18 on 650304-00 A notice 
of violation 

VERRELLI.D.M Region 2, Office of Director 05/04/11. PARRIS.H G. Tennessee 
Valley Authority 2pp 30464*198 30464*211 

“05OS17O567 Insp Repts 50-390/85-23 A 50-391/85-10 on 06O3O4-Og. Violation 
noted lomp humidity records In Warehouse IV A V past due for callbr A failure to es- 
tablish adequate measures to verify authenticity of cerllNcate of conformance 
JACKSON.LH, WRIGHT.RW, UPRIGHT, CM. Region 2, Office of Director 05/04/ 

05. lOpp 30464 202-30464 211 

8505170467 Forwards Insp Repts 50-390/05-35 A 60-301/85-29 on 050401 -04.No vio- 
lations or deviations Identified 

VERRELLI.DM, Roglon 2, Office of Director 05/04/17. PARRIS.H.G. Tennessee 
Valley Aulhorlty. 2pp 30465 001-30465 005 


0504260452 IE Info Notice 05 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping *' Sve list end 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103). 05/04/30 Consolidated Edison Co of New York, fnc f07pp 30115 105 
30116 201 


8604250455 IE Info Notice 85 035, "Failure of Air Check Valves to Seat " Sve list end 
JORDAN, EL Division of Emorgoncy Preparedness A Enoinoorlng Response (Post 
030103), 05/04/30 Consolidated Edison Co of New York, Inc lOOpp 30115 077- 


0606200137 Forwards Insp Rents 50 390/05-29 A 60-391/85 25 on 060325 29 No vio 
latlons or deviations Identified. 

VERRELLI.DM Region 2. Office of Director 05/05/03 PARRIS.H.G Tonnossee 
Valloy Authority 2pp 30485.192-30485 216 

“8606200162 tnsp Repts 60 390/05-29 A 50-391/05-25 on 850325-29 No Violations or 
deviations noted Major aroas inspected Implementation of fire protection A plant safe 
shutdown requirements of Sections III Q A III L of App R to lOCFRSO 
HUNT,M D , MADDEN, P M , RUFF.A 0 Region 2 , Office of Director, 05/04/30 22pp 
30485*194-30485.216 

8605060418 IE Info Nollco 84-52, Supp) 1, "Inadequate Mall Procurement Controls on 
Part of Licensees A Vendors *' 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103) 05/05/08 Consolidated Edison Co of New York, Inc 10pp. 30616 338 
30615 347 


850B130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at Mill 
stone 2 " Sve fist end 

JORDAN.EL Division of Emergency Preparedness A Engineering Reaponso (Post 
030103). 85/05/14 Yankee Atomic Electric Co 4pp 30848 272-30849 014 


R. Periodic operating reports A related correspondence 

8605290368 Forwards "Environ Radioactivity Levels, Walls Bar Nuclear Plant, Annual 
Rent - 1084 " 

MCCLOUO.D E. Tennessee Valloy Authority. 85/05/23 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director Ip 3O59O*O78-3O590 140 

“8605290361 "Environ Radioactivity Levels, Watts Bar Nuclear Plant, Annual Rent - 
1084 *' 

* Tennessee Valley Aulhorlty 84/12/31. 62pp 30596 079-30596' 140 


S. Reportable occurrences. LERs A related correspondence 


8505010269 Seventh Interim deficfoncy rent re fncorrocl use of Category IIL) supports 
on pipes near water chillers Initially reported on 030117.Walkdown insp 
coraploted Drawings for diesel generator bldg reviewed Next rept expected by 850717 
HUmAM,J,W Tennessee Valley Authority 85/03/22 GRACE, J.N Region 2. Office of 
Director 3pp 80095083*30095 085. 


8606010640 Final deficiency rept re failure to identify water spray hazard In high pres- 
sure fire protection piping Initially reported on 850220 Engineering change notice 
Issued to provide water spray shields for board room chlllors. 

HUFHAM.J.W, Tennessee Valley Authority, 86/03/22, GRACE, J.N. Roglon 2. Office of 
Director 2pp 30093,247-30093*240 ^ 
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!• ' “ni j/i Tr- , > -a' f A r,rr*> 65 04 MO GRACEJN Region Office of 

r Ac. 


86:s:3:i2o ^ , 



Ml > MM I 

n t: :> 



f z.*iy Zf rt'pt re possb r/ of ovcrstressed hydrogen 
\i.ci 3 err g5ri2i4Ccrfc:t.5 actons w II be completed by 
' "C *0 p p '9 

A-*--: ry 65/04/16 GRACE.J N Region 2. Office of 


e^j': 3230 153 ,r 1 ", n JAr rcpMcr Wars Un 1 2 & ihrd infenm deficiency 

’ *.1 ' r L A " Ur'i > 1 i : .a ca';u'c! ;n cf VJppcn desgn loads in tpipe Inttraify 
r.. r- T I rrp's r, f-Ct''5 S 650323 

j vv Trr , ' 3 Va A.-f :? *•, 65i 04/ 18 GRACE, J ff Region 2. Office of 

‘ r tpp 3 '^ ::*£3 3t1 


850323^432 P . U' J f r: 0:*z .r.y P p* NCR W 130*P re routing of radioactive sys 
'‘.M, - it ij 3 1' "r 1 / rtp,iVJ cr 630723 Ins ♦ajTcnl bran [ nes disconnected from 
.n $,3 

T'f "V- i,a * 2 '.y A. 85'0l/f9 GRACEJN Region 2, Office of 


850328:516 S r'.rn d-':-:ncv rept re aliernate’y analyzed pip’ng pro* 

yan dr.*: .^.f Dt.*i r'r-*.3 «i! L>-d r r«c3:gs'‘cn Ncirt rept vvill be suDmilted by 
' ' /t 

.f rMM J Jc'n.r.Q Va 'J, Ai.-*'':r‘> 65/04/23 GRACE.J N Reg on 2, Office of 
I '.t r *• c-Giu :=r 2:5 


85:628:328 F r,>pi 'a:- cf suf, c.:nl documentation to verify environ 

LCi'., p p^f NUREG 0588fnilia]jy reported on 
^ I'* ^ Lc., ji'J' / rn cfCJ‘:J *0 o,C’'cee cm ran qua* .fica'on program 

MM V 1 Vf V a. :y A , h j^ry 65/04 /SO GRACE.J N Region 2, Office of 

C r ^h> 2 nSa55G2:3 


8506280655 S ppCrcr jj fra' dv 
NO'n 'y r.rcr*: 3 641214 S; 

If : — [’(.rtsi'np . "ri"': j rn c:r 
* J kV Trrrs.u:to Vi ey Au 

Dr.r r Opp re-C 24“ 3:560 243 


‘^c'rcy rept re mionnpTgte commitmenls to 
:ec3l cn^necrog procedure completed for Unit 
T ‘jrant Ua:k na records 

^enry 65 / 05/03 GRACE, JN Region 2, Office of 


8506160170 Fart 2 T rept re eri'^rs n g^ade Core e/r t thcrnKicouple sys durina & 
.* ■*'7'^ 'n fi'-J tica^f Protatly caused by moisture ingression & 

r'7J> , 1 C^J * cren cfOgraTi cc/r;'e‘ed ^ 

n es/OS/OS TAyiOajM Erector's omce. 

Ct n Lf i"p:u' -n nri Pr'n:c;T:r,\ 5t.p S0427 n2 30427 116 


OOCKtl to-J86 VIRGIL C SUMMER NUCLEAR STATION, UNIT 1 
A Applicahon/Mnstructon stage documenU i correspondence 


>■8505290219 Forwards response to violations 
withheld (ret lOCFRTG 21) 

DIXON, OW Soulh Carolina Electric & Gas 
Office of Director. Ip 30597 129*30597 129* 


nolGd In fnsp Ropl 60 395/95 Id.Einci 
Co. 05/05/00 GRACE.J N Region 2, 


p. operaUng license stage documents & correspondence 

8505170080 Partial response to FOfA roquost for NRC momoa during or aincp 1003 ro 
96 LERs or TMI SALP rept Documents listed In App A oncl Documonts listod fn App 0 

available in PDR Search for addl records continuing ^ ^ * 

FEITON.JM Division of Rules and Records 04/09/14 BARFIELD.K Critical A/nss 
Energy Project lOpp 30473 318-30474 180 

-8408210111 "Investigation of Skating & Set Screw Conditlori on PSA 1,3 & 10 Srtock 
Arrestors." 

HAAS.GB Pacific Scientific. DR 1434.84/06/16 4pp 30476*009 30470012 


8506030407 Application for amend to Dconse N PF* 1 2, ro vising Tech Spec 3/4 0 4 lo fn 
dJeate which electrical equipment protective dovicos roquirod to bo opernbio & (joint 
mg Table 3 8 1 re overcurrent protective dovJaos Feo paid 

DJXON.OW Soulh Carolina Efecirfc & Gas Co. 85/04/20 DENTON.H.R Offlco of 
Nuclear Reactor Regulation, Director 2pp 30127,150*30127 160 

-8505030409 Proposed revs to Tech Spec 3/4.3 4Jnd(catinp which oloclrlcnl oqulpmort 
protective devices required to be operable & delollng Table 3 0.1 ro conloinmont pon 
etration conductor ovorcurrent protective dovicos, 

* South Carolina Electric & Gas Co. 66/04/1 9 Dpp. 30127. 160-30127. 160 

6505030314 Forwards Westinghouse reanalysis of largo break LOCA lor t 9% rocfiicllon 
in thermal design RCS flow for facility Analysis revised duo to problom w/Input molh- 
odofogy between BART & WREFLOOD code. No chango to Tech Specs noedod. 
DIXON.OW South Carolina Electric & Gas Co 85/04/30. DENTON, OR Oifico of 
Nuclear Reactor Regulation, Director 24pp 30 1 26:1 1 1*301 26:1 34 

8505080006 Forwards Amend 40 to License NPF-12 A safety ovoJuatlon. Amend modi 
frSn M loWs^ change Time Constant T1 in ovorlemp dollfl*T aolpolnl equation 

ADENSAM,E.G Licensing Branch 4. 85/04/30 DIXON, O.W South Carolina Cledrlo & 
Gas Co 3pp 30231 100*30231,114 


-8506080007 Amend 40 to License NPF- 12, modifying Toch Spec to chonpo Timo Con 
. S . J” overtemp della*T setpoint equation from 33 to 28 s & chanaino roactor trip 
setpoint for aleam generator water level io*Jo slanol 
ADENSAM.EG Licensing Branch 4. 85/04/30. Cpp, 30231.103 30231 IfO 

-8505080008 Safety evaluation supporting Amend 40 to Liconso NPF .12 

Office of Nuefear Reactor Regulation. Oiroctor 85/04/30 4pp. 30231,11!* 


number of valid starts & failures of Diosol Qcn 
hAnfinfL^ ® re^onse to Generic Ltr 04*15, "Proposotl Star/ Ac* 

& Maintain Diesel Generator Re Ifahllity." 

^ 85/05/01. DENTON.Hft. Offico o1 

Nuclear Reactor Regufalion, Director 2pp. 3O17O'O20-3O1f8 020. 


»«5_woM a-a B4M23 S 0730 Forwards App B 

KALER.RJ Cadsby a 

“ c-if.'a' O'^r^i? Branch 

t-* ^ ^ contract pro- 

F Security. fn*<ji<al. •rnsrp^rvey 8 fire protection plans 

w implemented for 

8 &r.cra v»tt.^^6id (SMrt-?R2 79or ^ ^ ^ ^ Packages.vehicfe locking 

'’69'ona. 


*““'4 rS M '» v-oibbona 

Ew7caGarcr"S’3oi??37i-5422jo DtXOHOW Soulh Carolina 

a.;i;rs aai"! werc^h l..3''<T9^-dM,rad"s I'SS 5*£'hn** hf i Corteclive 

v^ikJ a oerhed ^ & .erd ed & hourfy hre watch patrol log 

Cf's:oclDTS'5cr Spp^OS^JMMsijfAO 85/04/19 GRACEJN Region 2. 



*■' to coneci wolabons 

Soulh Ca,ola,a 


Implomonlnlton of 

yK® Mpp‘-30aT“549.302?8 Conaolldalod Edison Co of New 

^^f?M NPF-12 & safely evafuation Amend modi* 

C^ent SfliEin Shfii k 1 fiy9 mquired for safe ahuldown/occi- 

2w losTWsToa^ OtXOHO W. Sooth Carofinp Elodlrlc 4 

“'sSrew arrMuYod to Spocs "> M<i«lo that nil 

deWo TabieaTTvIa i millgatlon shall bo oporablo & to 

AD£NSAM,EQ Ucanslng Branch 4 85/05/08 12 pp 30547.012-30547 029 
supporting Amancl 41 lo Llcansa NPF-12 

30M7^6 Roaelor Ragulation, DJrootor, 85/05/00. 3pp 30647.02-1- 

’^”es * safoty evaluation Aniand mocll- 

PoolvemilaLsys us^ as ES? funcl(?n only whon sponi fuel 

Ga8^^^fo8te5oWl2 '^IXON'O W Soulh Carolina Eloctiio 4 

function. ® pool venllloOon ays used as ESF 

ADENSAM.EG Licanslng Branch 4 85/05/14. Spp. 3060l;904.90e01-309 

« *® >-100040 NPF.12 

30601312 Reactor Reguiation, Director. 05/05/14 3pp. 30501310 . 

revising Tool, 

Nuctear Bsaclor Regulallon, DIracK 2pp^305^':-f 

o“'s®a1am"ATWs‘E'’®T .‘;"n®^;28> "ReilPlwt* 

Nuclear Reactor RegulaboSf d“ 2^ 



DOCKETED ITEMS 185 


8505210108 Genorlc Ur 85 08 <o all holders of CPs & OLs re 10CFR20 408 termlnalion 
ropts - fcroiats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30662 301 

8606210122 Generic L(r 85 09 to all Wostinghouse PWR IJcenseos & applicants ro Tech 
Specs for Generic Ltr 83 28Jtem 4 3 

THOMPSON, H L Division of Licensing 86/05/23 Yankee Atomic Efeclric Co 17pp 
30671 334-3DG71 350 


Q. Inspection reports, IE Qulfellns & correspondence 

9S0521O2S0 Forwards Insp Rept 50-395/85-10 on 850311-15 & notice of violation 
VERRELUl.DM Region 2, Office of Director 85/04/01 DIXON, OW South Carolina 
Electric & Gas Co 2pp 30513 920 30513 338 

-8505210252 Notice of violation from insp on 850311-16. 

» Region 2, Office of Director 85/04/01 Ip 30513 330-30513 330 

-8506210262 Insp Rept 50-396/fl5-10 on 850311-15 Violation noted failure to Identify 
name of data recorder on record of test 

QIRARD^EH, QLAKE.JJ Region 2. Office of Director 85/03/28 Qpp 30513 331- 
30513 338 

8506200054 Ack receipt of 850326 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 60-395/85 04 

VERRELU,DM Region 2, Office of Director 85/04/09 DIXON, OW South Carolina 
Eleclric & Gas Co fp 30486 093 30486 095 

-8505200069 Responds to NRC ltr re violations noted In Insp Rept 50-395/85 04 Cor- 
rective actions increased mgt emphasis placed on control of activities affecting safety- 
related equipment 

D}XON,OW South Carolina Electric & Gas Co 85/03/25 QRACE,JN Region 2, 
Office of Director 2pp 30486 094-30486 095 

6505210106 Forwards Insp Rept 50-395/05-11 on 860304 08 & notice of violation 
WALKER, RD Region 2, Office of Director 85/04/11 DIXON.OW South Carolina 
Efoctrfo & Gas Co 2pp 30510 084-30510 098 

-6 5052 101 12 Notice of Violation from Insp on 650304-08 

• Region 2. Office of Director 86/04/11. Ip 30510 086 30510 ooe 

-8606210116 Insp Rept 50-395/85 11 on 850304-08 Violation noted failure to establish 
measures to assure prompt evaluations of out-of calibr moasurino & lost equipment 
RUNYAN.MF, UPniQHT.aM Region 2, Office of Director 85/04/05 12pp 
30510 007-30510 098. 

0505200632 Forwards Insp Rept 50 395/85 05 on 050325-29 No violations or devi- 
ations noted 

VERRELLf.DM Region 2, Office of Director 85/04/16 DIXON.OW South Carolina 
Eloclfic & Gas Co. 2pp 30486 324-30486 340. 

-B605200638 fnsp Rept 50-305/85 05 on 850325-29 No violation or deviation 
noted. Major areas Inspected liquid & gas radwaste mgt, environ programs & post-acci- 
dent sampling sys 

STODDART.P G , MONTGOMERY, D M Region 2, Office of Director 85/04/11. 16pp 
30486 326 30486.340 

8505210123 Forwards Exam Ropl 50-395/OL-65-01 of exam administered on 850225* 
28 

VERRELLI.DM Region 2, Office of Director 85/04/19 DIXON.OW South Carolina 
Electric a Gas Co 2pp. 30512 270-30513 034 

- 06D52 10136 Exam Rept 50-395/OL 05 01 on 650225 28.Exem results four senior ro 
actor operator candidates a two reactor operator candidates passed & one Instructor 
certification candidate failed 

ROGERS,! . WILSON.B A Region 2, Office of Director 85/04/16 123pp 30512 272- 
30513 034 

8604260452 IE Info Notice 85-034, "Heal Tracing Contributes to Corrosion of Stainless 
Steel Piping " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Enginooring Response (Post 
030103) 85/04/30 Consolidated Edison Co of Now York, Inc f07pp 30115.185- 
30115.20! 

8504260455 IE Info Notice 85 035. “Failure of Air Chock Valves to Seat “ Sve list end 
JOROAN.EL Division of Emergency Proparoefness a Engineering Response (Post 
830103) 65/04/30 Consolidated Edison Co of New York. Inc fOOpp 30115077- 
30115 184, 

8506220005 Forwards Insp Root 50 395/85 13 on 860301-31 & notice of violation. 
WALKER.RD Region 2. OfficQ of Dlroctor 85/04/30 DIXON.OW. South Carolina 
Electric a Gas Co 2pp 30527 185 30527 201 

-8505220086 Notice of violation from insp on 850301-31 

• Region 2, Office of Director 85/04/30 4pp 30527 187-30527*190 

-8605220088 Insp Rept 50 395/05-13 on 860301 -3 1.Violallons noted failure to ade 
quately implement procedures governing Inataftatlon of scaffolding & lack of valid 
senior operator license by parson directing licensed operator octivilios 
HEHL.CW., WAGNER.PD. CANTRELL.FS Region 2, Office of Director, 85/04/19 
11pp 30527.191-30527 201 

05O623OB71 Ack receipt of 850419 ltr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-395/85 08 ^ r.. ^ 

VERRELLl.tJM Region 2, Office of Director, 85/04/30 DIXON.OW South Carolina 
Electric a Gas Co fp 30542 237-30542-240 

-05OS23O696 Responds to violations noted In Insp Ropl 50 395/85 08 Corrective 
acllons-addi torque wrench testing performed a verified & hourly fire watch patrol log 
reviewed a verified. ^ ^ 

DIXON.OW South Carolina Electric & Gas Co. 86/04/19 GRACE,J,N Region 2, 
Office of Director. 3pp 30642 238-30542.240. 


0505060418 (E Info Notice 84 52,Suppl 1, ‘Mnadequalo Matf Procurement Controls on 
Part of Licensees & Vendors " 

JOROAN.E L Division of Emergency Preparedness S> Engineering Response (Post 
830103) 05/05/08 Consoirdaled Edison Co of Now York, lf\c lOpp 30615 338 
90615 347 

6505130034 IE info Nolfco 65 037. “Chemical Cleaning of 8toam Generators at Mill- 
stone 2 “ Sve list end 

JOHOAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14 Yankee Atomic Electric Co 4pp 30848 272 30849 014 

8S05200203 Ack receipt of 6SO50Q ltr informing NRC of slops taken to correct violations 
noted in Insp Rept 50-395/65 14 

VERRELLI.DM Region 2, Olfica of Director 85/05/21 DIXON.OW South Carolina 
Eloctric & Gas Co 2pp 30597.127-30597 129 

->8505290219 Forwards response to violations noted in Insp Rept 50 395/85 14 End 
withheld (ref 10CFR73 21) 

DIXON.OW South Carolina Electric & Gas Co 85/05/00 GRACE.JN Region 2. 
Office of Director, ip 30597 129 30597 129 


R. PerJodfc operating reporta & related correspondence 


85 01 2400 16 Monthly operating ropl for Nov 1 984 W/841212 hr 
LOIGNON.GA. DIXON.OW South Carolina Electric & Gas Co 84/11/30 
BARRY, L W Office of Resource Management. Oiroclor 5pp 28541 358-28541 362 


S. BopoftabJo occurrences, LERs & related correspondence 

0BO5090542 LER 05 009 00 on 050325.axlernal consultant Sdanliflod size inadequacy of 
containment penetration proloctlon devices for in core Instrumontatfon flux mapping 
space heaters Primary proleclion device tagged open pending mods W/850430 Ur 
PAGLfA,A M., DIXON.OW South Carolina Electric & Gas Co 85/04/30 3pp 
30232 025-30232 027 

8505090435 LER 85 008 00 on 850404 /eactor manually Iripped due to loss of various 
secondary plant indications Trip resulted in unmonitorod refoase from main steam sys 
relief valves Caused by failure of primary & secondary fuses W/850503 ltr 
KOON.AR. DIXON.OW South Carolina Eleclric & Gas Co 85/05/03 2pp 

30232 347-30232,348 

0605140307 PNO IJ-05O6Oon 850509,unusua} event declared as result of Inoperability 
of two Colt diosol generators First ganerator declared inoperable on 850508 after 
automatic voltago regulator failed during Tech Spec surveillance tost 
RULAND.W, WEISE.S Region 2. Office of Diroctor 05/05/09 2pp 30374 323 
30374 324 

0505240221 LER 85-010 OO on 8504 10, while power range ex coro nuclear Instrumonta- 
tion channel removed, quadrant power tilt ratio sun/elllance not performed once per 12 
h as required Caused by personnel error Procedure revised W/050510 ltr 
KOON.AR. DIXON.O.W South Carolina Eleclric & Gas Co 05/05/10 3pp 

30562 234-30562 236 

8605200424 LER 86 012 00 on 8504 17, health physics person net Identified error In liquid 
fodwaslo monitoring computer program Caused by personnel error, Correct correlation 
factor entered Into program W/85051 7 ltr 

KOON.AR, DIXON.OW South Carolina Electric & Gas Co 85/05/17. 2pp 

30610 317-30618 318 

6505290446 LER 85 011-00 on 8504 18, control rods powered by rod control sya cabinet 
2AC failed to move Caused by defective slave cyder counter card Card 
replaced Provenllve mainl program for rod cenirof sya cabinet osiablishod W/050517 
Hr 

KOON.AK. DIXON.O.W Soulh Carolina Electric a Gas Co 05/05/17. 3pp 

30818 310-30618 321 

8505310402 LER 85-001 01 on 050216 & 27, duo to failure of rod control sya.roactor 
shut down.por Tech Spec 3 1 3 Caused by low output from pulser oscillator circuit & 
erratic output of suporvisory buffer memory cfrcull, respectively W/850521 hr 

KOON.AR, DIXON.O.W South Carolina Electric & Gas Co, 85/05/21 4pp 

30665.191-30665 1G4 


V, Operator Examinations 


6505210123 Forwards Exam Rept 50 395/OL-05 01 of exam administered on 650226 
28. 

VERRELLi.D M Region 2. Office of Diroctor. 85/04/19, DIXON.OW. Soulh Carolina 
Efeclric & Gas Co 2pp. 505 1 2 270 3051 3 034 

-8505210135 Exam Ropt 50-395/OL-85 01 on 850225-28 Exam results'four sonior re 
actor operator candidates a two reactor operator candidates passed & one Instructor 
cortiflcallon candidate foiled 

ROGERS, T.. WILSON, BA Region 2, Office of Director. 06/04/16 123pp 30512 272- 
30613 034 

6606220065 Forwards Insp Rept 50 395/05-13 on 850301-31 & notice of violation 
WALKER, R.D Region 2. Office of Director 65/04/30. DIXON.OW Soulh Carolina 
Electric & Gas Co 2pp. 30527186 30527 20! 

-0605220086 Notice of vlotatlon from Insp on 850301-3! 

• RegJon 2, Office of Dlroctor 85/04/30 4pp 30527,107-30627100. 

"8605220060 Insp Rept 60-395/05 13 on 850301-31 Vfol aliens noted' failure to ade- 
quately Implement procedures governing inslallaflon of scaffolding & lack of valid 
senior operator license by person dlrecllnn licensed operator ectivilies 
HEHL.CW. WAGNER.P.D, CANTRELL.FS, Region 2. Qffice of Director. 05/04/19. 
lipp 30527*1 9 1-30527*201 



186 DOCKETED ITEMS 


DOCKET 60-39B UNJV. OF VIRGINIA CAVALIER REACTOR 


P. Operallnfl license stage docunrienls & correspondence 


B5O520O497 Forwards Amend ^/enewjng License R 123,SER (NUREG^1119) & FR no- 
^ significant environ Impact & environ assessment 
THOMPSON.H L. Division of Ucensing 05/'O5/17 WULDEaR.O Vjrgrnia. Univ of, 
Charlollesville, VA 3pp 30604.008 30604 122 


“8505280504 Amend ^.renowrng License R>123 until 050517 
THOMPSON.H L Division of Ucensing. 85/05/17 3pp 30604 011-30604 013 

“8506280507 Notlco of finding of no significant environ impact re proposed 
amend.renowing License R-123. 

GRIMES, Cl S/stemalic Evaluation Program Branch 85/05/10 3pp 30604 014- 
30604016 


8505280474 Corroded Itr forwa ruing request for addi info re Generic Ltr 83 28, “Goner 
fc Implications of Safem ATWS Event *’ Response requested within 46 days of Hr re 
ceJpt 

SCHWENCER,A Licensing Branch 2 85/05/06 SORENSON, G C Washington Public 
Power Supply System 4pp 30606 113-30606 116 

8505240248 Requests remittance of addI feo for 840309 application for amend 1o Li- 
canso NPF 21 Addi fee required due to number & nature of changes 
DfGQS.R M license Fob Manageniont Branch 85/05/15 SOR^SEN.QC Washing- 
ton Public Power Supply System ip 30576 034-30576 034 

860529O4S4 Application for amend to License NPF-21 .revising Tech Specs to change 
min allowable voltage band on auto starting of Diesel Generators DQ-1 & DG- 
2, making band consistent w/ output breaker closure permissive setpoint Fee paid 
SORENSEN.QC Washington Public Power Supply System 85/05/22 BUTLER. WR 
Licensing Branch 2 4pp 30591,352-30501 350 


■8506280611 Notice of issuance of Amend 4,ranewing License R 123 
THOMAS, CO Standardization & Special Prolecls Branch 85/05/17. 2pp 30604 017- 
30604 018 ^ 

<8505280634 Environ assessment supporting renewal of License R-123SER (NUREQ- 
1119J and. 

* NRC • No Detailed Affillalien Given, 85/05/01. t04pp 30604 019 30604 122 


DOCKET 60-397 WPPSS NUCLEAR PROJECT UNIT 2 


-8505293490 Proposed Tech Specs changing min allowable voltage band on auto start 
ing of Die&e) Generators DG 1 & DG‘2, making band consistent w/oulput bieaker do 
sure permissive setpoint 

• Washington Public Power Supply System 85/05/22 3pp 30591 356 30591 358 

6505210106 Generic Ltr 85-08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York. Inc 20pp 306B2 282-30602 301 


A- Appflcatlon/cojiBtructlon stage documente & correspondence 


O, rnapecDon reports, J£ Bulfotins & correspondence 


8505100006 Further response lo FOfA requests did 640223 A 0730 Forwards App B 
documents Documents availahle fn PDR. 

FELTON, JM. Division of Rules and Records. 84/10/09 KALER.RJ Gadsby & 
Hannah epp. 30295 056-30296 063 

-8103200412 Forwards Equipment Qualification Branch request for addf fnfo ra review 
of seismic 8 dynamic quamlcation of equipment for OL applications Submits tentative 
rovfow achadule.based upon receipt of applicants' responses. 

NOONAN, VS Assislant Director lor Malls a Qual. Engineering (Pro 830201 f 81/03/ 
16, TEDESCO.RL Assistant Director for Licensing. 10pp 30295 114-30295,123 


P. Security, medlcelj eipergeney >& fire protection plane 

6666000097 Responds to NRC 650319 Hr re violations noted in insp Rept 50-397/85 
05 Corrective actions makeup ffro drill (0 requalify individual that had not met drill re 
quirement & documentation & (racking sys reviewed & improved. 

SORENSEN.G.C, Washington Public Power Supply Systam 85/04/17 MABTIN.J.B 
Region 6, Office of DIreclor 7pp. 30167*226-30157.231 

imments on supply ays program plan for detailed control room 
of plan not raqufroa. Review baaed on NUREQ 0737,Suppl 
NUREG 0801 require ments 

ifl Branch 2. 85/05/09 SORENSEN.Q C Washington Public 
10pp. 30483' 248 30483.257, 


6506170642 Forwards -ct 
dosIgn.Staff approval 
1.NIJREQ-07o 5& draft 
BUTLER, W,R LIcansIr 
Power Supply System. 


P, Operating license stage documente & correspondence 


8606030723 Forwards final startup & power ascension (esllng rept Subsequent repts 
required lo be submiltod evory 3 moniha until all testing leamng to commencement of 
commefclaf operation reported. 

POWERS.C.M. Washinglon Public Power Supply System 85/04/17, MARTIN, JB, 
Region 6, Ollico of Director 1 7Spp, 30 14251 04-301 42 277. 

0SO5O1O1BO Application lor amend lo License NPF-21, revising Tech Specs re Surveil- 
lance Requirement 4.6.1 1 lo allow certain containment isolation valves to be ex- 
cluded wtille plant at power, (0 avoid unnecessary personnel hazards Foe paid 
SORENSEN, Q.C, washinglon Public Power Supply System 85/04/25. 
SCHWENCER,A Ucensing Branch 2. 3pp 30004 23a.300B4-243. 


-8605010163 Proposed Tech Specs revising SuiveiifancQ Requirement 4.6 1,1 lo allow 
certain containmeni valves to be excludecT while plant at power to avoid unnecessary 
pereonnol hazard 

• Washington Public Power Supply System. 85/04/25. 3pp 30084.241 '30084' 243. 

6504290442 Generic LIr 85-07 to ell operating reactor licensees re Implemontatlon of 
Inlegralad schedules for plant mods. Sve list end 

THOMPSON.H.L Division of Lfcer^slng. 85/05/02 Consolidated Edison Co. of New 
York, Inc 22pp. 30218:140-30218:170, 


S606O60181 Forwards warrant lo cover application fees, per 10CFR170,for review of li- 
ce nsod operator requallf leaden program A reactor feedwater pIpJna usage factor 
SORENSEN.Q C Washington Public Power Supply System 85/05/02 DIGGS.RM, 
License Fee Management Branch. Ip, 30202 OSB-O 0202 .098. 


8506140437 Forwards request for addi (nio re ulK responses lo Generic Ltr 83-28, "'Ge- 
norlc Implications of Salem ATWS Event-’' Response requested within 45 days of ltr 
receipt W/o an-cL 

SCHWENCEn,A. Ucensing Branch 2 85/05/06. SORENSON.QC. Washington Public 
Power Supply System. 4pp, 30389,301<303fl9'304. 


8605140463 Discusses Inalrument setpoint methodofogy program used In determining 
trip seipcInta.MathodologY consislenf w/intent of Rev 1 lo Reg Quids 1,105 & proper 
for Irtsirumenlatlon design & vintage. Procedures end. iao 

SORENSEN.G.C, Washington Public Power Supply System* 85/05/06. 
SCHWENCER,A Licensing Branch 2, 2pp 30387:289-30387 316 


8505060097 Responds to NRC 050319 Hr re violations noted In InSp Rept 50 307/85 
OS.Correclivo actions makeup fire drill to requalify individual that had not met dnil re 
quiroment & documentation & tracking sys reviewed & improved. 

SORENSEN, GC Washington Public Power Supply System 85/04/17 MARTIN.JB 
Region 5, Office of Director 7pp. 30157 226-301 57'232 

8605060249 Forwards response to notice of violation contained fn NRC 850319 
Itr Corrective actions dfosel generator abnormal, operating & surveillance procedures 
changed to include add) staternent re adjustment to rated voltage, 

SORENSEN.Q C. Washinglon Public Power Supply System 85/04/17. MARTIN, JB 
Region 5, Office of Director. 13pp 30160 227-30160 239 

8505220291 FOAvards Insp Rept 50-307/05*14 on 850401 05 No violations or devi- 
ations noted 

KIHSCH.DF Region 5, Office of Director 05/04/29 SORENSEN.G.C. Washinglon 
Public Power Supply System Ip 30530 279 30530 283 

-*8508220296 Insp Rept 50-397/05*14 on 050401-05 No violations noted Major areas 
Inspected program.records & procedures pertaining lo insen/Ice insp for pressure 
boundary piping wolds A supports A review of pertinent QA records 
CASELLA,FA. YOUNG.T, JOHNSON, PH Region 5. Office of Director 85/04/25 
4pp. 30530 280 30530 283 

0604260452 IE Info Notice 05 034, “Heat Tracing Contributes lo Corrosion of Stainless 
Steef Piping " Svo fisl end. 

JORDAN, &L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/30 Consolidated Edison Co. of New York, Inc 107pp 30115 185- 
30116291, 

8504250465 IE Info Notice 86 035, “Failure of Air Check Valves to Seat “ Sve list end 
JORDAN.EL, Ofvlalon of Emergency Preparedness & Engineering Response (Poal 
830103) 85/04/30 Consolidated Edison Co of New YorK, Inc. f08pp. 30115 077* 
30116-104. 


8505300200 Forwards insp Rept 60*307/85*12 on 050301 *31. No violations IdenMed 
KIRSCH.DF. Region 6, Office of Director 85/05/07 SORENSEN, GC Washinglon 
Public Power Supply System Ip. 30640.029 30e40’043 


-8505300212 Insp Rept 60-397/85-12 on 850301-31 No violations or deviations 
noted Major areas Inspected'control room operations, ESP status, surveillance 
orogram.malnt program. LERs A special Insp topics 

TOTHAO., WAITE,RS., JOHNSON, PH. Region 5, Office of Director 85/05/03. 
14pp 30640.030 30640 043 


8505060416 IE fnfo Notice 84'52,Suppt 1, “Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors ” 

JORDAN, EX Division of Emergency Preparedness A Engineering Response (Post 
830103) 65/05/08 Consolidated Edison Co of New York. Inc. 10pp. 30615*336- 
30815-347 


G&05210166 Ack recelpl of 850417 Hr Informing NRC of steps taken to correct vlofallons 
noted in Insp Rept 60-397/85-05. 

KIRSCH.D.R Region 5, Office of Director 05/05/17. SORENSEN.Q C Washinglon 
Public Power Supply System Ip. 30494:167*30494 174 

650522000B FoAvards request for relief for exams found Impraclical during proservice 
Insp program Written response granting relief from ASME Section XI requirements re- 
quested. 

SORENSEN.Q C Washington Public Power Supply System. 85/05/17. BUTLER.WR. 
Ucensing Branch 2. lipp 30519.002-30519 012, 


R* Periodic operating reports & related correspondence 


-(IISOB140466 RovZ to23AieOOAA, "RHR Sys.” ^ 

• Washington Public Power Supply Syalem. 85/12/28 9pp. 30387-291-30367.300 

“9505140470 Rev 0 to 22A5281, "Insirument Setpoints A Tech SP^o Urnits.” 

♦ Washlnfllon Public Power Supply System. 77/12/02, 16pp. 30367.301-30367,316. 


8505160206 Forwards annual environ operating rept for 1984,per environ protection 
plan, Section 6 4.1. W/o end. 

toWERSAM. Washinglon Public Power Supply System. 05/04/30. MARTIN, JB 
Region 6. Office of Director, Ip. 30394-106*30394-106. 
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S. Reportabls occurrences, LERs & related correspondence 

0505070326 LER 05 025-00 on 850404, operations failod to notify chemistry lab when 
transfe/irlng drywell purge operation from standby gas treatment sys to reactor bldg 
yen Illation sys Caused by personnel error W/850429 Itr 

KOENIGS, R L , POWERS, C M Washington Public Power Supply System, 05/04/29 
4pp 30204,203-30204 206 

0506070376 LER 66 027-00 on 85041 2,automatlc Isolation of Djv 1 balance of plant 
rolay cabinet occurred Caused by inadequate procedure Logic reset Surveillance pro- 
cedures revised W/ 650429 Itr 

KOENIGS.R L , POWERS, C M Washington Public Power Supply System 05/04/29 
4pp 30204 215 30204 218 

8505140410 Part 21 rept re discrepancies in Limltorque actuator weights for valves sup 
plied la Beliefonte Units 1 & 2 & Washington Nuclear Project UnTi 1 List of affected 
valves end Listed B&W-designed plants notified of problem 

TAYLOaJ.H Babcock & Wilcox Co 85/05/08 TAYLOR J M Director's Office. Office 
of fnspedion and Enforcement 5pp 30368 116-30368 120 


0605140419 Submits revised info re Preservico Insp Program Procedure ISI 201 submit- 
ted by B50305 Itr.correcting typo in App D Uti) will perform volumetric Insp on ref 
lines, per SER Open Item 6 

ZlMMHRMAN.SR Carofma Power & Light Co 85/05/09 OENTON.HR Office of Nu- 
clear Reactor Regulation, Director Ip 30376 009 30375 009 

850S16D167 Forwards justification for value less than 14? psia for min conlainmont 
pressure based on conservatisms In ECC5 analysis as discussed on Pago 6-9 of SER 
(NUREG-1038) 

ZIMMERMAN.SR Carolina Power A Light Co 85/05/13 OENTON.HR Office of Nu- 
clear Reaclor Regulation, Director 3pp 3D428 148 30428 150 

8605230400 Forwards Rev 1 to Plant Emergency Procedure PEP-362, "Interpretation of 
Liquid & Gas Samples for Core Damage Assessment," to fulfill requirement of SER 
(NlJREG-1038}, License Condition 3 re post accident sampling sys 
ZIMMERMAN.SR Carolina Power & Light Co 85/05/13 OENTON.HR Olfica of Nu- 
clear Reactor Regulation, Director Ip 30531 001-30531 140 


F. Security! medical, emergency & fire protection plans 


V. Operator Examinations 

8505080161 Forwards warrant to cover application fees, per 10CFR170,for review of li- 
censed operator requalification program & reactor feedwater piping usage factor 
SORENSEN, G.C Washington PubTic Power Supply System 65/05/02 DIGGS,R M 
License Foe Management Branch Ip 30202 096-30202 098 


DOCKET 60-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. Appllcallon/constructlon stage documonta A correspondence 

8605010131 Forwards draft Rev 5 to NUREG 0452, "STS for Woslinghouse PWRs," In- 
corporatrng radiological effluent & ETS into updated draft version of Tech Specs NRC 
comments expected fn Juno 1986 

CUTTER, A.B. Carolina Power & Light Co 85/04/23 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 593pp 30083 005-30084 237 

8604290442 Generic Ltr 85 07 to all operating reaclor licensees re Implementation of 
Integrated schedules for plant mods Sve list end 

THOMPSON, H L Division of Licensing 65/05/02 Consolidated Edison Co of New 
York, Inc. 22pp 30218 149-30218 170 

8603130389 Forwards results of Dec 1984 LOCA reanafysis to justify raising FQ limit 
(tolal peaking) Increased limit will allow more operating flexibility A Increase fuel 
economy Draft FSAR pages to be included in future amend also end 
ZIMMERMAN.S R. Carolina Power & Light Co 86/06/07 DENTON, H R Office of Nu- 
eJear Roaclor Regulation. Director OQpp 30278 228-30270 296 

6605240401 Forwards notification of NRC Caseload Forecast Panel 850610-19 site 
visits to assoas const A completion schedule status Responso describing status of 
Issues Ml delineated In end agenda requested by 850601. 

KNIGRTON.Q.W Licensing Branch 3, 85/05/08 UTLEY.EF Carolina Power A Light 
Co 3pp 30676 139-30576.144 

-8505240416 Notification ol NRC Caseload Forecast Panel 650618-19 site visits to 
assess status of const A completion schedule for facility, 

BUCKLEY.B.C. Licensing Branch 3 85/05/08 KNIGHTON,G.W. Licensing Branch 3 
3pp. 30576.142-30576144 

0505290366 Nolilicatlon Of Caseload Forecast Panel 850618-19 site visit to New Hill.NC 
to assess status of const A completion schedule for facility Agenda end 
BUCKLEY.BC. Licensing Branch 3 85/05/06 KNIQHTON.G.W Licensing Branch 3 
epp 30620'261-30629'25e 

05OS1 40394 Application for amend to CPPR- 156, reviewing Paragraph 3 to slate that 
conditions par lOCFRSO 54 A 60 65 subj to applicable provisions as modified by duly 
authorized exemptions Foe paid 

CUTTER. A.B. Carolina Power A Light Co 85/05/09 DENTON.H R Office of Nuclear 
Reactor Regulation, Director. 2pp 30374*321-30374 322 

05OS 140469 Requests mod to 050419 amended request for partial exemption from re- 
qulremenls of 10CFH50,App A,QDC 4 re elimination of postulated pipe creaks in RCS 
loop.changlng request from permanent to schedular exemption, 

CUTTER. A, B Carolina Power A Llohl Co 85/06/09, DENTON.H R Office ol Nuclear 
Reactor Regulation, Director Ip 30374.210 30374 219 

8605210106 Generic Ltr 05-08 to all holders of CPs A OLs re 10CFR20.406 lermlnallon 
repls - formats 

THOMPSON.H.L Division of Licensing. 85/06/23 Consolidated Edison Co of New 
York. fno. 20pp. 30682 202-30682*301 

8506210122 Generic Ltr 05 09 to all Westinghouse PWR licensees A applicants re Tech 
Specs for Generic Ltr 83-28.ltom 4 3 

THOMPSON.H L Division of Licensing 05/05/23 Yankee Atomic Electric Co. 17pp 
30671:334-30671.350. 


E, NRC Safety Evaluation Report (SER), suppla A correspondence 

6605060020 Forwards addi pages of emergency planning public Info brochure, afert/noli- 
ficfttlon ays rept A evaluation A analysis of siren prompt notification sye in response to 
SER (NUREG-t 038) Open Item 12 

ZIMMERMAN, S R. Carolina Powor A Light Co 85/04/30 DENTON, H.R Office of Nu 
clear Reactor Regulation, Director. 8pp. 30167:139-30167.146 


8505210491 Forwards Insp Rept SO 400/85-10 on 850220 0320 No violations or devi 
aliens noted 

VERRELLI.D M Region 2. Office of Director 85/03/28 UTLEY, E E Carolina Power A 
Light Co 2pp 30516 180-30515190 

-8605210493 Insp Rept 50-400/85-10 on 850220 0320.No violation or devialion 
noted Major areas inspected electrical, HVAC, fire protection, storage A pro operational 
test program 

MAXW^L.Q F , PREVATTE.R L . FREDRICKSON.P. Region 2, Ofiice of Director 05/ 
03/26. 9pp. 30515.182-30515 190 

0505060020 Forwards addI pages of emergency planning public info brochure, alert /noti- 
fication sys rept A ovafuatlon A analysis of siren prompt notification sys in response to 
SER (NUREG-1038) Open Item 12 

ZIMMERMAN.S R. Carolina Power A Light Co 85/04/30, DENTON.H R Office of Nu- 
clear Reaclor Regulation, Director, 8pp, 30167 139-30167*146 

0505200565 Forwards Insp Rept 50 400/85-14 on 850320 0420 No violations or dovi 
atlons identified 

VERRELLI.D M, Region 2, Office of Oiroclor 85/05/06 UTLEY, E E Carolina Power A 
Light Co Ip 30487 008-30487 017 

-8SO52OOS07 Insp Rept 60 400/86-14 on 850320 04 20. No violations or deviations 
noted Major areas inspected licensee action on previous insp findings, Inspector follow 
up on NRC potential generic items, storage A fire pfevenlion/protecilon. 

MAXWELL.Q.F , PREVATTE.R L., FREDRICKSON.P Region 2, Office of Director 05/ 
05/03. 9pp. 30407*009.30487 017. 

8605130355 Forwards addi info re fire protection, supplementing 850419 submtttal.in re- 
sponse to verbal reguest for clarification from Auxiliary Sys Branch revlewer.Info 
covers alternate shutdown sys 

ZIMMERMAN.S.R. Carolina Power A Light Co 85/05/07 DENTON.H R Office of Nil 
clear Reaclor Regulation, Director 4pp 30274 300-30274 303 

6505230400 Forwards Rev 1 to Plant Emergency Procedure PEP-362, "Intorprelalion ol 
Liquid A Gas Samples for Core Damage Assessment " to fulfill requirement of SER 
(NUREG-loae), License Condition 3 re post-accident sampling sys 
ZIMMERMAN.S R Carolina Power A Light Co. 85/05/13 DENTON.H R. Office of Nu- 
clear Reactor Regulation, Director ip. 3053 1*081 -30531 140 

-.0506230407 Rev 1 to Plant Emergency Procedure PEP 362, "Interpretation of liquid A 
Gas Samples for Core Damage Assessment " 

MILLER,JL. Carolina Powor A light Co 05/03/04 60pp 30631 082-30531 140 


Q. Adjudicatory correspondence 

6505020207 Notifies of mod to evidence presented in response to Eddloman Coniention 
41 re pipe hanger weldlng.Venfication of pipe hanger design compliance will be per- 
formed by craft supervisors 

BAXTER, T A Shaw, Pittman, Potts A Trowbridge BAXTER, T A Carolina Power A 
Light Co #285 792 85/04/29. KELLEY.J I , BRfGHT.G 0 . CARPENTER.J.H Atomic 
Safaty and Licensing Board Pane) 5pp 301 06 208 301 06 21 2 

8505030702 Petition roquosting admittance of Contenlions 227 CC A DD re brochure 
additions served on 850416 concerning emergency plan evacuallon A shelter for sol 
lloment or litigation Certificate of Sve end 

EDDLEMAN.W. Eddleman, W. #285 034 85/04/29, Atomic Safely and Licanslriig 
Board Panel 3pp 30142.027-30142 029. 

0505030508 Interrogatories A request for production of documents re allegations In 
Contention WB-d.per ASLB 850315 memorandum A order ruling on contenllone re 
diesel generator8,drug use A harassment Certificate of Sve and Related correspond- 
ence. 

BAXTER, T A Carolina Power A Light Co BAXTER, T A Shaw, Pittman, Polls A Trow- 
bridge, #205 810 85/05/01. Conservation Council of North Carolina 12pp 
30130-198-30130.209 

0505080468 Discovery requests to applicant on Contention WB-3 ro drug abuse during 
const Contention by ASLB in 850313 memorandum A order Certificate of Sve 
oncLRelated correspondence 

RUNKLE.J Conservalion Council of North Carolina. #286 903 85/05/01, 5pn 
30216:135-30218 139. 

0505070343 Response to applicant 850114 motion for summary disposition of Eddie 
man Contention 213 re emergency planning Motion should be granted 
ROCHLIS,S.M. Federal Emergency Management Agency #285 876 65/05/02 
Atomfe Safety and Licensing Board Panel 6pp. 301 77:228-301 77.246. 


8505140406 Forwards addi info re SER License Condition 7 on restricting operations 
above 90% power until completion of rod drop analyses, per WCAP'10297-P Draft 

FSAR cages will bo incorporated In future amend. 

ZIMMERMAN.S.R. Carolina Power A Light Co. 85/05/07. DENTON, H,R. Office of Nu- 
clear Reactor Regulation, Director 19pp 30376*1 00-30376-1 26 


-*8505070347 Affidavit of Tl Hawkins in support of applicant suppl to motion for summa- 
ry disposition of Eddleman Contention 213 re emergency planning Certificate of Sve 
end 

HAWKINS, Tl. Federal Emergency Management Agency. 86/06/02. 13pp. 30177.234- 
30177:246. 
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8505130333 Forwards replacoment pages thal consUlute Change 2 1o Slale of NC 
emargency response plan m support of facility W/svc list & twe oversize 
figures Aperture cards avaitabre in PDF Relatod correspondence 

5af^>llba Power & Light Co #285 944 85/05/'08 KELLEYJL, 
^ Atomic Safety and Lfcensmg Board Panel 150pp 

8505140287 Notifies that Chape) Hill Antr Nuclear Group Effort wifl not file response to 
JF Myers 850425 auppfemanlal affidavit re EPJ 2 Staft/FEMA position on affidavit 
by parties Sve list end Related correspondence 

? Trowbridge RIDGWAY.DA. Carolina Power & 
^ Carolina Wunlcipal Power Agencies #285 966 85/ 
CARP ENTER, JH Atomic Safety and Licensing 
Board Panel 4pp 30371 321*30371.324 , ^ 


8505140326 Motion for order extending lime for NRC to file reply to intervenor appeal of 
partial initial decision until 650524 Counsol absent from ofc aunng wk precedmg data 
reply due Granted for ASLAP on 850513 W/Certificalo of Sve 
Office of the Executive Legal Director #286 971 85/05/09 Atomic Safety and Li* 
censing Appeal Panel 2pp 30374 333*30374 334 

Motion for extension of lime until 850524 to file reply to Joint Intervenors & 
yy Eddleman 850409 appeal of partial Initial decision Certificate of Sve and. 

MOORE, J E Hearing Branch 1, #285 981 85/05/09 Atomic Safety and Lfcensmg 
Appeal Panel 4pp 30375 127*30375*130 ^ 

8505140376 Response opposing Eddleman proposed Conlenllons 227‘CC & 227*DD re 
brochuro evacuation route chart Conlenllons conatdute editing of brochure & therefore 
not lillpabie. Certificate of Sve end 

RIDGWAY.DA Car^'^a Power & Light Co RIDGWAY.DA North Carolina Municipal 
Power Agencpes RIDQWAY.D A Shaw, Pittman, Potts & Trowbridge #286 967 86/ 
05/09, Atomic Safety and Licensing Board Panel ISpp 30368 069-30368 083 

8505140384 Brief in reply to intervenor 850409 appeal from 850221 partial Initial ded- 
Elon on environ cor>len lions Unanafyzed environ Impacts of spent fuel shipments to or 
values of Table S 4 W/Certificate of Sve 

B^TER.T A Carolina Power & Light Co BAXTER. T A Shaw. Pittman, Potts & Trow* 
30374 2^^30374 299^^°^^^^ Atomic Safety and Ucansing Appeal Panel, 60pp 

8605150002 Informs that W Eddleman wilf not be liling opposSlfon to motion for summa- 
ry disposition of Eddleman 213 Eddleman 213 & EPT*2,as discussed in Q50509 Itr.aro 
summary disposillon Sve list end Related correspondence 
niOGWAY.D A Shaw, Pittman , Polts &. Trowbrldae. RIDGWAy.D A Carolina Power & 
Light Co #285 092 85/05/13 KELLEYJ L, CARPENTER, J H., BRfQHT.Q O Atomic 
Safely and Licensing Board Panel 4pp. 3039B 112-30398 116 



8505230280 Fowards Ofc of Investigalion 850516 inveslioalion repl, ‘Allegad Harass- 
nienl/lntimfdalion & Falsificallon of Documentation Commitments,” re Van Vo 
Rapt sub] of 850530 telcon Served on 850521 
1 ^ Licensing Board Panel #265 108 85/05/20 Office 

of lha Execulwe Legal Director, ip 30534 139-30534.152 

“0605230297 Fowards sanitized Ofc of InvosHgallon investigalion repl, "Alleged Har- 
||sm|n1/fnlimidalion & Falslficafion of Documenlalion Commitments” Served on 

HAYES, B B Office of Investigation. 85/06/20 KELLEY, J L Atomic Safety and Licens- 
ing Board Panel. 14pp 30534 140-30534 152 ^ 

0505230319 Forwards 840830 final repl of facility QA/QC const inspector review pane) 
allegation of harassment by OA/QC inspector In support of 
ASLB denial of Eddleman 850507 motion W/o encISvo list end Related corresDond- 
■fine©* 

Pot's i Trowbridge 0'NEILL.JH, Carolina Power & Ughl 
1 rt; , . Municipal Power Agencies #285 103 86/05/20 

3053 ™2fo53<l;m 

8606230382 Answers 1o Conservation Council discovery requests re Cor)t0ntion WB-3 
^^pJoyee assistance program provides aid in drug 
rehabi Illation. W/Certificate of Sve Related correspondence. 

A Carolina Power & Light Co. #285 039. 85/05/20. Conservafion Council 
of Norih Coifolina 19pp. 30533 080-30533 098. 

8M5 230403 Nolico Of appearance In proceeding Certificate of Sve end 

Carolina Power & Light Co #285 098 85/05/20. 3pp 30531 142- 

30531 144. 

Response opposino W Eddleman 850420 proffered Ctontenfions 227 CC & 
227-DD (0 allegations ihat public info brochure must provide directions to evacuation 
shelters & tille on evacuation routes chart misleading Certiflcale of Sve end 
BARTKC.A Hearing Branch 1. #285 182. 35/05/22 Atomic Safety and Licensing 
Board Panel 13pp 30028 063-30620 075 ^ 

850 WOO 203 Answers to discovery requests re Contention WB-3 on drug 
accuse Applicanis have not relnspecled safely related work of known drug abusers 
Rl/NKLE.J Consarvallon Council of North Carolina #285 146 85/05/24. Carolina 
Power & Light Co 5pp. 30623.332-30623 341 

“8505300207 Motion lo stay proceedings on Conlenlion WB 3 re drug abuse during 
consi, until workers arrested on 850110 afforded criminal Irfal have had charges 
dropped or cases resolved. Certificate of Sve end. 

RLINKLE.J Conservallon Council of North Carolina 85/05/24 Atomic Safety and II- 
cansfng Board Panel 4pp. 30623 338-3 aS23r341, 

8505300565 Reply lo Joint Interveners A W Eddleman 850409 appeal from ASLB 
850220 partial Iniffal decision on environ contenWons. ASLB decisfon on all mailers 
sub) to appeal should bo affirmed Certiflcale of Sve end, 

8ARTH,C A., MOORE.J E. Hearing Branch 1. #269 1 79. 85/05/24 Atomic Safely and 
Licensing Appeal Panel. 79pp. 30628 076-30628.165 


K. Utlllly Final Safely Analysis Report (FSAR) & amends 

8502120234 Forwards revised dlslribution list for Amend 10 to FSAR LIsl comprfalion cl 
onginal list contained In End 1 to NRC 811125 Itr & reflects changes In tltfe.name & 
address W/o end 

ZIMMERMAN.SR Carolina Power & Light Co 85/02/06 EISENHUT.D Q Division of 
Licensing Ip 28841 361-26841 361 

0605160097 Amend 20 to FSAR for Shearon Harris Nuclear Power Plant Unit 1 W/ 
850510 Itr 

CUTTER A B Carolina Power & Ughl Co 85/05/10 DENTON, H R Office o1 Nuclear 
Reactor Regulation, Director 945pp 30423 001-30425 225 

Forwards revised distribution list of recipients of Amend 20 to 
FSAR Dislfibuiion made within 10 days after issuance of amend 
ZIMMERMAN.S R Carolina Power & Ughl Co. 85/05/20 EISENHUT.D G Division cf 
Licensing 4pp 30556 250-30556 253 

0. Inspection reports, IE Bulletins A correspondence 

6505170013 Further response to FOIA request for documents re SALP ropls for llsledl 
plants since 1979 Forwards App A documents Documents also available in PDR.App 
B document withheld (ref FOlA Exemption 5) 

FELTON,J.M Division of Rules and Records 84/10/19. EDDLEMAN,W Public Inter- 
est Research Group, North Carolina 7pp. 30473,149-30473 317 

8505210380 Forwards Insp Rept 50-400/85 07 on 85021 1-15 No vjolaircns or devi- 
ations noted 

“0SO521O3W Insp Rept 50-400/85-07 on 850211-15 No violation or deviation 
noted MB]or areas Inspected worker concerns re nonconformance reporting melhoda 
changes, const Insp pressures & release for test program 
^515^2^*2-^516^2^19 Director^ 85/63/12 8pp 

860521 04 91 Forwards Insp Rept 50-400/85-10 on 860220-0320 No violations or devi- 
ations noted, 

co.'iSi * 

“8505219493 Insp Rept 60 400/05-10 on 850220 0320 No violation or devialion 
noted Major areas Inspected electrical.H VAC, fire protection, storage & preop era I lor at 
test program 

ft ■ f^REDRICKSON.P Region 2, Office of Director $5/ 

03/26 0pp. 30515,182-30515,190 

8605210103 Forwards Insp Rept 50-400/85-13 on 850318 22.No violations or devi- 
ations identified 

Region 2, Office of Director, 05/04/02. UTLEY.E E Carolina Power A 
Ughl Co Ip 30510'274-30510 27e. 

--8505210107 Insp Rept 60 400/85-13 on 050310-22 No violafions or deviatfons 
noted Major areas Inspected overall preoperation test program r e vie w.preoper at tonal' 
test procedure verification & plant lour 

JAYLORPA, JAPE,F. Region 2. Office of Director 85/03/29 4pp 30510 275 

60-400/86-11 on 850304-07 & notice of violation 
^ 0^ Director. 85/04/04 UTLEY.E E. Carolina Power A 

Light Co 2pp 3051 4:057-3051 4:069. 

“050521 OOS4 Notice of violation from insp on 850304-07, 

• Region 2, Office of Director 85/04/04 Ip, 30514'059-30S14 059 

“8505210065 Insp Repl 50 400/85-11 on 850304 07 Violation noted-failure to Install ro 
Inforcing steel In accordance w/deslgn drawings. 

HARRIS,J.R , CONLON.T E Region 2, Office of C 
30514 069 


f Director 85/03/29. lOpp 30514 060 


50-400/85-00 on 050211-16 & notice of violatton 
WALKER.aO, Region 85/04/04 UTLEY.E E Carolina Power & 

Light Co. 2pp 3051 1.334-30511.341. 

“8505210202 Notice of violation from insp on 85021 1-15. 

Region 2, Olfice of Director, 86/04/04. 1p. 3051 1 336-30511.336 

“8505210210 Insp Rept 50 400/85-08 on 05021 1-1 6, Violation noted: inadequate design 
control for raceway separation Identified. 

305?f^3l'a“0511 341 Director 85/03/27. 5pp 

S505200040 Ack receipt of 050329 supplemental Itr Informing NRC of steps taken lo 
correct viofalions noted in Insp Rept 60 400/83-29. 

Director. 85/04/10. UTLEY.E E. Carolina Power & 

Light Co Ip 30466.090.30406.092. 

“8605200047 Responds to NRC Itr re violations noted In Insp Repl 60-400/B3-29 Cur- 
8Mlfo ^ completing verification of previously installed fasteners is 

PARSONS, R M. Carolina Power & Light Co 85/03/29. GRACE, J.N, Region 2, Office 
of Director 2pp 30486.091-30486 092 

8605170524 Forwards Insp Rept 60 400/05-12 on 860319-22 No violations or devi- 
ations noted. 

2. OHice of Director. 85/04/12. UTLEY.E,E. Carolina Power & 
Light Co Ip. 30464 *243 -30464'269. 

“0605170528 Insp Repl 60-400/86-12 on 060319-22 No violation or deviation 
Soif progress, safely related piping, reactor vessel inter- 

nals & 1OCFR5O.56<0) Items. » 

3046^^244^3^ Director. 85/04/10. 16pp. 
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9505020537 Forwards Integraied Design Insp Rept 50 ^00/84 40 on 041203* 
0502 1 3 Errors.procGdural violations & inconsfsloncios noted 

TAYLOn,JM Dlroctor'g Oflice, Office of Inspection and Enforcemont 85/04/ IS 
UTiEY.E E Carolina Power & Light Co 0pp, 30137 076*30137 350 

■■8505020542 Integrated Design Insp Rept 50 400/B4-48 on 841203-850213 Weak- 
nesses noted voltage drop considerations improperly accounted for 
ARCH<TZEL,R E Division of QA, Vendor & technical Training Center Programs (Post 
850212) MILHOANJ L Quality Assurance Branch 86/04/08 269pp 30137 082- 
3Q137 35Q 

8505210495 Ack receipt of 850410 & 11 Itrs Informing NRC of steps taken to correct 
violalions noted m Insp Rept 50 400/85 04 

VERRELLI.D M Region 2, Office of DIreclon 05/04/23 UTLEY, E E Carolina Power & 
Light Co tp 30515 170*30515 179 

“9505210497 Responds to NRC 050312 Hr re violations noted in Const Appraisal Team 
Insp Rept 50 400/84*41,89 noted In Insp Rept 50-400/85 04 Corrective actions listed 
PARSONS, R M Carolina Power & Light Co 85/04/11 GRACE.JN Region 2. Office 
of Dffeclor 5pp 30515 171-30515 175 

-.8605210502 Responds to NRC 850312 Itr re violations noted In fnsp Rept 50-400/85 
04 Corrective actions 10 AWG conductor replaced per Field Change Request FCR-E- 
4052 

PARSONS,R M Carolina Power & Light Co 85/04/11 GRACE.JN Region 2. Office 
of Diroclor 2pp 30515 176*30515 177 

“9505210599 Responds to NRC 850312 Itr re violalions noted in Insp Rept 50-400/85 
04 Correclive actions Conduit 16101V-SA reinspected for separation violations & In 
spec tor counseled 

PARSONS,RM Carolina Power & Light Co 05/04/10 GRACE.JN Region 2, Office 
or Diroclor 2pp 30615 178-30516 17§ 

8604250452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
StGGi Piping " Svc list end 

JORDAN, bL Division of Emergency Preparedness & Engineering Response (Post 
030193) 85/04/30. Consolidated Edison Co of New York, Inc fo/pp 30115 185* 
30116 201 

8504250466 IE Info Notice 85 035, "Faliure of Air Chock Valves to Seal " Svc list end 
JORDAN,E L Division of Emergency Preparedness & Engfnooring Response (Post 
830103) 85/04/30 Consolidated Edison Co. of New York, Inc lOflpp 30116 077- 
30115 184 

8506290565 Forwards fnsp Rept 50 400/85*14 on 850320 0420.No violations or dovl- 
ations identified 

VERRELLI.D M Region 2, Office of Director 85/05/08 UTLEY.E E Carolina Power & 
Light Co Ip 30407 008-30487 017 

-.8605200587 Insp Rept 50*400/05 14 on 650320 0420 No violations or deviations 
notedMdor areas inspected licenaee action on previous insp findings, inspector follow- 
up on NRC polenlia! generic items.slorage & fire prevonllon/proteclron 
MAXWELL.tj F , PREVATTE.R L, FREDRICKSON.P Region 2. Office of Diroclor 85/ 
05/03 Opp 30407 009-30487.017 

8505060418 IE Info Notice 04 52,Suppl 1, "Inadequate Mall Procuromenl Controls on 
Part of Liconsoes & Vendors " 

JORPAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/05/00 Consolidated Edison Co of New York, Inc lOpp 30616.330- 
30815 347 

9505140419 Submits revised info re Preservlco Insp Program Procedure fSf*201 submit- 
ted by 050305 llr.corrGCling typo In App D Util will perform volumetric insp on ref 
lines, per SER Open Item 6 

ZIMMERMAN.S R Carolina Power & Light Co. 85/05/09 DENTON.H R Office of Nu 
clenr Hoactor Regulation, Director Ip 30376 009*30375*009 

9505130034 IE Info Notice 05*037, "Chemical Cleaning of Steam Generators at Milf* 
Slone 2 *’ Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
6301 03) 05/05/14 Yankee Atomic Eloclric Co 4pp 30048 272-30049 014. 

8565230289 Forwards Ofc of Investigation 850616 Invositgptton rept, "Alleged Harass- 
ment/ Intimidation & Fafsificallon of Documentation Commllmonls/* re Van Vo 
allegations Rept subj of 050530 telcon Served on 050521 

KELlEY.JL. Atomic Safety and Licensing Board Panel ff2B6 108 86/05/20 Office 
of the Executive Legal Director ip. 30534 139 30534,152. 

■ 9505230297 Forwards sanitized Ofc of Invostigatlon investigallon rept, "Alleged Mar* 
assment/lntimldation & Falsificatfon of Documontatron Commitments" Served on 
050521 

HAyES,B.B. Office of Investigation. 05/06/20 KELLEY, J L Atomic Safety and Licens- 
ing Board Panel 14pp. 30534*140 30534*152 


R. Periodic operating reports & related correspondence 

6605070335 Forwards "Seismic Monitoring Program Quarterly Data Rept, Jan Mar 
1905,'' Reservoirs filled in Mar 19 03, therefore, 760213 commitment to submit quartor- 
fy repts aatisfied 

ZIMMERMAN.S R Carolina Power & Light Co, 85/04/30. DENTON.H.R Office of Nu- 
clear Reactor Regulation, Director Ip. 30176 330 30176:331. 

“8505 070340 "Seismic Monitoring Program Quarterly Data Rept, Jan-Mar 1985 " 

* Carolina Power & Light Co 85/03/31. Ip. 30176 331-30176 331. 


S. Reportable occurrences, LERs & related correspondence 

85051 6D07S Further response to FOfA request for documents re operation of Grand 
Gulf Nuclear Station since 8401 01, Including operation w/TDI dfosol generators & use 
of TDI generators at facility. App A documents fn PDA 

FELTON.J M Division of Rules and Records 84/09/20. 8ELL,N Nuclear Information 
&. Resource Service 3pp 30454.105-30454 351 

--8505 160 104 Forwards attendance liaLhandouta & slides used at 840126 meeting w/ 
TD) Owners Group 

CARUSO,R Licensing Branch 2 84/02/02. Licensing Branch 2 113pp 30454.110- 
30454 351 


8505130178 Suppis response to FOJA request for documents re TDI diesel generators 
at facility & list of problems & defects which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents also placed in PDR 
FELTON, JM Division of Rules and Records 84/10/30 BELL.N Nuclear Information 
& Resource Service 4pp 303Q6 192*30386 195 


■9404260430 Fonvards commonis on "Design Review of Connecting Rod Bearing 
Shells for TDJ Enterprise Engines" & "Emergency Diesel Generator Rocker Arm Cap 
screw Stress Analysis " Rept does not present sufficient data to support bearing life 
BERLINGER.CH Division of Licensing 04/04/11 MCGAUGHY.J P Mississippi 
Power & Light Co 7pp 30387 332-303B7.338 

■8407090357 Summary of 840426 meeting w/TDl Owners Group m Wading River.NY re 
status & progress of program to establish reliability of diesel generator Transcnpl & 
viewgraphs end 

MILLER, M A Division of Licensing 84/06/26 Division of Licensing 56pp 303B7 352- 
30380 179 


6505010612 Part 21 & interim deficiency rept, Item 209 ro secondary disconnect fingers 
on 6 9 kV switchgear circuit breakers supplied by Siemens-Allis Iniiially reported on 
650213 Vendor revising mfg process Next rept expected by 850830 
PARSONS, R M Carolina Power & Light Co 85/03/26 GRACE, J N Region 2. Office 
of Director 4pp 30093 260 30093 263 


6505010112 Final Deficiency Rept DDR-1066, Item 104 re defective wolds on 480 volt 
switchgear Initially reported on 030304 Wold defects repaired &/or corrections made 
to strucluraf shop drawings by Brown Boven 

PARSONS.R M Carolina Power & Light Co 85/03/20 GRACE.J N Region 2, Office 
of Director 4pp 30095 252*30095 265 


0505010270 Final Part 21 & Oaficloncy Rept (NCR-84 -2332), I tern 190 re Brasch Mfg Co 
electric heating coil air flow switches w/llmited operation temp Initially reported on 
850117 Vendor replaced switches 

PARSONS.R M Carolina Power & Light Co 85/03/29 GRACE.J N Region 2. Office 
of Director Spp 30096 065 30095 069 


05050 1027S Final Part 21 & deficiency rept, Item 152 re failure of capstan spring compo- 
nent In four PSA-l-ieoiloa 05 mechanical shock arrestors supplied by Pacific Scien- 
tific Co Initially reported on 831108 Components replaced 

PARSONS.R M Carolina Power & Light Co 85/03/29 GRACE.JN Region 2. Office 
of Director 4pp 30095 079 30095 082 

6505010307 Part 21 & final deficiency rept, Item 130 re design discrepancy in Westing 
house retaining ring on unden/oltage attachment pivot shafts Initially reported on 
630418 Vendor provided replacement undorvollago attachments 
PARSONS.R M Carolina Power & Light Co 85/03/29 GRACE.J N Region 2, Ofitco 
of Director 4pp 30005 061 30095 064 

0506280031 Part 21 & final Deficiency Ropl CQL*8265,NCR 04-2486, Item 100 re de- 
formed sofder lugs in 7 6 kVA Inverter capacitor terminations supplied by 
Woslinghouso InlliaTly reported on 841024 Revised pull tost criterion Implemented 
PARSONS.R M Carolina Power & Light Co 85/04/16 GRACE.JN Region 2. Office 
of Director 4pp 30503 082-30583 085 


850S2B0095 Part 21 & final deficiency repl.ltom 139 re contact bounce in mercury relay 
of Westinghouso temp channel test card Initially reported on 630630 Relay cards 
modified 

PARSONS.R M Carolina Power & Light Co 05/04/24 GRACE.J N Region 2, Office 
of Director 4pp 30562 339*30502 342 

8605260559 interim Deficiency Rept NCR 85 279.ltem 207 re cable sizing defect Initially 
reported on 650210 Conductor cable replaced & administrative aclion taken to more 
closely monitor & control cable size design Next rept by 850614 
PARSONS.R M Carolina Power & Light Co 85/04/29 GRACE.JN Region 2. Oiflco 
of Director 9pp 30580 251 30580 253 

6506160170 Part 21 rept re errors In safety made core exit thermocouple sys during & 
following postulated high energy line break Probably caused by moisture Ingrossion & 
thermal expansion Qualification program completed 

RAHE.E.P, Woslinghouse Electric Com 85/05/09 TAYLOR.JM Director's Office. 
Office of Inspection and Enforcement opp 30427 1 12*30427 1 16 


8505280333 Part 21 & final deficiency ropl, Horn 211 ro TDI crankshaft oil plugs for 
emergency standby diesef generators fnitially reported on 850412 Crankshaft oil plugs 
replaced w/16 gauge oil plugs 

PARSONS.R M Carolina Power & Light Co 85/05/09 GRACE.J N. Region 2. Office 
of Director 3pp 30580 360-30580.362. 


8505280216 Final deficiency rept, (tern 102 ro grease In fricllon type structural 
connections.lnitfally reported on 630428 Approprialo silo work & technical procedures 
revised to roqufro mating surface Insp during fit up 

PARSONS.RM Carolina Power & Light Co 05/05/10. GnACE,J N Region 2, Office 
of Director 4pp. 30582.260-30502 253 


8505280257 Finaf deficiency repUtem 92 re boiled structural connections w/oxcessive 
ops & ASTM A325 nuts on ASTM A400 bolts Initially reported on 030426 Connoc- 
ons accepted or repaired based on engineering evaluations 
PARSONS.R M, Carolina Power & Light Co 85/05/10 GRACE, J,N Region 2, Office 
of Director. 4pp* 30562 000*30502 Oil. 

8505160162 Forwards Rev 1 to "TDI Diesel Generator Design Review & Quality Revati 
datlon Rept" Revised Sections E & F pages enclUliI proceeding w/const/mod 
work, One engine to be operating by end of Jut 1 985, 

CUTTER.AB Carolina Power & Light Co 8,5/05/13 DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director 2pp 30427 313 30428 147 


•8505160164 Rev 1 to "TDJ Diesel Generator Design Review A Quality Revalldallon 
Rept." 

DEESE.flJ,, RAY, CL TD) (Transamorica Delaval, Inc) Owners Group 85/02/20 
200pp 30427315*30428.147 ^ 
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T Hearfng tranacrIpJs on non anlltrusl mailers 


DOCKET 60*402 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


8409180167 Transcrpl ol 840912 hearing in Ra!€.gh,NCPp 3,385 3,613 Supporting 
docun’cfitaticn end 

■ A'arrc Safely and L’cens ng Board Panel 84/09/12 274pp 26567 114 26560 027 

8505150095 Transerpt of 850507 tcfcon in VVash nglon DC Pp 7,519 7,506 

• Satc^y and! Licensing Board Panel 85/05/07 67pp 30398 036 90390 105 

8505240339 Transenpt of 850521 lelcon in Bethcsda.MD Pp 7,587-7,634 

• Atcrnc Safety and Licensng Board Pane! 05/05/21 50pp 30556 301-30556 350 

8505310116 Transcripl of 050529 tefcon in Bethesda.MD Pp 7,635-7,727 

• Corrfr;SS onds 85/05/29 95pp 30641 173 30641 267 


Q Inspecllon reports, IE Bulfollna A corrospondence 


8505170013 Further response to FOIA requost for documonls ro SALP ropls for llslod 
plants since 1979 Forwards App A documonts Documonl'’ also available In PDR App 
B documents withhold (ref FOIA Exemplion 5) 

FELTON.JM Division of Rules and Records 84/10/19 EDDLEMAN^W. Public Inlcr- 
est Research Group, North Carolina 7pp 30473 149 30473 317 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A ApplJcatlon/constrvclIon stage documents & correspondence 

0505140399 Submits fee for OL rev ew Concerns raised re Unit 2 cancellation date vs 
app’icab't ty of charges after 831221 

ZIMMERMAN, SR Caro'ina PoACf & Light Co 85/05/10 DENTON.H R Office of Nu- 
e'ear Reactor Regulat on. Director Ip 30374 327-30374 327 


Q Inspection reports, IE Bulletins & correspondence 

05OS17OO13 Further response to FOIA request for documents ro SALP ropts for flst-od 
plants since 1979 Forwards App A documents Documonh also available In PDR App 
B documents withheld (ref FOIA Exemplion 5) 

FELTON.JM Division of Rules and Records 84/10/19 EDDLEMAN.W Public fnler- 
est Research Group, North Carolina 7pp 30473 149 30473 317 


DOCKET 50-400 LA CROSSE BOILING WATER REACTOR 


G Adjudicatory correspondence 


F. Security, medical, emergency & fire protection plans 


6505140326 MctiOn for order extendir^ time for NRC to file reply to intervenor appeal of 
partial miial decis'on until 850524 dounsel absent from ofc curing wk preced^g date 
reply due Granted for A SLAP on 850513 W/Certificate of Sve 
* Office of the Executive Legal 0 rector ^285 971 85/05/09 Atomic Safety and Lt- 
censmg Appeal Panel 2pp 30374 333 30374 334 

85051403S3 Met on fer extens.on of tima until 850524 to file reply to Joint Interveners & 
W Edd^jman 850409 appeal of partial initial decis.on CJertificate of Sve end 
MOORE JE Hearing Branch 1 ^285 961 85/05/09 Atomic Safety and Licensing 
Appeal Panel 4pp 30375 127 30375 139 


8505300509 Response opposmo W Eddleman 650429 proffered Contentions 227 CC & 
227 DD ra a’lcgatfOns that pubic info brochure must provide directions to evacuation 
shelters S tills or) cracuat'on routes chad misleading Certificate of Sve end 
BARTH C A Hearing Branch 1 #285 182 85/05/22 Atomic Safety and Licensino 
Board Panel 13pp 30623 063 30628 075 ^ 


8505300505 Reply to Jomt Interveners & W Eddleman 850409 appeal from ASLB 
050220 part’al initial decision on environ contentions ASLB decision on all matters 
subi to appeal should be afrrmed Certificate of Sve end 

3ARTHCA, MOORE.JE Hearing Branch 1 #259 179 85/05/24 Atomic Safety and 
Licensing Appeal Panel 79pp 30628 076-30628 155 


8S05030086 Suppis SER (NUREG 0654) & Insp Ropts 50 400/84-15 & 50-409/84-13 
by approving elrmlnallon of four unusual ovont omorgoncy oclion level class If fcal Ions 
from Table t-1 of LAC9WR omergoncy plan, per G50313 roquoal 
PAPERIELLO.C J Region 3, Office of Director 05/04/25 LINDER, FW. Dalrvlan.U 
Power Cooperative 2pp 30145 326-30146 327 


8505030410 Forwards Insp Rept 50-409/B5-07 on 050408-12 No noncompllanco 
noted Weaknesses Idenldied listed in end app Eleven items outhnod In 841204 SSER 
reveiwed & determined adequately addrossoa 

PAPERIELLO.C J Region 3, Ofneo of Director 85/04/20 LINDER.FW Dalrvland 
Power Cooperative 3pp 30120 301-30129 317 

-8505030426 Insp Repi 60 409/85-07 on 850400*12 No noncomplianco or dovialfaris 
noted Major areas Inspected emergency proparednoss prog ram, including omergoncy 
detection & classificalion & protective action decisionmaKing 
SNELL.WG. PATTERSON.jp, WILLIAMSEN.N R Region 3, Office of Director 85/ 
04/29 14pp 30120.304-30129 317 

8505210^092 Issue 0 to Emergency Plan Implementing Procedure EPP-3, “Co/nmunlca- 
tions Sys W/8505t6 Ur 

LINDER, F Dairyfand Power Cooperative 85/05/16 13pp. 30494 100-30494 1 12 


0 Inspectler) reports, IE Bulletins & correspondence 

8S05170013 Further response to FOIA request for documents re SALP repls for listed 

& Fof/ ’’“"''PP 

S. Reporlabre occurrences, LERs & related correspondence 

response to FOIA request for documents re operation of Grand 

SrScb" 

lisl.handouts S slides used al 840126 meeting w/ 
504M35^ Branch 2 84/02/02 Licensing Branch 2 113pp 30454 110 

'ssponse to FOIA request lor documents re TOI diesel oeneraion 
fi ^ problems & defects which occurred w/TDI Generators used^rw 
A & B documents Documents also placed in^PDR 
FELTON J W Division of Rules and Records 84/10/30 BELL N Nuclear InformAhon 
4 Resource Service 4pp 30386 192 30366 195 nuciear intormation 

connecting Rod Beanng 

e ^ ei^ TDI Enterprise Engines & Emergency Diesel Generator Rocker Arm Can 
BERUNGF^r present sufficient data to support bearing life' 

Summarv of 840426 meeting w/TDI Owners Group in Wadina Rivor NY ra 

slug* 84/06/26 Division ol Licensing 58pp 30387 352- 

r Hearing transcripts on norvariti trust matters 

'Snia&r ” ''■’“""a 8.385.3,6,3 Supporhng 

» Atomic Safety and Licensing Board Parcel 84/09/12 274pp 26567 114-26568 027 

8505150096 Transcript ol 850507 telcon in Washington DC Po 7519-7 5 ftR 

Atomic Safeq, and L«ronslng Board Panot 8S?05%7e?pp®S 036-30398 105 

Jf in Bethesda.MD Pp 7.587-7,634 

Atomic Safely and Ucensing Board Pane} 85/05/21 50pp 30556301-30556 350 


J. Insurance & Indemnity Information 

8505020139 Forwards Endorsement 60 to NELIA Policy Nr*217 

DairWand Power CooDGralive 05/04/20 DINITZ.I Assistant Director for 
Slate & Licensee Relations 2pp 30106 330 30106 331, 

P. Operating license stage documentta & correspondence 

roquGSl that fecords ro 15 IlslodI FIN files bo 
FCI THM 9 ^ ^ available in PDR Roviow conllnulng 

Union 0, Con. 

’’ aotllomonl Ol toundalions & boilod 
egmprnant ri^M Bhiaw concarij al tacillty ftavlaw completed Saloly evaluation end 

0%“^ Oanoa, Vernon County, W, •' 

Branch evaluation of goology of SEP Topics II 4 & 
KNIGHT ff? As that pose hazard exist ^ 

82/07/13 LArNAS 6^r^ARSSan?'^r)?°^^‘ f Slrucluros Engineering (Post 830201) 
30503 095 Assistant Director for Safely Assessment 3pp 30503 093- 


raZ °L ''fU 


1 ra 


LINDER F OaiwTanTpowflr based on smaller sit© of LACBWR 

toShsX 30^^,68 30^^^^^^^^^^ 2W0LINSKI,J. Operating Roac- 

YKfpppp'-sojTeVA^^ Consolidated Edison Co ol Now 

lalnmonfteakaga^tasllng noUpproved'fn BBOenn®!’' amends re con- 

ZWOLIN*?ki r i nn^riv,« D ^ B50423 Amend 40 lo Lfconso DPR-45 

Cooperative' 2pp. ^0221 3^15 30221 ^ 65/05/07. LINDER, F Dairyland Power 

for bearing^ re ^Tech^Speccha^^^ DPn-45 & opportunity 

ZWOLINSKI,JA Operaling Reactors Branch 5 86/05/07 3pp 30221,317-30221 31 D 
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&505100171 Forwards safety ovafuation re ropairect bypass JJne fillet wold in recircula 
tion piping sys.per NRC 631227 commitment Weld repair acceptable LACBWR can 
ba safely operated In present configuration 

ZWOLINSKI.J A Operating Reactors Branch 5 05/05/0B LINDER, F Dalryland Power 
Cooperative 2pp 30246 312-30246 317 

•>3505100174 Safety evaluation supporting repaired bypass line fillet wold In recircula 
tion piping sys 

' Office of Nuclear Reactor Regufalion, Director 85/05/08 4pp 30246 314- 
30246 317 

6505150164 Forwards feo for 850428 exemption request from NUREG 0737. Item fl F l 
re noble gas concentration upper range capability 

UNDER, F Dalryland Power Cooperative 85/05/09 DIGQS.R M License Fee Man 
ogement Branch Ip 30395 257-30396 257 

6505280265 Responds to Generic Ltr 85 07 requesting position on implomenlatlon of 
Integrated scheduling for plant mods Need or benefit of formalizing mod schedule not 
perceived 

Linder, F Dalryland Power Cooperalive 85/06/09 ZWOLINSKI.J Operating Reac- 
tors Branch 5 2pp 30572 358 30672 359 

8S0522006S Advises that 860103 request to delay power to flow mod until 1986 refuel 
ing outage, par NUREQ-0027, Section 4 2 6 3, "Isolation Between Reactor Protection 
SvB Channels & Power Supplies/' acceptable to prevent overloading of 1A Inverter 
ZWOLINSKI.J A Operating Reactors Branch 5 85/05/16 UNDER, F Dalryland Power 
Cooperative 3pp 30519 194-30519:196 

8505220019 Advises that performance of on line testing of reactor protection sys trip 
aya satisfies Generic Ltr 83-28, Item 4 6 1, "Reactor Trip Sys Reliability (Sys Functional 
Test Description) " Item resolved 

ZWOLINSKI.J A Operating Reactors Branch 6 85/05/17 UNDER, F Dalryland Power 
Cooperalive, 2pp 305i8’361'305t8.362 

8505260002 Responds to 850322 request for addi Info re util 631025 response to Ge- 
neric Ur 83 20, "Required Actions Based on Generic Implications of Salem ATWS 
Events " Info re vendor fnterfaco & safely-related classification provided 
LINDER, F Dalryland Power Cooporativo 85/05/17. ZWOL(NSKI,J.A Operating Reac- 
tors Branch 5 3pp. 30572 128-30572*130 

65O521D106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 40B termination 
repts • formats 

THOMPSON,H.L Division of Licensing 85/05/23 Consolidated Edison Co of New 
Yorir, Inc. 20pp 30682 282-30602 301 

6505310253 Forwards Amend 41 to License DPR-45 & safely evaluation Amend 
changes Tech Specs re exclusion area, coolant water purity limits & containment air- 
lock door seals Issues discussed in Juno 1983 NUREG-0827 
ZWOLINSKI.J A Operaling Rooclors Branch 5 05/05/20 LINDER.F. Dalryland Power 
Cooperative 2pp 30642.075-30642 088 

-6506310256 Amend 41 to LIconso DPR-45, changing Tech Specs ro exclusion 
area, coolant water purity limits & containment airlock door seals, 

ZWOLINSKI.J A Oporafing Reactors Branch 5 85/05/20 7pp 30042 077-30642 003 

-8506310262 Safety evaluation supporting Amend 41 to Licenso DPR-45 
• Office of Nuclear Reactor Regulation, Director 85/05/20 5pp 30642 004- 
30642.088 


Q. Inspection reports, IE aulletins & correspondence 

6505030086 Suppis SER 1NUREG-0654) a Insp Repts 50 409/04 15 & 50 409/84-13 
by approving ollmination of four unusual event emergency action level classifications 
from table E-1 of LACBWR emergency plan, per 860313 request. 

PAPER IELLO,CJ Region 3, Office of Director 05/04/26 LINDER.F W Dalryland 
Power Cooperative. 2pp. 30145 326-30145 327, 

6505080237 Forwards Insp Ropt 50 409/85-04 on 850119 0415 No noncomplianco 
noted 

SHAPE R.W.D Region 3, Office of Difoctor 85/04/26 LINDER.F W Dalryland Power 
Cooperalive 2pp 30126 093-30126104 

-8605930246 Insp Ropt 60 409/05 04 on 850119-0416 No noncomplianco or devlallon 
noted, Major areas inspected previous Insp fmdings.operatlonal safety, long term 
s hu td own, m Bint, survelllanco.LERs.lE bulletins & TMI action Items 
BOYD.D. Region 3. Office of Olreclor, 85/04/26 10pp. 30126 096-30126 104 

8505030410 Forwards Insp RepI 50 409/05-07 on 050400-12 No noncompliance 
no ted. Weaknesses Identified listed in end app.Elovon items outlined in 641204 SSER 
revelwed & determined adequately addressed 

PAPERIEULO.CJ Region 3, Office of Director 05/04/29. LINDER.F.W Doiryland 
Power Cooperalive 3pp 30129 301-30129 317. 

-8506030426 Insp Rept 50-409/85 07 on 850408-12 No noncompliance or dovlatlons 
noted, Major areas Inspected emergency preparedness program.includlng emergency 
detection & classification & protective action decisionmaking 
SNELL,W.Q., PATTERSON, J.P . WILUIAMSEN.N R Region 3, Office of Director. 05/ 
04/29. 14pp, 30129.304-30129 317 

8804250452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Pipfrw." Svo list end 

JORDAN, tL. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 86/04/30. Consolidated Edison Co. of New York, Inc. f07pp 30115,185- 
30115,291. 

6604260466 IE Info Notice 65 035, "Falluro of Air Chock Valves to Seal." Sve list end 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
030103). 86/04/30, Consolidated Edison Co of Now York, fno fOBpp 30116 077- 
30115:184. 

6505960418 IE Info Notice 84 52,Suppl 1, "Inadequate Mat! Procurement Controls on 
Part ol Licensees & Vendors " 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/05/08. Consolidated Edison Co. of New York, Inc. 10pp. 30615*338- 
30616:347, 


S, Reportabfe occurrences, LERe & related correspondence 


6505020103 LER 85 003 00 on 850323, HPCS pumps & emergency diesel generators 
started & some conlainmont bldg isolation valves closed due to pulling of fuse 55- 
2 Caused by insufficiently delailotffuse cabinet list W/850412 ltr 
GOODMAN.LS, LINDER.F Dairyland Power Cooperative 05/04/12 3pp. 30119 130 
30119132 

6605090504 LER 85 005 00 on 850407, crack observed in emergency sve water supply 
sys exterior header Isolation valve 83-24 001 during cold shutdown Cause 
unknown Isolation valve replaced W/850430 ltr 

GOODMAN.LS. LINDER.F Dairyland Power Cooperative 85/04/30 3pp 30231351- 

30231 353 

8505090547 LER 85 004-00 on 850403,04 & 06, leakage from retention lank & deminer- 
alized water valves exceeded Type C acceptance criteria Caused by valve 
degradation Valve mamt performed Need to improve valves reviewed W/850430 Mr 
GOODMAN.L S . LINDER.F Dairyland Power Cooperalive 85/04/30 3pp 30232 019 

30232 021 

8605230077 LER 06-006-00on 8504 10, following completion ol discharge from lurblne 
bldg waste water tank, drain sys nol isolated from lank Caused by personnel 
error Activity of somple within limits Procedure revised W/050503 Hr 
GOODMAN.L S , LINDER.F Dairyland Power Cooperative 85/05/03 3pp 30540 261- 
30540 253 

8S05210576 LER 85 007-00 on 8504 12, after reactor vessel hydrostatic test 
performed.alternate core spray sys noticed to be monually lined up to river, ralhor than 
reactor vessel Caused by personnel error Procedure modiried W/85050S ltr 
GOODMAN.L S . LINDER, F. Dairyland Power Cooperalive 85/05/08 4pp 30515.066- 
30515 069, 

8505240340 LER 85-009 00 on 850421,leak developed in seal fnjocl supply line to CRD 
mechanisms Caused by rupture In high prossuro hose between flow orifice & 
transmitter Reactor shutdown & hose plugged W/Q6051 3 ltr 
GOODMAN.L S , LINDER.F Dalryland Power Cooperative 85/05/13 3pp 30562 278 
30562*280 

8506310309 LER 85-008-00 on 850420, partial reactor scram occurred due to failure of 
solenoid valve on control rod 12 Full scram signal received following insertion of 13 
ctr CRDa Caused by reserve feed breaker IB failure. W/85051 6 ltr 
GOODMAN.L S , LlfsIDER.F Daliyfand Power Cooperative 85/06/16 3pp 30665 162- 
30G6S 104 


DOCKET 60-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A. Appllcalfon/constructlon stage documents & correspondence 


6504170547 Forwards monthly status rept on plant specific backfilling aettvilies current 
through 850300 Nine of 15 SER open Items resolved prior to appeal mootings SER 
scheduled for completion on 050329 

CRUTCHFIELD, 0 Assistant Director for Safely Assessment, 86/03/10 

THOMPSON.hL Division of Licensing CSpp 30161 102-30161 246 

8505060381 Forwards summaries of test repts & analyses from GE design record 
files Tests & analyses furnished as acldl response to NRC Ouesilon 421 47 & Confirm 
atory Item 21 

MANGAN.C V Niagara Mohawk Power Corp 85/04/30 SCHWENCER.A Licensing 
Branch 2 IGpp 30155 211-30155 220 

6504290442 Generic Ltr 85 07 to all operating reactor licensees re Implemontalion of 
integrated schedules for plant mods Sve list end 

TH(5mPSON,H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc, 22pp 30218 140 30218*170 

6505230720 Roquosia that author name be removed from std distribution list for facility 
& replaced w/J Lfnvillo 

GUTIERREZ. JM Region 1, Office of Director 85/05/07 BUTLER.W R Licensing 
Branch 2 2pp 30542 296-30542 297 

6505160132 Forwards "Max Credible VoUage/Currenl Toslinn of Opiical Isolator 
Cards," in response to NRC Question 421 13 Results confirm Inal max credible volt- 
age/current can bo applied to isolator cards w/o Impairing card functions 
MANGAN.C V Niagara Mohawk Power Corp 85/05/13 SCHWENCER.A Licensing 
Branch 2 tp 30428*354-30420 361 

-8505180140 "Max Credible Vollago/Curront Testing of Optical isolotor Cards " 

* Niagara Mohawk Power Corp, 85/05/13. 7pp 30420 355 30428 381 

8BOS200422 Forwards application for exemption from certain roquiremonia of 
10GFR$0,App AExomplion from design requirements of outside Isolallon check 
valves in CRD hydraulics line to reactor recirculation seal purge equipment requested. 
WETTERHAHN,M.J Connor & Weltorhahn WETTERHAHN.M J Niagara Mohawk 
Power Corp 85/05/16 BUTLER.W R Containment Systems Branch 1p 30471 287- 
30471 271. 

-8505200431 Application for exemption from certain requirements of 10CFR50,App 
A Exemption from design roqulremenls for isolation valves In CRD iiydraulic line to re- 
actor recirculation seal purge equipment roquosled 

MANQAN,CV Niagara Mohawk Power Corp. 85/06/14 4pp 30471,268-30471 271 

6505290160 Forwards const status rept as of 850331 
LEMPQESJ.E. Niagara Mohawk Power Corp, 05/05/15 System Support Branch, 
3pp 30599:115-30599.117, 

8506210256 Forwards response re Confirmatory Issue II concerning lead factors Current 
location of surveillance samples adequate Configuration confirmed adoquaie by 
GE.Info will be Included In future FSAR amend 

LEMPGES.T.E Niagara Mohawk Power Corp, 85/05/16 BUTLER.W Licensing 
Branch 2. 2pp 30494 261-30494 262 
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B50 5 240392 Forwards revised response lo FSAR Qjeslton 421-26 ro reactor proleclion 
sys End wilJ be included in FSAR .Amend 20 

MANGAN.CV Niagara Wohawk Power Corp 85/05^7 BUTLER.W Licensing 

Branch 2 12pp 30553 141-30553 152 

8505210106 Generic Lir 85 08 to all holders of CPs & OLs re 10CFR20 40a lorminalion 
repls - lornnals 

THOMPSON, HL Division of Licensing 85/05/23 Consoltdalod Edison Co of New 
York. Inc 2Dpp 30682 282 30682 301 

8505310173 Forwards response lo NRC 850304 request for etfdl info re Queslron 1 of 
TMI Hem II D l.lncfuding dolailed piping configurations Info will be incorporated In 
future amer^d to FSAR 

MANGAN.CV Niagara Mohawk Power Corp 85/05/29 BUTLER.W Licensing 

Branch 2 6pp 30641 137-30641 142 


B. Utility Preliminary Safety Analysis Report, amends 

8505170082 Transmits revs lo PSAR App D, ''QA Program/’ defining OA activities & 
organization Revs do not reduce QA commitments 

MANGAN.C V. Niagara Mohawk Power Corp 65/04/10 STAROSTECKI.R Region 1. 
Office of Director 2pp 30443 042-30443 043 


D, NRC Draft/FInal Environmental Statements, supple & correspondence 

8505160213 Forwards FES & not fee of availability & issuance of FES (NUREG- 
1085) FES includes discussion of comments from federal, slate <& local agencies or of- 
ficials & privale organizations & individuals W/o FES 

BUTLER.W R Licensmg Branch 2 85/05/09 HIRSCK.A Environmental Protection 
Agency 3pp 30450 132-30450 136 

--8505160220 Notice of issuance & availability of FES <NUREG-1085> 

BUTLER.W R Licensing Branch 2 85/05/09 2pp 30450 135 30450 136 

8505170026 Forwards FES (NUREG-1085) re operation of facility & FR notice of 
availability W/o FES 

BUTLER.W R Licensing Branch 2 65/05/09 HOOTEN.BJ Niagara Mohawk Power 
Corp Opp 3Q4B3 297-30483 301 

6505170039 Forwards FES ro operation of facility Statemeni includes discussion of 
comments from federal, state 8 local agencies W/o end 

BUTLER.W R Licensing Branch 2 85/05/09 WOOD,JM Commerce, Dept of. Naif 
Oceanographic & Atmospheric Administration Spp 30483 304-30463 308 

8505170541 Forwards FR notice of availability of FES In order to provide info re environ 
statemonis W/o end 

BUTLER.W R Licensing Branch 2 65/05/09 Library of Congress HARTMAN, RM 
Envirosphere Co KEUTHER.flC Jackscnvillo Electric Authority 29pp 30477 330 
30477 331 


E. NRC Safely Evafualfon Report (SEP), auppls tSi correspondence 

850S070195 Forwards Info re SER Open Item 9 concerning GOC 51, per Halapalz 
request Submiltal Includes summary of primary containment fracture toughness results 
& requested fnfo re Bonnoy Forgo sock o-lel 

MANGAN.CV. Niagara Mohawk Power Corp 85/05/03 SCHWENCEaA Licensing 
Branch 2 46pp 30160021 30160 066 

8505070311 Provides addi info lo fulfill commitment re procedures generation package 
& to address SER open items in accordance w/84t025 Hr Info re containment p/os- 
suro iimil allowable venting beyond DBA provided W/o end. 

MANQAN.C V Niagara Mohawk Power Corp 85/05/03 SCHWEINTCER.A Licensing 
Branch 2 Ip 30178 160-30178 180. 

8505670380 Requests meeting w/NRG to discuss safety Implications of venting CRDs 
during Typo A testing for leakage monitoring of CRD insert & wllhdrawaf linos per 
SER, section 6 Lines vital to scram sys & should remain filled 
MANGAN.CV Niagara Mohawk Power Corp 85/05/03 SCHWENCER.A Licensing 
Branch 2 Ip 30176 332-30176 332 

8505090297 Submits add! info re steam bypass, per SER^Section 6 2 Steam bypass test 
at each refueling cycle unwarranted Pro ope rational lest will bo performed during fnitlal 
test phase lo verify structural adequacy 

MANGAN.CV Niagara Mohawk Power Corp 85/05/06 SCHWENCER.A Licensing 
Branch 2 3pp 30219 098 -302 19i 100 

8505249460 Submits addI Info re emergency operating procedures (EOPs) & SER Open 
Item 16, per util 850503 ItrDrywell spray rated flow option will bo used, due lo difficul- 
ties w/throttllng spray flow Containment spray acluation addressed in FSAR 
MANGAN.CV Niagara Mohawk Powor Corp 85/05/17. BUTLER.W Licensing 
Branch 2. ip 30553 284-30553 284 

8S05240470 Forwards rosponse to questions on physical identification & independence 
of redundant safety related electrical ays, per SER Open Hem 11 Info will be incorpo- 
rated into FSAR Amend 20. 

MANGAN,C.V. Niagara Mohawk Power Corp 85/05/17 SCHWENCER,A Llconsirtg 
Branch 2 12pp. 3D5&3.05 6-30563 067, 


F. Security, medical, emergency & fire proteotfon plans 

6605296355 Responds to 850318 & 0404 requests for addi info re health physics pro- 
gram summary & total eclivity for neutron startup sources for storage only Startup 
source drawing number is 112C3666 & GE Model 1506 cask will be used. 
MANGAN.CV Niagara Mohawk Power Corp 85/04/19 STAROSTECKI.R Region 1. 
Office of Director 5pp 30619.166-30619 176 

8505070311 Provides add! Info to fulfill commitment re procedures generation package 
& to address SER open Items In accordance w/841026 Hr, Info re containment pres- 
sure Iimil & allowable venting beyond DBA provided W/o end 
MANGAN,C,V. Niagara Mohawk Power Corp. 65/06/03 SCHWENCER.A, Licensing 
Branch 2 Ip. 301 78.1 60-301 76i60. 


8505200202 Forwards revs to physical securiW plan.in rosponse to 850415 llr.Ono 
figure revised to rolled final equipment layout Revs withheld fret 10CFR73 21) 
SLNSER,JJ Niagara Mohawi Power Corp 85/05/15 SCHWENCER.A LicGnstng 
Branch 2 Ip 30466 259 30468 259 

8S052 40460 Submits addi Info ro emergency operating procedures fEOPs) & SER Open 
Hem 16,per util 860503 Itr Drywell spray rated flow option will be used.due to dJKicul 
ties w/lhrollling spray flow Conlalnmonl spray aclualion addressed in FSAR 
MANGAN.CV Niagara Mohawk Power Corp 85/05/17 BUTLER.W Liconslno 
Branch 2 Ip 30553 284-30553 284. 


J, (nsuranca & Indemnity InformatEon 

8505170458 Forwards Endorsements 93 & 77 to NELIA Policy NF-161 & MAELU Policy 
MF-46,rQSpoct1vely 

STERN.D Marsh & McLennan, fne 05/05/10 SALTZMAN.J Assistant Director for 
Staled Licensee Relations 3pp 30444 220-30444 222 


K. Ulirity Final Safety Analysts Report (FSAR) & amends 

8506060393 Forwards Amend 19 to FSAR for Nino Milo Point Unit 2 Section 6A with 
held (ref 10CFR2 700),per util 830125 request & NRC 830921 approval 
MANGAN.CV Niagara Mohawk Power Corp 86/05/01, THOMPSON.H Division of LI 
censing 2pp. 30155 227-30157 013 

-85050B03B5 Amend 19 to FSAR for Nine Mile Point Unit 2 
* Niagara Mohawk Power Corp 05/05/31 505pp 30165 229 30157 013 

8505170486 Forwards affidavit of $vc Indicating that FSAR Amend 19, OL 
8lage,provided (o appropriate parties.por 030329 Itr & 10CFR2 101 
MANGAN.CV, Niagara Mohawk Power Corp 85/06/07 THOMPSON.H Division of Li- 
censing 3pp 30484 014-30464 010. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

3505230313 Summary of ACRS Subcommittee 650220 21 meetings w/utll.C-E & S&W 
In Syracuse.NY ro application for license Schedule of mooling.sign in sheets of atton 
does & list of meeting handouts end 

* ACRS - Advisory Commlllee on Reactor Safeguards 85/06/01 ACRS - Advisory 
Commillee on Raaclor Safeguards 27pp 30550 359-30551 022 


Q. Inepoctfon reports, IE Bulletlna & correspondence 

8505020137 Forwards Mgl MeoHng Rept 50 410/85 09 on 850927 & 0315, Requests 
info re design audita performed lo date on Reactor Controls, Inc Forth coming audit will 
ba monitored a1 selected stages 

COLLINS.SJ, Region 1, Office of Director 05/04/19 HOOTEN.WG Niagara 
Mohawk Powor Corp 2pp 301 10 301-301 18-360 

-8505020143 Mgl Moeling Repl 60 410/05-09 on 650227 & 0315 Major areas 
'discussed scop 0 of planned engineering assurance technical audit 
GRAMM.R A , UNVILLE.J.C Region 1. Office of Director 85/04/05 12pp 30110303 
301«18'335. 

-8505020235 ‘’Overall Audil Plan.QA Auditing Div, Audit of As Constructed Condition of 
RGIC Sys & Associatod Structures." 

• Niagara Mohawk Power Corp 85/03/15 16pp 301 18 336 301 18 350. 

8505070438 Forwards Insp Repl 50-410/85 03 on 850211-15 & notice of vblalion 
EBNETER.S.D. Region 1, Office of Director 85/04/25 HOOTEN.BQ Niagara 
Mohawk Power Corp 2pp 30204-1 36-30204i 48, 

-8505070441 Notice of violation from fnsp on 85021 1-15 
" Region I.Offlco of Director 85/04/25 2pp 30204-138 30204-139 

-8505070442 Insp Repl 50-410/85-03 on 85021 1-15 Violations noted failure lo provide 
proper In place storage for electrical equipment & failure to provide proper anchoring 
of HVAC alGGl support plates to concrelo 

PAOLINO.R . WOODARD, C . VARELA, A. Region 1, Office of Director 85/04/16, &pp 
30204 140-30204:148 

B5O4250452 IE Info Notice 85 034, "Meal Tracing Contributos to Corrosion of Stoinloss 
Steel Piping," Sve list end. 

JORDAN, fcL Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/04/30, Consolidated Edison Co of New York, Inc 107pp 30115185- 
30115 291, 

85042504 B5 IE fnfo Notice 85 035, -'Failure of Air Check Valves to Seal " Sve list end 
JOnDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/30, Consolidated Edison Co. of New York, Inc i08pp 30116077- 
30116,184. 

8506060418 IE fnfo Nollce 84 52,Suppl 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors." 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103), 85/05/08 Consolidatecl Edison Co. of New York, Inc lOpp 30615338 
3061 6.347. 

8505230662 Forwards Engineering Assurance Program Technical Audit & QA Prepare 
lion Insp Rept 50 410/64-14 on 850422-23 General comments.number oJ review 
plana did nol contain sufficient detail for NRC Inspectors lo gauge review depth 
GRIMES, B.K. Division of QA, Vendor & Technical Training Center Programs (Post 
650212), 85/05/10 MANGAN.CV. Niagara Mohawk Power Corp 6pp 30544-174- 
30644-185, 

-8506230684 Engineering Assurance Program Technical Audit & OA Preparation Insp 
Rept 60 410/04-14 on 850422- 23. Major areas reviewed imechanical sya/power engi 
nearing & Instrumentation & control 

IMBRO,E.V. Director’s Office, OKIc© of Inspection and Enforcement. MILHOAN.J L. Di 
vision of QA, Vendor & Technical Training Center Programs (Post 850212). 85/05/08 
6pp 30544.180-30544:185 
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B&OSaOOITfi Ack recoipl 050415 Itr informing NRC of steps taken to correct violations 
noted in In^ Rept 50 410/84'18 

EaNETEB.SD Region 1, Office of Director 85/05/14 HOOTEN.BG Niagara 
Mohawk Power Corp 2pp 30054 219-30054 254 


8504290442 Generic Ur 85 07 to all {^orating reaclor licensees re implementalton of 
int(Mrated scfiedufes for plant mods Svc list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 149 30218 170 


8505280277 Forwards Insp Rept 50-410/85-06 on 850304 08 No violation noted 
EBNETER.SD Region 1. Office of Director 85/05/21 HOOTEN.BG Niagara 
Motiawk Power Corp 2pp 30572 328-30572 347 

-8505280282 Insp Rept 50-410/05-06 on 850304-08 No vfolallon noted Major areas 
inspected turnover portion of QA program for preoparatlonal testing^indudlng QA/QC 
overview & mierface activities 

NAPUDA.Q , MANOLY.KA, KESSEL.H V Region 1, Office of Director 05/05/07 
1flpp 30572 330-30572 347 

8605280322 Forwards Insp Rept 50-410/85 00 on 850318 22 No violation noted 
EBNETER.SD Region 1, Office of Director 85/05/21 HOOTEN.BG Niagara 
Mohawk Power Corp 2pp 30572 234-30572 247 

-6505280328 Insp Rept 60-410/85 00 on 050318-22 No violation noted Major areas 
inspacted aclivilles re installation of electrical & Instrumentation safely related equip- 
ment & status of previous insp findings 

FINKEL.A, CHEUNG, L , WOODARD, C Region 1, Office of Director 85/05/03 12pp 
30572 236-3 0 572 247, 


Si Reportable occurrences, LERs & related correspondence 


8505100526 Summary of 850211 meelrng w/util in Belhesda.MD re Power Sys Branch 
mechanical unresolved issues Questions discussed at meeting listed Attendees list 
end 

SINGH.B K Licensing Branch 3 65/05/02 Licensing Branch 3 6pp 30286 060 
30286 067. 

8505240150 Summay of 850215 meeting w/ulil,SAW & Weslinghouse in Bethesda.MD 
re Instrumentation & control sys List of altendoes end 

LAZO.L Licensing Branch 3 85/05/03 Licensing Branch 3 5pp 30575 246 
30575 250 

8505100254 Forwards more clearly defined position re iliuminalfon issue, per 850410 
telcon Info considered as revised response to Question 430 65 
CAREY.J J Duquesne Light Co 85/05/06 KNIGHTON, G W Licensing Branch 3 4pp 
30246 167-30246 170 

8505100304 Forwards Rov 0 to "Loss of Compononl Cooling Water Study for Reactor 
Coolant Pump Internals & Motor Bearfngs, ' in response to Auxiiiary Sys Branch 
841 101 telcon request Open Item re primaiy component cooling water closed 
CAREY. JJ Duquesne Light Co B5/05/06 KNIGHTON.G W Licensing Branchs Ip 
30245 267-30245 303 


8606060219 Interim Deficiency Rept f56(e)'B5'10) re matl supplied by Northern Steel 
Corp w/o acceptable QA progremJnilially reported on 850319 Matter under 
Investigation Final rept wifi be aubnniUed by 850630 

MANGAN.CV Niagara Mohawk Power Corp 85/04/16 STAROSTECKI.R Region 1, 
Office of Dlreclof. 2pp 30104:218-30184 219. 

8606220322 Final Ooficloncy Rept (S5(e) 86-12) re use of unapproved insulating malls 
methods for motor leadsJnlllally reported on 850329 Unapproved Insulating mails 
removed Terminations repaired w/approvod matis 

MANGAN.C.V. Niagara Mohawk Power Corp 85/04/29 STAROSTECKI.R. Region 1. 
Offico of Director 2pp 30530:246-30530 247. 

8505230166 Interim Doficlency RopI (65(e)-65-11) re damaged high pressure lube oil 
hO 80 of diesel generators furnished by Cooper Energy SvcsTnIllally reported on 
850329 Ffnal rept will bo submitted by 850614 

MANGAN.CV Niagara Mohawk Power Corp 05/04/29 STAROSTECKI.R Region 1, 
Office of Director 2pp 30536 335-30538.336 

6505170530 Final Deficiency Rept (55je)-84-09) re hydraulic transient for pump restart 
In svc water ayslnifially reported on 840216 Loadings from hydraulic transient for 
pump restart Included In pipe stress analysis 

MANGAN.CV Niagara Mohawk Power Corp 85/04/30 STAROSTECKI.R Region 1, 
Office of Director 2pp. 30464-24 1-30464. 242 

8505230134 Final Deficiency Rept (65(0) 84-50) re linear indications in lube fittings In- 
slalled by Johnson ConIrols.Inc. Initially reported on 041 lOO.Grinding In excess of 30% 
of section thickness will not be allowed 

MANGAN.CV. Niagara Mohawk Power Corp 85/04/30. STAROSTECKI.R. Region 1, 
Office of Director. 2pp 30530 322-30538.323 


8606230427 Part 21 rept re incorrect short time delay band lever Inadequately Installed 
in low voltago K-llne circuit breaker eleclromechanlcaf overcurrent trip device Visual 
insp to delermine If correct lover instaifed recommended 

KAISERAF. Brown Bovorl Corp (subs of Brown Boveri & Co, Ltd), 85/05/13 
DEYOUNG, R C Director’s Office, Office of Inspection and EnJorcomont. 6pp, 
30531.223-30531 228 


8506220064 Recommends that VITS 04-159 re deficiencies In WJ Woolley Co QA weld- 
ing dccumontellon for equipment furnished to facility bo closed based on review that 
alii 16 unsatisfactory observalfons by S&W Apr 1963 audit rosolvod. 

OLLER.R.E. Vendor Program Branch 85/05/21 MERSCHOFF.E.W Vendor Program 
Branch Ip. 30518-357.30S18 367. 


-0505100307 Rev 0 to 'loss of Component Cooling Water Study for Reactor Coolant 
Pump Internals & Motor Bearings " 

* Weslinghouse Electric Corp 85/03/28 37pp 30245.266 30245 303 

8505100323 Reouesls concurrence to allow utilization of Code Case N 32-3 as guid- 
ance for limited number of ASME Class 3 embedded piping penetrations Concurrence 
requested by 850524 

CAREY.J J, Duquesne Light Co 85/05/06 KNIGHTON.G W Licensing Branch 3 4pp 
30230*360-30238 363 

8S051 40432 Forwards payment of foe for OL review, per B501 1 1 Hr 
CAREY.J J. Duquesne Light Co 85/05/08 MILLER, License Fee Management 
Branch 2pp 30374 347-30374.340 

8505200427 Forwards backlit sheets reflecting status of backlit Issues Sheels parallel 
requirements of Generic Ltr 84 08, Paragraph V.mlnus scheduled completion date for 
each milestone Dato of 850628 proposed for lllumlnalion level appeal 
CAREY, JJ. Duquesne Light Co. 85/05/15 THOMPSON.H L DNiaioni of Licensing 
7pp 3047 1 010 3 0471 016. 

850S230237 Forwards descriplion of proposed safely related instrument tubing 
program.lncfudlng comparison of program w/ASME III & addl welding procedure quali 
fication for automatic welds, for review & concurrence by 850531 
CAREY.J.J.Duquesno Light Co. 85/05/17 KNIGHTON.G W Licensing Branch 3 9pp 
30534*186-30534:194 


0606240129 Forwards response to NRC 850307 request for addl Info re PMPInfo dis 
cussed w/NRC In 850328 & 0409 meetings & bund acceptable Submittal closes 
Open Item 1 & related backlit 

CAREY.J J Duquesne Light Co 85/05/17. KNIGHTON.G W Licensing Branch 3 
34pp 30656*117-30556.149. 


8505210106 Generic Ltr 05 OB to all holders of CPs & OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON.HL Division of Licensing. 85/05/23 Consolidated Edison Co of New 
York, fnc 20pp. 30082.282-30692 301, 

8505210122 Generic Ltr 85 09 to all Weslinghouse PWR licensees & applicants re Te( 
Spo-cs for Generic Ltr 83-28, Item 4 3 

THOMPSON.HL Division of Licensing, 85/05/23 Yankee Atomic Efectrfc Co 17p 
30671*334-30671,350 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


E, NRC Safety Evaluation Report (SER), auppfa A correspondence 


A. A ppifoat Ion /con struct Ion atage documents & correspondence 

8603220116 Forwards discussion of choices & llmllallons of availablo breathing appara- 
tus for use In oxygen-deficient environs such as reduced pressure containments. 
CUNNINQHAM.L Operating Reaclor Program Branch. 85/03/14 BELLAMY, RR 
Region 1, Office of Director 6pp 30095 304-30095 309 

8505100360 Forwards Amend 4 to "Failure Modes & Effects Analysis for Beaver Valley 
Power Station Unit 2" Amend consists of changes In planl design mods impacting 
anafysia 

CAFIEY.J J Duquesne Light Co 85/04/12 DENTON, HR Office of Nuclear Reactor 
Regulation, Director 6pp 30236 001-30237*351 

-B506100361 Amend 4 to "Fallufe Modes & Effects Analysis for Boaver Valley Power 
Station Unit 2." 

* Stone & Webster. Inc. 85/04/30 700pp. 30236.006-30237.361 

850509055 1 Notification of 8S0509 meeting w/util In Q6thesda,MD to discuss appeal of 
requirements on steam generator level channel.MeeiIng agenda end. 

NEBSES.V. Lfcenslng Branch 3. 05/04/26 KNIGHTON.G W Licensing Branch 3. 6pp 
30235:333-30236 337. 


6505130310 FOIA requesl for May-Nov 1984 memos providing draft SER, SER secllor 
& requests for addl Info ro facility 

QRABEH.L NUS Corp 84/12/14 Division of Rules and Records Ip 30209 311 
30299:313, 

8505 130316 Partial response to FOIA request for memos re licensing of facility whk 
provided draft SER.Forwards App A documents Documents also available 
PDR Search for addl records continues 

FELTON. J.M. DNiaion of Rules and Records 85/01/30 GRABER.L NUS Corp 2p 
30299*314-30200*340. 

-8405170317 Forwards requesl for addl Info f© seismic & quality group classification 
structures, sys & components & compliance W/10CFR50 55a,psrlFSAR review 
BOSNAK.RJ Mechanical Engineering Branch. 84/05/07 KNIGHTON.G Licen 
Branch 3. 2pp 30299 336-30299 337. 

-8406210396 Requests addl Info to determine failure rale for type of pipeline acfui 
used for relocated Mobil Olf Co pipeline base on Nall Transportation Safety Board s 
tlstics. 

REQAN.W.H. Site Analysis Branch 84/05/10 KNIGHTON.G.W, Licensing Branch 3 
2pp. 30299:338-30299 339 


BED 5090062 Nollfication of 060516 meeting w/util in Belhesda.MD to discuss appeal of 
requirements on Reg Guide 1 26 application to auxiliary sys areas ©xciudea by reg 
gulde.Meeling agenda end 

N ERSES. V, Licensing Branch 3. 85/05/01 KNIGHTON.G W. Licensing Branch 3. 5pp. 
30254 019-30264:023. 


6505090664 Notificallon of 850630 meeting w/ulll In B 0 lhesda.MD to discuss appeal of 
requirements on air dryers for emergency diesel generators 
N ERSES, V. Licensing Branch 3. 85/05/01. KNIGHTON.G.W Lfcenslng Branch 3 6pp. 
30235.328-30235:332 


‘8409180374 Forwards requesl for addl Info resulting from recent ACRS concerns 
volving handling of heavy loads (SRP Section 9.1 5). 

PARR.O.D, Auxiliary Systems Branch. 84/89/11 KNIGHTON.G. licensing Branch 
2pp. 30299*330-30299.331 

■8410160091 Forwards revised questions re local site drainage for transmittal to ulll 
response Jnfo needed to complete analysis, 

JOHNSTON, WV. Assistant Director for Matts, Chem & Environ Technology (P 
830201). 84/10/05 NOVAK.T.M, AssI Slant Director for Lfcenslng 4pp, 30299 3. 
30299,335, 
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-8505130326 Forwards branch rcquasl for addi info ro surveillance methods for detec- 
tion of mussels S clams In water sys for SER proparation & confrof & exposure fire in 
control room & natural circulation test. 

PAHH.O D. Auxiliary Systems Branch 04/08/07 KNiGHTON.G Licensing Branch 3 
14pp 30290 316 30299 329 

6505300040 Furfher re^onse to FOIA request for all NRG Way Nov 1984 memos to Div 
of Licensing re draft SER & SER sections Forwards App B document Document also 
available In PDR Document partially withheld (ret FOIA Exemption 3). 

FELTON .J M Division of Rufes and Records 85/03/04 GRABER.L NUS Corp 2pp 
30651 318-3065r329 

-8505300046 Forwards SSER atatsmenLSALP input 8 ^ updated Implementing license 
condptlon 

MCCORKLE.Q W Power Reactor Saioguerds Licensing Branch 84/07/23 
THOM AS, CO Standardization & Special Projecta Branch 2pp 3 0651 314-30651 316 

“6605300046 Safeguards SER supporting Rev 0 (o physical security & safeguards con- 
tingency plan & Hev 0 to training & qualification plan did 630728 Info deleted SALP 
input encf 

* Power Reactor Safeguards Licensing Branch 64/07/23 13pp 30651 316* 
3065 1 329 

6504170547 Forwards monthly status rep! on plant specific backfilipng activities current 
through 850300 Nine of 15 SER open items resolved prior to appeal meetings SER 
scheduled for completion on 65'0329 

CRUTCJHRELO.D Assistant Director for Safety Assessment 85/03/16 
TNOWPSON.HL DivJsion of Licensing 65pp 30161.182-30161246 

8505150417 Forwards response to fire protection draft SER Open items FP-4 & FP-5 re 
safe shutdowfi & alternate shutdown capabilities, respectively Requests meeting w/ 
Auxiliary Sys Branch during wk of 850520 to discuss responses 
CAREV,JJ Duquosne Light Co 85/05/13 KNIQHTON.Q W Licensing Branch 3 
13pp, 3039 9 070-30399 082. 


R Security, medical, emergency & fire protection plans 

8505130316 Partial response to FOIA request for memos re licensing of facility which 
provided draft SER. Forwards App A documents. Documents also available in 
POP Search for addI records continues 

FELTON. JM. Divieion of Rules and Records 85/01/30 GRABER.L. NUS Corp 2pp 
30299 314 30209 348 

-8505130328 Forwards branch request for add! info re survellfai^co methods for detec- 
tion of mussefs ^ clams in water sys for SER preparation 8 control 8 exposure fire in 
control room & natural circulation test 

PARR,OD Auxiliary Systems Branch 84/06/07. KNIGHTON.G. Licensing Branch 3 
14pp 30299 316-30299 329 

$505300040 Further re^orjse to FOIA request for all NRC May Nov 1904 memos io Div 
of Licensing re draft SER & SER sections Forwards App B document Document also 
available in POR Document parllally withhold (ref FOIA Exemption 3). 

FELTON, J M. Division of Rules and Records 85/03/04 GRABER.L NUS Corp, 2pp 
30651 312-30651,329 

-8505300048 Safeguards SER supporting Rev 0 to physical security & safeguards cori- 
tmgency plan A Rev 0 to training A qualificalion plan dtd 830728 Info deleted SALP 
Input enci 

• Power Reactor Safeguards Licensing Branch. 84/07/23, 13pp 30651316- 
30651 329 

8504170547 Forwards rnonlhfy status rept on plant-specific backHltlng activities current 
through 350308 Nine of 15 SER open items resolved prior to appeal meetings SER 
scheduled for comp lotion on 850329 

CRUTCHFIELD.D. Assistant Director for Safely Assessment, 85/03/18 
THOMPSON, H L Division of Licensing. 65pp 30161:102-30161:246. 

8505020412 Trip rept of 850312 & 13 site visit to observe fire brigade demonstrate ac- 
cessibility to cable spreading room & cable tunnel in event of fire. 

SJNGH.B K Licensing Branch 3. BS/04/09 Licensing Branch 3. 9pp. 30141 301- 
30141.309. 

“8504040071 Trip rept of 850313 site visit re review of Hre brigade access to cable 
spreading room* 

ECKENRODE,R J. Human Factors Engineering Branch. 85/03/26. SINGH.B.K. Licens- 
ing Branch 3 Gpp 30141:310 30141*312 

8505090157 Requests addi infa re detailed description of conformance lo Reg Guide 
1 97 Hems identifiad as unjustified excoplions. Response requested within 30 days of 
receipt of Hr 

KNIGHTON.Q.W. Licensing Branch 3. 85/04/13 CAREY. JJ Duquesne Light Co. 4pp. 
30253,215-30253,242 

-6503250003 "Conformance lo Reg Guide 1,67, Beaver Valley Power Station, Unit 2" 
UDY.AC. EGSG, he, FIN A 6493 05/02/20. NRC - No Detailed Affiliation Given 
24pp. 30253 219-30253*242 

8506030010 Discusses 850400 safeguards regulalory effectiveness review exit 
interview Prime purpose was to evaluate overall elfeclivenesa of safeguards program 
& (o determine if existing regufallons yield level of protection Intended 
TAM, PS Operdling Reactors Branch 1, 85/04/26. VARQA.SA. Operallng Reactors 
Branch 1 Ip 30218024 30218:024, 

6505160417 Forwards response to fire prolecllon draft SER Open Items FP*4 & FP-5 re 
safe shutdown & alternate shutdown cBpablli1les,f0Spectivefy.Reque6t$ meeting w/ 
Au)dllary Sys Branch during wk of 850520 to dlacusa responses 
CAREY;J.J, Duquesne Light Co 85/05/13. KNIGHTIDN.G.W Licensing Branch 3. 
ISpp 30399 070-30399.002. 

6505310326 Responds to concerns In 850130 trip rept re resolution of open item con- 
cerning use of C02 fn cable spreadln^g room 002 sys actuated by cross zoned smoke 
deleclfon sys which will operate In early stages of fire 

CAREY,dJ. Duquesne Light Co 85/05/24- KNIQHTON,Q.W. Licensing Branch 3. 
14pp 30642*138-30642,151 


1. Financial Information 


8505310375 Concludes lhal 1005 financial Info, per 850419 submittal, satisliss 
10CFR 140 21, requiring that each flcensoo maintain approved guarantee of paymanl ol 
deferred premiums for each operating reactor over 100 Mw{e) 

SALTZMANiJ Assistant Director for State & Licensoo Relations 85/05/22, VON 
SCHACK.WW Duquesne Light Co 1p 30681,343-30681 343 


K. Ulltity Final Safety Analysis Report (FSAR) & amends 

0505290217 Forwards Amend 10 to FSAR for Beaver Valley Unit 2, in response to NRC 
request for add! info Amend also includes revised test matl 

CAREY, JJ Duquesne Light Co 86/05/20 DENTON.H R Office of Nuclear Reactor 
Regulation. Director 2pp, 305B5 288-30588 102 

-6505200224 Amend 10 to FSAR for Beaver Valley Unit 2 
* Duquesne Light Co. 85/05/31 BDOpp 30585 203-30508 102 

8506310676 Forwards affidavit certifying distribution ol Amend 10 to FSAR Cortifi cation 
of Sves end 

CAREY, JJ, Duquasne Light Co 05/05/20 DENTON.H R Office of Nuclear Roaebr 
Regulation, Director 3pp, 30662 355-30662 357 


Q. inspection reports, IE Bulletins & correspondence 

0503140039 Forwards Insp Root 50 412/05 03 on 850102-0201 No violation noted 
WEN ZINGER, E. Region 1, Office of Director 05/02/21. WOOLEVEft.E Duquesne 
Light Co 2pp 20300 208 29380:223 

-0603140043 Insp Rept 60-412/85-03 on 850102-0201 No violation noted Major areas 
inspected In place storage of components, Installation of pipe suppori&.contalnmonil 
polar crane main! & weld mall certification 

WALTON, Q, PRlVfDY.L, TRIPP, L Region 1, Office of Director 05/02/16 14pp 
29380.210-29380*223 

8505300040 Further ra^onse to FOIA request for all NRC May-Nov 1984 memos lo Div 
of Licensing re draft SER & SER sections Forwards App B document Document also 
available In PDR, Document partially withheld (ref FOIA Exemption 3) 

FEITOHJM Division of Rufes and Records 85/03/04 GRABER.L NUS Corp 2pp 
30651,312-30851-329 

-0506300046 Forwards SSER statement, SALP input & updated Implementing license 
condition 

MCCORKLE.GW Power Reactor Safeguards Licensing Branch 84/07/23 
THOMAS, CO. Standardization & Special Projacla Branch 2pp 30651 314-30651 315 

8505030149 Forwards Insp Rept 60-412/65-06 on 650304-29 No violation noted 
WENZINGER.EC Region 1, Office Of Director 85/04/18 WOOLEVER.EJ Duquesne 
Light Co 2pp. 30143.342-30143 352 

-0505030159 Insp Rept 50-412/05-06 on 650304-29 No violation noted Major areas 
inspaoted previously identified unresolved itema.review of radiographic film for piping 
welds welder qualification & daily site tours 

WALTON.GA, JOHNSON.OM., TRIPP.L E. Region 1, Office of Director. 85/04/10 
Opp 30143*344-80143 352, 

0505010323 Responds to NRC 050322 Itr re violations noted In Insp Rept 50 412/85- 
02 Corrective aclions.Nonconformance & Disposition 7094 generated for Valve VCW- 
150-X2 (V-116) A replacement nut being obtained per ASME XI Code requirements 
CAREY, JJ Duquesne Light Co, 85/04/22 STAROSTECKI,R Region 1. Office ol Di- 
rector. 4pp 30007.293 30087*296 

6504250452 IE Info Notice 65-034, '’Heal Tracing Contributes to Corrosion of Stainloss 
Steel Piping " Sve list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
0301031 05/04/30 Consolidated Edison Co of New York, Inc t07pp 30115 185- 
30115,291, 

$504260465 IE Info Notice 85 035, "Failure of Air Chock Valves to Seat '* Sve tisl end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/04/30 Consolidated Edison Co of Now York, Inc lOOpp 30115077- 
30116:184. 

0605060410 IE Info Notice 84-52, SuppI 1, "Inadequate Matl Procurement Controls on 
Part of Licensees & Vendors." 

JORDAN.E.L. Division of Emergency Preparedness & Enginoorlng Response (Post 
830103). 85/05/08. Consolidated Edison Co of New York, Inc. 10pp. 30615 338- 
30616.347. 

8505130034 IE Info Notice 86-037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2," Sve list end 

JORDAN,E.L Division of Emergency Preparedness & Enginaering Response (Post 
830103). 85/05/14 Yankee Atomic Electric Co 4pp 30040 272-30849 014 

6505240301 Responds to NRC 650409 Itr re violations noted in Insp Rept 50 412/65- 
OS.Corractive actions investigation Initiated which Included review of applicable logs lo 
identify eltualions where hold/relect lags identified as missing 
CAREY,J J. Duquesne Light Co 85/05/17 STAROSTEGKI.R Region 1, Office of Di- 
reclor. 7pp, 30661,066-30561 :062. 

8505310411 Forwards Matls Engineering Branch SER based on util 850131 attornativo 
plan for presorvice exam of A^E Class 2 piping Methodology acceptable, 
KNIGHTON, Q.W. Licensing Branch 3 85/05/20, CAREY.J J Duquesne Dohl Co 3pp 
30681:314-30681*326. 

-3505310415 SER supporting ut)l 850131 alternative plan for preservice exam o-f ASME 
Class 2 piping. 

* Materials Engineering Branch 85/05/20. 9pp. 30681.317-30601.325 
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S. Reportable occurrences, LERs & related correspondence 


Q. Adludicatory correspondence 


S505160170 Part 21 rept re errors In safety grade core exit thermocouple sya during & 
following poslulated high energy fine break Probably caused by moisture ingression & 
thermal expansion Qualification program completed 

RAHE,E P Weslmghouse Electnc Corp 85/05/09 TAYLOR, J M Director's Office, 
Office of Inspection and Enforcement 5pp 30427 112-30427 1 16 

65Q5230427 Part 21 rept re incorrect short timo delay band fever Inadequately installed 
In fow voltage K-line circuit breaker olectromechanical overcurront trip dovice Visual 
insp to determine if correct lever installed recommended 

KAISER, A F Brown Bovori Corp (subs of Brown Boveri & Co, Ltd) 86/05/13 
DE YOUNG, R C Director's Office, Office of Inspection and Enforcement 6pp 
30531 223-30531 228 


DOCKET 60-413 CATAWBA NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluation Report (8ER), euppfs & correspondence 

8506060207 Forwards description of LOCA outside containment & proposed approach 
for dealing w/LOCAs in emergency procedures Descriplion includes discussion of us© 
of feed & Dieed cooling.per Soctlon 13 5 2 of SSER 4 

TUCKER, H B Duke Power Co 85/04/30 DENTON, H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.EG Licensing Branch 4 lipp 30167 286- 
30157 296 


F. Security, medical, emergency & fire protection plans 


8502050711 Order extending time until 850217 for Commission to act to review ALAB- 
704 Served on 850204 

CHILK.SJ Office of the Secretary of the Commission #105 368 85/02/04 Commis 
sioners Ip 20733 343-28733 343 

8505210010 Memorandum responding to 850425 ASLAB order addressing four ques 
tions re receipt & storage of spent fuel Certificate of Sve end 
MCGARRY,J M Duke Power Co MCGARRY.J M Bishop, Liberman, Cook, Purcell A 
Roynofcls #285 066 85/05/17 Atomic Safety and Licensing Appeal Panel 57pp 
30494 001-30494 057 

8506210203 Response to ASLAB questions on adequacy of notice of proposed uso of 
facility to store spent fuel from Oconee & McGuire facilities ASLAB has no iuriBclIction 
over proposal Certificate of Sve end 

JOHNSON, G E Hearing Branch 4 #285 075 05/05/17 Atomic Safety and licensing 
Appeal Panel 27pp 30494 223 30494 249 

8506230433 Memorandum in response to 050426 ASLAB Order for interveners to ad- 
dress sp^enl fuel storage questions Certificate of Sve onci 

GUILD.H Palmetto Alliance GUILD, R Carolina Environmental Study Group #285 
100 85/05/17 Atomic Safety and Licensing Appeal Panel 12pn 30531 209 
30531 220 

8505220016 Order extending lime until 050529 for ASLAB to act to file & sve reply 
memoranda Served on 060621 

SH0EMAKER,C J Atomic Safely and Licensing Appeal Panel #205 092 85/05/20 
Atomic Safety and Licensing Appeal Panel 1 p 30520 272-30520 272 


8505240269 Forwards public version of revised emergency plan Implementing 
procedures, including Change 0 to HP/0/0/ 1000/06 re emergency equipment func- 
tional check & Inventory W/JM Felton 850514 memo 

TUCKER, H B Duke Power Co 85/02/07 Record Services Branch (Document Control 
Dosk) 3pp 30576 205-30575 360 

•>*8505240283 Public version of revised emergency plan implemenling 
procedures, in eluding Change 0 to HP/O/B/ 1000/06 ro emergency equipment func- 
tional check & inventor & Rev 1 0 to SO 3 8 4 re onsite emergency organization 
WILLIAMS.R S , WILSON.F Duke Power Co 85/01/28 6Spp 30576 208-30576 360 

6506240074 Forwards public version of Rev 7 of Crisis Mgt Implementing Plan CMIP‘2, 
"Crisis News Group Plan" & Rev 3 to Crisis Mgt Implementing Plan CM IP-3, "Crisis 
News Group Plan ' W/850510 release memo. 

TUCKER, H B Duke Power Co 85/04/17 Record Services Branch (Document Centro) 
Desk! 2pp 305G7'104-30567.352 

-860 5 240082 Public version of Rev 7 of Crisis Mgt Implementing Plan CMIP-2, "Crisis 
News Group Plan “ 

‘ Duke Power Co 85/03/29 06pp 30567 186 30567 267 

-8605240092 Public version of Rev 3 to Crisis Mgt Implementing Plan CMIP-3, "Crisis 
Mows Group Plan " 

• Duke Power Co 05/04/05 flOpp 30667 260 30567 352 

8505200017 Ack receipt of 050328 ftr informing NRC of steps taken to correct vfolalions 
nolod in Insp Rept 50 413/05 04 

BR0WNLEE,V L Region 2. Office of Director 05/04/18. TUCKER,H B Duke Power 
Co 1p 30486 204 30486.206 

-8505200020 Responds to NRC 850227 Ur ro violations noted in Insp Rept 50 413/85* 
04 Corrective actions responsibility for complying w/Toch Spec 3 711 re fire ponelra 
lions reassigned to security personnel 

TUCKER, H.B Duke Power Co. 85/03/20 GRACE, J N Region 2. Office of Director 
2pp 30406 2O5-3O406-2O6 

8505030431 Responds to 850419 request for review of util response to License Condi- 
tion 23,ltom 2 re content of warning signs & decals In emergency planning 
zone Revised wording for signs & decals complies w/ASLB conditions & acceptable 
KRIMM,R.W FoderaLEmergency Management Agency 05/04/30 JORDAN.EL Divi- 
sion of Emorgenoy Preparedness & Engineering Response (Post 830103) Ip 
30129.201-30129 291 

8505060207 Forwards description of LOCA outside containment & proposed approach 
for dealing w/LOCAs In emergency procedures. Description Includes discussion of use 
of food & oleed cooling, per Secllon 13.5 2 of SSER 4 

TUCKER, H.B Duke Power Co 85/04/30 OENTON.H H Offico of Nuclear Reactor 
Regulation, Director ADENSAM,E G Licensing Branch 4. lipp 30157 286- 
30157.206 


8505170181 Forwards Insp Rept 50 413/85-15 on 850415-10 No violation or deviation 
nolod 

BR0WNLEE,V.L Region 2, Office of Dlreclor. 05/05/06. TUCKER,H,B Duke Power 
Co. Ip 30468.001-30466 023 

-8505170191 Insp Rept 50 413/85-15 on 050415-19 No violation or deviation 
notod Major areas Inspected fire protection & licensee actions re implementation of 
plan I safe shutdown guidance provided in SRP 9 5 1 

WADDEN,PM, MILLER,WH, RUFF,A.D Region 2, Offico of Director. 85/05/03 
2Hpp, 30466 002-30466 023 

3606210377 Rev 15 to "Crisis Mgt Plan for Nuclear Stations " W/850514 Hr 
TUCKER, H.B. Duke Power Co. 86/05/14 142pp 30495001-30495:124. 


8505240230 Responds to 850318 Itr re util response to Item 2 In Condition 2C.(23) of 
License NPF-35 re content of warning signs & decafs to be Installed fn emergency 
planning zone Revised wording accopfabfe, 

NOVAKT.M. Asslsianl Director for Licensing. 85/05/14 TUCKER.H.B. Duke Power 
Co 3pp, 30576.070-30576.072. 


8605210088 Responds to 841029 & 850419 requests for verification of completion of 
lour ficensing conditions & two confirmatory Items re offsite emergency 

B idness.Condillons met & items completed. 

,R.W Federal Emergency Management Agency, 66/05/16. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp 
30494- 295-30494'296 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8S06210304 Forwards Rev 12 to FSAR (filed in PDR Category K) 

TUC)KER,HB Duke Power Co 85/05/17 DENTON, HR Ofneo of Nuclear Reactor 
Regulation, Director 10pp. 30507 276 30509 228 


P. Operating license stage documents & correspondence 

8605200695 Further response to FOIA request for NRR assessment & all reviews &/or 
comments re inlegrated program developed to oulIJno near-term OL workload, per 
EDO 840626 memo Forwards App A documents Memo from EDO lo Palladino not 
found 

FELTON,JM Division of Rules and Records 84/10/19 ADATO.M Union of Con 
cornod Scionlials 4pp 30525 001-30525 007 

-8407280398 Advises that Integrated schedules for listed plants developed in accord- 
ance w/040526 memo Finalized 5 approved schedules will become part of monthly 
rept. 

EISENHUT.DG Division of Licensing 84/06/20 Region 1, Offico of Diroclor 169pp 
30525 166-30525 332, 

-8506210133 Forwards OL rovlow mgt rept for Jul 1984 re status of plants Markup of 
end rept requested by 84031 5 

EISENHUT.DG. Division of Licensing 84/07/30 Roglon 1, Offico of Director 128pp 
30525-333-30526 097. 

-8605210196 Roquosls assistance In onsurmg that end plani status repis accurate & 
provide adequate basis for dovelopmenl of near- term OL mgt plans Responso re 
quosled by 840501 

DENTON,HR Office of Nuclear Reactor Regulation, Director. 84/04/26 Region 1, 
Office of Director 79pp 30526 098-30520-176 

-8505210221 Fopivards OL rovlow mgt rept for Aug 1984 ro status of plants Markup of 
end rept roquosted by 841005 

E(SENHUT,OG Division of Licensing 84/09/24 Roglon 1, Office of Diroclor 120pp 
30526177-30526 320. 

8605100486 FOIA request for oil documents ro Commission 841210 dedsion lo hold 
meeting to consider facility proposed hydrogen control rulo & how Issue of hydrogen 
control could affect approval of full power OL 

BELL.N Nuclear Information & Resource Service 84/12/13 FELTON. J M. Division of 
Rules and Records, 2pp 30289 252-30289 253 

OS051 00492 Partial response to FOIA request for documents re facility proposed hydro 
gen control rulo Forwards App A documents App A documonls also available In 
PDR App 0 documents withheld (rot FOIA Exemption 5) 

FELTON, J.M Division of Rules and Records 05/01/17. BELL.N Nuclear Information 
& Resource Service 4pp 30289 254-30289 257. 

-8505100498 Lists concise history of devolopmoni of hydrogen control Issue In facility 
OL proceeding 

JOHNSON, G.E NRC - No Detailed Affiliation Given 84/12/06. CUNNINGHAM, Q H 
NRC - No Detailed Affiliation Given lOpp 30289.258 30289 316 

8506070301 Further response to FOIA request for documents compiled by Region II 
concerning allegations of violations of Energy Roorganlzalion Act ro Duke Power 
Co.App A documents in PDR Apps C & D documonls wllhheld (rof FOIA Exemption 

FELTON.J M, Division of Rules and Records 85/02/07. GARDE.0.P. Govornmonl Ac 
countability PfOlocl Opp 30217 001 -3021 7. 160, 

-6605070324 Discusses In camera allegations made by Alleger 3 Identified in 840106 Itr 
re Case Rll 64-A-0003,Portlon3 deleted, 

URYC.B. Region 2. Office of Director 04/01/09 HERDT,A. Region 2, Office of Direc- 
tor 2pp 30217 002-30217.093. 

8505220340 Forwards "Semiannual Radioactive Effluent Release Rept for McGuire Nu- 
clear Station for Jul Dec 1084," Rev 6 to, "Offsite Dose Calculation Manual" & util 

P rocess control program.W/o program 

UCKER.H B Duke Power Co 85/03/01 GRACE, J N. Roglon 2, Office of Diroclor. 
3pp 30530 076 30530.122 

-8505220346 Rev 5 to "Offsite Dose Calculation Manual *' 

BIRCH, M.L Duke Power Co 84/09/10 Opp, 30530:114 30530:122 
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85050601-00 Responds to EG Adensam Q'40410 reqi/est for finplam&nlalion Itr re instRj 
mentatjon for Inadequate core cooling Submjited info includes notification that sys 
instairatian, functional lesting & calibr camp tele & test results availabre for insp 
TUCKER, H B Duke Power Co 05/04/26 DENTON .H R Office of Nuclear Reactor 
Regulation, Direclo/. ADENSAMj EG Ljcensing Branch 4 2pp 30157 297-30157 290 

8505020422 Application for amend lo Ucense NPF'35,c hanging Tech Spec require- 
menls so testing of lurbmo generator control valves nee-J only be conducleo on 
monthly basis Fee paid 

TUCKER, HB Duke Power Co 85/04/29 DENTON.HR Office of Nuclear Reactor 
Regulation, Director ADENSAM,EG Licensing Branch 4 5pp 30103 314-30103 31B 

-8505020426 Proposed Tech Specs.changing requiremonis so testing of turbine gener- 
ator control valves need only bo conducted on monthly basis 
" Duke Power Co 85/04/29 3pp 30103 319 30103 321 

8605090528 Forwards position paper re mam steam line break m soperprpe concurrent 
w/singfe active failure Revised Westinghouso scenario has caused staff to raroviow 
guidelines used in evalualing such breaks 

DENTON.H R Office of Nuclear Reactor Regulation, Director 65/04/29 STELLO^V 
Regional Operations & Generic Requirements 6pp 30684 234 30684 239 

0505070271 Provides darificalion of scope of fog monitoring program required by envJ 
ron protection plan, Section 4 4 Visiomeler & surface water temp monitoring scheduled 
for 850901 

TUCKER, HB Duke Power Co 85/05/01 DENTON.HR Dftic© of Nuclear Reactor 
Regulation, Director. ADENSAM.E G Licensing Branch 4 3pp 30179 358 30179 369 

0504290442 Generic Ur 85 97 lo all operating reactor Iiconsoos re implBmentalion of 
inlegraled schedules for plant mods Sve list end 

THOMPSON, HL Divisfon of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc Z2pp 30218 149 30218 170 

8505100349 Advises that qualified wiring to crankuase fans & starling solenoids re- 
placed at Shorcham Rep lac erne n1 not performed at Catawba, but will bo tmplemenled 
fn neaf'lerm.per BNWL inquiry 

SEGREST,AM Duka Power Co 85/05/07 BERLINGER.CH Division of Licensing 
Ip 30245 112-30245 t12 

8505150307 Application for amend lo Licenses NPF.35,NPF'9 A NPF-17, changing 
Tech Specs re operability of ice condenser doors foe paid 

TUCKER.H 0 Duke Power Co 85/05/07. DENTON.H R Office of Nuclear Reactor 
Regulation. Director ADENSAM.EG Licensing Branch 4 3pp 30399091-30390.100 

"8S0515D316 Proposed Tech Spec.fequlrfng ice condenser doors lo remam closed A 
be capable of opening aulomaticaliy 
‘ Duke Power Co 85/05/07 7pp 30399094 30399 1O0 

8505310190 Forwards marked up draft SAICa5/1516-1, “Review -of Lfcenseo A Appli- 
cant Responses to NRC Generic Ltr 03-28 Jlem 1 2^ 'Post Trip Review Data A Info Ca- 
pabilities,' Catawba Nuclear Station Unit 1 " AddP Info requested 
AOENSAM.EG Licensing Branch 4 85/05/16 TUCKER.H 0 Duke Power Co 16pp 
30668 333 306EB 348 

8505210106 Generic Ltr 65 08 to all holders of CPs A OLs re 10CFR20 40& termination 
repls • formats- 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282-30682 301 

8505210122 Generic Lir 85 09 to all V/eslinghouse PWR licensees A applicants ro Tech 
Specs for Generic Ltr 83 28,1 tom 4 3 

THOMPSON.H L Divisfon of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671 334-30671 350. 


Q. Inspection reports, IE Bulletins A correspondence 

8505170626 Ferwarda Insp Repts 50 413/05-09 A 50 414/85 06 on 050226 0325 No 
viof aliens or deviations noted 

BROWNLEE, V L Region 2, Office of Director 85/04/04 TUCKER.H B Duke Power 
Co Zpp 30463 091-30463 099 

-8506170S30 Insp Reals 50 413/85 09 A 50-414/85 06 on 850226-0325 No violation 
or devialron noted Major areas inspected site tours.onsite event foIlowup,majnl 
obsarvation.surveillance observation A plant operaticnsroviow. 

VANDOOflN.PK , SKINNER.PH.p DANCE, HC Region 2. Office of Dereclor 65/04/ 
02 7pp. 30463 0B3-30463 099 

0505200515 Ack receipt of 850329 Itr informing NRC of steps taken to correct violation 
noted Fn Insp Repts 50-413/64-108 A 50 414/84 4 8 Corrective actions will be exam- 
ined during future Insp 

WALKER, R.D Region 2, Office of Director 85/04/09 TUCKER.H B Duke Power Co 
Ip 30485 161 30485 164. 

”8505200517 Responds to violations noted in Insp Rept 50 413/84 06 Correcllvo 
actions door blocking devices removed A painted fluorescent orange A will bo se- 
quentialiv Numbered 1-24 

TUCKER.H B Duke Power Co 85/03/29 GRACE.JN Region 2, Office of Djreclor. 
3pp 30485.1 62 30485 164 

8505230054 Forwards Insp Repls 50 413/85 11 A 50 414/85 03 on 850326 29 No vio- 
lations or deviations noted 

BROWNLEE, VL Region 2, Office of Director 85/04/10 TUCKER,H 0 Duke Power 
Co 1p 30538 348-30538 361 

”8505230063 Insp Repts 50 413/85-11 A 50-414/85 09 on 850326-29 No violation or 
deviation noted Major areas inspected const progress, housekeeping.preaeivice insp A 
insp A in service testing of pumps A valves 

KLEINSORGE,WP., SLAKEJd. Region 2, Olflce ol Director. 85/04/08 13pp 
30536 349 30533 381 

8506200017 Ack receipt of 650328 ltr Informing NRC of steps taken to correct violalfons 
noted fn Insp Rept 60-413/85 04 

BflOWNLEE.VL Region 2, Office of Dlrecfor 65/04/18 TUCKER.K.B. Duka Power 
Co Jp. 30466 204 30486 206. 


0505200020 Responds to NRC 650227 Itr ro violations noted in Insp Rept 50 413/65 
04 Corrective actions responsibility for complying w/Tech Spec 3 7 11 re frre penelra 
lions reassigned to security personnel 

TUCKER.H B Duke Power Co 86/03/28 GRACE, J N Region 2, Office of Director 
2pp 30466205-30486 206 

05OS21OO48 Forwards Exam Rept 60 413/OL-B5 02 of exam administered on 850493 
BROWMLEE.V L Region 2, Office of Director 85/04/21 TUCKER.H S Duke Power 
Co 2pp 30510 037-30510 070 

”8505210051 Exam Repl 50-4 1 3/OL-85 02 on 850403 Exam results three candidates 
passed wnllen reexams 

DOUGLAS.WG. WILSON.B A Region 2, Office of Director 85/04/11 31pp 
30S10039 30510 070 

6505170514 Forwards fnsp Rept 50-413/85 13 on 850328-0403 No violation noted 
BROWN LEE, V Region 2. Office of Director 85/04/22 TUCKER.H B Duke Power Co 
2pp 30464 310 30464 316 

”8506170516 Insp Repl 50 413/85 13 on 850328 0403 No violation or deviation 
noted Major areas inspected startup test wilnossing A last result review A mdepend- 
ent insp 

BURRIS.S, JAPE.F Region 2, Office of Direclof 85/04/16 4pp 30464 312- 
30464 315 

8505210041 Forwards fnsp Rept 50-413/05-12 on 850318-22 No violations or devi- 
ations noted 

BROWNLEE, VL Region 2, Office of Director 85/04/26 TUCKER.H B Duke Po'^er 
Co Ip 30509 333 30609 352 

-8506210045 Insp Rept 60-413/85-12 on 850310-22 No violations or deviations 
noted Major areas inspected surveillance testing, maint activities, operalronal activities 
A event review 

JUUAN.CA, GIBSON.AF Region 2. Office of Director 85/04/26 19pp 30509 334 
30509 352 

6504250402 IE Info Notice 65-034, “Heat Tracing Contributes to Corrosion of Staintsss 
Steel Piping " Sve fist end 

JORDAN, t,L Division of Emergency Preparedness A Engineering Response {Post 
830103) 86/04/30 Consolidated Edison Co of New York, Inc 107pp 30115 185 
30115291 

6504250455 IE Info Notice 85-035, “Falfuro of Air Check Valves to Seat “ Sve list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Poal 
830103J 85/04/30 Consolldatad Edison Co of New York. Jnc lOOpp, 30115 077 
30115164 

8505170181 Forwards Insp Rept 50-413/85-15 on 850415 19 No violation or deviation 
nolod 

BROWNLEE, V L Region 2. Office of Director 85/05/06 TUCKER.H B Duke Power 
Co Ip 30<{68 001-30466 023 

-aSOSITOIOI fnsp Rept 50-413/65-15 on 050415-193^0 violation or deviallon 
noted Me|or areas Inspected fire protection A licensee actions re implementailon of 
plant safe shutdown guidance provided in SRP 9 5 1 

MADDEN.P.M, MILLER.WH, RUFF.A.B Region 2, Office of Director 85/05/03 
22pp 30466002 30468 023 

8505060418 IE Info Notice 64-52, SuppI 1, “Inadequate Mail Procurement Controls on 
Part of Licensees A Vendors “ 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615338 
30616 347. 

8505130934 IE Info Notice 65 037, ‘'Chemical Cleaning of Steam Generators at Mill 
stone 2 “ Sve bst end 

JORDAN.EL, DMSion <rf Emeroency Preparedness A Engineering Response (Post 
630103), 85/05/14. Yankee Atomic Electric Co 4pp 30040 272-30849 014 

8505260358 Rev 1 to “Inservice Jnsp Plan, Catawba Nuclear Station Units 1 A 2 " 
CHEflflY,J E. TUCKER.H B Duke Power Co- 85/05/15. DENTON.H R, Office of Nu- 
clear Reactor Regulation, Director ADENSAM.EG Licensing Branch 4 453pp 
305B4 1 05-30505 287 


R, Periodic operating reports A related correspondence 

8505240289 Monthly pparating repl for Apr 1986 W/850516 Ur 
REAVIS.J A , TUCKEP.H.B Duke Power Co 05/04/30 4pp 30562 270-30562 273 


S. Reportable occurrences, LERa A related correspondence 

6505160075 Further response to FOIA request for documents re operation of Grand 
Gulf Nuctoar Station since 8401 01, Including operation w/TDI diesel gene rotors A use 
of TDI generators d( facility App A documents in PDR 

FELTON jM. Division of Rules and Records 84/09/20 BELL.N Nuefear Inlormalion 
A Rosource Service 3pp 39454:105-30454 351 

”8605160104 Forwards altendanca list, handouts A slides used at 840126 meeting w/ 
TOI Owners Group. 

CARUSO, R Lfeensing Branch 2 04/02/02. Licensing Branch 2 113pp 30454 tlO 
30454 351 

8505130176 Supple response to FOIA request for documents re TDI diesel generators 
at facility A list of problems A defects which occurred w/TDI generators used or 
tested Forwards Apps A A B documents Documents also placed in PDR 
FELTONJ M. Division of Rulos and Records 64/10/30 BELL,N Nuclear Information 
A Resource Service 4pp 30306 192'30386. 195 

”8404230430 Forwards comments on "Design Review of Connecting Rod Bearing 
Shells for TDI Enterpnso Engines*’ A “Emergency Diesel Generator Rocker Arm Cap 
screw Stress Analysis ” Repl does not present sufficient data to support bearing life. 
0ERLINGER,C,H. Division of Licensing 84/04/11 MCGAUGHY.JP, Mississippi 
Power A Light Co. 7pp 30307 332-30387 338 
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■fl4 0709036 7 Summary of 840420 meeting w/TDI Owners Group in Wading River, NY re 
status &. progress of program to establish reliability of diesel generator Transcript & 
vlowgraphs one I 

MIIUER^M A Division of Licensing 84/06/26 Division of Liconsing 58pp 30307 352 
30308 179 


8505100486 FOIA request tor aN documents re Commission 041210 decision to hold 
meeting to consider facility proposed hydrogen control rulo & how issue of hydrogen 
control could affoct approval of fufi power OL 

BELL.N Nuclear Information & Resource Service 84/12/13 FELTON, J M Divisionof 
Rules and Records 2pp 30289 252-30209 253 


6505079310 LER B5 023-00 on 050329, reactor power exceeded 75% w/only two of 
ihroo test runs for reactor coolant sys performed Caused by software 
problem Thermal output calculations program modified.roassembled & 
reimplernented W/850429 Ur 

QUELLE TTE.fl W , TUCKER,H 0 Duke Power Co 85/04/29 6pp 30205 194- 
30205-190 


8S0SO70445 LER 85 013 01 on Q50220,dlscoverod conduits penetrating firo barriers w/o 
ends sealed for fire protection Caused by personnel error & procedure 
deficiency Train inn provided to personnel & procedures revised W/050S01 Itr 
OUELLETTE.R TUCKER,HB Duke Power Co 05/05/01 5pp 30205 324- 

30205 328 

8505200306 LER 85-017-01 on 850306, turbine driven auxiliary feedwater pump auto 
maticaliy started duo to wide range level instrumentation sensing lo-lo levels m steam 
oenerators Caused by design donclency W/050506 tlr 

OUELLETTE.R W . TUCKER.HB Duke Power Co 85/05/06 6pp 305B1 003- 

30501 008 


8505290125 LER 85 024-00 on 850409, Train B of ventilation/chilled water sys became 
InoperabCo duo to failure of filter unit preheater to energize On 860412, both trains of 
same sys Inoperable for several hours W/850510 ftr 

OUELLETTE.H W , TUCKER.HB Duke Power Co 85/05/10, 6pp. 30620 180- 
30620 1 93 


85052403S6 Summary of 850507 operating reactors events moeting List of 
alts ndoGs, events discussed & assignments enci 

CRUTCHFIELD, D Assistant Director for Safety Assessment 85/05/13 
THOMPSON.H L Division of Licensing 28pp 30576 146-30576 172 


8505290315 LER 65 025-00 on 65041 5, reactor trip occurred duo to lo lo layol signal 
from steam generator A Caused by administrative error Procedure change made to re- 

Co 85/05/16 4pp 30619 135- 


qulre nolilicatlon of flow mismatches W/850516 Nr 
OUELLETTE, R.W, TUCKER.HB Duke Power 


30619 130 


8505210323 Part 21 rept re potonlial defect In engine generator control panels of DSR 
or DSRV-1 6 standby dlosef genoralor.Review of generator conlrof panel Installation by 
each facility recommended 

BOYER, RE Tranaamerica Dolaval, Inc 65/06/17 Director’s Office, Office of Inspoc 
lion and Enforcement 5pp 30469 339-30469 343 

6505316156 LER 65 027-00 on 850422,die8el gonoralor IB started on blackout 
signal Caused by short circuit In Indicating light socket Automatic closure of 6 9 kV 
swilchoear 1TO lie breaker restored normal voltage W/050522 Nr 
OUELLETTE.R W , TUCKER.H B Duke Power Co 65/05/22. 6pp 30601 306- 
306ei’313 


850S310689 LER 85-026 00 on 850422, during tosling of nuefear sve water flow 
balance, sys aligned lo standby nuclear sve water pond on pumphouse pit B lO-IO 
level Caused by low setting of torque switch for valve 1RN4B w/850522 Ur. 
OUELLETTE.R W. TUCI^R.HB Duke Power Co 85/05/22 5pp 30662 346 
30662 350 


8605100492 Partial response lo FOIA request for documents ro facility proposed hydro 
gen control rule Forwards App A documents App A documents also available in 
PDRApp & documonls withheld (ref FOIA Exemption 5) 

FELTON,J M Division of Rules and Records 05/01/17 BELL.N Nuclear Informaiion 
A Resource Service 4pp 30269 254 -30 20 9 257 

-9505100498 Lists concise history of development of hydrogen control Issue in facility 
OL proceeding 

JOHNSON.GE NRC - No Detailod Atfiliaiion Gwen 64/12/06 CUNNINGHAM.G H 
NRC - No Detailed Affiliaicon Given lOpp 30269 258-30209 316 

8505070301 Further rasponse lo FOIA request for documents complied by Region fl 
concerning allegations of violations of Energy Reorganization Act re Duke Power 
Co App A documents In PDR Apps C & 0 documents withhold (ref FOIA Exemption 

F^ELTON.JM Division of Rules and Records 05/02/67 QARDE,B P Governmenf Ac 
countability Project Bpp 30217 001-30217 160 

-6S05070324 Discusses in camera allegations made by Alleger 3 Identified In 8401 06 Hr 
ro Case RH 64-A-O003 Portions delolod 

URYC.B Region 2. Office of Director 84/01/09 HERDT.A Region 2, Office of Direc 
tor 2pp 30217 092 30217 093 

8505220340 Forwards '‘Semiannual Radioactive Effiuorit Release Rept for McGulro Nu 
clear Station for J<jl Dec 1904,” Rev 5 to, "Offsite Dose Calculalron Manual" & util 
process control program W/o program 

TUCKER.H B Duke Power Co 85/03/01 GRAGE.J N Region 2, Office of Director 
3pp 30530 076-30530 1 22 

-8506220346 Rev 5 lo "Offsito Dose Calculation Manual ” 

BIRCH, ML Duke Power Co 84/09/10 8pp 30530114-30530 122 

8505030663 Advises that end notfeo of environ assessment & finding of no significant 
impact ro 040611 requoat for ©xemplion from roquiremenls of GDC 4 to 
10CFR50,App A forwarded for FR publication 

ADENSAM.EG Licensing Branch 4 85/04/22 TUCKER.HB Du ko Power Co 2pp 
30160 277-30160 262 

-&505030691 Notice of environ assessment & finding of no significant Impact re uliJ 
640511 request for exemption from GDC 4 to lOCFRSO.App A lo exompl util from 
Inslalling protocliv© devices lo consider effects of posluJalod pipe breaks 
NOVAK.TM Assistarrl Director for Liconsing 85/04/17 4pp 30160 279-30160 202 

0605020569 Grants exemplion from requirements of GDC 4 of lOCFRSO.App A ro need 
to analyze largo primary loop pipe ruptures as structural design basis for facility, In re 
sponse to 84051 1 requosl Exemplion end 

ADENSAM.E G Licensing Branch 4 85/04/23 TUCKER.H 0 Duke Power Co 5pp 
301 19 255-301 19,204 

-8505020582 Exemption from GPC 4 of lOCFRSO.App A ro need to analyze large pri 
mary loop p^pe iudIutos as stTuulural desinri baste tor tealAy, 

MPRAGLlA.FJ Division of Liconsing 05/04/23 Duka Powor Co 26pp 30119 260 
30110 264 


T, Hearing transcripts on non*antltru8t matters 

8605070301 Furlhor response to FOIA request for documents compiled by Redon II 
concerning aliogallons of violations of Energy Reorganization Acl ro Duke Power 
Go App A documents In PDR, Apps C & B documonls withheld (ref FOIA Exemption 

PelTON,J M Division of Rules and Records 65/02/07 GARDE, B P Government Ac- 
countability Project. Bpp 30217 001-30217.160 


V. Operator examinations 

8595210046 Forwards Exam Rept 60 413/OL-05-02 of exam administered on 650403 
BROWNLEE, V L Roglon 2. Office of Director 85/04/21 TUCKER, H.0 Duke Power 
Co 2pp, 30510 037-30510 070 

-&6052i005l Exam Rept 50 413/OL'85-02 on 050403 Exam resultalhreo candidatas 
passed writ ton reexams 

DOUGLAS.WG, WILSON, BA Region 2, Office of Director. 86/04/11 31pp 
30510 039 30510 070 


8505060180 Responds to EG Adensam 640410 request for implementation Itr ro irvstru- 
montation for Inadequate core cooling Submitted Info Includes notification that sys 
I nstalfation junctional testing & calibr complete 6 fGst results available for insp 
TUCKER.HB Duke Power Co 65/04/26 DENTON, H R Office of Nuclear Raactor 
Regulation. Direclor ADENSAM.E.G. Licensing Branch 4 2pp 30157 297-30157'296 

8505090520 Forwards position paper re main steam line break in euperpipo concurrant 
w/ /single aclivo failure Revised Wosling house scenario has caused staff to reroview 
guidelines used in evaluating such breaks 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 85/04/29 STELLO.V 
Regional Operations & Generic Requirements epp 30684 234-306B4 239 

8604290442 Generic Ltr 85 07 to all operating reactor llconsoes re Impfomenlation of 
(nlegratod schedules for plant mods Sve list end 

THCjMPSON.H L. Division of Licensing 85/05/02 Consolidated Edison Co of Now 
York. Inc 22pp 30210.149-30216 170 

8605230697 Forwards Amend 3 to CPPR-1 17, safety evaluation & FR notice Amend 
modifies CP lo reflect Issuance of 650423 exemplion re (nslallation of proloclivo do 
vices & consideration of certain dynamic effects 

adensam, £ G. Lfconsing Branch 4 65/05/06 TUCKER.H B. Duke Power Co 4pp. 
30645 220-30545 234. 


DOCKET 60-414 CATAWBA NUCLEAR STATION, UNIT 2 


A. Applfcatlon/constructlon stage documents & correspondence 

0506209595 Further response to FOIA request for NRR assessment & all reviews &/or 
comments re integrated program developed to outline near-term OL workload, per 
EDO 640826 momo Forwards App A documents.Memo from EDO to Palladino not 
found 

FELTON^J.M Division of Rules and Records. 84/10/19 ADATO.M. Union of Con- 
cerned Scientists 4pp 30625‘001 -30525.007. 

-0407200398 Advises that Inlegratod schedules for listed plants developed in accord- 
ance w/ 840525 memo.Finafized & approved schedules will become part of monthly 

eIIeNHUT.D.G. Division of Licensing 84/06/20 Region 1, Office of Direclor 109pp 
30625,165-30626.332 

-6505210133 Forwards OL review mgl rept for Jul 1984 ro status of plants Markup of 
end rept requoslod by 840816. _ , , . 

EtSENHUT.DG Division of Licensing 04/07/30 Region 1. Office of Director 126pp 
30526:333-30526 097 


“8505230607 Amend 3 to CPPR-1 17, modifying CP to reflect Issuance of 650423 ex 
omptlon re Installation of protective devices & corvsideratlon of certain dynamic 
events 

THOMPSON.H L Division of Licensing 85/05/06 2pp. 30545 224-30545,226. 

-8606230618 Safety evaluation supporting Amend 3 to CPPR-1 17 
* NRC . No Detailed Affillal ion Given 65/05/06 4pp 30545 226 30545-229 

-0505230627 Notice of Issuance of Amend 3 lo CPPR-1 17, modifying CP to reflect issu- 
ance of 850423 limited schedular exemption re installation of protective devices & 
consideration ot certain dynamic effects 

THOMPSON.H L Division of Ucansing. 05/05/06 5pp 30545 230 30545:234 

8505210106 Generic Ltr 65-06 to all holders of CPs 6. OLs re 10CFR20 406 terminalion 
ropts - formats, 

THOMPSON.H L Division of Licenaing, 85/05/23 Consolidated Edison Co of Now 
York. fnc. 20pp 30682.282 30682.301. 

8605216122 Generic Ltr 85-09 to al) Weslinghouse PWR licensees & applicants re Tech 
Specs ior Generic Lir 83-28,11© m 4 3 

THOMPSON.H.L Division of Licensing. 85/05/23 Yankee Atomic Electric Co, 17pp. 
30671.334-30671 350 
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E NRC Safety Evaluatfan Report (SEH), supple & correspondence 


Q Inepection reports, i£ Bulletins & correspondenco 


8505060207 Forwards descnpijon of LOCA outside coniainmenl a proposad approach 
for dealing w/LOcAs in emergency procedures Description includes discussion of use 
of feed a bleed cooling per Section t3 5 2 of SSER 4 

TyCKER.H 0 Duke Power Co 85/04/30 DENTON, H R Office of Nuclear Reactor 
Regulation, Director fipp 30157 266'30157 296 


F. Security, medical, emergency a fire protection plans 

8505240269 Forwards public version of revised emergency plan irnplemenling 
procedures, >ociud»ng Change 0 to HP/O/B/ 1000/06 re emergency equipment func- 
tional chock & inventory W/JM Felton 860514 memo 

TUCKEH.H B Duke Power Co 85/02/07 Record Services Branch (Document Control 
OesV) 3pp 30575 285 30575 360 

-8505240283 Publ’C vers'on of revised emergency plan implementing 
procedures including Change 0 to HP/O/B/lOOO /06 re emergency equipment tunc- 
lionaf & uwentory a Rev 10 to SO 3 8 4 ro onsite emergency organizalrort 
WILLIAMS.RS. WILSON, F Duke Power Co 85/01/28 65pp 30575 208-30575 360 

8505240Q74 Forwards public version of Rev 7 of Crisis Mgl Implementing Plan CMIP-2, 
“Cnsrs News Group Plan'’ a Rev 3 to Crisis Mgt Implementing Plan CMlP-3, "Cnsts 
News Group Plan W/B50510 release momo 

TUCKBR.H 0 Duke Power Co- 85/04/17 Record Services Branch (Documeni Control 
Desk} 2pp 30567 184^3056? 352 

“8505240082 Public version of Rev 7 of Crisis Mgt Impfomeniing Plan CMIP'2, "Crisis 
Ne>vs Group Pian ” 

» Duke Power Co 05/03/29 66pp 30567 186 30567267 

-8S0S240092 Public version of Rev 3 to Cnsis Mgt Jmplemaniinp Plan CMIP-3, "Crisis 
News Group Plan " 

* Duke Power Co 85/04/05 86pp 30567 26B-30567 352 


8505170626 Forwards Insp Repts 50-413/05 09 & 50 414/85 05 on B50226 0325 No 
violations or deviations noted 

QROWNLEE.VL Region 2. Office of Director 85/04/04 TUCKER, HB, Duko Pqwgii 
C o 2pp 30463 091-30463 090 

-8505170630 Insp Repts 50 413/85-09 a 50-414/05 06 on 050226 0325 No violation 
<51 deviation noted Malor areas inspected site tours, onsilo ovoni foflowup.mialnl 
observation.su/veillance observation & plant operations roviow 
VANDOORN.PK. SKINNER.PH, DANCE,HC Roglon 2, OHico of Director 85/04/ 
02 7pp 30463 093-30463 ODD- 

6605200516 Ack racelpl of 850329 Mr Informing NRC of slops taken to correct violnllon 
noted in (nsp Ropts 50-413/84-106 & 60 414/84-40 Corrociivo nctlons will bo oxam 
ined during future Insp 

WALKER.R D Ramon 2. Office of Director 86/04/09 TUCKER, 1 1 B Duko Powof Go 
Ip 30485161-30486.164 

8505230064 Forwards Insp Repts 50-413/85 11 & 50-414/05 09 On 050320-20 No vio- 
lations or davrahons notl^d 

BROWNLEE, VL Region 2. Office of Olroctor 85/04/10 TUCKER,H G DlHo Power 
Co Ip 30538 340-30538361. 

-8505230063 Insp Repts 50 413/86-1 1 & 50-414/05 09 on 050320 29 No violation or 
deviation noted Major areas Inspoclod const pfogross.housokoaping.prosorvlcD Insp ft 
fnsp & mservico (eating of pumps & vafves 

KLfclNSORQE,W P , BLAKE.JJ Region 2, Office of Director 05/04/08 13pp 
30538 349-30538 361 

8605170367 Forwards (nsp Ropl 50 414/85 10 on 050328-29 No violations or dovl 
ations (denfifred 

BROWNLEE, VL Region 2, Qfflco of Director 05/04/22 TUCKER, HB Duko Power 
Co Ip 30463 176-30463 180 


8505030431 Responds to 650419 request for review of util response to License CondJ 
tion 23.ltem 2 re content of warning signs & decals in emergency planning 
zone Rev^^sed wording (or signs & decals complies w/ASLB conditions & acceptable 
KRIMM,R W Federal Emergency Management Agency 85/04/30 JORDAN, E C Divj 
Sion of Emergency Preparedness & Engineering Response (Posi 030103) Id 
30129 291 30129291 > / k 


8505060207 Forwards desenphon of LOCA outside containment & proposed approach 
for dealing w/LOCAs in emergency procedures Descnplion includes discussion of use 
of feed & bleed coolmq.pur Section 13 5 2 of SSER 4 

TUCKER, H B Duke Power Co 85/04/30 DENTON, H R Office of Nuclear Reactor 
3^5?-^’ director AOBNSAM.EG Licensing Branch 4 lipp 30157 206- 


Wgt Plan for Nuclear Stations " W/e50514 Itr 
TOCKER.HB Duke Power Co 85/05/14 142pp 30495'001 -30495 ' 124 

6505210088 Responds to 941029 & 850419 requests for verincatfon of complslion oi 
& two confirmatory items re offsite emergoncy 
prepared ness Conditions met & items compietetf ^ ^ 

KR/MM R W Federal Emergency Management Agency 85/05/15 JORDAN.E L Divi- 
* engineering Response (Post 830103) 2pp 


III 9 K nwpi uu-‘» I oo- 1 u on ooujiio idu iHo violations or dovrauona 
nofetf Major areas fnspocfed.ofocirical cabfo & lornninations worK,work aclivilioa & 
quality records review, olecirical components & ays qualiiy records roviow 
3(74631^^7 30463^03^^^’^’^ RO 0 Jon 2 , Omco of Dlreclor 05/04/18 4pp 

50*414/05 08 on 060326-20 & noilco of violation 
^^”^0 of Director 85/04/25 TUCKER, H B. Duko Perwor Co 
2pp 30465014 3(1465.020 

-85Q5170436 Notice of violation from insp on 850326-20 
* Region 2 . Office of Director 85/04/25 ip 30465 018 30465 016 

-8505170442 Insp Rept 60-414/85 08 on 860326-20 Violation nolod (ailuro to audit von 
dors trionnfally 

8S0426()452 IE Info Notice 85 034, "Hoat Tracing Conlnbulos to Corfo<ilon of Siolnlo&s 
Steel Piping Svo list one) 

Proparodnoss & Ennlnoorlng Roapcinso (Posl 
Consolidated Edison Co. of Now York, Inc fo 7 pp 30115:185 

iJUi I& 1 


Q Adjudicatory correspondence 

*^794l^ed^n 65326^'"^ Commission to act to review ALA0- 

“'Is 343 Co™""S5'<>'' #'85 368 85/02/04, Comrals- 

Memorandum responding to 860425 ASUB order addressing four cues 
Cerlfficaf e of Syc end ^ ^ 

MCGArRY JM Bishop, pberman. Cook, Purcell & 
3594^31-^94 oil ^ ^ Licensing Appeal Panel 57pp 

Response to ASLAB questions on adequacy of notice of prooosed use of 

Licensing Appeal Panel /!/2e5 092 85/05/20 
Alomic Safety and Licensing Appeal Panel Ip 30520 272-30520 272 

K. Utility Final Safely Analysis Report (FSAR) & amends 

® m PDR Category K) 

P, Operating license stage documents & correspondence 

R"4^ua"ch,^.'or^^*ENSAM| 


Info Nolico 85 035, '’Failure of Air CtiocK Valves to Seal Sve list end 
Preparodnoss & Enninoorinn Rosponso (Posi 
30115^184^^^'^^^^ Edison Co of Now York, Inc lOOpp. 30115 077* 

Jp^ diGsel onplno quality rovalidailon Dlosol 
nfJm P u 20 insp will bogln when 

to SVC Marked-Up FSAR pane one) 

RoSn pENTON.HR Offico of Nucloar Roador 

Regulation, Director AOENSAM.EG Llconsing Branch 4, 7pp 30157 333 30)57 330 

®^Part “Inadequate Mall Procuromonl Conirola on 

630ioT’flkSn?/nn°rrI?oSlS^^^^^ ^ Englnooring Rosponso (Posl 

30616 347^^^^^^^^ Consolidaled Edison Co of Now York, Inc. 10pp. 30815 330* 

^^st^ne^a "^Sve llsunc?*^^ Cloanino of Sioani Gonoralors at Mill 

Pfsparodnoss & Englnooring Response (Post 
830103) 85/05/14 Yankee Atomic Elociric Co. 4pp. 30840 272 - 30049.014 

® CHE®RR?J Plon.Cdawba Nucloar Station Units 1 & 2 " 

dI', r ’ ® Power Co. 85/05/16, jDENTON,f4 R. Ollco Of Nit- 

30584 195 30585 ADENSAM,E.G, Licensing Branch 4 453pp 

S. Reportable occurrences, LERe «, related correspondence 

^^Qu)f^Nuctea^^SfHUnn^KlKo^Lr?ift^^ docum(?nt8 fo oporalioh of Qford 

« rSM" BELL,N N«Ioa, intormadon 

list, handouts & slides used at 840128 meoting w/ 
3M84®m Llsenslng Branch 2. 11 3pp. 30454 HO- 

**'af /Sfr* •^osomonls ro TDI diesel oenoralora 
lasted Forwards “‘^ndfrod w/TPt gonoralors used or 

FELtoOT DrriSKn DocutTtonIs also placed In PDR 
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-8404260430 Towards comments on “Design Review ot Connecting Rod Bearing 
Shells lor TDI Enterprise Engines'* & "Emerfloncy Djesot Generator Rocker Arm Cap- 
screw Stress Analysis “ Rept does not present sufficient data to support bearing life 
BERLINGER.CH Division of Licensing 04/04/11 MCGAUGHV.JP Mississippi 
Power & Light Co 7pp 30307 332-30307 330 

-8407090307 Summary of 840426 meeting w/TDI Owners Group in Wading River.NY re 
status & progress of program to establish reliability of diesel generator Transcript & 
vlewnraphs end 

MILLeR^MA Division of Licensing 84/06/26 Division of Licensing 50pp 30387 352 
30360 170 

0505240932 Significant Deficiency Rept SD 414/65 03 re certain portions of piping sys 
not protected from effects of postulated LOCA pipe ruptures tnitially reported on 
950315 Two check vafvea added to fist of valves to be Type C tested 
TUCKER.HB Duke Power Co 85/04/12 GRACE.J N Region 2. Office of Director 
3pp 30562 040 30562 050 

05OS26OO39 Significant Deficiency Rept SD 414/05 04 re stainless eteef valve 2NC220 
incorrectly shown as carbon stee) on const isomotric Initially reported on 050419 In 
correct valves cut out & rewefded properly Personnel trained 
TUCKER, H-B Duke Power Co 05/04/19 GRACE.J N Region 2. Office of Director 
3pp 30603 017-30563 019 

96052S0042 Significant Deficiency Repts 414/04-18 & 414/84-19 re diesel generator 
engines requiring disassembly to replace platen skirts & suhcovora Requests that cor 
rective action for items bo extendao to 860101 

TUCKER.HB Duke Power Co 05/04/24 GRACE.J N Region 2. Office of Director. 
1p 30563 004-30583 004 

8 S 962901 11 Pinal Significant Deficiency Rept 414/05 02 re welds on safety injection sys 
accu mutator tanks Initially reported on 050222 Southwest Fabricating devofoping pro- 
cedure for removing linear Indications & repairing weld. 

TUCKER.H B Duke Power Co. 05/04/30 GRACE.J.N Region 2, Office of Director 
3pp 30620185*30620 107 

8505240356 Summary of 850507 operating reactors events meeting List of 
atfendees, events discussed & assignments enci 

CRUTCHFIELD, D. Assistant Director for Safety Assessment 05/05/13 
THOMPSON, H L Division of Licensing 28pp 30576.145-30576.172 

8£0 521 0323 Part 21 rept re potential defect In engine generator controf panels of DSR 
or OSnv*16 standby diesel ganeralor Roviow of generator control panel installalion by 
each facility recommended 

BOYER.R.E Tranaamerica Dolaval, Inc 85/05/17 Director's Office, Office of Inspec- 
tion and Enforcement 6pp 30409 339 30489 343 


-eSOSI 00327 Rev 1 to "Fire Hazards Analysis.Grand Gulf Nuclear Station, Unit 1 " 

• Bechtel Corp 85/04/23 438pp 30244 032-30245 109 

0505170455 Forwards final "Radiological Emeroency Preparedness Exercise Rept," for 
850227 exercise of offsite plans No Category A deficioncias Identified 
KRIMM.RW Federal Emergency Management Agency 85/05/14 JORDAN, E L Divi 
Sion of Emergency Preparedness & Engineering Response (Post 030103) Ip 
30443 147-30443 186 

-8506170456 Final "Radiological Emergency Preparedness Exorcise Ropt," for 050227 
exercise 

* Federal Emergency Management Agency 85/04/30 39pp 30443 148-30443 166 

8S0S31O172 Notification of 850627 meelirig w/util in Bethesda.MD to discuss 650422 
comments in NRC evaluation of Unit 1 DCRDR program plan 
KINTNER.LL Licensing Branch 4 85/05/17 ADENSAm.EQ Licensing Branch 4 
3pp 30667 360 30667 362 

0SO623O281 fdontifies add! exceptions to literal requirements of lOCFRSO.App R for 
some fire areas as suppi to 850507 summary ropt of findings in review of firo 
protection Exceptions pertain to fire barrier wrapping of cable raceways 
DALE.LF Mississippi Power & Light Co 85/05/18 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 4pp 30534 175 30534 178 

8505300206 Forwards proposed FSAR changes associated w/removal of fire hazards 
analysts from FSAR, per 850425 mooting Addi proposed FSAR changes resulting from 
App R review effort also encf Revs include comparison of App R & tiro program 
DALE.LF Mississippi Power & Light Co 85/0^' 18 DENTGN.H R Office of Nuclear 
Reactor Regulation. Director 95pp 30624:099 30624 103 


I, Financial Information 


8505210395 Forwards Louisiana Power & L^ht & Middle South Utils 1964 annual repts 
COOK.KW Louisiana Power & Llghl Co 85/05/13 KNIGHTON.QW Licensing 
Branch 3 Ip 30495,319 30498 048 

-8505210411 “Middle South Ultls.Inc 1904 Annua) Ropt." 

LEWIS, FW. Middle South Utilities, Inc - Middle South Energy, Inc 84/12/31 51 pp 
30495 359-30496 040 


J. Insurance & Indemnity Information 


T. Hearing tranacrlpta on non-antltrust matters 

8505070301 Further response to FOIA request for documents compiled by Region II 
concerning allegations of violations of Energy Reorganization Act re Duke Power 
Co App A documents In PDR Apps CAB documents withheld (ref FOIA Exemption 

F^LTONJ M Division ol Rules and Records 85/02/07 GARDE, B P Government Ac- 
countability Project 8pp 30217 001 30217 160 


DOCKET 60-416 GRAND GULF NUCLEAR STATION, UNIT 1 


A. Appllcalfon/constructfon stage documents & correapondence 


8505090079 Fonvards Endorsement 4 to NELIA Cortificalo N-79 & Endorsement 4 to 
MAELU Certificate M 79 

DALE.L F Mississippi Power & Light Co 85/04/30 KERR.G W Office of State Pro- 
grams, Director 3pp 30220:310 30220 312 

6505090252 Forwards Endorsement 15 to MAELU Policy MF-106 & Endorsement 34 to 
NELIA Policy NF-257 

DALE.L F Mississippi Power & Light Co 85/04/30 KERR.G W Office of Slate Pro 
grams. Director. 4pp. 30219 043 30219.046 

8505130425 Forwards Endorsement 34 to NELIA Policy NF 257 & Endorsement 15 to 
MAELU Policy MF-IOB 

DALE.L F Mississippi Power & Light Co 65/04/30. KERR.G W Office of State Pro- 
grams, Director 3pp 30275 050-30275 052 


8606100006 Further response to FOIA requests dtd 640223 A 0730 Forwards App B 
documents Documents available in PDR 

FELTON, JM. Division of Rules and Records 84/10/09 KALER.RJ Gadsby A 
Hannah 6pp 30205 056 30296 063 

-6103 2004 12 Forwards Equipment Qualification Branch request for addI Info to roviow 
of seismic A dynamic qualification of equipment for OL applications Submits tentative 
revlow schedufo. based upon receipt of applicants' responses. 

NOONAN, VS Assistant Director for Malls A Quol, Engineering (Pro 030201) 81/03/ 
10 TEDESCO.Rl. Assistant Director for Licensing lOpp 30205114-30295.123 

-8105110530 Responds to 810422 memo expressing concern re seismic quatjficatlon 
review team site visit schedule. Visit is contingent upon receipt of fnfo requested in 
Equipment Qualification Branch 810316 Hr 

RO^TOCZY.Z.R. Equipment Qualification Branch. 81/05/01 SCHWENCER.A Li- 
censing Branch 2 4pp 30295 142*30206*146 

-8106110535 Requests confirmation of seismic qualification revlow team 810706 site 

SCHWENCER.A Licensing Branch 2 61/04/22 ROSZTOCZY.2 Equipment Quallfi- 
cation Branch Ip. 302g5'1 46-30295. 146 


F. Security, medical, emergency A (Ire protection plans 


0605020610 Forwards NRC A ILL "Comments on Detailed Control Room Design 
Raview Program Plan for Grand Gulf Nuclear Power Station Unit 1," baaed on review 
ol 841219 submittal Plan meets most of Suppi 1 to NUREG-0737 requlremenls, 
NOVAK.TM. Assistant Director for Licensing 85/04/22 RICHARD, J.B Mississippi 
Power A Light Co Spp 301 41.066-30141 .070. 

-0504240710 "Comments on DotalJed Control Room Design Review Program Plan for 
Grand Gulf Nuclear Station, Unit 1 ” .... 

MOORE,JW, Lawrence Llvermoro National Laboratory 05/03/20. 15pp 30141’071- 
30141:085. 


8505100316 Forwards revised fire protection review summary rept, per 10GFR50,App R 
A Bechtel rept, "Fire Hazards Analysis.Grand Gull Nuclear Stallon.Unit I," Review of 

nods fncroaslng fire protoctlon requesled.Foepafd 

DALE.LF. Mississippi Power A Light Co, 85/05/07. DENTON.H. R. Office of Nuclear 
Reactor Regulation, Director, 3pp, 30243:206-30245:109, 

-8605100321 “Grand Gulf Nuclear Station Unit 1.10CFR60,App R,Fife Protection 
Review Summary Rept." 

* Mississippi Power A Lfghl Co 85/06/07. 90pp 30243*299-30244 091, 


P. Operating license stage documents A correspondence 

0505100206 FOIA request for documents re rocolpt, analysis A denial of C Stowart show 
cause petitions requesting action on plant 

BELL.N Nuclear (nformafion A Resource Service 04/06/06 FELTON, J.M Division of 
Rules and Records 2pp 30298 294 30208 295 

8505160075 Further response to FOIA request tor documents re operation of Grand 
Gulf Nuclear Station since 04010ljncluding oporaiion w/TDI diose) gonorators A use 
of TDI generators at facllily.App A documents In PDR 

FELTON, J.M Division of Rules and Records 84/00/20 BELL.N Nuclear Information 
A Resource Service 3pp 30454 105-30454 351 

-8402170131 Discussos oJemonls of Transamorlca Dolaval.lnc (TDI) Diesel Owners 
Group program to qualify TDI gonerators Meeting suggested for wk ol 840206 for 
technical discussions A documentation of program details 

BERLINGER.C.H Division of Licensing 04/02/02 MCQAUGHY.J P Mississippi 
Power A Light Co 2pp, 30455 156 30455 157 

8805200S95 Further response to FOIA request for NRR assessment A all reviews A/or 
comments re Intograted program developed to outline near-term OL workload.per 
EDO 840625 memo Forwards App A documents Memo from EDO to Pal/adino not 
found 

FELTON, JM Division of Rules and Records 84/10/19 ADATO.M Union ol Con 
corned Scientists 4pp 30525 001-30525 007 

-6407260398 Advises lhal integrated schedules for listed plants developed in accord 
ance w/840525 memo Finalized A approved schedules will become part of monthly 
ropt. 

EISENHUl.D.G Division of Licensing 84/06/20 Region 1, Office of Director 169pp 
30526 165 30625 332 

-0505210133 Forwards OL review mgt repl for Jul 1984 re status of plants Markup of 
end real requested by 840815, 

EISENHUT.DG Division of Licensing 84/07/30, Region 1, Office of Director 126pp 
30525:333-30526097 

-0505210196 Requests assistance in ensuring that end plant status repts accurate A 
provide adequate basis for development of near- term OL mgt plans Response re- 
quested by 840501. 

DENTON.H R Office of Nuclear Reactor Regulation. Director 84/04/20 Region 1. 
Office of Director 79pp. 30526 098-30526 176 
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9505300 &10 Responds ta FOIA request for documents & Iranscr^pt of Commission 
840731 closed mealing 

FEt.TON.JW Division of flules and Records 84/11/02 BELL.N Nuclear Informalion 
& Resource Service 3pp 30652 125-30653 002 

-eSOSGOOSIS Forwards viewgraphs (or Commission 840731 briefing re status rept on 
full power amend 

HOUSTOHO NRC No Delailed Affiliation Given 64/07/27 VEHRELLI.D Region 2. 
Of lice of Director 167pp 30652 129 30652 294 

-aSOSSOOSID Notifies that facility open items mspecled & found acceptable Support ex- 
pressed ^or Issuance of full power OL 

O’REILLY ,J P Region 2. Olfico of Director 84/07/30 DENTON.H R Office of Nuclear 
Reactor Regulalion, Director lipp 30652 295 30652 305 

••8505300526 Notes that util aware of Tech Spec errors as of 820816 Errors document- 
ed in plant quality deficiency repts 

JULfAN.C A Region 2, Office of Director. 84/03/05 Region 2, Office of Director Ip 
30652 313 30653 01 B 

8505100212 Partial response to FOIA request tor documents re receipt, analysis & 
denial of C Stewart show cause petitions Forwards App B documents Apps A & B 
documents availablo in PDR Search for addl documents conlinuos 
FELTON.JM Division of Rules and Records 84/11/13 BELL.N Nuclear Information 
& Resource Service 6pp 30298 296-30299 125 

-8405020146 Forwards Jacksonians United for Livable Energy Policies 840329 2 206 

E etition question: no NRC personnel conduct & requesi for revocation of OL 
IEBEflMAN,J Regional Operations & Enforcomenl Division 84/04/17. 

MESSENGER, O Office of Inspector & Auditor Ip 3029B 302-30298 339 

-84D5140Q68 Forwards Jacksonians United for Livable Energy Policies 840329 
iaCFR2 2 OS petition questioning NRC personnel conduct & requesting revocation of 
low power license Draft Hr ack r-eceipl of petition end for signature 
LIEBERMANJ Regional Operations & Enforcement Division 84/04/17 

DENTON.HR Office of Nuclear Reactor Regulalron. Director 8pp 30298 340 
30299 021 

■<8505100305 Staff roquirements memo on Commission 840731 briefing & discussion in 
Washinglon,DC re possible enforcement action against util for violations Involving matl 
false slatomcnt Ofc of General Council requested to respond to pelitton 
CHILK.S J Office of the Secrelfiry of the ^mmlsslon 94/08/07. D)RCKS,W J Office 
of Ihe Executive Direclor for Operallons MESSENGER.G Office of Inspector & Audi- 
tor Ip 30299 034-30299834 

-6505 1 00312 Summarizes lolcon w/Clements re when plant fnvesligatlon rept would be 
issued Rept expected by 640624 Region II fnvestigatlon will bo kept separate 
" Office of Inspector A Auditor 04/06/07 Office of Inspoclor & Auditor Ip 
30299 035 30299 035 

”6505100322 Responds to 840731 memo fo issuanco of rapt of fnvosligation of 2 206 
petJtion No objecfion to public release of Pages 44*52 Remainder of transcript outside 
purview of Ofc of Inspector & Auditor 

MESSENGER.GH Office of Inspector & Auditor 84/08/29 CHILK.S J Office of the 
Secretary of the Commission tp 30299 036 30299 036 

-65051-00329 Forwards investigalron rept, "Grand Gulf Nuclear Station 10CFR2 206 
Petition in response to 040731 & 0807 memos W/o end 

MESSENGER.GH Office of Inspector & Auditor 64/08/30 MALSCH.M. Olfico of the 
Genera! Counae) ip, S0299 037 30299037 

"6505100337 Forwards Director's Decision D0-B4 21 denying 2 206 
petition Authorization for full power operation & supporting SER will be provided to 
supply addl into re Issues raised Decision will become final NRC action (n 25 days 
DENTON.H R. Office of Nuctear Reactor RogulatJon, Director. 84/08/31 
STEWART.C Jacksonisns United for Livable Energy Policies 2pp 30209 030- 
30299 039 

-8505100352 Director's Decision DD 64-21 denying Jacksonfana Unitod for Livabto 
Eneray Policies 640329 2 206 petition requesting order to show cause why low power 
OL snould not be revoked & stay of operation should not be issued 
DENTON.H R Office of Nuclear Roactor Regulation, Director. 64/08/31 16pp 
30299 040 30299 055 

-8505 100354 Notices that Ofc of fnspector & Auditor IransmiUal fir & rept of investiga- 
tion contain mall that should not be made available to Jacksonians United for Livable 
Energy Policy. Substitute documents & explanation end W/o end 
CONNELLY.SR Office of Inspoclor & Auditor. 64/09/11, MALSCH.M Office of the 
General Counsel 1p 30299 056-30299 086 

-6505100359 Affidavit of LF Dale re scram discharge vol survelllanco testing Exception 
to Tech Spec 4 0.4 unlikely to be requested again Certificate of Sve end 
DALE.L F Mississippi Power & Light Co. 84/05/22 4pp 30299 087-30209090. 

-6505100390 Briefing paper re Jacksonians United for Livable Energy Pdides 2.206 
petition C Stewart & K Lawrence interviewed (n Jackson, Ml on 840628 Intervenor ex- 
cluded from meeting w/ licensee to protect proprielary info. 

• NRC • No Oelalled Affiliation Given 84/07/10, 4pp 30299 091-30299 004 

-8605100392 Notifies that rept re allegations of misconduct by inspectors & Invostiga- 
tors fn preparation A llogallons stem from Jacksonians Ifnllecl for Livable Energy Poli- 
cies 840410 2 206 pefitTon 

SM}TH*RM. NRG - No Delailed Affiliation Given 04/07/25 2pp 30299;095- 
30299096 

-8605100395 Ofc of Inspector & Auditor case summary re allegation that NRC inspec- 
tors & Investigators committed possible improprietfas A illegal ads. 

MULIEY.G , RESNER.M, Oifice of rnspoclor & Audaor 84/06/14, Ip. 3O209’O97' 
30299.126 

6505090665 Partial response to FOIA request for documents re 15 FINs Forwards App 
F documents Documcnls also available In PDR, 

FELTON, J W, Division of Rules and Records 84/11/19. SHOLLY.SC Union of Con- 
cerned Scientists 3pp. 30256 301-30261 242 

-8505090571 Forwards draft "Insights Gained From Four PRAs" Review & comments 
requested by 630422, 

SreiS.TP. Division of Safety Technology. 83/03/23. EfSENHUT.DQ, Division of Li- 
censing 2pp 30268 306 3025B 307 


-8505090577 Draft "Insights Gained From Four PRAs " 

* Reliability & Risk Assessment Branch 03/03/23 81 pp 30258 308-30259 025 

8505020132 Notifes of intent to eliminate slarh^ testing activities previously planned (or 
automabc load following mode of operalion Startup lest involving automatic load un 
necessary, based on GE evaluation 

DALE.L F Mississippi Power & Light Co 85/04/22 DENTON.M R Office of Nuclear 
Reactor Regutalion, Director 2pp 30106 326 30106 327 

6505020408 Notification of 850429 meeting w/uti! in Bethesda.MD to discuss licensee 
response to questions on soil-structure intornction 

KINTNER.LL Licensing Branch 4 05/04/22 ADENSAM.E G Licensing Branch 4 
4pp 30141 313-30141 316 

8605060093 Remits fee (or 85031 1 proposed mods to startup tost program 
DALE.L F Mississippi Power & Light Co 85/04/24 DENTON.HR Office of Nuclear 
Reactor Regulation, Director 2pp 30155 109-30155 110 

8505020129 Forwards application fee for NRC review of leal rept on flow induced vibra 
tlon In HPCS sve pump submilled on 850228 

DALE.L F Mississippi Power & Light Co 85/04/26 DENTON.H R Office of Nucloai 
Reactor Regulation, Diroclor 2pp 30106 267-30106 268 

8505020256 Summarizes 850426 discussions ro recant Test Condition 3 testing of reclr 
culatlon pumps to measure pump coastdown in Startup Tests 27 A 30B Plant opor 
atfon safe & iosting program should continue 

DALE.L F Mississippi Power & Light Co 85/04/20 DENTON.HR Office of Nuclear 
Reactor Regulation, Direclor 11pp 30106 232-30106 242 

8505060353 Forwards safety evaluation supporting 850428 recirculation pump coast 
down data which deviated slightly from Level 1 acceptance criteria In FSAR Data ob 
(alned in Startup Tests 27 & GOB 

NOVAK, TM Assistant Director for Licensing 85/04/29 RICHARD.JB Mfssisslnoi 
Power & Light Co 2pp 30218,354-30218 357 

-6505080357 Safely evaluation supporting rocirculalion pump coastdown data which 
deviated slightly from Leval 1 acceplanco criteria In FSAR.Dala obtained in Startup 
Test 27, "Turbina Trip & Generator Load Rejection" & Startup Test 308 

* Asslslanl Director for Licensing 85/04/29 2pp 30218,356-30218 357 

8605860255 Documents fnfo provided at 050429 mooting re ovaluatlon of rocirculalion 
pump coastdown startup test data Assumed coastdown flow for now enafysis Included 
addl time delay which maintained flow higher than actual lest data Fee paid 
DALE.L F Mississippi Power & Light Co, 05/04/30 DENTON.H R Of^ce of Nuclear 
Reactor Rogulatlon, Director 2pp 30167 357-30157 358 

8504299442 Generic Ltr 85 07 to alt operating roactor licensoos re Implemonlalion of 
Inleorated schedules for plant mods Sve list end 

THOMPSON, HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 140-30218 170 

8505100415 Forwards request for addl Info re Startup Test 25B, "Full Reactor Isola 
lion" Info roquosted by 850508 fn order to moot schedule for completion of review 
ADENSAM.E.G Licensing Branch 4 05/05/03. RICHARD, J B Mississippi Power & 
Light Co 5pp 30272 341-30272 345 

€505060052 Confirms util participation In NPRDS program & compliance wf 
10CFR50 73 Participation Mills requirements of NUREQ.0737,ltom II.K3 17 for re 
porting of ECCS outage Info, Withdrawal of util 060222 commitment requested 
DALEX F Mississippi Power & Light Co 65/05/08. DENTON, H R. Office of Nuclear 
Roactor Regulation, Director. 2pp 30201 129-30201 '130 

8505090385 Forwards application for amend to License NPF-29, changing Tech Specs 
to allow replacement of low density aluminum spent fuel racks w/high density spent 
fuel racks ’’Licensing Rept, High Oonslly Spent Fuel Racks," end Fee paid 
KINQSLEV.O.D. Mississippi Power & Ughl Co 85/06/06, DENTON, H.R Office of Nu 
cfear Reactor Regulation, Director. 2pp, 30223 233-30224 114 

-asosOMB/l Appifealion for amend to License NPF-29, changing Tech Specs to allow 
replacement of current low-densily aluminum spent fuel racks w/high density spenl 
fuel racks to provide Increased storage capacity, 

KINGSLEY.OD Mississippi Power & Light Co 86/05/06 7pp 30223 235-30223 241 

"8505090375 Proposed Tech Specs allowing replacement of current few tfonsily alumi 
num spent fuel racks w/high density spent fuof racks to provide increased storage ca 
pacity 

* Mississippi Power & Light Co 85/05/08, Ip, 30223 242-30223 242 

"8505099377 "Llconsing Rept, High Density Spent Fuel Racks " 

* Mississippi Power alight Co 85/05/06 232pp 30223 243-30224.1 14. 

8505140325 Forwards response to 050503 request for addl info ro FSAR Startup Test 
25B, "'Full Reactor Isolation " Startup testing program ahead of schedule Review 8 
approval of end Info requested to allow implementation of revised test schedule. 
DALE.L F, Mississippi Power & Light Co. 85/05/07 DENTON, H.R. Office of Nuclear 
Roactor Regulation, Director, 9pp 30375 343-30375 351. 

85052304 B6 Forwards SER re util 841102 response to Generic Ltr 83 28, Hem 1 1, 
"Post-Trip Review (Program Description & Procedure)" Program & procedures for 
post-trip review acceptable 

Novak, T.M Assistant Director for Licensing 05/05/10 RICHARD, J.Bi. Mississippi 
Power & Light Co 2pp 30544 340-30544:354: 

"8505230476 SER supporting util 841102 response to Generic Ltr 83-28, Item 11, 
"Post-Trip Review (Program Description & Procedure) " 

‘ NRC - No Detailed Affiliation Given. 05/05/10 6pp 30544 350-30544 ‘354 

B505260494 Forwards SER appoving util B60423 & 0507 requests to delete require 
ment for conducting Startup Test 25B, "Full Reactor Isolation " at 100% power.Tesi 
procedure In FSAR Chapter 14 should not be changed. 

NOVAK, TM Assistant Director for Licensing 85/05/13 RICHARD, J,0 Mississippi 
Power & Light Co 2pp 30606^354 -aoeOB-SB?: 

"6505280602 SER supporting deletion of requirement for conducting Startup TesI 25 B, 
"Full Reactor Isolation," at 100% power, 

* NRC < No Detailed Affiliation Given, 85/05/13, 2pp. 30608.356-30606.367, 
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8S0516010B Forwards final response (o Generic Ltr Q3'2O,ft0m 2 22 Interim response 
for Item 2 1 1 re reactor tnp cfassificatton provided Interim rosponse endorsing 
BWfi Owners Group Rept NtDC;-30844 provided 

DALE.LF Mississippi Power & Light Co 85/05/14 DENTON, H R Office of Nuclear 
Reactor Regulation, Director, 7pp 30426 347-30428 353 


8505170214 Forwards insp Rept 50 416/85 00 on 850326 20 No violafions or devi 
ations identified Verification of ufil oral commitment re control of radioaclive malls re- 
quested 

0ROWNLEE.VL Region 2, Office of Director 05/04/18 RICHARD.JB Mississippi 
Power & Light Co 2pp 30465 190 30465 210 


860 S 160283 Documents info provided in 860502 telcon addressing recent conlafnmont 
& drywell mechanical penetration configuration engineering reviews & insps at 
facifity Neither containment nor drywell integrity broached No Tech Spec changes 
needed 

DALE.LF Mississippi Power & LighI Co 85/05/14 DENTON, HR Office of Nuclear 
Reactor Regulation, Director 6pp 30427 143 30427 148 

8506170004 Forwards application for amend to License NPF-29,revisfng offsite ^ unit 
organization charts to reflect newly established positions of manager of employment & 
porsonnel supervisor, respectively Fee paid 

KINGSLEY, OD Mississippi Power & Light Co 65/05/16 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 3pp 30443 1 21-30443 127 

'•850 5 170006 Application for amend to License NPF-29.revislng offsite & unit organlza- 
Ifon charts to reflect newly established positions of manager of employment & person- 
nel supervisor 

* Mississippi Power & Light Co 85/05/16 2pp 30443 124-30443 125 


*-6605170220 Insp Rept 50-416/65 06 on 650325 29 No vroiatlons or devialtons 
noted Ma|or areas injected radiation proteclion program.praviously idenlifiod mspec 
tor followup items & It info notices 

COLLINS.tr, HOSEY.CM Region 2, Office of Director 85/04/16 lOpp 30465 201- 
30465 210 

8605220327 Forwards fnsp Rept 50-416/65 10 on 850406 12 No violations or devi 
ations noted 

BROWNLEE.V Region 2, Office of Director 65/04/24 BICHARO.JB Mississippi 
Power & Light Co 2pp 30530 262 30630 263 

-<8505220333 fnsp Rept 50 416/85 10 on 650400-12 No violation or deviation 
noted Major area inspected startup testing Problems w/MSIVs & safety relief valves 
at BWR sites discussed 

SCHNEBU.GA, JAPE.F Region 2. Office of Director 85/04/18 4po 30530 264 
30530 267 


-8605170008 Proposed Tech Specs, revising offsite & unit organization charts to reflect 
nawly established positions of manager of employment & personnel 
supervisor, respectively. 

* Mississippi Power & Light Co 85/05/15 2pp 30443 1 26-30443 127 

6505310096 Notification of 850530 meeting w/util In Bethesda.MP to discuss scope & 
schedule for licensing actions 

KINTNER.LL Licensing Branch 4 05/05/17 ADENSAM.E G Licensing Branch 4 
3pp 30668 361-30668 363. 

8505310174 Summary of 050429 meeting w/util & Bechtel re soif structure interaction 
for standby sve water basin. Viewgraphs & attendees fist end 
KINTNER.LL Licensing Branch 4 85/05/21 Licensing Branch 4 20pp 30671.256- 
30671 275. 


B5053 10469 Forwards draft SAIC-85/1516-2, "Review of Licensee & Applicant Re- 
sponses to NRC Generic Ltr 83-26, Item 1 2, 'Post-Trip Review Data & fnfo Capabili- 
ties'. AddI info should be obtained in order to complete review 
NOVAK.TM. Assistant Director for Licensing 85/05/21 RfCHARD.JB Mississippi 
Power & Light Co 3pp 30684 216 30684*233 


-8505310529 Marked-up "Review of Licensee & Applicant Responses to NRC Generic 
Ltr 03-28, Hem 1 .2, 'Post-Trip Roview.Dala & Info Capabilities' for Grand Gulf Nuclear 
Statlon.Unlt8 1 & 2 *' 

• Science Applicafions International Corp (formerly Science Applications, Inc) NRC- 
03-82-098. SAIC8S/1 616-2 85/05/21 NRC - No Detailed Affllialion Given I6pp 
30684 219*30684'233 


8505210106 Generic Ltr 85-06 to all holders of CPs & OLs re 10CFR20 408 termination 
repts • formats 

THOMPSON, H L* Division of Licensing 85/05/23 Consolidalod Edison Co of New 
YOfK Inc 20pp 30062 282-30682 301 

850526D506 Documents discussions w/NRC re environ qualification of drywell purge & 
post LOCA vacuum breaker position switches Submits description of vacuum breaker 
position switch design, per OL Condition 2 C (35) 

KINGSLEY.O.D Mississippi Power & Light Co 85/05/24, DENTON.H R Office of Nu 
clear Reactor Regulation, Director. 2pp. 30502 246 30592.247 


Q, Inspection reports, IE Bulletins & correspondence 


9505160076 Further response to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since 840 101, including operation w/TOI diesel generators & use 
of TDI generators at facility.App A documents In PDR 

FELTON, J M Division of Hules and Records 84/09/20 BELL.N Nuclear tnformalion 
A Resource Service 3pp 30464' 105 30454*351 


-8407020563 Forwards Hr responding to util inquiry advising that liquid penetrant insp 
should be deleted from required in^ scope for TDI dlesol engines Visual insp ade- 
quate to delect contact spalling, scuffing & scoring of cylinder liners, 

BERLINGER.C Division of Licensing 84/06/20 NOVAK.T Assistant Dlroclor for Li 
censfng Ip. 30454'353-30464‘3S3 

-5407030224 Deletes liquid penetrant insp requirement for cylinder liners In TOl diesel 
engines from 640522 order Visual Insp will detect scuffing.spalling & scoring on liners 
EISENHUT.D.G, Division of Licensing 64/06/20. RICHARD, JB Mississippi Power & 
Light Co Ip 30454.354-30465.107 

8602200314 Forwards safely evaluation re util 841018 response to IE Info Notice 79 22, 
"Ouallficalion of Control Sys” Analyses demonstrate that presently installed sys will 
not result in unreviowed safety conceraDeslgn changes not necessary 
NOVAK,T.M Assistant Director for Licensing, 86/02/12. RICHARD, JB Mississippi 
Power & Light Co. 2pp 29024'354 29024 357. 

-8502200319 Safety evaluation re util 041010 response to IE info Nolice 79-22, "Quali- 
fication of Control Sys " , ^ 

• NRC - No Oetaiied Afliiialion Given 85/02/12, 2pp 29024,356 20024.357. 


8505200298 Forwards insp Rept 50-416/06 09 on 050316-0411 61 notice of violation 
WALKER, R 0 Region 2, Office of Director 85/04/25 RICHARD, J B Mississippi 
Power & Light Co 2pp 30485 175-30485 167 

-6505200303 Notice of violation from insp on 850316 0411 

* Region 2. Office of Director. 85/04/25 ip 30485 177-30465 177 

-8605200319 Insp Repl 50 416/85 09 on 860316-0411 Violations noted slops in SP 
06-EL‘tE31-M 0001 performed out of sequence resulting in ESF contalnmonl isolation 
valve actuation & causing isolation of RCIC sys 

BUTCHEH,RC. CALOI^UL.JL. PANCfERA.VW Region 2. Office of Direclor 85/ 
04/24. lOpp 30485 1 78-30465 187 

6505230650 Ack receipt of 650408 & 12 Itrs informing NRC of steps taken 1o correct 
violations noted in Insp Rept 50 416/85 03 

WALKER, RD Region 2, Office of Director 85/04/26 RICHARD,JB. Mississippi 
Power 6. Ughi Co 1p 30542 126-30542.131 

-8505230655 Responds to NRC 850308 Ur re violations noted in Insp Repl 50-416/65 
03 Corrective actions CRD nitrogen charging botliea properly secured & Design 
Change Request DCR 05/030 initiated to replace nitrogen charging carts 
DALE.L F. teissippi Power & Light Co 65/04/08 cfnACE, JN Region 2, Office of 
Director 3pp, 30642 127-30542 129 

-0506230663 Responds to NRC 850306 Hr re violations noted in Insp Rept 50 416/65- 
03 Corrective actions Procedure 01-S 06 2, "Conduct of Operations," revised 
DALE.LF Mississippi Power & Light Co 86/04/12 QRACE.JN Region 2, Office of 
Director 2pp. 30542 130 30542 131 

8505170671 Ack receipt of 850321 & 25 lira informing NRC of steps taken to correct 
violations noted fn insp Rept 50-416/05-02 Requesf to withdraw violation re failure to 
update FSAR denied 

GRACE, J N Region 2, Office of Director 85/04/29 RICHARD, J B. Mississippi Power 
& Light Co. 2pp 30463 147-30463 165 

-8505170574 Forwards Insp Repl 50 416/65 02 on 641120 850115 & notice of viola- 
tion. 

WALKER, RO Rodion 2, Office of Direclor 85/02/19 RICHARD, JB Mississippi 
Power & Llghl Co 2pp 30463 140-30463 159 

-8505170578 Notice of violation from insp on 841120 650115 

* Region 2, Office of Director. 65/02/19 Ip 30463 161-30463 151 

-8505170600 Insp Rept 50 416/65-02 on 641 120 650115 Violation noted’ failure to 
update FSAR per 10CFR50 71 & procedures not properly implemented re Instailalion 
of tost equipment 

BUTCHER.R.a, CRLENJAK.R, CALDWELL, J L Region 2, Office of Direclor. 85/02/ 
16 8pp 30463 1 62<a0463. 159 

-8505170592 Responds to NRC 850219 Hr ro violations notod in Insp Repl 60-416/65 
02 Corrective actions person performing independent verification will function in senes 
3t not in parallel w/installatlon activity 

DALE.L F. Mississippi Power & Light Co 85/03/21 GRACE. J N Region 2, Offica of 
Director 3pp 30463 160 30463 1 62 

-6505170695 Responds to NRC 850219 Hr re violations notod In Insp Rept 50 416/65 
02 Corrective actions updated FSAR will bo submitted by 851201 & policy to conduct 
periodic llconsfng status mootings w/NRC instituted 

DALE.L F Mississippi Power & Light Co 05/03/25. GRACE, J.N Region 2, Offreo of 
Director. 3pp 30463 163-30463 165 

8694260452 IE Info Notice 65-034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping.” Sve list end 

JOHOAN,t L, Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/04/30 Consolidated Edison Co. of New York, Inc i07pp 30116185 
30116*291 


8506210215 Forwards Insp Repl 60-416/85-00 on 850216-0315 & notices of violation & 
deviation 

WALKER.Ha Redon 2, Office of Director. 85/04/05 RICHARD,JB. Mississippi 
Power & Llghl Co. 2pp. 3051 1 *1 00*3061 1 1 92 


8504250465 IE Info Notice 85 035, "Failure of Air Check Valves to Seal ” Sve list end 
JOROAN,E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/04/30 Consolidated Edison Co of New York. Inc 108pp. 30115,077- 
30i 15.184 


‘8505210224 Notice of violation from insp on 050216 0315. 

♦ Region 2, Office of Director. 86/04/05. ip 30511:102-30511 182 

•8505210229 Notice of deviation from Insp on 850216-0316 
' Region 2, Office of Director, 85/04/05 Ip 30611 183-30511.183. 


8606210334 Fonvards insp Rept 60 416/85-13 on 850417-10 No violations or devi- 
ations noted Oral commitment noted, 

BROWNLEE.V L Region 2, Offica of Director. 85/05/02 RICHARD, J.B Mississippi 
Power & Llghl Co 2pp 3061 1 328 3051 1.332 


■ 0505210242 Insp Rept 60-416/85 06 on 850216 0315 Violation & deviation 
noioc# Inadequate procedure for calibr reactor vessel water level instrument & failure 
to submit annual ropls on ECCS outages as committed In FSAR 
BUTCHER, R.C, CALDWELL.J L , PANCIERA.VW Region 2, Office of Director 85/ 
04/05, Gpp, 30511*184-30611 192 


-8606210330 insp Rept 50 416/85-13 on 050417-18 No violation or deviation 
noted Major areas fnspeded.llcen&eo corrective actions taken after cross contamina- 
tion of plant SVC air sys 

COLLINS.T.R., HOSEY.C.M Region 2, Office of Director. 85/04/30 3pp 39511,330- 
30611,332 



202 DOCKETED ITEMS 


8506060416 IE Info Nolrco 84-52, Suppi 1, "Inadeauato Mall Procurement Controls on 
Part of Lic&nsees & Vendors “ 

JORDAN, E L Division of Emergoncy Preparedness & Engineering Response (Post 
630103) 65/05/08 ConsoFidated Edison Co of New York, Inc lOpp 30815 338- 
30615347 

8505160283 Documents Info provided in 850502 lefcon addressing recent containmeni 
& drywet) mechanical pe/iolralion configuration engineering reviews 8i Insps al 
facility Neither containment nor drywell integrity breached No Tech Spec changes 
needed 

DALE.LF Mississippi Power & Light Co 65/05/14 DENTON, HR Olftc© of Nuclear 
Reactor Regulation, Director. 6pp 30427 143 30427 146 


R, Periodic oparalfng reports & related c err eap on dance 

8501240321 Monthly operating rept for Dec 1984 W/ 8 501 15 Ur 
CESARE.J G , DALE.L F Mississippi Power & Light Co 84/12/31 DEYOUNG, RC Di- 
rector's Office, Office of Inspection and Enforcement 8pp 28542 280 28542 288 

8506210060 “Grand Gulf Nuclear Stalion.1984 Annual Environ Ope/aling Repl" W/ 
850430 Ur 

DALE.LF. Mississippi Power &. Light Co 84/12/31 GRACE, JN Region 2, Office of 
Dirocitor 26Bpp 30513 035-30513 302 

8505210079 "Grand Gulf Nuclear Stalion.10a4 Annual Radjological Environ Operaling 
Rept " W/850424 Ur 

DALE.LF. Mississippi Power & Light Co 84/12/31, QRACE,J M Region 2, Office of 
Duector IIBpp 30511203-30511327 

8505240470 Monthly operating rept for Apr 1985 W/850515 Ur 
CESARE.J.G , DALE»UF f^ssissippi Power & Light Co 65/04/30 TAYLOR, JM. Di- 
rector’s Office, Office of Inspection and Enforcement 9pp. 30562 130-30562 13B 


S, Reportable occurrences, LERs & related correspondence 

8505160075 Further response to F07A request for documents re operation of Grand 
Gulf Nuclear Slallon since aiOIOIJndudmg operalton w/TDI diesel generators & use 
of TDJ ganeraiors at facility App A documents in FDR 

FELTORJ W Division of Rules and Records 84/09/20 BELL.N Nucloar Information 
&. Resource Service 3pp 30454 1t>5 30454 351 

->8605160104 Forwards attendance hst, handouts & slides used at 640126 meeting w/ 
TOl Owners Group 

CARUSO, R Licensing Branch 2 84/02/02 Licensing Branch 2 242pp 30454 110- 
30464 351 

8505130170 Suppla response to FOIA request For ddcumer>ts re TOl diesel generators 
at facility 6. list of problems & defects which occurred w/TDI genoralors used or 
tasted Forwards Apps A & 6 documents Oecumants also placed In PDR 
FELTON, J W Division of Rules and Records 64/10/30 bELL,N Nuclear Information 
6 Resource Service 4pp 30366 162 30386 165 

-8404240360 Forwards responses to NRC 840416 questions re operaling requirements 
lor TDl dffisol engines 

LAITY, WW Baltelle Memorial (nstuule. Facilrc Northwest Laboratories 84/04/16 
BERLINGER.C Division of Licensing 4pp 30366 180-30380 047 

-8404250430 Forwards commenls on ‘’Design Review of ConneetPrig Rod Bearing 
Shells for TDI Enterprise Engines'’ & “Emergency Diesel Generator Rocker Arm Cap- 
screw Stress Analysis Rept does not preseni sufficient data to support bearing life 
BERLINGER.CH Division of Licensing 84/04/11 MCGAUGHY.dP Mississippi 
Power & Light Co 7pp 30387 332 30387 338 

••04O7O'9O357 Summary of 840426 mealing w/TDI Owners Group in Wading RiVQr,NY re 
status & progress of program to establish reliability of dtesel generator Transcript a 
viewqraphs end, 

MILLEB.M A Division of Licensing Q4/0>&/26 Division of Licensing, 58pp 30387.352- 
mm 179 

-86051302 U Summary of 640127 meeling w/ulil re Delavai diesel issue Meeting 
aflenda,handouts & supporting documentation end 

OLSHINSKI,JA Region 2. Ofijce of Director 84/02/02 O’REILLVJP Rogion 2, 
Office of Olrector. 15gpp 303e7.05S-303e7-213 

8606100212 Partiaf response to FOIA request tor documents re receipt, analysis a 
denial cl C Stewart show cause petitions Forwards App B documents Apps A S B 
documenis available In PDR Search for addi documents continues 
FELTON.J.M Division of Rules and Records 64/11/13 BELL,N Nuclear Information 
& Resource Service, epp 30298 2fi6-302&a301 

-8400240014 Forwards SER re review of reliability of Div f & II diesel gene rotors TDF 
diase) engines will provide refieble standby source of onsite power per GDC 17, 
CRUTCHFIELD.D. Assistant Director for Safety Assessment 84/07/24, NOVAK, T.M 
Assistant OifBCtor for Licensing, Ip 30299 022-30299022 

-0605100285 Requests response lo issues In enc\ 2 206 petition requesting revocation 
of low power OL & denial of full power OL. pending resolution of Tul diesel generator 
Issues Response requested within 2 wks 

EfSENHUT.D G Division of Licensing 84/05/30 MCGAUGHY,J P. Mississippi Power 
A Light Co Ip 30299 092-3<)299.032 

-8505100402 SER re reliability of TDI Diva I & il diesel generators TDJ diesel engines 
will provide reliable standby source of onsite power per GDC 17. 

* Division of Licensing. 64/07/24 app. 30299:023-30209,030. 

8606010240 Pad 21 & interim Deficiency Repl 85/02 ra TDI air start valve for emergen- 
cy diesel generator engine initially reported on 6503 19 Valves on both diesel genera- 
tors replaced & 600 h iTmit placea on use Updated rept by 850426. 

DALE.LF. Mississippi Power & Light Co 85/03/25. GRACE.J N Region 2, Office of 
Director 5pp 30095 093-30095 097 

8605010176 Part 2t & Interim Deficiency Rept 65/30 re MSIV failure lo remain In closed 
position due to failure of Automatic Switch Co dual solenoid Initially reporiod on 
950321,Lls1ed mall nonconformenco rapt Is sued. Updated rept expected by 050430 
DALE,L.F. Mississippi Power & Light Co 85/03/26. GRACE. J N, Region 2, Office of 
Director 4pp. 30094.359 30094 362 


8505010168 Special Repl 85 003/0 on 650302, Phase C linear reactor of Djv II diesel 
generator failed during malnt run Caused by breakdown of reactor insulation due to 
excessive heal All linear reactors In Div II replaced 

DALE.LF Mississippi Power & Light Co 85/03/29 GRACE. J N Region 2, Office of 
Director 2pp 30095 203-30095*204 

6505280106 Part 21 & final Deficiency Rept 85 02 re TDI diesel generator a;r start 
header chock valve failure Design change initiated to replace eight existing check 
valves on Piv I & Jl w/appropriale check valves suitable for design 
DALE.L F Mississippi Power & Light Co, 85/04/26 GRACE, J.N Region 2. Office of 
Dweetof. 5pp 3068if322-305e2 326 

850 5290095 Part 21 & second Interim Deficiency Rept RD 85/03 ro MSIV failure to 
remain closed due to failure of Automatic Switch Co dual solenoid to transfer when 
deenergized fniliaify reported on 850321 Next rept by 850630 
DALE.LF. Mississippi Power & Light Co 05/04/30 GRACE, J N Region 2, Office of 
Director 2pp. 30620.183 30620184 

6505100180 LER 85-01 4-00;on 850401, Tech Spec limiting condition of operation action 
statemonl not reported when main steam line high How isolation Channel A remained 
Inoperable beyond 2 h limit & required Inp signal not provided W/850501 Itr 
BYRD.R, DALE.LF Mississippi Power & Light Co 85/05/01 App 30262360 
30262 363. 


8505090633 LER S5-01S00on 850404, RCIC sys Inadvertently isolated when bypass 
switch mistakenly ralurnod to "normar' during lesling Caused by mi sun dors tan ding be- 
tween personnof Sys restored Need for clear communication stressed W/8505O3 llr 
BYRD.RW. DALE.LF Mississippi Power & Light Co 85/05/03 5pp. 30232034- 
30232 038 


85051004 95 LER 85 013 00 on 850403, reactor scrammed on high water level during 
startup testing Caused by failure of level channel selector switch Switch replaced & 
precautionary steps added to operating Instructions W/860503 ftr 
BYRO.R, DALLLF Mississippi Power & Light Co 86/05/03 4pp 30265 152- 
30265 155 


6505160505 LER 65 016 OO.on 8504 07, reactor scrammed due to full steam line 
Isolation Caused by faulty pressure transmitter In Div 2,produofng erroneous Isofatlon 
signal Transmitter cleaned, retarmlnated.callbr & returned lo sve W/B50507 (tr, 
HORTON.A H . DALE.L F Mississippi Power & Light Co 85/05/07. 4pp 30440 046- 
30440 049. 

8505290642 LER 85 017-00 on 8504 12, charcoal adsorber sample test for Train A rot 
removed & analyzed per Tech Specs for control room emergency filtration sys Caused 
by procedure error, Procedures revised W/850513 Hr 

bVrD.R, DALE.LF Mississippi Power A Light Co 85/05/13. 4pp 30617 246 
30617.249 


8505170204 PNO 11-86-052 00 850512, plant reached 100% power Facility in final phase 
of power ascension testing since full power OL Issued on 840831. Util responded to 
media Inquiry re evenLState of MS informed 

CARROlI.R., BR0WNLEE,V Region 2. Office of Director 85/05/14 Ip 30442 153 
30442 163 


8505280089 LER 85 018-00 on e50414.reactor scrammed on high level whan reactor 
recirculation pumps transferred to low frequency motor generator due to performance 
of calibr procedure Caused by error In procedure W/850514 Itr 
HORTON,AH.. DALE.LF Mississippi Power & Light Co 85/05/14 4pp. 30502 343- 
30562 352. 

6505210323 Part 21 ropl re potential dated in engine generator control panels ol DSR 
or DSRV-10 standby dfesef gen era lor. Review of generator control panel Inslallation by 
each facility recommended. 

BOYER.R E Tranaamerlca Delaval, Inc 85/05/17. Director's Office, Office of Inspec- 
tion and Enforcemoni 5pp. 30489 339-30489.343 


LF. Congressional/Executive Correspondence 


650518007S Further response to FOJA request for documents re operation of Grand 
Gulf Nuclear Station since 8401 01 .Including operation w/TDI diesel generators A use 
of TOl generators at facility.App A documents In POR 

FELTON. JM Division of Rules and Records 84/09/20 BELL.N. Nuclear Information 
& Resource Service 3pp. 30454;1O5-30454‘351. 

-6407050011 Responds to 840313 inquiry re license appilealion addressing numerous 
license conditions A surveillance procedures, qualifications of operators & drywoll 
cooling sys 

DIRCKS.W J Office of the Executive Director for Operations 04/06/04 MARKEY.E J 
House ol Rep , Interior & Insular Affairs Ip, 30454.352-30454 352 

8505300510 Responds to FOIA request for documenis & transcript of Commission 
840731 closed meeting. 

FELTON, J.M Division of Rdss and Records 84/11/02. BELL.N Nuclear Information 
& Resource Service 3pp 30652.126*30653 002 

-0505300522 Questions NRC conduct of Investigation of possible matl false statements 
re operator licanslrtg exems.lssues concern Inappropriate sharing of info & aulboriza- 
tlon of continued operation subsequent to learning of falsifications. 

MARKEY.E,J. House of Rep. 84/02/27. PALLADlNO,N.J Commissioners. 3pp 

30652.306-30e52-306. 

-*8505300526 Discusses NRC recommendation contained In SECY-84-209 re mall false 
statements Involving operator training & licensing Discrepancies between SECY-84- 
209 A Ofc of Investigations rept noied 

WAHKEY.EJ House of Rep, 84/07/30. PALIADINO.NJ Commissioners 4pp 

30652309-30652312 
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A Appilcatlon/constructlon stage documenta & corraBpondance 

8505100205 FOIA requosi for rfocuruents re receipl, analysis & denial of C Stewart show 
cause petitions requesting aclion on plant 

0£LL,N Nuclear Information & Resource Service 84/08/06 FELTON.J M Division of 
Rui os and Records 2pp 30298 294-30298 295 

6605 160076 Further response to FOJA request for documents ra operation of Grand 
Guif Nuclear Station since 8401 01. including operation w/TDI diesel generators & use 
of TDJ genoralors at facility App A documents In PDR 

FELTON.J M Division of Kules and Records 04/09/20 BELL,N Nuclear tnformalion 
& Resource Service 3pp 30454 105-30464 351 

^8402170131 Discusses elements of Transamerica DelavaMnc (TOI) Diesel Owners 
Group program to qualify TDI generators Meeting suggested for wk of 040206 for 
technical discussions & documentation of program details 

BERLINGER.CH Division of Licensing 04/02/02 MCGAUGHY,JP Mississippi 
Power * Light Co 2pp 30455 166-30455 157 

8S06100006 Further response to FOIA requests dtd 840223 & 0730 Forwards App B 
documents Documents available In PDR 

FELTON, JM Division of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah 8pp 30295 056 30295 063 

-8103200412 Forwards Equipment Qualification Branch request for addi Info re review 
of seismic & dynamic qualification of equipment for OL applications Submits tentative 
review schedule, based upon receipt of applicants' responses 
NOONAN, VS. Assistant Director for Mails & Qual Engineering (Pre B30201) 01/03/ 
16 TEDESCO.R L Assistant Direclor for Licensing lOpp 30295*1 14-30295 123 

-6106110630 Responds 1o B10422 memo expressing concern ro seismic qualification 
review team site visit schedule Visit Is contingent upon receipt of info requested in 
Equipment Qualification Branch 010316 Mr 

H0SZT0CZY,ZR Equipment Qualification Branch 81/05/01 SCHWENCER.A Li 
censing Branch 2 4pp 30205 142*30295 146 

-8105110636 Requests confirmation of seismic qualification review loam 810706 5 ite 
visit 

SCHWENCER.A. Licensing Branch 2 81/04/22 ROSZTOCZY.Z. Equipment Quafifi 
cflilon Branch Ip 30295 146 30295 146. 

8505300610 Responds to FOIA request for documents & transcript of Commission 
840731 closed meeting 

FELTON.J M Division of Rules and Records. 84/11/02 BELL.N Nuclear Information 
& Resource Service 3pp 30G52 125 30663 002, 


-8505090571 Forwards draft "Insights Gamed From Four PRAs’’ Review & comments 
requested by 830422 

SPEJS.TP Division of Safety Technology 83/03/23 EISENHUT.DG Division of Li 
censing 2pp 3025Q 306-30258 307 

-8505090577 Draft "Insights Gained From Four PRAs" 

* fleltabllity & Risk Assossmonl Branch 63/03/23 01pp 30250 308 30259 026 

0504290442 Generic Ltr GS 07 to all operating reactor liconseos re implomontatlon of 
tmegratod schedptos for plant mods Sve list oricl 

THOMPSON, HL Division of Lfconslng G5/05/02 Consoljdaled Edison Co of New 
York, Inc 22pp 30218 149-30218 170 

6605230406 Forwards SER re util B4110P response to Generic Hr 93 28. Item 11, 
"Post Trip Review (Program Deserrptfon & Procoduro) " Program & procedures for 
post-tTtp review acceptable 

NOVAK.TM Assistant Direclor for Licensing 05/05/10 RICHARD.JB Mississippi 
Power & Light Co 2pp 30544 340-30544 354 

-8505230476 SER supporting util 841102 rosponso to Generic Ltr 83-28, Horn 1 1. 
"Post-Trip Review (Program Ooscriptior> & Procedure) " 

• NRG No Detailed Affifiallon Given fl5/05/10 5pp 30544 350 30544 354 

6505160108 Forwards final response to Generic Hr 83 28, Hem 2 2 2 Interim response 
for Item 2 1 1 re reactor trip classification provided Interim response endorsing 
BWR Owners Group Rept NEDC-30a44 provided 

DALE.LF Mississippi Power & Light Co 85/05/14 DENTON.H R Office of Nuclear 
Reactor Regulation, Director, 7pp 30420 347 3D428’353. 

8605310499 Forwards draft SAIC 05/ 1 6 1 0*2, "Review of Licensee & Applicant Re 
sponses to NRG Generic Llr 03-28,11 am 1.2, 'Post-Trip Review Dala & Inlo Capabili 
lies' *' AddI Inlo should bs obtained in order to complote review 
NOVAK.TM Assistant Dtroclor for Llcensi no 85/05/21 RICHARD.JB Mississippi 
Power & Light Co 3pp 306D4.21 6-3068 4 233. 

“■8505310529 Marked up "Review of Licensao & Applicant Rasponses to NRC Generic 
Ltr 63 20, Item 1 2, 'Post-Trip Review Data & Info Capabilities' for Grond Gulf Nuclear 
Station, Units 1 & 2." 

“ Science Appficolfcns International Corp (formerly Science Applications, fnc ) NRG- 
03 82-096 SAIC 05/1516 2 85/05/21 NRC - No Dotailed AHilialfon Given t5pp 
30604 210 30884 233 

6505210108 Generic Ltr 65 00 to ell holders of CPs & OLs re 10CFR20 4DQ loimlnailon 
repts • formats. 

THOMPSON, HL Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30882 2e2-306B2'301 


-B50S300525 Notes that util aware of Tech Spec errors as of 820816 Errors documont- 
ad Jn plant quality deficiency repis 

JULIAN, C A Region 2, Office of Director, 84/03/05 Region 2, Office of Director Ip 
30652.313 30653 018 

8505100212 Partial response to FOIA request for documents re receipt, analysis & 
denial of C Stewart show cause potitions Forwards App B documents Appa A &. 6 
documents available in PDR Search for addi documents continues 
fELTON,JM Division of Rules and Records 84/11/13 BELL.N Nuclear Information 
& Resource Service 6pp 30298 296-30298.301 

-8605100306 Staff requirements memo on Commission 840731 briefing & discussion in 
Washington, DC re possible enforcement action against ulil for vlofatlons involving matt 
false statement Ofc of General Council requested lo respond to paiitlon 
CHILK,SJ Office of the Secretary of the Commission 84/08/07 DIRCKS.WJ Office 
of the Exocutive Director for Operailons Ip 30200 034 30209,034 

^0505100312 Summarizes lefcon w/Clemenls re when plant invesligotion ropl would bo 
issued, Rept expocled by 840824 Region II Investigation will bo kept separate, 

• Office of Inspector & Auditor 04/08/07, Office of Inspector & Auditor, Ip 
30299035-3029^035 

*8505100322 Responds lo 840731 memo ro Issuanco of repl of investigation of 2,206 
petition No objection to public roloaso of Pages 44-52 Remainder of transcript outside 
purview of Ofc of Inspocior 8 Auditor 

MESSENQER.Q H, Offico of Inspector & Auditor. 84/08/29 CHILK.S J, Office of the 
Secretary of the Commission Ip 30299 036-30299 036. 

-8605100329 Forwards invesllgalion repl, ''Grand Gull Nuclear Stotion- 10CFR2.206 
Petition," In response lo 840731 & 0807 memos W/o end 

MESSENGER, G.H Office of Inspector a Auditor 84/08/30. MALSCH.M Offico of the 
General Counsel. ip 30299 037-30290 037 

-6505100354 Notifies that Ofc of Inspector a Auditor Iransmittal Ur a ropl of Invostiga- 
lion contain mail that should not be made available to Jackson iens United for Livable 
Energy Policy. Substitute documents a explanation end W/o end 
CONNELLY.S.R. Offico of Inspector a Auditor 84/09/11. MALSCH,M. Office of the 
General Counsel Ip. 30299 056 30298 086 

>'6505100390 Briefing paper ro Jacksonlana United for Livable Energy Policies 2 206 
pelilion.C Stewart & K Lawrence Interviewed fn Jackson, Ml on 640628 Intervener ex- 
cluded from meeting w/ licensee lo protect proprietary Info. 

* NRC - No Dolallod Affiliation Given. 84/07/19. App, 30299 091-30299:094. 

-8605100392 Notifies that rept re allegations of misconduct by inspectors a fnvosligs- 
tors in preparation Allegations stem rrom Jecksonians Unlteo for livable Energy Poll- 
efes 840410 2.208 petition 

SMITKR.M, NRC • No Detailed Affiliation Given 84/07/26 2pp. 30299.095 
30299 098. 

“>8506100305 Ofo of Inspector & Auditor case summary ro olfogalion that NRC Inspec- 
iOfS & investigators committed possible impropriolles & Illegal acts, 

MULLEY.Q., RESNER.M. Office of Inspector a Auditor. 84/06/14 Ip. 30299 097- 
30289:126. 


8505200506 Documents discussions w/NRC re environ qualification of drywell purge a 
posl-LOCA vacuum breaker position swilches Submils description of vacuum broakor 
position switch design, por OU Condition 2 C (35) 

KINGSLEY.O D Mississippi Power a Light Co 85/06/24 DENTON.H R Offico of Nu 
clear Reactor Regulation, Diroctor 2pp 30592 246 3a502'247 


F. SecurltVt modlcnL emergency a Nro protGclIan plans 

8506170455 Forwards final "Radiological Emorgoncy Propa redness Exordso Rept," for 
850227 exercise of offsite plans No Category A dOJlclanclos iefonlified, 

KRIMM.RW Fedoral Emergoncy Manage men I Agoficy, 05/05/14 JORDAN, EL OM 
Sion of Emergency Preparodnoss & Engineering Response (Post 830103) Ip 
30443 147-30443 186 

>“8505170466 Final "Radiological Emorgoncy Preparedness Exordso Ropt," for 860227 
exercise. 

* Federal Emergency Managomenl Agency 86/04/30. 39pp 3044SJ40 30443 1BG 

8505230281 Identifies addi oxcoplions to literal requirements of 10CFR50,App R for 
some fire aroas as suppl to 950507 summary rapt of findings fn review of firo 
protoclion Exceptions pertain lo firo barrier wrapping of cable raceways 
DALE.LF Mississippi Power a Light Co 85/05/16 DENTON.H R Office of Nuclear 
Reactor Regulation, Director, 4pp 30534*1 76-30534*176 

8505300206 Forwards proposed FSAR cliannos associated w/removal of fire hazards 
anafyais from FSAR.per 8504^5 meellnp Addi proposed FSAR changes rosulllng from 
App R review effort also end Revs Includo comparison of App R & tiro program 
DALE^LF Mississippi Power & Light Co 05/05/18 DENTON.H R Ofllce of Nuclear 
Reactor Reg ulflllon, Direclor 95pp. 30824 099-30C24 193. 


1, Financial information 

8605210395 Forwards Louisiana Power & Light a Middle South Utils 1984 annual rep is 
COOK,K.W Louisiana Powe; & Light Co 85/05/13 KNIGHTON. GW Licensing 
Branch 3. Ip 30495 319 3049 0 048. ^ 

»6505210411 “Middle Soulh Ulifs.Inc 1084 Annual Repl" 

LEWIS, FW. Middle South Ullliltes, Inc, - Middle South Energy, Inc 64/12/31 81 pp. 
3 0406.359-304 96'04 a, ' ^ 


J. Insurance 3c Indemnity Information 

8505090079 Forwards Endorsemonl 4 lo NELIA Corhflcala N-79 & endorsement 4 to 
MAELU Cerlilicale M-79 

DALE.LF. Mississippi Power & Lipht Co 86/04/30 KERR.QW, Office of Stato Pro 
grams, Direclor 3pp 30220.310-30220,312 

8605090252 Forwards Endorsement 15 to MAELU Policy MF-106 & Endorsement 34 lo 
NELIA Policy NF-267, 

DALE,LF. Mississippi Power & Ught Co 86/04/30. KERR.OW, Office of Slate Pro 
grams, Director 4pp 30219.043-30210:046. 


8506090565 Partial response lo FOIA request for documents ro 16 FlNs, Fonvarda App 
F docom0nt8.Documonl9 also available jn PDR. 

FELTON,J M. Division of Rules and Records. 84/11/19 SHOLLY.S C. Union of Con- 
cerned Scleollsts 3pp 30268’301-30261.242 


8505130425 Forwards Endorsemonl 34 io NELIA Policy NF 267 & Endorsement 15 lo 
MAELU Policy MF-106, 

DALE,LF, MtesIssippI Power & Light Co, 85/04/30. KERR.G.W, Office of Slate Pro 
grams, Director 3pp. 30275.050-30275.052 
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Q, Inspection reports, IE Bulletins A correspondence 

8504250452 IE Into Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Pipjr\g ” Svc bst end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edisort Co of New York, fnc 107pp 30115 185 
30115201 

B504250455 IE Info Notice 85 035. ‘ Failure of Air Check Valves to Seat " Svc list enct 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/30 Consolidated Edison Co of New York, Inc 108pp 30115077- 
30115 164 

8505060418 IE Into Notice 84-52.Suppl 1, “Inadequate Mall Procurement Controls on 
Pari of Licensees & Vendors 

JORDAN, EL Division of Emergency Preparedness & Engtneeiing Response (Post 
830103) 85/05/06 Consolidated Edison Co of Now York. Inc lOpp 30615 338 
30815 347 


S. Reportable occurrences, LERs & related correspondence 

8505160075 Further response to FOIA request for documenis re operation of Grand 
Gulf Nuclear Station since 840101 jncfuding operationi w/TOS diesel generators & use 
of TDI ceneralors at facility App A documents in PDR 

FELTON.J M Divisjor? of Rules and Records 84/09/20 BELL.N Nuclear Information 
& Resource Service 3pp 30454 105-30454 351 

>“6505160104 Forwards attendance fisl, handouts & slides used at S4O120 meeting wV 
TDI Owners Group 

CARUSO, R Licensing Branch 2 84/02/02 Licensing Branch 2 242pp 30454 110- 
30454 351 

0505130178 Suppis response to FOIA request for documenis re TDI diesef generators 
at facility & list of problems & defects which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents afso placed In PDR 
FELTON.JM Division of Rules and Records 84/10/30 BELL,N, Nuclear Information 
& Resource Service 4pp 30386 192*30386 195 

-8404240390 Forwards responses to NRC 840416 questions ra operating requirements 
for TDI diesel engines 

LAITY ,WW Balfelfe Memorial Institute, Pacific Northwest Laboratories 84/04/16 
BERLINGER.C Division of licensing 4pp 30388180 30389047 

“8404260430 Forwards comments on "Design Review of Conneclmg Rod Bearing 
Shells for TDI Enterprise Engines” & "Emergency Diesel Generator Rocker Arm Cap- 
screw Stress Analysis " Rept does not present suffidont data to support bearing life 
BERLINGER.C H Division of Licensing 84/04/11 MCGAUGHY.JP Mississippi 
Power & Light Co 7pp 30387 332 30387 338 

-8407090357 Summary of 840426 meeting w/TDI Owners Group in Wading River, NY re 
status & progress of program to establish reliability of diesol generator Transcript & 
viewgraphs enci 

MILLER, M A Division of Licensing 84/06/26 Division of Licensing 58pp 30307 352- 
30388 179 

-8505130214 Summary of 840127 meeting w/util re Delaval diesel issue Meeting 
agenda,handouts & supporting documentation end 

OlSHiNSKLJA Region 2. Office of Director 84/02/02 O’REILLY, JP Region 2, 
Office of Diroclor 169pp 30387 055-30387 213 


-8505300522 Questions NRC conduct of invesligalton of possible mat) false slalomonis 
re operator licensing exams Issues concern inappropriate sharing of info & authoriza- 
tion of continued operation subsequent to learning of falsifications 
MARKEY.EJ House of Rop 84/02/27 PALLADJNO.NJ Commissioners 3pp 

30652 306 30652 308 

-05Oi53OO526 Discusses NRC recommendation contained In SECY-04-209 re mall (also 
sfalemonts Involving operator training & licensing Discrepancies between SECY 04- 
209 & Ofc of Investigations rept noted 

MARKEY.EJ House of Rep 84/07/30 PALLADINO.NJ Commissioners 4pp 

30652 309 30052 312 


DOCKET SO 423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A. Applloatlon/construction stage documents & correspondence 

8505280068 Partial response to FOIA request (or documenis produced under contract 
to NRC on reviews of PR As for listed plants Forwards App A documonls Search con 
llnufnq for addi records 

FELTON, JM Division of Rules and Records 84/10/16 SHOLLY.SC Union of Con 
cernod Scieniisls 12pp 30630 001-30634 184 

--8311210DB1 Forwards branch comments on probabilistic safety study re analysis of 
component fragility & associated seismic risk Close Inloraction botweon contractor & 
NRC necessary to complete review 

BOSNAK.RJ Mechanical Engineering Branch 83/11/14 LEAR.G Structural & Geo- 
tec hnicat Engineering Branch 2pp 30632 288-30632 289 

-0405310299 Forwards final input to containment failure matrix & source terms for use 
in calculating severe accident risk estimates for DES Annual frequencies for each re- 
tease category also Included 

SHERON.B Reactor Systems Branch 04/05/14 HLILMAN.L G AccidonI Evaluation 
Branch 31pp 30632 356 30633 024 

-8505290101 Comments on LLL draft review of facility 031222 probabilistic safety study 
re seismic fragility, wind & external f/oodtnn Discussion about failure mode other than 
sliding of svc water piping should bo investigated 

CHEN.JJ Structural & Geotechnical Engineorlng Branch 84/02/23, CHOKSHI.N 
Structural & Geotechnical Engineering Branch 2pp 30632 286 30632 207 

0505090565 Partial responso to FOIA request for documents re 15 FINs Forwards App 
F documonls Documents also available rn PDR 

FELTON.JM Division of Rules and Records 84/11/19 SHOLLY.SC Union of Con- 
cerned Scientists 3pp 30250 301-30261 242 

-8505090600 Forwards proposed radiological source term Input for facility Enel amend 
od to rofJGct NRC suggested changes 

PRATT.WT Brookhaven Nallonaf Laboratory FIN A-3740 84/04/03 BAR RETT, R 
Reactor Systems Branch 30pp 30260 271 -30260 300 

8503220116 Forwards discussion of choices & limitations of nvailablo breathing app era 
tus for use in oxygen deficient environs such as reduced pressure containments 
CUNNINGHAM, L Operating Reactor Program Branch B5/03/14 BELLAMY, RR 
Region 1 , Office of Director epp 30095 304 30095'309 

85051303S4 Rev 3 to NPDES Permit CT 00032 63,1s sued to Northeast Nuclear Energy 
Co Index ancS 

• Northeast Nuclear Energy Co (subs of Northoasl Ulillllos) 05/04/08 f1pp 
30275 001-30275 011 


0505010209 Final Part 21 & Dsficiency Rep! PRD 82/34 re IncorrecI wipe setting on 
closed GE con lads on HFA relays which may not activate during seismic 
event Initially reported on 820802 Item not reportable per IDCPRSO 55(e) or 
10CFR21 

DALE,LF Mississippi Power & Light Co 85/03/22 GRACE, J.N Region 2, Office of 
Director 4pp 30095 118 30095 121 

0505010260 Part 21 & second interim Potentially Reportable Deficiency Root PRD 82/ 
14 re sheared bolts on diesel generator rear crankcase cover, Deferment of further up 
dales requested until resumption of normal const activities 

DALE.LF Mississippi Power A Light Co 85/03/22 GRACE, J N Region 2. Office of 
Direclor 2pp 30095 036 30095 037 

8505010249 Part 21 & interim Deficiency Rept 05/02 re TDI air start valve for emergen- 
cy diesel generator engine Initially reported on 650319 Valves on both diesel genera- 
tors replaced & 800 h limit placed on use Updated rept by 650426 
DALE.LF Mississippi Power A Light Co 85/03/25 GRACE.J.N Region 2, Office of 
Direclor 5pp 30095 093-30095 097 

0505010176 Part 21 & interim Deficiency Rept 85/30 re MSIV failure to remain in closed 
position due to failure of Automatic Switch Co dual solenoid Initially reported on 
650321 Listed mall nonconformance rept issued Updated rept expected by 850430. 
DALE.LF Mississippi Power & Light Co 85/03/26. GRACE, J N Region 2, Offico of 
Director 4pp 30094 359 30094 362 

0505200106 Part 21 & final Deficiency Rept 85 02 re TOI diesel generator air start 
header check valve failure Design change initialed to replace eight existing check 
valves on Dw I & II w/^propnato check valves suitable for design 
OALE.L F Mississippi Power A Light Co 05/04/26. GRACE.J N. Region 2, Offico of 
Director 5pp 30582 322 30582 326 

8505210323 Part 21 rept re potential defect in engine generator control panels of DSR 
or DSRV-16 standby diesef generator. Review of generator control panel installation by 
each faciliN recommended 

BOYER, R E Transamenca Delaval, Inc 85/05/17 Director's Offiico, Office of Inspec- 
tion and Enforcement. 5pp 30489.339-30489 343 


U. Congressional/ Executive Correspondence 


8506100497 Notification of 050506-08 moelings W/util In Waterford, CT to evalualo 
actual implementation of Instrumentation & control sys design Agenda end 
DOOLITTLE, EL Licensing Branch 1 85/04/18 VOUNG0LOOD.B J Liconslno 

Branch 1 6pp 30270 349-30270 3S4 

8505170401 Requests Invesligalion of listed alfegaliona involving unmspocled/urquali- 
fled eloclfical equipment & field change E&DCRs, Written rept of foKowup, findings & 
conclusions requested within 30 days 

STAROSTECKI.R, Region 1. Office of Director 05/04/25 COUNSIL.WQ Northoasl 
Nuclear Energy Co. (subs of Northeast Utilities) 2pp 30463 234-30463 235 

8505060525 Nolificatlon of B5D506 meeting w/utils In Bethesda,MD to discuss resplralo- 
ry protactoon for subatmosphonc containments 

NEIGHBORS, JD Operating Reactors Branch 1 05/04/20 VARGA, S A Operating 
Reactors Branch 1 2pp 30107.235-30187 236 

0606070003 Forwards responsos to Coro Performance Branch 850307 request for addI 
info re three loop operation 

COUNSIL.WG, Of%KA,J.F. Northeast Nuclear Energy Co (subs of Norlhoasl Ulili- 
lioa), COUNSIL.WQ Norlhoast UtilHies 05/04/30 YOUNGBLOOD.B J Licensing 
Branch 1 lipp 30172102-30172 112 

0604290442 Generic Ltr 85-07 lo all operating reactor licensees re imp lemon la lion oJ 
integrated schedules for plant mods Svc list end 

THOMPSON, H.L Division of Licensing 05/05/02 Consolidated Edison Co. of Now 
York, (nc 22pp, 30218 149 30218:170 

05O514O44S Requests that 840912 & 1010 requests for exemption from GDC 4.olfrnlnal- 
ing postulated RCS from structural design bases.b© orantea for first two cycles of op- 
eration « 

OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast UlilHies) OPEKA.J F 
Northeast Utilities 85/05/07. YOUNGBLOOD.B J, Licensing Branch 1 2pp 
30367 330 30367 331, 


8506310015 Forwards requests for addI Info to complete evaluation of application for 
OL.per FSAR review & Draft 2 of Rev 0 to emergency planJnfo re Generic Ur 83-28 
also needed Response within 60 days requested 

YOUNGBLOOD,B,J Licensing Branch 1 85/05/20 OPEKA,J.F Northeast Nuclear 
Energy Co (subs, of Northea^ Utilities). 37pp 30667 316-30667 352 


0505300510 Responds to FOIA request for documents & transcript of Commission 
840731 closed meeting 

FELTON.JM. Division of Rules and Records 84/11/02. BELL,N Nuclear Information 
& Resource Service 3pp 30652.125-30653 002 


8505210106 Generic Ltr 85 08 to all holders of CPa & OLs re 10CFR20.40a termination 
repts - formats 

THOMPSON, H L Division of Licensing. 85/05/23. Consolidaled Edison Co of Now 
York, Inc 20pp 3O602“202-3O682'3O1. 
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30&°Ta3?-3l667S 3m L'CGnsing 85/05/23 Vankee Atomic Electric Co 17pp 

C. Utility Environmental Report (ER), amends & correspondence 

Amend 9 to environ rept - OL stago.incfuding updated mlscella 

OPEKApJ F Northeast Nuclear Energy Co (subs of Northeast Ulililiest OPFkA i f 
3OM0°034.30Ki 9‘'®'°®''’® V(?6NGBi00D,B J Ucon"slng''""B?aL 1 Vpp 

-8505130385 Forwards Amend 9 to environ rept - OL stage 
SHAFFER CJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 65/05/01 
Office of Nuclear Reactor Regulation, Director 2pp 30280 038-30280 319 

**8605130389 Amend 9 to environ rept • OL stage 
302^^040 30280 3 ?9 Northeast Ulildies) 85/05/31 2B0pp 

E. NRC Safety Evaluation Rpnorc (SER), supple & correspondence 

8505280231 Agrees that SER Open Item 13 re compliance w/NUREG 0737 Uom II G 1 
concerning p^er supply requirements for PORVs & associated block 
n arfangemont for valves will be changed.per 850326 meeting 

COUNSIL.W Q Northeast Nuclear Energy Co (subs of Northeast Utilities) 

2p°''So57)^206-3^^^^^^^ 35/04/1 rVO UN GkoOD.D J Bmnchi 

8505200359 Forwards addi response to Question 430 76 re concern that high enemy 
line break in ^r ^arl sya would result in unacceptable consoquencos to diosol 
flenoralor.per SER Open Item 2 Item closed 

COUNSIL.W G Norlheast Nuclear Energy Co (subs of Northeast Utilities) 

M&Solo" ^OUNGBtOOD.BJ Licensing B,anch i 

0505070169 Forwards 'Tornado Missile Risk Analysis of Miffstono Unit 3 Emoroency 
Generator End Oponlngs, final summary rept for Mar 1905, in support of resolution of 
SER Open Horn 2 End rept satisfies Option 2 of 841210 SSER 
COUNSIL,WG Northeast Nuclear Energy Co (subs of Northeast Utllllmsl 

2pp^Wo% 301 73 057^“"""® ®5^04/26'‘\oUNGkoOD.B J Ksmg B mneh 1 

-8505070175 "Tornado Missile Risk Analysis of Millstone Unit 3 Emergency Generator 
End Openings," final summary rept 

™fo^p^3bS73 048%'73^657 ^ Applied Research Associates, Inc 86/03/ 

8505070398 Forwards addI info re SER Open Item 14 10. "Cabfo Spreading Room Pro- 
to clion on capabilily for manual fire fighting, to support request for deviatfon from pro- 
visions of Branch Technical Position CMEB 0 5 1,&iion C 7 C ^ 

COUNSIL.W G , qPEKA.J F Norlheast Nuclear Energy Co (subs of Northeast Utlli- 
liGS) COUNSIL.W Q Northeast Utilities 05/04/30^ YOUNGBLOOD B JLIcensIno 
Branch 1 3pp 30173 131-30173 133 ouwvju.dj Licensing 

8505000226 Forwards revised response to Power Sys Branch Mechanical Senes SER 
Item 2 e, ncludmg FSAR commitment that rocker arm lube oil reservoir level will be 
biweekly on engines In standby & daily on operating engines 
gPEKAJ F No^^beast Nuclear Enemy Co (subs of Northeast Utlfllies) OPEKA.JF 
3022^^32^022^327^^'^° YOUNG0LOOD.B J Licensing Branch 1 3pp 

{NUREG-1031) Confirmatory Item 14 re margin 
available to accommodate DNBR penalties resulting from fuel rod bowing DNBR 
I? worst case rod penalty not used in any other analysis 
qP^A.J F Northeast Nuclear Enemy Co (subs, of Northeast Ulllillos) OPEKAJF 
3022^^038 3022^045°^^°°^°^ YQUNGaLOOD.B J Licensing Braich 1 8pp 

Responds (o request for addi info ro Mall Engineering Branch Question 
25912 re ultrasonc Insp technique used as part of plant proservico Insp 
^mgram Ultrasonic domonslrallon porfomed on 841109 per SER Confirmatory Item 

Northeast UlllitiOG) OPEKA.J.F 
3042W2 30427 111°° YOUNGBLOOD, 8 J Licensing Branch 1 sbpp 

^o^ards status summary of eight SER confirmatory items discusserf at 
850506 08 site audit Rosponso to Confirmatory Items 30,34.38.40 & 42 end Item 42 
response submitted per NUREQ 0737, Item fl F 1 

OPEKA.J F. Northeast Nudoar Enemy Co. (subs of Northeast Utilities) OPEKA.JF 
Northeast Utilities 85/05/14 YOUNGBLOOD.B J Licensing Branch 1 Odd 

30494 268-30494 276 

F. SecurUy, medical, emergency & fire protection plans 

8505100497 Notification of 850508 08 meetings W/util in Waterford, CT to evaluate 
adua! Inmlomenlallon of Inslrumonlalion & control sys design Agenda end 
DOOLITTLE.EL Licensing Branch 1. 85/04/18 YOUNGBLOOD.B J 
Branch 1 6pp 30270.348-30270 354 

85050S030B Forwards revised emergency plan implementing procedures, Including Rev 
0 to EPIP 422? re offsiio based Info sys & Rev 2 to EPIP 4601 re alarm losts.Advrsos 
lha< EPIP 4600 aeries not canceled as indicated in 850408 Hr 
COUNSmW G Northeast Nuclear Energy Co (subs, of Northeast Utilities) 05/04/26 
MURLEY.T.E Region 1, Office of Director 2pp 30221.120 30221*298, 

-0505090315 Revised emergency plan implementing proceduresjncludinp Rev 0 lo 
EP P 4227 re offsite baseef Info sys.Rov 2 (0 EPIP 4601 re alarm tests 81 Rev 7 to 
EPIP 4602 re communications telephone test, 

' Northeast Nuclear Energy Co (subs of Norlheast Utilities) 85/04/26 169pp 
39221.131 30221.298 


Licensing 


8506070398 Forwards addi info re SER Open Horn f4 10, "Cable Spreading Room Pro 
lection on capability for manual fire fiahting.to support request for deviation from pro 
of Branch Technical Position CMEB 9 5-1 .Section C 7 C 
eS) rni jKi&r S*? Energy Co {subs of Northeast Ullli 
Sc“Tw''3017°13?.'?,oT73m'“^ Licensing 

» u Energy Co (subs of Northeast Ulililies) OPEKA.J F 

30375 324-3^7^25 YOUNGBLOOD.B J Licensing Branch 1 2pp 

°°a5 00°on°B602??^16 '"***^* P^Gopo rations I Security Program Review Insp Rept 50 423/ 

MARWTT Region 1 Office of Director 05/06/10 OPEKA.JF Northeast Nuclear 
Energy Co (subs of Northeasl Utiliiies) 2pp 30582 330 30582 338 

-8606280110 Initml Preoperational Security Program Review Insp Rept 50 423/85 09 
on 85021 1-15 Areas reviewed developmenl of physical security plan.securitv 
^ ^ physical barriers 

30582 336^'^'^^ ^ ^’"^ Region 1, Office of Director 85/05/10 7pp 30582 332- 

Notification of 850514 meoling w/ulrl in Bolhosda.MD lo discuss fragility 
rffled slrwato? plSa 8^ Oonerotof end Sldg 

KhV^1;p 3054r266'’S35«2M ' YOUNGBLOOD.B J Lieeneing 

oPFk’A^ i^t? 'll Release Rato " W/850516 Hr 

UPtKA.J F Northeast Nuclear Energy Co (subs of Northeast Utlliliosi OPEKA j f 

Northeasl Utilities 85/05/16 200pp 30553 290 30554 118 

BeJbosda.MD to discuss fire pro 

nnim Technical Position 9 5 1 In SAP Section 0 5 1 

BrSV4l;r3065209T§06MOoS ’ VOUNGBLOOD.BJ LIcnnsmg 

compiote ovalualion of application for 
^ ® emergency plan Info re Generic Ltr 83 28 

also needed Response within 60 days requested 

YOUNGBLfDOD.B J Licensing Branch 1, 85/05/20 OPEKA.JF Northeast Nuclear 
Energy Co (subs of Northeasl Ulililies) 37pp 30667 316 30667 352 

H. General correspondence 

changes lo mgl structure associated w/WG Counsil leaving 
Noflhoa^ Utils to assume position w/anolhor ulil Effeclivo 85050 l,JF Opeka will re 
place WG Counsil 

COUNSIL.W G Connecticut Yankee Atomic Power Co COUNSIL.W G Northeast Nu 
of Northeast Utilities) COUNSIL.W G Northeast Utilities 85/ 
04/17 MILLERJR Operating Reactors Branch 3 2WOLINSKI,J A Operating Reac- 
tors Branch 6 YOUNGBLOOD.B J Licensing Branch 1 4pp 30536 036 30536 041 

I. Financial Information 

E'oclfic Utils, Licensees & Othora " W/050506 ltr 

run nMnci Northeast Utililios) 

GUGLIELMOFJ Northeast Utilities 84/12/31 139pp 30226 143 30226 281 

J. Insurance A Indemnity Information 

Urt®\oculed Amend 16 lo Indemnity Agroomonl 0 30 
30187 214^0187 ”iT”^ Director for Slate & LIconsoo Relations 85/04/16 3pp 

K* Utility Final Safely Analysis Report (FSAR) & amende 

COUNSIL.W q|!^PEKA.J R NVlheasl^Nudoof ' En^ C^o Isub^s^'^if^Northead ^ 

VOUN‘GBLOOD,B3Vfcl^i'^i 

" Amend 13 to FSAR for Millstone Nuclear Power Station Unit 

3 Ack of rocoJpl form end 

ytllitlos Service Go (subs of Northeast Utilities) 85/04/30 
Office of Nuclear Reactor Regulation, Director 2pp 30105 154-30197 134 

-8505080189 Amend 13 to FSAR for Millstone Nuclear Power Station, Unit 3 
3019?1 56-30107 ?34 ^ Northeast Utilities) 85/04/30 699pp 

8505290097 Errata to FSAR Amor)d 13, consisting of Figures 0 2-1 A & 8 2-2 (nadverl- 
<rom original submlttal.W/E DoolitlTe 850516 Iransmillaf memo 
3oS^334 30629^331' Northeast Ulililies) 85/04/30 4pp 

8606200336 Forwards info omitted from 850430 Amend 13 to FSAR ro typical fiqht of 
Keri^li toTmond 
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Q. Inspocllon reports, IE Bulletins & correspondonce 

SSOSOTOSI/ Roquesis approval to invoke Codes Cases N ^01 A N 402 as part of steam 
genofator eddy cumeni tube insp J'uslifrcalion provided Pro mpl attention requested 
since exams scheduled to be performed In May t935 

COUNSIL.WG Noiiheasl Nuclear Energy Co (subs of Northeast Ulililios) 
COUNSIL.WG Northeast U nil ti os 65/04^26 YOUNGBLOOD.& J Licensing Branch 1 
2pp 30173 171^30173 172 

35042504 S2 IE Into Notice 35 034, "Heat Tracing Contributea to Corrosion of Stainless 
Steel Piping ** Svc list end 

JOB DAN, E L Division of Emergency Preparedness & Ennmearing Response {Post 
330103^ 85/04730 Consolidated Edison Co of New York, Inc 107pp 301 15 IBS- 
30115 291 

650425045S IE Info Notice 05 035, "Faikire of Air Check Vafves to Seat" Svc list encP 
JORDAN.E L Division of Emernency Preparedness & Engineering Response {Post 
330103) 85/04/30 Consolidated Edison Co of New York, Inc fOOpp 30115 077- 
30115184 

8505130354 Forwards Insp flept 50 423/85 08 on B50212-0301 No violation noted 
EBNETER,SD Region 1, Office of Director 85/05/07 COUNSfL.WG Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) 2pp 30274 317-30274 333 

“8505130359 Insp Repl 50-423/85-06 on 850212 0331 No noncomplianco noted Major 
areas inspected p/eope rational test program, incfirding requirements & 
I mple men tall on, test procedure reviews, test results evaluation A test witnessing 
VAN KESSEUH F , NICHOLAS, H K . GESALTA.L Region 1. Office of Director. 85/05/ 
08 15pp. 30274 310 30274 333 

9585160452 Responds (o request for addi info re Matl Ergi nearing Branch Question 
25012 re ulfrasonlc insp technique used as part of plant preservice insp 
program Ultrasonic demonstration parfomed on 841109 per SER Confirmatory Item 
19 

OPEKA,JF. Northeast Nuclear Energy Co (subs of Northeast Utilities) OPEKA,JF 
Northeast Utilities 85/05/07 YOIJNQBLOOD.B J Licensing Branch 1- 30pp 
30427 082 30427 111 

8605090418 IE Info Nolle e 84 52,Suppl 1, “ Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN.E I Division of Emergency Preparedness & Engineering Response {Post 
030103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 3OS15 330- 
30615 347 

8505140355 Forwards Insp Repl 60 423/85 05 on 850205*0316 No violations or unac- 
ceptable conditions observed 

WENZINQER,EC Region 1, Office of Dlreclor 85/05/09 OPEKA,J F NoHheasl Nu 
efear Energy Co. (subs of Northeast Utilities) 2pp 30360 121-30360 132 

"6505140369 Insp Repl 50 423/65 05 on B50205 0318 No unaccoptable conditions 
idontiffed Major areas Inspeded refueling cavity seal ring leak test & completed work 
on Emergency Diesel Generator ED-Q-A gauge repair 

REBELOWSKIJ,, MCCA0E.E Region 1, Office of Director. 85/04/26 lOpp 
30368 123-30368 132 

SB05280099 Forwards fnlllal Preo pera Hon a1 Security Program Review fnsp Repl 60 423/ 
85-09 on 85021 MS 

MARTIN,TT, Region 1, Office of Director. 85/05/10 OPEKA.J F Northeast Nuclear 
Energy Co (subs of Northeast Uti lilies) 2pp 30582, 33 0-305 92 33 B 

"8505280110 Initial Pre ope rations I Security Program Review fnsp Rept 50 423/85 09 
on 85021 MS Areas reviewed developmeni of physical security plan,security 
organizallei>,racords & r^ts, testing & maint & physical barriers 
MADDEN.WJ, KEIWIG.RR. Region 1, Office of Director. 85/05/10 7pp 30562 332- 
305B2 336 

6505240099 Forwards Ir^sp Rept 50 423/65-1 1 on 850325 28 No violation noted 
EBNETER.SD Region 1, OfFica of Director 85/05/17 OPEKA.J E Northeast Nuclear 
Energy Co. (subs of Northeast Ufilities). 2pp. 30556 231-30556‘240, 

"8505240107 Insoi Rept 60-423/65-11 on BS0325'26No violation noted Major areas 
Inspected containment leakage testing program. Including procedure review of preo- 
perational Integrated leak rale test A sfruclural Integrity to si 

VITO.DJ, KUCHARSKf.S. GESALTA.L Region 1, Office of Director. 85/05/16 8pp. 
30556 233-30556 240 


I. Periodic operating reporla & related correspondence 

505260463 "Monitoring Marine Environ of Long Island Sound at Millstone Nuclear 
Power Station Waterford.CT.Annual Repl 1984 " W/850510 Hr 
OPEKA,JF. Northeast Utilities Service Co (subs of Northeast Utllrtles). OPEKA,JF 
Northeast Uillitles 64/12/31. YOUNGBLOOD.8 J Licensing Branch 1. MILLER, J.R 
Operating Reactors Branch 3 284pp. 30621 004-30621*287 


3, Reportable occurrences, LERa & related correspondence 

9505070658 Final Deficiency Repl (30-71) re improper operation of emergency genera- 
tor toad sequencers supplied by Vitro Labs Initially reported on 6501 f7 Sequencers 
successfully retested <& critical eiecirfeal path wilhin logic verified 
COUNSIL,W.G. Northeast Nuclear Energy Co (subs of Northeast UKIHIes) 

COUNSIUW.Q, Northeast Ulilitiea. 85/04/15. MURLEY.T.E. Region 1, Office of Direc- 
tor, 2pp 30205 214-30205,215 

1606070546 Final Deficiency Rept {SD 53) re lugs not crimped fn accordance w/manu- 
facturer specs in Isolator cablnets,fnaln ventilation & air conditioning supplied by Sys 
Controls Rework on lugs expected to be completed by 850616. 

COLINSIL,W.G Northeast Nuclear Energy Co. (subs of Northeast Utilities) 

COUNSILiWG. Northeast Utilities 65/04/16, MUPLEYJ E Region 1, Office of Direc- 
tor. 2pp 30205.212-30205 213 

)50507055S Interim Deficiency Rept (SD-76) re lead indicaling washers supplied by 
Cooper & Turner, Inc. I nitfally reported on 650316 Next repl expected by 650616 

COUNSfCW G. Northeast Nuclear Energy Co (subs, of Northeast Utilities) 

COUNSIUW G. Northeast Utilities 65/04/17. MURLEY.T-E. Region 1, Office of Direc- 
tor 2pp 50205 102-30205-193. 


8505200456 Final Significant Deficiency Rept SD 77 re cracks in bushing to disc tack 
wolds of Anchor Darling & Valve Co foodwater tilting disc check valves Tnittally report 
ed on 050326 Bushings will be replaced by 650630 

COUNSIL.WG Norlhoasl Nuclear Energy Co {subs of Norlheasl UNitics) 
COUNSIL,W.G Northeast Utilities 65/04/25 MURLEY.Tt: Region 1, Offfco of Direc 
tor 2pp 30487 291-30487 292 

8505090521 Final Polentral Significant Deficiency Rept SD 45 re emergency gGnerator 
load sequencers Sequencers coufd fail to provide required time delay pnor to 
sequencing Initially raported on 031017 Vendor modified design package. 
COUNSIL,W.G , OPEKA.J.F. Northoast Nuclear Energy Co (subs of Norlhoasl Ulili 
lies) COUNSIL.WG Northeast Utilities 85/04/30 MURLEY.T E Region 1. Office of 
Director YOUNGBLOOD.B J Licensing Branch 1 2pp 30232 113-30232 114 

8505200463 Final Significant Doficioncy Rept SD 73 re Vitro Labs emergency generator 
foad sequencers failing to shed certain loads whan breaker opened Fnilia fly reported 
on 850103 Design mod incorporated Into sequencers 

COUNS)L,W Q , DPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Ulili- 
tJes) COUNSIL.WG Northeast Utilities 85/04/30 MURLEY,T E Region 1, Office ot 
Director 2pp 30487 297-30487 296 

8505200471 Significant Deficiency Rept SD-78 re multiple failures of fuel oil Injection 
pumps on both emergency diesel generators supplied by Colt- Pi el slick Initially report- 
ed on 650401 Investigation continuing Next rept by 850613 
OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Utillltes) OPEKA, J F 
Northeast Lflilllles 85/05/01 MURLEY,TE Region 1, Office of Director 1p 

30407 311 30407 311 

8S05230119 Potential Significant Deficiency Repl SD 78 re Coll-Pielslick emergency 
diesel generator fuef oliinlection pump failures Initially reported on 850401 Caused by 
accumulaflon of foreign matter Next rept by 050613. 

OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Utilities) OPEKAJ F. 
Northeast Utilitias 65/05/01 MURLEY,T E Region 1, Office of Director Ip 

30538 316 30538-315 

0505310660 Potential Significant Deficiency Repl SD 67 re Rosemount differentia I pres 
sure Iransmillers w/Impropor conduit Instaflatlons Inilially reported on 841214 Trans 
mitters will be reworked Next rept expected by 650807 

OPEKA,JF Northeast Nuclear Energy Co (subs of Northeast Utilities). OPEKA,JF 
Northoast Utilities 85/05/02 MURLEY,JE. Region 1, Office of Direclor 2pp 
30662 341-30662 342 

8505310209 Potential Significant Deficiency Rept SD 68 ro matl problems that could 
result in cracks in Parner Hannifin Corp stainless stool fillings Initially reported on 
850109 Update will be submitted by 850625, 

OPEKA,J F Noritieast Nuclear Energy Co (subs of Northoast Ulelities) 65/05/07 
MURLEY,TE Region 1, Office of Director 2pp 30665 279-30665 280 

8605300414 Final Doficioncy Rept SD-72 re installation of Foxboro transmitters Inilalty 
reported on 850118 Uti) will rework conduit for transmitter by 850731 to include dram 
holes per instruction manual 

OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Ulilitiea) OP£KA,JF 
Northeast Utilities 85/05/10 MURLEY,TE Region 1, Office of Director 2pp 
30635 3SG 30635 359 


DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 


A. Appltcailon/constructfon stage documents & correspondence 

8505200001 Further response to FOfA request that records re 15 listed FIN files be 
made available fn PDR App C & D records available In PDR.Review continuing 
FELTON, JM Division of Rules and Records 64/09/20 SHOLLY.SC Union of Con 
corned Scientists 12pp 30503 072-30503 063 

"6309260346 Forwards site condition info for remaining seven of 10 sites as part of 
seismic hazard characterfzalfon program 

KIMBALL, J Geosciences Branch. 83/09/15. BERNREUTER,D Lawrence Live/more 
National Laboratory 7pp. 30503 084-30503 090 

65052800 SB Partial response to FOfA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants, Forwards App A documents Search con 
tinuing for addI records 

FELTON, JM. Division of Rules and Records 84/10/15 SHOLLY,S.C Union of Con 
cerned Scienlists, 12pp 30630 001-30630.168. 

-•620B240479 DIscuBses agreement reached at 020728 meeting w/ulil & geologic con- 
sultants re Voglle plonl fault Investigation & preliminary rosulls Final repl will be sub 
milled after presentation & before 821001 

JACKSON,RE Geosciences Branch 82/08/17 KNIGHT, J.R Assistant Director for 
Comp & Strucluros Engineering (Pre 830201) Ip. 30631-129-30631.129 

"9211180509 Notifies of flight cost for helicopter needed for 821122 geologic observa- 
tions of fault Investigation, 

JACK80N,RE Geosciences Branch 82/11/16 REBELLO,J Division of Conlrads 
Ip 30631-188-30631.188 

"8212290298 Summary of 820914 meeting w/ulll,Soulhern Co Svc8,lnc & Bechtel m 
Belhesda.MD re Milieu Fault study 

QRANT,JM Licensing Branch 1 82/09/23 Licensing Branch 1, 2pp 30631 168- 
30631:190 

"8301030295 Trip rept of 821122-23 site visit to examine drill cores & surface features 
re Milfett Fault Study.Observalions verified that no surface evidence o1 faulting present 
In vicinity of postulated fault 

ALTERMANJB. Geosciences Branch. 82/12/21 JACKSON, RE. Geosciences 

Branch. 2pp 30631.191-30631:192. 

"8302020179 Forwards NRC review of uli) rept, "Studies of Poatulaled Millell Fault " 
Rept conclusion that no capable fault exists Is correct 

KNIGHT J P, Assistant Director for Comp, & Structures Engineering (Pre 830201) 83/ 
01/26 NOVAK, T.M Assistant Director for Licensing, 6pp. 30631.199-30631 204 

-•8505280130 "Brief Summary of Soil Conditions & Foundation Evaluation, Units 1 4" 
•Bechtel Corp 73/04/30 lOpp 30630 01 5.30830- 024. 
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-3505260147 Comments on util intent to increase use ot grounctwater for makeup water 
purposes Concept of using wells as Class 1 rnakeup water sources justifies special 
evaluation involving listed critora Related info encf 

KILPATRICK.F A Interior, Dept of, Geological Survey 73/05/11 CAMMILL.WP 
Atomic Energy Commission, Direcforate of Licensing 13pp 30690 025-30630 037 

-8505260157 Forwards requesl for addi info re application for license to conlruct 
fants Addl info should be availble for review by 730706 

NIEL,K Atomic Energy Commission - Deputy Director for Reactor Projects 73/05/ 
16 MITCHELL, IS Georgia Power Co 31pp 30630 030-30630 068 

'-8 505260 166 Forwards quoationa on neology & foundation engineering re proposed 
pfant Position paper recommending arfdl site exploration currontfy being prepared 
DENTON, H R Atomic Energy Commission, Directorate of Licensing 73/06/06 
DEYOUNG,RC Atomic Energy Commission - Deputy Director for Reactor Projects 
3pp 30630 069 30630 071 

-8505280175 Forwards review of PSAR re soil mechanics & geology features of pro- 
posed structures Comments pertain to analysis of static & dynamic slability of founda- 
tions of structures & earth slopes NA Dixon 730514 memo end 
KELLY,J L Army, Dept of 73/06/06 MUNTZING.L M Atomic Energy Commission 
7pp 30630 072-30630 078 

-8506280182 Forwards request for adrti info In order to continue review of application 
for license to construct plant Info should be available for review by 730727 
KNIEL.K Atomic Energy Commission - Deputy Director for Reactor Projects 73/06/ 
12 MITCHELUS Georgia Power Co 22pp 30830 079-30630 100 

-85052 80 188 Forwards RH Morris draft site exam repl for plant 
BALTZ.EH Interior. Dept of. Geological Survey. 73/06/20 GAMMILL.WP Atomic 
Energy Commission, Directorate of Licensing Ip 30630 101-30630 101 

-8505280101 Draft site rept for plant on 730424 & 25 Related Info end 
MORRIS.n H InlGfior, Dept of, Geological Survey 73/05/31 52pp 30630 102- 
30630 153 

-8505280100 Forwards RH Morris second preliminary review of geologicat aspects of 
plant Previous preliminary review transmitted on 730327 

BALTZ.EN. interior. Dept of. Geological Survey 73/10/05 QAMMfLL.WP Atomic 
Energy Commission, Directorate of Licensing Ip 30630154-30630*154 

-8505280208 "Preliminary Review 2 Geology " 

MORRIS.R H Interior. DopI of, Geologlcaf Survey 73/09/11 2pp 30630.155 
30030 156 

-8506200220 Forwards revised Page 2 to preliminary draft review of PSAR originally 
submitted on 731005 Changes correct Identificallon of boundaries being discussed tor 
Triassic basin underlying Coastal Plain deposits of silo 

HOUSER.FN Interior, Dept of, Geological Survey 73/10/30 GAMMILL.WP Atomic 
Energy Commission, Directorate of Licensing 2pp 30630 167-30630 158 

-8505200234 Forwards Geology Branch 740130 commonls on Amend 13 to application 
for llcenses.per 740130 tolcon AddI borings & testing program have satisfactorily 

B fovon bearing capacity of clay-marl formation (or all slruciuros 
iQDSON.EL Army, Dept of 74/01/31 CARDONE.T Atomic Energy Commission, 
Diroctoralo of Licensing 2pp 30630,163-30630 164 

-8505200241 Forwards RH Morris draft review of geological aspects of plant as pre- 
sented in PSAR 01 amends, Final repl wilt be transmitted when selsmologic review 
complofod 

BALTZ.EH Interior, Dept of, Goofogical Survey 74/02/21 GAMMILL.WP Atomic 
Energy Commission, Directorate of Licensing ip 30630*165 30630*165 

-8505280245 "Draft Review Geology 

MORRIS.R H Inlofior. Dept of, Geological Survey, 74/02/08 4pp 30630 166- 
30630 173 

-.0505280260 Notification of 740509 meoting of witnesses 0 site safety personnel ac- 
companying H ponton to Vogtie hearing in Bethosda.MD to discuss problems appli- 
cant raises or potential conflicts w/H Denton testimony 

SEfFFERT.P Atomic Energy Commission 74/05/00 Atomic Energy Commission Ip 
30630 180-30630180 

-05OS28O435 Fonvards photographs of (wo geologic sections along holes recently 
drilled to investigate Milfot Fault Section Chip samples taken from drill core next to 
natural gamma log shown Map encl.W/o referenced pholog^raphs 
CROSQY.TW Bechtel Corp 02/07/06. ALTERMAN.I Qeosciancos Branch 2pp 
30531 082-30631 003 

-8505200439 Expresses apologies for misspolling recipient namo in 620706 Hr which 
forwarded photographs ol geologic sections JA Bailey 020716 Itr to J Armbrusler end 
WOLFF.M, Bechtel Corp 82/07/07 ALTERMAN.I Geosciences Branch. 2pp 
30631 084-30631 085 

"0505260460 "Presentation of Results on Studies of Postulated Milletl Fault/* presonl 
od on 820914 In Bethosda.MD. 

* Georgia Power Co 02/09/14, 34pp 30631.130-30631*164. 

-0505200469 "Final Re pt ’S ha I low, HIgh-Re solution Seismic Profiling of Fwe Georgia 
River Localllios '* Draft PA Sobol memo to AHerman re seismofogy review of BoemoJ 
rept, "Studies of Postulated Mlllelt Fault" end. 

HbNRY.V J Georgia. Unlv. of, Athens, GA * Skidaway Institute of Oceanography. 76/ 
07/31. 23pp 30631 '165-3063 1.1 87 

-6505290241 Notification of NRC 640621 field trip w/utll & Bechtel to States of GA/SC 
coasfaf plain to famillarlzo geosciences rovfewor w/area geology. 

MIILER.MA Licensing Branch 4, 04/06/04. ADENSAM.EQ Licensing Branch 4 
2pp. 30633 039-30633 040 

0505280229 Summary of 731101 meeting w/utll, Bechlel.SSI.Soulhern Sves, USGS 0 
Dept of Army.ChlGf of Engineers in Bothesda.MO re geology 0 subsurface exploration 
of plant site.List of attendees 0 roviow status as of 730531 end. 

CROCKER.L.P, Atomic Energy Commission • Deputy Director for Reactor Projects 
73/11/05. Atomic Energy Commission, Directorate of Licensing. 4pp. 30630 150* 
30030*162. 


8501080335 Summary of 641108 & 09 meetings w/ulil,Westinghouse,8ochte), Southern 
Co Svcs.ORNL 0 BNWL onsite re confirmatory piping analysis of mam steam line 0 
review of Class 1 -3 pumps, valves, supports 0 piping sys 

MILLER, M A Licensing Branch 4 84/12/31 Licensing Branch 4 8pp 28271 274 
20271 281 

8501250312 Forwards proprietary supplemental Info from Bechtel re ctvil/slrudural 0 
deolochnical design calculations End withheld (ref 10CFR2 790) 

BA|LEY,JA Georgia Power Co 05/01/18 AOENSAM.EG Licensing Branch 4 2pp 
28640 361-28548 382 

8505100343 Forwards draft Rev 1 to FSAR, Chapter 13. "Conduct of Operations," for 
review Rev incorporates NRC comments per 650219 telcon 0 will be published in 
FSAR. Amend 16 scheduled for 850410 

DAILEYJ A Georgia Power Co 05/03/20 ADENSAM.E G Licensing Branch 4 
2l7pp 30243 080 30243 275 

8605010420 Forwards outstanding requests from 850109,10 0 850207 meetings for 
addi info re design document review of selected components 0 sys tnfo should be 
provided as soon as possible 

ADENSAM.E G Licensing Branch 4 85/04/17 FOSTER.OO Georgia Power Co 
6pp 30099 305-30099 310 

8604290442 Generic Ltr 85 07 to all aerating reactor licensees re implomenlatlon of 
integrated schedules for plant mods Sve list enct 

THOMPSON, H L Division of Licensing 05/05/02 Consolidated Edison Co of New 
York. Inc 22pp 30218 149 30218 170 

8505160351 Forwards rev to 850506 response to request for addi info re effects o( run 
ning charging pumps at degraded voltage setting Comparative How curves end show 
degraded voltage curve acceptable w/respocl to analysis curve 
BAILEY, J A Georgia Power Co 85/05/10 ADENSAM.E G licensing Branch 4 3pp 

30426 311-30426 313 

8506160429 Forwards revised response to NRC 050609 telcon request for addi info re 
0460 8 0 0430,41 fo design of auxiliary bldg 0 intake 0 exhaust sys 
compononts.rospochvely Ends will appear in Amend 1 7 to FSAR 
0AILEV.JA Georgia Power Co 65/05/10 ADENSAM.E G licensing Branch 4 3pp 

30427 079-30427 081 

6506230765 Forwards evaluation of util 850315 response to NRC repl on conformance 
to Rev 2 to Reg Guide 1 97 Evaluation lists items whore addi juslification 0/or clarifi- 
cation needed 

NOVAK, T.M Assistant Director for Licensing 85/05/14 FOSTER, DO Georgia Power 
Co 6pp 305^3 267-30543 272 

8506240131 Forwards add! info In response to 850318 request re Generic Ltr 63 28, 
"Rooylrod Actions Based on Generic Implications of Salem ATWS Events " 

BAILEY, J A Georgia Power Co 85/05/20 ADENSAM.E G Licensing Branch 4 7pp 
30554 126 30554 132 

8S0S210106 Generic Ltr 85 08 to all holders of CPs 0 OLs re 10CFR20 408 termination 
ropts - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 282 30602 301 

8506210122 Generic Ltr 85 09 to all Weslinghouso PWB licensees 0 applicants re Tech 
Specs for Generic Ltr 83-20, Mom 4 3 

THOMPSON, ML Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp 
30671 334-30671 350 

8606200408 Forwards rev to response to Request for Addi Info Q430 72 re calculations 
performed to dolormlno effects of running charging pumps at degraded voltage sotting 
[ 88 %) 

DAILEY, J A Georgia Power Co 05/05/23 ADENSAM.E G Licensing Branch 4 4pp 
30595 253-30505 256 


D. NRC Draft/Final Environmental Statements, suppts 0 correspondence 

0606210471 Comments on FES re facility operation Modified plan for rouling high volt- 
age transmission line through Ebeneozer Crook Swamp ulillzing taller towers stiould 
mmlmlzo impact 

MOORE, SN Environmental Protection Agency 85/05/15 MILLER.M Division ol Li- 
censing 3pp 30499 217-30499*210, 


E, NRC Safety Evaluation Report fSER), suppis 0 correspondence 

8506280060 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants, Forwards App A documents Search con- 
tinuing for addi records 

FELTON.JM Division of Rules and Records 84/10/15 SHOLLY.SC Union of Con 
corned Scientists. 12pp 30630 001-30630.158 

-8505280261 Forwards SER input to geology 0 foundation engineering sections for pro- 
posed plant Seismology input will be (orthcoming 

DENTON, HR Atomic Energy Commission, Dlroclorato of Licensing 74/04/22 
MOORE, V A Atomic Energy Commission, Directoralo of Licensing 6pp 30630174- 
30630179 

0SO6D1O264 Summary of 050320 22 meetings w/ulil.Bechlel.Wealinghouse 0 Southern 
Co Sves in Bethosda.MD re SER open Me ms .including containmont sump design 0 
inslrumontatlon for process measurements used for safety functions 
MILLER.M A Licensing Branch 4. 05/04/18, Licensing Branch 4, lOpp 30100 281- 
30101.060 

-0506010261 Draft evaluation of OA program description Description acceptable except 
for listed items 0 changes submltteo by 850305 Itr 
* NRC - No Detailed Affiliation Given 05/03/22 3pp 30101.011-30101.013 

-B60S010267 Responds to 830323 question ro qualification of personnel performing 
NDE.RoquIrements of SNT-TC-1A 1980 mandatory rather than guidance In NB-552T 
re qualification procedures. 

ENNIS.K. American Society of Mechanical Ennlnaors 83/06/13 BAKER, E.T. NRC • 
No Detailed Affiliation Given, 37pp 30101,014-30101:050 
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8505020531 Forwards request for add! into on SER Open item 9& re procedures gen 
oration package tnfo should be provided as soon as possible to resolve open item 
prior to issuance of SER 

ADENSAM.E G Licensing Branch 4 85^^04/22 FOSTERED O Georgia Power Co< 
3pp 30141 012-30141 014 

8605100207 Forwards response to request for addi info re draft SER open items 
BAILEY, J A Georgia Power Co 85/04/'29 ADENiSAM,E G Liconsina Branch 4 22pp 
30246 123 30246 144 

8S05030476 Submits add! info re draft SER Open Item 112 concerning 
groundwatenm eluding "Revs 1o Groundwater Suppl," par NRC 850329.0411 & 17 
requests W^two oversize drawtngs Aperture cards available in PPR 
BAILEY, J A Georgia Power Co D5/O4/30 ADENSAM.E G Licensing Branch 4 33pp 
30125 135 30125 167 

850506028S Forwards add) info re draft SER Open Item SQ re diesel generator auto 
synchronizer In response to 85Q412 request, w/four oversize drawings Aperture cards 
available in PDR 

DAILEV,J A Georgia Power Co 65704/30 ADENSAM.E G Licensing Branch 4 2pp 
30155 104 3D155105 

8505130420 Forwards changes lo FSAR Chapter 13 & procedure generation package 
ra SER open ilfims for NRC review per Q60426 telcon Changes will appear in FSAR 
Amend t7 Resuimes for shiff supervisors A reactor engineer also end 
BAILEY.JA Georgia Power Co BAILEY ,J A Southern Co Services. Inc 85/05/02 
AOENSAM,EG Licensing Branch 4 116pp 30279 1 25 30279 240 

SS05100176 Forwards response to NRC request for add I info re drafl SER open 
Items Draft procedure for ultrasonic cast stainless steel & C-E draft implemenlation 
procedura for compliance w/Reg Guide 1 150 end 

BAILEY.JA Georgia Power Co 05/05/06 ADENSAM.E G Licensing Branch 4 44pp 
30246'245-30246 285 

8605100280 Discusses anomalous della temp data noted during 850502 meteorological 
site visil, per drafl SER Open Jtem 2 Apr 1904 data high by 0 76-2 F from bottom lo 
top of scale Data used for licensing unaffected 

BAILEY.JA Goorgra Power Co B5/05/07 ADENSAM.EG Licensing Branch 4 2pp 
30246 158-30246 159 

8605140389 Revises Q420 41 per util 650506 fir responding to NRC request for addI 
info re draft SER Open Item 69 Final reset/ ovornde design of radiation monitor will 
rovide that overriding spurious channel will not affect other monitors 
AILEY.JA. Georgia Power Co 85/05/09 ADENSAM.E G. Licensing Branch 4 2pp 
30374 319 30374 320 

8505160380 Forwards changes to FSAR Chapters 13 & 14 resulting from 650426 talcon 
re draft SER open items, including ECCS outage data coilectron procedures in accord 
anca w/NUREG 0737. Item II K 3 17»Changes incorporated in Amend 1 7 
BAILEY.JA Georgia Power Co 85/05/10, ADENSAM.E G Licensing Branch 4 
DENTON,H R Office of Nuclear Reactor Regulation, Director 7pp 30427 060 
30427 066 

8505170020 Forwards for review, rev to Paragraph 132 1 2 in FSAR re simulator per 
formance (estirbg.per 950508 meeting on draft SER Open Item 92 
BAILEY.JA Georgia Power Co 65/05/10 AOENSAM,EG Licensing Branch 4 3pp 
30442 139-30442 141 

8505230486 Advises that proposed plan for selilement assessment & long term settlo- 
ment monitoring of safely related structures ^ piping acceptable Requosts util commit 
to items in end & provide justification prior lo issuance of SER 
NOVAK, TW Assistant Director for Licensing 65/05/10 FOSTER, D 0. Georgia Power 
Co 3pp 30544 339 30544 341 

SSO524OO07 Forwards irtfo re confirmatory test to be performed for every 7,500 cubic 
yds of backfill pTaced.in response lo draft SER Open ttenn 4 Implementation wili begin 
1 wk afisr NRC approval 

BAILEY.JA Georgia Power Co 85/05/20. ADENSAM.E G Licensing Branch 4 
DENTON Offrea of Nuclear Reactor Regulation, Direclof. 4pp 30556 1 83 30556 186 

8S0524D163 Forwards revised response lo NRC Question 450 1 A questions ro control 
room habitability evaluation (draft SER Section 6 4, Open Item 51) 

BAfLEY.JA Georgia Power Co 85/05/20 ADENSAM.E G Lice rtsing Branch 4, 10pp 
30555 034 30555651 

6505290346 Responds to B5D520 request for addi info re draff SER Open Items 3,8 & 
1l2Repl will be prepared & recommendalions made ro groundwater monitoring pro- 
cram wilhin 6 months 

BAILEV.J A Georgia Power Co 65 /OS/21 ADENSAM.E G, Liconsmo Branch 4 2pp 
30596 147-30596 148 


F. Securtty. medical, emergency A fire protection plans 

6505020531 Forwards request for addi mfo on SER Op err Item 98 re procedures gen- 
eration package Into shouTd bo provided as soon as possible to resolve open item 
prior to issuance of SER 

ADENSAM.E G Licensing Branch 4 65/04/22 FOSTER, D,0 Georgia Power Co 
3pp 30141 012-30141014. 

0506060104 Notification of 850502 meeting w/utiJs in Waynssboro.GA lo discuss male- 
□rologrcat info from now moloerological lower & correlated data from old & new 
towers 

MILLEF.MA Ltcensirg Branch 4. 85/04/26. ADENSAM.E G Licensing Branch 4 
2pp 30186345-30186346 

8605130420 Forwards chaiiges lo FSAR Chapter 13 & procedure generation package 
re SER open items for NRC review per 850426 telcon Changes will appear In FSAR 
Amend l7.Resunies for shift supervisors & reactor engineer afso end. 

BAILEY.J A. Georgia Power Co BAILEV.J A, Soulhern Co Services, fnc, 85/05/02 
ADENSAM.E G Licensing Branch 4 ti6pp 30279*1 26-30279 240. 

85C5 100096 Forwards draft ’’Annex D to Georgia Radiological Emergency Pian.Pilant 
Voglle,” "Burke County Emergency Mgt Agency Radiological Emergency Plat> & 
"South Carolina Operational Radiological Emergency Response Plan . *’ 

FOSTER.DO Georgia Power Co 85/05/03 Ottice of Nuclear Reactor Regufalfon. Di- 
rector 2pp 30246 34 6 30247 274 


-6505100101 Preliminary draft “Annex D to Georgia Radiological Emergency Pian.PJanI 
VogllD " 

* Georgia, Slate of 85/04/30 63pp 30246 348 30247 053 

-B50S100104 Preliminary draft “Burke County Emergency Mgt Agency Radiological 
Emergency Pfan for Nuclear Incidenis/Accidenls Involving Vogtfa Electrical Generat- 
ing Plant ■’ 

’ Burke County. GA 8S/04/30 76pp 30247 054-30247 126 

--8505100110 "South Carolina Operational Radiological Emergency Responiso 
Plaf»,SCOREPP-84,in Support of Fixed Nuclear Facitities “ 

MOOflE,J P South Carolina, Slate of 04/06/30 150pp 30247 127-30247 274 

8505240014 Summary of 850311 meeting w/ulil & Southern Co Svcs.Inc re emergency 
planning List of participants end 

MILLER, M A Licensing Branch 4 85/05/08 Licensing Branch 4 3pp 30563 334- 
30563 336 

8505160300 Forwards changes lo FSAR Chapters 13 & 14 resulting from 650426 telcon 
re draft SER open ileins, including ECCS outage data coliection procedures In accord- 
ance w/NUREG 0737, Item II K 3 17 Changes Incorporated In Amend 17 
BAILEY.J A Georgia Power Co 05/05/10 AOENSAM.E G Licensing Branch 4 
DENTON, H R Office of Nuclear Reactor Regulation, Director 7pp 3D427 060 
30427 066 

8505230765 Forwards evaluation of uliJ B50315 response to NRC rept on conformance 
lo Rev 2 to Reg Guide 1 97 Evaluation lists items whore addi ]us1itlca<fon &/or clanfi 
cation needed 

NOVAK, TM Assistant Director tor Licensing 85/05/14 FOSTER.DO Georgia Power 
Co €pp 30543 267-30543 272 

8505210348 Change 2 to base plan of Slate of GA radiological emergency planW/ 

CLACK.BJ Georgia, State of FOSTER.DO Georgia Power Co 85/05/17 DENTON 
Office of Nuctear Roactor Regulation, Director 72pp 30495 192-30496 261 

8505230442 Forwards Rev 1 lo emergency plan, addressing questions arising during 
review of Rev 0 & addi info discussed at 850430 0501 site visit 
FOSTER.DO Georgia Power Co 85/05/17 ADENSAM.E G Licensing Branch 4 
2pp 30637 007-30537 310 

-8505230449 Rev t to emergency pfan Throe oversize drawings end Aperture cards 
available In PDR 

* Georgia Power Co 85/05/31 300pp 30537.009 30537 310 

8505240163 Foiwards revised resoonse to NRC Question 450 1 & questions re control 
room habllabllity evaluation (draft SER Section 6 4,Open Item 51) 

BAILEY.JA Georgia Power Co 85/05/20 AOENSAM.E G Licensing Branch 4 fBpp 
30555 034-30555 051 


Q. Adjudicatory correspondence 

0505070225 Order granting applicant 650422 request for leave to withdraw 850416 
motion to compel because of mootness Served on 850506 
MARGULIES.M 6 Atomic Safety and Licensing Board Panel #265 682 05/05/03 
Georgia Power Co Ip 30180 067-301 60 067 

6505080486 Provides followup to 850419 Ilf re motion to compel.Board accepted possi- 
bility of steam generator lube rupture as contention in proceeding Certificate of Sve 
end Related correspondence 

JOHNSON ,T Campaign for Prosperous Georgia JOHNSON, T Georgians Agains! Nu 
clear Energy. #285 9ft 85/05/03 JOINER, J Troutman, Sanders, Lockerman A Ash 
more 3pp 30218 140-30218 142 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8605090273 Amend 16 to FSAR tor Vogtie Electric Generating Plant W/8 50430 itr. 
FOSTER.D 0. Georgia Power Co 05/04/30 ADENSAM.E G. Licensing Branch 4 
DENTON Office o7 Nuclear Reactor Regulation, Director 210pp 30221 330- 
30222 179 


O Inspection reports, IE Bulletins & correspondence 

8505280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
ttnulnd for addi records 

FELTORJM Division of Rules and Records 84/10/15. SHOLIY.SC. Union of Con- 
cerned Scientisls, 12pp 30630 001-30630,158 

-8606200287 Summarizes 771116 Insp of excavation for facility foundations In sp re- 
vealed no evidence of warped marker beds or offsels.shears.folds & deformation 
zones Within excavation JD Duftm 771 215 Mr to ulil end 

HELLER,LW Geosciences Branch 77/11/21. STEPP, JC Geosciences Branch 2pp 
30630 194-30630 201 

8505200'478 Ack receipt of 850321 Hr Informing NRC of steps taken lo correct violations 
noted in Jnsp Repls 60-424/85 02 & 50-425/85-02 

BROWNLEE.VX Region 2, Office of Director. 85/04/05 KELLY.R.J Georgia Power 
Co 2pp 30407 316 30487 320 

«e605200483 Responds to NRC 850221 Hr re violations noted In Insp Repls 50 424/05 
02 & 60 425/86 02 Corrective actions Pullman/ Kenith-Fortson procedures being re 
vised lo Include controls re drawing change distribution 

FOSTER.DO Georgia Power Co 05/03/21. OLSHINSKI.J A Region 2. Office of Di- 
rector 3pp. 30487'3lB-30487 320. 

0505200232 Forwards fnsp Repls 50*424/05-11 & 50-425/85-11 on 050311-14 & notice 
of violallon. 

WALKER.R D Region 2, Office of Director 85/04/08. KELLY.R J Georgia Power Co 
3pp 30406.038-30486 056 

-8605200235 Notice of vloJatfon from Insp on 050311-14 
' Region 2, Office of Direclor, 85/04/08 1p 30486.041-30486.041, 
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-BSO&200241 Insp Repts 50-424/05-11 & 50 425/05 11 on 050311 14 Violalton 
noted failuro to follow field wefding Insp procedure 

CROWLEY.B R , BLAKE, JJ Region 2, Office of Director 85/03/29 14pp 30486 042- 
30486 055 

8505170327 Forwards fnsp Repts 50 424/85 12 & 50 425/05 12 on 050319 22 & notice 
of violet f on 

WALKER, R D Region 2, Office of Director 05/04/09 KELLY.R J Georgia Power Co 
3pp 30463 166 30463 175 

--8505170337 Notice of viofation from insp on 850319-22 
‘ Region 2, Office of Director 85/04/09 2pp 304G3 169 30463 170 

-0506170369 Insp Ropls 50 424/85-12 & 50-425/85 12 on 050319 22 Violation 
noted failure to follow procedure for hanger installation & insp 

LIU.WC, BLAKEJJ Region 2, Office of Director 65/04/03 5pp 30463 171- 
30463 175 

85 05220069 Forwards Insp Repts 50-424/85 08 & 50 425/05 08 on 850226 0301 & no 
tices of violalfon & rie vial ion 

WAIKER.RD Region 2, Office of Director 85/04/11 KELLY.R J Georgia Power Co 
3pp 30527 202 30527 221 

-8605220071 Notice of violation from insp on 850225 0301 

* Region 2, Office of Director 85/04/11 2pp 30527 205 30527 206 

-0505220072 Notice of deviation from Insp on 8S0225 0301 

• Region 2. Office of Director 65/04/11 Ip 30527 207-30527 207, 

-B50S220074 Insp Repts 50 424/05-08 & 50 425/85 08 On 850225 0301 Violation 
noted no arrangomonis for physical control of access in place for Inslrumentation sal 
el life warehouse Deviation noted inadequate procedure for structural welds 
HALLSTROM.G A , BLAKE, JJ Region 2, Office of Director 06/02/27 14pp 
30527 208-30527 221 

8505210008 Forwards Insp Repts 50 424/05-10 & 60 425/05 10 on 860312*16 No vio 
/aliens or deviations noted 

0ROWNLEE.VL Region 2, Office of Director 85/04/16 KELLY.R J Georgia Power 
Co 9pp 30514 110 30514 127 

-0505210011 Insp Ropls 50 424/85-10 & 50-425/05 10 on 860312*16 No violalions or 
deviations noted Major areas inspected workor concern re cable pulling 
procedures.oloclrlcal QC inspector (raining procodu/e revs & insp riocumeniation sig 
■noffs 

HUNT,MD, CONLON.TE Region 2, Office of Director 85/04/11 7pp 30514 121- 
30514 127 

8BO520O571 Forwards Insp Ropls 50-424/85 09 & 50 426/85 09 on 850223-0322 & 
nolico of violation 

BROWNLEE.VL Region 2. Offico of Director 85/04/10 KELLY.R J Georgia Power 
Co 3pp 30487 324-30407 340 

- 8505200573 Notice of viofalion from insp on 850223-0322 
‘ Rogron 2, Office of Director 05/04/18 Ip 30487 327-30407 327 

-8506200677 Insp Repts 50 424/85 09 a 50-425/05-09 on 060223 0322 Violation 
noted failure to follow procedure to prevent dissimilar metallic mails from coming In 
direct contact w/ono another 

SANDERS.W F, ROGGE, J F . SINKULE.M V Region 2, Office of Director 05/04/16 
I3pp, 30487 320 30407'340 

8505200237 Ack receipt of 050402 fir informing NRC of slops taken to correct violations 
noted In fnsp Ropls 50 424/84-36 & 60 425/84-36 Implomonlalfon of corroclivo ac- 
tions will be examined during future insps, 

WALKER, R D. Region 2, Office of Director 05/04/10 KELLY.R J. Georgia Power Co 
2pp 30406056 30486 066 

..0505200242 Responds to violations noted In Insp Repts 60 424/84*36 & 50 425/84- 
38 Corrective actions Pullman Power Products will ovaluato technique used by malls 
test inspector to dotormine if NDE results advorsoly impacted 
FOSTER. D O Georgia Power Co 85/04/02 WALKER.R D. Rogion 2. Office of Direc- 
tor gpp 30406 050-30466 066 

6605030378 Forwards request for addi Info re 8504 IS response to IE Bulletin 79- 
15, Open Hem 26K concerning long tor m operability of deep draft pumps Licensing 
Review Group II guidelines end Response requested Iw 850801. 

ADENSAM.E 0 Licensing Branch 4 85/04/26 FOSTER.D O Georgia Power Co 
3pp 30163 326 30163 333 

8594250462 IE Info Nolico 85*034, “Heat Tracing Contributes to Corrosion of Stainless 
Sleel Piping “ Sve list end 

JORDAN.t L Owision of Emergency Preparodnoss & Enninoerlng Response (Post 
830103) 85/04/30 Consolidated Edison Co of Now York, (no 107pp. 30115105- 
30115.291 

8604260455 IE info Notice 85-035. “Failure of Air Chock Valves to Seat “ Sve list end 
JORDAN, EL Division of Emergency Preparednoas & Engineering Response (Post 
830103) 85/04/30 Consolldalod Edison Co of New York. Ino 108pp 30115 077- 
30115 184 

0505069418 IE Info Nolico 84-52, SuppI 1. “Inadequate Matl Procurement Controls on 
Part of Licensees & Vendors, *' 

JORDAN, E.L, Division of Emorgency Preparedness & Engineering Response (Posl 
630103) 85/05/08 Consolldalod Edison Co of Now York, Inc, lOpp 30615 338 
3D616;347. 

8506130034 IE fnfo Notice 85 037, “Chemical Cleaning of Steam Generators at Mill 
stone 2.” Svo list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 06/05/14, Yankee Atomic EfoctrJc Co 4pp. 30848 272-30849 014 


S, Reportable occurrences, LERs & related correspondence 

8505160075 Further rosponse to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since 840 101, Including operation w/TDI diesel generators & use 
of TDI noneralors at facility App A documents in PDR 

FELTON.J.M Division of Rules and Records 84/09/20 BELL.N. Nuclear Information 
A Resource Service 3pp. 30454’1 05-30454.351 


-8505160104 Forwards attendance list, handouts A slides used at 840126 moetpng vv/ 
TDI Owners Group 

CARUSO.R Licensing Branch 2 04/02/02 Licensing Branch 2 113pp 30454 110- 
30454 351 

B505130178 SuppIs response to FOIA request for documonts re TDI diesel generators 
at facility & list of problems & defects which occurred w/TDI generKlors used or 
tasted Forwards Apps A & 0 documents Documents afso p^laced in PDR 
FELTON.J M Division Ot Rules and Records 84/10/30 BELL.N Nuclear Information 
& Resource Service 4pp 30386 192-30386 195 

-.-8404260430 Forwards comments on "‘Design Roview of Connecting Rod Boaring 
Shells for TDI Enterprise Engines'* & “Emergency Diosol Generator Rocker Arm Cap- 
screw Stress Analysis'" Repi docs not present sufficienl data to support bearing fifa 
BERLINGER.CH Division of Licensing 04/04/11 MCGAUGHV.J P Mississippi 
Power & Light Co 7pp 3038 7 332 303 8 7 3 30 

-8407090357 Summaw of 040426 meeting w/TDl Owners Group in Wading River, NY to 
status & progress of program to oslablTsh rolrabilily of diosol generatorTranscript & 
viewgrapna end 

MILLER.MA Division of Licensing 84/06/26 Division of Licensing 58pp 30387 352- 
30388 1 79 

0505160178 Part 21 rapt re errors in safely grade core exit tharmocoupfo sys during & 
following postulated high energy fine break Probably caused by moisture Ingrossion A 
thermal expansion Qualification program completed 

RAHE.E P, WeslinghouSB Electric Corp 05/05/09 TAYLOR.J M Director’s Oflico, 
Offico of fnspeclion and Enforcomont 5pp 30427 1 12-30427 1 1 6 

8605210323 Part 21 rapt re polential defeef in engine gonoralor control panols of DSR 
or OSflV-16 standby diesol generator Roviow of generator control panel installation by 
each facility rocom mended 

BOYER.R E Transamerfea Delaval, Inc 85/05/17 Director's Office, Offico of Inspoc 
tion and Enforcement 5pp 30489 339 30409 343 


T Hearing transcripts on non-antltrust maltera 

8506280086 Partial response 1o FOIA request for documonls produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
tmulno tor addt records. 

FELTON.J M Division of Rules anti Records 04/10/15 SHOLLY.SC Union ot Con- 
cerned Scientists 12pp 30630 001-30630 158 

—8505280267 Forwards testimony of RA Thomas to bo introduced by applicant nl 
740509 hearrng_ 

BAXTER .T A Shaw, Pittman, Potts & Trowbridgo 74/05/07 RErtLLY.TW Atomic 
Safely and Llconslng Board Panef 1p 30030 181 30630 101 

-0506280275 Testimony of RA Thomas supporting proposed site for reactors as suita- 
ble location CerlifiCQto of Sve end 

THOMAS.R A Goorgia Power Co THOMAS.R A Soulliorn Co Services, Inc 74/05/ 
07 I2pp 30630 162-30630 103 

0SO5O6O495 Transcript of T Johnson 050312 doposilion In Atlanta, GA ro Conienlion 14 
concerning TDI diesel gon ora tors Supporting documentation end Related correspond 
enco 

JOHNSON,! Georgia Power Co //2 85 052 85/03/12 2a0pp 30164 032 30164 305 

8505060441 Tran&cript of H Deutsch 850325 deposition in Atlanta, GA Related corro 
spondanco 

DEUTSCH, H Goorgia Power Co DEUTSCH, H Goorgra Inslituto of Technology, Allan 
ta.GA #285 054 85/03/25 87pp 30154 068*30154 164, 

8506060445 Transcript of W lawloss 850326 deposition in Allanla.GA Rolatod corro 
spondonco 

LAWLESS. W Georgia Power Co #205 053 05/03/26 Atomic Safoly and Ucensing 
Board Panel. 140pp 30103 202-30154 067 
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A* Appricatfon/cohstructfon slage documents & correapon donee 

8505200001 Further response to FOIA raquost that records re 15 listed FIN files ho 
made avallabfo in FDR App C & D records available in PDR Roviow continuing 
FELTON.J M. Division of Ruloa and Records 84/09/20 SHOLLY.S C Union of Con- 
cerned Scienlists. 12pp. 30503 072-30503 003 

- 0309260340 Fonvards silo condilion info for remaining seven of 10 siles as part of 
seismic hazard charactenzation program 

KIMBALL, J Gaosciences Branch 03/09/16. BERNREUTER.O Lawrenco Livermoro 
National Laboratory 7pp 30503 004-30503 000 

8606280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
tinuing for add I records 

FELTON.J M Division of Rules and Records 84/10/16 SHOLLY.SC Union of Con* 
corned Scfonlists 12pp. 30630 001-30630 158, 

-6288240479 DIscussos agreement reached al 820728 nneotlng w/util & geo Ionic con- 
sultants ro Vogtio plant mult investigation & preliininary results Final rapt will bo sub- 
mitted after presentation & before 621001 

JACKSON.FI E GsosclonCos Branch 82/08/17 KNIGHT, JP Assislant Diroclor for 
Comp & Strucluros Engineering (Pro 030201) Ip 30631 *129-30631 ’129 

-8211180609 Notifies of flight cost for helicopter neaded for 621122 geologic observa- 
tions of fault Invest igation 

JACKSON.R E Geosciences Branch 82/11/16 REBELLO.J Division of Contracts. 
Ip 30631 180-30631,188 

-8212290298 Summary of 820914 meeting w/uliJ.Soulhern Co Svcsjnc & Bechlol In 
Bethesda.MD re Mlllott Fault study 

GRANT, J.M Licensing Branch 1 02/09/23 Lfcarising Branch 1. 2pp 30631.189 
30031 190 
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--9301030295 Tfjp rept o? 021122 23 site visit to oxamino dnIP cotes & surface features 
re Wiltall Fault Stua/ Observations verified that no surface evidanco of faulting present 
in vtci/ilty of oostulaled fault 

ALTEflWAN.1 0 Geosciences Branch 62/12/21 JACKSON, -R E Geosciences 
Branch 2pp 30631 t91 30631 192 

“9302020179 Forwards NRC review of uliJ repl, '^Studios of PostuPated MilPett Fault" 
Rept conclusion that no capabto fault exists is correct 

K NIGHT, J P Assistant Director for Cornp & Structures Engineering {Pr© 830201) 03/ 
01/26, NOVAKJ M Assistant Director lor Licensing 6pp 3063ti 199 30631 204 

“&505280130< *' Brief Summarv of Soil Conditions & Foundation Evpfualion, Units 1-4 " 
* Oechlel Corp 73/04/30 lOpp 30630 015 3063 0 024 

»B 50520014 7 Comments on util intent to increaso use of groundwater for makeup water 
purposes Concept of using waifs as Class f makeup water sources justifies special 
evaluation involving listed crilera Related info end 

KILPATRfCK.FA fnlenor. Depi of, Geological Survey 73/05/11 CAMMILL.WP 
Atomic Energy Commission, Directorate of Licensing I3pp 30630 025 30630 037 

“0505280157 Forwards request for addi info ro application for license to contrucl 
plants AddI info should be avail ble for review by 730706 

kNIEL,K Atomic Energy Commission • Deputy Director for Reactor Projects 73/05/ 
16 MITCHELUIS Georgia Power Co 31pp 3063 0 030 30630068 

“050 52001 66 Foiwards questions on geology & foundation engineering r© proposed 
plant Position paper rocommending acfdl sde oxpCoration currently being prepared 
DENTON, H R Atomic Energy Commission, Directorate of Licensing 73/06/06 
DEYOUNG.R C Atomic Energy Commission - Deputy Director for Reactor Projects 
3pp 30630069 30630 071 

“850 52 B0 175 Forwards review of PSAR re soil mechanics & geology features of pro- 
posed structures Comments pertain to analysis of static & dynamic stability of founda- 
trons of structures & earth slopes NA Dixon 730514 memo end 
KELLY ,J L Army, Dept of 73/06/06 WUNTZING.L M Atomic Energy Commission 
7pp 30630072-30630 070 

--8605200192 Forwards request for addi Info in order to continue review of appkcation 
for license <o construct plant Info should be available for review by 730727 
KNIEL,K Atomic Energy Commission • Deputy Director for Reactor Projects 73/06/ 
12 MITCHELtJS Georgia Power Co 22pp 30630 079 30630 100 

“85052001 B8 Forwards RH Uo/ris draft site exam ropt for plant 
BALTZ.E H Inlerior, Dept of, Geological Survey 73/06/20 GAMMILL.W.P Atomic 
Energy Commission, Directorate of Licensing Ip 30630 1 01-30630 1 01 

“8SOS260191 Draft site ropj for plant on 730424 6 . 25 Related Info encL 
MORRIS, RH Interior, Depi of, Geological Survey 73/05/31 52pp 30630102- 
30630153, 

-9505280199 Forwards HH Morris second preliminary review of geological aspects of 

g iant Previous preliminary review Iransmllted on 730327 
ALTZ.EH Inlerior. Dept of. Geological Survey 73/10/05 QAMMIIL.WP Atomic 
Energy Commission, Directorate of Licensing Ip 30630 154-30630 154 

8505280206 "Preliminary Review 2 Geology " 

MORRfS.RH interior, Depi of. Geological Survey 73/09/11 2pp 30630 155 
30630 166 

8505280220 Forwards revised Page 2 io preliminary draft review of PSAR originally 
submilted on 731005 Changes correct identification of boundaries being discussed for 
Triassic basin underlying Coastal Plain deposits of site 

HOUSER, FN Interior, Dept of, Geological Survey 73/10/30 GAMMILL,WP Atomic 
Energy Commission, Directorate of Licensing 2pp 30630.157 30630 156 

■8505280234 Forwards Geology Branch 740130 comments on Amend 13 to application 
for licenses, per 740130 telconAcJdl borings & testing program have salisfaclonly 
proven bearing capacity of clay-marf formation for all structures 
DODSON,E.L Army, Depi of 74/01/31 CARDONE.T Atomic Energy Commission, 
Directorate of Lfeenaing 2pp 30630:163-30630.164 

--8605280241 Forwards RH Morris draft review of goofoglcal aspects of plant as pre- 
sented in PSAR & amends Final ropt will be transmitied when soismologic review 
comp^ioted. 

BALTZ.E H Interior, Dapt of. Goologicaf Survey 74/02/21 QAMMILUWP, Atomic 
Energy Commission, Directorate of Llconslng Ip 30630 166 30630 165 

-0505200245 "Draft Review Geology." 

MORRIS.R H, Inlerior, Dopl oL Geological Survey 74/02/08 4pp 30630 166- 
30630 173 

--8505200260 Notification of 740509 meeting of witnesses & site safely personnel ac 
cempanying H Denton to Voglle hearing In Beth05da,MD to discuss problems appll 
cant raises or polential conflicts w/H Denton leslimony. 

SEIFFERT.P- Atomic Energy Commission 74/05/08, Atomic Energy Commission Ip 
30630 l8a-30630: 180. 

“8505280435 Forwards phologrnphs of two geologic sections eHong holes recently 
drilled to Investigate Millet Fault Section Chip samples taken from drill core next to 
natural gamma log shown Map end W/o referenced photographs 
CROSBY, TW, Sechlof Corp 82/07/06, ALTERMANf.P Geosclencos Branch 2pp, 
30631,082-30631 083. 

“0506280430 Expresses apologies for misspelling recipient name in 820706 Kr which 
forwarded photographs of geologic sections JA Bailey 820715 Itr to J Armbrusler end 
WOLFF, M. Becmel Corp 82/07/07. ALTER MANJ, Geosciences Branch 2pp 
30631 004-30031-005. 

“8505280460 "Presentation of flesulls on Studies of Postulated MiHetl Fault" presenl- 
Gd on 820914 In Be1heada,MD 

* Georgia Power Co 82/09/14. 34 pp 30631*130-30831 164. 

1505280469 "Final Rep t Shallow, Hlgh-Resolullon Seismic Profiling of Five Georgia 
River Localities " Draft PA Sobel memo Io Allerman re seismology review of Bechtel 
'pL "Studies of Postulated Millett Fault" end. 

=NRY,VJ. Georgia. Univ. of, Athens, GA • Skidaway Inslltuteof Oceanography 76/ 
/31 23pp. 30631:165-30631:187. 


“0505290241 Notification of NRC 840621 field trip w/util & Bechtel to States of GA/5C 
coastal plain to familiarize geoscionces reviewer w/area geology 
MILLER, M A Licensing Branch 4 04/06/04 AOENSAM.E G Licensing Branch 4 
2pp 30633 039 30633 040 

8505200229 Summary of 731101 meeting w/util,Bechtel,SSI, Southern Sves, USGS & 
Dept of Army, Chief of Engineers In Belhesda.MD re geology & subsurface exploration 
of plant silo List of attendees & review status as of 730531 end 
CROCK ER.L P Atomic Enemy Commission - Deputy Director for Reactor Projects 
73/11/05 Atomic Energy dbmmission, DrrectoratG of Licensing 4pp 30630 159 
30630 1 62 

0501080335 Summe^ of 841108 & 09 meetings w/ulil.Westinghou&Q.Bochlel, Southern 
Co Svcs.OHNL & BNWL onsite ro confirmatory piping analysis of mam steam Iihq & 
review of Class 1-3 pumps, valves, supports & piping sys 

MILLER.MA Licensing Branch 4 84/12/31 Licensing Branch 4 8pp 26271 274 
20271 281 

8501250312 Forwards proprietary supplemental info from Bechtel re civif/siruclural & 
geotechnical design calculations Enel withheld fref 10CFR2 790) 

BAILEY..JA Georgia Power Co 85/01/18 ADENSAM.E G Licensing Branch 4 2pp 
20540 361 28548 362 

8605100343 Forwards draft Rev 1 Io FSAR, Chapter 13, "Conduct of Operations," for 
review Rev Irtcorporates NRC comments per 850219 lelcon & will be published in 
FSAR.Amend 16 scheduled for 850410 

BAILEY,JA Georgia Power Co 05/03/20 AOENSAM.E Q Licensing Branch 4 
217pp 30243 060 30243 275 

6505010420 Forwards oulsianding requests from 850109,10 & 850207 meetings for 
addi info re design document review of selected components & sys fnfo should be 
provided as soon as possible 

ADENSAM.eG Liceniainq Branch 4 85/04/17 FOST6R.DO Georgia Power Co 
6pp 30099 306-3009& 310 

8604290442 Generic Llr 05 07 to all operating reactor iicensoos re implementation of 
fntegreled schedufos for plant mods Sve list oncl 

THOMPSON, H L Division of Licensing 05/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149 30218 170 

0506160351 Forwards rov to 850506 response to roguest for addi info re effects of run 
ning charging pumps at degraded voltage sotting Comparative flow curves end show 
degradod voltage curve acceptable w/respect to analysis curve 
BAILEY, J A Georgia Power Co 05/05/10 ADENSAM.EG Licensing Branch 4 3pp 

30426 311-30426 313 

6505160420 Forwards revised response to NRC 850509 telcon request for addi Info ro 
Q460 0 & Q43l).41 ro design of auxiliary bidd & intake & exhaust sys 
componentsjospoclively Ends wiff appear in Amend 17 to FSAR 
BAfLEY.JA Georgia Power Co. 05/05/10 ADENSAM.EG Licensing Branch 4 3pp 

30427 079-30427 001 

8505240131 Forwards addi info In response to 050318 request re Generic Ltr 03 20, 
"Required Actions Based on Ganeric Implications of Salem ATWS Events " 

BAILEY, J A Georgia Power Co 85/05/20, ADENSAM.EG Licensing Branch 4 7pp 
30554.126 30554 132 

6505210106 Generic Llr 85 08 to all holders of CPa & OLs re 10CFR20 408 termination 
repl 8 - formats 

THOMPSON, HL Division of Licensing 86/05/23 Consolidaled Edison Co of New 
York, fnc. 20pp 30602.282-30682 301. 

8505290406 Forwards rov to response to Request for Add! Info Q430 72 re calculations 
performed to cfelemifne effects of running charging pumps at degraded vollsgo selling 
^ 88 %) 

BAILEY, J A Georgia Power Co 85/05/23 ADENSAM.E Q Licensing Branch 4 4pp 
30505 253 30595-256 


D. NRC Oraft/Final Environmental StatementSj supple & correspondence 


6505210471 Comments on FES re facility opera I ion. Modi Ned plan for routing high volt- 
age transmission line through Ebeneezer Creek Swamp utilizing taller lowers shouW 
minimize Impact. 

MOORE.S.N. Environmental Protection Agency 85/05/15 MILLER, M Division of LI 
censing 3pp 30499217-30409'219 


E. NRC safety Evaluatlom Report (SER), suppis & correspondence 


8505260096 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con* 
llnuing for addi records 

FELTON.dM Division of Rules and Records 84/10/16 SHOLLY.SC Union of Con 
cerned Scientists 1 2pp. 30630 001 *30630-1 58. 

“•8506280251 Forwards SER input to geology & foundation engineering secdons for pro- 
posed plani Seismology input will be forthcoming. 

DENTON.H.R. Atomic Energy Commission, Directorate of Licensing, 74/04/22 
MOORE, v,A Atomic Energy Commission, Directorale of Licensfnd. 6pp. 30630-174 
30630-179 

65Q5D10254 Summary of 850320*22 meelings w/util, Bee htel.West In gho use A Soul hern 
Co SvcB in Bethesda.MD re SER open Items, Including containment sump desfcn A 
InslrumentaDon for process measurements used for safety functions 
MILLER, M.A Licensing Branch 4 65/04/18. Licensing Branch 4 10pp. 30100 281* 
30101:050. 

--0505010261 Draft evaluallon of QA program descriptiomDescriplion acceptable except 
for listed items A changes submitted by 8S0305 Itr 
* NRG • No Detailed Affiliation Given 85/03/22 3pp 30101.011*30101:013 
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$505020531 Fomards request for ac/d) info on SER Open Hem 98 re procedures oen 
oration package Info should bo provided as soon as possible to resolve open item 
prior to issuance of SER 

ADENSAM,EG Licensing Branch 4 85/04/22 FOSTER, DO Georgia Power Co 
8pp 30141 012 30141 014 

8506100207 Forwards response (o request for addi mfo re draft SER open items 
8AILEY,JA Georgia Power Co 05/04/29 ADENSAM.EG Licensing Branch 4 22pp 
30246 123-30246 144 

6505030476 Submits addI info re draft SER Open Item 112 concerning 
groundwater.including “Revs to Groundwater Suppl." per NRC 850329,0411 & 17 
requests W/two oversize drawings Aperture cards available m PDR 
BAILEYJA Georgia Power Co 85/04/30 ADENSAM,E Q Licensing Branch 4 33pp 
30125135 30125 167 

8505060285 Forwards addi info re draft SER Open Hem 50 re diesel generator auto 
synchronizer In response to 850412 request W/four oversize drawings Aperture cards 
available In PDR 

SAIIEY.J A Georgia Power Co 05/04/30 ADENSAM,E G Licensing Branch 4 2pp 
30155 104 30156 105 

8505130420 Forwards charmes to FSAR Chapter 13 & procedure generation package 
re SER open items for NRC reviow per 650426 telcon Changes will appear In FSAR 
Amend 17 Resumes for shift supervisors & reactor engineer also end 
BAILEY.JA Georgia Power Co BAILEy,JA Southern Co Services, Inc 66/05/02 
ADENSAM,EG Licensing Branch 4 116pp 30270 125-30270 240. 

8506100176 Forwards response to NRC request for addi info re draft SER open 
Items Draft procedure for ultrasonic cast stainless steel & C-E draft implemontation 
procedure for compliance w/Reg Guide 1 150 end 

BAILEY,J A Georgia Power Co 85/05/06 ADENSAM.E G Licensing Branch 4 44pp 
30246 245 30246 286 

S 505100280 Discusses anomalous della temp data noted during 650502 moteorologicat 
site visi1,per draft SER Open Item 2 Apr 1984 data high by 0 76 2 F from bottom to 
top of scale Data used for licensing unaffected 

BAILEYJA Georgia Power Co 65/05/07 ADENSAM.E G Licensing Branch 4 2pp, 
30246 168*30246 159 

6605140389 Revises 0420 41 per util 650506 itr responding to NRC request for addi 
Info re draft SER Open Horn 69 Final reset/overrido design of radiation monitor will 
provido that overrldlng^apurious channel will not affect other monitors 
BAILEY,JA Georgia Power Co 85/05/09 ADENSAM.E G Licensing Branch 4 2pp 
30374 319-30374 320 

B6D51S0380 Forwards changes to FSAR Chapters 13 & 14 resulting from 650426 telcon 
re draft SER open Items.induding EGGS outage data collection procedures In accord 
ance w/NUREG 0737, Item 11 K 3 17 Changes Incorporated In Amend 17, 

OAILEV.JA Georgia Power Co 66/05n0. ADENSAM.E G Licensing Branch 4. 
DENTON.HR Office of Nuclear Reactor Regulation, Director. 7pp 30427 060* 
30427 066. 

8505170020 Forwards for roview.rev lo Paragr^h 13212 In FSAR re simulator per- 
formance testing, per 650506 moeting on draft SER Open Item 02, 

BAILEY.JA Georgia Power Co 05^5/10 ADENSAM.E.G Licensing Branch 4 3pp 
30442-139.30442 141 

8505230486 Advises that proposed plan for settlemont assossmont & long-term sottlo 
menl monitoring of safoty-r elated structures & piping acceptable Requesis ulil commit 
to items In encl & provide justification prior to Issuance of SER, 

NOVAK, TM Assistant Direclor for Licensing, 85/05/10 FOSTER, DO Georgia Power 
Co, 3pp 30544 339-30644 341 

8505246087 Forwards info re confirmatory lest lo be performed for every 7,600 cubic 
yds of backfill placed, in response lo draft SER Open Item 4 fmplomenlalion will begin 
1 wk after NRC approval 

BAfLEY.J.A Georgia Power Co 85/05/20 ADENSAM.E Q. licensing Branch 4 
DENTON Office of Nuclear Reactor Regulation, Director 4pp 30556 103 30556 166 

0S0524O163 Forwards revised response lo NRC Question 450,1 & questions re control 
cQo/n habilabillty evaluation (draft SER Section 6 4, Open Item 51) 

BAfLEViJ A Georgia Power Co. 65/05/20. ADENSAM.E G Licensing Branch 4. 10pp 
3 0655-034-30555 051 

6506290346 Responds to 650520 request for addi info re draft SER Open Items 3,6 & 
1 1 2 Repl will bo prepared & rocommondations made re groundwater monitoring pro 
gram within 6 months 

BAILEYJA. Georgia Power Co. 65/05/21 ADENSAM,E.Q. Licensing Branch 4. 2pp 
30596-1 47*30596.148. 


r. Security, medlcaf, emergency & fire protection plana 

8605020631 Forwards roqueal for addi Info on SER Open Item 96 re procedures gen- 
eration package Info should be provided as soon as possible to resolve open item 
prior lo issuance of SER> 

ADENSAM.E G Licensing Branch 4 85/04/22, FOSTER, DO Georgia Power Co 
3pp. 30141 012-30141.014 

8505060104 Nolificalion of 860502 meoling w/utils In Waynesboro.GA to discuss mote 
ofologlcal info from new metoerofogical tower & correlated data from old & new 
towers. 

W11LER,MA, Licensing Branch 4, 85/04/26. ADENSAM.E.G, Licensing Branch 4 
2pp, 30106*345 30166 346 

8506130420 Forwards changes to FSAR Chapter 13 & procedure generation package 
re SER open items for NRC review per 850426 telcon Changes will appear In FSAR 
Amend 17 Resumes for shift supervisors & reactor engineer also encl. 

BAILEY.JA, Georgia Power CJo 05/06/02, ADENSAM.E.G Licensing Branch 4 
116pp 30279.126.^279.240 

8605100096 Forwards draft "Annex D to Georgia Radiological Emergency Plan, Plant 
Vogtle," "Burke County Emergency Mgt Agency Radiological Emergency Plan.,.’ & 
"South Carolina Operational Radiological Emergency Response Plan.. . 

FOSTER. DO Georgia Power Co. 85/05/03. Office of Nuclear Reactor Regulation, Di- 
rector. Spp 30246’346-30247.274. 


'“8505100101 Preirmlnary draft "Annex D to Georgia Radiological Emergency Plan, Plant 
Vqglle" 

* Georgia, Slate of 05/04/30 63pp 30246 348 30247 053 

“-8505100104 Preliminary draft "Burke County Emergency Mgt Agency Radiological 
Emergency Plan for Nuclear Inciderits/Acddonts Involving Vog tie tie cine af GeneraL 
ing Plant ” 

* Burke County, GA 85/04/30 76pp 30247 054 30247 126 

-“8505100110 "South Carolina Operational Radiological Emergency Response 
Plan,SCOREPP-64,ln Support of Fixod Nuclear Faclltlios ” 

MOORE.J P South Carolina. Stale of 84/06/30 150pp 30247 127-30247,274 

8505240014 Summary of 050311 meeting w/ulif & Southern Co Svcs.Inc re emergency 
planning List of participants end 

MILLER, M A Licensing Branch 4 65/05/08 Licensing Branch 4 Spp 30563 334 
30563 336 

85051 603Q0 Forwards changes to FSAR Chapters 13 & 14 resulting from 650426 telcon 
re draft SER opon Items, Including ECCS outage data collection procedures in accord 
ance w/NUREG-0737, Item IJ K 3 17 Changes incorooraled fn Amend 17 
BAILEY.JA Goorgia Power Co 65/05/10 ADENSAM.E.G Licensing Branch 4 7pp, 
30427 660-30427 066 

0505230765 Forwards evaluation of util 050315 response to NRC repl on conformance 
to Rev 2 to Reg Guide 1 .97 Evalualion IJsIs items where addi justification &/or clarifi- 
cation needed 

NOVAK, TM Assistant Direclor for Licensing 85/05/14 FOSTER, DO. Georgia Power 
Co 6pp 30543 267-30543 272 

6505210348 Change 2 to base plan of Stalo of GA radiological emergency plan W/ 
050517 Ilf 

CLACK, a J Georgia, Slate of FOSTER.D.O, Georgia Power Co 85/05/17 DENTON 
Otfice of Nucloar Reactor Regulation, Director 72pp 30495 192-30495 261 

8505230442 Forwards Rev 1 lo omergoncy plan, addressing questions arising during 
review of Rev 0 & add) Info discussed at 850430 0501 site visit 
FOSTER, DO Georgia Power Co 85/05/17 ADENSAM.E G Liconslng Branch 4 
2pp 30537,007-30537-310 

“.8505230449 Rev 1 to emergency plan Throe oversize drawings end Aperture cards 
available In PDR 

* Georgia Power Co 85/05/31 300pp 30537 009 30537 310 

6505240163 Forwards revised response to NRC Question 450.1 & questions re control 
room habilabillty evaluation (draft SER Section 6 4, Open Item 51) 

BAILEY.J.A Georgia Power Co 85/05/20 ADENSAM.E G Licensing Branch 4 10pp 
30555*034.30555 051 


Q, Adjudicatory correspondence 


0506070225 Order granting applicant 650422 request for leave to withdraw 650415 
motion lo compel because ot moolness Served on 650506 
MARGUL1ES.M 0 Atomic Safety and Licensing Board Panel ^51205 002 85/05/03 
Goorgia Power Co 1p 30100 067-30180 067 

050S0B0486 Provides followup to 650419 Mr re motion to compel Board accepted possi- 
bility of steam generator tube rupture as contention in proceeding Certificate of Sve 
onci Related correspondence 

JQHNSON.T. Campaign for Prosperous Georgia JO)HNSON,T. Georgians Against Nu 
clear Energy #205 9fl 85/05/03 JOINER* J Troulman, Sanders, Lockerman & Ash 
more 3pp 30218-140 30216 142 


K, Utirily Final Safety Analysis Report (FSAR) & amends 

8505090273 Amend 16 to FSAR for Vogtie Electric Generating Plant W/650430 Itr 
FOSTER.O O Georgia Power Co 65/04/30 ADENSAM.E G Licensing Branch 4 
DENTON Office of Nuclear Reactor Regulalion, Director 210pp 30221 330 
30222*179 


Q, Inspection reports, IE Bulletins & correspondence 


8505280066 Partial response to FOIA request for documents produced under contract 
lo NRC on reviews of PRAs (or listed plants Forwards App A documents. Search con 
tlnulng for addi records. 

FELTON.JM Division of Rules and Records 84/10/16 SHOLLY.SC Union of Con- 
cerned Sclenllsis, 12pp 30630.001-30630158 

-8505280287 Summarizes 771116 insp of oxcavallon for facility foundakons Insp re 
vealod no evidence of warned marker beds or offsets, shears, folds & deformation 
zones within excavation JD Duffin 771215 Itr to util encl 

HELLER.L W, Geosciences Branch. 77/11/21. STEPP, J C. Geosciences Branch 2pp. 
30630.194-30630.201 

8505200478 Ack receipt of 650321 Hr informing NRC of Bteps taken lo correct violations 
noted In Insp Repts 60 424/85 02 & 50-426/65 02 

BROWNLEE, V.L Region 2, Office of Direclor, 85/04/05. KELLY.R J. Georgia Power 
Co. 2pp 30467*316-30407-320. 

-8505200483 Responds lo NRC 850221 Itr re violations noted In fnsp Repts 50-424/65- 
02 & 60 425/85 02 Corrective actions Pullman/ Kenllh-Fojison procedures being re- 
vised lo include controls re drawing change distribution 

FOSTER, D.O Georgia Power Co 65/03721, OL8H1NSKI.J.A, Region 2. Office of Dl- 
rector Spp, 30467-316-30487-320. 

6505200232 Forwards Insp Repts 50 424/65-1 1 & 50 425/06-11 on 6503 1 M4 & notice 
of violation 

WALKER,R,0. Region 2, Office of Director 85/04/08, KELLY, R.J, Georgia Power Co 
Spp. 30466 036-30486 055 
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~i5052002'(1 Insp Flapis 50-424/65-11 & 50-425/85 11 on 860311-14 Violalron 
noted failure to fellow field woldi-ng insp procedure 

CROWLEY.Bfl . BLAKE. JJ Region 2, dtfice of Director 65/03/29 14pp 30486042- 
30486 055 

8505170327 Forwards (nsp Repts 50-424/85-12 & 50-425/B5-12 on 850319-22 & notice 
of violation 

WALKER.R D Region 2, Office of Director. 85/04/09 KELLY*R J Georgia Power Co 
3pp. 30463 186 30463175 

-8505170369 Insp Repls 60 424/85-12 & 50 425/85-12 on 850319-22 Violation 
noted failure to follow procedure for danger installation & insp 
LIU.W.C, BLAKE.JJ Region 2, Office of Director 85/04/03 Spp 30463 1 71- 
30463.1 75 

8506220069 Forwards Insp Repts 50 424/85-08 & 50 425/05-08 on 850225-0301 & no- 
tices of violation & deviation. 

WALKER.R D Region 2, Office o1 Director 85/04/11 KELLY, RJ Georgia Power Co 
3pp 30527 202-30527 221, 

->8505220071 Nolrce of violation from Insp on 850225 0301 

* Region 2. Office of Director 85/04/11. 2pp 30527 205-30527 206 

-8505220072 Notice of deviation from fnsp on 850225-0301 

♦ Region 2, Office of Director. 85/04/1 1. Ip 30527^207-30527 207. 

-8505220074 fnsp Repts 50 424/85 08 & 50 425/85 08 on 850225 0301 Violation 
noted no arrangements for physical control of access in place for instrumentatfon sat- 
eilite warehouse Deviation noted inadequate procedure for slnictural weJds 
HALLSTROM.G A . BUKE.J.J Region 2, OJfIca of Director 85/02/27, 14pp 
30527208-30527 221 

8565210008 Forwards Insp Repts 50 424/85-10 & 50 425/85-10 on 850312-15 No vjO- 
falrons or deviations noted 

BROWNLEE, V.L Region 2, Office of Director 85 / 04 / 16 . K6LLY.R J Georgia Power 
Co 3pp 3051 4'1 15-3051 4-127, 

-8505210011 Insp Reels 50 424/85-10 & 50-425/85-10 on 850312-15 No violations or 
deviations noted M^or areas inspectod.worker concern re cable pulling 
procedures,eloctrica1 QC inspector training procedure revs &. fnsp documentation slg- 
noffs 

HUNT.MD,, CONLON.TE Region 2, Office of Director 85/04/11, 7pp 30514*121- 
30514 127 

$505200571 Forwards Insp Repts 50-424/85 09 SO 425/85 09 on 650223 0322 & 
notice of violation 

BROWNLEE.V.L Region 2, Office of Director 85/04/18 KELLY, RJ Georgia Power 
Co 3pp 30407*324'-30487 340 

->6505200577 Insp Repts 50 424/85 09 & 50 426/85 09 on 850223-0322 Violation 
noted failure to follow procedure to prevent dissimilar rnefallic malls from coming In 
direct contact w/one another. 

SANDERS, W.F . ROGGE.J F„ SINKULE.M V Region 2. Office of Diroctor 85/04/16 
1 3pp 304 B7 -328-30487.340, 

$505200237 Ack receipt of 850402 Hr informing NRC of slops taken to correct viofallons 
noted in Insp Repts 50 424/84-36 & 50-425/84 •SS.Impfemontation of correcllve ac- 
iions will be examined during future Insps 

WALKER.R D Region 2, Office of Director. 85/04/19 KELLY, RJ Georgia Power Co 
2pp 30486 056-30486 066 

-8505200242 Responds to violations noted in Insp Ropts 50-424/84-36 & 6O-426/04- 
36 Corrective actions Pullman Power Products will evaluate technique used by malls 
test Inspeclor to determine If NDE results adversely Impacted. 

FOSTER. D,0 Georgia Power Co 85/04/02 WALKER.R D Region 2, Office of Direc- 
tor, 9pp 30486058-30486066. 

6605030378 Forwards requesi lor addi Info re 850415 response to IE Bulletin 70- 
15, Open Item 26K concerning long-term operability of deep draft pumps Licensing 
Review Group II guidelines ena Response requestea by 850801. 

ADENSAM.E.G Licensing Branch 4, B5/04/26 fOSTER.OO. Georgia Power Co 
3pp 30163:326 30163.333. 

6504250452 IE Jnfo Notice 85 034, "Heat Tracing Coniributes to Corrosion of Stainless 
Steel Piping." Svc list end 

JORDAN,fc L Division of Emergency Preparedness & Engineering Response (Post 
Q30103J 85/04/30. Consolidated Edison Co of New York, Inc 107pp, 30115.185- 
30115 291. 

8504260456 fE Info Nobco 85-035, "Fallura of Air Check Valves to Seat." Svc list end, 
JORDANiEL Division of Emeraency Preparedness & Enaineerfng Response (Post 
830103) 65/04/30 Consolidafod Edison Co of New York, (nc. 108pp. 30116.077- 
30115184 

850506041 B IE Info Notice 84-52, SuppI 1, “Inadequate Mall Procurement Conlnols on 
Part of Licensees & Vendors ■' 

JORDAN.E.L Division cf Emergency Preparedness & Engineering Response (Post 
839103). 85/05/08 Consolidated Edison Co of New York, Inc. lOpp 30616*330- 
30615347 

850S130034 IE Info Notice 85-037, "’Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Svc list encf 

JORDAN.E L Dwlsion of Emergency Preparedness & Engineering Response (Post 
630103) 05/05/14 Yankee Atomic Elecific Co 4pp 30848*272-30849 014. 


S. Reporlable occurrences, LERa A related correspondence 

8505 169075 Further response io FOIA raquesi for documents ro operation of Grand 
Gulf Nuclear Station since 8401 01, Including operation w/TDJ diesel generators A use 
of TDf generators at facifiW App A documents In PDR. 

FELTON, JM, Division of Rules and Records 84/09/20 aELL.N. Nuclear Information 
A Resource Service 3pp. 30454:105-30454:351 

-8508 160104 Forwards attendance list, handouts A slides used at 640126 m<eeling w/ 
TDJ Owners Group 

CARUSO, R. Licensing Branch 2. 84/02/02 Licensing Branch 2. 113pp. 30464:1 10- 
30454 351 


8505130178 Suppis response to FOIA request for documents re TD) diesel genaralors 
at facility & list of problems & defects which occurred w/TDI generators used or 
tested Forwards Apps A & 8 documenis Documents also placed in PDR 
FELTON, JM Division of Rules and Records 84/10/30 BELL.N Nuclear Inforn^allon 
& Resource Service 4pp 30366 192-30366195 

-8404260430 Forwards comments on "Design Review of Connecting Rod Bearing 
Shells for TDI Enterprise Engines" & "Emergency Diesel Generator Rocker Arm Cap. 
screw Stress Analysis “ Rept does not present sufficient data to support bearing m 
BERUINGER.CH Division of Licensing 84/04/11 MCGAUGHY.JP Mississippi 
Power a Light Co 7pp 30387 332-303B7 330 

-8407990367 Summary of 840426 meeting w/TDI Owners Group in Wading River, NY re 
status a progress of program to establish reliability of diesel generator, Tran script a 
viewgraphs end 

MILLtR.MA Division of Licensing B4/06/26 Division of Licensing 56pp 30387352- 
30386 179 

6S05160170 Part 21 repl re errors In safely grade core exit thermocouple sys during & 
following postulated high energy line break Probably caused by moisture mgrassion A 
thermal expansion Qualification program completed, 

RAHE.E P. Westinghouse Electric Corp 85/05/09 TAYLOR. J M Director’s Office, 
Office of inspection and Enforcement 5pp 30427.112-30427 116 

8595210323 Pari 21 rept re potential defect fn engine generator control panels of DSft 
or DSRV-16 standby diesel generator Review of generator control panel Inslallaticn by 
each facllify recommended 

BOYER.Rt, Transamerica Delava), Inc. 05/05/17 Director's Office, Office of Inspec 
lion and Enforcement Spp 30489.339 30469 343 


T, Hearing transcripts on non-antItrust matters 

8605280006 Partfal response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents.Search con 
tinufnd for addI records 

FELTON, JM, Division of Rules and Records. 84/10/16. SHOLLY.S.C. Union of Con 
cerned Scientists. 12pp 30630 001-30630.168. 

-8505280267 Forwards testimony of RA Thomas to bo Introduced by applicant at 
740509 hearing. 

BAXTER, T A Shaw, Pittman, Potts & Trowbridge. 74/05/07. REILLY, TW Atomic 
Safety and Licensing Board Panel Ip 30630181-30630.181 

-8505200275 Testimony of RA Thomas supporting proposed alt© for reactors as sulta 
ble location Ceriiflcato of Svc end 

THOMAS, R A Georgia Power Co, THOMAS, R.A. Southern Co. Services, Inc 74/05/ 
07 12pp, 30630*182-30630 193 

8505060495 Transcript of T Johnson 850312 deposition In Atlanta, GA re Conlention 14 
concerning TDI diesel generators Supporting aocumenlalion end Related correspond 
ence 

JOHNSON.! Georgia Power Co. ^285 852 85/03/12 280 pp. 30164 032-30164 305 

8505060441 Transcript of H Dautsch 860326 deposition fn Atlanta,GA. Related corre 
spondence 

DEUTSCH.H Georgia Power Co DEUTSCH.H Georgia Institute of Technology, A1lan- 
ta, GA. #285 854 85/03/25. 87pp 30164 068-30154*154. 

8505060445 Transcript of W Lawless 850326 deposition In Alfanta.GA Related corre- 
spondence, 

LAWLESS, W. Georgia Power Co. #285 653 85/03/26 Atomic Safety and Licensing 
Board Panel 148pp. 30153,282-30154 067 


DOCKET 60-426 ALVIN W, VOQTLE NUCLEAR PLANT, UNIT 3 


A Appllcatlon/conatructlon stage documents & correspondence 

8505280066 Partial response to FOIA request for documenis produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documenis Search con- 
tinuing for addi records 

FELTON, J.M. Division of Rules and Records. 84/10/15. SHOLLY.SC Union of Con 
cerned Scientists 12pp, 30630:001-30630 15B 

-6505280130 "Brief Summary of Soil Conditions & Foundation Evaluation, Units 1-4“ 
* Bechtel Corp. 73/04/30. 10pp. 30030 016-30630 024. 

-8605280147 Comments on util intent to increase use of groundwater for makeup waler 
purposes Concept of using wells ss Class 1 makeup water sources Justifies special 
evaluation Involving listed cril era. Related Info end, 

KILPAT RICK, F A. Interior, Dept, of, Geological Survey 73/05/11. GAMMILL,W.P 
Atomic Energy Commission, Directorate of Licensing 13pp 30630:025-30630037. 

-8506280157 Forwards request for addi Info re application for license to contruct 
plants Addi Info should bo avallble for review by 730706 

KNIEL,K. Atomic Energy Commission ■ Deputy Director for Reactor Projects. 73/05/ 
16. MITCHELL, l.s. Georgia Power Co 31pp 30630.038-30630 068 

-85DS260166 Forwards questions on geology & foundation engineering re proposed 
plant Position paper recommending atfdl site exploration currently being prepared. 
DENTON, HR, Atomic Energy Commission, Directorate of Ucensing 73/06/06 
DEYOUNG, RC. Atomic Energy Commfeslon - Deputy Director for Reactor Projects 
3pp, 30630.069-3(>630.Q71. 

■“6505280' 1 76 Forwards review of PSAR re soil mechanics & geology features of pro- 
posed structures Comments pertain to analysis of static & dynamic stability of founda- 
tions of structures A earth slopes NA Dixon 730514 memo end. 

KELLY, J.L Army, Dept, of 73/06/06. MUNTZING.LM Atomic Energy Commissic/i 
7pp 30630'072.30830'078. 

-“8505280162 Forwards request for addi Info In order to continue review of application 
for license to construct plant Info should be available for review by 730727 
KNIEL,K Atomic Energy Commission - Deputy Director for Reactor Projects 73/06/ 
12. MITCHELL, I S. Georgia Power Co. 22pp 30630.079-30630:100. 
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-8505280180 Forwards RH Morns draft site exam rept for plant 
BALTZ.E,H Injenor. Dept of, Geologrca! Sun/ey 73/06/20 GAMMJLL.W P Atomic 
Energy Commission, Oirectorato of Liconsfng Ip 30630 101-30630 101 

-65 05280 191 Draft site rept for plant on 730424 & 25 Related info onef 
MORRIS, R H Interior. Dept of, Geological Survey 73/05/31 52pp 30630 102- 
30630 153 

-8505260199 Forwards RH Morris second preliminary review of geological aspects of 
plant Previous prelimmafY review transmitted on 730327 

BAtTZ.EH Interior. Dept of, Geological Survey 73/10/05 GAMMILL.WP Atomic 
Energy Commission, Directorate of Licensing Ip 30630 154-30630 154 

•■•8505280206 "Preliminary Review 2 Geology *’ 

MORRIS, RH Interior, Dept of, Geological Survey 73/09/11 2pp 30630 155- 
30630 156 


-6505260157 Forwards request for add! info re application for license to contruct 
fanls AddI info should be availblo for review by 730706 

NJEL.K Atomic Energy Commission Deputy Director for Reactor Projects 73/05/ 
16 MITCHELL, fS Georgia Power Co 31 pp 30630 03G 30630 060 

— 650S260166 Forwards questions on geology &■ foundation engineering re proposed 
plant Posklion paper mcommonding addi site exploration currenlfy being prepared 
DENTON.H R Atomic Enorgy Commission, Directorate of Licensing 73/06/06 
DE YOUNG, RC Atomic Energy Commission - Doputy Director for Roaclor Projects 
3pp 30630 069-30630 071 

-8505260175 Forwards review of PSAR ro soii mechanics & geology foatuies of pro 
posed structures Comments pertain lo analysis of static & dynamic stability of founda 
tions of atructuros & earth slopes NA Dixon 730514 memo end 
KELLY.J L Army. Dept of 73/06/06 MUNTZING.LM Atomic Energy Commission 
7pp 30630 072-30630 076 


--8506260220 Forwards revised Page 2 lo preliminary draft review of PSAR originally 
submitted on 731005 Changes correct identification of boundaries being discussed for 
Tnasslc basin urderlyino Coastal Pfain deposits of site 

HOUSER, FN fnlerior. Dept of. Geological Survey 73/10/30 GAMMILL.WP Atomic 
Energy Commission, Directorate of Licensing 2pp 30630 157-30630 158 

-8506280234 Forwards Geology Branch 740130 comments on Amend 13 to application 
for leconses.por 740130 telconAddl borings & testing program have satisfactorily 
proven bearing capacity of cfay marl formation for all structures 
DODSON,EL Army, Dept of 74/01/31 CARDONE.T Atomic Energy Commission, 
Directorate of Licensing 2pp 30630 163-30630 164 

-8505280241 Forwards RH Morris draft review of geological aspects of plant as pre- 
sonlad In PSAR & amends Final rept will be transmitted when seismologic review 
competed 

BALTZ,E H Interior, Dept of, Geological Survey 74/02/21 GAMMILL.WP Atomic 
Energy Commission, Directorate of Licensing Ip 30630 165 30630 165 


~66052a0T82 Forwards request for addi info in order lo continue review of application 
for license lo construct plant Info should bo available for review by 730727 
KNIEL.K Atomic Energy Commission - Deputy Director for Reactor Projects 73/06/ 
12 MITCHELL.IS Georgia Power Co 22pp 30630 079-30630 100 

-8605280188 Forwards RH Morns draft sito sxam repi for plant 

BALT2.EH Jnterror. Dept of. Geological Survey 73/06/20 GAMMILL.WP Alomrc 
Energy Commission, Oiroctoralo of Lfconslrig ip 30630 101-30630 101 

-B505280191 Draft site rept fpr plant on 730424 & 25 Related info end 
MORRIS, R H Interior, Dept of, Geological Survey 73/05/31 52pp 30630 102- 
30630 153 

-8505280109 Forwards RH Morris second preliminary review of geological aspects of 
plant Previous preliminary review Iransmilted on 730327 

BALTZ.E H Interior, Dept of. Geological Survey 73/10/05 GAMMILL.WP Atomic 
Energy Commiaslon. Directorate of Licensing Ip 30630 154-30630 154 


8S0S28Q245 "Droft Review Geology " 

M ORRIS, R H Interior, Dept of. Geological Survey 74/02/08 4pp 30630 166 
30630 173, 


-850526020B "Preliminary Review 2 Geofogy " 

MORRfS.RH Interior. Depi of, Goological Survey 73/09/11 2pp 30630 155 
30630156. 


-B505280260 Notification of 740509 meeting of witnesses & silo safely porsontnol ac- 
companying M Donton to Vogtlo hearing In Bethosda.MD to discuss problems appli- 
cant raises or potential conflicts w/H Denton testimony 

SEIFFERT.P Atomic Energy Commission. 74/05/08 Atomic Energy Contmlssion Ip 
30630 180-30630 180 


8506260220 Forwards revised Page 2 lo preliminary draft review of PSAR ongrnaily 
submitted on 731 DOS Changes correct idontifrcation of boundaries being discussed for 
Triassic basin underlying Coastal Plain deposits of silo 

HOUSER.FN Jnterlor, Dopl of. Geologicfit Survey 73/10/30 GAMMILL.WP Atomic 
Energy Commission, Directorate of Licensing 2pp 30630 157-30630 160 


8506280229 Summary of 731101 meeting w/utif, Bechtel, S5J, Southern Sves, USGS & 
Dept of Army,Chiof of Enginoors In Bethosda.MD ro geology & subsurface exploration 
ofblani site List of attendees & review status as of 730531 end 
CROCKER.L P Atomic Energy Commission • Deputy Director for Reactor Projects 
73/11/05 Atomic Energy Commission, Directorate of Licensing 4pp 30630159 
3063D 1G2 


E. NBC Safety Evaluation Report (SER), suppis & correspondence 

8606260066 Partial rosponso to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
linuing for addi records 

FELTON, J M Division of Rulos and Records. 84/10/15 SHOLLY.SC Union of Con 
corned Scientists 12pp 30630 001-30630158 

-8506280251 Forwards SER input to geology & foundation engineering sections for pro- 

B osec) plan-t Seismology input wlli ho forthcoming 

lENTON.H R Atomic Enorgy Commission, Diroctorato of Licensing. 74/04/22 
MOORE, V A Atomic Energy Commission, Oiroclorato of Licensing, 6pp 30630 174- 
30630 1 79. 


T. Hearing transcripts on non-antltruat matters 

6505280066 Partial response to FOIA request for documantfl produced under contract 
lo NRC on reviews of PRAs for listed plants Forwards App A documonls Search con- 
llnulng for addi records 

FELTDN.ifM Division of Rulos and Records 84/10/16 SHOLLY.SC Union of Con 
corned Scienlisis 12pp 30630 001-30630,168 


-6505280234 Forwards Geology Branch 740130 comments on Amend 13 to application 
for licenses, per 740130 telconAddl borings & testing program have satisfactorily 
proven bearing capacity o1 ciay marl lormation for ail structures 
DODSON, E L Army, Dept of 74/01/31 CARDONE.T Atomic Energy Commission, 
Direclorafe of Licensing 2pp 30630 1 63 30630 1 64 

-8505200241 Forwards RH Morris droft review of geoiogicaf aspects of plant as pre 
senled in PSAR S amends Final rapt will be transmitted whan seismologic review 
compfetad 

BALTZ.E H. Interior, Dept of, Geological Survey 74/02/21 GAMMILL.WP. Atomic 
Enorgy Commission, Directoralo of Lfconsing Ip 30630 165 30630 165 

-050528024 S "Draft Review Geology " 

MORRIS, R H Interior, Depi of, Qoological Survey, 74/02/08 4pp 30630 166- 
3Q630 173 

-8505280260 Notificalion of 740509 meeting of witnassea & site safety personnel ac- 
companying H Ponton to Vogtlo hearing in Bothosda.MD to discuss problems appli- 
cant raises or potontiat conflicts w/H Denton testimony 

SEIFFERT.P. Atomic Energy Commission 74/06/06 Atomic Enorgy Commission. Ip 
30630 180-30630 180 

6505260229 Summary of 731 101 meeting w/utlLBechlol, SSI, Southern Sves, USGS & 
Dept of Army, Chief of Englneors in Bethosda.MD re geology & subsurfaca exploration 
ofbtant sflaUst of attendees & review status as of 730531 end 
CROCKER.L P Atomic Enemy Commission - Deputy Director for Reactor Projects 
73/11/05 Atomic Energy Commission, Directorate of Licensing 4pp 30630.150- 
30630,162 


E. NRC Safely Evaluation Report (SER), supj>is ft correspondence 


■8505280287 Forwards lealimony of RA Thomas to bo introducod by applicant at 
740609 hearing 

BAXTER, T A, Shaw, Pittman, Potts & Trowbridge. 74/05/07 REILLY, TW. Atomic 
Safety ond Licensing Board Pane) Ip 30630 181-30030,101 

►8605280275 Testimony of RA Thomas supporting proposed site for reactors as suite- 
bio location CerUflcato of Sve onci 

THOMAS,RA Georgia Power Co 74/05/07 12pp 30630.102-30630193 


docket 60-427 ALVIN W, VOQTLE NUCLEAR PLANT, UNIT 4 


6505260066 Partial rosponso lo FOIA requoM for documents produced under contract 
lo NRC 00 reviews of PRAs for fisted planliS Forwards App A documents Search con 
tinuing for addi records 

FELTON, JM. Division of Rules and Records 84/10/15 SHOLLY.SC Union of Con- 
cerned Sclentlals 12pp 30630 001-3Q630 150 

-8505260261 Forwards SER input lo geology & foundation ongmaering sections for pro- 
posed plant Selsmofogy Input will be forthcoming 

DENTON, H R. Atomic Enarny Commission. Directorate of Licensing 74/04/22 
MOORE, V, A Atomic Enorgy Commission, Directorate of Licensing 6pp 30630 1 74 
30630,170, 


A, Appffcatlon/construotlon stage documents & correspondence 

8505280066 Partial response to FOIA requost for documents produced under contract 
lo NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
tinuing for add! records ^ ^ , 

FELTON. J.M. Division of Rules and Records 84/10/15, SHOLLY.S.C. Union of Con- 
cerned Sc lontista 12pp 30630 001*30630.158 


T. Hearing transcripts on non-antltruat matters 

8505280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for fisted plants Forwards App A documents Search con 
tinuing for a-tfdl records 

FELTON, JM Division of Rufos and Records 84/10/15 SHOLLY.SC Union of Con 
cerned Scion II sis. 12pp 30630,001-30630,1 bO 


•8505280130 "Brief Summary of Sol) Conditions & Foundation Evaluation, Units 1 4" 
‘BechlolCorp 73/04/30 10pp. 3O03O'O1 6-30630,024 


-8505280 147 Comments on util intent to increase use of groundwater for makeup water 
purposes Corrcept of using wells as Class 1 makeup water sources justifies special 
evaluation involving listed c rite ra, Related info end 

KfLPATRICK,F.A Interior, Dept, of, Geological Survey 73/05/11 GAMMILL.W.P 
Atomic Energy Commission, Directorate of Licensing 1 3pp 30630.026-30630,037 


■8505280267 Forwards testimony of RA Thomas to be introduced by applicant at 
740609 hearing, 

BAXTER, T A, Shaw, pjtiman. Potts & Trowbridge 74/05/07 REILLY, TW, Atomic 
Safety and Lkensing Board Panel, Ip 30830 1 81-30630 1 81 

■8505280275 Testimony of RA Thomas supporting proposed site for reactors as buIIb- 
bio focation Certificate of Sve end 

THOMAS.R.A Georgia Power Co 74/05/07 12pp 30630 182 30630 193 
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DOCKET 5<y 433 UNIV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


F- Security, medical, emergency & fire protection plans 

8509210287 Ack receipt of and 850502 Hr informing NRC of steps token to correct vto- 
lallons nolGd in phwlcal security insp End withhold (ref 10CFR2 790) 
MONTGOMERY,jL Reqfon 5, Office of Director 85/05/16 KROES.RJ. California, 
Univ of. Santa Barbara, CA Ip 30405125 30495 125 


Q. Inspection reports. IE Bulletins A correspondence 

6505219287 AcK receipt of encf 850502 Itr fnforming NRC of steps taken to correct vio- 
laflons nolQd in physical security Insp End withheld (ref 10CFR2 790> 
WONTGOMEBY.JI Reg^lon S. Office of Director 65/05/16 KROES,RJ California, 
Unlv of. Santa Barbara. CA ip 30495 126*30495 126 


DOCKET STN S 0*437 FLOATING NUCLEAR PLANT 


A. Appllcatlan/construcilon stage documents A correspondence 

8S05200001 Furiher response to FOIA request that records re 15 listed FIN Ides bo 
made avalilable (n PDR App C & D leceids available in PDRPeview continuing 
FELTON.J M Division of Rules and Records 84/09/20 SHOLLV.SC Union of Con- 
cerned Sc lontists. 12pp 30509 072-30503 083 

-6301280408 Forwards aid o/cler for DOE work ''Safety Evaluation of Core- Melt 
Accidents G6SSAR * FDA, Limerick - OL.FNP - ML." 

MATTSON, RJ. Division of Systems Inlegralion (post811005^ FIN A'3711 83/01/24 
OGEKA.GJ Enoroy, Dept of. Ip 30503.205.30503'216 

-8301280409 Sid order for DOE work "Safety Evaluallon of CoreMeft 

Accldanl8.GESSAR - FDA.Lfmenck - OL.FNP * ML," issued to BNL 
MATTSON.RJ Division of Systems Integration (post SHOOS) F(N A-3711-3 83/01/ 
24 1 1pp. 30503 206-30503 216 

-8308240649 Std order for DOE work "Safety Evafuation of Core Melt 

Accidents Casework Reviews for QESSAfi,Llmerick,FNP,"awarded to BNL. 
MATTSON.R J Division of Systems Integration (post 811005) FIN A-3711-3 83/08/ 
08 4pp- 30503-220*30503-241, 

-8505200052 Requests proposal for tecbnlcaf assistance to "Safety Evaluation of Core 
Malt Accidojits QESSAR-f^ALimerJck OL & FNP " Slalement of work erjc) 
MATTSON, R J Division of Systems Intaqralron (post 811005) FIN A-3711. 82/11/20. 
OGEKAG J. Energy. Dept of 12pp, 30503-1 40-30503’1 57. 

-8595200057 Forwards prolecl descriptive summary .draft statement of work A interofc 
concurrences from RES,NMSS,IE,AEOD & Region IV for "'Safety Evaluallon of Coro 
Molt Accidents’ Casework Reviews for Limerfck.GESSAR & FNP " 

DENTON, H R. Office of Nuclear Reactor Regulation, Dfrector FIN A-3711 02/12/10. 
BECKWITH, C NRC * No Detailed Affiliation Given epp 30503 '158-30503. 163 

-6505200064 Forwards technical assistance project, "Safety Evaluation of Core Melt 
Accidents QESSAn*FDA,L)mBrick-OL 8 FNP. for review & concurrence W/o end. 
QRENIER.B L Planning & Program Analysis Staff. FIN A-3711. 82/11/23. HAYES.M. 
Office of Nuclear RogufatOfy Research, Director. 9pp 90503 164*30503.172 

-6505200969 Forwards project descriptive summary, draft statement of work &. Interofc 
concurrences for, "Salely Evaluallon of Core Melt Accidents Casework Reviews for 
Umorick,GESSAR & FNP." 

DENTON.H R, Office of Nuclear Reactor Regufallon, Director. FIN A-9711 82/12/10 
BECKWITH.C. NRG - NO Delailod Affiliation Given. Opp 30503:173-30603.181 


-8506200275 Fonwards unexecuted std order for DOE work for FIN A 3711, "Safety 
Evaluation of Core Melt Accldems Casework Reviews for GESSAH.Lfmonck & FNP ' 
MATTSON.RJ Division of Systems Integration (post S1 1005) FIN A-3711 83/11/01 
OGEKA.QJ Energy, Depi of 5pp 30503 263 30503 267 

-8605200287 Forwards std order for DOE work for FIN A-3711, "Safety Evaluallon ol 
Core MefI Accidents GESSAR FDA, Limerick OL & FNP-ML " 

OGEKA.QJ Energy. Dept of FIN A-3711 83/11/16 DANDOIS.D B Ofijco of Re- 
source Management, Director 1p 30503 268 30503 268 

-8505200296 Executed std order for DOE work "Safety Evaluation of Core Mall 
Accidents GESSAR-FDA,Limenck*OL, FNP ML," issued to oNL 
MATTSON, R d Division of Systems fntogration (post 811005) FIN A 3711 4 83/11/ 
16 13pp 30503 289*30503 281 

-B505200305 Forwards unexecuiod std order for DOE work for FIN A-3711. ’'Safety 
Evaluallon of Cor© Melt Accidents GESSAR-FDA, Lfmenck OL ■& FNP-ML," aulhorizinj 
incremental funding to continue work 

MATTSON.R J Division of Systems Integration (post 811005) RN A-371 1 84/01/16 
OGEKA.G J Energy. Dept of 2pp 30503 282-30603 283 

-8505200320 "Safety Evaluation of Coro Melt Accident GESSAR-FDA. Limerick 
OL.FNP-ML," monthly highlights for Jan 1084 

KATO.WY Brookhaven National Laboraloiy FIN A-3711. 84/02/13 CARTER.J L 
Reactor Systems Branch 6pp 30503 200 30503 295 

-0505200396 "Safety Evaluation of Core Melt Accidents GESSAR-FDA. Limerick 
OL, FNP-ML." monthly highlights for Jan 1983 

PRATT.WT Brookhaven National Laboratory FIN A-3711 83/01/31 MEYEB.JF 
Reactor Systems Branch 2pp 30503.296 30503 297 

-8506200345 "Safety Evaluation of Core Melt Accidents GESSAR-FDA Limerick 
OL,FNP-ML " monthly highlights for Feb 1903. 

PRATT.WT Brookhaven Nalional Laboratory. FIN A-3711 03/02/28 MEYEB.JF 
Reactor Systems Branch 2pp 30503 298-30503 299 


-8606200355 "Safety Evaluation of Core Molt Accidents GESSAR-FDA, LImarick 
OL, FNP-ML," monthly highlights for Mar 1983 

PRATT.WT, Brookhaven National Laboratory FIN A-3711 83/03/31. MEYEB.JF 
Reactor Systems Branch 2pp 30503 300*30503 301 

-8506200365 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limarick 
OL,FNP ML," monthly highlights for Apr 1983 

PRATT,WT Brookhaven National Laboratory FIN A-3711 03/04/30. MEYERJF 
Reactor Systems Branch, 3pp 30503 302*30503 304 


-8505200372 "Safety Evaluation of Coro Melt Accidents GESSAR-FPA, LImarick 
OL,FNP-Ml," monthly highlights lor May 1983 

PRATT, W.T Brookhaven National Laboratory FIN A 3711 83/05/31. MEYER.JF 
Reactor Systems Branch 3pp 30503 ’30 5-3 0503 307 


•6505200377 "Safety Evaluation of Core Molt Accidents GESSAR-FDA, Limorick* 
OL, FNP-ML," monthly highlights for June 1983 , , . ^ 

PRATT.WT. Brookhaven National Laboratory FIN A-3711 83/06/30 MEYER,JF. 
Reactor Systems Branch 3pp 30503 308-30503 310 


-8505200381 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limerick* 
OL, FNP-ML," monlhly highlights for Ju) 1 983. i ^ 

PRATT.WT Brookhaven National Laboratory FIN A-3711 03/07/31 MEYER.JF, 
Reactor Systems Branch. 3pp 30503 31 1-30503 313 

—8505200398 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limoilck* 

OL, FNP-ML," monlhly highlights lor Aug 1983 ^ 

PRATT.WT Brookhaven National Laboratory FIN A*3711 83/08/31 MEYER.JF. 
Reactor Systems Branch 2pp 30503 314*30503 315 


■8505200084 Forwards unexecuted std order for DOE work for "Safely Evaluation of 
Cora Melt Acciderhts GESSAR FDA,Um©rick-OL & FNP-ML" 

MATTSON, HJ. Division of Systems Integration (post 81 1005). FIN A-3711 02/12/30. 
OQEKA,G J Energy. DapL of 6pp, 30503 196 30503-201. 


-8505200403 "Safety Evaluation of Core Melt Acc Id ants GESSAR- FDA, Limerick- 
OL,FNP-Ml," monthly highlights for Sept 1083 . . 

PRATT.WT Brookhaven National Laboratory FIN A-3711 03/09/30 (JARTER.JL 
Reactor Systems Branch. 2pp 30503 316 30503 317 


■8506200096 Forwards sId order for DOE Work 20-83*209 for FIN A-3711, "Safety 
Evaluation of Core Mell Accldants.GESSAR-FDA, LImefIck-OL & FNP-ML." 
OQEKA,GJ Energy, Depl. Of FIN A-3711 83/01/11. DANtKlfS.DB Division of Ac- 
counting A Finance. Ip. 30503 202-30603,202 


-8505200133 Requests reprogram mlng of listed FY63 funds due to changes In ached 
ulo of severe accident acINItTes Revised project Idanllficallon summary end. 
BOYD.SM Division of Systems InlegratJon (post 011005). FIN 8 8634, 83/07/26 
FDNCHES,J, Pfannlng & Program Ana^sls Staff lOpp 30503:219 30603.228 


-6505200173 Forwards unexeculed std order lor DOE work, authorizing transfer of funds 
from FIN A-3340, "Contalnmenl Sys Case Reviews" to FIN A-371 f, "Safety Evalua- 
tion of Core-Well Accidents GESSAR PPAjLImedck & FNP " 

WATTSON,R J Division of Systems Pntegralfon (post 011005) FIN A-3711. 83/08/26 
OGEKA,G.J. Energy. Dept of 3pp. 3 0503' 242-30503' 244 


-8506200410 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limerick- 
OL.FNP-ML." monthly highlights for Oct 1 983. . 

PRATT.W.T. Brookhaven Nalional Laboratory FIN A-3711. 83/10/31 CARTER, JL 
Reactor Systems Branch. 2pp 30503 318-30503*319. 


-8505200419 "Safety Evafualion of Core Melt Accidents GESSAR-FDA, Limenck* 
OL, FNP-ML," monthly highlights tor Nov 1983 

PRATT.W.T Brookhaven National Laboratory FIN A.3711 83/11/30 CARTER, JL 
Reactor Systems Branch 3pp 30503 320-30503 322 


-6505200430 "Safety Evafualion of Core Melt Accidents QESSAR-FDA, Llmonck 
OL.FNP-ML," monthly highlights for Dec 1903. 

PRATT.W.T. Brookhaven National Laboratory FIN A-3711. 83/12/31 CARTER.J L 
Raactor Systems Branch. 3pp 30503.323-30503*326, 


-eSOS 200209 Forwards executed std order for DOE work lor FIN A-3711, "Safety Eval 
ualion of Core Melt Accldenis Casework Reviews for GESSAR, Limerick & FNP,' 
QGEKA,G.J< Energy, Dept, of FIN A'3711. 63/00/26. DANDOIS.D B. Office of Re- 
source Management, Director Ip. 30503:245-30503 246. 


0604290442 Generic Utr 85 07 to all operating reactor licensees re implefnenlalion of 
integrated schedules for plant mods. Sve list end ^ . , 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc. 22pp. 3021 8' 149-3021 8 170. 


•^6606200220 Executed std order for DOE work: "Safety Evaluation ol Core Melt 

Accldenls-Casework Reviews for GESSAR,Umerick,FNP." Issued to BNL 

MATTSON.RJ. Division of Syslems Integration (post 811005) FIN A-3711-3 83/08/ 
00. Ip, 3050a-246-3050a'246 

•H>65062OO2d3 Forwards executed std order for DOE work for FIN A-334fl, "Safety Eval- 
uation Of Core Melt AccldenlsiQESSAR FDA. Llmerick-OL 8 FNP-ML" 

OgIkA/SJ EneraVc Dept of. FIN A-334e. 83/09/14. DANDOIS.D.B, Office of Re- 
source Mfthagam&nt, Director. Ip 30603:247-30503'247 

6505200261 Executed atd order for DOE work* "Safety Evaluallon of Core Melt 

Accld6nl8GES8AR-F0A,Limi9rick-OL,FNP-ML" jssuedlo BNL 

MATTSON, R.J. Division of Systems Inlegration fposi 811005). FIN A-3711- 83/00/26. 
lOpp 30503*248-30503:257 


8505210106 Generic Ur 85 08 to all holders of CPs & OLs ra 10CFR20 408 termination 
repls - formats 

THOMPSON, H L Orvision of Licensing. 85/05/23 Consolidated Edison Co of New 
York. Inc, 20pp 30682 282-30682 301 


Q. Inspection reports, IE Bulletins & correspondence 


0604250452 IE Info NoUce 85 034, "Heat Tracing Contributes to Corrosion of Slaintess 
Steel Piping " Sve list end, 

JORDAN.&L Division of Emergency Preparedness & Engineering Response {Post 
830183). 86/04/30. Consolidated Edison Co. of New York, Inc i07pp 30115*185 
30115'291. 
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S£042504$b IE Info NotfCd 05 035, ''Failure of Air ChecK Valves to Seat " Svc list end 
JORDAN, E I Division of Emergency Preparedness & Ennineering Response (Post 
830103) 85/04/30 Consolfdalod Edison Co of New YorR, Inc 108pp 30115 077- 
30115 184 

8605050410 IE Info Notice 84'62.Suppl 1, “Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors “ 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30616 347 


DOCKET 60-430 BELLEFONTE NUCLEAR PLANT, UNIT 1 

0505130170 SuppIs response to FOIA requosl for documents re TDI diesel generators 
at facility & list of problems & defects which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents afso placed in PDR 
FELTON, J M Division of Rules and Records 84/10/30 BELL.N Nuclear Information 
& Resource Service 4pp 303B6 192-30306 195 


A. Applfcatlon/conslruotlon stage documents & correspondence 

85O5Q3O670 Notification of 850502 meeting w/util In Bothesda.MD to discuss enhance 
ments to employee concerns program 

KENYON,TJ Licensing Branch 4 85/04/26 AOENSAM.E G Licensing Branch 4 
2pp 30160 283 30160 284 

0504290442 Generic Llr 86 07 to all cyierating reactor licensees re implementation of 
integrated schedules for plant mods Svc list end 

THOMPSON, H L Division of Licensing 05/05/02 Consolidated Edison Co of New 
York, Jnc 22pp 30218 149-30218170 

8500310293 Notifies of error m H Thompson 850616 Itr re TVA const site 
concerns Question 3 of End 2 corroded 

ADENSAM.EG Licensing Bfonch 4 05/05/16 PARR|S,HG Tennessee Valley Au 
thwrty. Ip, 30671 ai6-3067r333. 

-8605310302 Forwards 1 1 concerns re Watts Bar communicated to NRC & concerns of 
NR C Identification of any outstanding cases currently under review re employee 
harrassmenl, reprisals or Intimidation requested 

THOMPSON.HL Division of Licensing 85/05/16 PARRIS,HG Tennessee Volley Au 
thority 17pp 30671 317 30671.333 

0505210100 Generic Ltr 85-08 to ail holders of CPs & OLs re 10CFfl20 408 termination 
repts - formats 

THOMPSON, H L Division of Licensing 05/05/23 Consolidated Edison Co of Now 
York, Inc, 20pp 30602 202-30682 301, 

0505210131 Generic Llr 85 10 to all B&W PWR ficonsoos & applicants ro Tech Specs 
for Generic Ltr 03 28, Items 4 3 & 4 4 

THOMPSON.HL Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 15pp 30670 335-30870 349 


iF. Security, medical, emergency & fire protecifon plans 

8605210636 Ack receipt of 850328 Hr informing NRC of stops taken to correct dovi- 
alions noted in Insp Rents 60-430/03-10 & 50 439/03-10 

WALKER, R D, Region 2, Office of Director. 85/04/11 PARRfS.H G Tennessee Valley 
Authority Ip 30515 122-30516 124 

-0505210544 Provides second supplemental rosponso to NRC 030523 Itr re deviations 
noted In Insp Ropts 50 430/83-10 & 50-439/03-10 Corrective actions deficient fire 
darnper /sleeve tack wolds Installed per UL approved Instrucllons 
MCClOUO.DE Tennessee Valley Aulhorily 65/03/28 GRACE,J,N Region 2. Olkce 
of Director. 2pp 30515,123-30516 124 


Q. Inspection reportSp IE Bulletins & correspondence 

8505210050 Forwards Insp Repts 60 430/85 08 & 50-439/85 00 on 050311-14 & notice 
of violaiion 

W,/VLKER,R D. Region 2, Office of DIreclor 85/04/08 PARRIS, H G Tennessee Valley 
Authority, 2pp 30511 140-30511 149 

-8506210056 Notice of violaiion from insp on 86031 1-14. 

♦ Region 2. Office of Director 65/04/00 2pp 3051 1:142-3051 1-143. 

-8505210059 Insp Rents 50-438/86 00 & 50 439/85 08 on 860311-14 Vlolellons 
noted failure to establish adequate measures for storage of valves & motors & follow 
torque procoduro. 

KLeiNSORGE,WP. BLAKE. JJ Region 2, Office of DIreclor 85/03/29 6pp 
30511’144-30511 149 

0506210596 Ack receipt of 850319 Itr Informing NRC of steps taken to correct violations 
noted In fnsp Repis 60-438/86 01 & 60-439/86-01 Forwards reasons for denial of li- 
censee request that violation be withdrawn. 

WALKER. R D Region 2, Office of Director 85/04/09 PARRIS.H G, Tennessee Valley 
Authority 3pp 30514:354-30514-359 

-0605210600 Responds to NRC 850213 llr re violations noted in Insp Repts 60-438/85 
01 & 60-439/85 01 Corrective octions.review &/or rev of malnl requirement sheets for 
Class 1 E Llmilorque operators. Util denies alleged violations.Reasona specified. 
DOMERJA Tennessee Valley Authority. 85/03/19 GRACE, J,N Region 2, Office of 
DIreclor 2pp. 30514.367-30514:359. 

8505200015 Ack receipt of 850329 Itr Informing NRC of steps taken to correct violations 
nolad In Insp Rept 50 438/85 04 & 50 439/85 04, 

WALKER.R D Region 2. Office of Director 85/04/11, PARRIS.H G Tennessee Valley 
Aulhorily Ip 30486;279‘30406-2e2. 

-6505200023 Responds to NRC 850227 llr re violations noted In Insp Repts 50-438/05- 
04 & 50 439/64 04 Corracllve acllons-tarmlnal boards labeled 
MCCLOUD, D.E. Tennessee Valley Authority 85/03/29. GRACE. J.N Region 2. Office 
of Director 3pp, 30486-280 30486:202. 


6505210535 Ack receipt of 850328 llr informing NRC of steps taken to correct devi- 
ations noted In Insp Repts 50 430/03 10 & 50 439/83 10 

WALKER.R D Region 2. Office of Director 85/04/11 PARRIS.H G Tennessee Volley 
Authority Ip 30515 122-30515124 

-8505210544 Provides second supplemental response to NRC 830523 ltr re deviations 
noled In Insp Ropts 50 438/03 io & 50 439/83-10 Correclive actions deficlonl fire 
damper/sleeve tack welds inslalled per UL approved insiruciions 
MCCLOUO.D E Tennessee Valley Authority 65/03/28 QRACE.J N Region 2, Office 
of Director 2pp 30516 123 30516 124 

8605170407 Forwards fnsp Repts 60 438/05-10 & 50 439/85 10 on 850325-28 No vio- 
lation or deviation noted 

VERRELLl.DM Region 2. Office of Director 85/04/17 PARRIS.H G Tennessee 
Valley Authority 2pp 30465 049 30465 069 

-0505170418 Insp Repts 50 430/05 10 & 50 439/85 10 on 850325 28 NO violation or 
deviation noted Major areas inspected safety rolalod pipe welding, preservico insp & 
NDE activities 

CROWLEY, B R , NEWSOME.R W. BLAKE, JJ Region 2, Office of Director 85/04/15 
tOpp 30465 051-30465 069 

0505200621 Forwards Insp Repis 50 438/85 09 & 50-439/85 09 on 850301-31 No vio- 
lations or dovlations noted 

VERRELLl.DM Region 2, Office of Director 05/04/17 PARRIS.H Q Tenriessoe 
Valley Authority. 2pp 30466 314 30486 322 

-8506200636 Insp Repts 50 430/86 09 & 50 439/85 09 On 850301-31 No violation or 
deviation noted Major areas inspected independent insp offorl.wolding of safety relat- 
ed piping, slruclural welding & safety related pipe supports 
YOR{<.j:W., BEARDEN, WC. WEISSE.S P Region 2. Office of Director 85/04/17 
7pp 30406 316 30486 322 

0505220147 Ack receipt of 060408 fir Informing NRC of slops lakon to correct vlolalions 
noted in Insp Repts 50 438/65 06 & 50-439/05 06 

VERRELLl.DM, Region 2. Office of Director 85/04/17 PARRIS.H G, Tennessee 
Valley Authority. Ip 30529 067 30529.070 

-8505220160 Responds to NRC 050311 Itr re wolalions noted in fnsp Ropts 60 430/85 
06 0 50 439/85 06 Corrective actions mall & equipment removed from Installed 
cables 8i cables wil) be monUored monlhly 

OOMER.JA Tennessee Valloy Aulhorily 85/04/08 GRACE, JN Rogion 2, Office of 
Director 3pp 30529,068 30529 070 

6505200603 Ack receipt of 850410 ltr informing NRC of stops taken to correct violations 
noted In Insp Ropts 50 430/84 21 & 50-439/04-21 

VERRELLl.DM Region 2, Office of Director 85/04/22 PARRIS.H G Tennessee 
Valley Authority Ip 30487 041 30487 043 

-8606200800 Responds to NRC 641030 fir re violations noted In Insp Ropts 50 430/04- 
21 & 60 430/04-21 Correclive actions plumb & lovolness roquiremonts incorporated 
into gonoral drawing, QC Procedure 6 7 revised & ducts inspected 
MCClOUO.DE Tennessee Valloy Authority 85/04/10 GRACE. JN Region 2. Office 
of Director 2pp. 30487.042-30407 043 

8504250452 IE Info Notice 05 034, "Heat Tracing Contributes to Corrosion of Slamloss 
Steel Piping ” Svc hat end 

JORDAN, E^L Division of Emergency Preparedness & Engineering Rosponso (Post 
030103) 85/04/30 Consolidated Edison Co of Now York, Inc i07pp 30115 185- 
30116291 

8504250455 IE Info Notice 85 035, “Failure of Air Check Valves to Seal “ Svc list end 
JORDAN, EL Division of Emergency Preparednoss & Engineering Response (Post 
830103) 05/04/30 Consolidalod Edison Co of New York, Inc lOflpp 30116 077- 
30115.(84. 

8505060418 fE Info Notice 84-52, Suppf 1, “Inadequate Mall Procurement Controls on 
Part of Lfconsoes & Vendors " 

JORDAN.E L Division of Emergency Proparerinoss & Engineering Response (Posl 
830103) 85/05/08 Consolidated Edison Co of Now York, Inc. lOpp 30615 330 
30615,347 

8506130034 IE Info Notico 85 037, "Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Svc fist oncl. 

JORDAN.E L. Division Of Emergency Proparodnoss & Engineering Response (Post 
030103) 05/05/14. Yankee Atomic Electric Co 4pp 30048 272 30849 014 

0606200160 IE Info Nolico 85 038, “Loose Parts Obstruct CRD Mechanism “ 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Posl 
830103). 85/06/21 Consolidated Edison Co of New York, Inc 4pp 30667 356 
30C67 359 


R. Periodic operating reports & related correspondence 

0505240446 “Environ Radioactivity Levels, Betlofonto Nuclear Plant, Annual Rept 1984." 
W/860521 ftf. 

OOMER,JA Tennossoo Valley Aulhorily, 84/12/31 ADENSAM.E, LIconsing Branch 
4. 31 pp 30553 280-30553.230 


S. Reportable occurrences, LERs & related correspondence 

0506160075 Further response to FOlA request for documents re operation of Grand 
Gulf Nuclear Stallon since 8401 01, Including operation w/TDJ diesel genorolors & use 
ot TD) generators at lodlityApp A documents in PDR 

FELTON, J.M. Division of Rules and Records, 04/09/20 BELL,N Nuclear Informalion 
& Resource Service 3pp, 30454 105'30454-351 

-0606160104 Forwards atlondanco list, handouts & slides used at 840126 meoling w/ 
TDI (Dwners Group 

CARUSO.R Licensing Branch 2 84/02/02 Licensing Branch 2 113pp, 30464 110- 
30454.351 
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PorAa'ds comrrents on Des-gn Rei.'cw of Connecting Rod Searing Shelfs 
fcr TCi tnttjrpfiiO Er-gr^s ' i Emergency Diesel Generator Rocker Arm Capscrew 
St'ess Ar3',s.s " Rcpt does rot present suffcienl data to support beanng life 
6EHLl^i3£RCM Dr>..sor> of Licens,ng 84/04/11 MCGAUGHY.JP Mississippi 
Pj\%rf & Ljght Co 7pp 50387 332 30387 338 

-■8407(W0357 Sufrrra.'y of 640426 meelng w/TDI Owners Group rn Wading River, NY re 
s faros A progress of program to establish reliabtMy of diesel generator Transcnpt & 
'.lew^aphs encf 

f^i^’SJOn of Uccn&ng 84/06^26 Division of Licensing 58pp 30387 352- 


85u5OI0f7S Part 21 & seventh mtenm deficiency rept re design problems w/B&W 
steam genofa’ors tnjfiaify reported on 620830 Supports & drawings will be modified to 
change packages Next rept expected by 860325 
HUFHAM J W Tenr<essee Vaitey Aulhonty 85/03/22 GRACE.J N Region 2. Office of 
Director 2pp 30035205-30095 206 

8505010047 Rnal deficiency rept re halogens in Carbolmo 305 paint on supporls 
a^mi slaniess steel ppes hiliaffy reported on 840131 Removal of paint will be com- 
^^sUng program to determine halogen limits underway 


aw50l0285 Second mtenm Deficiency Rept NRC 3615 re Category 1 components & 
f^3cel'ar.^us steel not meeting OC slds Imbalfy reported on 841029 Deficiencies 
rev.ewDd Next rept due by 650626 

Reg«.n2,Offlceol 

* ctetency rept re failure to perform analysis checks on iso- 

2, Ollice ol 

®^®917Cofie«ive aclions delayed until 
SeeeTlp fleg«)n 2, Olfce ol 

deficiency rept re backflow not considered for ERCW booster oumo 
shutoff initrativ reported on 821230 All necessary pipe drawinas & desian nntn»a dta 

Esiss^“&^"S?r: 

Region 2. OHKteol 

8505280134 Part 21 & sixth interim Oeficiencv Reol NCR ^oafipnA? s. nnaa 

M tp 30E65'3lT^2*k^‘^''^ CflACE.JN Region 2, Ofr«:e o( 

rept (of^Beftelonle'unils ?1^2°n?c!gallaton'oI suraort Uiitd inlenm deliciency 
8307(4 Next ;4ts by BSOM^I 4^328^*^ 'P'P® 

^'“CE.JN Reg^n 2, Office of 

«4fnarovSMd'*lSa^"teat« Senwnls®® undetsbod 

fleg,on2,0«,ceol 

operator repaired 4 will be inslalled^er cnmSih^nn^f^ reported on 830609 Motor 

Z"^T30Mra''|11i3*“''’"’''' gSaCeTn^R^’&ooI 

30M2a^30M2^55®'“"'^ *5/04/25 GRACE, JN Region 2, aflce ol 

*20727 '&1Jn cm^ accidenis Initialy (e 

HUFHAM "flcessaiy to 

Dtfectof 2 pp 3ol8rTOf-WeU)02^^ S5/04/25 GRACE.J N Region 2. Office of 

of max pipe move- 

0.2^4 30€'?9M® ««ACE.J N Region 2. Office of 

fGefiefaf5<gnafCo<5.^e!f^va!w!*LauS!^ Basics Jnftow fnc 

Nexi rept wtil be submitted by 86W2T^^ ^ Damaged vafve 

Reg.n2,0«fcoot 



8505280280 Part 21 & final Doficiency Root NCR fl-GO ro DAW plnnl Intiitii.^l hoi 
failure Initially reported on 030513, All fdonlificri bolls bomo replaced w/Incortol X 760 
HTH bolls w/new locking devices 

HUFHAM.JW Tennessee Valloy Aulhonty 85/05/03 GRACE, J N Rogfon 2, Office of 
Director 3pp 30581 360 3058 1 362 

8505140418 Part 21 rept re discrapancios In Llrnitorquo ncliialor wolnhls for vnfvts sup- 
plied to Bellefonto Units 1 & 2 & Washington Nuclear Project Unit 1 List of ^fleeted 
valves end Listed BSW-deslgnod plants notified of probfom 

TAYLOR, JH Babcock & Wilcox Co 85/06/08 TAyLOR,J M Director's Oflico, OJficu 
of Inspection and Enforcoment Spp 30360 1 16-30368 120- 

8505280270 Eighth Inlerlm doficiency rent ro omissions to aiixlliupy fcodwator (>urrp 
drawing Inifially reported on 830226 Analysis comp Ici tod Support doslgn vsork in 
progress Next rept expected by 851218 

HUFHAM.JW Tennessee Valley Aulhonty 85/05/00 GRACE.J N ReoJon 2, Olfico ol 
Director Ip 30580 363-30580 363 

8505210323 Part 21 rept re potential dofoct In engine gonorator tontrol panels ol DSR 
or DSRV-16 standby diesel generator Review of gonoralor conirol pnriol Imtnlfation li/ 
each facility recommended 

BOYER.HE Transamerica Delaval, Inc 05/06/17 DIroclora Olfico, Olfico of Irmpcc 
fion and Enforcemeni Spp 30409 330 30409 343 


DOCKET 50-439 BELLETONTE NUCLEAR PLANT, UNIT 2 


A Applfcalfon/conalructlon stage documents 4 c orr asp on den co 

Notification of 850502 moeling w/ulll in Qolhosdn.WD lo ilhciiss nnhanco 
menls lo employee concerns program 

2^^30160 2B3^30?60 284^^"^^ ADENSAM.E.G UCGnsIng flranch 4 

'w4”ted^SsVprbn.l®ds^ «’ 

Consolfdalocl Edlsor, tio ot Nb« 




”7=1lS;ir3o7EnT2co"roSo<['’°™'’'=“" ™ 

PAnHIS.HG TondG^aoo Vurioy Ad 

concerns ro Watts Bar communfeatod lo NRC & coiico;na ol 

hSrass^inf«I^r?cn?i ° Currently undor rovlow ro cmpfoyco 

intimidation requested * 

thority 17pp' 30671 317 

30671.333 ^ 

**repte®’wn«?s"“'' '''' ’ OCFFIPO dOB toiininmion 

Y«,%T20pp‘- 30682 28V30M Consolldn(dc( Edison Co ol Now 

*'KrenQ°n 3 “ 2 a,Vm 3 4 3 ^^^^ oPPl'canls ro Toch Spocs 

vKf^SppMWO MS 30670 340® ConsolFdalod Edisoti Co ol No* 


r. ouiumy. meuicai, emergency 8, fire protection plans 
Aulhorily'lp 30S?5°l2i305l| PARRIS, H.G Tonriossno Valloy 

“ noted’bfln^rRepls W^m/^?oTsai!tV^%''?n r ™ <^*'01-009 

teouDo'l v'lr A U^IpPJdlollL'otSe 

olDr^o?2TO30S^5 “3 TO5®6^W^ GRACE.J N Region 2. OI«co 


'™P SO-^e/OS 00 & 50.430/85-00 on 0503 1 1., 4 4 notice 
Aulhonly'app 3ollTl4’o^o'5in49'*'^*°' 05/04/00 PARRIS, H.Q Tonnoss 00 Valloy 

'^*^ReQfoi?l^n«,P? from insp on 850311-14 

9 . Office of OIreclOf 85/04/08, 2pp 3051 1 142-3051 1 143 

noted failure to est&h adequSo^meLu^es^ on 850 31 M 4 ViolatFon s 

lofque orocedure ^ measures for storage of valves a motors & follow 

90511 ^®Slon 2 , Office of Director 05/03/20 6pp 

TOted in Insp^Rlpit^SO^iaa/es correct vlorations 
Aulhont?3pp PARRrS.HQ.Tohf>assoo Valley 

lr>8P Repts 60 430/95. 

Director 2pp 30514 357-30514 359 ^ GRACE.J N Region 2, Ofteo ot 



DOCKETED ITEMS 217 


8505200616 AcK receipt ot 850320 Ur Informing NRC of steps taken to correct violations 
noted in Irsp Rept 50-438/86 04 & 50-439/85 04 

WALKER, R D Region 2, Office of Director 85/04/11 PARRIS, H G Tennessee Valley 
AulhorJtV Ip 30406 279 30486 282 

>-8505200623 Responds to NRC 850227 fir re violations noted in fnsp Ropis 50 438/85- 
04 & 50 439/84-04 Corrective acliona terminal boards labeled 
MCCLOUD, DE Tennessee Valley Authority, 85/03/29 GRACE, JN Region 2. Office 
of Director 3pp 30486 280 30486 202 

8505210635 Ack receipt of 050320 Ur informing NRC of steps taken to correct devi- 
ations noted In Insp Repts 50-430/83-10 & 50-439/03*10 

WALKER, R D Region 2, Office of Director 85/04/11 PARRIS, H G Tennessee Vatley 
Authority Mp 30515 122-30515 124 

--6505210544 Provides second supplemenlal response to NRC 830623 Ur re deviations 
noted In Insp Ropis 50-438/83-10 & 50-439/83-10 Corrective actions deficient fire 
damper/ sleeve tack wolds Installed per UL approved instructions 
MCCLOUD, DE Tennessee Valley Authority 85/03/28 GRACE, JN Region 2, Office 
of Director 2pp 30516 123-30515 124 

8505170407 Forwards Insp Repts 50 438/85-10 & 50 439/86 10 on 850326 28 No vio 
(alien or deviation noted 

VERRELLI.DM Region 2, Office of Director 85/04/17 PARRIS, HG Tennessee 
Valley Authority 2pp 30465 049 30465 069 

-0506170410 In&p Repts 50 438/05-10 & 60 439/85 10 on 850325 28 No violation or 
dovialion noted Malar areas Inspected safely related pipe w6fding,preservlco Insp & 
NDE cclivUles 

CROWLEY.B R . NEWSOME.R W . 0LAKE.J J Region 2. Office of Director 85/04/15 
19pp 30465 051-30465 069 

8505200621 Forwards Insp Repts 50-438/05 09 & 50'439/e5*09 on 050301*31 No vio 
lalions or deviations noted 

VERRELLLDM Region 2, Office of Director 85/04/17 PARRIS, HG Tennessee 
Valley Authority 2pp 30406 314 30486 322 

-8505200636 Insp Repts 60-430/85 09 & 50-439/05-09 on 850301-31 No violation or 
deviation noted Major areas inspected indepondenl Insp offorLwoIding of safety relet 
ecf piping, structural welding & safety-re I a tea pipe supports 

YORK.JAV, aEAROEN.WC, WEISSE.S P Region 2, Office of Director 85/04/17 
7pp 30480 316 30488 322 

0506220147 Ack receipt of 860400 Ur informing NRC of steps taken to correct violations 
noted in Insp Repls 50 430/85 06 & 50 439/05 06 

VERRELLLDM Region 2, Office of Director 05/04/17 PARRfS.HG Tennessee 
Valley Aulhorily Ip 30529 067 30520 070 

”8605220160 Responds to NRC 8S0311 Ur re violations noted In Insp Repls 60 430/65 
06 & 60 439/85 06 Corrective actions matl & equipment removed from installed 
cables & cables wilf be monitored monthly 

DOMER.J a Tennessee Valley Authority 85/04/08 GRACE, J N. Region 2, Office of 
Director 3pp 3D520 068 30529 070 

8505200603 Ack receipt of 850410 Itr informing NRC of slops taken to correct violations 
noted In tnsp Repts 50 438/84 21 & 50 439/84-21 

VERRELLl.t^M Region 2, Office of Director 05/04/22 PARRIS,H G Tennessee 
Valley Audi only 1 p 30407.04 1 -30407 043 

-860B200'008 Responds to NRC 841030 Itr re viofatlons noted in Insp Ropis 50 438/04 
2 1 & 50-439/Q4-21 CorreclivQ actions plumb & lovciness requirements Incorporated 
Into general drawing, QC Procedure 6 7 revised & ducts Inspoclod 
MCCLOUD, D E Tennessee Valley Authority 05/04/10. GRACE, J N Region 2, Office 
0l Director 2pp 30407 042 30407 043 

5604250462 IE Info Notice 65 034, “Heal Tracing Contributes to Corrosion of Stainless 
Steel Piping " Sve list end 

JORDAN, cL Division of Gmergonoy Preparedness & Engineering Response (Post 
830103J 85/04/30 Consolidated Edison Co of New York, Inc i07pp 30116105 
30115201 

6504250466 IE Info Notice 85 036, “Failure of Air Check Valves to Seal “ Sve list end 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) C5/04/30 Cofisolldaled Edison Co of New York, fnc fOBpp 30115 077- 
301 16 184 

8505069410 IE Info Notice 84-52, SuppI 1, "Inadequate Mall Procurement Controls on 
Perl of Licensees & Vendors " 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
0301031 85/05/00 Consolidated Edison Co. of Now York, fnc lOpp 30615 330- 
30615 347. 

0505130934 IE fnfo Notice 85-037, “Chemical Cleaning of Steam Goneralors at Mill- 
stone 2 " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/05/14 Yankee Atomic Electric Co 4pp, 30848 272-30849 014 

0586200160 IE (nfo Notice 05 036, “Loose Paris Obstruct CRD Mechanism ” 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponse (Post 
830103) 05/05/21. Consolidated Edison Co of New York. Inc 4pp, 30667 356- 
30667 359. 


R. Parlodio operating reports & related correspondence 

8506240446 "Environ Radioacliviiy Lovels.Bellefonte Nuclear Pfanl, Annual Rept 1984/’ 
W/B50521 ilr 

DOMER,J A Tennesseo Valley Authority 84/12/31 ADENSAM.E Licensing Branch 
4 31pp 30553 200-30653.230 


8. Reportable occurrences, LGRs & related correspondence 

0505160076 Further response to FOfA request for documents re operation of Grand 
Gulf Nuclear Station since 040101 .including operalion w/TDJ diesel generators & use 
of TDI generators at facility App A documonls in PDR. 

FELTON ,J,M Division of Rules and Records 04/00/20. BELL.N Nuclear Information 
& Resource Service. 3pp 30454.105-30454:351. 


—8605160104 Forwards attendance list, handouts 0, slides used at 840126 rreellng w/ 
TDI Owners Group 

CARUSO, R Licensing Branch 2 84/02/02 Licensing Branct) 2 lf3pp 30464 110 
30454 351 

0606130170 Suppis response lo FOIA request for documonls ro TDI diesel genorators 
at facility S list of probfoms & defects which occurred w/TDI generators used or 
tested Forwards Apps A A B documents Documents also placed in PDA 
FELTON.JM Division of Rules and Records 64/10/30 BELL.N Nuc/ear Information 
& Resource Service 4pp 30306 192-30366 195 

—0404260430 Forwards commenls on "Design Review of Connecling Rod Bearing 
Shells for TDI Enterprise Eriginos" & “Emergency Diesel Generator Rocker Arm Cap- 
scfow Stress Analysis" Ropt does not present sufficionl data lo support bearing fif© 
BERLINGER.GH Division of Licensing 84/04/11 MCGAUGHY,J P Mississippi 
Power a Light Co 7pp 30307 332-303B7 338 

”6407090357 Summary of 84 0426 meeting w/TDI Owners Group in Wading River, NY re 
status & progress of program to establish reliability of diesel generator Transcript & 
viowgraphs end 

MILLER, M A Division of Liconsinfl 84/0S/2G Division of Licensing 50pp 30307 352- 
30388 179 

8605010175 Part 21 & sevonlh interim deficiency rept r© design problems w/Q&W 
steam generators Initially reported on 820330 Supports & drawings will be modified to 
reflect revised B&W field change packages Next ropt expocled by 860325 
HUFHAM.J W Tennessee Valley Authority 05/03/22 GRACE, J N Rogion 2, Office of 
Director 2pp 30095 205-30095 206 

0506010047 Final doficioncy ropl ro halogens In Carboline 305 paint on supports 
against stainfoss slool pipes Initially reported on 040131 Romovat of paint will be com 
pfolod by fl60115Te8ling program to determine halogen limits underway 
HUFHAM.J W Tennessee Valley Authority 05/03/25 GRACE, JN Region 2. Office of 
Director 2pp 30095 270 30095 271 

8505010205 Socond interim Deficloncy Ropt NRC 31315 re Category 1 components & 
mlscollanoous steel not mooling QC slds fnilially roporlod on 041029 Do ficlencios 
reviewed Next ropt duo by 850626 

HUFHAM.J W Tennessee Valloy Authority 85/03/25 QRACE.J N Region 2, O/lico of 
Director. 2pp 30096 077-30005 078 

8506010296 Third interim deficfoncy ropt ro failuro to perform analysis checks on iso- 
metrics & load tables used In design of pipo, drain & vent sya supports Initially report- 
ed on 821026 NoxI rept expected on or about 060916 

HUFHAM.J W Tennessee Valley Authority 05/03/25 QRACE.J N Rogion 2. Offico of 
Director 2pp 30095 075-30095 076 

0505010636 •Supplemental final deficiency rept ro unauthorized substilulion of Unl^slrut 
altachmonls for SSOs Inilially reported on B4091 7 Corrective actions delayed until 
050415 duo to delay In Issuance of hold change request 

HUFHAM J W Toanossoe VaKey Aulhorily 85/03/25 QRACE.J N RoQlon 2, Offico of 
Diroctor Ip 33003 251 30093 251 

8606010405 Panel deficiency ropl re backflow not considered lor ERCW booster pump 
shuloff Inilially reported on 021230 All necessary pipe drawings & design criteria dia 
rams revised to Include check valves in discharge of ERCW booster pumps 
UFHAM.JW Tonnossoe Valley Aulhorily 86/03/26 GRA(3E,J N Rogion 2. Office of 
Director 2pp 30004 010 30094 011 

8505010290 Third interim rept re nonconformarco of installed piping sys w/dosign doc 
umonts per IE Bulletin 79 14 Initially reported on 020301 Insps conlmurng Next ropl for 
Unrt 1 wlh be submiUed by 860328 

HUFHAM, J W Tennessee Valioy Authority 05/03/20 GRACE, J N. Rogion 2. Offreo of 
Director 2pp 30005 070 30095 071 

8605280153 Fourth interim deficiency rept for Walts Bar Unit 2 & third inlorim deficiency 
ropl for Bolfafonlo Units 1 & 2 re catculalion of support design loads In tpipo Inilially 
reported on 030714 Next ropis by 860605 & Q60320 

HUFHAM, J W. Tennesseo Valley Aulhorily 05/04/18 QRACE.J N Region 2, Office of 
Diroctor 2pp 30502 310-30582 311 

6506280165 Final deficiency ropt ro polentral for cooler fan failuro due lo undersized 
thermal overload relay heater efoments Initially reporleci on 040621 Enginooring 
Change Notice 31 GO Issued to Jmpfemenl heater size cnaneos 
HUFHAM, JW Tennessee Valley Aulhoniy 05/04/16 QRACE.J N Region 2, Office of 
DireclOf 2pp 30502 307-30502 309 

8505200063 Second revised final deficiency rept re inconsistent establishmonl of Insp 
program ml Half y reported on 810324 Const roquiromonts manual for facilities issued 
on 840330 

HUFHAM.J W Tennessee Valioy Aulhorily 85/04/25. QRACE.J N. Rogion 2. Office of 
Director 3pp 30582.353 30582 355 

8605280321 Final deficfoncy rent ro underveltage protection during accidonts Initially ro 
ported on 820727 Design criteria revised to incorporate design mods necessary lo 
satisfy NRC position on degraded voltage protection 

HUFHAM, J,W Tonnossoe valioy Aulhorily, 06/04/25. GRACE.J N Region 2, Olfico of 
Director. 2pp 30581 001 30581:002 

e50£>2d0l51 Second interim cJefrcioncy rept ro global coordinates of max pEpo move- 
ments causing Incorrect conclusions during IE Bullelln 79-14 waikdown, Initially report- 
ed on 8401 10 Next ropt will be submitt od by 860703 

HUFHAM, J.W Tennessee Valley Authority 85/04/25 GRACE.J.N Region 2, Offico of 
Director 2pp 30610 284 3081 9 265 

8605290607 Pari 21 & seventh Interim deficiency rept re failure of Basics Inflow Ire 
(General Signal Corp), butterfly valve seats Inilially roborted on 820511 Damaged valve 
seats replaced Next rept will be submitiod by 850827, 

HUFHAM, J.W Tennessee Valley Authority, 85/04/25 QRACE.J N Rogion 2. Office of 
Diroctor 2pp 30616 362-30616 363 

8605280508 Final deficiency fopl re unqualified flanged Jo Inis for ANS Safety Classes 2 
& 3 alternately analysed piping per ASME Boifor & Pressure Vessel Code Inillnlly ro 
ported on 820601, Procedure CEB 76-1 1 revised, 

HUFHAM.J W. Tennessee Valley Aulhorily 85/05/02 QRACE.J N Region 2. Office of 
Director 2pp 30680 232-30580 '233 
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fl50528028ft Pari 2} & Jina! Defcciericy Hept NCR R 30 re B&W plant inlernal boll 
feifura Initially reported on 830513 All identified bolts being replaced w/inconel X'760 
HTH bolls w/naw locking devices 

HUFHAM.JW Tennossea Valley Aut^i only 85/05/03 GRACE.JN Region 2, Office of 
Director 3pp 30501 360 305B1 362 

8505140418 Pa/t 21 rept ro discrepancies rn UmHorquo actuator weigtits for valves jsup' 
pliod to Bellelonle Units 1 & 2 & Wasbirgion Nuclear Project Unjl 1 List of affected 
valves end Listed B&W-dosJgnod plants notified of problem 

TAYLOR.JK Babcock & Wifcox Co 85/05/08 TAYLOR.JM Director’s Office. Of lice 
of Inspection and Enforcennent 5pp 3036Q 116-3036D 120 

8505260270 Eighth inlenjn deficiency rept re omissions to au^nliary foedwater pump 
drawing In Eti a Ify reported on 830225 Analysis comptoted Support deslSf^ work In 
progress Next rept expected by 851216 

HUFHAM,J W Tennessee Valley Authority 86/05/09 GRACE.J N Region 2, Office of 
Director, Ip 30580 363-30580 363 

6505210323 Part 21 rept ra potenlial defect in engine generator controf panels of DSR 
or D5RV-1 6 standby diesel generator Review of generator control panel Installation by 
each faciliN recommended 

BOYEKR E Transamerlca Delavaf. Inc 65/05/17 Director’s Office, Office of Inspsc- 
Cion and Enforce men ! 5pp 36489.339-30489 343 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Appficatlon/corislruclfon stage documents A correspondence 

8505306109 FOIA request for all records re meeting w/ Hydrogen Control Owners Group 
held on 650206 or any time during wk of 850204 Info pertains to Issue 8. "Kydrogon 
Control,** of Perry OL proceeding 

HIATT, SL Ohio Citizens for Responsible Energy 85/02/06, ROBINSONX L Division 
of Rules and Records 1p. 36651 ’208 36651 288, 

0505020164 Ack rdceipl of 850308 request lof action under 10CFR2 206, Emergency 
relief, per request that const be stopped immodfately, unwarranted Suspension of OL 
not authorized under 10CFR2 206, 

DENTON, H R Office of Nuclear Reacfor RegulaUorj, Director, 85/04/24 HIATT.SX 
Ohio Citizens for Responsible Energy. 4pp 30141 '166 30141 173 

-8506020171 Notice of receipt of request for eclion under 10CFR2 206 dtd 850308 by 
SL Hiall of Ohio Citizens for Responsible Energy, Inc that IE fniliafe financial invoafi- 
gallon A show cause proceeding 

DENTON.HR, Office of Nuclear Reactor Regulallon, Director 85/04/24 3pp. 
30141‘170-30141.172 

-6505020176 Undated memo transferring responsibility for action on facility 2 206 finan- 
cial qualification petition, per D Eisenhut 85Q403 conversation w/J /Vxelrad 
TAYLOR, J.M Director’s Office, Office of Inspeciron and EnForcemont 65/04/24 
EISENHUT.DG NRC • No Detailed Affiliation Given 1p 30141-1 73-30141:173, 

«6 504090432 Forwards Ohio Citizens for Responsible Energy petition per 
10CFR2.206,requa8lmg immediate action to suspend CP &. OL proceeding & to pre- 
vent nuclear fuel shipments pending completion of investigation of util financial capa- 
bility 

LIE0ERMAN.J. Regional Operations & Enforcement Division 85/03/29, TAYLOR.JM 
Director’s Office, tJffice of fnspecflon and Enforcoment 5pp. 30141 174-36141 166 

-8504690434 Petifion for suspension of CPs 6 nuclear fuel shipments & conduct of In- 
vest Igalion to ascertain whether Central Area Power Coordinating Group flnanctatly 
qualified to design & conslnict Facility 

MfATT.S L Ohio Citizens for Responsiblo Energy 85/03/08, Director's Office, Office 
of Fnspectlon and Enforcement, 16pp, 30141:179-30141:196. 

8505030203 Forwards response to NRG 850221 questions re Initial test 
prograin,lncluding info re slandby diesel generator preoperatlonal tesLEncI info will bo 
Incorporaled fnlo future FSAR amend 

EDELMAN.MR Cleveland Electric Illuminating Co 85/04/29. YOUNGBLOOD, BJ Li- 
censing Branch 1 ■ 51pp. 30126.128 30126 177. 

8505030438 Reguests NRC approval of use of ASME Code Case N-413 re min size of 
fiJIet welds for linear-type supporls 

EDELMAN.MR C level and Efeclric Illuminating Co 85/04/29 YOUNGBLOOD,B J Li- 
censing Branch 1 2pp 36127.143.30127-144 

6504290442 Genenc LIr 85 07 to all operating reactor licensees re Implomentatlon of 
Integrated schedules for plant mods. Svc list end 

THOMPSON, H.L Division of Licensing. 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 36218:149-30218:170. 

6 B 05060304 Offers no comments on NRC draft environ protect [on plan Meeting w/NRC 
planned For end of May to discuss util Implementation plans LftiF will InForm of pro- 
posed meeting data fn near future, 

EOELMAN,M.R, Cleveland Eleclric ll/uminatijig Co. B6/05/02 YOUNQBLOOD.O.J Li- 
censing Branch 1. Ip 30155*208-301 65 •200. 

6505156105 Forwards Exhibit 13 re analysis of Irraccossibie & potent lal ly rejecfabre de- 
fects in plant for Insertion in transcript. 

MONICK.RJ Ace-Federal Reporters, Inc. 65/05/02 NRC - No Detailed Affiliation 
Given. 1p. 36398:165-30399 224. 

650520(1407 Forwards revised conformance statements for reg guides in FSAR Section 
l.fliPer 850206 & 0402 commllmonls 

EDELMAM.M R. Cleveland Efeclrio Illuminating Co 85/05/14 YOUNGBLOOD, B J. li- 
censing Branch 1 67pp. 30470 254-30470 320. 

8505300279' Requests clarification of listed changes to FSAR, Chapter 13 Included In 
Amend 19 submitted by 860410 Hr Formal response & FSAR amend requested prior 
to licensing. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/05/17 EDELMAN,MR. Cleveland Elec- 
IrlcIllumlnalingCo 4pp a0651'35536651'368, 

6505300696 Notifies that ASME Code N'413 acceptable & approved as written & may 
be used for linear type supports at pfanlUs© of code case should be documented In 
future FSAR amend prior to licensing. 

YOUNQBLOOD,8,J Licensing Branch 1. 05/06/17 EDELMAN.MR Cleveland Elec- 
tric Illuminating Co 9pp. 30652:1 16-30652:1 18, 


6S0S3Q0338 Forwards commenLs on offsite dose calculalion manual sutmilte-d by 
950228 Hr Revised manual resolving staff comments requested, 

YOUNGBLOOD.a J Licensing Branch 1 B5/05/20 EDELMAN.MR Cleveland Elec 
Inc lllumlnaling Co 19pp 3Q651 337-30651 340 

8505210108 Generic LIr 95-00 to all holders of CPs & OLs re 10CFR20 408 torminalion 
repls - formats 

THOMPSOKH L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, frc 20pp 30682 282-30602301 

8505300293 Submits info re criloria for performanco of containment Integrated leakage 
rate test as part of initial test program FSAR Section 6 2 61 will be revised to rallect 
info 

EDELMAN.MR Cleveland Etoctric lllumlnaling Co 05/05/23 YOUNGBLOOD, BJ Li 
censing Branch 1 1 p 30622 358 30622 358 

6505290554 Requests denial of Ohio Citizens for Responsible Energy 850308 petition 
for emergency action, Including suspension of CP for facility No supportable grounds 
for actions identified Related documents end 

SILSERQ.J E Shaw, Pittman, Potts & Trowbridge SfLBERG.J E Cievoland Eiectric l|. 
lumlnating Co 05/05/24 DENTON, H R Office of Nuclear Reactor Regulation, Direc- 
tor 534pp 30593318-30595131 

-8505290557 Affidavit of MR Edelman in response to Ohio Ctlizens for Respoi^sible 
Energy polilron for emergency action Lfnlon agreements converted from const to 
maint type contracts dud (o completion of const work, not financial problems 
EDELMAN.MR Cloveland Efeclric Illuminating Co. 05/05/23 5pp 30594 299 

30594 303 

-8605290561 Affidavit of EH Maugans re util financial info Co-owners should be readily 
able to raise add! funds required to complete Unit 1 const due to amount of cash re- 
quired for completion & size of companies const budget 

MAUGANS, EH Cloveland Electric Illuminating Co 05/05/22 7pp 30594304 

30595,131 


E, NRC Safely Evaluation Report (SER), supple 0i correspondence 

8503130540 Forwarda staff findings re operating shift experlenca for licensing of 
facility Info provided by 840309,850114 A 0206 ftrs will be Incorporated into next 
SSER SSER input & proposal ficenso condition end 

YOUNG BLOOt5.ej. Licensing Branch 1 85/03/05. EDELMAN.MR Cleveland Eiec 
(ric lllumlnaling Co 6pp 29361 160-29361 163 

8505020010 Grants request lo delete shoreline erosion monitoring Tech Spec frorn 
SER.por util 850219 Hr supporting request End evaluation re Tech Spec Section 2 4 7 
will be Incorporated In future SSER 

YOUNGBLOOD.GJ Licensing Branch t. 85/04/18 EDELMAN.MR Cleveland Elec 
trie lllumlnaling Co 4pp 30140 341-30140.344 

0606020014 Forwards SSER 6 (NUREG-0887) W/o end 
YOUNGBLOOD.B J. Licensing Branch 1 85/04/19 EDELMAN.MR Cleveland Elec 
trie Illuminating Co 3pp 30140 336-30140 340 

6S06C70219 Responds to SSER 5 Confirmatory Issue 59 re responsi bill ties of pfani 
organization AddI Info on changes in Chapter 17 2 of FSAR provided per NRC 050211 
Ur 

EDELMAN.MR Cleveland Electric lllumlnaling Co 85/04/29 YOUNGBLOOD.B J Li 
censing Branch 1 9pp 30179 174-30179 182 

8506010117 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
PERRY NUCLEAR POWER PLANT, UNITS 1 AND 2.Docket Nos 50-440 And 50 
441 (Cleveland Electric Illuminating Company) 

* Division of Licensing NUREG-ogO? SCTe. 85/04/30. 160pp Available at NRC. $5 50 
30114-204-30114.351 

6505100166 Forwards Insp RepI 50-440/85 15 on 050318-22 No non compliance 
noted. Lists several fire protection & safe shutdown features observed incomplete 
SPESSARD.R L Region 3. Office of Dirodor 85/05/06 EDELMAN, M R. Cleveland 
Electric Illuminating Co. 2pp 30240 310-30246 344 

-8606100198 Insp Rept 50-440/85 16 on 050318-22 No noncompliance or deviations 
noted Major areas Inspected implementation of App R requirements & preops/alional 
teat promam 8 review of allegations re penolrallon seals & SSER 4 items 
HOLMES.J, ULIE.J. GULOEMOND.W G. Region 3, Office of Director, 85/05/08 
25pp 30246 320-30246-344. 

8505140314 Clarifies SER Section 0 3.1 3 ro safety relief vafve operability Each auto- 
matic clopresBurrzation sys valve will be manually actuated during Initial plant startup & 
after refueling outages to demonstrate operability 

EDELMAN.MR Cleveland Electric Illuminating Co 85/05/09 YOUNGBLOOD.B J Lf 
censing Brarrch 1. 2pp 30375 245-30375.246 

6506160070 Updates 601216 response to 801125 Hr re IE Bulletin 79-01B. Supp! 2, 
"Environ Qualification of Class IE Equipment.*' Final submittal lo confirm equlpmeril 
quflfiflcallon will cFose SER Outstanding Issue 4. 

EOELMAN.M R Cleveland Electric lllumlnaling Co 86/05/09 NOVAK, T.M. Assistant 
Director lor Licensing 2pp. 30398' 11 0-30398. fl 1 

8506160430 Provides info Identified In SSER 4, Section 84 4 to resolve Conflrmatorv 
Issue 36 & Lfcenae Condition 22 re diesel test override features & do undervollsge 
alarms Proposed FSAR rev encl.W/eight oversize drawings Aperture cards In PDR 
EDELMAN.MR. Cleveland Eleclric Illuminating Co 85/05/09 YOUNGBLOOD.B J Li 
censing Branch 1 lOpp 30399,191-30399.201. 

8505230086 Forwards addi Info re topics discussed In 841115 8 850212 meetings w/ 
NRC re LOCA-rolated pool dynamic loadSjper SER Outstanding Issue 9.On0 oversize 
drawing end Apailuro card available (n PDR, 

EDELf4AN,M a Cleveland Eleclrfc Illuminating Co 85/05/16 YOUNGBLOOD.B J Li- 
censing Branch 1 31pp. 30534'249-30534-261 

8506240805 Forwards SSER 7 re 860319 request for delelion of License Condi lion 2 
concerning measurement of fuel channel box deflections & 850326 request for 
ceptance of GE fuel poat-lrradiatlon surveillance program Requests acceptabte 
YOUNGBLOOD, 6 J Licensing Branch 1. 85/05/17. EDELMAN.MR Cleveland Elec- 
tric lllumMngCo 3pp 30568 358-30566 360. 
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6 5053 1007 3- Submits results of review of info in 050402 Mr,clanfying &/or modifying 
extent of facility conformance to Reg Guides 1 52,1 140 & 1 143 & StR Exceptions to 
airflow capacity testing & to air aerosol mixing testing unacceptable 
YOUNGBLOOD.B J Licensing Bran cfi 1 85/05/20 EDELMAN.M R ClevelandElec- 
Iric (Hum mating Co 3pp 30670 352-30670 354 

8605300229 Forwards updated mechanicaf equipment qualification files for environ qual- 
kfication of harsh environ mechanical equipment, per SER Outstanding Issue 4 
EDELMAN.MR Cleveland Electric Illuminating Co 05/05/22 YOUNGBLOOD, BX Li- 
censing Branch I 58pp 30624 001 -30G24 059 


F. SecurilVi medical, emergency & lire protection plans 

8505160817 Further response to FOIA request for documents other than in PDR or OL 
proceeding re disposition of any contested proceeding Issue App A Document 4 end 
& fn PDR App A Documents 1-3 withheld (ref FOIA Exemption 6) 

FE'LTON,J,M Division of Rules and Records 84/09/24 HIATT, S Ohio Citizens for 
Responsible Energy 3pp 30453 254-30453 258 

*-861)5160626 Forwards proper form for affidavits for use In preparing opinion of evacu- 
ation time estimates for population near facility Affidavit must be notarized & prof 
quallficationsattachod 

WOODHEAD.CP Hearing Branch 4 84/06/26, URBANJK.T Texas A&M Univ. Col 
lege Station, TX Ip 30453 257-30453 258, 

6602260819 Forwards Suppf III to NUREG-0845, "Agoncy Procedures for NRC Incident 
Response Plan Document supersedes Region HI emergency response implementing 
procedures Ack of receipt requested W/o end 

PAPERIELLO.CJ, Region 3. Office of Director 85/02/13 EDELMAN.MR Clevefand 
Efeclrlc filuminaling Co 2pp 29086 251-29066 252 


8505140366 “Ashtabula County, OH Radiological Emergency Preparedness Flan" W/ 
850508 Itr 

WHEELER. KM Ashtabula County, OH 85/05/08 YOUNGBLOOD,B J Licensing 
Branch 1 130pp 30368 349 30369 116 

0505200388 Forwards Pago 44 of Emergency Appraisal flepis 50 440/05 00 5 50-441/ 
B5 07 inadvertently omitted from 050501 submittal 

PAPERIELLO.CJ Region 3, Office of Director 85/05/14 EDELMAN,M R Cleveland 
Electric lllummating Co 2pp 30470 335-30470 338 

-8S05200397 Page 44 to Emergency Appraisal Ropts 50 440/85 09 & 50-441/85-0 7, re 
siren sys & news media Inadvertently omitted from 850501 submittal 
• Region 3. Office of Director 85/05/14. 1 p 30470 336-30470 336 

8S05210433 Forwards responses to fira proteclion audit Inp rept Agreement 1 & Issue 
1 1ssue date of firo protection evaluation repi delayed until mJd-May W/one oversize 
drawing Aperture card avaflablo in PDR 

EDELMAN.MR Clevoland Electric Illuminating Co 85/05/15 YOUNGBLOOD.B J Li- 
censing Branch 1 5pp 30408 279 30498 283. 

8505240042 Forwards Rev 4 to security plan ResoJutlon of commonta on changes to 
plan made a1 850300 moetmg Rev withheld (ref 10CFR73 21) 

EDELMAN.M R. Cleveland Electric Illuminating Co 05/05/16 Office of Nudear Raac- 
tor Regulation, Director 2pp 30556 21 1 -30556 212 

850S2 10456 Forwards FEMA 850501 Mr, Including schedule of corrective actions submit- 
ted by State of OH for recommendations Idontified in Ohio.Lake, Ashtabula & Geauga 
Counties resulting from 841128 exorcise 

PAPERIELLO.CJ. Region 3, Office of Director 85/05/16 EDELMAN.MR Clevoland 
Electric Illuminating Co 2pp 30499 271-30499 295 


6505060392 Forwards SER re SPDS dosign.por Suppl 1 to NUREG 0737 Sys design ac- 
ceptable to continue SPDS program implomontalion Staff review incomplete onsite 
audit of SPDS must be performed to dose out issue 

YOUNGBLOOD.B J Licensing Branch 1 85/04/29 EDELMAN.M R, Cfovoland Efec- 
Iric Iliuminating Co 3pp 30229 231-30229 246 

-BS06080398 Safety evaluation re SPDS Sys design acceptable to continues SPDS pro- 
gram }mp)e mentation 

^ NRC - No Detailed Affiliation Given 65/04/29 i3pp 30229 234-30229 246 

8585070146 Forwards “Geauga County Radiological Emergency Response Plan for 
Perry Nuclear Power Plant " 

WEDGE.D-B Geauga County, OH 85/04/30 YOUNGBLOOD.B J. Licensing Branch 
1. 1p 30170'1fl5-30179 357 

-6605070165 “Geauga County Radiological Emergency Response Plan for Perry Nude 
ar Power Plant " 

• Geauga County, OH 84/07/31 162pp 30179 196 30179 357 

8606830221 Forwards schedules of correclivo actions submitted by Slate of OH & 
Counllea of Ashtabufa.Goauga & Lake for defidondos noted fn final rept for 841128 
offsite radiological emergency preparedness exorcise 

KflIMW.R.W Federal Emergency Managomoni Agency 05/05/01 JORDAN, E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 17pp 
30126,109-30126125 

8505060373 Forwards Emergency Preparedness Appraisal Repts 50 440/05 09 & 60- 
441/86-07 on 050225 0307 No significant deficiency, deviation or noncomplianco 
noted App A re open items & App B re improvement Items end, 

PAPERfRLO.CJ Region 3, Office of DJroclor. 85/05/01 EDELMAN.MR Cfeveland 
Hfoclrio Iliuminating Co 11pp. 30154'256 30154 316 


6505280312 Forwards addi responses lo outstanding agreements & issues Identified in 
850416 trip rept ro fire protection audit held during wk of 050315 
EDELMAN.MR Cleveland Eleclrio Iliuminating Co. 85/05/21 YOUNGBLOOD.B J Li- 
censing Branch 1 1 1pp 30672 248-30572 258 

8S05300S17 Responds to 850422 request for addI Info ro status of state & county 
review & approval of Feb 1905 "Evacuation Ttmo Estimates for Areas Near Perry Nu- 
clear Power Plant *’ Comnfiani ilrs re evacuation limo estimates encL 
EDELMAN.MR Cleveland Electric fllumlnalina Co. 85/05/22 YOUNGBLOOD.B J Li 
censing Branch 1 I4pp 30626 0«18-30628 081 

8605240140 Forwards Rov 4 to 1958, "FIro Protection EvafualJon Rept," incorporating 
new mail re safe shutdown Deviations fronni 10CFR50,App R wili be Iransmitteo 
separately Rev 5 will fnciude deviations as new socISon of rept 
EDELMAN.MR Cfeveland Electric Illuminating Co 85/05/23 YOUNGBLOOD.B J Li- 
censing Branch 1 2pp 30551 023-30552,125 

-6505240202 Rev 4 to “Firo Protection Evaluation Rept " 

‘ Gilbort/Commonwealth, inc (formerly Gilbert Associates, fnc) 85/05/31 450pp 
30551 025 30552 125 

8505290157 Forwards revised schedule of corroctivo actions for State of OH & Counties 
of Ashtabula, Geauga & Lake for defrclencies cited in final rapi of 641128 offsito radio 
logical emergency exercise 

KRIMM.R.W Fooerel Emergency Manag^omenl Agency 86/05/23 JORDAN.E L Divi- 
aion of Emergency Preparedness & Englnooring Response (Post 830103) 19pp 
30600 001-30800 019 


Q. Adjudicatory correspond once 


«06OSO8O379 Emergency Preparedness Appraisal Ropts 50 440/85 09 & 50 441/85 07 
on 850225-0 3 07. Major areas Inspected administration of emergency proparodnoss 
prog ram, emergency organization, training & retraining 

SNELL, V^.G., PATTERSON,J,P, WILLIAMSEN.NH Region 3. Offfco of Director 65/ 
05/01 60pp. 30164 267-30164 316 

8506070267 
Plant, Part F, 

RETZLER.R, 

1p 30170:1 07-30170 351 


-86050702 76 Revised “Emergency Response Plan for Perry Nuclear Power Plant, Pa/I 
F, Technofogical Emorgency/Dlsastor Operations, Radiological "' 

" NUSGorp * Planning Research Corp 03/01/31, 244pp 30170108 30170 361 


9506070308 Forwards Safety Insp Ropt 50 440/85 OQ on 8504l5-19.No noncomplianco 
noted 

PAPERIELLO.CJ. Region 3, Office of Director 05/05/01. EDELMAN.MR Clevofand 
Electric Nlumlnatlng Co 2pp 301 73.075-301 73‘088 

-6S05O7O39O P reop 0 rational Insp Rent 60-440/86 06 on 850415-10 No vfofation or da- 
vialioni noted Major areas insnectod radiation protection & radwaste 
programs, Including organization & slafilng & training ALARA program, 

WILLER.O E., GJlI.C.1f.. GREGER.L.R Region 3. Office of Director. 85/05/01 12pp 
30173 077-30173.088. 


8505160617 Further response to FOIA request for documents other than in PDR or OL 
proceeding re di^osHion of any contested proceeding IssuoAop A OocumenI 4 end 
& in PDR App A Documents 1 3 withheld (rof FOIA ExompHon c) 

FELTON.J M Division of Rules and Records 84/00/24 HIATT, S Ohio Citizens for 
Rosponaibie Energy. 3pp 30453 254 30453 35B 

0502140101 Response opposing applicant 850205 motion for summary disposition of 
Issue 15 re util preparedness to prevent, discover, assess & mitigate effects of steam 
erosion on components Cerlificale of Sve end 

HIATT.S L Ohio Citizens for Responsible Energy /(f 185 666. 85/02/11. Atomic Safely 
and Licensing Board Panel 6pp 28882 1 74-28082.179 

8505030502 Motion lo reopen record on Issue 6 for lunllod purpose of admlfting end 
document Into ovidence Document discusses malfunction of TDI diesel generators ro 
suiting from breakage of molal pin Certificate of Sve onci 

HIATT.S L Ohio Citizens lor Responsible Energy 2 85 012 85/04/30 Atomic Safely 

and Licensing Board Panel 5pp 30130 192-301 30 198 

0505080280 Memorandum & order lo fifo proposed findings & conclusions of law on 
(ssuo 3 per 850503 evidentiary hearing schedule Only appllcants.staff & intervening 
parly need to fife proposed findings Served on 850507 

GLEASON J P. Atomic Safety and Licensing Board Panel /f285 893 85/05/07, Office 
of the Executivo Legal Director 2pp. 30202 126-30202,127 


0505070358 Discusses firo protection audit open Hem ro conduit penofration seats 
through fire walls.Criteria for sealing Inside electrical conduit penetrations less than 4 
inches in blameter provided. 

EDELMAN.M R Cleveland Electric Illuminating Co. 85/06/03, YOUNGBLOOD.B J. Li- 
censing Branch 1 4pp 30177:287-30177*290 


8505130072 Answer opposing OCRE BS0430 motion lo reopen record on issue 16 re 
TOI diesel generator reliabililyOCRE failed to meet burdon of establishing that errors 
ondanoor safe plant operation 

SILBERG.JE Cleveland Electric llluminetjng Co. SiLQERGJE. Shaw, Pittman, Polls 
& Trowbridge, ^^285 943, 85/05/09 Atomic Safety and Licensing Board Panel. 15pp 
30274 231-30274.261 


0605100108 Forwards Insp Rept 60-440/85-16 on 850318-22 No noncomplianco 
nateef, Lists several fire protection & safe shutdown features observed incomplete, 
SPESSARD.R L. Region 3, Office of Director 85/05/06 EDELMAN.M R, Cleveland 
Elflctrio llluminaling Co 2pp 30246.318-30246*344. 


*‘8606100199 Insp Rept 50-440/85-15 on 85031 8-22.No noncompfiance or deviations 
noted Major areas fnapected.lmpfomentation of App R requirements & preoperational 
test program & review of alfagatfons re penetration seals & SSER 4 Items. 

HOLMES,J., ULIEJ., GULDEMOND.WG Region 3, Office of Director. 06/05/06. 
26pp. 30246,320-30248.344. 


-0605130076 Affidavit of EC Christiansen ro NRC waeWy Info rept for wk ending 
850322 concerning TOI diesel generators Certificate of Svo end, 

CHRISTIANSEN, E Cfovelantf tieciric Illuminating Co 85/05/09 16pp. 30274.246 
30274.261 

8606130196 Advises that time for Commission to review ALAB-8D2 expired Commission 
declined review Decision became final agency action on 650506, Served on 660510 
CHILK,S J. Oifice of the Socrelary of the Commission. #285 929 85/C5/09 Atomic 
Safety and Lfconsing Board Panel Ip 30274.019-30274 01 9 
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8505160002 Proposed corrections lo UflnscNpl of 850409 10 evideatjary hoanrgs re 
cJiesel generator reliability Svc list end 

HJATT.S L OJito CitJiens for Responsible Energy /|f285 008 85/05/13 epp 
30428 044 30429 051 

B505180167 Proposed findings of fact & conclusJcins of law m fo-rm of partial initial deer 
sfon ra emergency planning & TDJ diesel generators Cerlifjcate of Svc end 
SILBERG.J E Qeveland Efoctric Illuminating Co SILBERGJ E Shaw, Pjllman, Potts 
& Trowbridge 285 005 85/05/13 162pp 30428 151^30428 312 

8505200444 Response opposing OCRE 850430 motion to reopen record ra Issue 16 to 
admit one page of NRG weakly info rept on defecl In ctieck valve in diesel 
generator Info neither significant nor likely to affect results of proceeding 
WOOOHEAD,C P Hearing Branch 4 #285 051 85/05/16 Atonnic Safety and Licens- 
ing Board Panel 3pp 30471 017-30471 '025 

*-8505200452 Affidavit of D Persmko re OCRE assertion that recent rept of defect in 
check valvQ in air start sys in diesel generator Indication of failure of TOI Owners 
Group program CerlifJcate of Svc end 

PERSJNXQ.D Office of Nuclear Reactor Regulation, Director 85/05/15 6pp 
30471 020 30471 025 

8S09200206 Corrections to applicant proposed findings of fact & conclusions of law In 
form of 650513 partial Imlial decision to emergency planning & diesel generators Cer- 
tificate ol Svc one) 

SILBERG.JE CfGveland Electric lllominaling Co SILBERG,JE Shaw, Pittman, Potts 
&Trowb/idge #285 034 85/05/16 4pp 30468 261-30468 264 

8505260005 Proposed Mngs of fact & conclusions of law In form of partial Initial deci 
Sion for Issue 16 re TDf diesel generators OL applications should ho denied Certificate 
of Svc end 

HIATT, SL Ohio Citizens for Responsible Energy- #285 131 05/05/22 66pp 
30571 328 30572 031 

8505300150 Forwards Commission policy sialement ra effect of Guard Decision 1 on 
adequacy of medical sves required by 10CFR50 47(b}(12} W/o slatement Related cor* 
re^ipondencG 

WOODHEAD.CP Hearmg Branch 4 #205 184 85/05/22 GtEASON,JP, 

KLlNEJA , BRIGHT, GO Aiomfc Safety and Licensing Board Panel Ip 30623 360- 
30623 360 

8505240600 Intervenor findings of fact & conclusions of law In form of partial Initial deci- 
sion on emergency planning contenlTon 

LODGEJJ Sunflower Alliance LODGE,! J Lodge, TJ #285 1 32 85/05/24 21 pp 
305B1 331 30561 342 


-0505 160007 Amend 19 lo FSAR for Perry Nuclear Power Plant, Units 1 & 2 
* Cleveland Electric Illuminating Co 05/05/13 691pp 30429 271-30431 241 


Q Inspacifon reports, IE Bulletins & correspondence 


8605020186 Forwards Insp Repl 60-440/85-13 on 850214-0322 & no lice of violalion 
HARRISON, JJ Region 3, Office of Director 85/04/19 EDELMAN.M R Common- 
weallh Edison Co 2pp 30117 287-301 17 302 

-8506020192 Notice of vldation from msp orv B5021 4-0322 
HARRISON.J J Region 3, Office of Director 85/04/19 2pp 301 17 209 301 1 7 290 

-0505020107 Insp Rept SO 440/85-13 on 850214-0322 Noncompliance noted failure lo 
provEda adequate preoperatronal test procedures & lo adequaloly indicate & conliol 
status of components under preoperationaf control 

UNKSBURY.R D, HILLS, D E , ANDERSON.C D Region 3, Office of Director 85/04/ 
19 12pp 30117 291-30117 302 

8504250452 IE Info Notice 65 034, “Heat Tracing Contributes to Corrosion of Slalnloss 
Steel Piping *’ Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
930103) 85/04/30 Consolidated Edison Co, of New York, Inc, 107pp 30115 185 
30115 291 

3504260455 IE Info Notice 05 035, “Failure of Air Check Valves to Seat " Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 65/04/30 Consolidated Edison Co of New York, Inc lOCpp 30115 077 
30115104 


8505060373 Forwards Emergency Preparedness Appraisal Bepts 60 440/85-09 & 50- 
441/65 07 on 050225 0307, No significant deficiency, deviation or noncomplcanco 
noted App A re open items & App B re improvement items end 
PAPERiaLO.CJ Region 3, 011100 of Director 85/05/01 EDELMAN.M H Cleveland 
Efectnc Illuminating Co 1 1pp 30154 255 30154 316 


-8505060379 Emergency Preparedness Appraisal Repts 50 440/85 09 & 50-44 1 /85-07 
on 05O22S 0307 Major areas Inspected admlnlslralion of emergency prepa/odness 
program, emergency organizallonjraining & relratning 

SNELL.W Q , PATfEnSON,J P , WILLIAMSEN.N R Region 3. Office of Director 85/ 
05/01 SOpp 30164 267-30154 316 


8505300245 Memorandum & order denying OCRE 850430 motion lo roopen hearing 
record on Issue 16 re reliability of diesel generators Served on 050529 
GLEASON, J P, BRIGHT, GO , KLINE, J ff Atomic Safety and Licensing Board Panel 
#285 107 85/05/28 OhiD CltdZens for Responsible Energy 3pp 30622 333- 
30622335 


H, General correspondence 

8505160511 FOIA request for documentation between NBC & Congressmar^ EF Fei- 
Qhan ro transcripts of meetings between util £ NRC 

SCHLEMMER,DL Government Accountability Project 84/03/24 NRC - No Delalled 
Affiliation Given Ip 30453 259-30453 259 

8505160522 Partia) response to FOIA request for documenlatjon concernino contact be 
tween NRC & Congressman EF Felghan re transcnpl of meetings between util & 
HRC listed documents being placed rn PDR 

FELTON, JM Division of Rules and Records 64/09/17. SCHLEMMER.O L Govern 
ment Accouni ability Project Ip 30453260-30453263 

-8505160529 Responds to 840810 Itr on behalf of constituents requesting transcript of 
two meetings between NRC 0 l util ra faciliN Forwards (ranscrfpt of 840302 meeting of 
Hydrogen Control Group A summary of 840619 meeting W/o transcnpls 
KAMMERER.C Office of Congressional Affairs 84/00/30 FEIGH/\N,E F. House of 
Rep. 2pp 30453 261 30453 262 

"B505160566 Requests transcript of 640302 0619 meetings in Washington, DC & util fn 
response to constituents requests Transcripts of further meetings ^ould be made 
publicly available 

FEIGHAN.EF House of Rep, 84/08/10 KAMMERER,C Office of Congressional Af- 
fairs 1p 30453 263 30453 269 


f. FInanefal Information 

8505310369 Concludes that 1905 financial info, per 650411 submittal, satisfies 
IOC FRI 40 21, requiring lhai each licensee maintain approved guarantee of payment of 
deferred premiums for each operating reactor over 100 Mw(e) 

SALTZMANJ AssIstanI Director for Stale & Licensee RePationa 85/05/22 
FAZZONE.FA Pennsylvania Power Co. Ip 30681 '347-3068 V347. 

6505310375 Concludes that 1965 financial mfo.per 850419 submittal satisfies 
10CFR140 31, requiring that each licensee maintain approved guarantee of payment of 
deferred premiums for each operating reactor over 100 Mw(e) 

SALTZMAN,J Assistant Director for Slate & Licensee Relalions 85/05/22 VON 
SCHACK.WW Duquesne Light Co Ip 30681.343-30661343 


8605070380 Forwards Safety Insp Rept 50 440/85-08 on 850415-19 No non compliance 
noted 

PAPERIELLO.C J Region 3. Office of Director 65/05/01 EOELWAN,MR Cleveland 
Electric Ifluminaling Co 2pp 30173 075 30173 088 

-8505070390 Preoperationaf (nsp Rept 50 440/85 06 on 850415-19 No violation or de 
vfallon noted Major areas inspected radiation protection & radwasto 
programs, including organization & staffing & training ALARA program 
MILLER.O E. GILL,CF , GREQER.L R Region 3, Office of Director 85/05/01 18pp 
30173.077-30173.088 

0506100106 Forwards Insp Rept 50 440/85-15 on 850310-22 No noncompllance 
noted Lists several fire protection & safe shutdown features observed Incompfelo 
SPESSARD,R L Region 3, Office of Director 85/05/06 EDELMAN.M R Clevolard 
Electric flluminaling Co 2pp 30246 310-30246 344. 

-8505100198 fnsp Repl 60 440/85-15 on 850318-22 No noncompllance or deviations 
noted Major areas Inspected implementation of App R requirements & pra operational 
test program & review of allegations re penetration seals & SSER 4 Items 
HOLMES,J . ULIE.J., QULDEMOND.W.G Region 3, Office of Director. 85/05/06 
26pp 3024 6 320-30246 344 

8508160443 Requests that facility project manager be advised to reasons for SALP 
Input ratings (nto should be provided by B50603 

YOUNGBLOOD,B J Licensing Branch 1 85/05/07 LAGRANGE, R Equipment Qualifi- 
cation Branch LIAW.B.D Materials Enoineering Branch BALLARD, R Structural S 
Geotechnical Engineering Branch 3pp 30438 026-30438 027 

8508060418 IE Info Notice 84-52,Supp) 1, "Inadequate Mali Procuroment Controls on 
Part ol Licensees & Vendors “ 

JORDAN.E L. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/05/00 Consolidated Edison Co of New York, Inc lOpp 30615 338- 
30615 347 

6505150070 Updates 601216 response to 801125 Hr re IE Bulletin 79-01B, SuppI 2, 
"Environ Qualification of Class IE Equipment " Final submittal to confirm equipment 
qualilication will close SHR Oulstancfing issue 4 

EDELMAN.M.R Cleveland Electric Illuminating Co, 85/05/00 NOVAK, TM Assistant 
Director for Licensing. 2pp 30398,1 10-30398 ft t 

8505200388 Forwards Page 44 of Emergency Appraisal Repts 50-440/65-09 & 50-441/ 
85 07 tnadvertently omiltad from 850501 submittal 

PAPERIELLO.C J. Region 3, Office of Director 85/05/14. EDELMAN.M-R. Clevelan.d 
Electric Illuminating Co 2pp 30470:335-30470 336. 


K. Utility Final Safely Analyale Report (FSAR) A amends 

8604110386 Forwards Amend IS to FSAR/evrsfng Chapter 2 ro site 
characlerlstics.Chapter 6 ro ESF.Chapter 7 re Ijistrumenlatlon & control sys, Chapter 
13 ra conduct of operations A Chapter 17 ra QA Certificate of Svc end 
EDELMAN.M R Cl e vale nd Electric Illuminating Co 65/04/10 OENTON.HR Office of 
Nuclear Reactor Regulation, Director 3pp 29792 203-29794 278 

-9504110394 Amend 18 (o FSAR for Perry Nuclear Planl.UmIs 1 A 2 
* Cleveland Elacino llfumlnating Co. 86/04/10 733pp 29792 266 29794 2 78 

8505160006 Forwards Amend 19 to FSAR for Perry Nuclear Power Plant, Units 1 A 2 
EDELMANpMR Cleveland Efeclrfc lliominatlng Co 85/05/13 DENTON.H R Office of 
Nuclear Reactor Regulation, DIreclor 3pp 30429 268-3 0431:241 


-850520'0397 Page 44 to Emergency Appraisal Rapts 50 440/85-09 A 50- 44 1/85-07, re 
siren sys A news media inadvertently omitted from 850501 submittal 
* Region 3, Office of Director. 85/05/14 Ip 30470 336 30470 336 

8505200386 Forwards Insp Rents 60 440/84-21 A 60-441/84-19 on 840822-24 A 
850409-12 No vtolahons Identified 

HARRISON.JJ. Region 3. Office of Director 85/05/16 EDELMAN.M R Cleveland 
Electric Illuminating Co. 2pp 30471:132-30471:160 

-6505200391 Insp Repts 60-440/84-21 A 50-441/84-19 on 840822-24 A 850409-12 No 
noncompllance noted Major areas inspected followup on allegations re production A 
QC 

NAIDU.KR, FAUEVITS.Z , NEISLER,J Region 3, Office of Director. 85/05/09 27pp 
30471.134-30471 180. 
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05O52GO261 Responds to NRC 8SD417 Mr re violations noted m Insp Rept 50 440/85 14 
on e50312*15 & 25'20 Corrective actions critical characteristics for commerciaJ grade 
procoroment document engineering evaluation bases identified 
EDELMAN.MR Cleveland Electric llJumlnaling Co 85/05/17 SP£SSARD,RL Region 
3, Off ICO of Director 6pp 30573 149 30573 154 

8505240329 Forwards Insp Rept 50 440/05 23 on 850502-03 No violations noted 
SPESSAFID.FI L Region 3, Office of Director 05/05/20 EDELMAN.MR Cfevefand 
eioctrrc flluminating Co Ip 30556 351-30556 357 

>-6505240335 Insp Rept 50 440/05 23 on 850502-03 No viofations or deviations 
noted Major areas Inspected allegations re welding, welder qualifications & worWng 
hours Allegations unsubstantiated 

WILLIAM^CC, NEISLER.JH Region 3. Office of Director 06/05/20 6pp 
30656 352 30556 357 

0505260307 Confirms 650603 mooting at Region Ml ofc to discuss status of preopera 
tional test program & recent Insp findings, per 050516 discussion 
KEPPLEn,J G Region 3, Office of Director 05/05/20 EDELMAN*M.R Cfevefand 
Electric ffluminating Co Ip 30572 259-30572 259 

0605310643 Forwards Safety Insp Ropl 50'440/85-20 on 050415-19 & 0429 0503 No 
viofation noted 

SPESSARD.RL Region 3, Office of Director 85/05/22 EDELMAN.MR Cleveland 
Electric Illuminating Co 2pp 30663 251-30663 260 

-B60S3 10050 Insp Rept 50 440/85-20 on 850416-19 & 0429 0503 No violation or devi- 
ation noted Major areas inspected licensee action on previous insp findings, control of 
test & measuring equipment, audita & QA/OC administration 

WESTRERQ.RA, MeENGE.RJ, HAWKINS, FC Region 3. Office of Director 05/ 
05/21 app 30663253 30663260 


S. Reportable occurrences, LERs & related correspondence 


8605090563 Interim Potentially SignjhcanI Deficiency Rept (RDC 132(85)j ro startmo vol- 
tages to some Class 1E power sys during degraded offsite power & LOCA friillally re- 
ported on 850401 Design changes pursued to modify Class lE loads 
EDELMAN.MR Commonwealth Edison Co 85/04/30 KEPPLER.JG Region 3. 
Office of Director 2pp 30232 042-30232 043 

8505220058 Part 21 & Fifral Deficiency Rept (RDC 131(85)1 ro control wire insulation of 
480-volt circuit breakers mfg by Brown Boven Eleclrfc Colnitialiy reported on 
050403 Mods designed to prevent control wiring damage will be performed 
EDELMAN.MR Cleveland Etociric llfuminating Co 05/05/03 KEPPLER,JG Region 
3, Off/c© of Director 3pp 30526 346-30 526 347 

6505170S12 Updated fmal Deficiency Rept (RDC 1l5(04)| re Rosemount Model 1153 
Senes B pressure transmitters TransmiUors repaired by vendor Rolnstallation of Unit 1 
transmitters will bo completed 

EDELMAN.MR Cleveland Efeclric Illuminating Co 06/05/07 KEPPLER.J G Region 
3, Office of Director Ip. 3 0464 316-3046 4 316 

8S0S29D29O Supplemental final deficiency repi re safety rolief valves supplied by 
GECompfelion of environ qualdrcaflon delayed until June 1986 
EDELMAN.MR, Cleveland Electric llluminalrng Co 85/05/14 KEPPLERJG Region 
3. Office of Director Ip, 30619 172-30610 172 

85053106B6 Deviation Analysis Rept 213 re failure of Borq-Warner 20 inch gate 
valves Investigation incomplete Interim or final rept oKpocted vimen addi mfo available 
EDELMAN.MR Cleveland Electric Illuminating Co D5/05/15 KEPPLER.JG Region 
3. Office of Director 2pp 30662 351-30662 352 

8505310694 DoOcloncy Rept (RDC 130(65)] re fire protection safe shutdown 
analysis Reanalysfs co/nplote & correct Ivo measures in process Naxl rep) expected 
following initiallon of required design changes 

EDELMAN.MR, Cleveland Electric Illuminating Co 85/06/16 KEPPLER.JG Region 
3, Office of Director 2pp 30662 34 3 3 0662 344 


6505160075 Further response to FOIA request for documents re oporatlon of Grand 
Gulf Nuefoar Station since 0401 01, Including operation w/TDI diesel generators & uso 
of TDI generators at facility App A documonis In PDR 

FELTON.J.M Division of Rules and Records. 04/09/20, BELL.N Nuclear Informotfon 
& Resource Service 3pp 30454 105 30454 351 

-6505160104 Forwards attendance list, handouts & slides used at 040126 maotlng w/ 
TDI Owners Group 

CARUSO, R Licensing Branch 2 04/02/02 Licensing Branch 2 113pp 30454 110- 
30454 351 


T. Hearing transcripts cn nomantltrust matters 


6605030355 Transcript of 8S'a430 public hearing In Perry, OH ro Contonlion 0 concerning 
hydrogen control syspp 3,310 3,3BG Supporting docunr^entation end 

* Atomic Safety and Licensing Board Panel 85/04/30 694pp 30120 001-30121 334 

8506030105 Transcript of 050501 hearing In Perry, OK Pp 3,369 3,432 

* Atomic Safely and Licensing Board Panel 85/05/01 4epp 30126 202-30126 247 


8505130178 Suppis response to FOIA request for documents re TDI diesel ganorators 
at tad Illy & list of problems & defecls which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents also placed In PDR 
FELTON, J M Division of Rules and Records 04/10/30 BELL.N Nuclear Information 
& Resource Sen/ico, 4pp 30386 192 30306 195 

-840426 9430 Forwards comments on "Doslgn Review of Connecting Rod Bearing 
Shells for TDI Enterprise Engines’* & "Emergency Diesel Generator Rocker Arm Cap- 
screw Stress Analysis.*' Rept does not present sufficient data to support bearing life 
BERLINGER.CH. Division of Licensing 84/04/11 MCGAUGHYJP Mississippi 
Power & Light Co 7pp 30387 332-30307.330 

-8407090957 Summary of 040426 meeting w/TDI Owners Group in Wading River, NY re 
status S progress of program to establish reliability of diesel gonorator Transcript & 
viewnraphs end 

miller, M A, Division of Licensing. 84/06/26 Division of Licensing 5Qpp 30387 352- 
30300 170 


8B0SO3O181 Followup Port 21 rept ro ovflrcompresslon of power load gland assembly 
sealant during factory assembly Procedures revised to specify that only one coal of 
threaded JubricanI will bo applied Proprietary rept end Rept wilnhold 
FOX,R A Conax Corp 05/03/05 Director’s Office, Office of Inspection and Enforce 
men I 3pp 30124 263-30124 289 

8605010601 Interim Deficiency Rept (RDC 110(04)f re Dresser Industries diaphragm 
seal globe valves Approx 02% of mods complelocl & 27% of valves tested, per DevJ- 
aUon Andysis Rept 212 Next rept will bo submitted by 850601 
EDELMAN.M.R Cleveland Electric flluminalinn Co 85/04/15 KEPPLEH.JQ Region 
3, OriJeo of Director 2pp 30093 260-30093'26g 

0505020157 Second interim Deficiency Ropl (RDC 124(85)] ro collection of condensalo 
In RCIC fiteam supply lino.lnilially reported on 850123 Analyses of AE safely Implica- 
tions underway Final rept oxpoctod by 650517. 

EDELMAN.MR. Cleveland Elocirfc Illuminating Co, 05/04/18, KEPPLER,J.G. Regton 
3, Office of Director 2pp. 301 IB-265-301 10 266 


8565020172 Second interim Deficiency Rept [RDC 127(65)) re starling voltage drops In 
power feeder cables for throe valves in RCIC Inlliolly reported on 860130 Ac analyztng 
all do powered valves Final rept expected by 050522 

EDELMAN.M.R Cleveland Efeclric jllumlnatino Co 85/04/10 KEPPLEfl.J.Q Region 
3, Office of Director. 2pp 30119 061-30119 062 

8505020210 Final Deficiency Rept (RDC 120(05)] re voltage drops offocling Div 1,2 & 3 
omornency sve water pumps & associated discharged valves Initially reporleci on 
650130 Item not reportable per 10CFR60 55(e). ^ ^ , 

EDELMAN.MR. Cleveland Electric Illuminating Co 05/04/18 KEPPLER.J.G Region 
3, Office of Director 2pp 30118.255-30118 266 


0BO6O7O622 Followup to 850402 deliclency ropt re diesel generator bldg floor response 
spectra Preliminary evaluations indicate Item does not constitute safety hazard Final 
determination will bo provided by 850531 » 

SAILER ,W F, GUberl/Commonweallh, fno (formerly Gilbert Associates, (nc.) 85/04/ 
29 TAYLOR, JM. Director’s Office, Office of Inspection and Enforcement Ip. 
30205 206-30205.206 


8505090463 Part 21 & Intofim Potentially Significant Deficiency Rept (RDC 125(Q5)] re 
closure problems of Ruskin Mfg c5o supplied fire dampers under normal air 
flow. Ini liaTly reported on 060129 Evaluation continuing ^ r, « 

EDELMAN.MR. Cleveland Electric lllumlnallng Co 85/04/30. KEPPLER.JG Region 
3, OfOco of Director 2pp. 30232-360-30232-361 


8605070068 Transcript of 850502 hearing in Perry. OH Pp 3,433-3,644 Supporting docu 
mentation end 

* Atomic Safely and Licensing Board Panel 05/05/02. 227pp 30181 043 30181 269 

8606150101 Forwards FEMA Exhibils 1 & 3 from Commission 050412 hearing for inser- 
tion Into transcript 

MONICK.n J Aco-Foderal Roportofs. Inc 06/05/02 NRC • No Detailed Aflillallon 
Gwon 231pp 30396297-30307 167 

8605070139 Transcript of 850503 hearing in Perry, OH Pp 3.645-3,762 Supporting docu- 
monlalion end 

* Atomic Safoly and Licef>slng Board Pane) 85/05/03 ll&pp 30171 031 30172 093 

8505220013 Proposed corrections to transcript of 850409-12 evidentiary hearings re 
Issue 1 on emergency planning & Issue 16 re TDI dmsel generators Certificate or Sve 
end 

SILQERG.J E Cleveland Electric Jliumlnaling Co SILSERQ.J E Shaw, Pillman, Polls 
& Trowbridge //285O80 85/05/20 21pp. 30520 280-30520.301 


V. Operator Examinations 


8503130540 Forwards staff findings re operating shift experience for licerrslng of 
facllity.Info provided by 840309,660114 & 0206 Itrs will bo Incorporated Into next 
SSERSSER input & proposal liconso condition end 

YOUNGBLOOD.BJ, Licensing Brandi 1 05/03/05 EDELMAN.MR Cleveland Elec- 
trio lllumlnaling Co. 6pp 2836 1*1 58-2 9361. 163 


DOCKET 60-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. AppJtcatlon /construction alags documenta & correspondence 


8505300109 FOIA request for all records ro mooting w/ Hydrogen Control Owners Group 
held on 850206 or any time during wk of 050204 Info portalrs to Issue 8, "hlydrogon 
Control.’* of Perry OL proceeding 

HfATT.S L. Ohio Citizens for Responsiblo Energy 05/02/08 ROBINSON, L L Division 
of Rules and Records Ip. 30651 200-30651 208 

6505020164 Ack feooJpl of 8 5 0308 request for action under 10CFR2 206. Emergency 
retlef.per request (hat const be stopped lmmodiately,unwarranledBusponsion of OL 
not authorized under 10CFR2 206 

DENTON.H.R Office of Nuclear Reactor Regulation, Director 85/04/24 HfATT.S L. 
Ohio Citizens for Responsible Energy. 4pp. 30141 166-30141:173 

-0505020171 Notice of receipt of request fer action under 10CFR2 208 did 850308 by 
SL Hialt of Ohio Ctlizons for Responsible Energy, Inc that IE Initiate financial invesli 
gallon & show cause pjoceBdiiriQ, 

DENTON, HR Office of Nucrear Reactor Regulaiion, Director 85/04/24 3pp 
30141.170 30141 172 

“0505020178 Undated memo Iransferring rasponsiblNIy for action on facility 2 206 finan- 
cial qualihcation pell lion, per D Eisenhut Q5D4D3 conversation w/J Axeirad 
TAYLOR, JM, Director's Office, Olfica of Inspection and Enforcement, 85/04/24, 
EISENHUT.D.Q NRC - No Dalailed Affiliation Given 1p 30141:173-30141*173 
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-8504090432 Foruvards Oh o Citizens for Responsible Energy petition per 
T0CFR2 2 W requesting immediate acton to suspend CP & OL proceeding & to pro 
vent ruefear fuel sb.pinents pendng co/np'alion of investigation of utif financial capa- 
ti'7 

L(Ef3EnMAN J RegLonal Operations & Enforcement Oi/ision 85/03/29 TAYLOfl.J M 
D/cc'or's Off ce, Office of Infpection and Enforcement 5pp 30141 174*30141 196 

-8504090434 Petit on for suspenson of CPs & nuclear fuel shipmerjis & conduct of in- 
vest oa* on to ascerta.n whether Centra! Area Power Coordinating Group financially 
qua incd to dcs gn & construct facility 

H’ATT.SL Oh'o Cit'zcns for Responstb'e Energy 85/03/08 Oirector's Office. Office 
of Inspect on and En'orcemcn! 18pp 30141 179-30141 196 

8505030203 Ferwards response to NRC 650221 questions re [nilial test 
programmclud ng rnfo la standby diesel generator preoperationat test Enel info will be 
mcerporated in*o future FSAR amend 

EDELMANWR C'evc'and Electric Illuminating Co 85/04/29 YOUNGBLOOD.B J U 
censng Branch 1 5fpp 30126 128-30126 177 

6505030433 Requests NRC approval of use of ASME Code Case N-413 re min size of 
f.'Ict AOlds for linear t>pe supports 

EOELMAN.MR Cleveland Electric I ruminating Co 85/04/29 YOUNGBLOOD, BJ LI 
cens-ng Branch 1 Zpp 30127 143 30127 144 


8505140314 Clarifies SER Seclion 63 13 re safely roliof valve oporaWlily Each auto^ 
matic depressurization sys valve will be manually actuated during initial plant startup A 
after refueling outages to demonstrate operability, 

EDELMANMR Cleveland Electric Illuminating Co 85/OS/Ofl YOUNGDLOOD.B J Li 
censmg Branch 1 2pp 30375 245 30375 246 


8505150070 Updates 801216 response to 001125 Itr re IE Bulletin 70 01 B. SuppI 2. 
“Environ Qualification of Class IE Equipment ” Final submittal to confirm equiprnerl 
qualification will close SER Outstanding Issue 4 

EDELMAN.M R Cleveland Electric Illuminating Co 85/05/09 NOVAK, T W AssJslafil 
Director for Licensing 2pp 30390 110*30390 fit 


6SOS150430 Provides info identified In SSER 4.Section 0 4 4 to resolve Confirmatory 
Issue 35 & License Condition 22 re diesel test override foalures & dc undorvoriago 
alarms Proposed FSAR rev enc' W/eight oversize drawings Aperture cards In POO 
EDELMAN.M R Cleveland Electric illuminating Co 05/05/00 YOUNGGLOOO.B J LI 
censing Branch 1 lOpp 30399 191-30399 201 


8505230086 Forwards addi Info re topics discussed In 041115 A B 502 12 moolfngs w/ 
NRC re LOCA-refated pool dynamic foads^er SER Outstanding Issue 9 Ono ovorsizo 
drawing end i^erture card available In PDR 

EDELMAN.M R Cleveland Electric Illuminating Co 05/05/16 YOUNGBLOOD.DJ Li 
censing Branch 1 31 pp 30534 249-30534.281 


8504290442 Gentnc Ltr 85 07 to all Operating reactor licensees re implementation of 
integral ed schedules for plant mods Sve fist end 

THOMPSON M L Division of Licensing 85/05/02 Consolidated Edison Co of New 
'rork, Inc 22pp 30218 145 30218 170 

8505060304 Offers no comrrients on NRC draft environ protection plan Meeting w/NRC 
planned for end of May to discuss util implementation plans Util will inform of pro 
posed rrceiing dale in near future 

tOELWAN.MR Cieve'and Electric Illuminating Co 85/05/02 YOUNGBLOOD.B J Lt- 
censng Branch t ip 30155 208 30155 208 

8505150105 Forwards Exhib.t 13 re analysis of inaccessible & potentially reiectable de- 
fects in plant for msert'on m transcript 

MOMCK.R J Ace Federal Reporters, fnc 85/05/02 NRC - No Detailed Affiliation 
Grron Ip 30398 168 30398 224 

8505200407 Forwards revsed conformance statements for reg guides in FSAR Section 
1 8^er 850206 & 0402 comm.lmentB 

EDELWANMR Cleve'and Electric Illuminating Co 85/05/14 YOUNGBLOOD BJ Li* 
cens ng Branch 1 67pp 30470 254 30470 320 


8505240605 Forwards SSER 7 re 050319 roqueal for do lotion of Liconso Condition 2 
concerning measuremonl of fuel channel box do flections & 050326 roquost for nc 
CMtance of GE fuel post Irradiation survolllanco program Roquoata nccepmblo 
yOUNGBLOOD.B J Licensing Branch 1 85/05/17, EDELMAN.M R Cfovoland Eloc 
Inc Illuminating Co 3pp 30566 358-30566 360 


8505310073 Submits results of review of info in 050402 Hr, clarifying &/or modifying 
extent of facility conformance to Reg Guides 1 52,1 140 & 1 143 A ^R Exceptions lo 
^ air-aorosol mixing testing unnccoptabJo, 

YOUNGBLOOD.B J Licensing Branch 1 85/05/20. EDELMAN.M R Ciovolond EPoc 
trie flluminating Co 3pp 30670 352-30670 354 

8505300229 Forwards updated mocharical equipment qualification Mo a for onvlroir quel* 
environ mechanical oquipmenlipor SER Outstanding Issue 4, 
EDELMAN.M R Cleveland Efectric fliumlnating Co 05/05/22 YOUNGBLOOD.G J U 
censing Branch 1 50pp 30624 001*30624 059 


F. Security, medical, emergency & fire protection plana 


6505300279 Requests ciarification of listed changes to FSAR.Chapter 13 included in 
Arnerd 18 submitted by 850410 ltr Formal response & FSAR amend requested prior 
to iicens ng r 

YOUNGBL^DSJ Licensing Branch 1 85/05/17 EOELMAN.MR Cleveland Elec- 
tric i'lum.nat'ng Co 4pp 30651 355-30651 358 

8SOS300696 Notices that ASME Coda N 413 acceptable & approved as wnllen A mav 

EDELMAN,MR Cleveland Elec 

*“els°lmm‘i?s"®''' * °'-® '® ’OCFRiO-IOS leiminalion 

Coosol,da.edEd,sonCo oINew 

8505300293 Submits info re entena for performance of containment Intearaled teakano 
ra^o test as part of cnitial test program FSAR Section 62 6 1 w.» be 

EDELMAN.M R Cisvefand Electric l[fum.nating Co 65/05/23 YOUNGBLOOD h i m 
censmg Brarch i ip 30622358 30622 358 TuurvubLUUD.B J Li 

8505290554 Requests denial of Ohio Citizens for Responsible Enerav asosoa nphrinn 

luS^a> M/OS/mTeNTON 5 R Oittf "• 

to 534PP M593 3I M0595131 ' ° Regulation. Duec- 

305^ 303^” Cleveland Electnc Illuminating Co 85/05/23 5pp 30594 299 

30595 Clevelend Electnc lllumnaling Co 85/05/22 7pp 30594 304- 

E. NRC Safety Eveluallon Report (SER). .vppi, 4 correapondence 
''yoingIi'i ^?ln b'*? ® (NUHEG.0887) W/o end 

Cleveland Elec 

YOUNGBLOOD.BJ LI- 

*^'ry OPERATION OF 

44MCIevetendEl2:lJ^^KniS^^^ Nos. 50-440 And 50- 

30114 204”30^4T5f' ’^CBEG 0887 SOS 85/04/30 150pp Availabla at NRC $5.50 


8505160^7 Further rosponso lo FOIA request for documonta olhor than In PDR or OL 
o??^§ diMosition of any contested proceeding Issue App A Documonl 4 one! 
fi Documents 1-3 withheld (ref FOIA Exemption 6) 

FELTON,J M Division of Rules and Records 84/09/24 HIATT, S Ohio Cilizona for 
Responsible Energy 3pp 30453 254-30453 250 

“•6505160626 Forwards proper form for affidavits for use In proparina opinion of ovacii 
oslimates for population near facility Affidavit must bo notarized & proi 
qualifications attached ^ 

84/06/26 URBANfK.T Toxaa AAM Univ . Co! 
lege Station. TX Ip 30453 257-30453 258 

J" *0 NUnEG-0845, “Agency Procoduros for NHC Incident 

nrnrftHnmc R©gion III omergoncy rosponso impiomontma 

Pfocedures Ack of receipt requesled.W/o enef « ? r j u 

85/02/13 EDELMAN.M R Ciovoland 
eieclfic Illuminating Co 2 pp 29086 251 *2 0086.252 

t^esign.per Supp1 1 (o NUREG 0737Sy8 do sign ac- 

»s|.arbe^"ete^^ ®'«'' "-““nnplotoSnslle 

EOELMAN.MR Ctovdland Eloc 

“ aoceptablo lo corlinuoa St>DS pro 

NRC - No Detailed AffilJatron Given 05/04/29. 13pp 30220.234 30229 246 

®“l/w®Ng\U'^wBrPla®f“®" nadiologlcal Emsrgoocy Rasponso Plan lor 

Mp'M?791?r30®l“7a'^M7.’^’ YOUNGBLOOD, a, J Lteonslrrg Oraneb 

"®a“Sr Ran?””®'' Emergency Response Plan lor Pairy Nude 

•Geauga County. OH. 84/07/31 162 pp 30170196 30170 357 

^EmergsTCy® PrSS 05/05/01 JORDAN.E.L Dlvi- 

30126'1095o 12^25 ® “ * Engineering Response (Post 830103) 17pp 

®®44?/8S-07 'on^MalTaSyN^o 50-440/05 09 & 50 

PAreflY^LacrR"eSr3*offr/7ln^^^^^^^^^ noocompl lance 

Eleclnc llkimlnabng Co 1 1pp aOpMlase ^30164 ‘ ^Et^LMAN.M R Clovalnntl 

SSS" 


1 3, Office of Director. SS/OS/OI 
Ip. 3D17o!l67^3ol70 ^ouniy, OH 85/05/01, YOUNGBLOOD.B, 3 Licensing Branch 1 
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-8605070275 Revised "Emergoncy Response Plan for Perry Nuclear Power Plant Pari 
F, 'Technological Emergency/ Disaster Operations, Radiological 
* NUS Corp ‘ Planning Research Corp 83/01/31 244pp 30170108 30170 351 

8505070350 Discusses fire protection audit open item ro conduit penetration seals 
through (iro walls Criteria for sealing inside electrical conduit penetrations less than 4 
inches in diameter provided 

EDELMAN.MR Cleveland Efecinc Illuminating Co 85/05/03 YOUNGBLOOD BJ Lr- 
censing Branch 1 4pp 30177 287-30177 290 

8605140366 "Ashtabula Cour>ty,OH Radiological Emergency Preparedness Plan" W/ 
850508 Itr 

WHEELER, KM Ashtabula County. OH 85/05/08 YOUNGBLOOD.B J Licensine 
Branch 1 laOpp 30368 349 30369 118 ■ '9 


8506200368 Forwards Page 44 of Emergency Appraisal Repts 50 440/85 09 & 50 441/ 
85 07 Inadvertently omillod from 850501 submittal 

PAPERIELLO.CJ Region 3, Office of Director 85/05/14 EDELMAN.MR Cleveland 
Electric Illuminating Co 2pp 30470 335-30470 336 


-'8S05200397 Page 44 to Emergancy Appraisal Repls 50*440/05 09 & 50-441/85 07 re 
siren sys & news media Inadvertonlly omitted from 850501 submittat 
* Region 3, Office of Director 85/05/14 Ip 30470 336-30470 336 

8S052 10433 Forwards responses to fire protection audit trip ropt Agreement 1 & Issue 
1 1ssue dale of fire protection evaluation ropl delayed until mid May W/one oversize 
drawing Aperture card available m POR 

EDELMAN.MR Cleveland Electric IHumlnalmg Co 05/05/15 YOUNGBLOOD BJ Lt- 
censing Branch 1 5pp 30408 279 30490 203 


8505240042 Forwards Rev 4 to security plan Resolution of comments on changes to 
plan made at 850300 meoling Rev withhold (ref 10CFR73 21) 

EDELMAN.M R Cleveland Eleclrrc Illuminating Co 85/05/15 Office of Nuclear Reac- 
tor Regulation, Director 2pp 30556 211-30556 212 


8605210456 Forwards FEMA 850501 Itr, Including schedule of corrective actions submit- 
ted by Stole of OH lor recommendations idontifjod In Ohio, Lake, Ashtabula & Geauga 
Counties resulling from 041128 exorcise 

PAPERIELLO.CJ Region 3, Office of Director 85/05/16 EDELMAN.MR Clevefand 
Eleciric lllummallng Co 2pp 30499 271-30499 295 


8505280312 Forwards addi responses to oulslondlng agreements & Issues Identified in 
050416 trip rent re firo protection audit held during wk of 850315 
EDELMAN.MR Cfoveland Electric lllumlnalmp Co 85/05/21 YOUNGBLOOD.B J Li- 
censing Branch 1 lipp 30572 240-30572 258 


8605300517 Responds to 860422 request for addI Info re status of slate & county 
review & approval of Fob 1 985 "Evacuation Tim© Estimates for Areas Near Perry Nu 
clear Power Plant " Comment lira re evacuation time estimates end 
EDELMAN.MR Cleveland Electric lllumtnaling Co 05/05/22 YOUNGBLOOD BJ Li- 
censing Branch 1 14pp 30628 048-30628 061 


SS05240140 Forwards Rev 4 to 1958, "Fire Proleclion Evaluation Ropl,*’ incorporating 
now mail re safe shutdown Deviations from lOCFRSO.App R will bo transmitted 
s^arately Rev 5 will include deviations as new section of repl 
EDELMAN.MR Clovoland Electric IHumlnalmg Co 85/05/23 YOUNGBLOOD.B J Li- 
censing Branch 1 2pp 30651 023-30552 126 

—8505240202 Rev 4 to "Fire Protection Evaluation Ropl " 

* Gllbor (/Commonwealth, Inc (formerly Gilbert Associates, Inc) 85/05/31 460Dn 
30551 025 30552 125 


8 505290 157 Forwards revised schedule of corrective actions for Slate of OH & Counties 
of Ashlnbula.Geauga & Lake for doficiencics cited in final ropt of 841128 offsile radio- 
logical emergency exorcise. 

KRIMM.R W Federal Emergency Mananomont Agency 85/05/23. JOHOAN.E L Olvi 
Sion of Emer|oncy Preparedness & Englnoorino Response (Post 830103) 19pp 


G. Adludlcatory correspondence 

8505160617 Further response to FOIA request for documents other than In POR or OL 
proceeding re disposition of any contested procoodlng issue App A Document 4 end 
& In PDR App A Documents 1-3 withheld (ref FOIA Exemption 5). 

FELTON.J M Division of Rules and Records, 04/09/24 f IfATT.S, Ohio Citizens for 
Responsible Energy 3pp 30453 254-30453 258 

8602140101 Response opposing applicant 850205 motion for summary disposition of 
Issuo 15 ro util preparedness To provont, dlscovar.assoss & mlligat© effects of steam 
erosion on components Corlificato of Sve end 

HIATT.S L Ohio Citizens for Rosponsiblo Energy #105 566 85/02/11 Atomic Safely 
and Licensing Board Panel 6pp. 20882,174 28B02-179 

B6050305Q2 Motion to reopen record on Issue 6 for limited purpose of admitting end 
document Into evidence Document discusses malfunction of TOI dlosel generators re- 
sulli^ from breakage of metal pin Corlificato of Sve end 

HIATT.S L Ohio Cillzons for Rosponsibfe Energy #285 812, 05/04/30 Atomic Safely 
and Licensing Board Panel 5pp 30130 102-30130 196 

8505080280 Memorandum & order to Me proposed findings & conclusions of faw on 
Issue 8 per 850503 evidentiary hearing schodula Only applicants.slaff & intervening 
party need to file proposed findings Served on 850507 

QLEASOHJ P. Atomic Safety and Licensing Board Panel #285 893. 85/05/07 Office 
of the Executive Legal Director 2pp 30202 126 30202 127 

8505130072 Answer opposing OGRE 850430 motion to reopen record on Issue 16 re 
TDI diesel generator rellabilily OGRE failed to moot burden of establishing that errors 
endanger safe plant operation. 

SILBERG.J E Cleveland Eleciric Illuminating Co SILBERGJ E Shaw, Pittman. Polls 
& Trowbridge #285 043 85/05/09 Atomic Safety and Licensing Board Panof. 15pp 
30274'23 1-30274 261 

-8505130076 Affidavll of EC Christianson re NRC weekly info rept for wk ending 
850322 concerning TDI diesel gen era tors .Certificate of Sve end 
CHRISTIANSEN.E Cfevo land Electric Illuminating Co. 85/05/09 16pp. 30274 249- 
30274'261 


8505130196 Advises lhal lime for Commissicn to review ALAB-002 expired Commission 
decfinod reviow Decision became final agency aciion on 050506 Se/vod on 850510 
CHILK.SJ Office of the Secretary of the Commission #285 929 85/05/09 Atonnac 
Safety and Licensing Board Panel Ip 30274 019 30274 019 

6505160002 Proposed corrections to transcript of 850409-10 evidonlmry hearings ra 
diesel genoralor rolrohility Sve fist oncf 

HIATT.S L Ohio Citizens for Responsible Energy #285 008 65/05/13 8pp 

30420 044-30429 051 

0505160167 Proposed findings of fact & conclusions of law in form of partial initial deci- 
sion re emergency planning & TDI diosel generators Certificate of Sve end 
SILBERG.J E CfevGland ElGClnc llluminaling Co SILBERG.J E Shaw, Pillman, Pelts 
& Trowbridge #285 005 65/05/13 162pp 30428 161-30428 312 

850520-0444 Response opposing OCRE 850430 motion to reopen record re Issue 16 to 
admit one page of NRC weekty info ropl on defect in chock valve in djesel 
generator Info neither afgnificanl nor likely to affect results of proceeding 
WOODKEAD.C P Haaring Branch 4 #285 051 05/05/15 Atomic Safety and Licens- 
ingBoard Panel 3pp 30471 017-30471 026 

“8505200462 Affidavit of D Porsinko ro OCRE assertion that recent rept of defect In 
check valve fr^ air slart sys in diesel generator indication of failure of TDI Owners 
Group program Certifrcalo of Sve end 

PERSINKO.D Office of Nuclear Reactor Regulation. Director 85/05/15 Bon 
30471.020 30471 025 ^ 


8505200206 Corrections to applicant proposed findings of fact & conclusions of law In 
form of 650513 partial Initial decision ro emergency planning & diesel generators Cer- 
tificate of Sve end 


SILBERG.J E Cleveland Electric Illuminating Co SILBERG.J E Shaw. Pillman, Potts 
& Trowbridge #285 034 86/05/16 4pp 30468 261 30468 264 


86052800 05 Proposed Irr dings of fact & concfuslons of faw In form of partial Initial deci 
Sion for fssuG 16 re TDI diesel gonoralore OL applications shourd bo denied Co rtificale 
of Sve end 

HIATT.S L Ohio Citizens for Responsible Energy #285 131 06/05/22 6600 


6505300156 Forwards Commission policy statemenl ro effect of Guard Decision 1 on 
adequacy of medical sves required by 10CFR50 47(b)(12) W/o slalement Relaled cor- 
respondence 

Hearing Branch 4 #285 184 85/05/22 GLEASON.JP. 

KLINE.JR, BRIGHT.G O. Atomic Safety and Licensing Board Panel Ip 30623 360- 
30623 3 60 


BSOS240600 Inlorvenor findings of fact & conclusions of law in form of partial inillal deci- 
sion on emergency planning contention 

LODQE.TJ Sunflower Alliance LODGE.TJ, lodge. TJ #285 1 32 85/05/24 21pp 


8506300246 Memorandum & order denying OCRE 850430 motion to roopea hearing 
record on Issue 16 ro reliability of diosel genorators Served on 850529 
GLEASON, J P , BRIGHT.G 0. KLINE, J R Atomic Safety and Liconsing Board Panel 
#285 107 85/05/28 Ohio Citizens for Responsible Energy 3pp 30622 333- 


H. General correspondence 


8506160511 FOIA request for documental ion between NRC & Congressman EF Fol- 
ghan ro transcripts of meelings between util & NRC 

SCHIEMMER.OL Govcrnmonl Accountability Project 04/00/24 NRC • No Dolallod 
Affiliation Given Ip 30453 259 30453 259 

6505100522 Partial response to FOIA requost for documonlation concerning coniacl be- 
tween NRC 8 Congressman EF Folpnan re transcripl of meetings between ulil & 
NRC Listed documonis being placed in PDR 

FELTON.J M Division of Rules and Records 04/09/17 SCHLHMMER.DL Govern 
ment AccountabiJily Project Ip. 30453 260 30453.283 

“8605160528 Responds to 840810 Itr on behalf of consliluonls requesting transcript of 
two meetlrms between NRC & util re fad lily Forwards transcripl of G 4 0302 meotifTn of 
Hydrogen Control Group & summary of 840019 meoling W/o transcripts 
KAMMERER.C Office of Congressional Affairs Q4/08/30 FEIGHAN.E F Housa of 
Rop 2pp 30453 261-30453 262 

“6505160566 Requests transcript of 040302 0619 moolings in Washington.DC & ulil in 
response to corvsliluenls requests Transcripts o1 furlhor meetings should bo made 
publicly available 

FEIGHAN.E F House of Rep 84/08/10 KAMMERER.C Office of Co nnrossiena I Af- 
fairs Ip 30453 263-30453.263 


I. Financial information 

Concludes ihat 1906 financial info, per 850411 submillal, satisfies 
10CFR140 21, requiring that each ficensaa maintain approved guarantoo of payment of 
deferred premiums for each operating reactor over 100 Mw(q) 

Assistant Director for State & Licensee Relations 06/05/22 
FAZZONE.FA Pennsylvania Power Co Ip 30681 347-30681 347 

financial Info, per 850410 submiUal. satisfies 
10CFR140 21,rGcjuir<ng that each llcensao maintain approved guarantee of payment of 
deferred premiums for eaeft operating reactor over 100 Mwfe) 

Assistant Director for Slate & Licensee Relations 85/05/22 VON 
SCHACK.WW, Duquesne Light Co Ip, 30681 343-30681 343 


n. uitHiy nnei bOTety Analysis Report (FSAR) & amends 

8604110366 Forwards Amend 16 to FSAR.revlsIng Chapter 2 re silo 
characleristlcs, Chapter 6 to ESF, Chap ter 7 re inslrumentatfon & control! ays, Chapter 
cpmjycl of operations & Chapter 1 7 ro QA Certifrcalo of Sve end 
EDELMAN.MR Cfevoland Electric llfuminating Co. 65/04/10 DENTON.HR Office of 
Nuclear Reactor Regulation, Director. 3pp 20792 203-29704.276 
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"6504110994 Amend 18 !o FSAR for Perry Nuclear Plant, L'nila 1 a 2 

CfevelandElesctncllluminarmgCo 85/04/10 733pp 29702 266 29704 276 

Pe»ry Nucleai Power Plant Unis 1 A ? 
EDELMAN.M R Cievefand Electric fJIurnmating Co 85/05/13 DENTON HR Office of 

Nuclear Reactor Regula1ior>. Djreclor 3pp 30429 268 30431 241 ’ 

Ji? Nuclear Power Plar>1.Uri1s 1 & 2 

Cleveland Electric Illuminating Co 85/05/13 691pp 30429 271-30431 241 

Or frtspectlon reports, IE Bulletins & correspondence 

plnmg^- sic IS'enc®* Contributes to Corrosion of Slainless 

830^1031 PreMrcdness & Enaineermg Response <Post 

30116 291 Consoldated Edison Co of New York. Inc 107pp 30115 185 

®®?nnnAwVP ^n° "Fajfura of Air Check Vafvos to Seat ” Svc list end 

™i03^L/04730°rnnL^.5^^^^^^ Preparedness & Engineering Response (Post 
30115 184^^'^^^^^^ Consolidated Edison Co of New York. Inc lOBpp 30115 077- 

07 Preparedness Appraisal Repts 50 440/85 09 & 50 

850226 0307 No srQnifjcant defictercy. dovratron or noncomolrance 
PAPER! R fnr^F ® ^provement (terns end ^ 

Ife'"®''" EKLMAN,M R Clavaiand 

rclrainmg ^ ^ ^ eparedness 

05/1 Mpp' a0is5 26M0i5^ , WtLLlLsEN.N R. Regtpn 3, OHce of Daeclor 05/ 

’■ Matt ProouromenI Conirola on 

83i31oa^LSo?mB®rn®rI=l^2fSra P'fiPa'e‘)"?5S & Enginsoilng Rosponsa (Post 
30615 347 *^ Consolidated Edison Co ot New York. Inc lOpp ^30615 336- 

Updates 801216 response to 801125 Itr re IE Biillelin 79 01R o 
qg|l«lro°“se SER "> 

D!?lct^fo;Uce^°ln^2w^“ NOVAK, TM Assistant 

ci««k nj i ^®9'on 3, Office of Director 05/05/14 EDELMANMR CiouiaianH 
Electric llluminairng Co 2pp 30470 335-30470 336 tucLMAN.WR Cleveland 

*' m^nlS Appraisal Repls SO 440/85-00 & 50-441/65 07 re 

S0.dA0/8d21 S 50-«1/ed.19 on 840623 34 8 

Eta?lnffinif,?gSo\pp^ EOELMAN.M R. Cleveland 

"66052PD361 Insp Ropis 50 440/84-21 5 50 441/84-19 on 840822 24 * nanano iom„ 
nojioompirsnoo noted Major areas Inspocted follol-lp Sn a'Ssi Sllon 8 

3047 n34 30471^16'o®'^ ' Region 3, Olfice ol Director 85/05/09 27pp 

?p 30572 aOELMAN.MR Cleveland 

S. RoportaWe occurrences, LERs A reJatod correspondence 

ft Records 04/09/20 BELLN Nuclear Informfliirtn 

& Resource Service 3pp 30454 105-30454 351 ' ^ ivuciear iniormalion 

■^®Dl Owners G?o™r‘'® ksl.handouls 8 slides used al 640126 meoling w/ 

304'54 3Si” S™™'' ^ 04/02/02 Ucanslng Branch 2 113pp 30454110- 

**aUaakll*S documenls re TDJ diosel gonetalors 

jtJfwi ^ defecls which occurred w/TDI oeneralors used or 

Apps A & a documonis Documents also placed in PDR 

Records, 84/10/30 BELLN Nucfear Information 
& Resource Service 4pp 303&6 192 30356 195 ‘'•uciear inrormation 

"®SMll®?otTOrS2^=°STi»^^^ of Conneoting Rod Gearing 

lOI cnlerprise Engines & 'Emergency Diesel •Generator Rocker Arm Car*. 

S^ERLINGER r Present sufficiont date to supporl bearing life 

SWili 7%"X"367V2&3|^'“‘'^"- Mlsslsl;?i 

1407090357 Sumrnary ol 040426 meeting w/TDI Owners Group In Wadino River NY re 

™w9fapb'’s'Zl“ «'<®*®U«notoWaSpVl 

30308?^^ DnrisJoJi of Licensing 84/06/26 Division of Licensing 58pp 30367*352- 


Followup Pari 21 rept re overcompresslon of power toad gland assembh 
sealant during factory assembly Procedures revised to specify that only one coal 

™nt 3?p 30124 28?3S?M 289 

8505010601 Interim Defrclency Rept (RDC 119(84)1 re Dresser Industries djHnhrj5ffim 
seal glebe valws Approx 82% of mods completed & 27% of valves tested oe^r Devi 
pnpT ? Next rept will be subrnitled by 050601 

iSico oi amctar^w" 300^^^^^ '<EPPLER,JG Reg, on 

^^m^C?C?irnm°'!m!i?!T'" pekcency Rept |RDC 124(86)} re colleclton ol condensate 


-••v-sw V/ H i«i C7AUDUiVU 

EDELMAN,MR Cleveland Efoctric ...uiiinmimn 
3. Office of Diroctor 2pp 30118 285 301 1 fl 286 


iMivr llfllioiiy luuuaeu on 

Co 85/04/18 KEPPLER.JG Region 

r«teeWecta~3o“T^ KEPPLEH,JG Reg, on 

8505020210 Final Deficiency Repl (RDC 128(85)] re volfaae droDS affeclinn Dm l ? A i 

lOTtoOo/r<;cta^2T3o“ XEPPLER.JG Hogion 

®®S?a“?eli£!!S!Vv“aSl^,a ‘''®®®' flSPPra'of bWfl Hoor rosponso 

d§lernSnal,lrwXp3eTbl 8MW^^^ ‘'“®® 

l9'''fAYVoHj'M® °"P®'‘ Associates. Inc) 85/04/ 

30205 206 ^205 206 ' °''“® l"®P®®“®® EnlorcorfionI Ip 

°nrS?u!mJ Fotmbally Significant Delicioncy Ropt (RDC 125(05)] lo 

I.O(k«rtOl7octaf''2Tp 30M2S^^^ KEPPLERJQ Region 

Lma'cinMlp °®!'®'«"®y FePt POC 132(85)] re siBrttng vol- 

0™D;tocter.%73“4\lo23™ XEPP^ER.JQ Region 3, 

® wH® citou7h,Lkk«' "i“ '^'<®5)J re oontrol wire insulallon ol 

fl^n/fvi 0overi Electric Co/nitially reported on 

EDPmAM M o®rSr®? *°.,PS''®."' ®?®8ol wlfing damage will bo perforined 
3. 0(|,c^I?/Dltectohtp KEPPLEH,JG Rogloo 

®*SefiesBie?«?,BL'l!l?lSf,'f?"®'' '^f.P' 115(84)) re Roseraount Wodol 1153 

&iHete WBI be comStaled ^'®"®®’"'®'® '®P®''®'' *>y ''®"'‘°' Rolnslallalion ol Unit 1 

3%^fll^eo(Dltoctorf7304“^ KEPPLER.JG Rogicn 

final deficiency rept re safely relief valves supplied by 
pncm/n 1?S o^P'^vifon qualification delayed until June 1 985 

KEPPLER.ja Roglon 

05O531O6S6 Deviation Analysis Rept 213 re failure of Bora Warner 20 Inch oate 
EC^ELMAN^M^C?^^^^ expected wlien addi info avaiiSjlo 

KEPPLER.JG Region 

*^aiialvsrs^RQflnaiSt^rrtm?£^^ 130(85)] ro fire protection safe shutdown 

|£g Snolr7C®i P'®®®®®'^®=<' 1®P' ®>'P®®'®<' 

fomceofDvoo“p"3(§62^ KEPPLER.JG Rogtah 

T. Hearing transcripts on non-anlltruat matters 

Transcript of B50430 public hearing in Perry, OH re Contention 8 concerning 
•ter" tt’n®/.? rp 3-3">-3i38B Supporiing dooumenlalion encl ®°"'®'™®3 
Atomic Safety and Licensing Board Panel 85/04/30 694pp 30120 001-30121 334 

9(®5t^501 hearing in Perry, OH Pp 3,389-3.432 
Atomic Safety and Licensing Board Panel 85/05/01 46pp 30120.202-30126 247 

® mlmK Pefry.OH Pp 3.433-3.644 Supporting cTocu 

Atomic Safety and Licensing Board Panel. 85/05/02 227pp 30181:043-30181 269 

imo^^lJansSnpl!^^ Exhibits 1 & 3 from Commission 850412 hearing for inssr- 

6°e^n%p sSI&ioarier' 

® mantalion eiwr""'” FP 3.645-3.762 Supporting docu- 

’ Atomic Safely and Licensing Board Panel 85/05/03 118pp 30171 031-30172093 

B605220013 Proposed corrections to transcript of 850409-12 evident larv heeilnns ra 
^ssue on emergency planning & Issue 1 6 re TDl diesel generators Certificate o? Svc 

SIl^ERG.JE Cleveland Electric Illuminating Co SILBERG.J E Shaw Pitlman Ports 
StTrowbndge /5f28S 088 85/05/20, 21 pp 30520 280-30520 301 
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DOCKET 50 443 SEABROOK NUCLEAR STATION. UNIT 1 


A Application/construction stage documents & correapondoncG 

85O&20OO66 Partial respoftso to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A doc umonts Search con 
tijiLinq for add! records 

FELTON, J M Division of Rulos and Records 04/10/15 SHOLLY.SC Union of Con 
cerned Scientists I2pp 30630 001*30630 15Q 

>*8406200324 Discusses review of plant probabilistic safety assessment Proposed 
schedule for review of probabilistic safety assessment by designated divs end Any 

Q uestions on significant areas for LLL consideration requested by 840801 
PEIS.T P Division of Safely Technology 64/06/21 EISENHUT.D Division of Licons 
mg VOLLMER.R Division of Engmeermn MATTSON, R Division of Systems Integra 
[ion (post 811005) 3pp 30633 060 30633 062 

-6407230186 Submits revised schedule for review of external events probabilistic safety 
assessment Questions & comments will be provided on 640015 Site visit will be con* 
dueled in mrd Aug 1904 Draft review rept will be submitted by 6411 15 
VOLLWER.R.H Division of Engineering 84/07/16 SPEIS.T P Division of Safely 
Technology 3pp 30633 066*30633 070 

-•8505290156 Forwards std ardor for DOE work “Review of Seabrook Nuclear Power 
Plant PR A.” issued to LLL Requests proposal be submitted within 40 d^ys 
SPEIS.T P Division of Safety Technology 64/04/03 DUVAL.RA Energy, Dept of 
2pp 30632 340-30632 341 

-8505290164 Std order for DOE work “Review of Seabrook Nuclear Power Plant 
PRA," issued to LLL 

SPEIS.T P Division of Safely Technology FIN A-3754 4 64/04/03 3pp 30032 342- 
30632 355 

-0505290247 Forwards Final 109 proposal, "Review of Seabrook Nuclear Power Plant 
PRA " Proposal now In process (or formal approval 

JOHNSON,J M Lawrence Livermore National Laboratory, FIN A 0601 84/06/19 
DAVIS, S M ReJiabillly & Risk Assessment Branch Ip 30633 041-30633.041 

-6505290263 Project & budget proposal for NRC work "Review of Seabrook Nuclear 
Power Plant PRA " 

CL ELAND, L L , QARCIA.A A , JOHNSON, J M Lawrence Livermore Nalronal Laborato- 
ry FIN A-0001 84/06/05 DAVIS,S M. Division of Safety Technology. lOpp 

30633 042-G0633 059 

8504170683 Forwards request for addi info re heaw load handling sys, per NUREG* 
0612, "Conlrol of Heavy Loads at Nuclear Power Plants" Util response to INEL Aug 
1963 rept re heavy loads not yet received 

KNIGHTON.GW Licensing Branch 3 66/04/04 HARRISON,RJ Public Service Co 
of Now Hampshire 4pp 29909 153-29909 156 

8505020120 Responds to 850318 Hr re receipt of meeting noticos after moollng 
dates State will be advised of mooting by telophono, tolefax or both when meeting 
scheduled In loss than 1 wk 

NERSOS.V Llconsing Branch 3 85/04/15 AHRENS, P Malno, Slate of 3pp 
30130 308>30130'310 

8505020069 Informs of complolion of review of util 850405 request for authorization to 
use ASME Code Case N 413 for application to finoar-lypo supports ASME Code Case 
N 413 Bccepiable w/ end listed limitations 

KNIGHTON,G.W Licensing Branch 3. 65/04/22 HAnRISON,R J, Public Service Co 
of Now Hampshire 5pp 30140 267-30140 271 

8505090127 Forwards request for add! info re amends to facility FSAR through Amond 
54 affecting initial plant test program.FSAR Table 14 2-3,ltom8 22,23,27 & 28 & Table 
14 2-4, Homs 19, 20,21 & 22 should bo modified to provide adequate criloria 
KMIGHT0N,G W Licensing Branch 2 85/04/23. HAnRISON,RJ Public Sorvico Co 
of New Hampshire 4pp 30253 240 30263 262 

8505010393 Ack receipt of 650415 Hr re noticos of meolings on plant- related 
matters Requests notification by telephone of any meeting when written notico would 
not arrive 1 wk before meoling date 

BIS BEE, G D New Hampshire, Slate of 85/04/25 NERSES.V Licensing Branch 3 
Ip 30090 210 30090 210 

8505150441 Nolllicalion of Significant Lfeensoo Meoling 65'45 on 850516 w/util In 
Region 1 ofc to discuss facility status & schedule update Meeting agenda end 
GRANT, J.M Region 1, Office of Director 05/04/29, Region 1, Office of Director 2pp 
3043 B 023 30438 024 

8505090660 Notification of 850510 meeting w/util In Belhosda.MD to discuss plant op 
erator experlenco level Meeting agenda end 

NERSES.V Licensing Branch 3 85/06/01 KNIGHTON,Q.W Licensing Branch 3. 6pp 
30236 316-30235 321 

8504290442 Goneric Llr 85-07 to all qporaling reactor licensees re implomentalion of 
integrated schedules for plant mods bve fist end 

TH(5wpS0N,H L Division of Licensing. 85/05/02 Consolidated Edison Co of Now 
York, Inc 22pp 30216 149 30218 170 

6505109297 Forwards revised “GE Relays & Accessories Seismic Capabillly," fn re* 
sponsG lo 840920 request for info re undor/overvoHage relay,Devfco 27/59, Model 
12IAV63L1A & ovorcurrenl reIay,DGvicG 60-51. Model 12IAC66B4A 
DEVINCENTIS.J Public Service Co of New Hampshire 85/05/06 KNIGHTON.G.W 
Licensing Branch 3 3pp 30246 087-30246 096. 

-8605100301 Revised "GE Relays & Accessories Seismic Capability " 

* General Eleclric Co, GEZ-6675. 77/05/20, 9pp. 30246 090*30246 098 

8505240459 Clarifies committed meoling notification actions,per 850416 Hr All parlies 
will be advised when meeting schedule less than calendar wk away from date on 
meeling notice 

NERSfev. Licensing Branch 3 86/05/08 AHRENS,P Maine, State of 3pp 
30576 132 30576:134 


6505300374 Responds to NRC 85021 1 Hr re allegation concerning inconsistent welder 
identification data Employee allegation resolution organization inveslrgalpon 
completed Incident isolated Wolds roexaminod.found salisfaclory & documented 
OEVINCENTIS.J Public Service Co of New Hampshire 85/05/08 STAROSTECKLR 
Region 1. Office of Director 3pp 30630 353*30638 355 

8505210549 Notification of 850524 meeting w/util in Bolhesda.MD lo discuss cable tray 
si^port re evaluation program Agenda onci 

NERSES, V Licensing Branch 3 65/05/13 KNIGHTON.GW i-icansing Branch 3 5pp 
30523 274 3 0523 276 

8505210106 Generic Ltr 85 08 10 all holders of CPs & OLs re 10CFR20408 termination 
repts formats 

THOMPSON, H L Division of Licensing 66/65/23 Consolidated Edison Co of New 
YorkJnC 20-pp 30682 282-30602 301 

8505210122 Generic Ltr 85 09 to all Westmghouse PWR keen sees & appiicanls ro Tech 
Specs for Goneric Ltr 63-28, Item 4 3 

THOMPSON, HI Division of Licensing 65/05/23 Yankee Atomic Eleclric Co 17pp 
30671 334-30671 350 


F. Security, mectlca), emergency & fire proloctlon plans 

85O50905S7 Requests addI info resufltng from review of 040914 submilial re ability to 
achieve & maintain safe shutdown condition following fire, including results of review of 
eloclrical design drawings for existing isQialion transfer switches 
KNIGHTON.GW Liconsmg Branch 3 05/(>4/22 HARRISON, RJ Public Service Co 
of New Hampshire 6pp 30235 322-3023 5 3 2 7 

8505130207 Forwards Insp Rept 50-443/05*06 on 850225*0301 & notice of deviation 
EBNETER.S D Rogion 1, Office of Diroctof 85/05/03 HARRISON.R J Public Servtce 
Co of New Hampshire 2pp 30277 333-30277 344 

-8505130290 Notice of deviation from Insp on 850225 0301 
^ Region 1, Office of Director 66/05/03 1p 30277 335-30277 335 

-8505130293 Insp Rept 50 443/85 06 on 850225 0301 No violations noted Deviation 
nolod failure lo Instalt UL NslocJ hydrant isolation valves in fire mam loop.per FSAR 
Section 9 5 1 1 

KRASOPOULOS,A, ANDERSON.CJ Region 1, Office of Director 65/04/25 9pn 
30277 336-30277 344 

8505240069 forwards 650516 llr for delivory lo GW Knighton 
ELLIS,SJ Public Sorvico Co of New Hampshire 85/05/17 Office of Nuclear Reactor 
Regulation, Director Ip 30556 161*30556 182 

-6505240094 Forwards response lo 641213 ltr re mod of physical security plan End 
withhold (rof 10CFR73 21J 

DEVINCENTIS.J Public Sorvico Co of New Hampshire 65/05/10 KNIGHTON.GW 
Licensing Branch 3 tp 30556,102-3055 6 182 


G Adjudicatory correspondence 


06OBO3O513 Order extending time until 650529 for Commission lo determine whether to 
review Director's Decision DD 05 3 Served on 650502 

HOYLE.J.C Office of the Secretary of the Commission, //265 819 85/05/01 Com 
mlssloners Ip 30130 155-30130 155 

8505070494 Order requiring const status ropt in view of HR Denton 850316 denial of 
Now England CoaliHon on Nuclear Pollution motion to suspend const & ASLQ 
uncorlainly Served on 650506 

HOYT, HP Atomic Safely and Licensing Board Pane) ^265 800 05/05/03 Public 
Service Co of Now Hampshire 2pp 30203 292*30203 293 

8605160313 Forwards MA Dopt of Public Utils decision concluding that oarliesl comple 
Hon date projocted for Unit 1 an record is Aug 1066, in response to ASLB requesl for 
applicant curront consi status rept W/o oncI Related correspondence 
SHOTWELL.J Massachusetts, Commonweafth of ^285 006 85/05/10 HOYT,HS 
Atomic Safely and Licensfng Board Panel Ip 30426 310-30426 310 

8506300315 Order extending lime until 650620 for Commission to act to review Direc- 
tor’s Decision DD 85-3 

CHILK.SJ Office of the Secretary of Iho Commission //2C5 146 65/05/26 Commis 
sioners Ip, 30622 310-30622 319 


H. General correspondence 


8508130222 Ack receipt of 0S0415 llr In response to 6503 16 ltr re receipt of moGtmq 
notices after meeting hold Telophono number & Xerox 400 telocopier verification 
number supplied for contact for meetings w/iess than 1 wk notice 
AHRENS.P Maine, Slate of. 65/05/02, NERSES,Y, Liconsing Branch 3 Ip 
30273 349-3O273'340 


Q, Irtapecllon reports, IE Bulletins & correspondence 


0505090090 Requests addi info ro Findings 4 2 & 4-16 concerning integrated design 
insp Analysis or calculations of live loads in combination w/soismic toads & refueling 
water storage tank requested, 

KNIQHTOKGW Licensing Branch 3 65/04/19 HARRISON.RJ, Public Service Co 
of New Hampshire 6pp 30263 360*30254.003. 

85QG070295 Forwards Insp Rapi 50 443/85 03 on 050211-15 S notice of violation 
EBNETER.SD Region 1, Office of Director 65/04/25 HARRISON.RJ Public So rvico 
Co, of New Hampshire 2pp 30204 219 3 0204 228 

-8505070299 Notice of violation from insp on 650211*15 
* Region 1. Office of Director 65/04/25 1p 30204 221 30204-221 
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-SSC^OTC^Ca ^ : P f' £0 5i3'o5 03 on 65021 1-15 Viofahon noted safely eiecirtc 
‘ i nc' i:^,r»f»n _3 niirrpiat^s altachcd as required by pioceduie 

P^'|L/T^^;p A*OER50NCJ Reg Dn i Off:e 01 Director 85/04/17 Opp 
1 '.oi::-*? 12^3 


8505060126 Interim doticiency repl ro porcowfici uncortniri stri/clurnl I'lW'*/ 
swteh brackets on Uirop weslinghouso valvoa Iniliolly r« ported or> U5DJ15 wc 
house determlnfno adequacy of brackofs Nfoxl ropi nnt; » 

DEVINCENT1S,J Pubbe Service Co of Now Hampahiro 0S/f>4/1P SirtMObTf l KtH 
Region 1. Office of Director 2pp 30160 350-30163 3Q0 


6SCI55C452 i= "*’3 Ncrcc 65 034 Heal Tracng Contributes to Corrosion ot Stainless 
J P ;:rj S*z ',31 tr:' 

0,:;,:n of Err:j^g:r^cy Preparednegs S Engineering Response (Posi 
I'i C<,r:r i 5 tcd Edson Co of New York, Inc 107pp 30115 185 

■".>1 . it 



65C5i$026? Fccfcvls ir«p Pcqi 50 443/65 06 on 650225 0301 & notice of deviation 
LtJ'iETERSO Peezn 1 Of' ce of D.rcclor 85/05/03 HAFIRlSONjRj Public Service 
r'n cf N>'wM.'rpjrre 2 fp C0277 333 30277 344 

~05C5 130250 f.: lo o' dCi'a* rn frem msp on 850225 0301 

Cf .ca of D rector 85/05/03 ip 3027733530277335 

-65051302^3 )r:a Hept £0 413/85 06 on 850225 0301 No violations noted Deviation 
L'o to i'i:t 3 't UL tistrd h^dranl iso'ation valves in fire main foop.per FSAR 
S^'*' -n 3 5 1 1 

KP<Ac::pi;ijLOS A AM^ERSON.CJ Reg on 1, Office of Director 85/04/25 Opp 
:i:'3;/^3o-5C377 344 

8S05060418 IE in'o N^'ce 64 5? Suppi 1 , Inadequate Wall Procuremeni ConUola on 
Pan cf Ut needs & venders 

<.9 • 'P'i cf Emergency Freparedriess & Engineering Response {Posf 
5,-OiOjf 8 £,u 3 ,iJ 3 Censo'da^cd Ed.son Co ct New York, inc 10pp 30615(136. 
3C.'6T5 317 

8505150130 Fcrwaids Jn£p Rept 50 443/85 01 on 850211 0405 & rvotice of 
V KJ a*'*n R,s{:orse 10 ffem A shou'd mclude bas s for How restrictor onlice size & evo> 
L* t n c’ desgn that caused tc'crances to became cnticat 

CJtl'foSj R.,^'cn 1 Of ^'ce cf Director 85/05/08 HARRISON.RJ Public Service 
Cc 0 * New Harpthre 2 pp 30335 233 30395251 

-8505150133 N:t of v c'ation from msp on 850211 0405 
‘ Mpg cn 1 , Otl^o tf Drecicr 85'05'C8 2pp 30395 23$ 3039$ 236 

-8M51S0t39 fni.p Rept 50 443/05 Oi on 85021 1-0405 Violation noted failure to Irans- 
, C( rrax f ow rostficfor cnf.ce sizing into drawing details & field mslruc- 

ccndit^ of tvvo vaJifes as nonconform, ng 

?5fV^0^i3^2^3/^^0:^525l^^ GRANTJM Region 1, Off ce of Director 85/05/02 

8505^105 RcspcMs to NRC 8:0409 Itr re v,o!ations noted m fnsp Rept 50 443/04 

m each of three groups as prime contact 
5 fiu'da ,r 5 s ter mor.,lor!ng housekeeping Ys)ed ^ 

^ Servee Co of New Hampshire 85/05/08 EBNETERSD 
Rc^'cn 1 Off'ca of Dircctcr 4 pp 3D520 015-30620017 cc»iNtitM,{>u 

■|syres /s..?iz*sir 

’• «5«5«9 epp 30468316. 

Co cl New Hampshire 2 pp '30471 272 30471 27B J Public Service 

CO 471 27S ’ ' 1. office of Director 85/05/08 5pp 30471 274- 

R P«todH ©periling laporU & related correspondence 

addf ^ Forwards App A documents Search con- 

c"«c“ SHOuy,SC Un,on of Con- 

DAV,SSM 

QWCT^AA . c1j)^iN(^G^'^aw^ric'/L^^ ^ •'“ 8 ® '884 

84/07/ 1? DAVIS SM '•®*’W 8 lary F(N A 08f 

30633075 HeiiaW,ty 4 Rsk Assessment Branch Spp 30633 0 ) 


*^^CNTIsTp^’^Jce'co’',5'N^'el’' *"‘*'"8 850331. 

Oce of Resource wSa^nt, Oee?I« Tpp”^27 15 no?!? ' 

5- Rwnawe ooeurreoeea, LERt 4 relaled correspondeni^ 

to opOTied KfuatosSs?/ rSonrt*wi^3afAa ho'**'" *'51? 'i®"* sa'«*S''®'»'9i 

««5«r,l 85/(M/0I STAHOSTECKI.R 


8505230179 Interim Const Oebcvoncy Ropt 79 00 04 .ro potantial undatcrUlbl'O Jufdtf 
ESFAS Initially reported on 701108 Wosifnghouso wflf supply rovisucJ rfOBign 6 hard 
ware for verification of P-4 interlock contact oporntion 

DEVINCENTIS.J public Sorvico Co of Now Hampshiro 05/04/2^1 STAnObTCCKFri 
Region 1, Othce ol DTreclor 3pp 30536 337-30538 339 


8505030630 Responds to 841008 roquosl to ovalimlo rolovpnco of WoDlInjJfiouSO Pan 
21 rept to ffurd sys utilizing ASME Code Caso N 368 Plant snlGty inlocfiori pumps u4 
lizmg Code Case N-368 will not oxporjonco potonlial overprosgiiro conclitian 
DEWNCENTIS.J Public Service Co ot Now tlnmpshlTo 85/O&/01 KNtGUrOMvGW 
Licensing Branch g 3pp 30130 11? 30130 119. 


8505210294 Part 21 & Inlorim dofrcfoncy rapt re Brown Boverl 400 voll uml subyalK)*i 
PTcdil bmakeT auxiUary switch wiring damage Indinlfy report od on G5O402 Crroi't 
breakers inspected Sponge rubber strip installed on dust ohfold 
DEVINCENTIS.J Public Service Co of Now Hampshiro 85/05/07 STAHOSTl CWJ\ 
Region 1* Office of Director app 30513 360-30513 362 


8505160170 Part 21 rept re errors In safety grade core oxil ihormocoupio ftya (fuiu^g^ 
following postufaled high energy Imo break Probably caused by molsliire IngrosS^ion & 
thermal expansion Qualification program completod 

RAHE.EP Wostfnghouse Eteciric Corp 85/05/0& TAYLOn.ifA Dlroctor'a OYce, 
Office of fnspectlon and Enforcement Spp 30427 112-30427 1 1C 

0505230427 Part 21 rept re incorrect short lima delay band tovor innduquolbly in^to^ted 
m low voltage K-line circuit breaker oloclromochnnical ovorcurronl trip do vice VfSual 
Insp to determine if correct lover inslallod recommondod. 

kaiser A F Brown Boverl Corp (subs of Brown Bovorl & Co, Lfd) 86/05/1=3 
DEYOUNG, RC Director’s Office, Office of Inspection nnO Entorcohionl CpP 
30531 223 30531 22B 


V Operator Examinations 

0505030226 Forwards revised FSAR Section 13 2 1 2 rofioctinn oporfllor roquoNllcation 
training program recently fmplomentod Rev to bo incliuciGd in Amoncl 55 1o Oi, opplica 
Iron 

DEVfNCENTIS J Public Service CO of New Hampshire 85/04/20 KNfQMTON.O U 
censing Branch fppp 50125 100-30125 1 09 

DOCKET 50-444 SEA0ROOK NUCLEAR STATION, UNIT 2 

A AppfJcatlon/conatructfon stage documents & correapondonco 

request for docujinonts produced unrjoi c< 5 nl/ect 
Imnt Forwards App A documcnie Sonreh con- 

tinuing for adoi records 

04/10/15, SHOULY.SC UnPon 0 } Con 
cerned Scientists 12pp 30630 001-30630,158, 

probabilistic satoty nsscssmonl Proposed 
!?n aaieiy assossmont Uy do^ignetod diva or cl Any 

quasttons on siQnifican nrena fnr n K.rf».»non i * 


for rovlQW of external ©vanIa prebabiiJstlo Boloty 
ductedTn ml? Ann provided on 0400l5,Slto visit Wfll bo coo- 

vSer fi H submllled by 041116 

PWA" SHedfo m <>' Soabrook Miiefoar Powa, 

SPEIS T P' oSn P™P0®ai 8e submilled wllhla 4D cloys 

«pp 30632 OUVAL.nA. Enecflv. Oapl d( 

*PRA" issuecMo HL Work. “Review ol Soabrook Nuclear Power Plant 
3^2355 Tephnology FIN A.37S4-4, 8^/04/03. app 30032 34^. 

Power Pl^m ^ budget proposal for NRC work "Review of -SQabrook Nude nr 

ry ^^^A^oVo?^84/o'b/ 06 '^AVIS^iCf Notional Labor oto- 

30633 042-30633 059 ^AViS.SM Division of Safoly Technology I8f>p 

^^06i2®"Conbo^^^^ foad handling sys, por NUREG- 

1?S3 rapt K. heavy )oaSs not yet rlSd ^ * response to INGL Aug 

of New Hampshire 4pp®2§9o9?r5S.209^^^ HARfliSON^R J. Public Sorvicu Co 

dates Slate notices after mooting 
scheduled In less than 1 wk tefaphone, fefefax oj bolh whon rnooUng 

^ AHRENS, R. Maine. Stato oL 3pp 



DOCKETED fTEMS 2 


6505020069 Informs of completion of review of ulil 0S04D5 request for authorization to 
use ASME Coefo Case N'4t3 for application to linear-type supports ASME Code Case 
N 413 accoptabla vv/ end listed limitations 

KNIGHTON, G W Licensing Branch 3 85/04/22 HARRISON, R J Public Service Co 
of New Hampshire 5pp 30140 267 30140 271* 

B506090127 Forwards request for addi info ro amends to facility FSAR through Amend 
54 affecting initial plant test program FSAR Table 14 2-3, Items 22,23,27 & 20 & Table 
14 2 4, Items 10, 20,21 & 22 should be modified to provide adequate criteria 
KNIGHTON.G W Licensing Branch 2 BS/04/23 HARHISON.fl J Public Service Co 
of New Hampshire 4pp 30253 249 30253 252 

8605010393 Ack receipt of 850415 Itr re notices of meetings on planh related 
matters Requoats notification by telephone of any meeting when written notice would 
not arrive 1 wk before meeting dale 

8ISBEE.G D New Hampshire. Slate of 85/04/25 NERSES.V Licensing Branch 3 
Ip 30090 210 30090 210 

8505090560 Notification of 050510 meeting w/ulil In Bethosdo.MD to discuss plant op 
erator experience level Meeting agenda end 

NERSES, V Licensing Branch 3 85/05/01 KNIGHTON.G W Licensing Branch 3 6pp 
30235 316 30235 321 

8604290442 Generic Ltr 05 07 to all qporating reaclor licensees re implomentallon of 
(ntanrated schedules for plant mods Sve fist end, 

THOMPSON, H L Division of Licensing B5/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30210 149 30218 170 

8505100297 Forwards revised ‘'GE Relays & Accessories Seismic Capabilily,'* In ro 
sponse to 04OD2O request for info re under/overvottage roJay.DevIce 27/59,Madel 
12fAV53L1A & overcurrent relay.Device 50-51, Modal 12IAC6604A 
OEVINCENTIS.J Public Service Co of New Hampshire 85/05/08 KNIGHTON.G W 
Licensing Branch 3 3pp. 30246.007-3024 6 008. 

8506240459 Clarifies committed meeting notification actions, per 8S0415 Mr All parties 
will be advised whan meeting schedule loss than calendar wk away from date on 
meeting notice, 

NERSES.V Licensing Branch 3. 85/05/08 AHRENS.P. Maine, Slat© of 3pp 
30570.132-30576 134 

8606300374 Responds lo NRC 050211 Nr ro allogation concerning Inconsistent welder 
identiilcation data Employee allegation resolution organization investigatfon 
completed Incident Isolated, Welds reexammod.founti satisfactory & documented. 
DEVINCENTIS.J. Public Sorvico Co of New Hampshire 85/05/08 STAROSTECKI.R 
Region 1, Office of Director 3pp 30638 353-30038 355 

6506210549 Notification of 850524 mooting w/util in Bethosda.MD to discuss cable Uay 
support reovalualion program Agenda and 

NERSES.V Licensing Branch 3 05/05/13 KNIGHTON.G W Licensing Branch 3 5pp 
30523 274*30523 278 

6605210106 Generic Ur 85 08 to all holdars of CPs & OLa ro 10CFR20 400 termination 
ropts formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York. Inc 20pp 30682 282-30602 301 

8606210122 Generic Ltr 85 09 to all Westinghouse PWR liconseoa & applicants ro Toch 
Specs for Generlo Ltr 83-28, Item 4.3 

THOMPSON, H.L Division of Licensing 05/05/23 Yankeo Atomic Elociric Co t7pp 
30671 334*30071 350 


H. General correspondence 

S60513O222 Ack receipt of 850415 Itr fn response to 850318 Ur ro receipt of mot 
notices alter meeting held Telephone number & Xerox 400 telecopier vcnfict 
number supplied for contact for mGetlngs w/loss than 1 wk notice, 

AHRENS,P Maine, State of 85/05/02 NERSES.V Licensing Branch 3 
30273 349 30273 34D 


Q, Inspection reports, IE Bulletins & correspondence 

C50S090D9D Requests addI info re Findings 4-2 & 4-16 concerning integrated de 
Insp Analysis or calculations of f(vo loads In combination w/seismic loads & refuc 
water slorage lank requested 

KNIGHTORG W Licensing Branch 3 85/04/19- H ARRIS ON. R J Public Servico 
of Now Hampshire 6pp 30253 360 30254 003 

6604250462 IE Info Nolice 85 034, "Heal Tracing Contributes to Corrosion of StainI 
Steel Piping " Sve list end 

JORDAN, EL Division of Emergency Preparedness & EngineerinQ Response (F 
030103) 85/04/30 Consolidated Edison Co of New York, Inc l07pp 30115,1 
30115 291 

6504250465 IE fnfo Notice 85 835, ‘'Failure of Air Check Valves (o Seat " Sve fist e 
JORDAN.EL Division of Emergency Proparedness & Enginoering Response (F 
830103) 65/04/30 Ccnsolidfltod Edison Co of New YorK, Inc fOCpp 301 16 C 
30115:184 

0505060416 IE fnfo Nolle© 84-52,Suppl 1, ’’Inadequate Mall Procurement Controls 
Part of Licensees ^ Vendors ” 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (P 
890103) 85/05/08, Consolidated Edison Co of New York, fnc. tOpp 30616 3 
30615 347 


R. Periodic operating reports A related correspondence 


8605260{)66 Partial response to FOfA request for documents produced under contr 
to NRC on reviews of PRAs for fisted plants Forwards App A docurrenls Search c 
tfnuing for addi records 

FELTON JM Division of Rules and Records 84/10/15 SKOLLY.SC Union of C 
cernod Scientists 12pp 30630 001-30690 158 

-85052D0272 ’’Review of Seabrook PR A," Monthly Mgl Ur 1 for May 1884 
GARCIA,A A, CUMMINGS, G.E Lawrence Livormora National Laboratory FfN A 08 
04/06/22. DAVIS.SM RelfaWlity & Risk Assessment Branch Spp 30633'0i 
30633 067 

-8505290288 "Review of Seabrook PRA," Monthly Mgt Ur 2 for June 1904 
GARCIA.A A, CUMMINGS, G E Lawrence Livermore National Laboratory FIN A OB' 
84/07/17 OAVIS.SM Reliability & Risk Assossmont Branch 6pp 30633 0 
30633 075 

8505030417 Forwards marked up const status root for period ending 650331- 
DEVINCeNTIS,J Public Servico Co. of Now Hampshire 05/05/01 HARTFIELD.R 
Office of Resource Management, Director Opp 30127 151-30127 158. 


S. Roporleble occurrancesj LERa & related correspondence 


F, Security, medical, emergency & fire protection plans 

85050905S7 Requests addi Info resulting from review of 840014 submittal ro ability lo 
achieve & maintain safe shutdown condition following fire, including rosulls of review of 
afactricaj design drawings for existing Isolation Iransfor switches 
KNIGHTON.GW. Licensing Branch 3 85/04/22, HARRISON, R J Public Service Co 
of Now Hampshire 6pp. 30235 322-30235 327 

8505240089 Forwards 850510 ltr for delivery to GW Knighton 
ELLIS, S.J, Public Service Co of New Hampshire. 05/05/17. Office of Nuclear Reactor 
Regulation, Director Ip 30556 181-30556 182 

-6508240094 Forwards response to 841213 Itr re mod of physical security plan End 
withheld (ref 10CFR73 2l] _ ^ 

DEVINCENTIS.J Public Service Co of Now Hampshire 85/05/10 KNIGHTON.G.W 
Ucensing Branch 3 Ip 30556,1 82-3O550’1 62 


8505060261 Interim deficloncy repl ro blocked air hose In vent lines from sefetyrolal 
sir operated actuators Initially reported on 850301 Air hoses will be replaced & proi 
efuroa dovolopeci for proper hose fabrication 

DEVINCENTIS.J, Public Service Co of Now Hampshire 85/04/01 STAROSTECKI 
Region 1, Office of Director 3pp 30184*140 30184 142 

8605060126 Interim doficlency ropf re perceived uncertain structural integrity of Hi 
switch brackets on 111 roe Westinghouse valves Initially report od on 650315 Wosllr 
housG dolermlning adequacy of b/ackela.Noxi ropt expected by 050531. 
DEVINCENTIS.J Public Sorvico Ce of No vr I lam pa hire 05/04/18 STAROSTECKI, 
Region 1, Office of Director 2pp 30183*359 30183 360 

8605230179 Interim Const Doficlency Ropt 79 00 04 re potential undetectablo felluro 
ESFAS Initially reported on 791108. Westinghouse will supply revised design & hai 
war© tor verification of P-4 interlock contact operation. 

DEVINCENTIS.J Public Sorvico Co of New Hampshire. 05/04/23 STAROSTECKI, 
Region 1, Office of Director 3pp 30538 337-30538,339 


Q. Adjudicatory correspondence 


B50603O513 Order extending time unlit 050529 for Commission to determine whether to 
review Director's Decision DO-85-3. Served on 050502 

HOYLE, J-C Office of Iho Secretery of the Commission, ^205 019 85/05/01 Com- 
mlsaloners 1p. 30130,165 30130*165 

B6 05070494 Order requiring const status rapt In view of HR Denton 850318 denli^ of 
New England CoaHion on Nuclear Pollution motion to suspend const & ASLB 
i/ncertalnty.Served on 050506 ^ 

HOYT,H F, Atomic Safety and Licensing Board Panel 4«285 880 86/05/03 Public 
Service Co of New Hampshire. Spp 30203,292-30203 293 


6506180313 Forwards MA Dept of Public Utils decision concluding that earliest comple 
Uon data prolected for Unit 1 on record Is Aug 1980.ln response to ASLB request for 
applicant currenl const status repi W/o end, Related corresbondenco 
SHOTWELL.J. Massachusetts, Commonwealth of. ^265 006 85/05/10, HOYT.H.S 
Atomic Safety and Licensing Board Panel 1p 30426.310-30420 310 


B505300315 Order extending time until 050620 for Commission to act to review Direc- 
tor's Decision DD-85-3 

CHILK.S J, Office of the Secretaiv of the Commission. #206 148. 85/05/28 Commis- 
sioners. Ip. 30622.319-30622-310 


8606030530 Responds to 941006 request lo evafuato relevance of Westinghouse R 
21 repl to fluid sys unrizinig ASME Cade Case N 368 Plant safety Injection pumps i 
llzlng Code Case N 360 wJIJ not expedonce potential overpressure condition 
DEViNCENTIS.J. Public Servico Co of New Hampshire. 05/05/01 KNIGHTON, G' 
Lfcenslng Branch 3 Spp 30139117-30130-119 

8606210294 Part 21 & Intorim deficloncy repl re Brown Boveri 4G0'Volt unit substatl 
circuit breaker auxiliary switch wiring damago.lnitially reported on 859402 CIrc 
breakers Inspected Sponge rubber strip Installed on dust shield. 

DEVINCENTIS.J. Public Service Co. of Now Hampshire 85/05/07. STAROSTECKI. 
Regiorr 1. Office of Director 3pp 30513 360-30513.302 

8605180170 Pari 21 rept re errors In safety grade core exit thermocoupla ays during 
following postulated high energy line break. Probably caused by moisture ingresslon 
thermal ©xpanslon.Qualificallon program completed. 

RAHE.E.P. Westinghouse Electric Corp, 65/06/99. TAYLOR, J.M Oiroclor’s Offk 
Office ot Inspection and Enforcement Spp. 30427*112-30427*1 16. 

8505230427 Part 21 repl re incorrect short time delay band fever Inadequately install 
In low voltage K*line cIrcuU breaker electromechanical ovorcurrenl trip device VIsi 
Insp to determine If correct fever Installed recommended 

KA1SER,A F Brown Boveri Corp, (subs of Brown Bovan & Co, Ltd) 85/06/1 
DEYOUNG, RC Director’s Office, Office of Inspection and Enforcement, er 
3063 1:223-30531 220 
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V Operator ExamfnaMons 

8505030226 Forv^ards revised FSAr Section 132 1 2 reflecling operator rcquaNfication 
trarnlng program recently implemanled Rev to Os incljded jn Amend 55 to OL applrca 
lion 

DEVIWCENTISJ Public Servrco Co of New Hampshire a5/04/'29 KNrGHTON.Q Lr 
censing Sranch 3 lOpp 30125 100 30125 tOO 


DOCKET 50-445 COMANCHE PEAK STEAM EiECTRiC STATfON 


A. Appllcallon/constructlon stage docameitts & correspondence 

8505100006 Furtner response to FOIA requests dtd 840223 & 0730 Forwards App B 
documents Docunnents available in PDR 

FELTON, JM Division of Rules and Records 84/10/09 KALERIRJ Gadsbv & 
Hanriah 8pp 30295 056 3029S 063 

-80'05200864 Discusses RJ Bosnak 600211 rnemc re Wochanical Engineering Branch 
equipment qiralificalnon effort & potential for licensing delays Private to contract pro 
□os a I bainn prepared 

MATTSOf^RJ Division of Systems Safety 80/02/15 DEnTON.HR Office of Nucfe 
ar Reactor Regulation. Director fp 30295 107*30295 107 

•'8005200868 Informs that Seisrnic Oualification Revtew Team schedules re OL applica- 
tions will be delayed duo to Naval Research Lab cancellation of interagency agree- 
menl 

BOSNAK^RJ Wechanfcal Engineering Branch 80/02/11 MATTSON.RJ Division of 
Systems Safely 2pp 02628071 02628 072 

-8103200412 Forwards Equipment Oualification Branch request for addf info ro review 
of seism lo & cfynamJc qualification of equipment for OL appficatfons Submits tentative 
review schedule, based upon receipt of applicanls’ responses 
NOONAN»V S Assistant Director lor Walls & Qual Enginaafjng (Pre 83020 Jf 81/03/ 
16 TEDESCO,R L Assisianl Director for Licensing IQpp 30285 114-302 95 123 


“*8605160464 Informs of matters happening in particujar OL hearings that would be ap 
propnate to investigate Major changes needed In manner wh/ch NRG investigates alle- 
gations of whistlebrowers 

ELLISJ Citfeens A ssocfatfon for Sound Energy 02/12/27 CUMMINGS, JJ Officoof 
Inspector Si Auditor Ip 30452 1 12*30452 205 

8411140158 Forwards "NRR Procedures/Guidance for Conducting Closeout fnlorviev^iS 
W/Alfagers re Comanche Peak Steam Electric Sialion," for review A 
Sfmrova) Immediate implementation recommended 

NOONAN.VS Comanche Peak Project (Technical Review Team) 84/11/06 
EISENHUT.O.Q Division of Ucenslng ip 30450 036-30450 049 

--841 1140163 "NRR Procedures/Guidance for Conducting Closeout jntervrews W/A3- 
fegera re Comanche Peak Steam Electric Station 

NOONAN, VS Comanche Peak Project (Technical Review Team) 84/11/06 I3pp 
30450037-30450 049 

8605280449 Forwards communications repi Transmiltaf 6 re Phases 1 & 2 of ulil Inde* 
pendent assessment program 

OLDAO.D CVGNA tnemy Services 84/11/13 ELLIS, J Chteans Assoclabon tof 
Sound Energy I8pp. 30581 321-30581 338 

8505280459 Forwards communications rept Transmitlaf 12 re ulIJ Phase 4 indepanderil 
assessment program 

OLDAG.D CYGNA Energy Services 84/11/13 ELLIS.J Citizens Association for 
Sound Energy 21pp 30580 083-30580.103 

8504240202 Board Nolificalion 85 044 provides (ranscripts of ipeolings w/CYGNA 
Energy Svcs re Comanche Peak design adequacy review 

NOONAN.VS Comanche Peak Project technical Review Team) 85/04/22 PALLA- 
DfNO, ROBERTS. ASSELSTINE Commissioners 2pp. 301 93' 137-301 95 147 

-8505060077 Transcript of 841 121 enforcement Interview lalcon Pp 1-17 
Owialonof Licensing 64/11/21 19pp 30193 139-30193 157, 


9505200595 Further response to FOIA request for NRR assessment & all reviews &/or 
comments re integrated program developed to outline near*1e/m OL wofkfoad.per 
EDO 840625 memo Forwards App A documents Memo from EDO to Palladino not 
found 

FELTOf^J.M Division of Rules and Recordi» 84/10/15 ADATO.M Union of Con- 
cerned ScientJ5(s 4pp 30525 001*30526 320 

-8406200520 Requests $180,000 for Regjon (V to complete technical assistance efforts 
for outstanding regulatory actions 

DENTON.hr Office of Nudear Reactor Regulation. Director 64/06/08 BARRY, LVV. 
Office of Resource Management, Director Ip 30526 050 30526 056 


-8404120158 Defends uncompromtsed independence & unviolated protocol re inde- 
penderil assessment program Phase 1 & 2, per 840322 Itr Assessment considered in 
dependent of utit Inltuence & responds fully to scope of audit 
SHULWAN.M N, CYGNA Energy Services 84/04/10 EiSENHUT.D G DMsion of Li- 
censing 22pp, 30195 004-30195 028 

8504240510 Board Notification 85 O43:provid0S colfection of recent ffrs between 
CYGNA Energy Svcs.appficanls & staff re ongoing CYGNA review of design adsqua 

lJoONAN,VS Comanche Peak Project (Technical Review Team) 85/04/22 PALLA 
DINO, ROBERTS, ASSELSTINE Commissioners 4pp 30163 021-30163 293 


-8408200S27 Submits midyr resource estimates for near term OL S operating plan re- 
views for remainder of FY84 Request submitted 840428 should be increased by $2 5 
mllJfOn 

DENTONKR Office of Nuclear Reactor Regulation. Director 04/05/29 BARRY.LW 
Offrceof Resource Management, Director 2pp, 30525 Of 0-30526 047 

-0406260863 Submits revised resource estimates for completion of outstanding Ijcens- 
Items Obirgation of $200,000 (casework) & $75,000 (mgl support) to fund work 
cduled Id atari batcT© 640630 requested 
EfSENHUT.DG Division of Licensing RNAesiS 84/06/20 PUNCHES, J L Pfanmnn 
& Program Afialys® Ste» 2pp 39526 006 30535 009 

■8407260398 Acfvises that mlegrafed schedules for Irsled plants developed in accord- 
dnee W/640S25 memo Finalized & approved schedules wilP become part of monthly 

EfSENHUT.DG Division of Liconslrrg 84/06/20 Region 1, Office of Director. 169oo. 
30S25' 165 30526-332 


mg 

sen 


-8505200640 Forwards estimated FYfl4 funding needs for Comanche Peak, Waterford 
& Wolf Crefih,in reapone to 840724 memo re lech nfcaf assistance 
EISENHUT.DG Division of Licensing FIN A 681 9 84/07/31 FUNCHES,JL Planninn 
& Program Analysis Staff 2pp 30525 008-30526 007. 


■9505200655 Advises that addl technical assistance funds provided lo Region rv In 
form of financial plan change & ailolment from infernal agency fending as of 
8 4 07 O'?, per 840B08 request 

BARRY.LW Office of Resource Management. DFrecIor 84/07/06 DENTON.HR 
Office of Nuclear Reactor Regulation, Di/eclor ip 30525 048 30525048 


-0506200657 Identifies mgt contacls for fisted planis.in response lo 840630 memo re 
actions for plants w/near-term licensing activity 

COLLfNS.J T Region 4. Office of Director 84^6/14 DENTON, H H Office of Nuclear 
Reactor Regulation, Director 1p 30525 049 30525 049 

-8505210133 Forwards OL review mgl rept for Jul 1984 ro status of plants Markup of 
end rept requosled by 040815 

EISENHUT.D G Division of Licensing 84/07/30 Region f, Office of Director 128pp 
30525 33 3-3062& 097. 


-85OS03O348 Forwards CYGNA Itr summarizing status of CYGNA overall concfusiona 
for alt four phases of Independent assessment program 

WILUAMS.NH CYGNA Energy Services. 85/01/29 BLOCH,PB, JORDON.WH, 
MC(^LLOM,KA Atomic Safely and Licensing Board Panel 41pp. 30163 090- 
30163 134 


-6505030354 Informs of completion of commitments for, item'i associated w/Walsh/ 
Doyle al legations, per schedule submitted w/ NH Williams 850118 ftr 1o 
Noonan, Including punching effects In tube steel around bolt holes 
WILLIAMS, NH CYGNA Energy Services 85/02/13 NOONAN.V, NRC • No Detailed 
Affiliation Given 47pp 301 63’ 135 30163 293 

6504240188 Board Notification 85 046 forwards DG Elsenhut 850416 memo re facili^ 
schedule IdenUfying all aclivifjes that must be completed prior to resumption of ASLIJ 
hearings & organizational chart for accomplishing activities 

NOONAN.VS Comanche Peak Project (Technical Review Team), 85/04/23 PALLA 
DINO Commissioners 2pp 30161 001-30161 007, 

-0505030467 Forwards facility schedule Idenbfying all activities that must be completed 
jnor to reaumption of ASLB hearings & organizational chart for accomplishing aclrvi- 

EiSENHUT,D,G Offica of Nuclear Reactor Regulation, Director, 85/04/16 
ARLOTTOjG Officaof Nuclear Regulatory Research. Director BERNEflO.R Division 
of Systema Integration (post 811006) THOMPSON, HL, DMsion of Liconsing 6pp 
30161.003-30161.007. 

8504240195 Board Notification 05 047 updates Board Notification 84-19 & provides list 
of Ofc of Investigation repls Issued since board notification 

NOONAN.V.S Division of Licensing 85/04/23. PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners 3pp 30163 306-30183 309. 

8505280480 Forwards revised review Issues I Isis, summarizing all findings & open iiems 
Identified to date re pipe stress, pipe supports, cable tray supports, conduit supports, 
ofectneal Inslromenlatlon A centrof & design control 

WILLIAMS.NH CYGNA Energy Services B6/04/23. BECK.J.W Texas UCilities EteC' 
trie Co (formerly Texas Utilities Generating Co) 104pp 30581 216-30581.320 


■8505210196 Requests assistance in ensuring that end plant status repts accurate & 
provide adequate basis for development of near- term OL mgl pfans Response re- 
quested by 840501 

DENTON.HR Office of Nuclear Reactor Regulaljon, Director 84/04/26 Region 1, 
Office of Director 79pp 30526090 30526 176 

■BS6 5210221 Forwards OL review mgt repi tor Aug 1984 re status of plants Markup ot 
end rent requasled by 841005 

EtSENnU7,D,G. Division of Licensing 64/09/24 Region 1, Otficoof Director. 120pp 
30526 177-30526320 


0505060041 Notification of 850508 meeting w/utll & CYGNA in Betbesda.MD to discuss 
plan to resolve design issues 

VIETTLAL, Ucenaing Branch 1. 85/04/25 NOONANiVS. Comanche Peak Project 
(Technical Review Team) 4pp. 30187 021-30187.024 

6505060183 Summary of 860323 meeting w/CASE & Comanche Peak Response Team 
in Arfington.TX re Wafsh & Doyle plant concerns. Forwards transcript 
BURWELL,SB Licensing Branch 1. 85/04/26. Licensing Branch 1. 2pp 30190.001- 
30190 24Q. 


85Q5 160395 Further response to FOIA request for five categories of documents App A 
documents available jn PDR Forwards App B documenls.App B documents parthally 
withheld (rot FOIA Exemptions 5 & 7). 

FELTONiJ M Division of Rules and Records 84/10/30. GARDE, B P Government Ac- 
countability Project 5pp 30452,004 304 53 1 71 

-8505160450 Forwards A Dillingham ftr alluding lo safety problems re South Texas & 
Comanche Peak nuclear pfanls. 

SNIEZEK.J NRC - No Detaifed AffiliatJon Given 83/06/30 COLLINS, J- Region 4. 
Office of Director Ip 30452 1 10 30452 1 10 


0505160493 Notification of cancellallon of B50508 meeting w/util & CYGNA Irh 
Betbesda.MD to resolve design issues 

VfETTLAL. Licensing Branch 1, 85/04/25 NOONAN.VS Comanche Peak Project 
(Technical Review Team). 4pp 30447:101-30447; 104 

0505240026 Forwards Rev 1 to DO-5, "Independent Assessment Program ElectricaS Sys 
Review Criiena,Phase fV," Rev 1 to DC-4, Mechanical Design Review Crtleria” fis 
App N to Rev 0 to TR-84066-0i, "Independent Assessment Program, Phase 4 '' 
VVJLLIAMS,N.H. CYGNA Energy Services. 85/04/29 BURWELL.S. NRC - No Detailed 
Affiliation Given. 1p. 30561r230'305ei;$30 
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'*Q50Si240031 Rev 1 to PC 5, '’Indopondent Assessment Program Electrical SyS Review 
Criteria for Comanche Peak Sleam Electric Slalion.TcKns uTil Svcs, Inc, Phase IV ” 
MARTIN.tr. WOERSFELDER. HESS.RW CYGNA Energy Services B4/08/31 9pp 
30561 ^31-30561 239 

-8505240036 Rev 1 to DC-4, "Independent Assessment Program Mechanical Design 
Review Criteria for Comanche Peak Steam Electric Sfation.Texas Util Svcs.lnc, Phase 
-4 

FOLEY.J, RAINEY, P. HESS.R CYGNA Energy Services 84/00/29 lOpp 
30561 2^0 3Q561 249 

-B50S240040 App N to Rev 0 to TR 04056 01, "Independent Assessment 

Program, Phase 4” "Mechanical Sys Technical Checklists ” 

* CYGNA Enorny Services * Texas Ulilllies Electric Co (formerly Texas Utilities Qon 
erating Co } 84/06/30 33pp 30561 250-30661 20 1 

-6505240043 App I to Rev 0 to TR*84056 01, "Independent Assessment 

Program.Phflaa 4" "Electrical Technical ChocklJsls ” 

* CYGNA Energy Services * Texas Ulititfos Electric Co (formerly Toxas Utilities Gen- 
erating Co ) 05/04/29 49pp 30561 282-30561 330 

0505090292 Forwards addi requested changes to Tech Specs affecting 840904 final 
draft Tech Specs amended on 841019 

BECKvJW, Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 05/ 
04/30 NOONAN.VS Comacche Peak Project (Technical Review Team) 3lpp 
30210 052-30219 002 

8505260054 Discusses pipe support sys stability concop1,includlna stability displacement 
orivelopo a1 each support & Interdependence of forces & displacoments among sup 

K orts & support inslabllily modes, per 850210 Ur & 850314 meeting 
ULLIAMS.NH CYGNA Energy Services 85/04/30 BECK,JW Texas Utilities Elec- 
tric Co (formerly Texas Utllittos Genoraling Co) 9pp 30583 088 30583 094 

&606060303 Forwards 050423 Hr re review of Amend 53 to FSAR Requests SSER input 
evaluating revised commllments in end by 650515 in order to incorporate revised 
evaluation fn forthcoming SSER 

NOONAN, V S Comanche Peak Project (Technical Review Team) 05/05/01 
RUSSELL, WT. Division of Human Factors Safely 2pp 30107 191-30187 190 

6605060309 Forwards request for acfdl info ro responses to Generic Ur 83 28,ltem3 
4. 1,4. 2,1 & 4 2.2 concerning reactor trip sys rQlJahllity & prevonllvo maint program fnfo 
requeated within 30 days ofltr receipt 

NOONAN, V Comancns Peak Project (Technical Review Team) 85/05/01 
SPENCE.M D Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
10pp 30187 109 30187 208 

8604290442 Generic Llr 85 07 to afi oporating reactor ficonseos ro implomentatfon of 
inlograted schedules for plant mods sve list one) 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Ediaon Co of Now 
York, Inc 22pp 30210 140-302ia'1 70 

8605090332 Requests NRC approval of uso of alternative pipe break criteria ollmlnating 
arbilra/y Intermediate pipo breaks & associated dynamic oifects.plpe whip restraints & 
|e1 shields Summary of benefits & technical justification end 

BECK, J W Texas Utilltlos Eleclric Co. (formerly Toxas Utililios Generating Co ) 85/ 
05/02 NOONAN, VS Comanche Peak Project (Technical Review Team) 16pp 
30221 209 30221 314 

8505210656 Forwards revised general review corrospondenco &. ASLB rolaled corro 
spondence logs re plant independent assessment pronram Phase 3 
WILUAMS,N H CYGNA Energy Services 85/05/02 ELLIS, J Citizens Association for 
Sound Energy Gpp 30514 202-30514 289 

8505240684 Forwards Communications Rapt Transmittal 7 re independent assessment 
program Phases 1 & 2 

WIL1IAMS,N H CYGNA Energy Services 85/05/02 ELLIS.J Citizens Assodation for 
Sound Energy t5pp 30862 028 30562 042 

8505260426 Forwards addI communicalions repts re Phase 3 of ulll Independent as- 
sessment program, as Transmittal 16 

WILLIAM S.N H CYGNA Energy Services 05/05/02. ELLIS, J Cilizens Association for 
Sound Energy 61 pp 30582:156 30582 208 

8605230668 Forwards requests for info re 850429 submittal of Phase 4 Indepondonl as- 
sessment of mechanical & electrical sys Responses requested by 050507 
MARIN OS, E C Comanche Peak Project (Technical Review Team) 85/05/03 
WILLIAMS,NH CYGNA Energy Services ISpp 30544 161-30644 173 

8605280410 Forwards addi Phase 4 communicalions ropls ro Independent assessment 
prograrr^.VVord processing file directory reviewed to ensure that all communications 
rep Is entered ir^to sys issued 

WILLIAMS, N CYGNA Energy Services 86/06/03, ELLIS, J Citizens Association for 
Sound Energy 1 17pp. 30604 041-30584*156 

8505290030 Fonvards preliminary Rev 0 to App Q, "Electrical WaIkdown ChockliSl" & 
RevO to App V, "Mechanical sys WaIkdown Checklists," to TR-04056-01, "Independ- 
ent Assessment Program, Phase 4 " 

WjLLIAMS,N H. CYGNA Energy Services 85/06/03. BUR WELL, S NRC - No Detailed 
Affifiallon Given Ip. 3061 6' 297-306 16 354 

-8505290637 Rov 0 to App Q to TR-04056 01, "Independent Assessment 

Program, Pha so 4” . ‘’Eleclricaf WaIkdown Ghocklist " 

• CYGNA Energy Services * Texas Utilities Eloclrlc Co (formerly Texas Utilities Gen 
crating Co) 04/07/20. lOpp 30616 298-30616'307 

-8505290649 Rev 0 to App V to TR 84056 01, "Itidependent Assossment 

Program.Phaso 4" * "Mechanical Sya WaIkdown Checkfists " 

^ CYGNA Energy Services * Texas Utilities Electric Co. (formerly Texas UlllilleB Gen- 
erating Co.) 84/07/20 40pp. 30616.308-30616 364 


8505130136 Forwards addi comments on 841031 proposed offsite dose cafculatlon 
manual Submission of revised offsite dose catcufalion manual resolving end com 
merits requested 

NOONAN.VS Comanche Peak Project (Technical Review Team) 85/06/07 
SPENCE.M D Texas Ulilifies Eleclfic Co (formerly Texas Utilities Generating Co) 
7pp 30333 025-30383 031 

8505240505 Nolifrcation of 850521-23 moolings w/CYGNA Energy Svcs in San 
Franctsco.CA re results of independent assessment program Phase 4,in areas of me 
chanical & efeclrical sys 

BURWELL.SB Licensing Branch 1 G5/05/15 NOONAN.VS Division of Licensing 
4pp 30576 106-30576 1 09 

6fi052803(f4 Application to amend CPPR 126 A CPPR- 127, changing Tech Specs to re 
place automatic MSIV bypass valvo actuators w/ manual operators Changes will bo in 
corporatod in fulure FSAR amend 

BECK.JW Texas Utililies Electric Co (formerly Texas Utilities Genoraling Co) 85/ 
05/17 NOONAN.VS Comanche Peak Project (Technical Review Team) 2pp 
30572 280 30572 321 

—8505280319 Proposed Tech Spec changesjeplacing aulomatic MSIV bypass volvo ac- 
tuators w/ manual operators 

* Texas Utilities Electric Co (formarly Texas Ulililies Goneraling Co) 85/05/17 40pp 
30572 282-30572 321 

0505300163 Forwards resumes for electrical & mechanical sys project personnel fi rep- 
resontalive sampfa of other vendor poraonnol available for technical support for Inde 
pendent Assessment Program-Phases 2 & 4, per 850426 meeting 
WILLIAMS, NH CYGNA Energy Services 85/05/20 NOONAN.VS Division of Li 
censing 64 pp 30622 109 30622 171 

8505210106 Generic Lfr 05 08 to all holders of CPs & Ols re 10CFn20 408 termJnaifon 
repts - formats 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co oi New 
York. Inc 20pp 30682-282-30682 301 

8505210122 Generic Ltr 65 09 to all Weslinghouso PWR licensees & applicants re Tech 
Specs for Generic Ltr 83 28, Item 4 3 

THOMPSON, H L Division of Licensing. 05/05/23 Yankoo Atomic Electric Co 17pp 
30671 334-30671 350 


E NRC Safety Evaluation Report (SER), euppis & correspondence 

8505070320 Forwards response to omissions in SER Section III B re SPDS, per NRC 
941205 request Verification A validation program for Unit 1 complete Response pro 
vides input for resolution of SSER 6 OulstandEng Issue 35 

BECK,JW Toxas Utililios Electric Co (formerly Texas Utilities Generating Co) 85/ 
05/01 YOUNGBLOOD.B J Licensing Branch 1 6pp 30176 153*30176 168 

8505100407 Forwards SSER 10 (NUREG 0707) Repl provides rosofulion of 400 techm 
cal concerns A allegations In mechanical & pming area ro const practices W/o end 
NOONAN.V S Comanche Peak Prolecl (Technical Review Team) 85/05/03 
SPENCE.M 0 Toxas Utilitios Electric Co (formerly Toxas Utilities Goneraling Co) 
2pp 30272 346-30272 347 

0505160532 Notification of 050514 meeting w/util In Bothosda.MD to review status of 
oulstandina licensing issues listed fn SSER 6 

0URWELU.SB Licensing Branch 1 05/05/10 NOONAN.VS Comanche Peak 

Project (technical Review Team) 4pp 30445 347-30445,350 

8605200606 Board Notificalioo 85 052.nt>tifies of Issunnoo of SSER 10 (NUREG 0797) 
re operation of facility Repi contains technical review team assessmani of certain 
onsite activities re mechanical A piping Issues 

NOONAN.VS Comanche Peak profect (Tochnical Review Team) 85/05/17 PAL LA- 
DING, ROBERTS, ASSELSTINE Commisslono;s Ip 30671 351 30671 351 

0505310400 Forwards SSER 10 (NUREG.0797) W/o one) 

NOONAN.VS Comanche Peak Project (Technical Review Team) 05/05/17 
SPENCE.M D Texas Utililios Electric Co (formorly Texas Utilities Goneraling Co) Ip 
30681*328-30601*328 


F. Securlly, medical, emergency & fire protection plans 

8505010454 Forwards updated status list of emergency plan appraisal App A open 
Items Ton items completed since 849525 Exlonslon of dates for some remaining Hems 
requested 

KUYKENDALL, J C Texas Utilities Electric Co (formerly Toxas Ulililios Goneraling 
Co) 04/07/25 JOHNSON.E Region 4, Office of Director 5pp 30002 116 
30092.120, 

6505010447 Forwards updated status list of emergency plan appraisal App A open 
itams.Somo items completed Extension of dates for completion of other items re 
quested 

KUYKENDALL, JC Texas UlUiliGs Eleclric Co (formerly Toxas Utilltlos Generating 
Co) 84/00/24 HUNTER, DR. Region 4, Office of Director 13pp 30092 066 
30092 078, 

850 5 160446 Forwards public version of emorgency plan manual .including Rev 3 to Pro 
cedure EPP-204, "Activation el Technical Support Ctr A Technical Support Clr Per- 
aonnal Duties " W/850500 release memo. 

BECK.JW Texes Uiililioa Efoctrlc Co (formerly Texas Utilities Generating Co) 05/ 
03/29. Record Services Branch (Document Control Desk) 3pp 30436.001-30430 022 

-8505160447 Public version of emergency plan manuaUndudlng Rev 3 to Procedure 
EPP-204, "Aclivalion of Technical Support Clr A Technical Support Clr Personnel 
Duties " 

GOSDIN.T L Toxas Utilities Electric Co. (formerly Toxas Ulililios Generating Co) 85/ 
03/29 739PP 30436 004-30438 022, 


8505280472 Forwards NH Williams 850219 llr ro stability of pipe supports A 850325 ltr 8606060551 Requests justification, complelion dale A interim compensatory measures 

ro Phase 3 open item s/cinch Ing of U-bolts Ltrs reissued to reflect corrected logging fn for each incompleto item re safe shutdown capability & firo protection program review 

Phase 3 outgoing correspondence files design verification Response schedule requested within 7 days 

W(LLfAMS,N,H. CYGNA Energy Services 65/06/00 BECK.JW. Texas Utilities Elec- NOONAN.V Division of Licensing 85/04/29, SPENCE.M D Texas Ulifities Eleclfic 

trie Co formerly Texas Ulilllies Generating Co.). 13pp 30600 324-30580 336 Co (formerly Texas Utilitios Genoraling Co ). 4pp 301 07 331-30187,334 



230 DOCKETED ITEMS 


8505070.320 Forwards response to omissions in SER Section ftPB re SPDS, per NRC 
041205 req jesJ Ve-rific<Jlron & validation program for ITml i com plole Response pro 
Vides input for resolution of SSER 6 OutslandinQ Issue 35 

BECKJW Texas Ulifdies Electric Co (formerly Texas Ulilities Generatmg Co) 85/ 
05/01 YOUWGBLOOD.a J Uconsing Branch 1 6pp 30176 1 53 30176 158 

8505140289 Confirms 850625 26 ohsile audits of SPOS Background & ajdtl agenda de 
scribed in NRC 85 04 18 Hr. 

NOONAN.VS Comanche Peak Project (Technical Roviow Tearrr) 85/05/07 
SPENCE.W 0 Texas UWilres Electric Co (formerly Texas Ulilities Genoraling Co) 
3pp 30389 336-30369 338 

8505140227 Forwards addilion to Page 43 of Rev 4 to physical security plan End vwith^ 
held 

CLEMENTS.B R Texas Ulilities Efeclnc Co (formerfy Texas Utilities Genera tirw Co ) 
85/05/08 DENTON.H Office of Nuclear Reactor Regulation, Director Ip 303^ 178- 
30073178 

8505200413 R<Jv 1 to Emergency Plan Impfemenlmg Procedure EPP-303, "'Microcoiri’ 
puter Based, Emergency Dose Assessment " Revised index end W/ 0505 10 Itr 
GOSOINJ L t BECK.J W Texas Utilities Electric Co (formerly Texas Ulilities General- 
ingCo) 85/05/10 16pp 30472 174 30472 189 


SS053D0277 Memorandum & order re applicant proposed C'"' ' . 
current rrot views ordered to be filed by 05 D 61 5 Served on F 
BLOCH.PB, JORDAN.WH, MCCOLLOM.KA Atomic 
Panel #285 140 85/05/24 Texas Utilities Electric Co P ^ 
eralingCo) epp 30622 322-30622 327 

S505300326 Memorandum, objecting to CASE 850329 requ '"J ' 
document productions Documents wiK be made avaitab'o f f i 
8S0524.Certificate of Sve end 

OOWNEY.DL Texas Ulililies Electric Co (formerfy TtfO-i ' 
OOWNEYBL Bishop, Liberman, Cook. Purcell & ^ ’ 

Atomic Safety and Licensing Board Panel 5pp 30622 3n 3* *■ 

8505310305 Memorandum clarifying LBP 85-16 re * f 

order governing discovery In Unit l.per 850524 order fr'.t.-r.l « ’ * 

(active order but to supercede order in part Served on fl5C 
BLOCH.PB Atomic Safety and Licensing Board Pan^J /tv ■ 

30642 114-30642 114. 


Q. fjiispacllon reports, IE Buliailns & correspondence 


8585380354 Responds to NRG 850309 Questions 010 32 & 010 33 re safe shutdown & 
alternate shutdown Responses will bo included in future amend to FSAR Marked up 
fireprotecijon program review sections end 

BECK.JW Texas Ulilihes Electric Co (formerly Texas Utilities Generating Co) 85/ 
05/21 NONNAN.VS Ccmarcha Peak Project (Technical Review Team) 14pp 
30627 322 30027 335 


Q, Adjudicatory correspondence 

8505010495 Advises that applicant A parties discussed CASE proposed time schedule 
for responding to requests for admissions as set forth in Roisman 850315 Hr Parties 
agree in part vr /schedule 

WuOLORfDQE.RA Wofstiam. Forsytho, Sampels & Wooindge (formerly Worsham, 
Forsythe & Sampels) WOOLDRIOGE.R A Texas Uli titles Efecirre Co (formerly Texas 
Utilities Generating Oo) #285 772 85/04/22 BLOCH.PB, GROSSMAN, H, 

JORDAN, WH Atomic Safety and Licensing Board Panel 2pp 30091 063-30091 066 


8505160591 FOIA request for all documentation ra 840629 rr ' * ' i' - 
cor\cernlng investigation of illegal use of drugs al facility 
GARDE.B P Government Accounlabifity Project 84/Ofl/O^ ( ' i ^ ' 
2pp 30453 264-30463 265 

8505168597 Partial response to FOIA request for documc'.?! r i r » » g - 
tweon ulil NRC concerning investipatlon of illegal use of - 

draft Hr to ulil from RL Bangarl withheld In entirety (ref FOi A E < ' ; ^ 
FELTON.J M Dwision of Rules and Records 84/09/17 GAr^^ - - - 
countability Project Ip 30453 266-30453 266 


8505160395 Further response to FOIA request for five calejor . » 
documents available in PDR Forwards App B documents Ap,. t- 
vi/ilhheld (ref FOIA Exemptions 5 & 7), 

FELTON, J M Division of Rules and Records 84/10/30 GAR^ ' - 
countability Froject 5pp 30452 094 30453 171 



6505010401 Proposed case mgt plan, including ^plicant suggestions for determination 
of issues remaining for contested resolution CASE should be given 10 days to re- 
spond to plan Certificate of Sve end Related correspondence 
WOOLDRIDGE, R A , REYNOLDS, N S Texas Utilities Efecinc Co (tormerfy Texas UHN 
ties Ganeraling Co) WOOLDRIDGE.R A Worsham, Forsythe, Sampels t Woolridge 
(formerly Worsnam, Forsythe & Sampels) #285 761 85/04/26 Atoimc Safety and 
Licensing Board Panel epp 30092 107 30092 1 14 

0505018405 Forwards applicant proposed case mgi plan W/o end Related correspond- 
ence 

DIGNAN,TG Ropes & Gray #285 775 85/04/2S Office of the Secretary of the 
Commission ip 30090 075-30090 075 

0505010512 Requests that Boards 6 parties hold scheduling conference to discuss sub- 
stance 6 procedure for remainder of hearing, per CASE 859416 & 17 Itra & applicant 
850422 Itr Timing suggested by CASE premature Related correspondence, 

TRESy.SA Heanng¥ranch 3 #205 783 85/04/26 BL(X:H.P B, MCCOLLOM,K A , 
GROSSMAN, H Atomic Safely and Licensing Board Panel 2pp 30090 231-30090 232 

0505020230 Memorandum requesting forwarding of SSERs 7,6 9 & SSERs yet to be 

Issued to ACRS for consideration AS LB should be notified of staff response to 
jequosi Served on 050591 

BLOCH.PB Atomic Safety and Ucenslng Board Pane), #285 797 80/04/30' 1p 
30 IDS 207-30106 207 

0505140265 Informs of establishment of orgartization to coordinate receipt & rosolulren 
of safety concerns of workers communicated through Inter alia, personal (nlerwewSjhoI 
line communications & exit Interviews Rolated correspondence 
REYNOLDS.NS. Bishop. Liberman. Cook. Purcell & Reynolds REYNOLDS.NS 
Texas Utilities Efactric (formerly Texas Utilities Generating Co ) #285 949 65/05/ 
00. BLOCH, P B , JORDAN,W H , GROSSMAN, H Atomic Safety and Licensing Board 
Panel 2pp 30374 317-30374 318 

0505130172 Proposed case mgi plan .{Oocket 2), incorporating 0504 17 itr detailing case 
mot p!a tv w/ listed addibons 

ROlSMAM,AZ Citizens Association for Sound Energy ROISMAN, A Z Trial Lawyers 
for Pubhe Justice, PC ^2&S 942 65/05/09 8pp 30274 085 30274 102 

-8S€ 5 130107 Memorandum fn support of Citizens Assoc for Sound Energy case mgt 
p^^an & in opposition to applicant case mgi plan (Docket 2) Certificate of Sve end. 
ROISMAN, A Z Ci1f2ens Association for Sound Energy ROISMAN, A Z Trial Lawyers 
for Public Justice, PC 85/05/09 Atomre Safety and Ucensmg Board Panel lOpp 
30274 093 30274 1 02 

8S05140S96 Forwards NRC staff commants on Uhl proposed case mgt plan re proce- 
dures for defining scope of issues requiring resofution Certificate of Sve onci 
TREBY.SA. MIZUNO.GS Hearing Sranc^ 1 /S'285 973 85/05/10 7pp. 30376326- 
30375332 

0505160600 Answer to applicant 850426 proposed case mgt plan Plan should be 
denied in entirety Applicent should be ordered to provide info re independence of (ndi 
viduais/organrzalions & to respond to all open iiems, Certificate of Sve encL 
ELLlS*J QUionfl Association for Sound Energy #265 022. 85/05/13 Atomic Safely 
and Licensing Board Panel 1 7pp 30438 236-30438 252 


- 8505160419 Forwards sanitized versions of Ofc of Inspeutaf 4 ^ ' 
''Comanche Peak - Markov Ltr re Region iV Investigation Jr% K ♦ 

corns Expressed by CASE About Conduct of Region IV ‘ '■ i * i 

MESSENGER.GH Office of Inspector & Auditor 84/03/21 FL^ %, 

General Counsel Ip 30452 099-30452 099 

-0505160426 Advises that Region IV insp rept re Messerly a'’ ’ j ’ ♦ .+ '* 

should be compJeted by end of wk,per T Weslerman 

RESNER.ME Office of inspector S Auditor 83/08/23 Ohi':-’ * r , « j 
3pp 30452 100 30452 102 

-8505160437 Recommends all parties involved in Insp Rept 
viewed & circumstances documented & CA Atchison bo irni'Mi . v 
confidentiality was offered, per review of CASE 821227 Itr 4 Mi ^ ^ ' i 

RESNER.M E Office of Inspector & Auditor 83/05/02 ClfMMN ' 
speclor & Auditor 3pp 304 &2 103 30452 105 

-8505160456 Responds to 830331 ttr re safew prot'f“J * ‘ 

plants Findings contained in end Insp Rept 50 445/83 0) ir *» t . 
concrete walls still being investigated 

JOHNSON.E-H Region 4, Office of Director. 84/06/15 DILlJN ^ ^ 
Assigned Ip 30452 111-30452 111 

-0505160465 Rept of investigation. "Comancho Peak - Markt'y !■» I j ' - 

fcuLLEVG^, RESNER.M E Office of Inspector & Aui" < 

30452 266-30452 344 

-8505160468 Advises that insp rept re Messerfy allegations wnl hi' ' t ui 
wks Related irtto onci 

RESNER.M E Office of Inspector & Auditor. 03/07/08 Offrce ♦ 'H.h * A 
6 pp 30452 346-30453 056 

“8505160474 Confirms request for two repts prepared by Ofc d ' ^ ■ S ^ ■ 

performance e( Region IV fn handling allegations concerning fai .i ♦■ir 
LAND ERS,J. Dallas Morning News, Dallas, TX 84/03/15 NLAtS- ^ . i 

Affairs Ip 30463 056-30453 061 

-6505160477 Forwards rept of Investigation “Review of Concerr, 1 1 4 - 1 < r» 

About Cor>ducl of Region IV Investigationa/lnsps *' Info doie^isMJ 
MESSENGEaGH Office of Inspector & Auditor 83/10/20 PAiJ A < - 

ROBERTS Commissioners 4pp 30453 062-30453 065 

-8505160461 Rept of investigation ‘'Review of Concerns Expro'j^T i i ^ 
Conduct of fleglon tV (nvestigaiions/lnsps “ 

MULLEY.GA, RESNER.M E Office of Inspeclof & ' '' 

30453 066-30453.164 


—8505160465 Forwards 631020 memos re facility Invosboations f >* 
pTopriateness of lelease to Congress, per R Udell &40326 req\x, 
MESSENGER.G H Office of Inspector & Auditor 64/03/26 KAMM^ ' ‘ ' 
of Congressional Affairs fp 30453165-30453 165 


850 S2 10030 Advises (hat util filed 10 Q quarterly rept w/Secuntias & Exchange Com- 
mission re fisted info Related correspondence 

REYNOLDS,NS. Bishop. Uberman, CooK, Purcell & Reynolds flEYNOLDS,N.S 
Texas Ulifiues Electric Co (formerly Texas Utilities Generating Co.). #285 063 85/05/ 
17. BLOCH, P.B . JORDAN, W-H , MCCOLLOM.K A Atomic Safety and Licensing Board 
Panel 2pp 30493 304-30493 305 


60524006S Forwards discovery requests under ASL8 841218 memorandum (reopening 
discovery, misleading stale m an tl. 

iLLlS,J citizens Msociatlon for Sound Energy #285 123 85/05/20 TREBY.S. 
Iffice of the Executive Legal [^Vector 2pp 30556ia7'30556 186 


-0506160409 Discusses results of “Comanche Peak - Markcy Lh 
galtens/Insps " 

MESSENGER.GH Office of Inspector & Auditor 83/10/20 PA|i ^ , 

ROBERTS Commissioners 4pp 30453 166 30453 171 

8505070473 Ack receipt of 840709 Ilf informing NRC of siepi takor t;, . m Sr- v 

noted In Insp repts inap Repl 60-445/85-03 will documem H??-] . r , 

Cional & hoi functional lest programs 

HUhrrER,DR Region 4. Office of Director 85/04/24 SPFNcf M** V-a-c ' 
Efecinc Co (formerfy Texas Utilities Generating Co ) Ip TO04 i > 
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6904250452 IE Info Notice 85 034, “Heat Tracing Contributes 1o Corrosion of Stainlesb 
Steel Piping ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115 185 
30115 291 

6504250455 IE Info Notice 85 035, “Failuro of Air Check Valves to Seat " Sve list end 
JORDAN, E I Division of Emergency Preparedness & Enginoorlng Response (Post 
830103) 85/04/30 Consolidated Edison Co of Now York. Inc lOOpp 30115 077- 
30115 104 

8505060418 (E Info Notice 84 52,Suppl 1, "Inadequate Mail Procurement Controls on 
Pari of Licensees & Vendors ” 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/05/00 Consolidated Edison Co of Now York, Inc lOpp 30615 338- 
30615 347 

8S0 51 30034 IE Info Notice 05 037, “Chomicai Cleaning of Steam Generators at Mill 
stone 2 " Sve list one) 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/14 Yankee Atomic Electric Co 4pp 30840 272-30849 014 


S Reportable occurrences, LERs & related correspondence 


-8406230403 Transcript of G Bennetzen 840316 & 18 prefilad testimony re OA/OC of 
piping 

BENNETZEN, G Brown & Root. Inc (subs of Halliburton Co) 84/00/18 18pp 
26219 201-26219 220 

-8408230404 Affidavit of R Yockey to omploymenl record of JM Moon Supporting doc 
umontalion end 

YOCKEY.R Brown A Root, Inc (subs of Halliburton Co) 04/00/20 Iflpp 
26219 221-26219 237 

“8408230405 Transcript of NA Britton 840618 prefilod testimony re backfilting of pro 
tedive coatrng insps 

BRITTON.N A Brown & Root, fnc (subs of Halliburton Co) 84/08/16 33pp 
26219 230-26219 270 

“0408230407 Transcript of WB Darby 840016 profiled testimony re QA verification of 
rnsp Supporting do cumentalcon end 

DARBY, Wfl Brown & Root, Inc {subs of Halliburton Co) 04/08/18 19pp 
26219 271-26219 289 

-840S2304Q8 Transcript of CT Brandt 640816 deposition ro Stiner 
allegations Supporting oocumenlation end 

BRANDT, CT Citizens Association for Sound Energy 84/00/16 175pp 26219 290* 
26220,103 


8605160076 Further response to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since 840 101 .including operation w/TDf dleso) generators & use 
of TDI generators at facility App A documents In PDR 

FELTON,J M Division of Rules and Records 04/09/20 BELL.N Nuclear Information 
A Resource Service 3pp 30454 105-30454 361 

- 6605180104 Forwards attendance list, handouts A slides used at 840126 meeting w/ 
TDI Owners Group 

CARUSO.R Licensing Branch 2 84/02/02 Licensing Branch 2. 113pp 30454 110- 
30454 351 

8S05130f78 Supple response to FOIA request for documents ro TDI diesel generators 
at facility & list of probfems A defects which occurred w/TOI generators used or 
tested Forwards Apps A A B documents Documents also placed in PDR 
FELTON, J M Division of Rules and Records 84/10/30 BELL.N Nuclear Information 
A Resource Service 4pp 30306192*30386 195, 

■■8404260430 Forwards comments on “Design Review of Connecllng Rod Bearing 
Shells for TDI Enterprise Engines" A ' 'Emergency Diosol Generator Rocker Arm Cap 
screw SI res s Analysis “ Rept does not present sufficient data to support bearing life 
BERLINGER.CH Division of Licensing 04/04/11 MCGAUQHY.JP Mississippi 
Power & Light Co 7pp 30307.332-30307 339 

••6407090357 Summary of 840426 meeting w/TDI Owners Group In Wading River.NY re 
status & progress of program to ealabfish reliability of diesel generator Transcript A 
vlewgraphs end 

MILLER.M A Division of Licensing 04/06/26 Division of Licensing 50pp 30307 352 
30380 179 

0505010604 Final Significant Deficiency Ropt SOAR- 176 ro equipment hatch cover in 
roficlor containment bldg w/attachmonts bearing against I beams when positioning 
covar.ltom not reportable per 10CFR50 66 (g), 

WELLS, J R Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 85/ 
04/17 HUNTER, DR Region 4, Office of Director Ip 30093 267-30093 267 

85050102S8 Inlorim Significant Deficiency Rept SDAR-170 ro stress analysis aclivlly 
valve weights & valve weights identified by site valve weighing program Initially report- 
ed on 850222 Evaluation continuing Completion ewoclea by 850510 
WELLS. JR Texas Utilities Electric Co (formerly Texas Ulllilfos Generating Co) 65/ 
04/16 HUNTER.D R Region 4, Offico of Director. Ip 30096.038-30095 038. 

8506010235 Intorim Significant Peflclency Rept SDAR-17Q re Reliance supplied contfo) 
board which differs from equipment qualification rept Inillally reported on 050226 Eval- 
uation continuing Completion expected by 650531 

WELLS. JR. Texas Utilities Electric Go (formerly Texas Utilities Generating Co) 85/ 
04/19. HUNTER.D R Region 4, Offico of Diroctor Ip 30096 034-30095 034 

eso&23018e Deficiency Rept SDAR-177 re possible defect in Phoenix Steel pipe & tubu- 
lar steel productslnitially reported on 850412 Completion of evaluation anticipated by 
650613 

CLEMENTS, B R Texas UlilHies Electric Co. (formeriy Texas Utilitios Genoratino Co) 
05/05/08 HUNTER.D R Region 4, Office of Director Ip 30537 354-30537 354 

8605230376 Dofldency Rept SDAR-170 re discrepancy between valve weights used In 
stress anatysie activities A valve weights Identified by site valve weighing 
program Reanalysis concluded condition not roportoblo under 10CFR60 65(o). 
CLEMENTS, B R Texas Utilitios Electric Co, (formerly Texas Utilities Generating Co) 
05/05/08 HUNTER,D.R Region 4. Office of Director Ip 30540 179 30640 179 

85051B0170 Part 21 rept ro errors in safety grade core exit thermocouple sys during A 
following postulated high energy line broa)^. Probably caused by moisture Ingression A 
ihorma! expansion Qualification program completed 

RAHE.E P Westinghouse Electric Corp 85/05/09 TAYLOR.J M. Director's Office, 
Office of Inspection and Enforcement 5pp 30427*1 12-30427'1 16 


“8400230410 Transcript of D Ethridge 840B19 doposilion re OC of rotating access piat 
form rail 

ETHRIDGE, D Texas Ulililies Electric Co (formerly Texas Utititles Generating Co) 84/ 
00/19 9pp 26220 104-26220 112 

“8408230411 Transcript of S Hoggard 840819 deposition re R Hamilton allegations 
concerning J Moon burn Incidom 

HOGGARD, S Texas Utilities Electric Co ( form a rfy Texas Utilities Ganerallng Co) 04/ 
06/10 tOpp 26220113-26 220 122 

“8408230413 Transcript of K Liford.JR Jolinson & JW Callcutt 84081 9 profiled testimo- 
ny re piping concerns 

LIFOhD.K , JOHNSON, J R . CAIICUTT.J W Brown A Root, Inc (subs of Halliburton 
Co) 84/06/10 70 pp, 26220 123 26220 201 

“8408230414 Transcript of A Vega 840017 profiled lesllmony re OA/QC 
program Supporting documentation end 

VEGA, A Texas Utilities Electric Co (formerly Texas Ulilitles Generating Co) 84/08/ 
17 117pp 26220 202-26220 322 

“6408230416 Transcript of G Purdy 8408 16 prefiled lesllmony re problems w/QC 
manual Supporting documentation end 

PURDY, G TexaslJlHilioB Electric Co {formerly Texas Utilitios Generating Co ) 84/00/ 
16 640PP 26220 323 26222 250 

8504240202 Board Notifrcallon 65 044 provides transcripts of meetings w/CYGNA 
Energy Sves ro Comanche Peak dosfgn adequacy review 

NOONAN, VS Comanche Peak Project (Technical Review Team) 85/04/22, PAILA 
DINO, ROBERTS, ASSELSTINE Commissioners 2pp 30103 137-30195 147 

“8505060077 Transcript of 841 121 enforcement interview telcon Pp 1*17 

* Division of Licensing 84/11/21 19pp 30193 139-30193 157 

“8605060080 Transcript of Q41220 mooting w/CYGNA Energy Sves in Bethesda.MD to 
discuss independent assessment program re Comaneno Peak Steam Gfectr/c 
Slalfon.Pp 1-119 

• Commissioners 84/12/20 2t8pp 30103 150-30194015 

“8505060084 Transcript of 050110 meeting w/CYGNA Energy Sves in Bethesda.MD to 
discuss Phase 3 of Comanche Peak Steam Electric Station Independent assessment 
program Pp 1-111, Support ing documenlallon one) 

• Commission ors 85/01/10 142pp. 30194 016 30184.157 

“8605060087 Transcript of 04041G moeling w/CYGNA Energy Sves in Bethesda.MD to 
discuss independent assessment program for Comanche Peak Pp 1*164 Support fng 
documonlatlon enef 

^Commissioners 04/04/10 200pp 30194.158 30195 003 

“8605080092 Transcript of 840703 meeting w/CYGNA Energy Sves in Bethesda.MD Pp 
1-119 

* Commisslonors 64/07/03 120pp 30195 029 30195 147. 

8505170569 Transcript of 850422 technical conference in Bethesda.MD re U bolt torque 
sample Pp 1-71, Supporting documentation end 
^ Commissioners 66/04/22 93pp 30479,001-30470 091 

6505010146 Board Notification 65 039 summarizes 050323 moating w/CASE A ulll In 
Arnnglon,TX ro Walah A Doyle plant concerns 

NOONAN.V S Comanche Peak Proiect (Technical Review Team) 85/04/25 PALLA* 
DINO. ROBERTS, ASSELSTINE Commissioners 244pp 30230 001*30230 244 

8505060163 Summary of 850323 mooting w/CASE A Comanche Peak Response Team 
in ArlinnIon.TX re Walsh A Doyle plant concerns Forwards iranscript. 

BURWELL,S B Licensing Branch 1. 05/04/25. Licensing Branch 1 2pp, 30100 001* 
30190 240 


6606210323 Part 21 rapt re polantlal deled In engine generator control panels of OSR 
or DSRV'16 standby diesel generator Review of generator control panel Installation by 
each facility recommended 

80YER.R.E. Transamerica Delaval, Inc. 85/05/17. Director's Office, Office of Inspec- 
llon and Enforcement 5pp. 30489*339-30469*343 


T. Hearing Uanscrlpts on non-antllrust matters 

84082304 02 Forwards depositions A/or profiled testimony of W Darby, G Bennelzen.N 
Bri«on,QR Purdy, A Vega.CT Brandi, J Callcutt, JR Johnson A KA Liford, affidavit of R 
Yockey A auppfa to DE Ethridge A ST Hoggard deposillons . , ™ ^ 
HARTMAN.^L Bishop. Liberman, Cook, Purcell A Reynolds. HARTMAN.SL. Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co.) DSB 224 84/00/21. 
CLEMENTS.W L Docketing A Sarvicos Branch* 2pp. 26219.199-26222 260 


“8505060186 Transcript of 650323 discussion meollng in Arlington, TX re Walsh A Doylo 
concerns Pp 1-236 

POSLUSNY.C NRC • Mo Dolalled Affiliation Given 86/03/23 236pp 30100 004- 
30198240 

8505100346 Board Notification 65-053.forward8 summary A transcript of 850422 meet- 
ing between NRC A util re sampling program for torque on cinched down Unbolts 
NOONAN, V.S. Comanche Peak Project (Technical Review Team) 65/05/06 PALLA- 
DJNO, ROBERTS, ASSELSTINE CommiBSionors 3pp 30567 001-30667 095 

“8506240071 Summary of 850506 meeting w/ulil,Bishop.Liberman,Cook, Purcell A 
Reynolds A CASE In Belhesda.MO ira sampling program for cinchod down U-bolls on 
Unit 2. 

TRAMMEL.C Comanche Peak Project (Technical Review Team) 85/05/00, Coman- 
che Peak Project (Technical Review Team) 1p. 30567 004*30567.004, 
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•‘8505240076 Transcript of 850422 lechncal conference in flothesda,MD re whether U- 
bell sarrpfe subnr/ttmg apptcant is representative of Unit 1 Pp 1-71 Supposing doc 
umentatjon enci 

* Comanche Peak Project (Technical Review Team) 65704/22 9lpp 30567 005 
30567095 

0505240100 Forwards proposed corrections to transcript of B50323 meeting Transcript 
subj to add! changes 

ELLIS J Citizens Association for Sound Energy #285 119 85/05/20 TREBY.S 
Office of the Executive Legal Director l2pp 30556 219 30556 230 


DOCKET 50*446 COMANCHE PEAK STEAM ELECTRIC STATION 


A Applfcatlon/cohsUuctlon stage documents & correspondence 

8505100006 Further response to FO/A requests did 840223 & 0730 Forwards App B 
documents Documents available in POR 

FELTON, JW Division of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah 8pp 30295 056 30295 063 

-8005200864 Discusses RJ Bosnak 800211 memo re Mechanical Engineering Branch 
equipment qualification effort & potential for licensing delays Private firm contract pro- 
posal being prepared 

MATTSON.HJ Division of Systems Safety 8D/02/15 DENTON, HR Office of Nude 
ar Reactor Regulation, Director Ip 30295 107-30295 107 

-8005200868 Informs that Seismic Qualification Review Team schedules re OL applica* 
bons Will bo delayed due to Naval Research Lab cancellation of interagency agreo- 
menl- 

BOSNAK.R J Mechanical Engineering Branch 80/02/1 1 MATTSON, R J Owision of 
Systems Safety 2pp 02628 071-02628 072 

-0103200412 Forwards Equipment Qualification Branch request for addi info re review 
of seesmic & dynamic qualification of equipment for OL applications Submits tentative 
review schedule, based upon receipt of applicants’ responses 
NOONAN, VS Assistant Director for Malls & Qual Engineering (Pre 830201) 81/03/ 
16 TEOESCO.R L Assistant Director for Licensing lOpp 30295 114 30295 123 


8505280449 Forwards communicalions rept Transmittal 6 ro Phnsoa 1 A 2 o1 ulil Jndo 
pendent assessment program 

OLDAG.D CYGNA Energy Services 84/11/IB ELLIS, J CIlizons AssoclallDn for 
Sound Energy 18pp 30581 321-30581 338 

8505280459 Forwards communicalions rept Transmittal 12 re ulil Phaso 4 JrdepondonI 
assessment program ^ ^ 

OLDAG,D CYGNA Energy Services 84/11/13 ELLIS, J Citizens Association for 
Sound Energy 21 pp 30580 083 30580 103 

8504240202 Board Notification 85 044 provides Iranscnpls of mootings w/CYGNA 
Energy Sves re Comanche Peak design acfequacy roview 

NOONAN, VS Comanche Peak Project (Technical Hoviow Team) 05/04/22 PALLA 
DINO Commissioners 2pp 30103 137*30195 147 

6504240510 Board Notification B5 043 provides coiloclion of rocont II ts tielwecn 
CYGNA Energy Svcs,applicant9 & staff ro ongoing CYGNA review of (fosign adoqua 

(JoONAN.VS Comanche Peak Projoct (Technical Review Team) 66/04/22 PALLA 
DINO. ROBERTS, ASSELSTJNE Commissioners 4pp 30163 021-30163 293 

“8505030348 Forwards CYGNA Ur summarizing status of CYGNA overall conclusions 
for all four phases of Independent assessment program 

WILUAMS.NH CYGNA Energy Services 85/01/29 BLOCH.P B , JORDON.WH, 
MCCOLLOM.KA Atomic Safety and Licensing Board Panel 41pp 30163 090 
30163134 

“8505030354 Informs of complelron of commilmonls for Homs associated w/ Walsh/ 
Doyle allegations, per schedule submitted w/ NM Williams 850110 Itr lo 
Noonan, including punching effects In tube steel around bolt holes 
WILUAMS.NH CYGNA Energy Services 85/02/13 NOONAN, V NRC No Detailed 
Affiliation Given 47pp 30163 135-30163.293 

8504240168 Board Notificalian 06 046 forwards DG Elsonhut 050416 memo ro facility 
schedule Identifying all activities that must be complotod prior lo rosumplfon of ASLD 
hearings A organizational chart for accomplishing acMos 

NOOffAN.VS Comanche Peak ProJecI (Technical Review Team). 05/04/23 PALLA- 
DiNO Commissioners 2pp 30161 001-30161 007 


8505200595 Further response to FOIA request for NHR assessment & all reviews &/or 
comments re mlegraled program developed lo outline near term OL workload, oer 
BOO 840625 memo Forwards App A documents Memo from EDO to Palladtno not 
found 

FELTON,JM Division of Rules and Records 84/10/19 ADATO.M Union of Con- 
cerned Scienbsts 4pp 30525 001-30525 007 


“8406200520 Requests $180,000 for Region IV lo complete technical assistance efforts 
for outstandir^ regulatory actions 

DENTON.H H Office of Nuclear Reactor Regulation, Director 84/06/08 BARRY.L W 
Office of Resource Management, D-rector Ip 30525 050-30525 056 


“8406200527 Submits mid yr resource estimates for near term OL & operating plan re 
views for remainder of FY84 Request submitted 840426 should be increased bv $2 5 
million ' 

DENTON.H R Office of Nuclear Reactor Regulation, Director 84/05/29 BARRY.L W 
Office of Resource Management, Director 2pp 30525 010-30525 047 


-8406260853 Submits revised resource estmates for completion of outstanding licens 
mo iterns Obligation of $200,000 (casework) & S75.000 (mot support) to fund work 
scheduled to start before 840630 requested 

EISENHUT.OG Division of Lcensmg FINA-6819 84/06/20 FUNCHESJL Planning 
& Program Analysts Staff 2pp 30525 008 30525 009 


estimated FYB4 funding needs for Comanche Peak, Waterford 
^0 840724 memo re technical assistance 

EISENHUT.OG DMswn of Licensing FIN B 3077 84/07/31 FUNCHES.JL Planning 

a Program Analysis Staff 2pp 30525 006 30525 007 ^ 


‘8506030467 Forwards facility schedulo Identifying all activillos that must bo complolod 
prior to resumption of ASLB hearings & organizational chart for accomplishing DCtivI 
ties 

EISENHUT.DG Office of Nuclear Reactor nogulallon. Director 85/04/10 
ARLOTTO,G Office of Nuclear Rogulalory Research, Director BERNERO.R Division 
of Systems Integration (post 811006). THOMPSON.HL Division of Licensing 5pp 
30161 003-30161 007 


B604240195 Board Nolificalion 85 047 updates Board Notification 04-10 & provides list 
of Ofc of Ifivesligalion repls issued sincQ board nolificalion 

NOONAN.VS Division of Licensing 05/04/23 PALLADINO. nODERTS, ASSEL- 
STINE Commissioners 3pp 30163 306-30163-300 


8505280480 Forwards revised review issues lists, summarizing all findings & opon Homs 
identified to date re pipe stress, pipe support 9 ,cablG tray supports, conduit supporiB, 
electrical instrumentation & control & design control 

WILUAMS.NH CYGNA Energy Services 85/04/23 BECK.JW Texas Ulllilfoa Elec- 
tne Co (formerly Texas Utilities Genorating Co ) 104pp 30581:216*30501 320 

mooting w/util & CYGNA in Belhoatla.MD lo discuss 

85/04/26 NOONAN,VS Comanche Peak Projoct 
)1B7 021-30107 024 


8505060041 Notification of 050508 
plan to resolve design issues 
viETTf,AL Licensing Branch 1 
(Technical Roview Team) 4pp 3 i 


8505080163 Summary of 850323 meeting w/CASE & Comancho Poak Rosponso Tonm 
Bi VVafsh & Doyle plant concerns Forwards transcript 

BUjlWELL.SB Licensing Branch 1 05/04/25 Licensing Branch 1 2 pp 30190 001- 


-8505200855 Advises that addI technical assistance funds provided to Region IV in 
change & allotment from mlerna) agency funding as of 
840702, per 840608 reouesl 

BARRY.LW Office of Resource Management, Director 84/07/08 DENTON.H R 
01 lice of Nuclear Reactor Regulation, Director Ip 30525 04B-30525 048 


8505180493 Notification of cancellation of BB0508 mooting w/ulil & CYGNA In 
B 0 lhe 5 da,MD to resolve design Issues 

VJEmA,L Licensing Branch 1 . 05/04/25 NOONAN.VS Comanche Peak Projoct 
(Technical Review Team) 4 pp 30447 101-30447,104 


-85()520M57 Identifies mgt contacts for iisted plants.in response to 840530 memo re 
a^ns for pianls w/near term licensing activity 

COLLINS JT Region 4, Office of Director 64/06/14 DENTON.H R Office of Nuclear 
Reactor Regulation. Director ip 30525 049-30525 049 

request for five categories of documents App A 
SiSTolTOW E* ® B documenls partSlIy 

SrPro&p“'3r5lS"/4 


?. o '‘^d^pondont Assessment Program Eloctrical Sys 
aSh . 1 ^® DG‘4, *' Mechanical Design Review Criteria” &, 

01, 'Independent Aasossmonl Pfogram.Phase 4 ” 
WILLIAM^NH CYGNA Energy Services 85/04 /2fl. BUR WELL, S NRC - No Do I a [led 
Affiliation Given Ip. 30561 230-30561.330 

^ "Independent Assossment Program Electrical Sys Roviovy 

MAmiM T Statlon.Texas Util Svcs.Inc, Phase iV.” 

3W61 SI 3()56?239^^^^^^^' CYGNA Energy Services 84/00/31 Dpp 


rnalters happening in particular OL hearings that would be ap- 
ffis of wh^debFowe^^ changes needed in manner which NRC Investigates alle- 

CUMMINGS, JJ omcoof 

' ConducUng Closeoul lnla,v»ws 

W/^legers re Comanche Peak Steam Electric Station,” for review & 
tmpfemenlalion recommended 

3^50 037^04^049^^^ (Technical Review Team) 04/11/06 13pp 


“ ’‘Independsnl Assesamenl Program Mochanicnl Doslgo 

Review Criteria for Comanche Peak Steam Electric Stall on, Tex as Util Svc 8 ,lnc.Pha 3 o 

3056^iV 46‘305^6L24^’ 84/00/20 lOpp 

'*^PfMfam^Phflftfi to TR 84056-01 , “Independent Assess mo nl 

* r?r MA c ^ o •'^®chan)cal Sys Technical Chocklists ” 

eratmfl Co) wtt 33pp GoIIISms" 


"Independent Assossmont 


’•EtecIrtaaTToc'hnlcal cKS,'”'’ 

erSriteXp 5SII&S 

epnespi, including alablUly displacement 

bSmS” ^ "*■ 
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8505060303 Forwards 050423 Itr re review of Amend 53 to pSAR Requests SSER input 
evaluating revised commilmenls in end by 850515 rn order to incorporate revised 
evaluation in forlhcomirg SSER 

NOONAN.V S Comanche Peak Project (Technical Review Team) 85/05/01 
RUSSELL, WT Division of Human Factors Safely 2pp 30187 191-30187 198 

8505060309 Forwards request for addi info re responses to Generic Ltr 83.20.ltem5 
41, 4 21 & 422 concerning reactor trip sys reliability & preventive maint program Info 
requested within 30 days of Itr receipt 

NOONAN.V Comanche Peak Project (Technical Review Team) 85/05/01 
SPENCE, MD Texas Utilities Electric Co (formerly Texas Utilities Gonaraling Co) 
10pp 30187 199-30187 208 

6504290442 Generic Ltr 85 07 to all operating reactor licensees ro Implemenlalion of 
fnteg rated schedules for plant mods Svc fiat end 

THOMPSON, H,L Division of Licensing 05/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149-30218 170 

8605090332 Requests NRC approval of use of alternative pipe break criteria eliminating 
arbilrary intermediate pipe breaks & associated dynamic effects, pipe whip resiraints & 
jet shields Summary of benefits & technical justification end 
BECK,JW, Texas Uliiities Electric Co (formerly Texas Utilities Generaling Co) 85/ 
05/02 NOONAN.V S Comanche PeaK Project (Technical Review Team) 16pp 
30221 299 30221 314 


8505210656 Forwards revised general review correspondence & ASLB related corre- 
spondence fogs re plant Independent assessment program Phase 3 
WILLIAMS, N H CYGNA Energy Services 85/05/02 fcLLJS.J Citizens Association for 
Sound Energy 9pp 30514 282-30514 289 

8505240584 Forwards Communications Repl Transmittal 7 re independent assessment 
program Phases 1 & 2 

WILLIAMS, N H CYGNA Energy Services 05/05/02 ELLIS, J Cilizens Assocfalion for 
Sound Energy 15pp 30562 028 30562 042 

8505200426 Forwards addI communications repts re Phase 3 of ulff independent as- 
sessment progmm.asTransmiUal IB 

WILLIAMS, N H CYGNA Energy Services 85/06/02 ELLIS, J CIlizons Association for 
Sound Energy 51 pp 30582 156 30582 206 

8505230660 Forwards requests for Info re 850429 submittal of Phase 4 independent as- 
sessment of mechanical & efectrical sys. Responses requested by 850507 
MARiNOS.EC, Comanche Peak Project (Technical Review Team) 85/05/03 
WILLIAMS, N H CYGNA Energy Sen/lces 13pp 30544 181-30544 173 

8505200410 Forwards addi Phase 4 communications repts re Independent assessment 
program Word processing file directory reviewed (o ensure that all communicalions 
repts entered into sys issued 

WILL f AMS, N CYGNA Energy Services 85/05/03 ELLIS. J Citizens Association for 
Sound Energy 117pp 30584 041-30584 156 

8505290030 Forwards preliminary Rev 0 to App 0, "Electrical Wolkdown Checkflst" & 
Rev 0 to App V, "Maclianicaf ays Waikdown Checklists," to TR-84056 01, "Indepond 
ent Assessment Prog ram, Phase 4 " 

WILLIAMS.N H. CY(aNA Energy Services 05/05/03 SURWELUS NRC - No Detailed 
Aflilialron Given Ip 30616 297-300 16'354, 

-0505290G37 Rev 0 to App Q to TR-84056 01, "Independent Assessment 

PfogramPhase 4" "Electrical Waikdown Chockilsl " 

‘ CYGNA Energy Services * Texas Ulililles Electric Co (formerly Texas UtllHies Gen 
e rating Co) 04/07/20 lOpp 30616 290 30616 307 

-.0505290649 Rev 0 to App V to TR-Q4056 01, "Independonl Assessment 

Prog ram, Phase 4" "Mechanical Sys Waikdown Checklists " 

^ CYGNA Energy Services * Texas Utilllies Electric Co (formerly Texas Utilities Gen- 
erating Co) 84/07/20 46pp 30616,308-30616 354 

8505280472 Forwards NH Williams 850219 Mr ro stability of pipe supports & 850325 Itr 
re Phase 3 open items/cInching of U boll8,Ltfa reissued to reflect corrected fogglr^g In 
Phase 3 outgoing correspondence files 

WILLIAMS.NH CYGNA Energy Services 85/05/06 BECK,JW. Texas Utilities Efec 
Inc Co (tormoTly Texas Utilities Qoneratmg Co > 13pp 30580324-30580336 

0505130130 Forwards addi comments on 641031 proposed offsite dose calculation 
manual Submission of revised oftslie dose calculation manual resolving oncf com 
ments requested 

NOONAN, VS. Comanche Peak Prolecl (Technical Rovlow Team) 86/05/07 
SPENCE.M.D Texas Utilllies Electric Co (formerly Texas Utilillos Generating Co) 
7pp. 30303 025 30383.031 

0505170563 Summary of 050422 meeting w/utif & consultants re sampling for efnehed- 
down U bolts on Unit 2 

TRAMMELL, C Comanche Peak Project {Technical Review Team) 85/05/08 Coman 
che Peak project (Technical Review Team) 2pp. 30403 339 30483 340 

85052405 OB Holitication o1 050521-23 meotings w/CYGNA Energy Svea In San 
Fran cisco, CA re results of indopendonl assessment program phase 4, In areas of me 
chanical & ofectrlcal sys. 

BURWELL.SB. Licensing Branch 1 05/05/15 NOONAN, V.S Division of Licensing 
4pp 30676 106 30576 109 

6505280304 Application to amend CPPR-12Q & CPPR*127.changlng Tech Specs to re 
place automatic MSIV bypass valve actuators w/manual operators Changes wilt be In- 
corporated in future FSAR amend. , , „ _ 

BECKJW Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 85/ 
06/17 NOONAN, V.S Comanche Peak Project (Technical Review Team) 2pp, 
30572 200 30572 321. 


-.6505280319 Proposed Tech Spec changes.reptadng aulomatic MSIV bypass valve ac 
luators w/manual operators . ^ ^ 

' Texas Utilities Eleclrio Co (formerly Texas Utliitios Generating Co) 86/05/17. 40pp 
30572,262-30572 321 


8505300163 Forwards resumes for electrical & mechanical sys project personnel & rep 
resenlalive sample of other vendor personnel available for technical support for Indo* 
pondervl Assessment Pro gram- Phases 2 & 4, per 850426 moling 
WiL LIAMS, N H CYGNA Energy Services 85/05/20 NOONAN,V,S. Division of Li- 
censing. 64pp. 30e22:109-30622'171. 


0505210106 Generic Ltr 86 08 to all holders of CPs & OLs ro 10CFR2O 408 terminalion 
repts - formats 

THOMPSON, H L Division of Licensing 05/05/23 Consolidated Edison Co of New 
York. Inc 20pp 30602 282-30682 301 

0505210122 Generic Ltr 85 09 to all Weslinghouso PWR licensees & applicants ro Tech 
Specs for Generic Ltr 83-28, item 4 3 

THOMPSON.HL Division of Licensing 85/05/23 Yankee Atomic Electric Co I7pp 
30671 334-30671 350 


E NRC Safety Evaluation Report (SER), suppis & correspondence 


0506070320 Forwards response to omissions In SER Section Ilf B re SPDS, per NRC 
841205 request Verification & validation program for Unit 1 complete Respon-jo pro 
Vidas input for resolution of SSER 6 Outstanding Issue 35 

BECK.JW Texas Utilities Electric Co (formerly Texas Utilities Generaling Co) 85/ 
05/01 YOUNGBLOOD.B J Licensing Branch 1 6pp 30176 153 30176 158 

8506100407 Forwards SSER 10 (NUHEG-0797) Rept provides rosolulion of 400 techni- 
cal concerns & allegations in mechanical & piping area re const practices W/o end 
NOONAN.VS Comanche Peak Preset (Technical Review Team) 85/05/03 
SPENCE, MO Texas Utilities Eieclfic Co (formerly Texas Utilities Generating Co) 
2pp 30272 346-30272 347 

8505160532 Nolificofton of 050514 meeting w/util in Bolhesda.MD to review slatus of 
oulsfarding licensing issues fisted in SSER 6 

BURWELL.SB Licensing Branch 1 85/05/10 NOONAN.VS Comancho Peak 
Project (Technical Review Team) 4pp 30445 347 30445 350 

8505200608 Board Notification 65 052 notifies of issuance of SSER 10 (NUREQ 0797) 
re operation of facility Rapt contains technical review team assessment of certain 
onsite acttvitfos re mechanical & piping Issues 

NOONAN.VS Comanche Peak project (Technical Review Team), 05/05/17 PALLA 
DINO, ROBERTS. ASSELSTfNE Commissioners fp 30671 351-30671 351 

8505310400 Forwards SSER 10 (NUREG 0797) W/o end 
NOONAN.VS Comancho Peak Project (Technical Rovlow Team) 85/05/17 
SPENCE, MD Texas UNilies Eleciric Co (formerly Texas Utirilies Qoneraling Co) Ip 
30681 328-30681 328 


F, Security, medical, emergency & fire protection plans 


8605010454 Forwards updated status list of amorgancy plan appraisal App A open 
Items Ten items completed since 640525 Extension of cfatos for some remaining items 
requested 

KUYKENDALL, J C Texas Ulifilies ElacUic Co (formerly Texas Ulllilios Gon orating 
Co) 84/07/25 JOHNSON, £, Region 4, Office of Director 5pp 30092 116- 
30092 120 

8505010447 Forwards opdalod slalus list of emergency plan appraisal App A opGf> 
Items Some items completed Extension of dates for complolion of other Items ro 
quested 

KUYKENDALL, J C Texas Ulifilios Eleciric Co (formerly Texas UliiiLios Generating 
Co). 84/09/24 HUNTER.D.R Region 4. Office of Director 13pp. 30092 066 
30002 078. 

0505150445 Forwards public version of emergency plan manual, including Rev 3 to Pro 
coduro EPP-204, "Activation of Technicat Support CIr & Technical Support Ctr Per- 
sonnel Duties " W/850508 release memo 

BECK.J W Texas Utilities Electric Co (formeriy Texas Ulifilies Generating Co.) 86/ 
03/29 Record Services Branch (Document Control Desk) 3pp 30436 001 30438 022 

-8506160447 Public version of emergency plan manual.includmg Rev 3 1o Procadure 
EPP-204, "Activation of Technical Support Ctr & Technical Support Ctr Parsonnol 
Duties " 

QOSDIN.TL Texas Utilllies Electric Co (formerly Texas Utilities Generating Co ). 85/ 
03/29 73&PP 30438 004-30438022 

0506070320 Forwards response to omissions in SER Section 111 B re SPDS, per NRC 
841206 request Verification & volldatlon program for Unit 1 compi el a Response pro- 
vides input for rasolullon of SSER 6 Outstanding Issue 35 

BECK,J W. Texas Utilities Efeclric Co (formerly Texas Utilllies Qonornling Co ) 85/ 
05/01 YOUNGBLOOD.B J Licensing Branch 1 6pp 30t76'153-30176 1 58 

6505140280 Confirms 850625 26 onsite audits of SPDS Background & audit agenda do 
scribed in NRC 850418 Ur 

NOONAN.VS Comancho Peak Projoct (Technical Review Team). 85/05/07 
SPENCE, MD Texas Utlllltes Electric Co (formeriy Texas UtiNlios Genoraling Co) 
3pp 30300 336 30389 338 

8506140227 Forwards addllion to Page 43 of Rev 4 to physical security plan End with 
hold 

CLEMENTS, BR Texas Utilllies Electric Co (formerly Texas Utilities Genoraling Co). 
85/06/08, DENTON, H, Office of Nuclear Reactor Regulation, Director Ip 30373.178 
30373 178 

8505200413 Rev 1 to Emergency Plan Implomonling Procedure EPP 303, "Microcom- 
puter Based, Emergency Dose Assessment " Revised index end W/8SD510 Itr 
GOSDIN.T.L , BE(jK,J W. Texas Utilities Electric Co (formerly Toxas Ulifitios Generat- 
ing Co) 85/05/10. 16pp 30472 174*30472 180 

8605300364 Responds to NRC 850309 Questions 010 32 & 010 33 ro safQ shutdown & 
alternate shutdown Responses will be included in future amend to FSAR Marked up 
tire protection program review sections end 

BECK.JW Texas Utilities Electric Co. (formerly Texas Ulilitios Ganorating Co) 85/ 
05/21. NONNAN.V.S Comanche Peak Projecl (Technical Review Team). 14pd 
30627.322-30627 335 
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Q. Ad|udlcalory correspondence 

050S010496 Advises that applicant & parlies discussed CASE proposed time schedule 
for responding to requests tor admissions as set forlh irk Roisman 8503-15 Hr Parties 
agree in part w/schedulo 

WOOLDRIDGE, n A Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sarnpo-ls) WOOLDRIDGE, fl A Texas UliUtios Eleciric Co (formerly Texas 
Ulililies Generating Co) #285 772 85/04/22 BLOCH,PB, GROSSMAN.H, 

JORDAN, WH Atomic Safely and Licensing Board Panel 2pp 30091 063-30091 066 

Q6050 10461 Proposed case mgl planjncluding applicant suggestions for determination 
of issues remaining for contestecf resolution CASE sfiould bo given 10 days to re- 
spond to plan Certificate of Svc end Relale-dl correspondence 
WOOLDRIDGE, R A , REYNOLDS.N S Texas Utiides Electric Co ^formerly Texas Ulili 
ties Generating Col WOOLDRIDGE, R A Worsham, Forsythe, Sampels & Wootridgo 
(formerly Worsham, Forsythe & Sampels) #285 7fl1 85/04/26 Atomic Safely and 
licensing Board Panel 8pp 30092 107 30092 114 

8S050104B5 Fopwards applicant proposed case mg! plan W/o end Related correspond- 
ence 

DIGNAN.TG Ropes & Gray #285 775 85/04/26 Olfice of the Secretary of the 
Commission Ip 30090 075 30090 075 

850S010512 Requests that Boards & parties hold scheduling conlercncoto discuss sub 
star^co & procedure for remainder of hearing, per CASE dn0416 & 17 Itis & applicant 
850422 Hr Timing suggested by CASE premature Related correspondence 
TnEBY,SA Hearing Branch 3 #285 783 05/04/26 BLOCH,P B , MCCOLLOM,K A , 
GROSSMAN,H, Atomic Safely and Llconsing Board Panel 2pp 30090 231 30090 232 

8605020230 Memorandum requesting forwardrng of SSERs 7.8 & 9 & SSERs yet lo be 
Issued to ACRS for consideration ASL6 should be notified of staff response to 
requGsl Served on 850501 

BLOCH, PB Alomic Safety and Licensing Board Panel #285 797 85/04/30 Ip 
30106 207 30106 207. 

6505140205 Informs of establishment of organization to coordinate recefpt & resolution 
of safely concerns of workers communicated through Inter alia, personal Interviews, hot 
fine communIcatJons & exit tntorvlews Related correspondence 
REYNOLDS, NS Bishop, Liberman, Cook. Purcell & Reynolds REYNOLDS, NS 
Texas Utilities Electric Co (formerly Texas Ulililias Ganoraling Co) #285 940. 05/05/ 
08 OLOCH.PB, JORDAN/W.H, GROSSMAN.H Atomic Safety and Licensing Board 
Panel 2pp 30374 317-30374 313 

65-05130172 Proposed cos© mgt plan (Dockel 2), incorporating 850417 Ur detailing case 
mgl plan w/ltsled additions 

ROISMAN.A Z Citizens Association for Sound Energy. ROISMAN,A Z Trial Lawyers 
for Public Justice. PC #285 942 B 5/05/09 Spp 30274 085 30274 102 

..3605130167 Memorandum in support of Cihzens Assoc for Sound Energy case rngl 
p^lan & In opposition to applicant case mgl plan (Oockot 2) Certificato of Svc end, 
ROISMAN.A Z Citizens Association for Sound Energy. ROfSMAN,A Z Trial Lawyers 
for Public Justice, PC 85/05/09 Atomic Safely and Licensing Board Panel lOpp 
30274 0D3 30274 102 

8505140298 Forwards NRC staff comments on utii proposed case mgl plan re proce- 
duros for defining scope of Issues requiring resofufion Certificate of Svc end 
TRGBY.SA , MIZUNaGS Hoarina Brandi 1 #235 973. 85/05/10 7pp 30375326- 
30375‘332 

8605130608 Answer to applicant 650426 proposed case mgt plan Plan should be 
denied In entirety Applicant should bo ordered to provide Info re indepen donee of indi- 
vidual s/or qanizatlona to respond to all open items Certificate of Svc end 
ELLIS, J Citizens Association for Sound E^norgy #285 022 65/05/13 Alomic Safely 
and Licensing Board Panel 17pp 3043B 236-30436 252 

B 5952 10030 Advises that uil filed 10-Q quarterly rept w/Secuntios 6 Exchange Com 
mission re listed Info Related corrosponaence 

REYNOLDS.NS Bishop, Liberman, Cook. Purcell & Reynolds REYNOLDS, NS 
Texas Uhlitios Electric Co (formerly Texas Utilities Generating Co) #285 063 85/05/ 
17 BLOCH.P.B , JORDAN.W H . MCCOLlOM,K,A Atomic Safety and Licensing Board 
Panel 2pp 30493 304 30493 305 

8505240086 Foiwards discovery requests under ASLB 841218 memorandum (reopening 
dlscovery.misleadingstatement) 

ELLIS, J. Citizens Association for Sound Energy #206 123 65/05/20 TflEBY.S 
Offlceof the Executive Legal Director 2pp 3a556.167-30556.ieQ 

8505300277 Memorandum & order re applicant proposed case mgt plan Slatomont of 
current mgt views ordered to be filed by 85061 S Served on Q5D524 
BLOCH,PB. JORDAN.W H. MCCOLLOM.KA AtomPc Safety and Licensing Board 
Pane) #285 140 85/05/24 Texas Utilities Electric Co (formerly Texas Ulifitles Gen- 
erating Co) 6pp 30622 322'30822, 327. 

8505300326 Memorandum objecling to CASE 850329 request that applicant suppi prior 
document pro due lions Documents will bo made available for fnsp ^ reproduction on 
850524 Certificate of Svc end 

DOWNEY, BL. Texas Utilities Electric Co (formerly Texas Utilities Generating Co), 
DOWNEY.8L Bishop, Liberrzian, Cook, Purcell & Reyr^olda. #285 173 85/05/29 
Alomic Safety and Licensing Board Panel Spp, 30622 311-30622 315 

8505310306 Memorandum clarifying L8P 85-16 re withdrawal of 850215 protective 
order governing discovery In Unit l.per 850524 order Intent was not to withdraw pro- 
(eclivo order but to aupercedo order in pari Sorvod on 850530 
BLOCH,PB Atomic Safety and Licensing Board Panel #285 100 05/05/30 1p 
30642-114-30642.114. 


0 , Inspection reporrts, IE Bulletins & correapondence 

8585160591 FOIA request for ell documentation re 640629 mooting between util & NRG 
concerninginvestigation of Illegal use of drugs at facility 

GARDE.8P Government Accountability Project 84/08/07. Office o1 Administration 
2pp 30453:264 30453 265 

8505160697 Partial response to FOIA request (or doouments re 840629 moeling be 
(ween util & NBC concerning invesLiqation of illegal use of drugs at (acility.Undated 
draft Hr to ulil from RL Bangart withheld In entirety (ref FOIA Exemption 6) 

FELTON, J M. Division of Rules and Records 84^9/17. GARDE, B.P. Government Ac- 
countability Project Ip 30453.266-30453 266 


650S160395 Further response to FOIA request for five categories of documents App A 
documents available in PDR Forwards App B documents App B documents parhally 
withheld (ref FOIA Exemptions 5 & 7) 

FELTON.J M Division of Rules and Records 04/10/30 GARDE.B P Govemmanl Ac- 
countability Project Spp 30452 094 304 53 1 71 

“8505160419 Forwards sanitized versions of Ofc of Inspector & Auditor 031020 repts, 
“Comanche Peak Markey Llr re Region IV Investigation/ Insp” & “Review of Con- 
cerns Expressed by CASE About Conduct of Region IV “ W/o end 
MESSEN6ER.G H Office of Inspector & Auditor 84/03/21 PLAINE.H H Office of tho 
General Counsel 1p 30452 099-30452 099 

“8SO5160426 Advises that Region IV insp repl re Messerly allegations in final stages & 
should be completed by end of wk.per T Westerman 

RESNER.M E Office of Inspector & Auditor 83/08/23 Office of Inspector & Auditor 
Spp 30452 100 30452 102 

“8505160437 Becommends all partlos Involved in Insp Rept 50 445/B2-14 be inter- 
viewed & circumsfancea documented & CA Atchison be interviewed to determine if 
confidGntlality was offered, per review of CASE 821227 Itr & Markey 830415 Itr 
RESNER.M E Office of Inspector & Auditor 83/05/02 CUMMINGS.J J Office of In- 
spector & Auditor Spp 30452 103-30452 105 

—8505160485 Rept of Investigation, "Comanche Peak - Markey Ltr re Region IV Invesll- 
gations/tnsps" 

MULLEY.GA,. RESNER.M E Office of Inspector & Auditor 83/10/20 59pp 
30452.286-30452 344 

“850S16046B Advises that Insp rept re Messerly allegations will be finalized in approx 3 
wks Related info end 

RESNER.M E Office of fnspector & Auditor 83/07/00 Office of Inspector & Auditor 
epp 30462 345 30453 056 

“8505160474 Confirms request for two repls prepared by Ofc of Inspoctor & Auditor on 
performance of Region IV in handling allegations concerning facility 
LANDERS, J Dallas Morning News, Dallas, TX 04/03/15 NEWLIN.R Office of Public 
Affairs. Ip 30453 05B 304153 (361 

“8505160477 Forwards repl of investigation “Review of Concerns Expressed by CASE 
About Conduct of Region IV Investigalions/lnsps “ Info deleted. 

MESSENGER.Q.H Office of Inspector & Auditor 83/10/20 PALLADINO, QILINSKY, 
ROBERTS Commissioners 4pp 30453 062-30453 065 

“8505160481 Repl of investigation "Review of Concerns Expressed by CASE About 
Conduct of Region IV Invasllgations/lnsps " 

MULLEY.GA, RESNER.M t. Office of Inspector & Auditor 03/10/20 99pp 
30453 066-30453 164 

“8505160486 Forwards 831020 memos re facility investigations for doterminallon of ap 
proprlaloness of release to Congress.per R Udell 840326 request 
MESSENQER.Q H Office of Inspector & Auditor 84/03/26 KAMMERER.CC Office 
of Congressional Affairs Ip 30453 165-30453 165 

—8505160489 Discusses results of “Cornanche Peak - Markey Ltr ro Region IV livvesU 
catlona/lnsps " 

MESSENGER, QH Office of Inspector & Auditor 03/10/20 PALLADINO, GILINSKY, 
ROBERTS Commissioners. 4pp 30453 166-30453 171 

8505070473 Ack receipt of 640709 Itr Informing NRC of steps taken to correct violations 
noted In Insp repls Insp Repl 50 445/65 03 will document NRC review o( preoporn- 
lional Sl hot functional test progranns 

HUNTER.DR Region 4. (Dffico of Director 05/04/24. SPENCE.M D Texas Ulilillos 
Electric Co (formerly Texas Utilities Genorallng Co) 1p 30204 163-30204 165, 

6504260452 IE Info Notice 65 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping,'* Svc fist end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/30 Consolidated Edison Co of Now Yom, Inc 107pp 30116 185- 
30115291. 

6 504250 455 IE Info Notice 85-035, “Failuro of Air Chock Valves to Seat " Svc fist end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 10Qpp 30116 077- 
30115 104 

6506000418 IE Info Notice 04 52, Suppi 1, "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN, EL Division of Em-ergancy Preparedness & Engineering Response (Post 
830103) 05/05/08 Consolidated Edison Co of Now York, Inc lOpp 30615 336- 
30615 347, 

8505130034 IE Info Notice 85-037, “Chemical Cleaning of Steam Generators at Mill- 
stone 2 " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/05/14 Yankee Atomic El eelrte Co 4pp 30840 272-30049 014 


S. Reportable occurrences, LERs & related correspondence 

8505160076 Further response to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since 0401 01, including operation w/TDi diesel generators & uae 
of TDI generators at facility App A documents In PDR 

FELTON,J.M Dfvfsion of Rules and Records 84/09/20 BELL.N Nuclear Information 
& Resource Service 3pp. 30454*105-30464,351 

»85D5ie0104 Forwards attendance lisLhandouls & slides used at 840126 meeting w/ 
TDI Owners Group 

CARUBO.R. Licensing Branch 2 04/02/02 Licensing Branch 2 I13pp. 30454*1 10- 
30454-351- 

8505130176 Suppis response to FOIA request for documents re TDI diesel generators 
at facility & list of problems 6 defects which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents also placed In PDR 
FELTON.J Mi Division of Rules and Records. 04/10/30 BELL.N Nuclear Information 
& Resource Service 4pp 30366192*30366-195, 
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-8404260430 Forwards comments on ‘^Design Review o) Connecting Rod Bearing 
Shells for TDI Enterprise Engines" & "Emorgoncy Dtesol Generator Rocker Arm Cap 
screw Stress Analysis " Rept does not present sulficlent data to support bearing life 
BERLINGER.CH Division of Licensing 04/04/11 MCGAUGHY.JP Mississippi 
Power & Light Co /pp 30387 332-30387 338 

-8407090357 Summary of 840426 meeting w/TDf Owners Group fn Wading River, NY re 
status & progress of program to oatablTsh reliability of diesel generator Transcript & 
vJewnrephs end 

MILLEP.MA Division of Licensing 84/06/26 Division of Licensing 5flpp 30387 352- 
30388 179 

B6DS010299 Interim Significant Deficiency Rept SOAR- 170 re stress analysis activity 
vafve wefgtits & valve weights Identified by site valve weighing program Initially report- 
ed on 850222 Evaluation continuing Completion eysecleo by 8S0510 
WELLS, JR Texas Utilities Electric Co (formerly Texas Litifities Generating Co) 85/ 
04/18 HUNTER.DR Region 4. Office of Director Ip 30095 038-30095 038 

8505010235 Interim Significant Deficiency Rept SOAR- 176 re Roflance supplied control 
board which differs from equipment qualification rept Initially reported on 850226 Eval- 
uation continuing Completion expected by 850531 

WELLS.JR Texas Utililles Electric Co (formerly Texas Utilities Generating Co) 85/ 
04/19 HUNTER, O.R. Region 4. Office of Director Ip 30095 034-30095 034 

6505010246 Interim Significant Deficiency Rept SDAR-174 ro unauthorized & undocu 
mented welding repairs to pipe support & two cable tray supports Initially reported on 
850322 Structurally impaired support to be replaced by 850501 
WELLS, J R Texas Ulililles Electric Co (formerly Texas Utilities Generating Co ) 85/ 
04/19, HUNTER, D R Region 4. Office of Director 2pp 30095.00B-30095’099 

6506230100 Deficiency Rept SDAR-177 re possible defect in Phoenix Steel pipe & tubu 
tar Steel products Initially reported on 850412 Completion of evaluation anticipated by 
850613 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas Utilitlos Generating Co) 
85/05/00 HUNTER.DR Region 4. Office of Director Ip 30537 354-30537.354, 

6505230375 Deficiency Rept SDAR‘1 70 ro discrepancy between valve weights used in 
stress analysis activities & valve weights Identified by sito valve weighing 
program Reanalysis concluded condition not reportable under 10CFR50.55(o) 
CLtMENTS.B R Texas Utilities Electric Co (formerly Texas Ulifities Generating Co) 
85/05/00 HUNTER.DR Region 4, Office of Director Ip 30540-179 30540 179 

6505160170 Part 21 rept re errors In safely grade core exit thermocouple sys during & 
following postulated high energy fine break Probably caused by moisiuro ingressfon & 
thermal expansion Qualification program completed 

RAHE.EP Westinghouse Eloclrlc Corp 05/05/09 TAYLOR, JM Director’s Office, 
Office of Inspection and EnforcernenI 6pp 30427:112-30427 116 


-84082 304 16 Transcript of G Purdy 840016 profiled testimony re problems w/QC 
manual Supporting documentation end 

PURDY ,G Texas Utilities ElocIric Co (formerly Texas Utilities Generating Co ) 84/00/ 
16 640PP 26220 323 26222 250 

0504240202 Board Nolificalion 05 044 provides transcripts of meetings w/CYGNA 
Energy Svcs re Comanche Peak design adequacy review, 

NOONAN.V S Comanche Peak Prolocl (Technical Review Team) 05/04/22 PALLA- 
DINO, ROBERTS, ASSEL5TINE Commissioners 2pp 30193 137-30195 147 

-8505060077 Transcript of 841121 enforcement interview tolcon Pp 1-17 
^ Division of Licensing 84/11/21 lOpp 30193 139 30193 157 

-8505060060 Transcript of 841220 moating w/CYGNA Energy Svcs fn Bethesda,MD to 
discuss Independent assessment program ro Comaneno Peak Steam Electric 
Station Pp M19, 

* Commissioners 84/12/20 210pp 301 93 1 58 30194 015 

-8505060084 Transcript ef 850110 meeting w/CVGNA Energy Svcs in Bothesda.MO le 
discuss Phase 3 of Comaricha Peak Steam Electrpc Station independent assessment 
program Pp 1 -1 1 1 Supporting docurTentatlon onct 
Commissioners 05/01/10 142pp 30194 016 30SD4 157 

-8S05060087 Transcript of B40419 meeting w/CYGNA Energy Svcs In Bethesda.MD to 
dhscuss Independent assessment program for Comanche PeakPp 1-164 Supporting 
documentolion enct 

* Commlssienors 04/04/10. 200pp 30194 158 38195:003 

-8505060092 Transcript of 040703 meeting w/CYGNA Energy Svcs in Bethosda.MD Pp 
1-119 

‘ Commissioners 04/0//03 120pp 30195 029 30195 147 

8505010146 Board Notification 65 039 summarizes Q50323 meeting w/CASE & util in 
AflinglonJX re WaJsh & Doyle plant concerns. 

NOONANys Comancho Peak Protect (Technical Review Team) 85/04/25 PALLA- 
DINO. ROBERTS, A SSELSTfNE Commissioners 244pp. 30230001 30230 244 

8605080163 Summary of 050323 meoling w/CASE & Comanche Peak Response Team 
in Ariinglon.TX ro Walsh & Doyle plant concerns Forwards transcript 
BURWELL,S B. Licensing Branch 1 85/04/25 Licensing Branch 1 2pp 30190 001- 
30100 240 

-6505060166 Transcript of 850323 discussion meeting In Arlington, TX re Walsh & Doyle 
concerns Pp 1 236. 

POSLUSNY.C. NRC - No Detailed AHiJiation Given 85/03/23 236pp 30190 004- 
30190 240 


6595210323 Pert 21 rept re potenlial defect in engine generator control panels of O&R 
or DSRV-16 standby diesel generator Review of generator control panel InstallaUon by 
each facility rocommonded 

BOYER, R t Transamerica Dolaval, Inc 85/05/17 Director's Office, Office of Inspec- 
tion and Enforcement. 5pp. 30489 330-30469 343 


T. Healing transcripts on non-antltrust matters 


640S230402 Forwards depositions 8i/or profilod testimony of W Darby, Q Bonnelzen.N 
Brillon,GR Purdy, A V^a.CT Brandt, J Calicutt, JR Johnson & KA Liford, affidavit of R 
Yockey & suppis to De Ethridge & ST Hoggard depositions. 

HARTMAN, S.L. Bishop, Liberman, Cook, Purcell A Reynolds. HARTMAN, S.L Texas 
Utilities Electric Co (formerly Texas Utilities Goneraling Co) DSB 224 84/08/21 
CLEMENTS.WL Docketing & Services Branch 2pp. 2621 D 100-26222 250 

-6490230403 Transcript of G Bonnelzon 8408 16 & 18 profiled testimony re QA/QC of 

iiwSETZEN.Q, Brown A Root, Inc (subs, of Halliburton Co ) 84/00/16 18pp. 
26219 201-26219 220 


^0406230404 Affidavit of R Yockey ro omploymont record of JM Moon Supporting doc- 
umentation end. 

YOCKEY.R, Brown A Root, Inc (subs, of Halllborlon Co) 84/08/20 18pp 
26219 221-26219-237 


>0408230405 Transcript of NA Britton 840818 profiled testimony re bacKfitlIng of pro 
tective coating Insps 

BRITTON, N A Bfown A Root, Inc (subs of Halliburton Co) 84/0B/10 33pp 
26210 238-26219:270. 


-8400230407 Transcript of WR Darby 840010 preflled testimony ro OA verification of 
fnsp.Supportfng documentation end 

DARBYAVR. Brown A Root, Inc. (subs of Halilburlon Co) 04/08/10 19pp 
2621 9:271 -26219.289 

-0400230406 Transcript of CT Brandi 040016 deposition re Stiner 
allegations Supporting documentation and. 

BRANDT, C.T Citizens Association for Sound Energy 04/00/16. 176pp 26219 290 
20220.103 

-0408230410 Transcript of D Ethridge 840819 deposition re QC of rotatfrtg access plat- 

ETHRIDGE, D. Texas Utilities Electric Co, (formerly Texas Ulllillea Generating Co). 04/ 
00/19. 9pp. 26220 104-26220.112. 

-0408230411 Transcript of S Hoggard 840819 deposition re R Hamilton allegations 
conewninQ J Moon burn Inddont. , _ 

HOGGARD, S. Texas Utilities Electric Co (formerly Texas Utilitioa Goneraling Co) 84/ 
08/19. lOpp. 26220.113-26220:122. 

-6400230413 Transcript of K Liford, JR Johnson A JW Calicutt 840819 profiled testimo 
m re concerns. „ ^ . . . ........ 

LIFOrKk., JOHNSON, J.R., CALICUTT, J.W. Brown A Root. Inc. (subs, of Halliburton 
Co.). 04/08/19. 79pp 26220-1 23-26220 201. 


BS05100346 Board Nolificalion 85 053 forwards summary A transcript of 650422 meet- 
ing between NRC A util ro sampling program for torque on cinched down U bolts 
NOONAN, V S Comancho Peak Prolecl (Technical Review Team). 05/05/08 PALLA- 
DINO, ROBERTS, ASSELSTfNE Commissioners 3pp 30567 001 30567,006 

-850B240071 Summary of 050508 meeting w/utii, Bis hop, Liberman, Cook. Purcell A 
Reynolds A CASE fn Bolhesda.MD re sampling program for cinched down U-bolts on 
Unit 2 

TRAMMEL, C Comancho Peak Project (Technical Review Tearn) 85/OS/OO. Coman 
cho Peak Project (Technical Roviaw Team) Ip 30567 004-30567 004 

8505240160 Forwards proposed corrections to transcrlpl of 850323 mooting Transcript 
sub] to addi changes 

ELLIS. J Citizens Association for Sound Energy #285 110 85/05/20 TREBY,S 
Office of the Exocullvo Legal Director. 12pp 3055B 219 30556 230 


DOCKET 9TN-60-447 GESSAR-23B 


A. Appficatlon/conatructfon stage documents A correspondence 

0506160075 Furlhor response to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since 840 101, Including operation w/TDI diesel generators A use 
of TDI goneralora at facility App A documents In PDR 

FELTON, J.M Division Of Rules and Records 84/09/20 BELL,N Nuclear Information 
A Resourco Service 3pp 30454 105'30454 351 

-6404300374 Forwards AR Posima draft evaluation of GE submittal re attenuation of 
aerosols in passage through BWR suppression poofs Bases lor ro commendations 
listed 

R€AD,J Accident Evaluation Branch 34/04/17. HULMAN,L.G. Accident Evaluation 
Branch Bpp 30465- 158-30456:163 

8506200001 Further response to FOIA request that records re 1 5 listed FIN flies bo 
made available In PDR App CAD records availablo In PDR Review continuing 
FELTON, JM Division of Rules and Records. 04/09/20 SHOLLY.SC Union of Con- 
cerned Scientist 8. 12pp. 30503 072-30503 083 

-8301280406 Forwards aid order for DOE work: "Safety Evaluation of Coro- Melt 
Accidents QESSAR - FDA, Limerick - OL.FNP - ML-’* 

MATTSON, RJ. Division of Systems Inlegralfon (post 811005). FIN A-3711 03/01/24, 
OaEKA.Q.J. Energy. Dept of Ip. 30503-205-30503.216 

-8301280409 Sid order for DOE work "Safely Evafuotlon of Coro Melt 

Accldent8:QeSSAR - FOA.Umerick - OL.FNP - ML." issued to BNL. 

MATTSON, RJ- Division of Systems integration (post 811005), FIN A-3711-3 83/01/ 
24. lipp 30S03.206-30503-216 

-8300240649 Std order lor DOE work- "Safety Evaluation of Core-Melt 

Accidents Casework Reviews for GESSAR.LImerick.FNP,’’ awarded to BNL 
MATTSON, RJ. Division of Systems Integration (post 811005). FIN A-3711 -3 83/08/ 
09 4pp 30503:229 30503:241. 


-0400230414 Transcript of A Vega 840817 profiled testimony re QA/QC 
program Supporting documentation end. _ ....... 

VEGA, A, Texas Utilitlos Efectrlc Co. (formerly Texas Utilities Generating Co.). 04/08/ 
17. 117pp 26220:202*26220:322. 


-0505200052 Requests proposal for technical assistance to ^'Safety Evaluation of Core 
Melt Accldenis GESSAR-FSA,Llmerick'OL A FNP," Statement of work end, 
MATTSON, R J. Division of Systems fnlegratlon (post 811005) FIN A-3711 82/11/20, 
OGEKA.Q.J. Energy. Dept. of. 12pp 30503:146-30503 157. 
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”8506200057 Forwards proiQCl descriplivo summary .drafl slatem&nl o1 wo/k & interofc 
concurrences from RES.NWSSJE.AtOD & Region JV far “Safely Evalirafion of Core 
Me II Accfdenls Casework Reviews for Limerick ,G£SSAR & FNP " 

DENTON.hr Office of Nuclear Reactor Reaulalion, Director FIN A-3711 S-2712/10 
BECKWITH, C NRG' No Delaiied Affiliation Given 6pp 30503 f 58-30503 1 63 

”8506200064 Forwards teotinical assistance prolccl. "Safety Evaluation of Core Molt 
Accidoitts GESSAR FDA.Urrenck OL & FNP, for review & concurrence W/o end 
GRENIER, BL PFanning & Program Analysis Staff FIN A-3711 B2/11/23 HAYES.M 
Office o1 Nuclear Regulatory Research, Director 'Opp 30503 16'1-30503 172 

”8505200069 Forwards prefect descnplive summary.drafl stalemenl of work & interofc 
concurrences for, "Safety Evaluation of Core Melt Accidents Casework Reviews tor 
Li m or :ck, GESSAR & FNP " 

DENTON.H R Offrco of Nuclear Reactor Regufalion. Diroclor FIN A 3711 82/12/10 
BECKWJTHG NRC - No Detailed Affiliallon Givers 9pp 30503 173 30503 181 

”0505208084 Forwarefs unexecuted std order for DOE work for "Safety Evaluation of 
Coro Melt Accidents GESSAR FDA.lfmanck OL & FNP ML 

MATTSON.R J Division of Systems Inlegralioni (post 81 1005) FIN A 3711, 82/12/30 
OGEKA.GJ Energy, Dept of 6pp 30503 196 30503 201 

”8505200098 Forwards sId order lor DOE Work 20-83-209 for FIN A 3711, "Safely 
Evaluation of Core Malt Accidents GESSAR FDA, Llmenck-OL & FNP'WL " 

OGEKA.GJ Energy, Depl of FIN A 3711 83/01/11 DANDOIS.OB Division of Ac 
counting & Finance Ip 30503 202 30503 202 

”8605200133 Requests reprogramming Of listed FY83 funds due to changes in sched 
ule ol severe accident activities Revised project Identification summery enef 
BOYDiSM Division of Systems Integralion (post 811005) FiN 0-6634 83/07/26 
PUNCHES ,J Planning & Program Andlyais Staff lOpp 30503 219 30503 228 


”850'52OO377 "Safety Evacuation of Core Meft Accidents GESSAR-FDA, Limerick 
OL,FNP-ML.'' monthly highlights for June 1983 

PRATT, WT Bfookhaven Nalional Laboratory FIN A-3711 83/06/30 MEYER, J F 
Reactor Systems Branch 3pp 30603 3D8 30603 310 

-S60 5200381 "Safety Evalualion of Coro Melt Accidents GESSAR FDA, LImorick- 
OL.FNP ML," monlhly highlights for Jul 1983 

PRATT.WT Brookhaven National Laboratory FfN A-3711 83/07/31 MEVER,JF 
Reactor Systems Branch 3pp 30503 311 30603 313 

”8505200398 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limerick- 
OL,FNP-ML," monthly highitghls for Aug 1983 

PRATT.WT Brookhaven National Laboratory FIN A 3711 83/08/31 MEYER.J F 
Reactor Systems Branch 2pp 30503 314-30503 315 

-8605200403 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limerick- 
OL,FNP fwlL monlhly highlights for Sept 1903 

PRATT.WT Brookhaven National Laboratoiy FIN A-3711 83/09/30 CARTER, J L 
Reactor Systems Branch 2pp 30503 316-30503 317 


■■6505200410 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limerick- 
OL.FNP ML," monlhly highlights for Oct 1 983 

PRATT,WT Brookhaven hfetional Laboratory FIN A-3711 03/10/31 CAR TER, JL 
Reactor Systems Branch 2pp 30503 318-30503 310 


>8505200419 "Safety Evaluation of Core Melt Accidents GESSAR-FDA, Limerlck- 
OL,FNP-ML/' monthly hlghligfUs for Nov 1983 

PRATT.WT Brookhaven National Laboratory FIN A-3711 83/11/30 CARTE R. J L 
Reactor Systems Branch 3pp 30503 320-30503 322 


■6505200173 Forwards unexecuted sld order for DOE work.aulhorizing transfer of funds 
from FIN A-3346, “Containment Sys Case Reviews" to FIN A-3711. "Safety Evalua 
lion of Core Melt Accidents GESSAR-FDA, Limerick & FNP " 

MATTSON.R J Division of Systems Inlegration (post 811005) FIN A 3711 63/08/25 
OGEKAG J Energy. Depl of 3pp 30503 242-30503 244 

•8505200209 Forwards executed std order for DOE work for FIN A 3711, "Safotv Eval 
ualion of Core Melt Accidents Casework Reviews for GESSAR, Llmertclk & FNP ' 
OGEKA.GJ Energy, Dept of FIN A-3711 83/08/26 DANDOIS.DB Office of Re- 
source Management, Director Ip 30603 245-30503 245 


”8605200430 "Safely Evaluation of Core MeJt Accidents GESSAR-FDA, Llmenck- 
OL.FNP-Ml," monlhly hightigms for Dec 1983. 

PRAn.WT Brookhaven National Laboratory FIN A-3711 83/12/31 CARTER. J L 
Reactor Systems Branch 3pp 3O503 323 30503 325 

8505280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PR As for listed plants Forwards App A documents Search con- 
tinuing for addi records 

FELTON.JM Division of Rules and Records 84/10/15 SHOLLY.SC Union of Con 
cerned Scientists 12pp 30630 001-30630 158 


”8505200220 Executed std order for DOE work “Safety Evafualton of Core Moll 
Accidents Casework Reviews for GESSAR, L(m 0 rick,FNP," issued to BNL 
MATTSON.R J Division of SysLoms Integration (post 811005) FIN A'3711-3 83/08/ 
08 Ip 30503 246 30503 246 

”8505200233 Forwards executed std order for DOE work for FfN A 3346, "Safety Eval- 
uation of Core Meli AccidenlsGESSAR-FDA, Limerick OL & FNP ML " 

OGEKA.GJ Energy. Depl of FIN A-3346 83/09/14 DANDOIS.DB Office of Re- 
source ManaBemant, Director 1 p 30603 247-30503 247 

”8595200251 Executed std order for DOE work: "Safety Evaluation of Core Melt 
Accldenls GESSAR-FOA,Llmerfck OL.FNP.ML,” issued to BNL. 

MATTSON.R J Division of Systems Integration (post 8f 1005) FIN A'3711 83/08/25, 
lOpp 30503 248-30503 257 


”8505290110 Comments on several drafl repls re contammonl/source term/ conso 
quence calculations by BNL Repls described as WASH'1400 base case Calculations 
do not relied any now source term Info Roevalualron appropriate 
BERNERO.RM Accident Source Term Program Office 83/09/12 MATTSON.R ■ Djvj 
S ion of Systems Integration (post 61 1005) 3pp 30632 295 30632 297 

8505140021 Forwards BNL repl, "Review of SWR/6 Std Plant PRA " Review of rep! to 
identify proprietary info requested Info requested by 850603 W/o end 
THOMAS ,CO Standardization & Special Projects Branch aS/OS/Ofl 

SHERWOOD.6G General Efedrrc Co 3pp 30389 352-90389 354 


F. Security, medllcal, emergency & fire protection plans 


■8505200275 Forwards unexecuted std order for DOE work for FIN A-3711. "Safely 
Evalualion of Core Moll Accidents .Case work Reviews for GESSAR.LImerick & FNP ' 
MATTSON.R J Division of Systoms Inlegration (post 81 1005) FIN A 3711 03/11/01 
OGEKA.GJ Energy. Dept of 5pp 30503 263 30503 267 

-8505200287 Forwards std order for DOE work tor FIN A-3711, “Safety Evalualion of 
Cor© Melt Accidenis GESSAR FDA, Limerick OL & FNP-ML " 

OGEKA.GJ Energy, Dept of FIN A 3711 83/11/18 DANDOJS.DB Offica of Re 
source Management, Director 1p 30503 266 30503 268 


-8505200296 Executed std order for OOE work "Safety Evaluation of Coro Melt 
Accidents GESSAR-FDA.LImerick OL.FNP-ML," issued to BNL 
MATTSON.R J Division of Systems Integration (post 011005) FINA3711-4 83/11/ 
16 I3pp 30503 269-30503,281 

-•0505200305 Forwards unexecuted std order for DOE work for FIN A-371% "Safety 
Evaluation of Cor© Mell Accidents GESSAR-FDA, Limerick-OL & FNP ML," authorizing 
Incremental funiding to continue work 

MATTSON.R J, Division of Systems fnleflralion (post 811005) FIN A-3711 84/01/16 
OGEKA.GJ Energy, Dept of 2pp 30503 262.3()503 283 

“8505200326 "Safety Evaluation of Core Mell Accident GESSAR-FDA. Limenck- 
OL.FNP-ML," monlhly highlights for Jan 1984 

KATO.WY Brookhaven National Laboratory FIN A-3711 64/02/13 CARTER.JL 
Reactor Systems Branch 6pp 3050329030503:296 

”0505200335 "Safely Evalualion of Coro Moll Accidents GESSAR-FDA. Limerick- 
OL.FNP-ML." monthly highlights for Jan 1983 

PRATT.WT Brookhaven National! Laboratory FIN A-3711 83/01/31 MEYER.JF 
Roador Systems Branch 2pp 30503 296-30503 297 

”8505200345 "Safely Evaluation of Core Melt Accldenls GESSAR FDA, Lfmerfck- 
OUFNP ML." monthly hlghfighls for Feb 1 983 

PRATT.W-T Brookhaven National Laboratory FIN A-3711 83/02/28 MEYER.JF 
Reactor Systems Branch Zpp 30503 298-30503 299 


•85052010356 "Safety Evaluation of Core Mell Accidents GESSAR-FDA. Lfmerick- 
OL.FNP ML," monthly highlights for Mar 1983 

PRATT, W.T. Brookhaven National Laboratory FIN A-3711. 83/03/31 MEYER, JF, 
Reactor Systems Branch 2pp 30503*300-30503 301 


”8505200365 "Safety Evaluation of Core Melt Accldenls GESSAR-FDA, LSmenck- 
OL.FNP ML.” monlhly hlghliphta lor Apr 1983 

PRATT, W.T Brookhaven f^lional Laboratoiy FIN A-3711. 83/04/30 MEYERJF 
Reactor Sysloms Branch 3pp 30503*302-30503 304 


•8505200372 "Safely Evaluation of Core Melt Accidents GESSAR-FDA, Limerlck- 
OL.FNP M L.” mo n thfy highlights for May 1983 

PRATT.WT Brookhaven f^lionaf Laboraloiy FIN A-3711. 83/05/31 MEYER.JF 
Reactor Systems Branch 3pp. 30503 305-30503,307 


8505060105 Submits supplemental info re 850226 Ur concerning Addendum 1 to NEDO- 
10466, "Power Generation Control Complex (PGCC) Fire Suppression Licensing Topi- 
cal Rept” Eafabliahment of Halon concentration requirement for corilrol room di.s- 
cussed 

VILLA, R General Electric Co 85/05/01 THOMAS.CO Standardization & Special 
Projects Branch 2pp 30157 223 30157 226 

8605150306 Forwards Anacapa Technical Repl TR-5S0-1 . "Human Factors & Perform- 
anco Evaluations of Emergency Response Info Sys" Repl should resolve questions 
raised by NRC re amount of Info contained In GESSAR displays W/o end. 
SHERWOOD.GG General Efedric Co 05/05/09 THOMPSON, HL DwJsIon of Li- 
censing 5pp 30399 025 30399 029. 


DOCKET STN-60-464 BYRON STATION, UNIT 1 


A, Appficatlon/oonstrucflon stage documents & correspondence 

6505200595 Further response to FOIA request for NRR assessment & all reviews A/or 
comments re Integrated program developed to outline near-term OL workload .per 
EDO 840625 memo.Forwards App A documents Memo from EDO to Palladino not 
found, 

FELTON.JM Division of Rules and Records 84/10/19 ADATO.M Union of Cor>- 
cerned Scientists 4pp, 30525 001-30525 007, 

“8407260396 Advises thal integrated schedules for listed plants developed in accord- 
ance w/840525 memo Finalized & approved schedules will become part of monlhly 
repl 

EISENHUT.DG Division of Licensing 84/06/20 Region 1 , Office of Director 16Qpp 
30526,165-30526 332 

“0505210133 Forwards OL review mgt rept for Jul 1984 re status of plants Markup of 
end rept requested by 840615 

EISENHUT.DG. Division of Licensing. 84/07/30 Region 1, Office of Director 12Bpp 
30525 333-30526.097 

”>8505210196 Requests assistance In ensuring that end planl status repls accurala & 
provide adequate bads for development of near- term OL mgt plans Response re- 
quested by 040501 

DENTON, HR, Office ol Nuclear Reactor Regulation, Director. 84/04/26 Region 1* 
Office of DireclOf. 79pp 30526098-30526.176 

”8505210221 Forwards OL review mgt repl for Aug 1984 re status of plants Markup of 
end rept requested by 841005 

EISENHUT.DG Division of Licensing. 84/09/24 Region 1, Office of Director 120pp 
305Z6 177-30526320 
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f SecurUy, medical, emergency & fire protection plans 


8£0S 090164 Rev 11 to "Offsite Dose Calculation Manual " 

GALLE.O Commonwealth Edison Co 85/03/31 aOOpp 30 199' 292-30200 222 

flS'05020288 Forwards fnsp Rept 50'454/05-l2 on 850311 Noncompfiance noted fnsp 
covered in Safeguards Evani Rept 85 008 

HfND,JA Region 3, Office of Director 85/04/03 REED.C Commor^woallh Edison 
Co 2pp 30117 347-30117 350 

“B605020297 Physical Protection Insp Rept 50 454/85-12 on 850311 Noncompliance 
noted failure (o adequately conlrol access to vital area due to failure to Implement 
compensatory measure fnfo partially withheld (ref 10CFR73 21) 

BELANGER.JL, DROUiN.BS. CREED, J R Region 3, Office of Director 85/03/22. 
2pp 30117 349-30117 350 

6505030223 Advises (hat review of Rev 1 to annex of generating emergency stations 
plan completed w/one exception Changes consistent w/requlremenls of 
10CFR50 54{q) & do not decrease effectiveness of plan Inconsistency discussed 
PAPERIEUO.C J Region 3, Office of Director 85/04/26 REED.C Commonwoaflh 
Edison Co 2pp 30125 030-30125 031 

8605080080 Revised emergency plan Implemenling procedures, including Rev 5 to B2P 
380-1 1, "Post- Accident Sampling of Undiluted Reactor Coolant'* & Rev 3 to B2P 380- 
18, '"Post- Accident Sampling of Containment Atmosphere" 

* Commonwoallh Edison Co. 85/04/26 34pp. 30202 024-30202 047 


8505200486 Rev 6 to Emergency Plan Implomenting Procedure BZP 100 TO, ‘'Radiation 
Chemistry Director (ChecRlist of Initial Generating Station Emergency Plan Roaponsi- 
bihtfes) 

* Commonwealth Edison Co 85/05/09 9pp 30471 029 30471 037 


B6Q5230234 Forwards Rev 14 to security plan Rev addresses operational concerns 
during const phase of pfanlRev withheld (ref 10CFR73 21) 

FARRAR.DL Commonwealth Edison Co 85/05/16 DENTON, HR Office of Nuclear 
Reactor Regulation, Director Ip 30534 133*30534’133 


8505210283 Submits justiffcation for conUnuod operation of plant in light of revised pre 
dieted environ parameters resulting from cerlarn high energy line breaks Mods current- 
ly being designed to prevent harsh environ effects 

AINGER.K Commonweallh Edison Co 85/05/17 DENTON, H H Office of Nuclear 
Reactor Regulation, DIreclor. 3pp 30494 200 30494 202 

6505310079 Notifies that continued operation of faoihty justified until mod (o selsmically 
qualify Valves 1RF026 & 1RF027 installed 

YOUNGBLOOD, BJ Licensing Branch 1 65/05/20 FARRAR.DL Commonwealth 

Edison Co, 2pp 30670 331-30670 332, 

6605310653 Advises that interim measuras of either posting personnol or using temp 
detectors adequate to deled & isolate high energy (me breaks before environ condi 
lions exceed predicted values Measures adequate unUI 650331 
YOUNGBLOOD.B J, Licensing Branch 1 85/05/20 FARRAR.DL Com men wealth 
edisonCo 2pp 30682316 30682 317 

6505210106 Generic Llr 85-08 to- all holders of CPs & OLs re 10CFR2D406 termination 
repts - formats 

THOMPSON, H L Division of Licensing $5/05/23 Consolidated Edison Co of New 
York, fnc 20pp 30682'282-30682 301. 


Q. Bnapectlon raporta, IE Bulletins & correspondence 


$605020288 Forwards Jnsp Rept 50 454/65-12 on 650311 Noncompliance noted fnsp 
covered In Safeguards Event Rept 85-008 

HIND.J,A Region 3* Office of Direclor 85/04/03 REED.C Commonwealth Edison 
Co. 2pp 90117 347-30117 350 

-6506020297 Physical Protection Insp Ropl 60-454/65-12 on 850311 Noncompliance 
noled'failure to adequately control access to vital area duo to failure to implement 
compensalofy measure Info partially withheld (raf 10CFR73 21) 

BELANGER. J.C . DROUIN.B S., CREED, J R Region 3. Office of Dlroclor 85/03/22 
2pp 301 17 340-301 17-350 


6505280189 Forwards fnsp Repis 60-264/85 13,60-265/05.14,60 205/65-19, 60-304/ 
85-20.60 373/85-1 5,60-374/85 15,50 454/85-20 & 50 455/85-14 on 850425 & 
-0503 No noncompliance identified 

PAPERIELIO.C J Region 3, Office of Director 85/05/21 REED.C Commonwealth 
Edison Co 2pp 30571 310-30571 310 

-8506260221 Insp Rents 50 254/85-13.50-285/05.14,50-295/85-19, 50-304/85.20,60 
373/86-16,50-374/85 16,50 464/85-20 $ 60-455/85 14 on 850426 & 0503 No viola- 
tions or deviations identified Areas inspected radiological environ program, 
OESTMANN.M J, Region 3, Office of Director 85/05/11 7pp, 30571 312 30571-310 


J. Insurance & Indemnity Information 

6 GO 6 2104 10 Forwards Endorsements 16 $ 17 to NELIA Policy NF-277, Endorsements 
167,35 & 74 to NELIA Policies NF-43,NF-253 & NF-201,rospaclively, Endorsements 
86,87 & 88 to NELIA Policy NF-167 & Endorsements 9 & 10 to MAELU Policy MF- 
114 

OSTEfl.J Commonwoallh Edison Co 85/05/17 SALTZMAN.J Assistant Director for 
Slato & llcensoo Relations 17pp 30498 359-30490 013. 


8506220096 Responds to violations noted In Insp Repts 50 454/84 71, 50 455/84- 
49,60-456/64-43 $ 50*457/04-39 Corrective actions lochnicat support documenlalion 
tor SDS E37 will be mlcrotilmed lo ensure relnovabllily 

FARRAR, DX Comm onwoatth Edison Co 85/04/15 KEPPLER.JG Region 3, Office 
of Director. 4pp. 30527 001-30627 004 

8504250452 IE Info Notice 05-034, "Heat Tracing Contributes lo Corrosion of Stainless 
Steel Piping " Sve list end. 

JORDAN, E L Division of Emergency Prepare dnoss $ Engineering Response (Post 
630103) 85/04/30 Consolidalod Edison Co of New York, Ir^c 107pp 30115185 
30115,291 

8504250456 IE Info Notice 85-036, "Failure of Air Chock Valves to Seat " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30, Consolidated Edison Co. of Nev/ York, Inc foopp 30115 077- 
30116-184 

8506090264 Forwards Insp Ropl 50 454/85 OB on 850220 0418 & notice of violation 
SPESSARD.R L Region 3, Office of Director 85/05/03 REED.C Commonwoallh 
Edison Co 2pp 302 f9 083-3 02 19.097 


P. Operating Deensa stage documenta & correspondence 

8504290442 Generic Ltr 05 07 to all operating reactor licensees re Implomentatlon of 
Integrated schedules for plant mods Sve list end. 

TKc5mPSON,H.L. Division of Liconslng. 85/05/02. Consolidated Edison Co. of New 
York. Inc 22pp. 30210 149 30210 170 

6505130431 Forwards response to 850512 request for addi Info re Items 2 1,2 2.2 & 
4 5 2 of Generic Llr 83-28, "Required Actions Based on Implications of Salem ATWS 
Events " Item 4 5 3 will be responded to at later date 

ALEXANDER.G.L Commonwealth Edison Co 85/05/07 DENTON.H R, Office of Nu- 
dear Reactor Regulation, Director 3pp 30278 197-30270 216 

-8605130444 Rev 2 to NSDD.W02, "Conlrol of Vendor Equipment Technical Info ” 
QALLE.DP. Commonwoallh Edison Co 85/03/04 Bpp. 30278'200-30278-205 


-8605098259 Notice of violalion from Insp on 050220 0418 
SPESSARD.R L. Region 4, Offico of Director. 05/05/03 Ip. 30210 085-30219 086 

-8506090288 Insp Rept 5O-464/05 08 on 850220-0418 Noncompliance noted, failure to 
adequately perform.document & evaluate testing to ensure test requirements satisfied 
& failure to adequately control changes lo test procedures 
VANDENBURGH.C , MCCORMICK-BARGE. RING, M A Region 3. Office of Director 
85/ 05/02 1 1 pp. 302 1 9 087-302 1 9 09 7. 

85050604 IB IE Info Notice Q4-52,Suppl 1 , "Inadequate Mall Procurement Controls on 
Part of Licensees & Vendors 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08. ConsoSidaied Edison Co of New York. Inc lOpp 3DB15 33B. 
30615 347. 


-0606130448 Rev 2 to BAP 1340 14, "Vendor Manual Control " 

* Commonwealth Edison Co 85/03/30. 3pp 30278.200-30278*208. 


-8506130452 Rev 3 lo 1BOS 3.1.1-10, "Bimonthly, Staggered BasIs.Reactor Trip Break- 
er Shunt & Undervollage Trip Independence Tost • Train A " 

' Commonwealih Edison Co 85/03/25, 4pp 30278,209-30278'212 

-0505130456 Rev 3 to 1BOS 3.1.1-11, "Bimonthly.Slaggered BasIs.Reactor Trip Break- 
er Shunt & Undervollage Trip Indopendance Tost • Train B " 

» Commonwealth Edison Co 85/03/12. 4pp 30278-213-30278 216 


0505210614 Requests payment of fee for 840502 application for rev of out-of-svo times 
for components at Byron & Braidwood Generating Stations Units 1 & 2 
DIGQS.RM License Fee Management Branch. 86/05/13 FARRAR, D.L Common- 
wealth Edison Co Ip 30523*222-30523.222 


8505230660 Forwards SER on 831105 response to Generic Ltr 83-2B,llem 1 1, "Post- 
Trip Review." Response inadequate Response requested within 30 days of receipt of 

YOUNGBLOOD, 8 J Licensing Branch 1. 85/05/16 FARRAR.DL Commonwealth 
Edison Co. 4pp. 30644.1 06-3O644-196. 


-8505230809 SER re utfl 831105 response to Generic Ltr 03-28, Item 1.1., "Rosl-Trfp 
Review." Program & procedures Inadequate 

* NRG ■ No Detailed AfOlfallon Given 85/05/16 6pp. 30544.190-30644:195. 


0605210361 Submits fnfo Justifying conlinued plant operation until seismic qualification 
of Valves 1RF026 $ 1RF027 established Valves administratively conirollod In closed 
position until reinforcing brackets Installed . 

AINGER.K. A. Commonwealth Edison Co. 86/05/16 DENTON.H F Offico of Nuclear 
Reactor Regulation, Director. 2pp. 30495.168-30495'169 


8505130034 IE Info Notice 85-037, "Chemical Ctoaning of Steam Generators at Mill 
stone 2 " Sve list end. 

JORDAN.E L. Division of Emergency Preparedness & Engmeerlng Response (Post 
830103) 06/OS/14 Yankee Atomic ElocIriC Co. 4pp. 30846.272-30849 014. 

8505200405 Forwards Safety Jnsp Rept 50-464/85-16 on 850402-0501 & notice of vio 
fatlon 

WARNICK.R.F. Region 3, Office of Director 05/05/16 REED.C Commonwoallh 
Edison Co, 2pp. 30471 "164-30471 -105 

-8505200409 Notice of vlofation from Insp on 850402-0501. 

WARNICK.R F. Region 3, Offico of Direclor 65/05/18. 3pp 30471.160 30471.168 

-$605200414 Safety insp Rept 50-454/65 16 on 650402*13501 Noncompliance 
noted failure to follow Tech Spec roqulremenls upon enlry Into limiting condition for 
operation & failure to place control room ventlfatJon sys Train A Into makeup mode 
FORNEY, WL. Region 3, Office of Director. 85/05/15, 17pp. 30471,169-30471 185 

8505230098 Forwards Safety fnsp Ropl 50-454/54*19 & 60 455/84-12 on 850430 0502 
& 06-09 & notice of violation 

REYES, L. A. Region 3, Office of Director. 85/06/17. REED,C. Commonwealth Edison 
Co, 2pp 30533.269-30533-276. 

-8505230104 Notice of violation from Insp on 050430-0502 ^ 06 09 
REYES, LA Region 3, Offico of Director. 05/05/17. 1p. 30533:271-30633 271 

-8606230109 fnsp Repts 50 454/85-10 50-455/65-12 on 660430-0502 & 08-09 Viola- 

tion notedifailure to provide adequate control of changes to design documents 
WALKER.HA., HAWKINS.F.C Region 3, Office of Director. 05/05/17 6pp 
90533.272-30533 276, 
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85053i0084 Informs tlia1 Licerso Condition 2C [W) rs turbjno missiles satisfied based 
on acceptable WestincJiDoso melhodofogy to deiermino low pressure turbine rotor 
msp interval 

YOUNGBLOOD, 0 J Licensijig Branch 1 85/05/20 FARRAR, DL Commonwealth 
Edison Ck> 3pp 30670 328-30670 330 

8505260169 Forwards Insp Ropts 50 254/85-13,50.265/35 14,50 295/85-19. 50 304/ 
85 20,50.373/65-15,50 374/85 15,50-454/65 20 & 50 455/85-14 on 850425 8 
0503 No noncamp fiance identified 

PAPERIELLO.C J Region 3. Ofljce of Director 85/05/21 REED,C Commonwealth 
Edison Co 2pp 30571 310-30571 310 

-8505290221 Insp Repta 50 254/85.13,50-265/85-14,50-295/85-19, 50 3 04/85-20,50- 
373/85-15.50.374/85-15.50 454/85 20 & 50-455/85-14 on 850425 & 0503 No viola 
lions or deviations Identified Areas mspecled radiological environ prograrT^ 
OESTMANN.WJ Region 3, Office of Director 85/05/11 7pp 30571 312-30571 318 


R, Periodic operating reports & related cor res pond ence 

S5Q51 70489 “1084 Annual Environ Operating Rept “ W/650416 Itr 
QUEflIO.RE Commonwealth Edison Co 84/12/31 KEPPLER.J G Region 3, Office 
of Director 20pp 30464 020-30464 04B 

8505230729 Monthly op ereling rapt for Apr 1985 W/85D50e Itr 
TONEY.JP. OUERIO.RE Commonwealth Edison Co 85/04/30 8pp. 30642 298- 
30542 305 


S, Reportable occurrences, LERs ■& related correspondence 

8505820180 Final Doflciency Rept 84-02 re containment spray pump impellers being 
switched Initially reported on 840504 Tags mounled on each pump, clearly indicating 
eilherTrain A or B 

TRAMM.TR Commonwealth Edison Co 85/04/18 KEPPLER.JG Region 3, Offico of 
□iFectof 2pp 30118 263 30118 264 

8505020501 LER 85 036 00 on e50327.radiatfon monitors OPR34J 8 IRT AR012 went 
Into interlock mode due to power failure Caused by voltage transient due to bushing 
taiiuja on offsAo wansformei W/65041B Uf 

RVTERS.LM, QUERIO.R E Commonwealth Edison Co 85/04/18 3pp, 30116 358. 
30116360 

950S0201Q3 Supplementary Part 21 rept re failure of Anchor Darling MSIV airline check 
valve Initially reported on 850321. Caused by poppet In valves cocking on stem 
flulcfe Valves replaced w/Parker CPI check valve 

QUERIO.RE Commonwealth Edison Co 85/04/19. KEPPLER.JG Region 3, Office 
of Director. 3pp 30118 242-30118 244 

8505070420 LER 85.039.00 on 850402, reactor trip occurred due to -steam generator IB 
lO 2 levol Caused by loss of feedwater tiew from feedwater pump 1 B Procedure used 
tor power ascension revised W/850422 Hr 

WILLfAWS,R W , QUERIO.R E Commonwealth Edison Co 85/04/22 3pp 30204 109 
30204111. 

8505170572 Forwards LER 84*043-00, replacing LER 84-042 00, “Failure to Perform 
ASME Section XI Testing No changes made In text or abstract 
QUERIO.R E Commonwealth Edison Co 85/04/22 Record Services Branch (Docu 
ment Control Desk). Ip 30464066 30464 069 

-8605 170579 LER 84 043 OO.on 64 1031, two seal injection header test connection 
valve s,1CV066B & 1CV067A, discovered to be returned to sve w/o required fnservice 
insp Caused by failure (o follow procedures Personnel! trained 
EWALD.JJ Commonwealih Edison Co 85/04/12 3pp 30464 067-30464 069 

6505890517 Corrects typo in second intenm Deficiency Ropt 84-03 re installation of butt 
splices in electrica! connectors Rept should have inoicatod that 664 splices document- 
ed but not Ins^ted 

TRAMM,TR Commonwealih Edison Co 55/04/23 K£PPLEfl,JG Region 3, Office of 
Director Ip. 30231 363 30231,363 

8505060515 LER 85 042 00 on 650329 & 0410,reac(or (ripped duo to four shutdown 
bank A group 1 rods losing gnoper coil current & falling Into core Caused by faulty 
circuit card in CRD logic cabineLCard replaced W/85042S Itr 
GEORGE.D, QUERI6,RE Commonwealth Edison Co 85/04/25. 3pp. 30183 033- 
30188035 

8505060397 LER B5 044-00 on 8 504 03 .discovered Tech Spec limiling condition for op- 
eration action statement not entered (or contafnmon! Isolation vatva malnl & time lost 
not pertormed. Caused by staff error Procedure specs issued W/fi5 0425 Hr 
RYTERSKI.M, QUERIO.RE Commonwealih Edison Co 85/04/25 3pp 30226 358 
30225360 

8505690481 LER 85 043 08 on 6504 10, fire watches in auxifiaiy bldg suspended for 3 h 
duo to evacuation, Caused by ALARA concerns following rupture of boric acid Gvapo 
rater rupture disk Area surveyed by health physics personnel.W/650425 Hr, 

CASSIDY,R. QUERIO.RE Commonwealth Edison Co 85/04/26, 3pp. 30231'306 
30231.308 

8506090627 LER 85 041-00 on 8504 12, Train B main controf room vanlilatlon sys auto- 
matically realigned fo makeup mode. Caused by personnel error.fndividual 
counseled W/850501 (tr 

RYTERSKI.M., QUERtO.RE Commonwealth Edison Co 85/05/01. 3pp 30232.120- 
30232 122 

8S052OO12Q LER 85 046 00 on 850421/600(01 tripped due to steam generator Lo-2 
feveLCaused by auxiliary relay sticking In energized positron producing Isolation of 
feedwater conUo! valves, Relays replaced W/650503 Itr 

GACKSTETTER.S, QUERfO.RE Commonwealih Edison Co 85/05/83. 3pp 
30466 184-30406.188. 

8505200142 LER a5-045-0O.on 8504 10, reactor coolant sampte leken 7 h & 45 minutes 
aflSiT reactor tnp contrary to Tech Specs.Caused by personnel eiror.Shifl engineer no- 
tified & sample coHactedT & analyzea W/650503 Hr, 

AHLGRIM.M A. QUERIO.RE Commonwealth Edison Co, 85/05/03. 3pp 30485216- 
30465 218. 


6505240571 Forwards special repts for LERs 85 020 00,85 023-00, 85-035-00 & 05 
034 00 re emergency core cooling actuations per requirements of Tech Spec 3 5 2 
QUERIO.R E Commonwealfh Edison Co 85/05/07 KEPPLER.J G Region 3, Oftico 
of Diroctor 5pp. 30562 015-30562 027 

8505230176 LER 05 047-00 on 850417.BCS unidenlified 'eakage exceeded max al 
lowed value Caused by leakage in diaphragm valves In chemical & vol control sys lot 
down flowpath Ftowpath removed from operation & Isolated Valves tightened W/ 
850508 Itr 

BARTLEMAN.J , QUERIO.R E Commonwealth Edison Co G5/05/0Q 3pp 30638 340- 
30538 342 

8505 16 01 70 Part 21 rept re errors In safety grade core exit thermocouple sys during 8 
following postulated high energy (me break Probably caused by moislure (ngrosslon A 
thermal expansion Qualtficatlon program completed 

RAHE.EP Wesltnghouso Efeclric Corp 05/05/09 TAYLOR. J M Direclor'a Office, 
Office of Inspoclron and Enforcement 5pp 30427 1 1 2-30427 1 1 6 

8506160073 PNO-lll-85 040 on 850509, bomb throat received by tolephono from un 
known, mate Licensee notified & plant searched Threat considered hoax 
MADEDA.T. CREED, J, Region 3, Office of Director 85/05/10 Ip 3042S 073 
30429 073 

8505290 13S LER 85 007-01 on 050109 & 11. radiation monitors went into EnlerJock 
condition Caused by voltage transfenl due to startup of circulaling watQ/ pump 
IB Solutions for preventing voltage transients Investigated W/850510 fir 
HILOEBRANO.R . QUERtO.RE Commonwealth Edison Co 85/05/10 3pp 
30619 356-30610 358 

8505230427 Part 21 repl re Incorrect short time delay band tever inadequatety Irslalled 
In low voltage K line cfrcult breaker electromechanical overcurrant trip devlco Visual 
insp to determine if correct fever Installed recommended 

KAISER, A F Brown Boveri Corp, (subs of Brown Boveri & Co, Ltd) 05/05/13 
DEYOUNG, RC, Director's Office, Office of Inspection and Enforcement 6pp 
30591 223 30531 220 

8505240356 Summary of 850507 operating reactors events meeting List of 
attendees, events discussed & assignments enci 

CRUTCHFIELD, Q Assistant Director for Safely Assessment 85/05/13 

THOMPSON.HL Division of Licensing 28pp 30576.145-30576 172 

0505310691 Revised Final Deficiency Repl 03-1 1 re Anaconda flexibJo condost Initially 
reported on 831006 fnstalfalion drawings now specify use of Sve Air Co SF65 or SF53 
or American BOA NB flexible conduit In lieu of Anaconda product. 

SMITH, O.H Commonwealth Edison Co 85/05/15 KEPPLER.J Q Region 3. OffSca of 
Director Ip 30862 345-30662 345 

8605300192 Part 21 rept re heal numbers to be added & deleted from SubIJsl Sheet 
A,ba8ed on review of IslRC 880424 ftr 

KALE, DR Bonney Forge 85/06/24 ANDERSON, WF Director’s Of free. Off icci of In 
specifon and Enforcement 0pp. 30622 082-30622 009 


DOCKET STN-50.456 BYRON STATION, UNIT 2 


A. Applfcatlon/construction stage documents & correspondence 

8505060440 Forwards trade lournal legal ads 
YOUNGBLOOD.B J Licensing Branch 1 85/04/29 FARRAR.D.U Commonweaflh 
Edison Co. epp 30185.307-30165.314 

B5050704B3 Summary of 850410 meeting w/util & Sargent & Lundy in Balhosda.MD re 
doslgn verification activities Attendees list & viowgraphs end 
OLSHAN,LN, STEVENS.JA Llcenslno Branch 1 85/04/29. Licensing Branch 1 
34pp 30216 313-30216 346 

8504290442 Generic Ltr 85 07 to all derating reactor licensees re Implemenlallon of 
fnlograted schedules for plant mods Sve list end 

THOMPSON.H L. Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30216 149-30218 170 

0505130431 Forwards response to 850512 request for addi Info re Items 2i,Z2 2 & 
4B 2 of Generic Ltr 83-28, “Required Actions Baaed on Implicallons of Salem ATWS 
Events ** Item 4 5.3 will be responded to at later date 

ALEXANDER, GL Commonwealth Edison Co. 85/05/07 DENTON, H.R Otfico of Nu 
clear Reactor Regulation, Director 3pp. 3O270’1 97-30278 216 

-8605130444 Rev 2 to NSDD M02, “Control of Vendor Equipment Technical Info " 
QALLE.O P Commonwealih Edison Co 85/03/04 6pp 30278 200-30276 205 

-8605130448 Rev 2 to BAP 1340-14, “Vendor Manual Control " 

• Commonwealth. Edison Co 85/03/30 3pp 30278 206-30270.208 

-8605130452 Rev 3 to 1BOS 3.1 MO, "Bimonthly, Staggered Basis, Reactor Tnp Break- 
er Shunt & Undervoltage Trip Independence Test - Train A." 

• Commonwealth Edison Co 85/03/25. 4pp 30270 209-30278 212 

-8505130466 Rev 3 to 1BOS 3 1 1-11, "Bimonthly, Staggered Basis, Reactor Trip Break- 
er Shunt & Undervoltage Trip Independence Test - Train B " 

• Commonwealih Edison Co 85/03/12 4pp. 30278.213-30278,218 

8505210614 Requests payment of fee for B40502 application for rev of out-of-sve tlmos 
for components at Byron & Braldwood Generating Stations Units 1 & 2 
DIGGS, RM. License Fee Management Branch. 85/05/13 FARRAR, DL Common- 
wealih Edison Co 1 p. 30523 222-30523.222 

8505239649 Requests add! info re util 65021 1 response to Queslion 423 45 re Rev 1 to 
Reg Guide 1 108 Ref to specific test abstracts where testing accomplished to meet 

? ujdellnas of reg guide requested Response requested within 30 days. 

OUNGBLOOD.BJ Licensing Branch 1 05/05/14. FARRAR.DL Commanwealth 
Edison Co 3pp. 30544 217-30544:219 
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fi5ft5230660 Forwards SER on 831105 response lo Generic lit 83 28.lle/n 1 1, "Posl- 
Trip Review" Response Inadequate Response requested within 30 days of receipt of 
Itr 

YOUNGBLOOD, BJ Licensing Branch 1 05/05/15 FARRAR.D L Commonwealth 
Edison Co 4pp 30544 186 30544 195 

•*8505230669 SER re util 831105 reseonso to Generic Ltr 83 2e,ttem 1 1 . “Post-Trip 
Review " Program & procedures Inadequate 

* NRC * No Detailed Affiliation Given 85/05/15 6pp 30544 190-30544 195 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
ropts - formats 

THOMPSON, H L Division of Licensing 05/05/23 Consolidatecf Edison Co of Now 
York, fnc 20pp 30682 282-30682 301 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

8605030186 Forwards fnsp Repl 50 455/85 06 on 860301 0416 & notice of vlolallori 
WARNICK.R F Region 3, Office of Director 85/04/26 REED,C Comrnonweallh 
Edison Co 2pp 30126 107-30126 201 

-8505030194 Insp Ropt 50-455/85 06 on 850301-0415 Noncompifanco noted failure to 
provide adequaio proceduros for ESF battery Installation 

F0RN£Y,WL Region a, Office of Director 85/04/26 12pp 30128190-30126 201 


F. Security, medical, emergency & fire protection plans 


8505130034 fE fnfo NotIcQ 85 037, ' ‘Cham teal CCaanIng of Staam Generators at Mill 
atone 2 " Sve list end 

JORDAN, E L Division of Cmo/goncy Preparedness & Engineering Response (Post 
830103) 85/05/14 Yankee Atomic ECeclric Co 4pp 30a48'27 2-30849 0> 4 

8605230098 Forwards Safety fnsp Ropt 50-454/84-19 & 50 455/84-12 on 050430 0502 
& 06-09 & notice of violation 

REYES, LA Region 3, Office of Dlreclor 85/05/17 flEED,C Commonwaallh Edison 
Co 2pp 30533 269-30633 276 

-8805230104 Notico of violation from insp on 650430 0502 & 06 09 
REYES, LA Reglona. Office of Dlreclor 85/05/17 Ip 30533 271-30533 271 

-8505230109 Insp Repts 6f> 454/85-1 9 & 50-455/85 12 on 850430 0502 & 06 09 Veola 
tion noted fa (It re to provide adequaio control of changes to design documents 
WALKER.HA, HAWKINS.F C Region 3» Olfice of Director 05/05/17 5pp 
30533 272-30533 276 

eSO52001S9 Forwards Insp Ropts 50-254/85-13,50 265/85 14,50 295/85-19, 50 304/ 
85-20,50 373/65 16,50 374/85-15,50 454/85-20 & 50-455/05*14 on 050425 & 
0503.No noncompliance identified 

PAPERIEtLO.C J Region 3, Office of Director 85/05/21 REED,C Commonwealih 
Edison Co 2pp 30571310-30571316 

-6505280221 Insp Repis 50 254/85-13,50 285/65-14,50-295/85-19.50-304/85 20,50- 
373/05 15,60-374/85*15,50 454/05*20 & 60 455/85 14 on 850425 & 0503 No viola 
tions or deviations identified Areas Inspected radiological environ program 
OESTMANN.M J Region 3. Office of Director Q5/()5/11. 7pp 30571 312-30571 318 


8505080<164 Rev 11 lo “Offsite Dose Calculation Manual " 

GALLEkD Commonwealih Edison Co 85/03/31 300pp 30199 202-30200 222 


S. Reportable occurrences, LERs & related correspondence 


8505030223 Advises that review of Rov 1 to annex of generating emergency stations 
plan completed w/ono exception Changes consistoni w/ requirements of 

10CFR50 64(q) & do not decrease effectiveness of plan Inconsistency discussed 
PAPERIELLO.C J Region 3. Office of Director 85/04/28 REED.C Commonwealih 
EdisonCo 2pp 30126-030 30125 031 


8505080080 Revised emergency plan Implementing procedures, Including Rov 6 lo 0ZP 
380 1 1, “Post Accident Sampling of Undiluted Reactor Coolant'" & Rev 3 to BZP 380- 
18, “Post- Accident Sampling of Conlafnmont Atmosphere " 

* CommonwGalth Edison Co 85/04/26 34pp 30202.024-30202.047 


0505200486 Rov 5 to Emergency Plan ImpJemenlIng Procedure BZP 100-T6, ''Radialion 
Chemistry Director (Checklist of fnillal (jenerating Station Emergency Plan Rlospor\sl- 
blfhles)." 

* Commonwealih Edison Co 85/05/09 9pp 30471 029-30471 037. 


8505230234 Forwards Rev 14 to security plan Rev addresses operotfonal concerns 
during const phase of plant Rev withheld (ref 10CFR73 21) 

FARflAR,0 L Commonwealih Edison Co 85/05/16, DENTON, H R Office of Nuclear 
Reactor Regulation, Dlreclor Ip 30534 133-30534’1 33 

0505280169 Forwards Insp Roots 50*254/85-13,60 265/05 14,50 295/05-19, 50 304/ 
85 2O.S0-373/85-1 5,50-374/85*1 5.50 454/85*20 & 60*455/85*14 on 050426 & 
05D3 No noncompliance Identified 

PAPERIELLO.C J Region 3, Office of Director 85/06/21 REED,C Commonwoallh 
Edison Co 2pp 3 0571 ’3 10-30571 318 

.*0505280221 Insp Repts 60*264/05 13,50-265/85-14,50*296/85*19. 50-304/85-20,50 
373/85-15,50 374/85-16,50 454/86-20 & 50 455/85-14 on 850426 & 0503 No viola 
lions or deviations Idontifiod Areas inspected ‘radio log leal environ program 
OESTMANN.M J Region 3, Office of Dlroctor. 85/05/11 7pp 30571. 312-30571 '310. 


Q, Inspeolfon reports, IE 8ullotln8 & correspondence 

6006220096 Responds to violations noted In Insp Repts 50-454/04*71, 60*465/84* 
40,50-466/84 43 & 50-457/84-30 Corrective actions* technical support documonlnlion 
for SDS'E37 will bo microfilmed lo onsure retriovablllly. 

FARRAR.D L Commonwealth Edison Co 05/04/15, KEPPLER.JG, Region 3, Office 
of Director 4pp 30527.001-30527.004. 

4585070228 Providos Info requested in NRC 650114 ltr re recent doslnn voriffcatlon 
aclivillos.FIndJngs of independent design Insp & review oxpfalnod Design processes 
will meet oppllcablo NRC regulations & licensing commUmenls 
REED.C Commonwealth Edison Co 85/04/24 DENTON, H.R. Office of Nuclear Re 
actor Regulation, Dlreclor. 60pp 30172 226 30172:282 

8505830186 Forwards fnsp Ropt 60 455/85 08 on 850301 0415 & notice of violation 
WARNICK.RF. Region 3, Olfico of Director. 86/04/20 REED,C, Commonweatth 
Edison Co 2pp 30126*1 87-301 26 201 

-0605030191 Notice Of violation from Insp on 850301-0415 
WARNfCK.aF Region 3, Office of Director. 85/04/20. Ip. 30126'18e 30126^189. 

-.0505030194 Insp Ropt 60‘465/86-06 on 860301 -0415 Noncompliance nolod. failure to 
provide adequate proceduros for ESF battery Installation 
FORNEY.Wl Region 3, Office of Dlreclor 85/04/26. 12pp. 30128 190*30126 201 

8504250452 IE Info Notice 86-034, “Heat Tracing Contributes lo Corrosion of Stainless 
Steel Piping '* Sve fist end. 

JORDAN, ^L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of Now YorR, Inc 107pp 30116:105 
30116291 

8604250455 IE Info Notice OS-035, "Failure of Air Check Valves to Seat."* Sve lisl end 
JORDAN.E.L. Division of Emergency Preparedness & Ennlnoaring Response (Post 
830103). 85/04/30, Consolidated Edison Co of New York, Inc. lOBpp 30116:077- 
30116:184. 

8605060410 IE Info Notico 84-52.Suppl f, "Inadequate Mali Procurement Controls on 
Part of Ucensees & Vendors.” 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response fPost 
830103). 86/05/00. Consolidated Edison Co. of New York. Ino IGpp 30616:338 
30615:347. 


8505090S17 Corrects typo In second intorim Deficiency Ropt 64-03 re Installation of butt 
splices In electrical connectora.Rept should havo Inalcatod that 564 splices document- 
ed but not Inspected 

TRAMM.T R Commonwealth Edison Co 05/04/23 KEPPLER.J 3 Region 3, Office of 
Dlreclor Ip 30231*363 30231363 

8505160170 Part 21 rept re o;ro;s in safely grade core exit thermocouple sys during & 
following postulated hfah energy line break Probably caused by moisture fngresslcn & 
thermal expansion Qualification program completed 

RAHE,E.P. Wostinghouso Electric Corp 66/05/09 TAYLORJM Director's Ofl^ce. 
Office of Inspection and Enforcement, 5pp 30427 112*39427 116. 

0605160073 PNO If I 85 040 on e50509,bomb threat receivod by telephono from un 
known male Licensee notified & plant searched Throat considered hoax 
MADEDA,T, CREED.J Region 3, Office of Director 05/05/10 Ip 30429 073 
30420 073 

8598230427 Part 21 repl to incorrect short time delay band lover Inadequately irtstalled 
in low voltage K-lme circuit breaker electromechanical overcurrent trip device Visual 
insp to dotormine if correct lever Installed recommended 

KAlSER.AE Brown Boverl Co/p (subs of Brown Boveri & Co, Ltd) 85/05/13 
DEYOUNG, RC Director's Office, Offree of Inspeclion and Enforcement 6pp 
30531 223*30531 228 

0605310891 Revised Final Deficiency Rept 83 11 ro Anaconda flexible conduit Initially 
reported on 031008 Installation drawings now spoclly use of Sve Air Co SF65 or SF63 
or American BOA NB Ilexiblo conduit In lieu of Anaconda product 
SMITH.dk Commonwealih Edison Co 85/05/15. KEPPLER.J Q Region 3, Office of 
Director. Ip. 30662,346 30662 345 

8605300192 Pori 21 rept re heat numbers to be added & deleted from Sublist Sheet 
A, based on review of NRC 850424 Itr 

KALE.DR. Bonnoy Forge 85/05/24. ANDERSON, WF Director's Office, Office of fn 
spectlon and Enforcement 8pp. 30622 002*30622.009 


DOCKET 8TN-S0.466 DFAIDWOOD STATION, UNIT 1 


A. Appllcatl on/co nstructlon stage documents & correspondence 

85052000D1 Further resportso to FOIA request that records re 15 listod FIN tiles be 
mado aval lab to In PDR App C & D records available In PDR Review continuing 
FELTON,JM Division of Rules and Records 84/09/20 SHOLUY.SC Union of Con- 
cernod Scientists 12pp 30503 072*30506 307. 

.-8309260340 Forwards site condition Info for remaining seven of 10 sites as part of 
seismic hazard charactonzalion program 

KIMBALL,J, Geosciences Branch 03/09/15, BERNREUTER.D Lawrence Livermore 
National Laboratory 7pp 30503 084*30503 000 

0505060440 Forwards trade journal legal ads 
YOUNGeLOOD,B J. Licensing Branch 1 86/04/29, FARRAR.D L Commonwealih 
Edison Co 8pp. 30185:307-30185314. 

6506070463 Summary of 850410 moetlno w/ulil & Sargent & Lundy In BolhasdQ,WD re 
design verificalion octivilies Attendees list & viewgraphs end 
OLSHAN,LN., STEVENS, J A, Licensing Branch 1. 85/04/20. Licensing Branch 1 
34pp 30216-313-30216,346. 

8504290442 Generic LIr 85 07 lo all liberating reactor licensees re implementation of 
Inleoraled schedules for plant mods Sve list end, 

TH(jMPSON,H L. Division of Licensing, 85/05/02 Consolidated Edison Go of New 
York, Inc. 22pp, 302t8' 140-30218.1 70 

8505130431 Forwards response to 850512 request for addi Info re Items 2,1,2 2 2 & 
4.5.2 of Generic Lfr 83-20, “Required Actions Based on Implications of Salem ATWS 
Events '' Itam 4.5.3 will be responded to at later date 

ALEXANDER, Q.L Commonwealth Edison Co. 85/05/07 DENTON, H R. Office of Nu- 
clear Reactor Regulation, Direclor. 3pp. 30270:107-30278 216 

-8505130444 Rev 2 to NSDD-M02, "Control of Vendor Equipment Technical Info.” 
QALLE.D.P. Commonwealth Edison Co, 85/03/04 6pp. 30278*200 30278:205 
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* 8605130446 nstf2 to BAP 1340-14. “VAiidor fyfanual Control " 

' Commonwoatth Edison Co 05/03/30 3pp 30278 206 30278 208 

“8505130452 flov 3 to 10OS 3 1 1-10, "Bimontlily.Staqgef&d Basls.Reaclor Tnp Break- 
er Shunt & Undcrvollags Trip tndopen donee Teat - Train A ” 

' Commonwealth Edison Co 05/03/25 4pp 30278 209-30278 212 

“0505 130456 Rev 3 lo IBOS 3 1 1-11, ''Bimonthly, Staggered Basis, Reactor Trip Break- 
er Shunt & Bndervoltage Trip Independence Test • Train 0 ” 

• Commonwealth Edison Co 05/03/12 4pp 30278 213-30278 216 

6505210614 Requests payment of fee for 840502 application for rev of outol-avc times 
for components at Byron & Braldwood Generating -Stalloiis Units 1 & 2 
DIGGS, RW License Feo Management Branch 85/05/13 FARRAR, OL Common- 
weal Ih Edison Co Ip 30523 222 30523 222 

0605230849 Requests addi into re util 850211 response to Question 423,45 re Rev 1 to 
Reg Guido 1 108 Ret to specific teal abstracts where {eatina accomplished to meet 
guideirnos of reg guide requested Response requested within 30 days 
YOUNGBLOOD, 8 J Licensing Branch 1 85/05/14 FARRAR, DL Commonwealth 
Edison Co 3pp, 30544217 30644 219 

8505230656 Informs of 850521 23 site visit for verification of proper Implemenlalton o# 
design cnlorla re physical Identification, soparalron 8 indepondenco of redundant 
safety-related electrical sys Proposed agenda one) 

YOUNGBLOOD,0 J Liconsing Branch 1 85/05/14 FARRAR, D L Commonwealth 
Edison Co 4pp 30544 213-30544 216 

8505210106 Generic Ur 85 08 to all holders of CPs & OLs re 10CFFI20 408 termination 
repts - formal s 

THOMPSON.H L Division ot Licensing 85/05/23 Consolidated Edison Co ol New 
York. Inc 20pp. 306B2 262 30602 301 

6505210122 Qanoric L(r 85 09 to all Westinghouso PWR llconseos 8 applicants re Tech 
Specs for Generic Llr 83-28.ltem 4 3 

THOMPSON, H L Division of Licensing 85/05/23 Yankee Atomic Electric Co 17pp. 
30671 334 30671-350 


E, NRC Safely Evaluation Report (SER), sirppls & correepondenca 

850510024S Forwards info re Unit 2 reactor vessel mall surveillance capsules & with- 
drawal schedule for Units 1 & 2, for review Info provided to dose SER Confirmatory 
Issue Part A, Item 5 

SMITH.DH Commonweallh Edison Co, 85/05/06, DENTON, HR Office of Nuclear 
Reader Regulation, Director 5pp 30246171-30246176 


F. Security, medical, emergency & fire protect Ion plans 

8505880164 Rev 1 1 to ’’OffsHa Dos© Calculation Manual ” 

GAILE.D CommonwealthEdison Co 65/03/31 300pp 30199 2 92-30200 2 22 


a. Adjudicatory correspondence 

8505010483 Motion for ASLG to extend time for filing obiecUons to &/or motion for re- 
conslderallon to 850420 duo to not: receiving preheanng conference order until 
850417 Certificate of Sve end 

GALLO, J Commonwealth Edison Co GALLO. J Isham, Lincoln & Reale #285 762. 
05/04/19 Atomic Safety and Licensing Board Panel 4pp 30092 096-30092.099, 

8505010482 Forwards subpoena duces tecum forms for BL Rorem & L Creek, Inadvert- 
ently deleted from applicant 850425 application for subpoenas Related correspond- 
ence 

COPELAND, VG Jsham, llncoln & Beale COPELAND.YG Commonwealth fdisork 
Co #285 760. eS/04/29 BRENNER.L, COLE.RF . CAlLIHAHAD Atomic Safety 
and Licensing Board Panel 5pp 30092 062-30092 056 

8505010619 Forwards Comm Ed notice of depositions of BL Rorem & L 
Creek Depositions must be taken beforo wk of &50513sper AS18 850426 order deny- 
ing application for subpoenas Related correspondence 

COPtLANO.VG Isham, Lincoln & Beale COPELAND, VG Commonwealth Edison 
Co #285 779 85/04/20 BOCK.C A , CREEK.L Affiliation Not Assigned ROREM.0L 
Rorem, B Ip 30090 332-30090336 

*-8505010522 Notfce of L Creek 860513 & BL Rorem 850514 depositions In Chicago, IL 
re Nelner Farms Contontior>s 1,3,4 & 7 & Rorem Contention 1,respecMyCerfifloate 
of Sve end flelalod correflpordence 

COPELAND, V.G Isham, Lincoln & Beale COPELAND, VG Commonwealth Edison 
Co 05/04/29 Atomic Safety and Licensing Board Panel 4pp 30090,333-30090336 

8506(120223 Notice of appearance fn proceedmg Certificate of Sve end 
THORNTON.P. Commonweallh Edison Co THOflNTON,P. Isham, Lincoln & Beale 
#285 796 85/04/29 3pp, 30106 286-30106 268 

8605028448 Objections to ASLB 650417 Special prehearing conference order.per ASLB 
850422 order granting time extension until 850429 for filing objections Nefner Conlen 
IJon 4 should bo found inadmissible & order vacated Certificate of Sve end 
GALLO, J, THORNTON, P Commonwealth Edison Co. #285 795 85/04/29 Atomic 
Safety and Licensing Board Panel lepp 30104:268-30104 203. 

8506060447 Responds to Interrogatories requested by appficanl re environ effecis of 
785 kV trartsmission linosCortificate of Sve enc) Related correspondence 
BCXJK.CA Nemer. B, (Bob Nelner Farms. Inc) BOCK.C A Bock, C A #205 847- 05/ 
04/29 7pp. 30153 275-30153 201* 

8505020443 Order directing Nefner Farms & NRC (o file answers lo applicant 650429 
objections to admission of Contention 4 NRC requested to address addI issues re 
saualage Answers should be served by B50520.Served on 050501 
BRENNER, L. Atomic Safely and Licensing Board Panel #285 794 86/04/30, Office 
of the Executive Legal Director 2pp* 301(33 330-301 09 331 

8605030705 Supplemenfal response lo ^plicant & NRC Interrogalonos re placement of 
765 KV transmission lino Parcels DW14 located 1 mile north of intarvenor 
properly.Certificale of Sve end Related cofrespondenco. 

BOCK,C A Nelner, B (Bob Nelner Farms, fnc,). #285 837. 85/04/30. Atomic Safely 
and Licensing Board Pan-aJ, 3pp 30t42 030-30142 032 


8505030707 Answers to NBC Jnterrogaiories 1 & 2 Certified testimony will Im 
submitted Contention 7 will be withdrawn Cert if icate of Sve end Related correspono- 
firtce ^ ^ , 

BOCK,C A. Nelner, S (Bob Nelner Farms, Inc ) 60CK.C A BoCk. C A #285 839 85/ 
04/30 Office of the Execulive Legal Director 3pp 30142 03B-30142 040 

8505030708 Answers to interrogatories requested by NRC re Contention 4 CerUficate 
of Sve end Related correspondence 

BOCK.C A Nemer, B (Bob NeJner Farms, Inc) BOCK, C A Bock, C A, #205 830 B5/ 
04/30 Office ot the Executive Legal Director 5pp 30142 041-30142.045. 

8606070279 Answer lo Nelner Farms.Inc motion requesting withdrawal of Contenflons 3 
& 7, No objections to wllhdrawal of contentions raised Certificate of Sve end 
COPELAND.V.G Commonwealth Edison Co COPELAND.V Q Isham. Lincoln & 
Beale #205 873 85/06/02 Atomic Safety and Lfcensirrg Board Panel Spp 
30172 343-30172 345 

650S070337 Nobce of depositions of NRC witnesses on Nelner Farms Contention 4 re 
risks of explosion of munition trains passing near plant,bfiginnlng on 65051 7 Related 
correspondence 

COPECaND.V. Commonwealth Edison Co COPELAND,V Isham, Lincoln S Beafo 
#285 872 85/05/02 2pp 30178'314-30176'319 

“8505070332 NoHco of R Armington 050514 & A Scott 060520 deposilrons In 
Chicago.lL & Tuscon.AZ, respective ly, re potential environ effects of 765 kV transmit 
slon lines Certificate of Sve end. Related correspondence. 

COPELAND.V G (^m monweal I h Edison Co. 85/06/02 4pp 30176 316-30176 319 

8505030711 Motion requesting withdrawal of Contentions 9 8 7 Certificalo of Sve sub- 
mitted 

BOCK,CA Nelner, B (Bob Nelner Farms. Inc ). BOCK, C A Bock, C A #285 636 66/ 
05/03, Atomic Safely and Licensing Board Panel 2pp 30142 046 30142 047 

8505060489 Nolle© of depositions of NRC witnesses on 850516 re Nelner Farms Con 
tontion 1 concerning environ effecis of 765-kV transmission fines Certificato of Sve 
end Related correspondence 

COPELAND,V.G. Commonwealth Edison Co COPELAND, V.O. Isham, Lincoln 0 
Beale. #285 849. 85/05/03 4pp 30164'316-30164’319, 

8505000492 Response supporting Intervenor Bob Neiner Farms, Inc request for with- 
drawal of Contentions 9 & 7.CertifIcat0 of Sve end, 

CHAN, El. Hearing Branch 2 #205 909 05/05/03 Atomic Safely and Licensing 
Board Panel 3pp. 30218.120-9021 8- 122. 

8505000498 Objection to & motion for reconsideration of ASLB 850417 prehearing con- 
ference Order LB P-85 11 granting BL Rorem opportunity lo submit amended patlllon 
re QA/OC concerns due to untimefiness Certificate of Sve end. 

CHAN, El Hearing Branch 2, #285 897 85/05/06 Atomic Safely and Licensing 
Board Panel tSpp 30218.104-30218110. 

8605080503 Roqueats substitution of end Certificate of Sve for NRC 850503 ar^wor (o 
NR ^ staff motloin of Intervenor B Neiner Farms, Inc requesting withdrawal of Conlen 
tfor.3 3&7 ^ . 

CHAN.E.!. Hearino Branch 2 #286 890 85/05/06. BRENNER,L, DIXON, A, 
COLE.R F. Atomic Safety and Licensing Board Panel. 3pp 30218:092-30218 094 

8605130361 Requests that end Certificate of Sve for “Answer to NRC Staff lo Motion 
of Intervenor Bob Nelner Farms.Inc Requesting Wilhdrawaf of Contentions 3 7 ,” be 

substituted for NRC filing. 

CHAN.EJ. Hearing Branch 2 #285 933. 85/05/06 BRENNER,L, CALLIHAN.AD, 
COLE.R F. Atomic Safety and Licensing Board Panel. 3pp 30275 264-30275 256. 

85050 B0493 Confirnns 860507 telcon re agreement of parties that depositions of L 
Creek & BL Rorem will be conducted on 6 5 0521. Related correspondence 
COPELAND.V Q. Isham, Lincoln & Beale. COPELAND.V.G. (Commonweallh Edison 
Co. #285 901 86/05/07 fiOCK.C.A Bock, C A. Ip, 30218‘1 19-30218.1 19 

8506090580 Motion requesting withdrawal of Contentions 3 & 7 8i all subparts Served 
on 850509 Granted for ASLB by Judge L Brenner Certificate of Sve provided 
BOCK.CA Neiner, B (Bob Neiner Farms, Inc), #285 820 85/05/08 Atomic Safety 
and Liconsfng Board Panel Ip. 30231.215-3023T216 

8605130239 Inlerrogalorles & request for documents to uIjI re calculations concerning 
proposed 765 kV transmission line Certificate of Sve end Related correspondence 
CHAN.e.l Hearing Branch 2. #205 931 85/05/08. Commonwealth Edison Co epp 
30274 111-30274,118 

850S130343 Forwards summary of 850507 tefcon re proposed const of 765 kV Irans- 
mlsslon lines Staff right to disagree reserved, (jueatlons will be set forth In 
rnterrogatorfes.Ra lateo correspondence. 

QALLu.J Isham, Lincoln & Beale GALLOJ. Commonwealth Edison Co. #2B5 046 
05/05/00 BRENNER, L, COLE.R.F, CALLIHAN.AD Atomic Safety and Licensing 
Board Panel 3pp 30276 305-30275.307 

8505140393 Confirms telcon agreement to change location of 860516 & 17 deposilfons 
on Nelner Farms Contentions 1 & 4, respectively, to Bethesda.MD Related correspond- 
ence 

CHAN,E.P. Hearing Branch 2. #285 962 85/05/08 GALLO, J. Isham, Lincoln & Boale 
Ip. 3 D374’ 300-30374.300. 

8505140117 Motion to extend date for filing QA/QC contention to 850SiO Kepplar will 
be deposed, Itemized, documented contention will b© submitted demonstrating wlde- 
wreaa OA deficlendes, Cerlilicale of Svo end 

CASSEL,D,W. Rorem, B. CASSEL,DW. Cassef, D.W. #285 969. 05/05/09, Atomic 
Safety and Ucenslrig Board Panel, 6pp 30367,094-30367.099. 

8505140237 Interrogatories re conclusion that 765 kV transmission lines will not create 
listed condillons for persons within 600 ft of line for at least 6 h/day Cerfificale of Sve 
encl.Related correspondence, 

B(X;K,C,A. Nelner, B (Bob Nelner Farms, fnc). #265 982 85/05/10. Commonweallh 
Edison Co* 4pp. 30373 168-30373:171 
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8605210282 Ojscussos disclosure of prof & personal relationship w/Judge Brenner & 
possible affect on proceeding, per 0L florem request lor extension of lime Ability to 
conduct impartial hearing not affected Related correspondence 
TREBY.SA Hearing Branch 1 #285 062 65/05/16 CASSEL.DW Cassel. DW 
QAULO.J Isham, Lincoln & Beale BACH.CA obsolete code 2pp 30<I94 164- 
30404 165 

8505210322 Confirms arrangement re 850520 deposition in Glen Ellyn.lL, J Keppler & R 
Warnfck will be available to respond to questions re QA/QC at plant Availability for 
deposition times listed Related correspondence 

CHAN.EI Hearing Branch 2 #285 076 85/05/16 GUILD.R Guild, R, GASSEL.DW 
Cassel. DW Ip 30495 126 30495 126 

8505280176 Forwards "Measurements of Electric & Magnetic Ffetde in & Around 
Homos Near 500 kV Transmission Lines" & "Analysis of Electric & Magnetic 
Fields referenced in Penecost 850516 deposition, per request Related correspond’ 
enc0 

CHAN.EI Hearing Branch 2 #285 094 65/05/17 GALLO.J Isham, Lincoln & Beale 
20pp 30571 264-30571 263 

aSQ522OG07 Response opposing applicant objection to admission of Contentions 4(a) & 
4(b), admitted per ASLB 850417 Special Prehearing Conference Order LBP 85-11 & 
sustfilnfng applicant obiection to admission of Contention 4(c) 

BERRY, G A Hearing Branch 1 #285 090 65/05/20 Atomic Safety and Licensing 
Board Panel tlpp fel9 013-30519 035 

-8505220021 Affidavit of R Skelton re requirements per 10CFR73 1 for licensee to 
design physical security program to protect against design basis threat of radiological 
sabotag^o 

SKELTON,R Division of Safeguards. 85/05/20 4pp 30519 024-30519 027 

-8505220027 Affidavit of CM Ferrell re whether NRC assessment of safety of facility 
considered potential elfect of nearby shipments of explosive mat! such as TNT NoIIco 
of appearance of GA Berry In procoeding & Certificate of Svc end 
FERRELL, CM Site Analysis Branch 85/05/20 Bpp 67821.176 67821.202 

8596280007 Response opposing applicant obiection to ASLB order admitting Neiner 
Contention 4 as Issue In proceeding Certificate of Svc encJ 

BOCK.C.A Nelner, B (Bob Nelner Farms, Inc) BOCK, C A Bock, CA #285 135. 85/ 
05/20 Atomic Safely and Ucensing Board Panel 2pp. 30572 230-30572232 

8506240159 Memorandum confirming SA Troby 850516 disclosure of social association 
w/ author Relationship will have no Influence on proceeding Courtesy notification 
end Served on 650523 

BRENNER.L Atomic Safety and Licensing Board Panel #265 116 05/05/22 6pp 
30565 052-30555 057 

8605300623 Motion to admit amended QA contention In procoeding Util failed to estab- 
lish & execute effective QA program for facilities Contention should bo admitted for 
hi [gallon in proceeding 

QOfLO.R Rorom, B GUILO.R Guild, R. #205 144 65/05/24 Commissioners 50pp 
30627 352 30628 043. 

-8506300525 Notice of appearance In procoeding Certificate of Svc end 
GUIUD.R. Rorem, B. GUILD, R. Guild, R 85/05/24 4pp 30628 040-30628 043 


0. Advisory Committee on Reactor Safeguards reports & correspondence 

8565230479 Summary of ACRS Subcommittee 650120 meotlnn In Washington, DC re 
review of util application for llcenso Schedule of presentations & list of attendoos end 
* ACRS • Advisory Committee on Reactor Safeguards. 85/03/25 ACRS - Advisory 
Committee on Reactor Safeguards. 24pp. 30545 001-30545.024. 


Q. Inspection reports, IE Bulletins & correspondence 

8505030267 Forwards update of current "top twenty" corrective action program, per util 
Mar 1905 commitment Update Includes summary of each program & descnpilon of ac- 
tions taken or planned Selected programs sub) to change 

SMITH, DH Commonwoallh Edison Co 65/04/08 KEPPLER, JQ. Region 3, Office of 
Director 28pp 30126 240-00126:274. 

8606220090 Responds to violations noted In Insp Ropis 50 454/64-71, 60 455/84- 
49.50 456/84-43 & 50 457/64-39 Corrective actions, technical support cJocumontatlon 
ter SDS-E37 will be microfilmed to ensure rotrlovobilily 

FARRAR, OL Commonwealth Edison Co 66/04/16 KEPPLER,J.G. Region 3, Office 
of Director 4pp 30527 001-30527.004, 

8605069369 Responds to violations noted In Insp Ropts 60-450/64 42 & 50-467/84- 
3Q,Corrodive actions project const directed contractor to recall drawings from field & 
remove note requiring sandblasting 

FARRAR, D.L Commonwealth Edison Co 85/04/17 KEPPLER, JG. Region 3. Olfico 
of Director. 6pp. 30165 145*301 66; 160 

0505020110 Forwards Insp Ropts 50-456/86-08 & 50 457/85 08 on 650214-0327 A 
notice of violation 

HARRISON, JJ. Region 3, Office of Director DB/04/10 REED.C, Commonwealth 
Edison Co. 2pp. 30119.004*30119 016. 

-8505920121 Notice of violation from Insp on 650214*0327. 

HARRISON.J.J Region 3, Office of Director. 65/04/16, 2pp. 30119:006*30119.007. 

-8605920160 Insp Repts 60*466/05*08 & 60 457/85-08 on 850214-0327 Noncompli- 
ancQ noted failure to maintain housekeeping & shoe covers not provided or worn by 
parsonoel entering recirculation sump area. 

WILLIAMS.DL, DUNLOP, a., RINQ,M.A. Region 3. Office of Director. 85/04/10. 9pp 
30110 008 30119 016, 

9505070226 Provides Info requested In NRG 850114 Itr re recent design verification 
activilies-FIndings of independent design insp A review explained Design processes 
will meet applicable NRC regulations A licensing commitments. 

REED,C. Commonweallh Edison Co. 85/04/24 DENTON.HR. Office of Nuclear Re- 
actor Regulation, Director, 68pp 30172 226-301 72’202. 


8505170454 Documents info presented by util at B40315 meeting w/NRC re util actions 
on SALP Category 3 issues concerning piping, safety-relatod equipment 8 
QA Summaries of testing, mechanical contractor A QA A viewgraphs end 
SMJTH.D H Commonweallh Edison Co 85/04/25 KEPPLER, J G Region 3, Office of 
Direclor 43pp 30444 010-30444 052 

8605310077 Forwards current status A rev to 850311 proposed HVAC wold testing pro* 

g ram A response to "unknown welder" Issue, per Insp Ropts 50 456/83 09 & 50 457/ 
3 09 

SMITH, DH Commonwealth Edison Co B5/04/25 KEPPLER, JG Region 3, Office of 
Director 2pp 30641 111-30641 112 

8504260452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc fist end 

JORDAN, E^L Division of Emergency Preparodross A Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp 30115 185 
30115 291 

8504250456 IE Info Notice 88 035, "Failure of Air Check Valves to Seal " Svc list oncl 
JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/04/30 Consolidated Edison Co of New York. Inc tOBpp 30115 077* 
30116 184 

6S0506039B Insp Repts 50 456/85-20 A 50 457/65-21 on 850415-19 No items of non* 
comptianco or deviations noted Major areas inspected previous insp findings.lE bulle* 
tins A IE circulars 

LITTLE.WS Region 3, Office of Director 05/04/30 5pp 30154 164-30154 160 

850SD60418 IE Info Notice 84-62,SuppJ 1, "Inadequate Mall Procurement Controls on 
Port of Licensees A Vendors '* 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
030103). 85/05/08 Consolidated Edison Co of Now York, Inc lOpp 3061 5 338- 
30816 347 

8505130034 IE Info Notice 05*037, "Chemical Cleaning of Steam Generators at Mill- 
elone 2 " Svo list end 

JORDAN.E L Division of Emargancy Preparedness A Engineering Response (Post 
830103) 05/05/14 Yankee Atomic Electric Co 4pp 30048 272-30B49 014 

8505200498 Forwards r^t of Instructor certification exams conducted on 850420 A 30 
REYES.L Region 3, Office of Director. 85/05/15 REED,C. Commonweallh Edison 
Co 2pp 30471 280*30471-331. 

-6505200409 Exam repl on 850429 A 38 Exam results all candidates passed 
exams Master copy of exam end 

BURDICK.T.. HIGGINS.R. MCMILLEN.J I Region 3, Offico of Direclor 05/05/15 
SOpp 30471 282-30471 331 

8505290081 Responds to NRC B50416 tfr re vlDlatlens nolaci in Insp Repts 50-456/Q5 
oa A 50-457/86 08 Corrective actions shoo covers placed in sump area A area posted 
to require shoo covers to be worn Spool piece covers ir^spocted 
FARRAR.DL Commonwealth Edison Co 85/05/15 KEPPLER, JG Region 3, Offico 
of Director 5pp 30620176-30620162 

650620Q502 Forwards Insp Repts 60450/85-16 A 50-457/85 16 on 850401 0503 No 
noncompifanco noted 

LITTLE, WS Region 3, Office of Director 65/05/16 REED,C Commonwealth Edison 
Co 2pp 30470 060-30470-1 26 

-8506200507 Insp Repts 60-466/85 18 A 60-457/66 IS on 850401 0503 No noncom 
pllance or deviation noted Major areas inspected const assessment program Including 
const sample reinsp activities A documentation review checklists 
UTTIE.W S Region 3. Office of Director. 85/05/16 6pp 30470 062-30470.067 

-8505200511 Submits progress rept for 8S030B-22 ro ongoing Insp of const assess- 
ment program 

NORELKJs.CE Region 3, Offico of Director 85/04/12 KePPLEn,JQ Region 3. 
Offico of Director, 3pp 30470 068-30470.070 

-8505200513 Submits progress repl for 850408 16 ro ongoing insp of const assess- 
ment program 

NORELIUS.CE Region a. Office of Director. 85/04/25 KEPPLER, JQ Region 3. 
Office of Director 3pp 30470 071-30470 126 

8505219328 Forwards Insp Repts 50-456/65-15 A 50-457/85-16 on 860325 0503 A 
notice of violatfon W/anollce of violation 

LITTLE, W.S. Region 3, Of lice of Director 66/05/16. REED.C. Commonwealth Edison 
Co, 2pp. 30490.059-39406 097, 

-8605210362 Insp Ropts 50-450/85-15 A 60 457/05-16 on 050325 0503. Noncompll- 
anco noted failure to adequately control structural beam mods A take adequate cor- 
reclivo action for pipe si^port nonconforming conditions 
LITTLE.WS, Roglon 3, Office of Director. 85/05/16. Opp 30408.063-30406 097. 


S. Reportable occurrences, LERs A related correapondence 

8505030257 Forwards update of current "lop twenty" corrective action program, por util 
Mar 1985 coinmllment.Update Includes summary of each program A descnpilon of ac- 
tions taken or planned Selected programs subj to change 

SMITH.D H Camironweallh Edison Co 85/04/08 KEPPLER, J.G, Region 3. Office of 
Director. 26pp. 301£6’249-3012e274, 

8605030390 Interim Deficiency Repl 83 08 re Pullman sheet metal duct fillings w/o ap 
proved design documents Initialiy reported on 830630,Sampiing of fittings will be com 
Dieted by 6506D1, 

SMITH.D H. Commonweahh Edison Co, 85/34/18 KEPPLER, J.G Region 3, Offico of 
Director 3pp 30149-361-30149.363. 

8505030399 Interim Deficiency Rept 65-92 re ASME Section 111 tanks A HX welding All 
welds not per drawings will be mapped A evaluated to determine if design require- 
ments met.Next rept will be submilleo by B50731 

SMITH, D.H. Commonweallh Edison Co. 66/04/22 KEPPLER.J G. Region 3, Office of 
Director 2pp, 30160-026-30150-026, 
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8505210147 Interim Deficiency Rept 84 10 re wall thickness inadequacies for small boro 
ASME Class II piping Resiills ol lab testa on suspect pipe currently being evaluated by 
Sargent & Lunoy Final rept expected by Auq 1085 

MJOSI,AD Commonwealth Edison Co 65/05/02 KEPPLEfl.JG Region 3. Office of 
Director 2pp 30514 108 30514 109 

8505210350 Interim Deficiency Repis 84-05 & B4>15 re QK Newberg inconsistencies in 
documentation of structural alee I Installations & welding program defects, respectively 
Next repl will be submitted by Mar 1986 

MIOSI.AD Commonwealth Edison Co 85/05/03 KEPPLER,J6 Region 3, Office of 
Director 2pp 30515 272-30515 273 

8505210125 Interim Deficiency Repl 85 03 re instrumentation installation revarifioation 
program All remaining praduclion work w/exception of hanger tnslalfalion & final QC 
slope venficalion expecled to be completed by 850831. 

MIOSI.AD Com monweaHh Edison Co 85/05/07 KEPPLER.JG Region 3, Office of 
Director fp 30513 303 30513 303 

6505210319 Interim Deficiency Rept 84-17 re concrete expansion anchor Insp 
defects Initially reported on 841109 Procedures for installation & determination of ac 
ceptabllity of past installations issued Next rept by Sept 1985 
MIOSf.AO Commonwaallh Edison Co 85/05/07. KEPPLER.JG Region 3, Office of 
Director 2pp 30514 097 30514 098. 

0505160170 Part 21 rept re errors in safety grade core exit thermocouple sys during & 
folfowing poslutated niqh energy line break Probably caused by moisture ingressfon & 
thermal expansion Qualification program completed 

RAHE,EP Weslinghouse Electric Corn 85/05/09 TAYLOR, JM Director’s Office, 
Office of Inspection and Enforcement 5pp 30427 112 30427 116 

8505230427 Part 21 rept re incorrect short time delay band (ever Inadequately installed 
In tow voltage Kline circuit breaker electromechanical overcurrent trrp device Visual 
insp to determine if correct fever mslalled recommended 

KaISER.AF Brown Boveri Corp (subs of Brown Boveri & Co, Ltd) 86/05/13 
DEYOUNG, R C Director's Office, Office of Inspection and Enforcement 6pp 
30531 223-30531 228 

8505300192 Part 21 reel re heat numbers to be added & deleted from Sublist Sheet 
A.based on review of NRG 850424 Ur 

KALE, DR Bonney Forge. 85/05/24 ANDERSON.WF Director’s Office, Office of In- 
spection and Enforcement 8pp 30622 082 3062 2 089 


8505230649 Requests addi info re util 850211 response to Question 423 45 ro Rev 1 to 
Reg Guide 1 100 Rof to specific test abstracts where testing accomplished to nneel 
guldelmes of reg guide requested Response requested within 30 days 
YOUNGBLOOD,B J Licensing Branch 1 85/05/14 FARRAR.D L CommonwGallh 
Edison Co 3pp 30544 217-30544 219 

8605230656 Informs of 050621-23 site visit for verification of proper implomontaticn. of 
design criteria ro physical Identification, separation & indepsrvdenco of redundant 
safety related otectrical sys Proposed agenda end 

YOUNGBLOOD.BJ Licensing Branch 1 85/05/14 FARRAR.DL Commonwealth 
Edison Co 4pp 30544 213 30544 216 

8505210106 GonGfic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 400 tormlnallon 
repts - formats 

THOMPSON.HL Division of Licensing 86/06/23 ConsoMatod Edison Co of Now 
York, Inc. 20pp 306D2 282-30682 301 

850S210122 Generic Ltr 86-09 to all Westinghouse PWR llcansoes & applicants ro Tech 
Specs for Generic Llr G3-28.ltem 4 3 

THOMPSON.HL Division of Licensing 85/05/23 Yankee Atomic Eieciric Co. t7pp 
30671 334-30671 350 


E. NRC Safety Evaluation Report (SER). suppis & correspondence 

85051 Q024S Forwards info re Unit 2 roactor vessel matl surveillance c^sules & with- 
drawal schedule for Units 1 & 2, for review Info provided to close SER Confirmatory 
Issue Part A, (tom 5 

SMtTKD H Commonwaallh Edison Co 85/05/06. DENTON.H R Offico of Nuclear 
Reactor Regulation, Director 5pp 30246 1 71-30246 176 


F. Security, medical, emergency & fire protection plana 

6505080164 Rev 11 to “Offsite Dose Calculation Manual." 

QALLE.D Commonwealth Edison Co 85/03/31 300pp 30199:202-30200 222 


Q. Adjudicatory correspondence 


V. Operator Examinations 

8505200496 Forwards rept of instructor cerification exams conducted on 650429 & 30 
REYES.L Region 3, Office of Director 85/05/15 REEO.C Commonwealth Edison 
Co 2pp 30471 230 30471331 

»fl505200499 Exam rept on 850429 & 30 Exam results all candidates passed 
exams Master copy of exam end 

BURDICK, T., HIQQINS.R, MCMILLEN.JJ Region 3, Offico of Director. 05/05/15 
50pp 30471 282 30471:331. 
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A. Appllcallon/coretrucllon stage decumente A correapondence 

0505200001 Further respense to FOIA request that records re 15 listed FIN files be 
made available in POR App C & D records available (n PDR Review continuing 
FELTON.JM Division of Rules and Records 84/09/20 SHOLLY.SC Union of Con- 
cerned Scientists 12pp 30503 072-30506 307, 

-8309260340 Forwards site condllJer^ info for remaining seven of 10 sites as part of 
seismic hazard characterization program 

KIMBALL, J, Geosciences Branch 63/09/15 BERNREUTER.D Lawrence Livermore 
National Laboratory 7pp 30503 084-30503 090 

8505060440 Forwards trade journal legal ads 
YOUNGBLOOD.BJ Licensing Branch 1 85/04/29 FARRAR.DL Commonwealth 
Edison Co 8pp 30185 307-30185 314 


8605010463 Motion for ASLB to extend time for filing objections to &/or motion for ro- 
consideration to 850429 due to not receiving prehearing conference order until 
0504 1 7 CertificatG of Sve encf 

GALLO,J. Commonwealth Edison Co GALLO, J Isham, Lincoln & Beale #285 762 
85/04/19 Atomic Safety and Licensing Board Panel 4pp 30092.096-30092 099 

8505010462 Forwards subpoena duces tecum forms for BL Rorom & L Creek, Inadvort- 
ontfy deleted from applicant 850425 application for subpoonas Rolatod correspond- 

COPELAND, VQ Isham. Lincoln & Beale. COPELAND.V G, Commonwoallh Edison 
Co #285 780. G5/04/29 BRENNER.L, COLE.R F , CALLIHAN.AD Atomic SafoLy 
and Licensing Board Panel. 6pp 30092 052-30092 056 

0505010519 Forwards Comm Ed notice of doposllions of BL Rorom & L 
Creek Depositions must bo taken before wK of 85051 3, per ASLB 850426 order deny- 
ing application for subpoenas.Related corrospondance 

COPELand.VQ Isham, Lincoln & Bealo COPELAND, V.G. Commonwoallh Edison 
Co. #205 779 85/04/20 BOCK.C A , CREEK.L Afflliallon Not Assigned ROREM.DL 
Rorom, B. 1p. 30090.332-30090 336 

-6505010522 Notice of L Creek 850513 & BL Rorem 650614 depositions In Chicago, I L 
re Neiner Farms Contentions 1,3,4 7 & Rorom Contention l.rGspoctivoly.Corliflcata 

of Sve end Related correspondence 

COPELAND.VG fsham, Uncofn & Beale. COPELAND.VQ. Commonwoallh Edison 
Co 85/04/29 Atomic Safety and Licensing Board Panel. 4pp 30090 333 30090336 

0505020223 Notice of appearanco In proceeding Certificate of Sve end 
THORNTON.P Commonwealth Edteon Co. THORNTON, P. Isham, Lincoln & Boale 
#285 706 06/04/29 3pp. 30106 286-301 06. 200. 


8505070463 Summary of 850410 meeting w/utit & Sargent & Lundy In Bethesda.MD re 
desinn venficalion acliwlies Attendees list & vlewgraphs encf. 

OLSHAN,LN , STEVENS, J A. Licensing Branch 1. 85/04/29 Licensing Branch 1, 
34pp 30216313-30216 346 

0504290442 Generic Ltr 85-07 to all operating reactor ireensees ro Implemenlation o! 
im^raled schedules for plant mods Sve list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149-30218 170 

9505130431 Forwards responses to 650512 request for add! Info re Items 2 1,2 2 2 & 
4 6 2 of Generic Llr 83 26, "Required Actions Based on Impficalions of Salem ATWS 
Events Hem 4 5,3 Will be responded to at later dale. 

ALEXANDER,G L Commonwealth Edison Co. 85/05/07, DENTON.H R Office ol Nu 
dear Reactor Regulation, Director. 3pp 30270.197-30270216. 

^ NSDD M02, "Control of Vendor Equipment Technical Info " 
GALLE.DP. Commonwealth Edison Co 85/03/04 epp 3O276'2OO-3O270 206. 

-8506130446 Rev 2 to BAP 1340-14, "Vendor Manual Control " 

* Commonwealth Edison Co. 85/03/30. 3pp 30278 208-30 2 78' 208 

-0506130452 Rev 3 lo 10OS 3 1.1-10, "Bimonthly, Staggered B asis, Reactor Tnp Break- 
er Shunt & Undervollage Tnp Independence Teal - Train A " 

Commonwealth Edison Co B5/03/26 4pp 30278*209-30270 212 

-0505130450 Rev 3 Jo 1BOS 3 1.1-11, “Bimonlhly.Staggerod Basis, Reactor Trip Break- 
er Shunt 0 Undervoltaga Trip Independence Test - Train B " 

Commonwealth Edison Co. 85/03/12 4pp 30278'2 13-30279 216 


0506020448 Objections to ASLB 850417 special prehearing conference order, per ASLO 
050422 order granting time extension until 850420 for filing objections. Noin or Conten- 
tion 4 should be found Inadmissible & order vacated Certificate of Sve and 
GALLO,J„ THORNTON.P. Commonwealth Edison Co #285 795 85/04/29 Atomic 
Safety and Licensing Board Panel 16pp 30104 268-30104*203, 

6 505060447 Responds lo interrogatories requested by applicant re environ effects of 
765-kV transmission lines Certificate of Sve end Related correspondence. 

BOCK, C A Nolnor, B. (Bob Neiner Farms, Inc.). BOCK.C.A Bock. C.A #285 647 05/ 
04/29 7pp. 30153 275-30153-201 

0505020443 Order directing Nelnsr Farms & NRG to file answers to applicant 050429 
objections to admission of Contention 4 NRG requested to address addI Issues ro 
sabotage Answers should be served by 860520 Served on 850501 . 

BRENNER.L Atomic Safety and Licensing Board Panel. #285 794. 85/04/30. Offico 
of the Executive Legal Director 2pp. 30103.330-30103.331. 


0505030705 Supplemental response to applicanl & NRG interrogatories re placomenl of 
765 kV^transmlsslon line Parcels DW14 located 1 mile north of inlervenor 


mile north of inlervenor 


propariy.Certificale of Sve end Related correspondence. 

BOCK,C A Neiner, B (Bob Neiner Farms, Inc ) #285 837. 05/04/30. Atomic Safety 

:IinH I Ir-anoTnn DrtArrl Donal Qnn fin-i An nnn nnJ jin 


and Lfeensing Board Panel. 3pp 30142.030-1 


0505030707 Answers to NRG Interrogatories 1 & 2.Gertlfjed testimony will bo 
submitted Contention 7 will be withdrawn. Certificate of Sve encLRelatod correspond- 



0505210614 Requesis payment of lee for 840502 application for rov of.oulof-svc tiniBs 
for components at Byron & Braldwood Generating Slalions Units 1 & t 
DiGGS.RM. License Fee Management Branch 85/05/13, FARRAR.D.L Common- 
wealth Edison Go. ip 30523 222-30523-222 


0506030708 Answers to Interrogatories requested by NRC re Contention 4. Certificate 
of Sve end Related correspondence 

(Bob Neiner Fame, Ino). BOCK.C A. Bock, C.A, #295 038, 85/ 
04/30. Office of the Executive Legal Director. 6pp 30142.041-30142 045. 
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8505070279 Answer to Neinor Farms, Inc motion requesting withdrawal of Contentions 3 
& 7 No obloclions to withdrawal of contentions raised Certihcats of Svc end 
COPELAND, VG Commonwoallh Edfson Co COPELAND.VG Isham, Lincoln & 
Beale 073 85/05/02 Alomic Safety and Licensing Board Panel 3pp 

30172 343*30172 345 

8505070327 Notice of depositions of NRC witnesses on Neiner Farms Conlentlon 4 re 
risks of explosion of munition trains passing near plant, beginning on Q5051 7 Related 
correspondence 

COPELAND, V Commonwealth Edison Co COPELAND, V Isham. Lincoln & Beale 
#285 872 B5/05/02 2pp 30176 314*30176 319 

-8505070332 Notice of R Arminglon 850514 & A Scott 350520 depositions in 
Chicago, I L & To scon.AZ, respectively, re potential environ effects of 765 kV Iransmis 
slon lines Cerlifrcata of Svc end Related correspondence 

COPELAND,VG Commonwealth Edison Co 85/05/02 4pp 30176 316 30176 319 

9506030711 Motion requesting withdrawal of Contentions 3 & 7 Corllficato of Svc sub- 
mi lied 

BOCK.C A Nelnor, 0 (Bob Neiner Farms, fnc ) aOCK,C A Bock, C A #285 836 85/ 
05/03 Alomic Safety and Licensing Board Panel 2pp 30142 046-30142 047 

85050804B9 Notice of depositions of NRC witnesses on 850516 re Neiner Farms Con 
tenlion 1 concerning environ effects of 765-kV transmission fines Certificate of Svc 
end Related correspondence 

COPELAND.VG Commonwealth Edison Co COPELAND, VG, Isham, Lincoln & 
Beafo #285 849 85/05/03 4pp 30164 316-301 64‘3 19 

8606080492 Response supporting intervonor Bob NeJner Farms, Inc request for with 
drawal of Contentions 3 & 7 Certificate of Svc end 

CHAN,ErHoaring Branch 2 #285 009 05/05/03 Atomic Safety and Licensing 
Board Panel 3pp 30210 120-30210 122 

86050Q0496 Objection to & motion for reconsideration of ASLB 650417 prehearing con 
ferencQ Order LBP 05-11 granting BL Rorem opportunity to submit amended petition 
re QA/QC concerns duo to untimellness Certificate of Svc end 
CHAN, EL Hearing Branch 2 #205 897 85/05/06 Alomic Safety and Liconsirig 
Board Panel ISpp 30210 104-30210,116 

8506080503 Roquosts substitution of end Certificate of Svc for NRC 850503 answer to 
NRC staff motion of Iniervenor B Neiner Farms, Inc requesting withdrawal of Conlen 
Hons 3 & 7. 

CHAN, El Hearing Branch 2 #205 098 05/05/06 0RENNER,L, DIXON, A , 
COLE.R.F, Atomic safety and Licensing Board Panel, 3pp 30218,092-30218 094 

8505130391 Requests that end Certificate of Svc for "Answer to NRC Staff to Motion 
of fntofvonor Bob Neiner Farms, Inc Requesting Withdrawal of Contentions 3 & 7 be 
substituted for NRC filing 

CHAN, El Hearing Branch 2 #285 933 05/05/06 BRENNER, L , CALLIHAN.A.D . 
COLE.R F Atomic Safety and Licensing Board Panel 3pp 30275 254-30276 266 


6505280179 Forwards ’’Measurements of Electric & Magnetic Fields In & Around 
Homes Near 500 kV Transmission Lines" & •'Analysis of Electric & Magnetic 
Fields ," refoironcod in Pen e cost 8505 f 6 cfeposition.por request Related correspond 
ence 

CHAN. El Hearing Branch 2 #285 094 85/05/17 GALLO, J Isham, Lincoln & Bealo 
aOpp 30571 264-30571 283 

860S22Q007 Response opposing applicant objection to admission of Contentions 4(a> & 
4{b).admilted per ASLB 850417 Specia! Prehearing Conference Order LBP-e6 11 & 
sustaining applicant ob|oc1i6n to admission of Contention 4(c) 

BERRY,GA Hearing Branch 1 #205 090 85/05/20 Atomic Safety and Licensing 
Board PanoL 11pp 3^0519 013-30519 035 

-8605220021 Affidavit of R Skelton re requirements per 10CFfl73 1 for licensoo to 
dasigr^ physical security program to protect against design basis threat of radiological 
eabotade 

SKELTON.R Division of Safeguards 85/05/20 4pp 30510 024 30519 027 

-8605220027 Affidavit of CM Ferrell re whether NRC assessment of safety of facility 
considered polenliaf effect of nearby shipmsnia of explosive mall such as TNT Notice 
of appearance of GA Berry in proceoding & Cerlificate of Svc end 
FERRELL, CM Site Analysis Branch 85/05/20 Opp 67821 176-67821 202 

95Q5280'007 Rosponse opposing applicant objection to ASLB order admitting Neiner 
Contention A as issue In proceeding Certificate of Svc end 
BOCK.C A Neiner. B (Bob Neiner Farms, Inc) BOCK.C A Bock. CA #285 135 85/ 
05/20, Alomic Safety and Licensing Board Panel 2pp, 30572,230 30572 232 

85Q524Q159 Memorandum confirming SA Treby 650516 disclosure of social association 
w/author Relationship will have no influence on proceeding Courtesy notification 
end Served on 850523. 

BRENNER, L. Atomic Safety and Licensing Board Pane! #285 116. 85/05/22 6pp 
30555 052-30555 057 

3505300523 Motion to admbt amended QA contention in proceeding UHl failed to estab- 
lish & execute effective OA program for facilities Contention should be admitted for 
till gat ion in proceeding, 

GUILD.R Rorem, B GLIILD,R Guild, R, #285 144 05/05/24 Commissioners 50pp 
30627 352-30628 043 

'’BS06300525 Nolico o-f appearance In proceeding CerlilicalG of Svc end 
QUILD.R Rorem, B GUILD.R Guild, R 05/05/24 4pp 30628 040 30620 043. 


O. Advisory Cojnmiltee on Reactor Safeguards reports & correspondenco 

8605230479 Summary of ACRS Subcommittoo 850129 meeting in Washington, DC fo 
review of util application for license Schedule of presentations & list of attendees end, 
* ACRS • Advisory Committee on Reactor Safeguards 85/03/25 ACRS ■ Advisory 
Committeeon Roac:torSBfeguBrds,24pp 30545 (101-30545024 


6505060493 Confirms 050507 tolcon re anreomont of parties that depositions of L 
Creek & BL Rorem will bo conducted on 650521 Relateo corrospondenco 
COPELAND.VG Isham, Lincoln Bealo COPELAND.VG, Commonwealth Edison 
Co #205 901 85/05/07 BOCK.C A Bock, C A Ip 90218.110-30218119 

0505090588 Motion requesting withdrawal of Conlentions 3 & 7 & all subparls.Servad 
on 850509 Granted for ASLB by Judge L Brenner Certificate of Svc provided 
BOCK.C, A Neiner, B (Bob Neiner Forms, Inc ) #265 920 85/05/08 Atomic Safety 
and Licensing Board Pane) Ip 30231 215-30231 215. 

8505130239 Interrogatories & request for documents to util ro calculations concerning 
proposed 765 kV t ran a mis si on line Certificate of Svc end. Related correspondence 
CHAN, EL Hearing Branch 2 #285 031. 85/05/08 Commonwealth Edison Co 8pp 
30274 111-30274 118 


0. Inspection reportBi IE Bulletins & correspondence 

9505030257 Forwards update of currant "lop twenty" corrective action prog ram, per util 
Mar 1985 commitment Update includes summary of each program & description of ac- 
tions taken or planned Soleciod programs subj to change 

SMITH.D H Commonwealth Edison Co. 05/04/08 KEPPLER.J G Region 3, Office of 
Dfroctor. 26pp 30126 240 30126 274 

9505220096 Responds to violations noted in fnsp Repts 50 454/04-71, 60 455/84 
40,50 456/84-43 & 60 457/Q4-39 Corrective actions' tochnlcal support documentation 
for SDS E37 wilJ bo microfilmed to ensure rotrlovabllity 

FARRAR.DL Commonwealth Edison Co 85/04/15. KEPPLER.JQ Region 3, Office 
of Director 4pp 30527 001-30527 004 


86051 3D343 Forwards summary of 850507 lelcon ro proposed const of 765 kV trans- 
mission lines Siaff right to disagree reserved. Ouestions will bo set forth in 
inlerrogalorios.Rolat 0 dcorrG 8 pondonco. 

GALLCj.J Isham, Lincoln & Beafo GALLO, J Commonwealth Edison Co #285 946 
65/05/08 BRENNER, L, COLE.R F. CALLIHAN.A D Atomic Safely and Licensing 
Board Panel 3pp a0275’305 30275 307 


9505140393 Confirms tolcon agreement to change location of 850518 & 17 deposillons 
on Neiner Farms Contentions 1 & 4,fospocltvoly, to Bethesda.MD Related correspond- 
ence 

CHAN.Et Hearing Branch 2. #205 962 86/05/00. GALLO. J Isham, Lincoln & Beafo 
Ip. 30374:300-30374 300 

0595T4O117 Motion to extend date for filing QA/QC contention to 850610. Keppler will 
be deposod.ttemized, documented contention will be submilled demonstrating v/lda- 
Bpreaa QA deficiencies. Certificate of Svc end 

CASSEL.DW Rorem. B. CASSEUDW Cassel. D.W. #285 969 85/05/09 Alomlo 
Safely and Licensing Board Panel. 6pp. 3O367’O04-3O367.O9O. 

8606140237 Intorrogatorias ro conclusion that 765 kV iransmlsslon lines will not create 
listed conditions for persons within 600 ft of line for at least 6 h/ day. Corllficato of Svc 
end. Related correspondence. 

BOCK, C A. Neiner, B (Bob Neiner Farms, Inc.). #286 982 85/05/10. Commonwealth 
Edison Co 4pp. 30373. 16B-30373' 171 


6505210292 Discusses dlsotosuro of prof & personal relationship w/ Judge Brenner & 
possible affect on proceeding, per BL Rorem request for extension of Timo.AbilHy to 
conduct Impartial hearing not affecled Related correspondence. 

TREBY, S A. Hearing Branch 1 #285 082 85/05/16. CASSEL, D.W. Cassel, D.W 
GALLO. J Isham, Lincoln & Boale. BACH, C A obsolete code... 2pp. 30494* 164- 
30494.165. 


9505090399 Responds to vleletions noted in Insp Repls 50 458/84 42 & 60-457/84- 
3B Corrective actions. project const directed contractor to recall drawings from Hold & 
remove note requiring sandblasting 

FARRAR, O.L Commonwealth Edison Co 85/04/17. KEPPLER,JQ Region 3, Office 
of Director 6pp, 30155.145-30165-150 

8605020110 Forwards Insp Ropts 50 458/85-00 & 60 457/85 08 on 850214 0327 & 
notice of violation. 

HARRISON,JJ Region 3, Office of Director. 85/04/10. REEO.C Commonwealth 
Edison Co. 2pp 30119 004-30110 016 

--8505020121 Notice of violation from Insp on 050214 0327 
HARRISON. J J. Region 3, Otfico of Director 65/04/18 2pp. 301 19.008 30110 007. 

>-9605020168 Insp Repts 50 456/85 08 & 50 4 57/05 09 on 850214 0327 Noncompli- 
ence noted failure to maintain housekeeping & shoe covers not provided or worn by 
personnel entering recirculation sump area 

WILUAMS.D.L. DUNLOP,A, RINQ.M.A Region 3, Office of Director. 85/04/1B. Opp 
30110.008-3011901* 

9505070226 Provides Info requested in NRC G501 14 Hr ro recent design verification 
actiwties Findings of Independent design Insp & review explained Design procosses 
will meet applicable NRC rogufa t ions & licensing commitments. 

REED,C Cfon>monwo8)th Edison Co. 05/04/24 DENTON.HR, Office of Nuclear Re- 
actor Regulation, Director 68pp 30172:225-301 72 202 

8506170454 Documents Info presented by util at B40316 meeting w/NRC ro util actions 
on SALP Category 3 Issues concerning piping, safety related equipment & 
QA Summaries of testing, nnochanical contractor & QA & viewgraphs end 
SMITH.D H. Commonwealth Edison Co 86/04/26 KEPPLER, J.G Region 3, Office of 
Director 43pp 30444:01 0-304 4 4 ’05 2. 


85052 1 0322 Confirms arrangement ro 860520 deposition In Glen Ellyn, IL J Keppler & R 
Warnick will bo available to respond to questions re QA/QC al plant. Aval lability for 
deposition limes listed Related correspondence „ 

CHAN,E.L Hearing Branch 2. #285 076. 85/05/16. GUILD, R Guild, R, QASSEL.D.W. 
Cassel. DW. 1p 30495.120-30495.126. 


8505310077 Forwards current status & rev to 850311 proposed HVAC weld lostlng pro* 
gram & response to '"unknown welder" Issue, per fnsp Repts 50 456/93-09 & 50-467/ 
83 09. 

SMITH, an. Commonwealth Edison Co. 05/04/25 KEPPLER.JQ. Region 3, Ofifeo of 
Director. 2pp. 30641:111-30641:112 
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850-4250452 IE fn,fo Notica 05 0J4, ‘'Heat Tracing Coatributos lo Corrosian of Stainless 
Steel Pipjm " Svc list enct 

JORDAN.t L Division oJ Emergency Preparedness ft Engineering Response (Post 
830103) 85/04/30 ConsoUdatod Edtsan Co of New York, fnc 107pp 30115 185- 
3Q115 291 


8505210125 Interim Deficiency Rept 85 03 re instrumental ion installation revoiificahcm 
programAII remaining production work w/exceplion of hanger inslallotlon & tinfl! tJC 
slope verification expected to bo completed by 850831 

IvllOSf.AD Comnnonwealth Edison Co 85/05/07 KEPPLER.J G Region 3* Offsco ol 
Director Ip 30513 303-30513 303 


8504250465 IE Info Notice 85 036, "'FaiJure of Air Check Valves to Seal ” Svc list end 
JOflDAN,E L Division of Emeraency Preparedness ft EnoineerJng Response (Post 
B30103) 85/04/30 Consoljdated Edison Co of New York, Inc lOBpp 30116 077- 
30116 1B4 

0505060398 Insp Repts SO 456/85 20 ft 50 457/85 21 on 050416-10 No items of non- 
compliance OF deviations noted Major areas msp acted previous insp findings, IE bulle- 
tins ft IE circulars 

LITTLE,W S Region 3, Office of Director 85/04/30 6pp 30154 164-30154 160 

0505060418 IE Info Nolice 84 52,Supp) 1. “Inadeauate Mall Procurement Controls on 
Pari of Licensees & Vendors " 

JORDAN, E L Dwisjon of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 330- 
3<1615347 

0505130034 IE fnfo Nolfco 85 037, “Cdemlcal Cleaning of Sloam Generators at Mill 
stone 2 " Svc list encr 

JORDAN, E L Djvislon of Emergency Preparodneas ft Engineering Response (Post 
830103) 05/05/14 Yankee Atomic Electric Co 4pp 30840 272-30649 014 

0505200496 Forwards r^t of mslructor certification exama conducted on 850429 ft 30 
R£YES,L RegFon 3, Office of Director. 65/05/15 REED.C Commonwealth Edison 
CO 2pp 30471 200-30471 331 

-8585200499 Exam rept on 850428 ft 30,Exam results all candidates passed 
exams Master copy of exam end 

BURDJCKJ, HIGGINS,R, WCWJLLEN.J I. Region 3. Office of Director. 05/05/15 
50PP 30471 282-30471 331 


8505210319 Interim Deficiency Rept 84-17 re concrete expansion anchor Insp 
defects fniliaify reported on 841109 Procedures for installation ft determination o1 flc 
coplability of past insl at) aliens issued Next rept by Sepl 19B5 
MIOSI,AD Commonwealth Edison Co. 85/05/0/ KEPPLER,J G Region 3, Oflice cl 
Director 2pp 30514 097-30514 098 

B505160170 Part 21 rept re errors in safety grade core exit Ihermocoupfo sys during & 
following postulated high energy line break Probably caused by moialure ingress Ion & 
thermal expansion Qualification prograrri completed 

RAHE^EP WeslinghousG Electric CorP 85/05/09 TAYLOR. J M Direclor's Office, 
Office of Inspection and Enfo/cement 5pp 30427‘1 12-30427 1 16 

8505230427 Part 21 ropt re incorreci short time delay band lever inadequately instollod 
in low voltage K lirta circuit breaker electromechanical overcurrent trip device Visual 
insp to detormlna if correct lever installed recommended 

KA1SER,AF. Brown Bovorl Corp (subs of Brown Boveri ft Co, Ltd) 85/05/13 
DEYOUNG.RC Diroctor’e Office, Office of Inspection and Enforcomonl 6pn 
30531 223 30531 228 

8505300192 Part 21 ropt ra heat numbers to be added ft delated from Sublist Sheet 
A, based on review of NRC 850424 Itr. 

KALE, DR BonneyForgo 85/05/24 ANDERSON, WF Director's Office, Off ico of fn* 
apection and Enforcement. 8pp 30622 082-30622 089 


V. Operator Examinations 

0505200496 Forwards ropt of Instructor certification exams conducted on 050420 ft 30 
REYES.L Region 3. Office of Director. 85/05/15 REED.C Commonwoelth Edison 
Co 2pp 30471 280-30471 331 


8505290081 Responds to NRC 050418 Hr re vioFalions noted in Insp Repts 50-456/85- 
OB ft 50 457/85 OB.Corrochve actions shoo covers placed in sump area ft area posted 
io require shoe covers lo be worn Spool piece covers Inspected 
FARRAR, D I Commonwealth Edison Co 85/05/15 KEPPLER.JQ Region 3, Office 
0l Director 5pp 30620 178 30520' 182 

8505200502 Forwards Insp Repts 50 455/85-18 ft 50-457/65-19 on 050401 0503 No 
noncompliance noled 

LITTLE, WS Region 3. Office of Director 85/05/16 REED,.C Commonweallh Edison 
Co 2pp 30470 060 30470 125 

-0505200507 Insp Repts 50 456/85-18 ft 50 457/85 19 on 850401 0503 No noncom- 
pliance or deviation noted Major areas Inspected const assessment program Including 
const sample relnsp actjvrtlea & documentation /©vtaw chockflats 
LITTLE, WS Region 3, Office of Director 85/05/16 6pp 30470 C62-30470 067 

-0505200511 Submits progress repl for 850300-22 re ongoing Insp of const assess- 
ment program 

NORELIUS.CE Region 3. Office of Director 85/04/12 KEPPLER.JG Region 3, 
Office or Director 3pp. 30470 068-30470 070 

-0505200513 Submits progress repl for 850408-19 re ongoing Insp of const assess- 
ment program 

NORELlJs.CE Region 3, Oflice of Director 86/04/25 KEPPLER.JG Region 3, 
Office of Director. 3pp 30470 071-30470 125 

0505210326 Forwards Insp Repis 60 456/05 15 ft 50-457/05-16 on 650325 0503 ft 
nolice of violation W/o notice of violation 

LITTLE,WS, Region 3, Office of Director 85/05/16 REED.C Commonwealth Edison 
Co. 2pp. 30496 059-30496 097. 

-05052 103S2 Insp Repts 50 456/85-15 ft 50-457/85-16 On 8503 25 0503 Noncompli 
ance noted (aiJuro to adequately control structural beam mods ft take adequate cor- 
raclrve action for pipe support nonconforming conditions 
LITTLE.WS. Region 3. Office of Director 85/05/16. 9pp 30496 003-30486 097 


S» Reportable occurrences, LERs ft related correspondence 


0605030257 Forwards update of current “top twenty’' corrective action program, per util 
Maf 1965 commitment Update Includes summary of each program & descriplion of ac- 
tions (aken or planned Serected programs sub] io change. 

SMITH,DH Commonwoafth Edison Co 05/04/00. KEPPLER.J.G Region S, Office of 
Director 26pp 30126 249-30126.274. 


0605030395 Interim Doficiency Rept 83 08 re Pullman sheet metal duel fillings w/o ap 
proved desfan documenls tnllially reported on 030630 Samplirtg of fittings wiFI be com 
Dieted by 850601 

SMITH, D H. Commonweallh Edison Co 85/04/18 KEPPLER.J.G Region 3. Office of 
Director, 3pp 30149 361-30149 363 


8505030399 fnlerim Deficiency Rept 85-02 re ASME Section III lanHs & MX welding.AII 
welds not per drawings wjli be mapped & evaluated to determine if design require 
jnents met Next ropt will bo submitted by 850731 

SMITHAH Commonwealth Edison Co 65/04/22 K6PPLER.JG Region 3. Office of 
Director. 2pp, 30150 025 30160 026 


0505210147 Interim Deficiency Rept 64-10 re wall thickness Inadequacies for small bore 
ASME Class II piping, Results of lab tests on suspecl pipe currently being evaluated by 
Sargent ft Lundy Final rept expected by Aug 1985. 

MlQSI>\0, Commonwealth Edison Co 85/05/02. KEPPLER,JG. Region 3, Office of 
Oiroctor, 2pp 30514.108 30514 109 


6506210350 Interim Deficiency Repts 64-05 ft 04-15 ro GK Newbero Inconslsloncies In 
documentation of alructural steel Installations ft welding program defectsjespectively. 
Next repl will be submitted by War 1906 

MIOSI.A D. Commonwealth Edison Co 85/05/03. KEPPLER.J.G. Region 3. Office of 
Director. 2pp, 30515 272-30516'273. 


-8505200499 Exam rept on 850429 ft 30,Exam results all candidates passed 
exams Master copy of exam end 

BUBOICK.T Region 3. Office of Director 85/05/15 60pp 30471 '262-3047 1.33 1 


DOCKET 50-468 RIVER BEND STATIONr UNIT 1 


A. Appllcatlon/constructfon stage documents ft correspondence 


0505200001 Further response to FOIA request lhal records re 15 listed FIN filos be 
made available In PDB App G ft D records available in PDR Review conllnulng 
FELTON, JM. Division of Rules and Records 84/09/20 SHOLLY.SC Union of Con 
cerned Scientists. 1 2pp 30503 072-30503 083 


-B309260346 Forwards site condition fnfo for remaining seven of 10 alios as pnil ol 
seismic hazard characterization program 

KIMBALL, J Geosciences Branch 03/09/15 BERNREUTER.D Lawrence Llvormoro 
National Laboratory 7pp 30503 084-30503 090 


0505200595 Further response to FOIA request for NRR assessment ft all roviowa S/or 
comments re integrated program developed to outline near-term OL worhfoad.por 
EDO 840625 memo Forwards App A documents Memo from EDO lo Pslladino nol 
found ^ 

FELTON.JM Division of Rules and Records 84/10/19, ADATO.M Union of Con 
cerned Bden lists. 4pp 30525 001-30526 007 

-0407260390 Advises lhal integrated schedules for listed plants developed in accord- 
ance w/a40525 memo Finalized ft approved schedules wilt become part of monthty 
rept 

EISENHUT.D.G Division of Licensing 04/06/20 Region 1. Office of Director 109pp 
30525.165 30526.332. 


■0505210133 Forwards OL review mgl rapt for Jul 1984 ro status of plants Markup ol 
end rept requested by B40815. 

EISENHUT.DG Division of Licensing 84/07/30 Region 1, Office of Director 120pp 
30525.333-30526 097 


-850521 OT96 Requests assistance in ensuring that end plant status repts accurate ft 
provide adequate basis for development of near- term OL mgl pfans Rosponso ro 
quested by 640601 

DENTON.Hfl Office of Nuclear Reactor Regulation, Director 84/04/26 Region 1. 
Office of Director 79pp 30626 098-30526176 

-8505210221 Fonvards OL review mgt rept for Aug 1904 re status of plan le, Markup ol 
end repl requested by 841005 

EISENHUT.DG, Division of Licensing 64/09/24 Region 1. Office of Director, 120pp 
30526 1 77 30526 320, 


8605060116 Fonvards rev to liquid radwasle sys Cfarificalion & info on coniraclod sys ft 
revised FSAR text to be included in future FSAR amend end 
BOOKER.JE Gulf States Utilities Co 86/04/17 DENTON.H R Office of Nucloor Re 
actor Regulation, Director. 7pp. 30202.113-30202:119 

6505080335 Forwards qualification packages for safety-related rriochanJcal 
equipment, per A Schwencer 850415 Itr Complete qualification info provided Itor three 
items of equipment W/saven oversize drawings. Aperture cards available In PDR 
BOOKER,] E Gulf States Utilities Co 85/04/26. DENTON.H R Office el Nuclear Re 
actor RegulalFon. Director. 163pp 30202 '1 28-3 02 02-2 90, 

8505090172 Forwards request for addi Info re feedwater check valves as part of reviow 
of application for OLOpen Issue resolution required prior to fuel load. 

SCHWENCER,A, Licensing Branch 2. 05/04/30 CAHILL.W J. Gulf Slates UlilFtlos Co 
5pp 30253:327-30253 331. 


8505200203 Forwards request for addI info re initial test program. Questions rofor to 
justifications for Items in FSAR Figure 14.2-5 re startup test program. 

SCHWENCER.A. Ucensing Branch 2 85/04/30 CAHILL, WJ., BOOKER, J E QuK 
States Utilities Co. 6pp 30501, 336-30501 '340. 
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B5050B0176 Reauosta approval to mvoke ASME Code Case N413 tor fillet & partial 
penetration welds for supports, mcfudtng attachment welds to supporting structures 
BOOKER.J E Cult States Utildies Co 85/05/01 DENTON, H R Office of Nuclear Re- 
actor Regulation, Director 2pp 30201 258-30201 259 

8504290442 Generic Ltr 85-07 to all operating reactor licensees re ijnplementalion o1 
Intecratod schedules for plant mods Svc list end 

THOMPSON, H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149-30218 170 

850S 180486 Forwards final draft Tech Specs for review Certification that draft reflects 
plant FSAR.NRC SER & as-buill configuration of plant requested 
NOVAK, T M Assistant Director for Licensing 85/05/02 CAHJLL,W J, Gulf States Utili- 
ties Co 3pp 30447 109-30448 282 

-8505160491 Final draft Tech Specs for facility 

• Assistant Director for Licensing 85/04/26 531pp 30447 11 2'30448 282 

8505140443 Notification of 850510 meeting w/utll & BNL in Bethesda.MD to resolve 
issues between util & NRC re seismic & dynamic qualification of safety-related equip- 
ment & operability assurance of pumps & valves 

STERN,S M Licensing Branch 2 85/05/03 SCHWENCER,A Licensing Branch 2 
4pp. 30389 297-30389 300 

0506150500 Forwards listing of unresolved, outstanding & confirmatory Items for util fow 
power license, per 850501 telcon Requests NRC project manager, S Stern, bo Informed 
of uM schedule for providing missing info & clarification of items 
SCHWENCER,A Licensing Branch 2 85/05/03 CAHJLL.WJ Gulf Stales Uli lilies Co 
7pp 30433 356 30433 362 

0505170291 Forwards Radiological Assessment Branch request for addi Info re occupa- 
tional exposure & protective measures associated w/long-term automatic depressuri- 
zation sys pneumatic supply makeup connection. 

SCHWENCER,A Lfcenslng Branch 2 85/05/03 CAHILL, WJ Gulf Slates Utilities Co 
4pp 30479 348-30479 351 

8S05200094 Notification of 850513 & 14 meetings w/ulil at River Bend site to permit 
NRC mgt to discuss status of facility readiness Agenda end, 

STEflN,S M Licensing Branch 2 85/05/06. BUTLER,W R Licensing Branch 2 9pp 
30502 350-30502 358 

6605220018 Responds to 850502 request to review proposed final draft Tech 
Specs.EdItorial & lochnical changes end Conditional certification given sub] to resolu- 
tion of identified Items & NRC review comments 

CAHILL.WJ Gulf States Utilities Co 85/05/06 DENTON.HR Office of Nucloar Re 
actor Regulation, Director 65Qpp. 30516 174 30518.111 

85QS200329 Summary of 650326 mgt review meeting In Bethesdp,MD re util application 
for OL 

STERN,SM Licensing Branch 2 05/05/06 Licensing Branch 2 6pp 30634 244- 
30634 268 

-8504030096 Notifies of 850328 meeting w/ufll to discuss status of const completion & 
testing, Proposed agonda,synop8i8 of u!il 850114 submission & uHl submission end 
NOVAK, T M Assistanl Director for Licensing 85/03/26 THOMPSON, H L Division of 
Licensing 8pp 30634 250-30634 268 

-850311 0590 Provides list of ays that will not be complote at time of Initial fuel 
load Authorization of plant operation prior to completion of collective list not 
recommended Util should be Informed that list of Incomplete sys should be shortened 
MULLER, DR Assistant Director for Radiation Protection 05/03/05 NOVAK, TM As- 
sistant Diroolor for Licensing 66pp 30834 269 30634.333 

8596160043 Forwards request for addI Info re equipment qualification, contained In end 
BNL 050425 ltr Mooting schodufed for 850510 to review responses, Equipment qualifi- 
cation program must be rosolved prior to fuel load 

BUTLER,WR Licensing Branch 2 85/05/07 CAHILL.W.J,, BOOKER,JE Gulf States 
UlsIillosCo 3pp 30449-179-30449 188 

-8504300359 Forwards comments on util 850329 response to SSER findings ro SORT 
audd Response did not resolve outstanding comments Util raised serious concerns re 
quaSifIcallon review program & provided inaccurate statements 
BANDYOPADHYAY Brookhaven National Laboratory 85/04/26 BAQCHLQ. Equip 
msnl Qualification Branch 7pp. 30440 182-30449 188 

8505200469 Requosis addi Info per review of application for OL Info noodod re oporobll- 
ily of 24-inch drywell purge & vent valves & 6 inch hydrogen mixing valves 
BUTLER,W.R Licensing Branch 2 05/05/08 CAHILL.WJ Gull Slatos Ulilillos Co 
4pp 30501 320*30501 '323, 

8B0S1 40302 Forwards proprietary. "Test Ropl on Electrical Separation Verification Test- 
ing " & FSAR revs Hazards for electrical raceways Ilstod.W/lwo oversize 
drawings Aperture cards available fn Central Filos.EncI withheld (ref 10CFR2,790) 
BOOKER, J e. Gulf Slates Utilllles Co 85/05/09 DENTON, H.R Office of Nuclear Re 
actor Regulation, Director 14pp 30370'ie6-30370.179 

8505240008 Summary of 850411 meoling w/utll & S&W In Bothesda.MO to review 
issues associated w/contalnmonl as result of Tech Spec review 
STERN.S Ucensing Branch 2. 85/05/10 Licensing Branch 2. 4pp 30575-220- 
30S76 223 

8505200418 Forwards revised environ qualification Justification for Interim operation pre- 
viously submitted on 860216 Rev provides new completion date of 851130 for SRN 
220214-2, ''Motor-Operated Valves W/Llmllorque Type SMC Operators " 

BOOKER,J E Gulf Stales Utilities Co. 85/06/13 DENTON, H R. Office of Nuclear Re- 
actor Regulallon, Director. 4pp 30471:203-30471.266. 

8605290239 Responds to 650503 ltr re occupational exposure & protective measures 
associated w/long term automatic depressurization ays pneumatic supply makeup 
connection, No connections made In post-LOCA environ & no personnel exposure 
noted 

BOOKER,J E. Gulf Slates Ulllitios Co 06/05/13 DENTON.H.R Offjco of Nucloar Re- 
actor Regulallon, DJreclor, Ip 30619:202-30619.202. 

8606300343 Forwards supplemental info re TMI Action Item ILK 3 26, ' Verify Qualifica- 
tion of Accumulators on Automatlo Depressurization Sys Valves." Info will be Included 
In future FSAR amend. 

BOOKER, J.E. Gulf States Utilllles Co 85/05/13. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director 3pp 30639 240*30630:250. 


8505290335 Responds to concerns idanlified in A Schwcncor 650409 ltr Standby water 
SVC sys valves will be tested in accordance w/Section XI of ASME Boiler & Pressure 
Vessel Code 

BOOKER.J E Gulf States Utilities Co 85/05/14 DENTON.H R Office of Nuclear Re 
actor Regulation, Director 22pp 30596 255 30596 276 

0505290433 Requests exemption from air lock lasting requirements, per lOCFRBO^App 
J Exemption In public interest does not endanger life or property & authorized by 
law Discussion of justification end 

CAHILL.WJ Gulf States Utilities Co 05/05/15 DENTON.HR Office of Nucloar Re- 
actor Regulation, Director 4pp, 30595 315-30595 318. 

6505290451 Fonvards response to 841109 request for addi info re TMI Action PlarT Item 
II 0 1 concerning performance testing of BWR relief & safety valves Justification ro ap- 
plicability of BWR Owners Group lest results to facility design provided 
BOOKERJE Gulf Slates Ulifities Co 85/05/15 DENTON.HR Office of Nuclear Re 
actor Regulation, Director. 6pp. 30590 34 G 30590 351 

8505290489 Forwards addi info requested In A Schwencer B50430 Ur to WJ Cahill re 
revs to FSAR subsections Revised FSAR pages supporting revs end Revs wifi be in- 
cluded in future FSAR amend 

BOOKER.J E Gulf Slates Utilities Co 85/05/1 S DENTON.HR Office of Nuclear Re- 
actor Regulation. Director 3Gpp 30592 200-30592 237 

8606240007 Forwards addi Info re Generic Ltr 83-20 concerning Salem ATWS 
events, per 850319 request 

BOOKER.J E Gulf States UDIiIIbs Co 85/05/20. DENTON.HR Office of Nuclear Re 
actor Regulallon, Director 7pp 30556 060 30555 066 

8605290327 Advises that ulil will monitor temp of UHS basin per Surveillance Require 
ment 47 12b submitted on 850506 Temp monitoring sys will bo Instalfed prior to 
startup following first refueling outage 

BOOKER.J E Gulf States Utilltfos Co 05/05/20 DENTON.H R Office of Nuclear Re- 
actor Regulallon. Director 1 p 30596 1 73-30596 1 73 

8505290371 Forwards Initial response to A Schwencer 850430 Request for Addi Info 
210 110 Info re original calculation for performance of feedwater check valves 
end Confirmatory analysis will bo submlttea prior to exceeding 5% full power 
BOOKER.J E Gulf Stales UliIiKos Co G5/O5^f20 DENTON.H R. Office of Nuclear Re 
actor Regulation, Director 2pp. 30596:141-30596 142 

G50529Q429 Forwards schedule for submittal of Info for open/ confirmatory items await 
Ing info, In response to A Schwoncor B50503 request for addi info 
BOOKER.J E Gulf States Utilities Co 06/05/20 DENTON.HR Office of Nuclear Re- 
actor Regulation. Director 2pp 30505 319-30595 320 

8805210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 lermlnalion 
repts • formats 

THOMPSON, H,L Division of Lfcenslng 85/05/23 Consolidated Edison Co of Now 
York, fnc 20pp 30682 282-30602 301. 

8505280164 Submits procedures, per 850510 requost.for sample review of seismic quali 
ffcalion documentation to show successful Implemantallon of Seismic Catogory I 
equipment prior to proceeding above 5% power 

BOOKER.J E Gulf States UtHiHes Co 85/05/24 DENTON.H R. Office of Nuclear Re- 
actor Rogutallon, Director 2pp 30571 284-30571 205 

8506290376 Advises that 650306 Rev 2 to QA program satisfies requirements of 
lOCrflSO.App 8 & acceplabfe 

JOHNSON, EH. Region 4, Office of Director 85/06/24 CAHILL.WJ Gulf Stales Utili- 
ties Co 2pp 30599 122-30599 123 


E. NRC Safely Evatuatlon Report (SER}i euppra & correspondence 


8605140174 Forwards Amend 19 to FSAR for River Send Station Amend provides re 
sponso to various open & confirmatory Items of SER (NUREQ-09B9) 

CAHILL.WJ Gulf States Ullllties Co 66/05/10. DENTON.HR. Office of Nuclear Ro 
actor Regulation, Diroctor 4pp 30378.001-30378,236 

8505140457 Forwards proprietary "RM 00 Microprocessor Performance Spec" & "RM 
23 Hardware " & 19 oversize drawings, In response to request for addi info Closes 
out SER Confirmatory Hem 40 Ends withheld Aperture cards available In Conlral 
Files, 

BOOKER, J.E, Gulf Stales Utilllles Co 05/05/10 DENTON.H R Oifice of Nucloar Re 
flotor Regulallon, Director. 4pp 30373 031-30373 034 

8505290088 Forwards listed proprietary cfocumentsjn response to NRC request for addi 
info, Submittal provides partial closeout of Confirmatory hem 40 of Table 1.4 of 
SER Affidavit er^cl Documents withhold (ref toCFR2.70O). 

BOOKER.J E. Gulf Slatos Utilllles Co 05/05/10. DENTON.H.R Office of Nuclear Re 
actor flogulotion. Director. 3pp 30620.281*30620 203 

8605310469 Forwards Bupplomental Info for high energy fine break evaluation 
ropLaddressInn reduction In feedwater temp eveni Info completes ulll response to 
SER (NUflEG-0980L Confirmatory Horn 41 

BOOKER.J E, Gulf Stales UtHities Co. 85/05/10 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 2pp 30665 206-30665 207. 

0505200398 Forwards Rev 2 to Procedure COP-1 050, ''Post -Accident Esiimation of 
Fuel Coro Damago," completing util response to Criteria 2 of SER Confirmatory Item 
50 re NUREG 0737. Item If B 3. 

BOOKER.J E Gulf Stales Utilities Co 86/05/13 DENTON.HR Office of Nuclear Re- 
aclo/ Regulation. Director, Ip. 30470 337*30470 382 

-*8505200420 Rev 2 to Procedure COP*1050, "Post-Accident Estimation of Fuel Coro 
Damage,’' 

* Gulf Slates Ulilillos Co 05/05/13. 25pp 30470 338-30470,362. 

0505290709 Forwards FSAR revs which suppi previous response to SER {NUREG 
0909) Confirmatory Issue I.Revs Indicate intent to maintain crossing of West Creek 
upstream of lined portion & verify temporary const crossing removed. 

BOOKER.J, E. Gulf Stales Utilities Co. 85/05/13 DENTON.H.R Office of Nuclear Re- 
actor Regulation, Director. 6pp. 30616 1 38-3061 6. 140. 
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860S29&512 Responds to NRC conc<erns & SER Outstanding Issuo 4 re status of in- 
servres test program submitled on 841105 & supplemented on 850121 Insp of piping 
welds submillea as preservice msp program 

BOOKERJE Gulf Stales Utilities Co 85/05/16 DENTON, HR Office of Nuclear Re- 
actor Regulation, Director ip 30595 140 30595 140 

0605290407 Forwards revs to FSAR Section 9A 2, providing add? clarificalion ra safe 
shutdown molhodology to be used m specific lira areas 8 supplementing previous re 
8 ponses to SER Outstanding Issue 1 3 

BOOKER, J.E Gulf States Utilities Co 85/05/17 DENTON. H R Office of Nuefear Ro 
actor Regulation, Director. 23pp 30595 230-30595'a52 

0505290420 Forwards supplemental response to NRC position re facility drywetl/con- 
tainmant purge ays identified fn SER (NtJREG*Qd89) Section 6 24 3 as Confrrmalory 
Issue 16 Utif will minimize use of containment purge sys 

BOOKER, J E <3uif Slates Ulilitios Co 85/05/17.T)ENTON,HR Office of Nuclear Re- 
actor Regulation, Director 4pp 30592 182-30502.105 


F, Security, medical, omargency & fire protection plane 


H. General correspondence 


6505310436 Advises that NRC In final stages of roviewing ulil application for license.in 
response to PW Murnll 860319 Itr Appropriate priority being given to applrcanl request 
for timely decision 

DfRCKS.WJ Office of Iho Executive Director for Operations 85/05/21 GENTSEN,L 
Senate 7pp 30671 352 3067 f 357 


“8506310443 Requests review of end PW Murnll 8503 19 Hr re timely decision on li- 
censing of facility 

BENTSEN.L Senate 85/04/03 KAMMERER.CC Office of Congressional Affair* 
2pp 30670 356-30670 360 


K. Utility Final Safety Anajyala Report (FSAR) & amends 

8505140174 Forwards Amend 19 to FSAR for River Bond Station Amend provides re- 
sponse to various open & confirmatory items of SER (NUREG-0909) 

CAHILL, WJ Gulf Stales Utilities Co 65/05/10 DENTON.H R Office of Nuclear Ro 
actor Regulation, Director 4pp 30376 001-30378 238 


0606060259 Forwards info re prompt notificalion sys In response to 810720 request Sys “6505140178 Amend 19 to FSAR for River Bend Station 

consists of 92 sirens. Eighty sirens Installed & tested to be functional as of • Gulf States Utilities Co 06/05/31 954pp 30376 005-30378 238 

B50326 Add! 12 sirens will te Installed & functionally tested 

BOOKER.J E Gulf Stales Utilities Co 05/04/19, DENTON.H R Office of Nuclear Re 

actor Regulation, Director 82pp 30201.145*30201 251 M. Antitrust correspondence 


“6505000273 "Design & Computer Analysis of Siren Prompt Nolificalion Sys River 
Bend Station 

Acoustic Technology, Inc 85/04/30 25pp 30201 227-30201 251 

0505090131 Requests addi Info re fire protection as part of review of application for OL 
SCHWENCER,A Licensing Branch 2 85/04/30 CAH1LL.WJ. BOOKER.JE Gulf 
Steles Uirities Co 6pp. 30253340 30253 345 

8505160391 Requesls name of plant represenlaWes assiating In 850521*24 plant visit 
to Identify areas in which sabclage actions coufd result in releases in excess of 
10CFR100 limits 

JOHNSON.EH Region 4, Office of Director 85/05/03 CAHILL.WJ. Gulf Stales UKIi- 
ties Co 2pp 30412 362^30412 363. 


850B010097 Forwards acting director finding & staff analysis of no significant charge in 
antllfusi finding, In response to 800410 & 840203 comments W/o end, 

LAMBE.WM She Analysis Branch 05/04/17 IRVtNG.SM Affiliation No! Assigned 
Ip, 30099124 30099124 

8S05010083 Informs of finding no significant antitrust changes in ficonseo actlvdies or 
woposed aclivifies subsequent to previous CP review, per Section 105c of Atomic 
Energy Act of 1054 

CLEARY, DP Site Analysis Branch 85/04/18 CAHILL.WJ Gulf States Utilities Co 
Ip 30099128-30099.128 


O, Advisory Committee on Reactor Safeguards reports & correspondence 


8505130340 Forwards "Final Radiological Emergency Preparedness Exorcise Rept" for 
850116 exercise No Category A deflciencfee noted State of LA schedule of corrective 
actions lor Category B deTlciencies -contained m rept 

KfllWM,n W- Federal Emergency Management Agency 85/05/07. JORDAN.E L Divi 
sJon of Emergency Preparedness & Engineering Response (Post 830103). Ip 
30276001 30276.106 

>•8605130351 *'Final Radiological Emergency Preparedness Exercise RepL*' 

* Federal Emergency Management Agency 85/04/05 104pp 30276.002-30276 106, 

8505160162 Forwards RW Krlmm 850212 memo & FEMA status repls on offsila radio- 
logical emergency response plans Great improvement made since 640907 status 
rept Remaining deficiencies stiould be coordinated w/ state & local officials 
BUTLER.WR Ucensing Branch 2 85/05/07. CAHIIL.WJ Golf Slates Utilities Co 
4pp 30449 211-30449.2^75 

8505140103 AcK receipt of 350422 Itr Informing NRC of steps laken to correct violations 
noted in Insp Rept 60-468/86*03 

JOHNSOHE H. Region 4, Office of Director. 85/05/09 CAHILL, W J Q-ulf Slalos Ulill- 
ties Co 2pp 30367- 137-30367' 145 

“0506140109 Responds to NRC 650319 Itr re deliciencies & open items noted In frisp 
Rept 50 458/65 03 Corrective actions notificatfon procedure revised & mafn control 
room modified to provide addI space & onentalion for communicator. 

BOOKER, J.E. Gulf Slates UlililiesCo 85/04/22 MARTIN, R D Region 4, Office of Di- 
rector. 7pp 30367:139 30367.145, 

8505160290 Forwards third Interim findings on adequacy of Rev 5 (o State of LA peace- 
lime radiorogical response plan Plans show great fmprovemenl since FEMA 850212 
supplements finding, Disposillen of NU REG-0654 elements listed In end. 

Kfl I mM,R.W. Federal Emergency Management Agency 85/06/10 JORDAN.E L Divi 
slon of Emergency Preparedness A tngineonog Response (Post 830103) 7pp 
30399 064-30399.090 

8505150400 Forwards third interim iindmg of offsite radiological emergency response 
plans for facility Progress made In resoh^ng inadequate elements of NUB EG 0854 
provl dad Impr aveme nt In em e rge ncy/p repa redne s s pf a ns noted 
RriMM.R W Federal Emergency Management Agency 85/05/10 JORDAN, E,L DM- 
slon of Emergency Preparedness A Engineering Response (Post 830103) 7pp 
a0398’232>3039B 230 


8S05260527 Summary of ACRS Subcommittee on River Bend 840607-08 meetings w/ 
research group In Baton RougOiLA re OL applicalion. 

ACRS - Advisory Commilloe on Reactor Safeguards 04/07/17. ACRS • Advisory 
Committee on Reactor Safeguards 2Bpp 30604 324-30605 006 


Q. Inapectlon reports, IE Bulletins & correspondence 

8505100284 Ack receipt of 650418 Ur informing NRC of steps taken to correct violaUana 
noted in fnsp Root 50*456/05-02 

JOHNSON.EH RegEon 4, Office of Diroclo/ 85/04/26 CAHILL.WJ Gulf Slalos Ulill- 
lies Co Ip 30261 355 30261 362. 

“6505100290 Responds to NRC 05031 B Ur re violations noted In Insp Rept 50 450/85- 
02 Corrective actions ANSI & ASME Codes reviewed for spare parts storage require- 
ments & MSP 0002 revised to clarify methods used to meet requirements 
CAHILL.WJ Gulf Slates Utilifies Co 85/04/10 MARTIN, RD Region 4, Office of Di- 
rector 7pp 30261,356-30261 362 

8506100302 Ack receipt of 850219 Ur informing NRC of stops laken to corrocl violations 
noted In Insp Rept 50-468/84-26 , , ,, 

JOHNSON.E.H Region 4. Office of Director 86/04/26 CAHILL.WJ, Gulf Stales UUII 
ties Co Ip 30261 349 30261 354 

“8505100308 Responds to NRC 650118 Ur ro violations noted In Insp RepI 50 458/84- 
28 Corrective aclions QA sys audited until main! to address preventive main! of equip 
rner^t & QA Inslruotion 2 1, "Audit Performance & Reporting,'’ revised 
CAHILL, WJ Gull States Ulllilios Co. 65/02/19 MARTIN,R D. Region 4. Office of 01 
rector. 6pp 30261 350-30261 354 

8505010347 Forwards Insp Rept 50 4SB/85-24 on 650406-12 No violations or devi- 
ations noted, 

JOHNSON.EH Region 4. Office of Director 85/04/20 CAHILL.WJ Gulf Stales Utili- 
liesCo 2pp, 30090-101-30090.108 

“8605010355 fnsp Rept 50-456/85-24 on 850406-12 No violation or deviation 
noted.Malor areas Inspected Independent safety engineering group.staRup & tost engl 
neer training, preoperafienal test evaluation & administrative procedures 
BENNETT.W.R . BRESLAU.B A . JAUDON.J P Region 4, Office of Director 05/04/25 
6pp 30090:103-30090 108 


0605240574 Forwards request for addi info re TMI Aclior) Item LC.t concerning emer- 
gency operating procedures, per review of application for OL 
BUTLER,W.H. licensing Branch 2. 86/05/fo CAHILL,W,J. Gulf Stales Utilities Co. 
7pp 30564-32 1-30564 -327 

0505 290341 Responds to A Schwencar 840030 request for add) Info re SPDS.SPDS 
hardware installed SPDS scheduled to be fully functional by Feb 1986, 

BOOKER, JE Gulf States Utilities Co. 85/06/15. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director. 14pp. 30596:233*30598:246. 


a5O52fl'O450 forwards response to NRC request for addf Info lo efanfy util 850417 sub- 
mittal re facility emergency operating procedure deviations from BWR Owners Group 
emergency procedure guidelines, completing Confirmatory Item 60. 

600KER.J b. Gulf Stales Ulililles Co 85/05/16. DENTON.H R. Office of Nuclear Re 
actor Regulalion, DUeclof. 4pp. 30592 101-30592.104. 


0505290407 Forwards revs lo FSAR Section 9A 2, providing addi clarification ro safe 
shutdown methodology to be used in specific fire areas & supplementing previous re- 
sponses to SER Outstanding Issue 13, ^ « 

eTK)KER,J B Gulf States t^ililles Co. 05/05/ 17. DENTON, H.R. Office of Nuclear Re* 
ac lo r Reg u Ia1lc n , Director 23pp 3 059 5.2 3 0 3 059 5, 252 


G505130295 SuppIs 830503 response to IE Bulletin 80-18, "Potential MisappUcation of 
RosemounIJnc Models 1161 & 1152 Pressure Transmitters W/Either A or D Output 
Codes " HPCS tranamlllars utilize Typo N boards 

BOOKER.J.E Gull Stales Utilities Co 85/04/29. MARTIN, R D Region 4, Offico of Di- 
rector, 3pp 30274 296 30274 '298. 

8504260462 IE Info Notice 85 034, "Heat Tracing Coniribules to Corrosion of Stainless 
Steel Pipirw Sve list end 

JORDAN.t U. Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/04/30 Consolidated Edison Co. of New York, Inc. fo7pp 30116 185- 
30116.291 

8504260456 IE Info Notice 85-035, "Failure of Air Check Valves to Seat." Sve list end 
JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc. 108pp 30115 077- 
30116184. 

8506060318 Forwards Insp RepI 60-458/85-28 on 850401-05 No violations or devi- 
ations noted 

JOHNSON.EH. Region 4, Office of Director. 85/05/02 CAHILUW J Gulf Stales Utili- 
tfesCo 2pp 30165-096 301551103. 
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-8S05060321 Insp Ropl 60-458/86-28 on 850401-05 No violalion or devialion 
noted Major areas inspected verification that onsite & offsite safety review committees 
establhShod & conforming to reg guides & licensoo commitments 
HAfl8UCK,CC. JAUDON.jp Region 4, Office of Director 86/05/01 4pp 
301SS 100-30155103 

8505070289 Forwards Insp Rept 50-458/85-17 on 060325-29 No violations noted 
JOHNSON.E H Region 4. Office of Director 85/06/02 CAHILL, WJ Gulf States Ulili 
Las Co 2pp 30177 323-30177 348 

-8505070294 fnsp Rept 50 45B/85-17 on 850325-20 No vfolaliona or dovlalions 
noted Major areas Inspected open items In chemistry/radioctiemiatry 
program.radlochemislry confirmatory measurements & whole body counting sys meas 
uremonts 

NICHOLASJ 0 , WISE.R , MURRAY Region 4. Office of Director B5/05/01 24pp 
30177 325 30177 340 

85Q5210593 Forwards util total Insp repi & TOI Owners Group mod rept for TDJ standby 
diosQlgenerators, for ro view 

BOOKER. J E Gulf Slates Utilities Co 85/05/03 DENTON.H R Office of Nuclear Re 
actor Regulation, Director 38pp 30514 290-30514 330 

3505130403 Ack receipt of 050417 (tr Informing NRG of steps taken to correct violations 
noted fn Insp Rept 50-450/05-10 Actions taken to assure that station attendant pro 
pared const completion checklists accurately requested 

JOHNSON.E H Region 4, Office of Director 05/06/07 CAHILL. W.J Gulf States Utili- 
ties Co Ip 30275 359-00275:362 

-8505130403 Responds to violations noted in Insp Rept 50-450/85-10 Correctilvo 
actions const supervisor assigned rosponsibillty to review & sign all const completion 
checklists generated by rod station attendants 

CAHILL, WJ Gull States Utilities Co 85/04/17 MARTIN.R.D. Region A, Office of Di- 
rector. 3pp. 30275 360-30275 362 

8605030413 IE Info Notice 84-52, SuppI 1, “Inadequate Mail Procuremont Controls on 
Part of Licensees & Vendors " 

JORDAN.B L Division of Emergency Preparedness & Engineormg Response (Post 
030103) 85/05/08 Consolidated Edison Co of New York, fnc. lOpp 30615.338 
30616 347 

8506130443 Forwards Insp Rept 50 458/05 20 on 050318 22 & nofico of violation 
JOHNSON, E.H, Region 4, Office of Director. 65/05/08 CAHILL, W.J Gulf States Ulili 
lies Co 2pp 30278 333-30276 340 

-B5051 30445 Notice of violation from Insp on 650318-22 
' Region 4, Office of Director 65/05/08 3pp 30278'335 30276 337 

-6506130448 Insp Rept 50-458/85-20 on 050318-22 Violations noted failure to follow 
procedures in Implementing 2 serlos engineering & design coordination request & in 
parforming lime aelay control relay setpoint vorificalion testing. 

BENNETT.W R ^ HARBUCK,aC , WHITTLESEY, K A Region 4, Office of Director 66/ 
05/03 11 pp 30278 338-30278 346 

3505140426 Ack receipt of 850422 Hr Informing NRC of steps taken to correct violation 
3i devialion noted In fnsp Rept 60 458/85 07 1 mpfo mentation of correctilvo actions will 
be examined in future Insp 

JOHNSON.E H. Region 4, Office of Director 65/05/08 CAHILL, WJ Gulf States Utill 
lies Co 2pp 30374.349-30374 364. 

-8505140431 Responds to notices of violation & deviation contained In insp Rept 60 
456/05 07 Corrective actions fuel receipt delayed 1 day while S&W cleaned spent fuel 
poof Housekooping & cloanllnoss procedures Impiemented. 

CAHJLL.WJ Gulf States Utilities Co 85/04/22 MARTIN.RD. Region 4, Office of Di- 
rector 4pp 30374 351-30374.364 

6565140183 Ack receipt of 850422 Itr informing NRC of steps taken to correct viofallons 
noted fn Insp Ropl 50-450/65-03 

JOHNSON.E H. Region 4. Offico of Director 85/05/00 CAHILL, WJ Gulf Slates Ulifl- 
IfesCo 2pp 30367 137'3O307:14S. 

-3505140169 Responds to NRC 850319 Itr re deficiencies & open Items noted in Insp 
Rept 60 4 58/ 85-03 .Corrective actions noflflcation procedure revised & main control 
room modified to provide addi space & ofientollon for communicator 
BOOKERJ E Gulf Slates Ulifities Co 85/04/22 MARTIN, R D Region 4, Office of Di- 
rector 7pp 30367 139-30367:145. 

6S05150307 Forwards fnsp Rept 50 458/05 30 on 650401-12 No violations or devi 
at ions noted 

JOHNSON.E.R Region 4. Offico of Director 85/05/10 CAHILL.W J Gulf States Utili- 
ties Co 2pp 30398 249-30396 269 


-0505240337 Draft Rev 3 to ‘‘River Bond Stalion,Unit 1 Proservico fnsp Plart” 

• Gulf States UtlljliesCo C5/05/15 657pp 30500 108 30590 344 

-0505240342 Vol 4 to “River Bond Station Preservico Insp Plan” W/0B oversize 
drawings Aperture cards avallabfo In PDR 
** Guff States Utilities Co 85/05/15 1ipp 30590 335 30590 344 

0505290512 Responds to NRC concerns & SER Outstanding Issue 4 re status of in- 
service test program submitied on 041 105 & supplemented on 850121 Insp of piping 
woldfi submitted as preservice insp program 

BOOKER.J E. Gulf Slates UHtities Co 05/05/16 DEN TON, H R Office of Nuclear Re- 
actor Regulation, Director Ip 30595 1 40-30595 140 

8505290493 Forwards revised program plan for TDl standby dieso) generators Post-tost 
insps will be completed during May 1965 

BOOKER.J E Gulf States UUTitios Co 85/06/17 OENTON.HR Office of Nuclear Re 
actor Regufaloon, Director Ip 30595 141-30595 172 

-6505290501 Revised program plan for TOI standby diesol generators 

* Gulf States Utihllos Co 85/05/17 29pp 30595 142-30595172 


S Reportable occurrences, LERs & related correspondence 


840S030290 fntorlm Deficiency Rept DR-1 55 re personnel airlock seals supplied by Wi 
Wooley Co Next rept will be submitted by 841025 

BOOKER.J E Gulf Slates Utilities Co. 64/07/24 COL LINS. J T Region 4, Office of Dl 
rector Ip 25917 271-25917 271 

B505160D76 Further response to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since B401 01, Including operalion w/TDI diesel generators & use 
of TOI generators at facility App A documents m PDR 

F ELTON, J M Division of Rules and Records 84/0Q/2D BELL.N Nuclear Information 
& Resource Service 3pp 30454.105-30454.351 

-0505160104 Forwards attendance list,h 0 nd-ouls & slidos used at 840126 mooling w/ 
TDl Owners Group 

CARUSO, R. Licensing Branch 2 84/02/02. Licensing Branch 2 113pp 30454 110- 
30454 351 

8S0 51 30178 Suppis responso to FOIA request for documents re TDl diesel generators 
at facility & list of problems & defects whieft occurred w/TDI generators used or 
tdstod Forwards Apps A & B documents.OocumenIs also placed In PDR 
FELTON, J.M Division of Rules and Records 84/10/30 BELL.N Nuclear Information 
& Rosourc© Sorvice 4pp 30386* 192-30386 105 

-8404280430 Forwards commonts on "Design Review of Connecting Rod Bearing 
Shells for TDl Enterprise Engines" & "Emergency Diesel Generator Rocker Arm Cap 
screw Stress Analysis" Rep! does not present auflicienl dale to support bearing fire 
BEHLINGER.CH Division of Licensing 84/04^11 MCGAUGHY.JP. Mississippi 
Power & Light Co 7pp 30307332-30307 338 

-6407090357 Summary of 640426 moelinfl w/TOI Owners Group In Wading River, NY ro 
status & progress of program to establish rallabllily of diesel generator Transcript & 
viowgraphs onci 

MILLER.MA Division of Licensing 84/06/26 Division of Licensing 56pp 30307 352 
30300 179 

8603130167 Forwards 2,000 KW crankshaft torsional analysis & support package for de- 
letion rept Ofv Component O3 650c,por 850221 roquesl.Tablo re nominal sheer 
stresses mr each cylinder at load of 3,500 kW end. 

RAY.C.L TDl CTransamerfea Delaval, fnc.t Owners Group RAY.C.L Duke Power Co 
85/02/26. BERLiNGER.CH Office of Nuclear Reader Regulation, Director 70pp 
a0332'226 20332 207. 

8505010600 Fir^al Doficlency Rept DR -20 9 fo misconneclod voltage regulator wires on 
HPCS diesel generator suppllod by GE Initially reported on 6 5 03 06. Volt ago regulator 
wires rotermlnatod & HPCS dioseJ genoralor revised 

BOOKER, J.E Gulf Slates Ufllilies Co 65/04/10 MARTIN.R.D Region 4, Offico of Di 
rector. 3pp 30093 270 30093.272. 

6505010605 Revised Final Deficiency Rept DR- 182 re Limitorque Corp motor operator 
failure on feedwater Isolation valve Oporator returned to vendor & all damaged parts 
ropfaced. Vendor tested operator to Insure proper operalion 
BOOKER.J E. Gulf Stales UtililiGS Co. 85/04/fl MARTIN.R.D, Region 4, Office of Di 
rector. 3pp. 30093,264-30093 266. 


-8605160372 Insp Rept 50 468/65 30 on 650401-12 No violation or deviation 8605010076 Interim Deficiency Ropl DR- 275 ro welded studs for variable Inlet vane as- 

noted Major eroas inspected actions taken re IE bulletins & correction of previously sembly on four fans provided by Buffalo Forgo Co for standby gas treatment sya & 

Identified deficiencies por lOCFRSO 65(o) fuel bldg charcoal filtralIoi> units Intorfm or linaT rept oxMcted by 650430 

SMITH, W.F. JAUDON,J.P. Region 4, Office of Director 85/05/09 10pp. 30398*261- BOOKER.J E. Gulf Stales Utllitlea Co 85/04/15 MARTI N,R D. Region 4, Offico of 01- 

30398-269. rector, Ip. 30<f95'2S7-30095*267 


8606240404 Requests notification when 00% of surveillance procedures In support of 
Tech Specs approved for use Preliminary review of results of 650420 0503 loam insp 
Indicated shorlfall In preparation of procedures to Implement Tech ^eca 
DENIS E.R P. Region 4. Offico of Director 85/05/10. CAHILL, WJ. Gulf Slates Utilities 
Co 2pp. 30562 1 25-30662*126 


8506240596 Requests notification when insp of 60% of all aafoty-relaled raceways in 
Category I bldgs complete & 80% of scheduled bldg turnover accompllahed to acco 
modato fuel load schedule, per Const Insp Program new Initiatives. 

DENISE, R.P Region 4. Offico of Director. 85/05/10. CAHILL.W J Gulf States UlifiliGS 
Co 2pp 30562.043 30562 044, 


8605290694 Forwards revs to FSAR which suppis B41203 rept re IE Bulletin 79-27, 
"Loss of Non Cfass IE Instrumentation & Control Power Sys During Operation." End 
completes response to Confirmatory Item 31 of Tabte 1 4 of SER (NUREQ 0909), 
BOOKER.J E Gulf States Ulllilles Co. 85/05/13 DENTON.H R Office of Nuclear Ra 
actor Regulation, Director. 5pp. 3O6l0’357'3O6l6.a81< 


0505240334 Forwards draft Rev 3 to "River Send Station, Unit 1 Preservlce fnsp Plan,’ 
including Vol 4 sot of weld maps to provide cross-reference to App C of plan. 
BOOKER.J.E Gulf States Ulillliea Co. 65/05/16. DENTON, H.R. Office of Nuclear Re 
actor Regulation, Director. 5pp, 30508 103'30690 344 


8505010086 Intarlm Deficiency Rept DR-273 re relocatiorr of four Rosemounl pressure 
transmitters Interim or final rept will be provided by 65D522 
BOOKER, J.E. Gulf States Ulifilies Co. 85/04/15. MARTIN.R.D Region 4, Office of Di- 
rector Ip. 30095*256 30095:266 

8S050104SO Interim Deficiency Rept DR -274 re field wiring to American Swiicfi Co & 
Target Rock Corp solenoid valves Interim or final rept will be provided by 650516. 
BOOKER, J.E. Gulf Slates Utilities Co. 05/04/15 MARTIN, R 6 Region 4. Offico of DI 
rector. Ip. 30094.034-30094 034, 

85060 10S95 Interim Deficiency Rept DR-242 ra fraclure of pinion gear In Limitorque 
motor operalor of RHR sys safe ly-rola led valve Interim or final rept wjII he provided by 
050515, 

BOOKER, JE Gulf Slates Utilities Co 05/04/16 MARTIN.R.D Region 4, Office of Di- 
rector, Ip. 30003.274-30093:274 

8505010255 Final Deficiency Rept DR-291 re ruptured 22 gauge crankshaft plug on 
standby diesel generator supplied by TDf Initially reportecT on 8503 18, All 22 gauge 
crankshaft plugs replaced w/10 gauge plugs 

BOOKER.J E Gulf Slalaa Utilities Co. ^5/04/17. MARTIN, R.D Region 4, Oflice of DI 
rector. 3pp 30095.090-30005 092. 



248 DOCKETED ITEMS 


9505010263 Final Oeliciency Repi DR 210 ra cracking of puiror piston rods In Morfol 
5HK circuit breakers supplied by Brown Seven Eleclncjnc InlialCy reported on 
950320 Pislon rods roplaced 

BOOKER.J E Gull States Utilities Co a5/'04/19 MAR71N,H D Region 4. Office ol Di- 
rector 3pp 30095 072 00095074 

9505030049- Final Pelicioncy Repl DR 117 ro previously unanalyzed containment nega- 
tive pressure Iransionl Initially reported on B30030 Caused by low atr mass 
scenarloAII acenanoa of possibJo reduced containment air mess developed & ana- 
lyzed 

BOOKER.J E Gull Slates Utilities Co 85/04/19 MARTiN.R 0 Region 4. Office ol Di- 
rector 2pp 30140 316 30146316 

9505030713 Interim Deficiency Rept DR-2ai re inconsistent operation ol ITE Rowan 
auxiliary J14 relays fmtially reported on 850320 Auxiliary relays replaced 6 fnsp per- 
form Gd on all olhor J14 relays Next rept expected by 650514 
BOOKER, J E Gulf Slates Ulilities Co 85/04/19, MARTIN, R D Region 4, Office of Di- 
rector 3pp 30142 339-30142 341 

0505170384 Forwards addi Info requested in response to Hem 8 ro TDl diesel genera- 
tors at facility, Info revises 650411 responso & completely addresses all items in ro- 
gue st 

BOOKER.J B Gulf Slates Utilities Co 85/04/22 DENTON, HR Olfice of Nuclear Re- 
actor RegulBlIan, Director 72pp 30462 014 30462 097 

850SI70550 Forwards revised response 1o Hems B & 16 of 931229 request for addI Info 
re TDl diesel generators All items addressed complotefy 

BOOKER, J E Gulf States UIiIjIios Co 65/04/22 DENtON.HR Olfico ol Nuclear Re- 
actor Regulation, Oiraclor 165pp 30491 138 30461 302 

8505030577 Final Deficiency Repi DR 277 re Category II flux containing zrnc chlorcde 
used for Category J terminations causing corrosion on coanectors Inilrally reported on 
850322 Soldor connections reworked using proper solderirfl proceduras 
BOOKER.J E. Gull Stales Utililios Co 05/04/23 MARTI N.R D Region 4. Office of Di- 
reclor 3pp 30146 351 30146 353 

8505930717 Final Deficiency Rept DR 263 ro production lest failures of the/mocoupio 
oxtersion wiro supplied by Rockbeslos Co Initially reported on 650322 Cable re- 
placed w/cablo ttiat successfully passed production tests 

BOOKER, J.E Gulf Slates UtiMies Co 85/04/23 MARTIN, R 0 Regron 4, Office of Di 
rector 3pp 30142089 30142 091 

85D5020142 Notilication of 650428 meeing w/uti3 S BNWL in BQthesda,MD re technical 
discussfon of TO) diesel capacity el facility 

STERN.S W Licensing Branch 2 65/04/2S SCHWENCER.A Licensing Branch 2 
3pp, 30130 283-30130 265 

8605060538 Interim Deficiency RopI DR 292 re conirol relay conlacts for CHO backup 
scram valves suppliod by GE Interim or final rept will bo provided by 950515 
DOOKER,J E Gulf Stales Utiiilies Co 85/04/25 MARTlN.R D floglDr>4, Office of Di 
rector Ip 30193 048-30183 046 

9506060533 Intorrm Deficiency Ropl DR-293 re structural steel supplied by Interstate 
Steel Supply Co Interim or final ropl wilt be provided by 850515. 

0OOKER,J E Gulf Slates Utilities Co 85/04/26 MARTIN, R D Region 4, Office of DJ 
roclor Ip 30163049-30183.049 

9505060542 Intorrm Doficiency Repi DR 295 re AKO 6 480 voU switchgear supplied by 
GE Intonm on final ropl will bo provided by 850514 

BOOKER, J E Gull Stales Ulifitlos Co 65/04/26 MARTlN.R D Region 4. Office of Di 
reclor Ip 30163 047-30163 047 


8505070460 Final Ooficloncy Repi DR'267 re fuse blocks located inside Class IE unln 
lerruptiblo power supplies furnished by Elgar Corpfnilially reported on 650403 Mods 
made to provide proper block-to bar connection to Disposition N&D 10.692 
BOOKER, J E Gulf States Uliritiea Co 65/04/26 MARTlN.R D Region 4, Office of DI 
roclor 3pp 30204 129-30204 131 

8505070478 Final Deficiency Rept DR 275 re breakage of four arcwefded mounting 
aluds for variable Intel vane dampor assombly on Buffalo Forge Co Fan 
IGTS^FNIA Sluds replaced w/lhroaded bolls Condition not reporlablo per 
l0CFRSO65(fl) 

BOOKER ,J E Gulf Slates Utilities Co. B5/04/26 MARTlN.R, D Region 4. Of free of DI 
roclor. tp 30204.180 30204 189 


6505070491 Final Doficioncy Repi OR 291 re nonuniform bearing of charcoal filter hous- 
ing steel channels against surlace of concrete rrvauntJng 9/ or resting pads Inltialfy re 
ported on- 6504 1 Z.Gapa packed w/steof shims 

BOOKER.J E Gulf Slates Utilities Co 65/04/26 MARTlN.R O. Region 4, Office ol Di 
recicr 3pp 30204:200 30204 202 

8505080051 Revised final Deficiency Repi DR 265 ro deterioration of TOI shielded 
cables In excitation cabinets of standby dJese! go aerators Sub} wiring efisnged using 
Rockbestoa Firewall III cable 

BOOKER.J E. Gulf Slates Utilities Co 65/04/26 MARTlN.R 0 Region 4, Office of DI 
reclor 3pp. 30226.233 30228' 235 

6505890501 Final Deficiency Rept DR-176 ro cracked diossf battery cells In GE-supplied 
MFCS replacemant ballones, damaged flame arresters & improper documontallon for 
replacemonl battery set Inlllally reported on 8 50403, Replacement sal fnslallad 
BOOKER.J E. Gull Stales Utilities Co. 95/04/26 MARTlN.R D Region 4. Office of Ol 
reclor. 2pp 30231 331-30231 332 


9605080333 Interim Deficiency Repi DR-296 ro tube steel supports furnished by 
Hub.Inc.Nexl rent will be provided by 650514 

BOOKER. J E. Gulf Stales Ullfitios Co. 85/04/29 MARTlN.R D Region 4, Office of Di 
rector Ip 30229:167-30228 167. 


8505080338 Inlerim Deficiency Rept DR-2e9 re fuel oil hack pressure valve mfg by 
Target Rock Corp for TDl supplied standby tfiesel generators Next repi will be provid- 
ed by 650515 

BOOKER, J.E Gulf States Utilities Co 85/04/29 MARTIN, R.D Region 4, Olfice of Di- 
rector. 1p. 30228 168*30220' 1 59 


9505090510 Interim Oeficfoncy Rept DR 298 re TOI check valves fn on engine mounted 
slartfng air piping for standby dlesef gen era tors. Next rMl wilf bo submitted by 850514 
BOOKER ,JE, Gull Slates Uhldfes Co 85/04/29. MARTlN.R D Region 4. Office of Dl- 
reclor Ip. 30231 r358 30231 356 


8505168471 fnterinn Dalicfoncy Rept DR-300 re hydrotest documenfation for pressure 
retaining welds in reactor pressure vessel supplied by GE Interim or final status repi 

S ' d by B50516. „ ^ _ 

n.JE Guff Stales Ulililies Co 85/05/03 MARTlN.R 0 Region 4. Office ol Di 
reclor Ip 30413 1 17-304 1 3 117 

05OS2382O4 Final Deficiency Ropt DR-267 ro failure of optical isolators supplied b/ 
GE Failed isolator cards ropafreef or replaced Condition detarmlned nol ropertablo per 
10CFR5O55io) 

BOOKER J E Gulf States Utilities Co 65/05/03 MARTlN.R D Region 4. Office ol Di 
rector Ip 3053B 264-3053S 264 

6505230236 Fmol Deficiency Rept DR 288 re polycarbonate air filter bowls in engine 
conirol panel for standby diesel generators supplied by TDl IndialJy reporto-d on 
650403 fiowls rewoelad to be metal Gondtiton not reportable, por 10CFR50 55 fo) 
BOOKER J E Gulf Stales Utilities Co 05/05/03 MARTlN.R D Region 4. Office of Da 
rector ip 30538 201-30530 291 

0505240474 Revised final Deffcioncy Rept DR-IOO re improper re In slab at ion of shafts & 
impellers in four fill pumps supplied by Gould Pumps.Inc, Pumps rework-od 
BOOKERJE Gulf States UllllllasCo 85/05/07, MARTlN.R D Region 4, Orfico of Di 
rector 3pp 30562 127-30562 129 

0505280363 Inlenm Doficioncy Repi DR 156 ro conductivity cells & Indicators supplied 
by GE Next rept will bfl provided by B50517 

BOOKER,JE Guff Slates Utililles Co 85/05/07 MARTlN.R D Region 4, Olfico of Di 
rector Ip 30580 340-30560 340 

8505200307 Revised final Doficioncy Rept DR 208 re improper fubrlcanl in two fuel poof 
cooling pumps & motors Ini Hally roported on 850129 Molws 
di$asseniblod,cloaned,reassomblod & returned to operation 

BOOKER.J E, Gulf Stales Utilities Co 05/05/07 MARTlN.R D Region 4, Olfico of Di 
rector 3pp 30619 101-30619 103 


8605280133 Revised final Defrciency Rept DR-234 re short cap scrows, shallow Iwit 
rtofos & damaged dowel pins in awing check valves supplied by VoIbi 
E ngIneofing.Ud ^ort bolls replaced w/1 1/2 inch long bolts 
aOOKER./E Gulf Stales UtilHies Co 65/05/00 MAPfTIN.R D Region 4, Office of Di- 
roclor 3pp 30582 313-30562 315 

3505280353 Revised final OeficlGncy Rept OR-226 re motor torque specified for Velai 
Engm coring, Inc motor operated valves Max opera ling differential pressure reduced W 
250 psi, allowing for reduced thrust requirement 

BOOKER.J E, Gulf Slates Utilities Co 65/05/00 MARTlN.R 0 Region 4, Office of D 
reclor. 3pp 30500 341*30560.343 


0595200083 NofificalFon of B50510 meeting w/uKl in Both03da.MD.tor exploratory diS 
cusslon on possible util Initiative to lessen emergency electrical loads on TDl deosoi 

iTERN,SM Licensing Branch 2 85/05/09 BUTLER.W R Licenslrg Granch 2 4pp 
30502 00130502 004 


65CI5210323 Part 21 rept re potential defect In engine generator conirol panels of DSfl 
or OSRV-16 standby diesel generator Review of generator control panel Installaiion. by 
each facility recommended . ,, 

80YER.RE Transamarfea Delaval. Inc 85/05/17. Director's Office, OFhea of Inspcc 
lion and Enforcement 5pp 30489*339-30489 343 


DOCKET 60-459 RIVER BEND STATION, UNIT 2 


A. Appllcatlen/construcUon stage documents & correspondence 

8B05200001 Further response to FOIA request that records re 15 listed FIM files ba 
made available In PDR.App C & D records available fn FDR Review co^nilinuing 
F ELTON. J.M Division of Rules and Records 84/09/20 SHOLLY.S.C. Union of Con 
corned Scientists 12pp 30503 072-30693 083. 

-0309260340 Forwards Site condition Info for remaining seven of 10 sites as part ol 
seismic Ihazard chsraclerf2alion program 

KIMBALL.J. Geosciences Branch 83/09/16 BERNREUTER.D Lawrence Livermore 
Nalfonal Laboratory 7pp 30503.084-30503 090 


S, Reportable occurrences, LERs & related corfoapondence 


8505100075 Further response to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since 84 01 01. including operation w/TOI diesel generators & usq 
of TOt fieneiatots at facility App A documents m PDR. 

FELTON, JM Division of Rules and Records 04/00/20, BELL.N Ni/ctaar In formation 
& Resource Service 3pp 30454:105-30454.351, 

-8505160104 Forwards attendance list.handogts & slides used at 8401 S6 meeting w/ 

TDl Owners Group ^ ^ ^ 

CARUSO.R LIcanaIng Branch 2. 84/02/02. Licensing Branch 2 113pp. 30454 110 
30454*351, 


8605130178 Supple response to FOIA request for documents re TDl dlosol generators 
at facility & fisl of problems & defects which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents also placed In PDR 
FELTON, J M. Division of Rules and Records 84/10/30. BELL.N Nucloar Information 
& Resource Service. 4pp 30308 192*30386.195. 

-8404260430 Forwards comments on “Design Roview of Connecting Rod Bearing 
Shells for TOf Enterprise Engines" & "Emergency Diesel Generator Rocker Arfru Cap 
screw Stress Anatysls" Rept does r:ioi present sufficient dala to support bearing Iifo 
BERLtNGERpC.H. Division of Licensing. 04/04/11 MCGAUGHY.J.P. Misslssfpp 
Power & Light Co, 7pp 303e7{332-30387:338. 

-6407090357 Summary of 840426 meeting w/TDI Owners Group In Wading River, NY rc 
status & progress of program to esIabHah reliability of diesel genera tor. Tran script j 
vlewgraphs oncL 

MIUtFfM A Division of Licensing. 84/06/28. Division of Licensing. 50pp. 30387 352 
30388.179. 
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8605020142 NoliHcation of 850426 meeling w/uKI & 8NWL in Beth&sda.MD re lechnical 
discussion of TDI diesel capacity at facility 

STERN.SM. Licensing Branch 2 05/04/26 SCHWENCER.A Licensing Branch 2 
3pp 30130 283^30130 205 

8605200083 Notification of 850510 meeting w/util In Bothesda.MO.for exploratory dis- 
cussion on possible util inilialive to lesson emergency ofectrical loads on TDI diosel 
generators 

STERN.SM Licensing Branch 2 85/05/09 BUTLER.WR Licensing Branch 2 4pp 
30502.001-30502 004 

8605210323 Part 21 rept re potential defect In engine generator control panels of DSR 
or DSRV’1 6 standby diesel generator Review of generator control panel Installalioni by 
each facility recommended 

BOYER, R E Transamerlca Dolaval, Inc 85/05/17 Director’s Office, Office of Inspec- 
tion and Enforcement 5pp 30489 339-30489 343 


DOCKET 60-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appllcatlon/constructlon stage documents A correspondence 

8505230072 Requests approval to apply Code Case N 411 (n piping design conform 
ance analyses where use would preclude requirements for hardware mods & in opt! ml 
zatlon of pipe supports for seismic requirements 

SORENSEN, GC Washington Public Power Supply System 85/05/16. 
ADENSAM.E G Licensing Branch 4 2pp. 30533 267-30533 26B 

85053 f 0801 Summary of 650430 moeling w/ulil re Design Readiness Review Program 
proposed for impfementation beginning Jul 1985 & Jul 1906 for Unite 3 & 
l.resp^eclively Moeling attendees list, near- term activities list & schedule end 
HOOUD Licensing Branch 4 85/05/16 Licensing Branch 4 19pp 306B4 249- 
30684 268 


0. Inspection reports, IE Bulletins & correspondence 

0606 1 30034 IE Info Notice 85 037, “Chemical Cleaning of Steam Generators at Mill 
stone 2 ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response fPosl 
830103) 85/06/14 Yankee Atomic Eleciric Co 4pp. 30848,272-30849 014 


S. Reportable occurrences, LERs & related correspondence 

8505150075 Further response to FOIA request for docomonts re operation of Grand 
Gulf Nuclear Station sinco 640101 .including operation w/TDi diosel generators & use 
of TDI generators at facility App A documents In PDR. 

FELTON, J.M. Division of Rules and Records 84/09/20 8ELL,N Nuclear (nformalion 
& Resource Service 3pp 30454 105 30454 351 

-8 5 051 601 04 Forwards attendance list, handouts & slides used at 840126 meeting w/ 
TDI Owners Group. 

CARUSO.R Licensing Branch 2 84/02/02 Licensing Branch 2 113pp 30454,110- 
30464-351 

8505130176 Suppis response to FOIA request for documents re TOI diesel generators 
at facility & list of problems & defects which occurred w/TD) generators used or 
tested Forwards Apps A & B documents Documents also placed In PDR 
FELTON, J M Division of Rules and Records 84/10/30 BELL.N, Nuclear Information 
& Resource Service. 4pp 30306 192-30386 195 

>8404260430 Forwards comments on "Doslgn Review of Connecting Rod Bearing 
Shells for TDI Enterprise Engines” & "Emergency Diesel Generator Rocker Arm Cap- 
screw Stress Analysis.” Rept does not present sufficient data to support bearing life 
BERLINQER.C.H Division of Licensing 84/04/11 MCGAUQHY.J.P. Mississippi 
Power & Light Co. 7pp. 30387 332-30307*338. 

- 0407090357 Summary of 840426 meeting w/TDf Owners Group In Wading River, NY re 
status & progress of program to establish reliability of diesel generalor.Transcrlpt & 
vlBwgraphs end 

MILLtR.MA Division of Licensing 84/06/26 Division of Licensing 68pp 30307.352- 
30388.179 

0506210323 Part 21 rept re potential defect in engine generator control panels of DSR 
or DSRV'16 standby diosef generator Review of generator control panel installation by 
each facility recommended 

BOYER.R E Transamorlca Delaval, Inc 85/05/17. Director’s Office, Office of inspec- 
tion and Enforcement 6pp 30489 339 30489 343, 


DOCKET 60-461 CLINTON POWER STATION, UNIT 1 


A. Appilcalion/constructlon stage documents & correspondence 

6505180439 Responds to FOIA request for all statements by JD Priest In cor>nectlon w/ 
charges against Baldwin Assoc Documents listed on App A available In Dept of Labor 
case Me Portions withheld (ref FOIA Exemptions 6 & 7) 

FELTON, J.M Division of Rules and Records 84/09/17 LASHBROOK,JB Affiliation 
Not Assigned. 2pp. 30446.132-30448.136. 

-S605 160447 Discusses allegations ro trend analysis group for facility <ATS Rlil-84'A- 
0050] Info deleted 

WEIL.C H Region 3, Office of Director 04/04/1 9 NORELIUS.C.E. Division of Project 
& Resident Programs 2pp 30446 134-30446.135 

>•6605160453 Forwards memo re complaint of discriminatory discharge from employ of 
Bardwifi Assoc at facility Info deleted. W/o end 

WEIL.C, H. Region 3, Office of Director. 84/04/23 WR(QHTMAN,F. Labor, Dept. of. 
1p 30446-136-30446.136. 

8502200266 Confirms 850307 meeting In Chicago, IL to discuss Bechtel Corp final inde- 
pendent design review rept of facility 

NORELIUS.CE Region 3, Office of Director 85/02/21. GERSTNER,WC. Illinois 
Power Co Ip. 29125-131-29125:131. 


6505100161 Forwards comments & questions ro uti) rept, "Results of Qualify Programs 
(or Const of Clinlon Power Slation ” Further comments may be sub mi tied .pending 
evaluation of results of G50422 meeting 

SAMELSON.A Illinois, Slate of 85/04/12 KEPPLER.J G Region 3. Office of Direc- 
tor 6pp 30246 239-3024 0 244 

8505010201 Forwards first draft Tech Specs Draft document will be basis for 850528 
meeting in Bethosda.MD to discuss areas where addi info may be required to ensure 
that final Tech Specs documented In FSAR reflect as-built plant design 
SCHWENCER.A Licensing Branch 2. 85/04/18 SPANQENBERG.F. Illinois Power Co 
542pp 301 OT 151 30102 332 

8505090072 Advises of completion of review of uti! 850403 request for aulhorizatlon to 
use ASME Code Case N-413, “Min Size of Fillet Welds for Linear-Type 
Supports, Section lll.Div 1, Subsection NF,” Code case acceptable 
SCHWENCER.A Licensing Branch 2 85/04/30 SPANQENBERG.F Illinois Power Co 
2pp 30254 011-30264 012 

8604290442 Generic Ltr 85 07 to all operating reactor licensees re implementation of 
integrated schedules for plant mods. Svc list end 

THOMPSON,HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218 149-30210 170 

0505070264 Cerlifios compliance to 10CFR50 40 ro environ qualification of electric 
equipment Important to safoly.por Generic Ltr 84-24 Program In place which controls 
IE bulletins a info notices from receipt to closeout 

HALL,O.P Illinois Power Co 85/05/03 THOMPSON.HL Division of Licensing 1 d 
30179 361-30179 361 


8505090299 Forwards percent complete profile, key events & sys turnover schedule 
tracking charts.per Jul 1984 request Chari updates will be sent on quarterly basis 
SPANGENBERQ.F Illinois Power Co 85/05/07 SIEGE L.B L Licensing Branch 2 
4pp 30219.048-30219 051 

8605150144 Submits quarleily update on const schedule.per NRC 810509 
request Limiting sys schedule 53 days behind Delay addressed through partial sys 
turnovers to alfow concurrent const & testing Fuel load scheduled for 860103 
HALL.DP Illinois Power Co 85/05/09 DENTON. HR Office of Nudear Reactor Reg 
ulatlon. Director Ip 30305 262-30395 252 

8505240586 Responds to util 650403 request for evaluation of proposed scope of pre 
limlnary analysis for hydrogen conlroJ for compliance W/10CFR50 44 Scope of pro- 
rosed submitlal acceptable w/ listed mods 

BUTLER, W Liconslnn Branch 2 85/05/10 SPANQENBERG.F Illinois Power Co 
5pp 30575 214-30675-21 0 


8605170122 Forwards final draft "Environ Protection Plan," for review Response re- 
quested by 850801 

SPANGENSURG.F Illinois Power Co. 85/05/14 SIEGEL.8.L Licensing Branch 2 Ip 
30442-127-30442.138 


-8505170126 Finaf draft “Environ Protection Plan “ 

* Illinois Power Co 05/04/30 lipp 30442.120-30442130 

8505240591 Forwards agenda for 650723 & 24 Caseload Forecast Panel site visit & list 
of panel representatives. 

BUTLER, W.R Ucansing Branch 2 05/05/15 SPANGENBERQ.F Illinois Power Co 
6pp 30575.208-30575 213. 

8505220002 Affirms that util will Imploment Ren Guido 1 33, "Surveillance Require 
monis," prior to fuel load EPFI all Illation will be contained to monitor progress of 
cable study being performed by Unlv of Connecticut 

SPANGENBERQ.F Illinois Power Co. 85/05/20 BUTLER, Wfl Licensing Branch 2 
Ip 30520 271-30520 271 

0505240292 Requests approval by 650-821 to use ASME Code Case N-71-13, "Add! 
Malls for Subsection NF, Cl asses 1,2,3 & MC Component Supports Fabricated by 
Weldino.SectionlN.Djvl." 

SPANGENBERQ.F Illinois Power Co 85/05/22 BULTER,W.R. Licensing Branch 2 
Ip 30556 300-30556 300 

0506210106 Generic Ltr 05 06 to all holders of CPs & OLs re 10CFR20 40G termination 
reple • fornoats. 

THOMPSON, H.L. Division of Licensing 85/05/23. Consolidated Edison Co. of Now 
York, Inc 20pp. 30602 282-30682.301. 

O5OS20O219 Fonvards updated draft Tech Specs for review, Chang os constitute plant- 
specific changes to setpoints resulting from review of design oocumenta & as built 
info.per 650525 meeting 

SPANGENBERG.F, fllinols Power Co. 85/05/23 BUTLER, W.R, Licensing Branch 2 
161pp 30571.001-30571.151 

0505290144 Requoata approval for alternata method of meeting Section C2.a of Rev t 
to Reg Guide 1 too for periodic testing of diesel generator units by running either 24 h 
test or running diesel at 100% power Approval requested by 850621, 
SPANQENBERG.F. Illlnofs Power Co. 05/05/24. aUTLER,WR Licensing Branch 2, 
ip. 30600004-30600-084 

850B290269 Forwards clarification of 850416 request for exemption from piping design 
criteria re arbitraiy pipe breaks Provisions minimize steam & water hammer effects. 
SPANGENBERQ.F. Illlnofs Power Co 05/05/24. BUTLER.WR Licensing Branch 2. 
3pp. 30597.1 32-30597 134. 


E. NRO Safety Evaluation Report (8ER), supple & correspondence 

0505020237 Forwards nonpropdelaiy & proprietary GE rept "Clinton Plant-Unique En- 
croachments Final Test Rept," resolving Confirmatory Issue 71 Proprietary repi with- 
held (ref 10CFR2 790) K y H 

SPANQENBERG.F, Illinois Power Co 06/04/29. SCHWENCER.A Licensing Branch 2. 
3pp, 30106:179-30108 206. “ 

-85D5020249 "Clinten Plan l-Un (qua Encroachments Final Test Rept " 

KINQ.M.N,, LAM.S.T, MINTZ.S General Efeclrlc Co. MDE-36 028B 86/02/22 27pp 
30106:184-30106,206. 
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8505200281 Confirms GE mview of eme^gonoy operating procedures, per NUREG- 
0737, TMI Merrs I Cl Resolution of GE comments expected by Jut 1985 Implementation 
processes reviewed & approved by NRC per SER (NUREG 0B53,Soctjon 13 6 3) 
SPANGENBERG.F lliinols Power Co 85/05/16 0UTlEn,Wfl Licensing Brancb 2 
2pp 3^463 136 30488137 

8505210265 Provides suppi info in response to request for addi info re SEfl (NUREG- 
0976) Outstanding Issue 9 concerning LCX^A related pool r^namlc loads Issue 
rasofvod W/eighl overside drawings Aperture cards available in PDR 
SPANGENBERG.F Illinois Power Co 85/05/16 BUTLER, WR Licensing Branch 2 
lipp 30500 262-30500 326 

-6505210303 "Bulk Pool Swell Impact Loads on Smafl Structures Above Pool Surface 
at Clintorr Power Station Evaliratron of Impact of ’Maise Cnterfa* on Original Design ” 
* Bums a Rob Co 65/05/31 32pp 33500 Z35 30500326 


0504250455 (E Info Nolice 85 035. "Failufe of Air Check Valves to Seat ” SvC fi$l er 
JORDAN, E L Division of Emergency Preparedness & Engineering Response ip< 
830103) 06/04/30 Consolidated Edison Co of Now York, Inc lOBpp 30)15 Dj 
30115 184 

8505070380 Forwards Insp Repl 50 461/85 16 on 8503 18-22.040 1*05 & 08-1 1 No \k> 
lions noted 

REYES.LA Region 3, Office of Director B5/05/01 GERSTNER.WC, Illinois Pcp* 
Co 2pp 30177 291-30177 299 

.*8505070366 Insp Rept 50 461/05 16 on 850318 22,0401-05 & 08 11 NO> vsdlabor^ 
doviaHons noted Maior areas inspected QA/CX5 adrvwnlslrahon.oocufnt 
control, records & losi & measurement equipment prograrps 
SUTPHIN.R N . VANOEL.T.E , HAWKINS, F C Region 3, Office of Oirectof 85/OS/c 
7pp. 30177 293 30177 299 


R Security, medlcaJ, emergency & fire protection plans 

8505100226 Informs of 850523 24 site survey by DOl.Boise Interagency Fire Cir 
re press n tall ve .per 850418 tslcon Access lo emergency operations facility requested 
PAPERIELLO.C J Renron 3, Offica of Director 85/04/23 GERSTNEfl.WC fjlinoia 
Power Co Ip 30246.176-30246'f76 

8505029237 Forwards nonproprietarY & proprietary GE ropi “Clinton PJant-UnIquo En- 
creachmenls Final Tost Ropt," resolving Confirnialory Issue 71 Propriolary repl with 
he/d (ref 10CFFr2 790) 

SPANGENBERaRllfinors Power Co 85/04/29 SCHWENCER.A Licensing Branch 2, 
3pp 30106 '179-301 06 206 

-8505020249 *'Cfifilon Plant-Unique Encroachments Final Test Repl " 

KING.M N . LAM.S T . MINTZ,S General Electric Co MDE-36-0285 85/02/22. 27pp 
30106 184 30106 206 

8505070059 Forwards insp Repl 50-461/85-19 on &50423-24NO noncompijance noted 
PAPERIELLO.CJ Regjon 3, Office of Director 85/05/02 GERSTNER.W.C ll/mofs 
Power Co 2pp 30172 115-30172119 

-8505070065 Insp Rept 50-461/85-19 on 850423*24 No noncoirplianco or deviation 
noted Major areas Inspected emergency prepa/ednessjncfudjng equipment, (raining & 
facilities to avaluato readiness for preopefattonal appraisal 

SNELL.WG, ROHRER.DM, PHILLIPS.MP Region 3. Office of Oireclor. 85/05/02 
3pp 30172 117-30172.119 

$505150576 Forwards comments on revised SPDS design based on 850220 
meeting Comments listed according to uIjI responses to NRC/Sclence Applications 
Inti, Inc audil findings desenbed In 650220 brieffng book 

SCHWENCERA Ucens/ng Branch 2 85/05/08 SPANGENBERG.F filinoFS Power Co 
6pp 30438 097-30438 072 

8505200281 Confirrr^s GE review of emergency operating procedures,p6r NUREG- 
0737JM/ Kern f C 7 Resolution of GE comments expected by Jul 1985 Implementation 
processes reviewed & approved by NRC per SER i(NUREG 0&53.SectJon 136 3) 
SPANGENBERG.F. Illrnote Power Co. 85/05/16 BUTLEaWR Licensing Branch 2 
2pp 30468 136-30488 137 

8605310360 Req^uesls NRC appraisal of emergency response faciiihes afier 880103 fuel 
load Dale can bo determined after emergency preparedness Implementation appraisal 
fnOct19B5 

SPANGENBEflQ,F. Illinois Power Co 85/05/29 eUTLEfl.WR Licensing Branch 2 
2pp 30642 173-30642 174 


8505070059 Forwards Insp Repl 50-461/65-19 on 850423-24 No noncomplianca noia 
PAPERIELLO.CJ Region 3, Offica of Director 85/05/02 GER5TNER.WC 
Power Co 2pp 30172 1 1 5-301 72 1 1 9 

-8505070065 Imp Repl 50 461/85-19 on 850423*24 No noncomplianca or dowatic 
noted Major areas /nspected'emergency preparetfness.lncfucfing equipmenl.trairur)^ 
facilities to evaluate readiness for pre operational appraisal ^ 

SNELUW.G, ROHRER.DM., PHILLIPS.MP Region 3. Office of Director O6/05/O; 
3pp 30172 117-30172119 

850SO 70264 Cerlifies compliance to 10CFR60 49 re environ qualification of elecln 
equipment Important to safety, per Generic Lir 84-24 Program in place which centiol 
IE bul/elins & Info notices from receipt to closeout 

HALL.DP Illinois Power Co 85/05/03 THOMPSON.H L Division of Licensing T; 
30179 361-30179,361 


8505140119 Ack receipt of 850419 answers to NRC 850411 questions & comments r 
changes In overlrisp program implementing procedures Changes made in accoidaao 
w/overlnsp program plan Review complete 

KEPPLERJ G Region 3, Office Of Otreclof 85/05/07. QERSTNER,WC. fifrnois Powe 
Co 2pp 30367.092-30367 093 


8505T401B8 Forwards 850301 Hr analyzing technical items re Allegation R IN 84 A 
0196-07 per fnsp Rept 50-461/85-08 Requests technicalities bo rov/ewed & resorvei 


by Baldwin Assoc & approved by uli) Wo end 
NOReLIUS,CE Region 3, Of ■ - 


. ,, Office of Director 05/05/07. GERSTNER.WC lINnoli 

Power Co. Ip 30375183-30375183 


8505060418 IE Info Nollce B4-52,SuppJ 1. “Inadequate Mat) Procuremanl Controls or 
Part of License os & Vendors “ _ 

JORDAN, £L. Division of Emergency Preparedness & Engineering Response IPps 
830103). 05/05/00 Consolidated Edison Co of New York, Inc 10pp. 30615 338- 
30615347 


8505130454 Forwards Meeting Rept 50 461/85-24 on 850422 re proposed changes Ic 
Qvennsp program 

KEPPLEajS Region 3, Office of Director 86/05/08 GERSTENER.WC Illinois 
Power Co Ip. 30278;352.30278 357. 

-8505130455 Meeting Rept 50-461/05-24 on 850422.Major areas discussodJ proposed 

changes to overlnsp program _ 

JABLDNSKI.FJ, GV^NNJ P Region 3, Office of Director 85/05/03, 5pp 
30278 353-30278 357 


K, U Hilly Final Safety Analysis Report fFSAR) A amends 

8505090276 Amend 33 to FSAR for Clinton Power Station, Unit l.W/650426 Hr. 

* Illinois Power Co 85/04/30 DENTON.H.R Office of Noefoar Reactor Regulabon. 
DiraclOf. 468pp 30224 133 30225 240. 


P. Operating license stage documents & correspondence 

850522097$ Submits list of Sargent & Lundy drawrngs being sent to NRC (o enebie 
completion of technical review of fisied ricensing issues, per B Siegef requosi 
SPANGENBERG.F. Ifllnols Power Co 85/05/20 BUTLER, WR Licensing Branch 2 
2pp 30519 207-30510-208 


Q, fnspectfan reports, IE Bulletins & correspondence 

6505020276 Forwards fnsp Repl 50-461/65-17 on 850325-28 No noncompliance noted 
PAPERIELLO.C.J Region 3, Offico of Director 86/'04/19 GERSTNER.W.C Illinois 
PowerCo.2pp 30117 351-30117.360. 

-$505020286 Insp Rept 50-461/85*17 on 850326 28 No vlofalfcn or deviation 
notod.Major areas Inspected radiological environ moqllorlng program & chemJelry & ra- 
dlochom'tsiry, 

OESTMANN.M J , HOLTZMAN.R.B , SCHUMACHER, M C. Region 3, Office of Director. 
65/04/16 8pp 30117:353 30117.360 

8505020469 Deficiency repl re electrical raceway support delects Identified In fnsp Rept 
60 461/81 05 & Deficiency Repl 80-09 re Inadequate const control of electrical race- 
way hanger fr>slaWation 

CONNEl\,IV. minors Power Co 85/04/19 KEPPLER.JG Region 3, Otfico of Direc- 
loi. 3pp 30117 271*30117 373 

8605060347 Clarifies use of phrase ’’w/genanc Implications'* fn third cnierion for termi- 
nation of ulil ovennsp program discussed fn 650329 Itr Further reinsp for nonconform- 
ing condition unique to item would not bo productive 

HALL, OP. Illinois Power Co. 85/04/26 KEPPLER.JG Region 3, Office of Director. 
2pp. 391 55-169-30165. 170. 

8504250452 IE into Notice 85 034. "Heat Tracing Contributes lo Corrosion of Stainless 
Steel Piping." Sve fist end 

JORDAN.EIL. Division o1 Emergenev Preparedness & Engfnoerfng Response (Post 
030103). 86/04/30. Consolidated Edison Co of New York, Inc. 107pp 30115 185- 
30116,291 


0605140290 Forwards Insp Rept 50-401/85 25 on 850314 & 0424 No violalfons Of devi- 
ations Identified ^ „ 

HARRfSON.JJ. Region 3, Office of Director 85/05/08. GERSTNER.W.C mmols 
Power Co 2pp 30375 228-30375 233 

-8505140297 Insp Repl 50 461/86-25 on 850314 & 0424 No viofalions or ^o^atforis 
noted Major areas fnspacted previous fnsp findings, lOCFR60.55(e) items & IE bulletin 
79 07 

WARD.KD, JONES,D.E, DANIELSON, D H. Region 3, Office of Director. 85/05/08 
4pp. 30376 230-30375 233 


S. Reportable occurrences, LERs & related correspondence 

8506020228 Interim Potential Deficiency Rept 65-84-10 re ASTM A-36 plate mall Initial 
reported on 840003 List of pfate malls purchased from Interstate compiled Util evalu 
ating adequacy of A*36 mall. 

HAL1.D.P lllinofa Power Co 85/04/01 KEPPLERja Region 3, Office of Director 
4pp 30119 027-30119.030. 

8505020233 Final Poienlial Deficiency Rept 55-B4-20 re application of unknown coaling 
to structural steel within pnmary containment Initially reported on 040921 Hem nol ra* 
portable per 10CFR50 55(0) ^ 

HALL, DP Illinois Power Co 05/04/01 KEPPLGR,JG Region 3, Office of Director 
4 pp, 30 1 1 0 238-30 1 1 8.24 1 . 

8605020307 Final Potential Deficiervev Repl 55-04-11 re urveertKted flanges ln$laU^ m 
ASME sys & stainless steel Ihread-o* lets mfg from unquafified stock matl fnitlalSy re- 
ported on 640525 Item not reportable under l0CFR50.55fe]. 

HALL,D.P Illinois Power Co 85/04/01. KEPPLERJ G. Region 3, Offica of OJroclor. 
Spp 30117*316*30117.320 

8505020 148 Ffna) Deficiency Rept 55 84-13 re suppression pool temp monilorlng 
eyslnllially reported on 840607 Sys modified lo Include addI temp monitoring 
eraments Mod to be completed by 850603 

HALUDP, IDinofs Power Co. 05/04/16. KEPPLER,JG. Region 3, Office of Direclof- 
4pp. 30119.003*30119060 

3505020211 Final Potential Deficiency Rept 55-04*12 re Installalion of concrete expan- 
sion anchors In floors w/ finishing slabs. Initially reported on 840604 Hem not report* 
able per tOCFRSO.SSte). 

HALL.D.P minors Power Co 85/04/18 KEPPLER,JQ. Region 3, Office of Dfrector 
6pp, 30118:249-30110 254. 
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&505020469 Doficfency rept re eleclrical faceway support defects identified in Insp Ropt 
50 461/Q1 05 & Deficiency Rept 60 09 re rnadequate const control of electrical race- 
way hanger instailatron 

CORNELL, W Illinois Power Co 65/04/19 KEPPIER,J G Region 3, Office of Diroc 
tor 3pp 30117 271 30117 273 

6505030091 Forwards documenlation concerning 10CFR50 55(e) Investiaalion 84-18 re 
ASTM A36 plate mat), per request Tests conducted fyi St Louis Testing labs, Inc 
HALL, DP Illinois Power Co 85/04/24 CORTLAND.P NRC ' No Detailed Affiliation 
Given 80pp 301 45'2 10-301 45 289 

6505060074 Final Deficiency Rept 55 84-14 re potential deficiency ot Baldwin Assoc QA 
vendor surveillance program Initially reported on 840621 Item determined not report- 
able under 10CFR50 55(0) 

HALL, DP Illinois Power Co 85/04/24 KEPPLER.JG Region 3. Office of Director 
4pp 30184 308 30184 311 

8505 000345 Forwards investigation rept re radiography incident involving unauthorized 
personnel access Into restricted area Root causes Identified & corrective actions im- 
plemented 

CONNELL, W Illinois Power Co 85/04/25 KEPPLER,J G Region 3, Office of Direc- 
tor. 3 9pp 30154317-30155015 


-5605060348 Rov 8 to Radiation Safety Program Augmentation CPS-1, “Instructions for 
Augrnenting United Slates Testing Co Radiation Safety Program at Clinton Power Sta- 
tion 

• Uniled States Testing Co , Inc 85/02/27 22pp 30154*366 30165 015 


8505090507 Final Poianlial Deficiency Rept 55 65 01 re substitution of carbon steel all 
thread rod AfS1 1010 for ASTM A-38 Initially reported on 850201 Substituted rod ac- 
ceptable Condition not reportable under 10CFRo0S5(e). 

HALL.D P llimois Power Co 85/04/25 KEPPLER.J Q Region 3, Office of Director 
4pp 30231 3S4-3023 1.357 

8505210315 Final Deficiency Rept 55 84-19 re Nelson studs on embedment 
pJaloa Initially reported on 840828 Embedment plates repaired to restore lull design 
bad capacily & Inslruclions for welding structural sloe) on embedments rovlsod 
HALL.D P fflinois Power Co 85/04/30 KEPPLER.JG Region 3, Office of Director 
5pp 30614 092-30514 098 

8605230102 Interim Polonlial Deficiency Rept 55 85 03 re firewall struefures fabricated 
using unqualified mat) Initially reported on 850404 Investigation plan oulirnod Final rept 
will Bo filed m 60 days 

HALL.D P, Illinois Power Co 85/05/03 KEPPLER.J Q Region 3, Office of Director 
3pp 30538 31 9-3053B 321 

6505170509 Interim potential Deficiency Ropt 55-85 04 re deficient wolds on butterfly 
dampers supplied by Pacific Air Products Co Initially reported on 850404 Investigation 
plan prepared & Implemented to determine extent of deficiency 
HALL.D P, Ilirnols Power Co 85/05/07 KEPPLER.J G Region 3, Office of Director 
3pp 30464 317 30464 310 


-8505230164 * ‘Safety Evaluation of Core Molt Accidenis CESSAR-FDA. Westinghouso 
Std Plant FDA," monthly highlights for June 19B3 

* Brookhdven National Laboratory FIN A 3705 83/06/30 Reactor Systems Branch- 
3pp 30557 251-30557 253 

-0605230162 ‘^’Safety Evafualicn of Coro Melt Accidents CESSAR-FDA, Weslinghouse 
Std Plant FDA." monthly highlights for JuP 1983 
Brookhavon National Laboratory FIN A 3705 83/07/31 Reactor Systems Branch 
2pp 30557 254-30557 255 

-8605230104 “Safety Evalualion of Core Melt Accidonis CESSAR-FDA. Woslingh-ouas 
Std Plant FDA," monthly highlights for Aug 1083 

“ Brookhaven National Laboratory FIN A-3705 83/06/31 Reactor Systems Branch 
2pp 30557 256 30557.257 

-6505230107 “Safely Evaluation of Core Molt Accidents CESSAR-FDA, Westinghouso 
Std Plant FDA," monthly highlights for Sopt 1983 

* Brookhaven National Laboratory FIN A-3705 83/OD/30 Reactor Systems Branch 
2pp 30557 256 30657 259 

-8505230172 "Safely Evalualion of Core-Melt AccJdenIs CESSAR-FDA, Wostmghouse 
Std Plant-FDA." monthly highlights fo/ Oct 1983 

KATO.WV Brookhaven National Laboral Dry FIN A-3705 03/11/17 LYON.W Reac- 
tor Systems Branch 4pp 30657 260 30557 263 

-8505230170 "Safety Evaluation of Core-Moll Accfdonla CESSAR-FDA, Westinghouso 
Sid Plant-FDA." monthly highlights for Nov 1983 

KATO.WY Brookhaven National Laboratory FIN A-3705 03/12/16 LYON.W Reac- 
tor Systems Branch 6pp 30557 264 30557 269 

-8506230183 "Safety EvaliratJon of Coro-Well Accidents CESSAR-FDA, Westinghouso 
Std Plant FDA," monthly highlights for Dec 10D3 

* Brookhaven National Laboratory FIN A-3705 83/12/31 NRC • No Detailed Affill 
ation Given 3pp, 30557 270'30557 272 

-8505230185 "Safely Evaluation of Coro-Welt Accidents CESSAR-FDA, Westinghouso 
Std Plant FDA," monthly hfghlighls for Jan 1984 

KATO.WY Brookhaven Nallonal Laboratory FIN A 3705 04/02/13 LYON.W NRC 
No Detailed Affiliation Given 7pp 30557 273-30557 279 

8506070050 Roaponds to 841126 request for addi Info re modified acceplanco cnlerlo 
for CESSAR-F Section 14 2 12 6 17 on main & emergency feedwater sys lost Listed 
criterion will bo added to futuro amend 

SCHERER, A E Combustion Engineering. Inc 85/04/30 THOMPSON.H L Division of 
Licensing Ip 30172 101-30172 101 

8606070262 NotificaUon of 850502 mooting w/C E in BQlhoatia.MD to review CESSAR 
STS 

MORIETTE.Pn Standardization & Special Projects Branch 85/05/01. THOMAS, C,0 
Standardization & Special Projects Branch 2pp 30217 289 30217 290 
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F. Security, medical, emergency & fire protection plans 

8505100226 Informs of 050523-24 site survey by DOI, Boise Inleragoncy Firo Cir 
roprQsonlativo.per 650418 telcon Access to omergoncy operations fecillly roquastod 
pAPERIELLO.CJ Roglon 3. Office of Director. 85/04/23 6ERSTNER.W.C Illinois 
Power Co 1p 30246 170 30246 176 


8506150481 Notlficalion of 850510 mooting w/C E In Bethosda.MD ro status ot 
CESSAR Sys 00 dosign 

MORIETTE.P.n Standard izal ion & Special Projects Branch 85/05/06 THOMAS, C 0 
Standardization & Special Projects Branch 2pp 30416 359 30416 360 

6806210305 Forwards proposed final version of CESSAR Chapter 16 Sys 80 Tech 
Specs, per 850502 mooting w/NRC.Complollon of review of Tech Specs requested by 
end ot June 1905 to include revs in Amend 10 to CESSAR 
SCHERER.AE Combustion Engineo/lng, Inc 85/05/16 THOMPSON, HL Division ot 
Licensing 868pp. 30490 001-30492 148 


G. Adjudicatory correspondence 

6505200679 Forwards motion to terminate proceeding, notice of filing & Cortificnto of 
Sve 

ZABEL.S.A, Schiff, Hardin & Waite //285 070 65/05/17 Dockellng & Services 
Branch 1p 30404 351-30484-351. 

-8505200682 Motion to terminate procoe ding, due to 831010 cancellation of unit 8 
850409 withdrawal of application for OL & roquest for rescission of CPPH-138 All sta- 
bllizalicn wor)< described in FSAR completed Coftllicoto of Sve end 
ZA0EU.SA Illinois Power Co ZABEL.S.N Schiff. Hardin & Watlo 85/05/17 Atomic 
Safely and Licensing Board Panel lOpp 30484 352-30484.361. 


DOCKET STN-SO-470 CESSAR SYSTEM 80 


A. Appllcatfon/constructlon stage dooumenta & correspondence 


8605230001 Partial response to FOIA request for records contained in 15 FIN 
files Forwards documents fisted In App E.Search continuing. 

FELTON, JM Division of Rules and Records 84/10/02 SHOLLY.SC Union of Con 
corned S dentists 17pp 30557.001 -30557-01 9 

-8505230076 Forwards executed std order for DOE work "Safety Evaluation of Coro- 
Melt Accidonis CESSAR • Final Design Approval. Weslingbouso Std Plant - Final 
Deslen Approval." Project Identification summary also encl.W/o std order. 

OGeT^.G Energy, Dept of FIN A 3705. 83/05/03. DANDOIS.D.B DNislon of Ac> 
couniing & Finance 3pp. 30557-226 30557 228. 

“8605230099 Forwards executed std order for DOE work "Safety Evaluation of Core- 
Melt Accldenls-CESSAR FDA.Weslinghouse Std Plant- FDA." W/o order. 

OGEKA.G J Energy, Dept, of FIN A-3705 83/11/04 DANDOfS.OB NRC - No De- 
tailed Affiliation Given 2pp. 30657.243-30557-244. 


“8506230115 "Safety Evaluation of Core-Melt Accidents CESSAR-FDA, Wesilnghouso 
Std Plant-FDA," monthly highlighls for Apr 1903. „ . c- . n i 

^ Brookhaven National Laboratory. FIN A-3705 83/04/30. Reactor Systems Branch. 
3pp. 30557.245 30557 247. 


“850523Q139 "Safety Evatuation of Core-Melt Accldenls-CESSAR-FDA, Weslinghousa 
Std Plant-FDA." monthly highlighls for May 1903 , ^ ^ v 

* Brookhaven Nalional Laboratory. FIN A-3706 83/05/31 Reactor Systems Branch. 
3pp. 30657.246-30557-260. 


DOCKET STN-60-402 WOLF CREEK GENERATING STATION 


A. Applfcatton/constructlon stage documents & correspondence 


8505200001 Foflbor response to FOIA request that records ro 15 listed FfN files bo 
made availabla in POP App C & 0 records available In PDR Review conlinuing 
FELTON.JM, Division of Rules and Records 84/09/20 SHOLLV.SC Union of Con 
corned Sclontisls 12pp 30503 072-30593 083 

“63-09260340 Forwards site condition info for remaining sovan of 10 sites as part of 
seismic hazard characterization program 

KtMBALUJ Gooscfonces Branch 83/09/15 BERNREUTER.D Lawrence Livermore 
National Laboratory 7pp 30603,084-30593 990 

8605200695 Further response to FOIA requeal for NRR assessment & all reviews &/or 
comments ro Integrated program dovoloped 1o outline near lorm OL workload, par 
EDO 840625 memo Forwards App A documents Momo from EDO to Palladino not 
found 

FBLTON.JM Division of Rules and Records 84/10/10 ADATO,M Union of Con- 
cerned ScJontials 4pp 30525 001-30526 007. 

“8407280398 Advises that Integrated schedules for listed plants developed fn accord 
ance w/e40526 memo Finakzod & approved schodulos wilt become part of monlhly 
ropt. 

EIBENHUT.OG Division of Lice nsir>g 04/06/20 Region 1, Office of Df reef or 169pp 
39525165-30525 332 


“8406130148 Submits rept re status of insp & licensing achons required for 
OL Supporting documantallon end 

KNIEL.K, OivTsion of Safety Technology &4/00/07 EISENHUT.D G, Division of LI 
censing 38pp 30525:127-30525164, 

“8505200640 Forwards esiimaied FV84 fundeng needs for Comanche Peak, Waterford 
& Wolf Greek, In respone to 840724 memo re technical assistance. 

BfSENHUT.O.G Division of Ltconsing FIN 0-3077 84/07/31 PUNCHES, J L, Planning 
fit PfOfliam Analysis Staff 2pp, 30525 006-30525 007. 


“650S200667 Idanlifles mgt contacts for listed plants, in roaponse to 840530 momo ro 
actions tor plants w/near-term ficonsing activity. 

COLLIN S.J.T. Region 4, Office of Director. 84/06/14. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director Ip 30525 0 49-30525.049 
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’B505200GGQ ProvidQS reconi m e ndatJ on s for lecensmg activities m response to W Dircks 
memo re actions for plants w/near term OL 

COLLINS, JT Region Office of Direclor e4/05/3f OEYOUNGhRC Director’s 
Offico, Office of Inspection and Enforcement 2pp 3052S 059-30525 060 

■05fl52iOO6&a Provides recommendations re iicensing actions required for facility OL 
KNIEL.K Generic Issues Branch 04/07/02 EISENHUT.DG Division of Licerisina 
19pp 30525 061-30525 079 

^8505210133 Forwards OL review mgt repi for iul 19B4 ro slatus of plants Markup of 
end ropl ret^ues-led by 840815 

EISENHUT.DG Division of Ucensing 84/07/30 Region 1, Office of Direclor t20pp 
30-525 333-30526097, 

'8505210196 Requests assistance in ensuring that end plant status repts accurala & 
provide adequate basis for development of near- term OL mgt plans Response re- 
quested bv 640501 

DENTON, HR Office of Nuclear Reactor Regufakon. Direclor, 64/04/26 Region 1, 
Office of Director 79pp 30526 090 30526 176 

'8505210221 Forwards OL review mgt rept for Aug 1984 re stalirs of plants Markup of 
end repl req^uested by 641005 

EISENHUT.DG Division of Licensing 84/09/24 Region 1, Office of Director 120pp 
30626 177-30526 320 


F. Security, medlca), emergency & fire protection pJans 

6604170647 Forwards monthly status ropt on pfant-specific bacfditting activities current 
through 850303 Nine of 15 SER open items resolved prior to appeal meetings 5ER 
acheciuled for completion oa S50329 

CRUTCHFIELD.D Assistant Director for Safety Assessment 85/03/18 
THOMPSON.H L Divrsion of Licensing 65pp 30161 162 30161 246 

65Q4110295 Forwards repi of findings on computer-managed physical access security 
sysW/o end 

LEWIS, JR Baltotie Memorial Instiluta, Pacific Northwest Laboratories 65/03/29 
KELLy,Jn Region 4. Office of Direclor Ip 29776 168 20776 156 

8505290064 Forwards fnsp Repts 50 482/64-57 & 50-462/85-11 on 841001-1220 & 
Feb 1985,rQspGc lively & notice of viotalion & proposed Imposilion of civil 
penally Sim irrar vireaknosses previously noted discussed 

MARTIN, R D Region 4, Offico of Direclor 6S/C5/0B KOESTER.G L Kansas Gas & 
Electric Co 5pp 30620 201 -30620 25B 

■-B506290072 Insp Rept 60 482/66 11 during Feb 19B5,Vjolalions noted faifuro to prop- 
erly document procadirral discrepancies discovered during performance of tests & Is 
suance ot permits tor tire doors w/o required evaluahon 

GULDEMOND.WQ , BUNDY.H F . BAHTLETT.B L Woff Creek Task Force 85/04/26 
30pp 30620 221 30620 258 

8606160527 Notificalion of 850522 meofing w/utifs in Belhesda.MD to discuss NRC rec- 
ommendation lhat licensee add data on containment Isolalion status 1o SNUPPS 
SPDS as display variable 

O’CONNOR, P llcerslno Branch 1 65/05/09 YOUNGBLOOD.S J LIconsing Branch 
1. 4pp 30445 351 30445354 

8505200403 Revised emorgoncy response plan ImpfamenLIng procedures, including Rev 
1 la EPP 01 3 4 re onsite emergency responso oroantzallon manual call-out & hov 2 
fo EPP 01 3 1 re classification major special scope W/e50516 Hr 
KOESTER.G.L Kansas Gas & Electric Co 85/05/15 MARTIN.R D Region 4, Offico 
of Diraclor 77pp 30471 106 30471 262 

8505290331 Forwards errata to SALP Rept 50'4B2/84-a6 SALP will be reviewed during 
ongolno & future msps 

MARTIN.R D Region 4, Office of Director, 85/05/22 KOESTER.G L Kansas Gas & 
EfoclrlcCo 2pp 30596 216 30596 220 

- 8605290340 Forwards response lo SALP Rept 50 482/64-36 for Aug 1963 • Sepl 
4964 ro cwval QA & omergercy pToparerinoss 

KOESTER.G L Kansas Gas & Electric Co 65/03/19 MARTIN.R D, Region 4. Office 
of Director. 4pp 30596225 30596228 

8505300352 Clarifies final rapt for task analysis for SNUPPS OCR DR submilted on 
050426 Attach mo nl contains all necessary Info to compfef© human faclors Issues ad- 
dressed by both licerises 

PETRICKNA Slandardizod Nuclear Unit Power Plant System 85/05/24 
DENTON.hr Offcca of Nuclear Reactor Regulation. Director 6pp. 30626'29B 
30628 303 


G. Adjudicatory correspondence 

0505180628 Roquosis lhat Commission require NRC lo lake possession of Q-1 files & 

B 'a analysis of why significant doficlancies at facility do not pose danger to 
Requests results from failure to address serious safety a Hag atfons. 

QARDE.B P . GUILD, R.. STEPHENS.S, Govomment Accountability Project #2B5 024, 
05/05/16 PALLADINO.N, ASSEISTINE.J.K . BERNTHAL.F. Commissioners 20pp 
30438 190 3043 B 200 


H. General correspondence 

0505160057 FOIA request for all documants received from 840620 0020, expressing op 
osltion to Nuclear Awareness Network 040620 polition to move facility LPDR from 
mpoiis to Topeka .KS 

GTtPHENS.S Nuclear Awareness Network 64/08/24 FELTON,J,M Division of 
Rules and Records 2pp 30453 173 30453,174. 

0S 05160060 Responds (0 FOIA requests for documents re ralocatfon of facility 
LPDR App A documents end & available in PDR Draft llrs fn App B withheld (rof FOIA 
Exemption 6) 

FELTON,J-M Division of Rules and Records. 04/09/24 STEPHENS A Nudear 
Awareness Network 4pp. 30463 175*30453*201 


-8408240162 Supports S Slephens.of Nuclear Awareness Network.reqjest 1o relocralo 
LPDR from EmporiBiKS to Washburn Univ in Topeka, KS Move would mako LPOR 
more accessible to interested parties 

SLATTERY, J House of Rep 64/05/24 SOUDER.J Public Document Branch 2pp 
30453 201 30453 201 

-6505160069 Responds to 040620 Ilf & petition lo J Souder requesting reJocatloni ol 
LPDR from Emporia to Topeka, KS NRC will establish addi LPDR at Washbufr> Laiv 
Library In Top aka, KS. 

FELTON, J M Division of Rules and Records 84/08/22 STEPHENS.S Nuclear 
Awareness Network Ip 30463 179 30453 179 

-8505160072 Responds (o 840606 Ur re petition to relocate LPDR from Empona to 
Top oka, KS LPDR in Emporia will not be movod NRC will eslablish addl iPDR al 
Washburn Law Library in Topeka, KS 

FELTON.J M Division of Rules and Records 84/08/22 STINSONX D Chamber ol 
Commerce, Emporia, KS Ip 30463 160-30453 180 

-0505160079 RoMonds to 840712 Ur ro petition to relocate LPDR from Emporia Id 
T opeka, KS LPDR m Emporia wilt not be moved NRC will establish addI LPDR at 
Washburn Law Library in Topeka, KS 

FELTON.J M Division of Rules and Records 84/08/22 NILES.A Kansas, Stale ol 
ip 30453 1 81 30453 1 81 

-0605160083 Responds to 840006 Nr to J Souder re petition lo relocate LPDH from 
Emporia to Topeka, KS LPDR in Emporia will not be moved NRC will establish eddi 
LPDR at Washburn law Library in Topeka.KS 

FELTON.J M Division of Rules and Records. 04/08/22 KERR.G Kansas, Slate of 
Ip 30453 182 30453 182 

“8505160185 Requests rationale & background info re transfer of facility documerU 
from Emporia Stale Univ to Washburn UnIvNoed for transfer questioned 
KARR.GJ Kar^sas, Slate of 64/08/06 SOUDER NRC - No Detaifed Affiliation Given 
Ip 30453 1 87-30453.107 

“8505160211 Expresses opposition lo transfer of documenls re facUily consi from Em 
porla State Univ Library lo Washburn Univ Library in Topeka.KS 
LOWTHER.J E Kansas, State of 84/07/16 SOUDER.J Public Document Branch Ip 
30453 190-30453 190 

“8605100224 Opposes proposal to move collection of plant data from Emporfa State 
Univ to Washburn Untv In Topeka.KS 

NILES.A G, Kansas, Slate of 64/07/12 FELTON.J Division of Rules and Records 
2pp 30453 1 92-30453 193 

“0505160230 Discusses Congressman Glickman request to move LPOR Licensee has 
no objeefron to move but advises that move could ba construed as message cf no 
confidence to Emporia State Univ 

COLLINS,JT Region 4, Office of Director 84/07/10 NORRY.PG Office ol Ad minis 
Iration 5pp 30453 1 94-30453 1 90 

-8505160239 Expresses thanks for opportunity to visit & express community opposIHon 
on transfer of documenls from Emporia Stale Univ Library. Documents should remain 
el Emporia since univ provides educational training at project site 
STINSON.L D Chamber of Commerce. Emporia, KS 84/07/06 SOUDER.J Public 
Document Branch Ip. 30453T 99-30453 199 

850S160092 Responds to 640716 Nr to J Souder re petition to relocate LPDR from Em 
poria lo Topeka,KS LPDR in Emporia will not ba moved NRC will establish addP LPDR 
at Washburn Law Library in Topeka.KS 

FELTON.JM Division of Rules and Records 84/08/24 LOWTKER.JE Kansas. 
Slate of Ip 30453*103-30453 183 


I, Ffnancfa! Information 

8505070322 Forwards 'M964 Annual Rept to Stockholders, Kansas Gas & Efeclrtc Co," 
"Kansas City Power & Light Co 1984 Annual Rept" & Kansas Electric Power 
Cooporativo.fnc audited financial statements for 1964, 

KOESTER.G L Kansas Gas & Electric Co 65/05/03 DENTON, H.R Office of Nuclear 
Reactor Regulation, Dfreclor Ip 30204 023-30204 105 


P. Operating license stage documents & correspondence 

0504030426 TECHNICAL SPECIFICATIONS FOR WOLF CREEK GENERATING STA 
TION, UNIT I.Dockel No 50 482 (Kansas Gas And Electric Company) 

‘ Division of Licensing NUREG.1104 65/03/31. SOOpp Available at NRC. $9.60. 
29601:354 29603 1 22 

8505030493 Forwards changes to Tech Specs for issuance w/full power OL. Changes 
Include addi info re changes Identified in util B50301 Hr & changes identified prior to 
Issuance of 5% power OL 

KOESTER.G L Kansas Gas & Electric Co 85/05/01 DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director lipp 30129 319-30129 329 

0506060071 Forwards marked-up pages of Chapters 3A,13 & 17 of FSAR re operaimg 
QA program per P O'Connor & J Spraul request Changes will be Incorporated Into 
ffrsi annual FSAR update 

KOESTER.G L Kansas Gas & Electric Co. 85/05/01 DENTON.HR Office of Nuclear 
Reader Reguf a! ion, Difector 12pp. 30157 180-30167’191 

8504290442 Generic Lir 05-07 to all aerating reactor licensees re Implementation ot 
intearated schedules for plant mods Sve list end 

THOMPSON.H L Division of Licensing 85/05/02. Consolidated Edison Co of New 
York, Inc, 22pp 30218:149-30218 170 

6505100206 Forwards "Wolf Creek Generating Station Primary Reactor Contalnmont In 
tegrated Leakage Rate Test," final rept.per f0CFR60,App J. 

KOESTER.G L Kansas Gas & Electric Co 05/05/07. DENTON, H H Office of Nuclear 
Reactor Regulation, Director. 2pp. 30245.336-30246,005 

'-0&O51OO28B "Wolf Creek Generating Station Pnmary Reactor Containment Irktegraied 
Leakage Rate Test," final repi 
♦ Bechtel Corp 84/12/31. IIOpp 30245 338-30246 085 
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aS05 1-10331 Forwards proprielary & nonpropnetary roviserf pages to B41221 justificalton 
for Interim operation due to events during qualification testing of splices in in core 
thermocouples Proprietary info withheld (ref 10CFR2 790) 

PETRICK.NA Standardized Nuclear Unit Power P/anI System 85/05/09 
DENTON, HR Office of Nuclear Reactor Regulation. Director 12pp 30374 335 
30374 346 

8505170044 Forwards request for addi info re response to Generic Ltr 83 26, Items 
4 1,4 2 1 & 4 2 2 Response requebted within 60 days of Ur recolpl 
YOUNGBLOOD, B J Licensing Branch 1 85/05/09 KOESTER.G L Kansas Gas & 
Electric Co 9pp 30464 084-30484 092 

8S05140203 Application for amend to License NPF'32, Incorporating end changes into 
Tech Specs for full power license 

KOESTER.G L Kansas Gas & Electric Co 85/05/10 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 2pp 30375 184-30375 190 

-*8505140206 Proposed Tech Specs chanping unit organization & atlowmg switchover of 
lluid sys trains w/o being forced into action stalemenl 

* Kansas Gas & Electric Co 85/05/10 5pp 30376 186 30375 190 

0505170179 Advises that 850412 changes to FSAR re containment sump flow calcula' 
lions unnecessary & withdrawn 

KOESTER.G L Kansas Gas & Etectric Co 85/05/13 DENTON, HR Office of Nuclear 
Reactor Regulation, Director 1p 30443 190-30443 190 

8505290693 Forwards renewad NPDES Permit l-NE07-P002,issuod on 850412 by Stale 
of KS.Dept of Health & Environ 

KOESTER,Q L Kansas Gas & Electric Co 85/05/16 OENTON,H R Office of Nuclear 
Reactor Regulation, Director Ip 30617001-30617012 

-0505290695 NPDES Permit I -NE07-P002, issued to Kansas Gas & Electric Co 
^ Kansas, State of 86/04/12. lOpp 30617 002*30617.012 

8505210137 Forwards marked up Tech Spec changes for Incorporation Into Tech Specs 
for Issuance w/full power license Tech Specs cover seismic monitoring Inslrumenta 
tion & offsite organization 

KOESTER.Q L Kansas Gas & Eloctric Co 85/05/17 DENTON,H R. Office of Nuclear 
Reactor Rogufallon, Director 6pp 30494.175-30494 180 

8605210299 Requests exemption from 50% power pseudo drop lest based on proto- 
lypa concept allowed by Reg Guido 1.68 W/NRC approval Of tost exemption, util with 
draws request for changes to Tech Spec 3 2 3 FSAR changes will be made upon NRC 
approval 

KOESTER,Q L Kansas Gas & Electric Co. 05/05/17 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 3pp 30494 265-30494.267 

8505280149 Forwards proprietary & nonproprietary revised pages to be inserted Into 
juslification for interim operation & sketch of in core thermocouple sys w/new stylo ref 
uncllon box Proprietary pages withheld. 

PETRICK.NA Standardized Nuclear Unit Power Plant System 85/05/21 
DENTON,HR Office of Nuclear Reactor Regulation, Director 5pp 30571*176- 
30571:180 

B50529054S Application for amend to License NPF-32, changing Tech Spec Table 3 6 1 
to Incorporate design mods to low voltage power circuits lacking backup protocllon 8 
adding 10 circuits provided w/proteclion out omitted from table 
KO ESTER, Q L Kansas Gas & Eleclric Co 05/05/21 DENTON, H R, Office of Nuclear 
Reactor Regulation, Director 3pp 30592 077-30592 097 

-8506200549 Proposed Tech Specs revising Table 3 8-1 to Incorporate design mods to 
low voltage power circuits lacking backup proteGtion,adding 10 circuits provided w/ 
protection but omitted from table & making editorial changes 

* Kansas Gas & Electric Co 85/05/21 18pp 30592 080 30592 097 

8505290517 Forwards response to License Condition C(13) re low temp overpressure 
prolection.Relianco on administrative controls, w/addillon of alarm circuits on 
valves, pro Vidas more protection for both RCS & RHR sys than Interlocks. 

KOESTEB,G L Kansas Gas & Electric Co 85/05/22 DENTON, H R Office of Nuclear 
Reactor Regulation, Director. 8pp 30595:132*30595139 

6505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 400 termination 
repts * formats 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co. of New 
York, Inc 20pp. 30682 282-30602 301 

6605290464 Application for amend to License NPF-32, revising Tech Specs 4 5 3.2 & 
4 1 23 2 to change 2 h lime duration to 1 h Request, dtd oSOSOl.lo change steam 
generator tube plugging limit withdrawn 

KOESTER.G L Kansas Gas & Eloctric Co 85/05/24. DENTON, H fl. Office of Nuclear 
Reactor Regulation, Director 3pp 30506.276-30596 283 

*-5506290460 Proposed Tech Specs 4 53 2 & 4.1.23.2 changing 2 h time duration to 1 
h for operability of centrifugal charging pump 

* Kansas Gas & Eleclric Co 05/05/24 2pp 30695*202.30595 203 


Q. Inspection reportSj IE Bulletins & correspondence 

8504250462 IE Info Notice 85-034, "Heal Tracing Contributes to Corrosion ol Stainless 
Steel Piping " Svo list end. 

JORDAN, ^L Division of Emergency Preparedness & Engineerinp Response (Post 
030103). 86/04/30 Consolidated Edison Co, of New YorR, Inc 107pp 301 16' 185- 

301 15 291. 

8604260465 IE Info Notice 86 035, "Failure of Air Check Valves to Seat." Sve list end. 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30. Consolidated Edison Co. of New YorR, Inc f08pp. 30116:077- 

30116 184 

8BOB1O0318 EN 85-036.on 850508, notice of violation & proposed imposltfon of civil pen- 
ally in amount of $26,000 will be Issued. Action based on weaknesses Identified in 
execution of licensee preoperatlonaf lest program 

BEACH,B„ AXELRADpJ. Director's Office, Office of inspection and Enforcement 85/ 
05/03. 1p. 30246 263-30245:263 


8505100265 Forwards Insp Hopt 50-482/85 16 on 850301 31 No violations or devi- 
ations noted 

DENISE.R P Wolf Creek Task Force 05/05/07. KOESTER.G L Kansas Gas & Elec- 
tric Co 2pp 30246145-30246154 

-6505100269 Insp Ropt 50 462/05-16 on 650301-31 No violation or deviation 
noted Major areas Inspected, licensee actions on previous lirtdings.Tech Spoc 
complianco.Gvent followup procedure review & plani tours 

CUMMINS, J E. aUNDY.H F , BARTLETT.B L Wolf Creek Task Force 85/04/30 0pp 
30246 147-30246 154 

0505060410 IE Info Notice 04 52, Sup pi 1. "Inadequate Mali Procuromont Controls on 
Part of Licensees & Vendors " 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) Q5/05/00 Cortsolidated Edison Co ol New York, Inc lOpp 30615 336 
30615 347 

$505290054 Forwards Insp Repls 60 482/04 57 & 50 462/65-11 on 641001-122 0 & 
Feb 1965, respectively & notice of violalion & proposed imposition of civil 
penalty Sfmlliar weaknesses previously noted discusbod 

MARTIN, R D Region 4. Office of Director 65/05/00 KOESTER.G L Kansas Gas & 
Electric Co 5pp 30820 201-30620 258 

-6505290057 Notice of violation & proposed Imposition of civil penalty in amount of 
$25,000 Noncompliance noted inadequate preoperational test program 
MARTHR D. Region 4, Office of Director 06/05/08 5pp 30620 206-30620 210 

-8505290062 fnsp Rept 60 482/64 57 on 841204-20 Violation noted inadequate preo- 
perationaf test program Lrconsee actions to resolve weakness In program not suffi 
ciently comprehensive to prevent recurrence 

BUNDY.H Wolf Creek Task Force SMITH. R , BRESLAUB Region 4, Office of Direc- 
tor 85/02/19 lOpp 30620 211-30620 220 

-8G0S290072 Insp Rept 50-402/85 11 during Feb 1985 Violations noted failure to prop 
erJy document procedural discrepancies discovered during performance of tests & is 
suanco of permits for fire doors w/o required evaluation 

GULDEMOND.W G , BUNDY.H F, BARTLETT.B L WoH Creek Task Force 85/04/26 
SOpp 30620 221 30620 256 

8505170269 Forwards Insp Rept 50-402/85 21 on 050415-18 No violalion or devialion 
noted 

DENfSE,R,P Wolf Creek Task Force 85/05/13 KOESTER.G L Kansas Gas & Elec 
trie Co 2pp 30442 176-30442183 

•.9605170206 Insp Rept 50-482/05-21 on 050415 18 No violation or deviation 
noted Major areas inspected chemistry/ radlochemlstry program.lncluding review of 
outstanding open Items ro offsite corporate organization &. qua lift cal ions 
NICHOLAS,JB, MURHAY.B, MARTIN.LE Region 4. Office of Director 05/05/03 
4pp 30442*100 30442183 

8606130034 IE Info Notice 85-037, ‘’Chemical Cleaning of Steam Generators at Mill 
stone 2 " Sve list and 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/06/14 Yanked Atomic Electric Co 4pp 30048 272-30049 014 

8505290331 Forwards errata to SALP Rept 50 48 2/04*36. SALP will be roviowed during 
ongoing & future fnsps 

MARTIN.R.D Region 4, Office of Director 85/05/22 KOESTER.G L Kansas Gas & 
Electric Co 2pp 30596 216 30596 226 

-6605290338 Errata to SALP Rept 50-402/04 36 for Aug 1003 - Sept 1064 to correct 
administrative errors 

• Region 4, Office of Director 65/05/22 7pp 3O596'210.3O596 224 

-8505290340 Forwards response to SALP Rapt SO 4B2/64 36 for Aug 1903 - Sept 
1004 ro const QA & emergency preparedness 

KOESTER.G L Kansas Gas & Eloclnc Co 85/03/19 MARTIN, RD Region 4, Office 
of Director 4pp, 30596 225-30596 22B 


S. Reportable occurrences, LERa & related correapondonce 

0SO3O6OO17 Supplomonlal final OoficienDy Rept (53664- K1 59) re concrete coalings 
inside containment Initially reported on 041213 Coated concrete surfaces Inside con- 
lainmenl will perform salisfaclorily under DBA conditions 

KOESTER.G L Kansas Gas & Eleclric Co 05/02/19 DENISE, R.P. Region 4, Office 
of Director, 2pp 29221 231-20221 232, 

8605010497 PNO-IV-85 018 on 650428,safely injection signal received Caused by low 
steam lino pressure Approx 2,000 gallons boreted water Injected Into RCS Licensee 
Issued press release on 0S0426.S(alo of KS notified. 

MARTIN.LE. Region 4, Office of Director 85/04/29 Ip 30091 062-3009T062 

$505130437 Special Ropt 05 001'on 050 3 30, Invalid failure of diesel generator 
A,NE01 .occurred Caused by porsonno) oversight robulting in inadequate venting of 
fuel oil lines alter maint.Work request procedure revised 

KOESTER.G L Kansas Gas & Eloctric Co 05/04/29. MARTIN, R D. Region 4. Office 
of Director 3pp 30270 224 30278 226 

8505070097 PNO-IV-85-O10A on 850420 & 30,w/plant In Modo 3, inadvertent safely in- 
Jacllofi occurred due to Jow steam line pressure Licensee evaluating short duration 
dips In steam line pressure instrumentation 

MARTIN.LE Region 4, Office of Director, 65/04/30. Ip 30181 353-30181 353 

8505090248 Part 21 rept re R us kin fire dampers installed at facility. Initially raported on 
059426 Fire dampers found in discrepant condition will be reworked in order to assure 
intagriN & proper functioning 

KOESTER.G L, Kansas Gas & Electric Co 85/05/01, DENISE.R P Wolf Creek Task 
Force, 2pp. 30219.036-30210 036 

8505130395 Special Rept 85-002, on 650401 .during periodic testing, diesel generator A 
failed due to restrictive acceptance criteria & personnel error. Procedure STS KJ- 
0064A revised 5 personnel insirucled on fm-portance of following procedures 
KOESTER.G L. Kansas Gas & Eleclric Co. 05/05/01. MARTIf^R.D. Region 4, Office 
of Director 3pp 30274'358-30274>360 
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B50509C659 L-ER 85 007 00 on 850406tConfrol room ventilation isofalton sional oc-ci/rred 
du/hg surveillance procedure In Mode 6 Caused by pcrsonrel error Conirol room 
HVAC monitor bypassed Personnel counseled W/fi50503 Itr 
WILLIAMS.MG, KO ESTER, G L Kansas Gas & Electric Co 85/05/03 DENIS£,fl P 
Region 4, Orfica cf Di/ector. 3pp 30232 039-30232 041 

8505090568 LER 85 008-00 on 850409, ESF actuation signal inilratcd while resetting 
flow on conlairmenl purge gaseous activity monitor Caused by faulty vacuum 
transducer Transducer repfacod W/e5O503 ttr 

WILLIAWS.M G , J^OESTER.G i Kansas Gas & Electric Co 85/05/03 DENISE.B P 
Regiort 4. Olhce ot Director 3pp 30232 049-30232 051 

8505090619 CEFI 8S 006 00 00 on 850407, ESP actuation resulted duo to inadvertent 
actuation of fuel bldg venlilalion & control room ventilation isolation signals Caused by 
personnel error Personnel counseled W/e50503 Itr 

WILLIAMS.MG . KOESTER.G L Kansas Gas & Efeclnc Co 85/05/03 DENI8E.RP 
Wolf Creek Task Force 3pp 30232 138 30232 140 

850S100133 PNO-IV 85 019 on 050S06.safety signal recerved Caused tow sleamijne 
pressure due to cold water combining w/no heat source from reactor ESF actuafed as 
designed Nolificalton of unusual event declared & immedietely rescinded 
MARTIM.L E 4. Ofiice of Djectot. 85/05/07. 1p 30246 235-30246 235 

8505100170 Part 21 rept re errors in safety grade core eirii thermocouple sys during & 
folfowjng postulated high energy line break Probably caused by moisture ingression A 
thermal expansion OuaTification program corrmleted 

RAHE.EP Westing bouse Electric Com 851/05/09 TAYLORJM Director's Office. 
Office of trspectron and Enforcement opp 30427 1 12 30427 118 

05O524O83T Special Rept 85 003 on 850409, bJach smoke observed coming from mam 
fold of diesel generator 6 when generator started after bol web deflection Caused by 
farlure to close cylinder pel cocks Pelcocks closed 

KO£STER,Q L Kansas Gas & Electric Co 85/05/09 MARTI N,H D Region 4, Office 
OlDirodor 3pp 30562 045 30S62 047 

8505170240 LER 85 009 00 on 8504 12, ESF acluallon signal Initialedl when several radi- 
alien monitors deenergized Caused by ground fault fndjcation tripping power supply 
breakerereaker reset & power restored W/eSOSIO Itr 

WILLIAMS.M Q , KOESTER.G L Kansas Gas & Efeclric Co 85/05/10 OENfSE.R P 
Wolf Creek Task Force 3pp 3046S 211-30465 213 

8505289188 LER 85 01 1-00 on 8 5 04 12, control room ventifation isolation signal 
occurred Caused by spurious spike on chtorino monitor GK-AfTS-2 Monitor placed In 
bypass & later returned to sve W/B50510 fir. 

WILLIAMS.M G , KOESTER.G L Kansas Gas & Electric Co 85/05/10 DENISE.R P 
Wolf Creek Task Force. 3pp. 30486 014 30486 016 

6505260047 LER 85 OlO'OOon 850416,proaction sprinkler sys taken ouLof sve w/o es- 
tablishing hre vratchCaused by personnel oversight Error discussed w/shift 
supervisor W/6505t3 Iff 

WfLLIAMS,M.G . KOESTER.G t Kansas Gas & Efectric Co 85/05/13 DENISE, RP 
Wolf Creek Task Force 3pp 30582 359 305B2 361 

85652d()440 Special Rept 85-004 on 8504 IS, In valid failure of diesel generator 
occurred Caused by operating error Rept will be added lo operations required reading 
to emphasize fmpo^ance of close adherence io procedural stepa 
KOESTER.G L Kansas Gas & Electric Co 86/06/17 MARTIN.RO Region 4, Offree 
of Director 3pp 30592 098 30592 100 

8505300103 lER 85-012-00 cn 85041 a.pnadvertent Tram B safety injection 
occurred Caused by loose Irmll switch lug In valve motor operator Switch luo 
repaifsdW/850S17llr 

WILUAMS.MG. KOESTER.G L Kansas Gas & Etectiic Co 85/05/17 DENISE, RP 
Wolf Creek Task Force 4pp 30639 320 30639 323 

0505290236 PNO-iV 8S-023 on 850522, facility achieved mitiaJ critica lily Low power lest 
ing in progress NRC does rot plan to Issue press release, but will respond to media 
lr>quiria5 

DENiSE.R P Region 4. Office of Director 83/05/22 Ip. 30599 337-30599 337 


Lf. Cong rase Iona I/Exec irtJve Correspondence 


-0506160194 Ack receipt of 040624 Itr re refocation of LPDR from Empona.KS 
Top eke, KS 

KAW MERER, C Office of Congressional Affairs 84/07/20 SLATTERY, J House of 
Rep Ip 30453 108 30453 188 

-0506160203 Ack receipt of 840614 Itr re rolocalion of LPDR from Empona.KS lo 
Topeka.KS, _ . 

KAMMERER.C Office of Congressional Affairs 84/07/20 GLICKMAN.D MouSS of 
Rep. Ip 30453189-30453 169 

8S0517OS45 Advises that each Ofc of Investigation case involving facility under aelho 
investigation.per 050320 Itr All matters under mvesligalion will bo fully addressed 
before Commissron authorizes full power license 

PALIADINO.NJ Commissioners 86/04/23 GLICKMAHD House oi Rep Ip 
30477*350 30477 361 


V Operator Examlnalfons 

850528034B Fonwards senior reactor operator & reactor operator exams & answer keys 
omitted from NRC 050502 Itr transmitting exam rept 

REYES.LA Region 3, Office of Director 85/05/20 SCHOLAND.J Westing house 
Electric Corp 43pp 30572187-30572 229 


DOCKET STN-S0.483 CALLAWAY PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8504170547 Forwards monthly status rept on plant-specific backfitting acU vitro s curre^ 
through 050308 Nina of 15 SEH open items resolved prior to appeal meellngs^ER 

scheduled for completion on 850329 ^ ^ 

CRUTCHFIELD.O. Assislanl Director for Safety Assessment 05/03/16 
THOMPSON, KL Division of Licensing 65pp 30161 182-30161 246 

8505078136 Advises that 850409 Rev 5 to physical securitv,safaguarda contingency A 
security force training & qualification plans consistent w/provisions of 10CFFI50 54(pJ 
w/oxceptions listed In end End withheld (ref 10CFR73 21) . 

AXELSOfa.W L. Region 3, Office of Director 85/05/02 SCHNELL.D F Union EfocUic 
Co 4pp 30171 001-90171 004 

8505140307 Rev 3 to Emergency Plan fmplementlng Procedure EIP-22 00102, "EmcF 
aency Inwiementmg Actions ” 

^ Union Efectric Co 05/05/06 4pp 30374 913-30374 316 


6505150114 Provides aridl Info re Induction of exhaust gases Into control .roomp^ 
Youngbfood 050402 request Gases will not Interfere w/operators performing safety 
functions 

SCHNELL.OF Union Electric Co 86/05/09 OENTON.HR Office of Nuclear Reactor 
Regulation, Director 4pp 30398 161-30398 164 


8505160177 Forwards Safeguards Insp Rept 5O-4B9/06 10 on 850429 0503 No norv 
compUance noted, . 

AXElSON.WL Region 3. Office of Director 85/05/10. SCHNELL.D.F Union Electric 
Co, 2pp 30427309-30427312 


-8505180180 Physical Security insp Rept 50-403/85-10 on 850429 0603 No noncompli- 
ance noted Major areas Inspected security plan & implementation procedures Concern 
Identified re security program Details withheld (ref 10CFfl73.21 ) 

KNiCELEV.J R„ CHRISTOFFER.G , CREED, d R Region 3, Office of Director 05/05/ 
10 2pp 30427 311-30427 312 


0605210374 Rev 3 to Emergency Plan Inoplementing Procedure EIP-ZZ-COOIO, Emer* 
gency Operations Facility Operations" & Rev 2 lo EIP-ZZ-PR010, "Callout of E/nor- 
gen cy Public Info Organization " 

^ Union Electric Co 85/05/14 40pp 30500 064-30500.124 


6505160860 Responds to FOJA roquosts for documents re refocaticm of facility 
LPDR App A documents end & available in PDR Draft ftrs in App B withheld (ref FO)A 
Exemption 65 

F ELTON, J Iw Division of Rules and Records 84/09/24 STEPHENS, S Nuclear 
Awareness Network 4pp. 30453 175 30453 182 

-6408230316 Responds to 840614 Itr requesting that NRC relocate LPDR from White 
Library in Emporla.KS to Washburn Law Library fn Topeka, KS NRC will establish addi 
LPDR In Topeka 

DlRCKS.Wd, Office of the Execulive Director for Operations 84/06/16 

GLICKMAN.D House ol Rsp Ip 30453.184-30453 184. 

*■8408230324 Supports relocalion of LPDR from White library in Emporia,KS to Wash- 
burn Law Library in Topeka.KS Topeka location would make documents more accessi- 
ble to majority of uaers. 

GLICKMAN.D. House of Rep 84/06/14. PALLADINO.N Commissioners 3pp 
50463 200 30453.280 

*-8400230447 Responds to 840713 Hr 10 Palladino re peliUon received by NRC to relo- 
cate LPDR from WA White Library fn Empona.KS to Washburn Law Library In 
Topeka.KSNRC ©stabrishlng addj LPDR in Topeka 

DIRCKS.WJ Office of the Executive Director for Operations 84/00/16 

WHITTAKER.B. House of R ep 1 p. 304 53- 1 8 6 304 53- 1 86 

**0408230462 Opposes relocaliion of LPDR from Emporia Stale Univ Library in 
Empona,KS to Washburn Univ Law School Library In Topeka,KS Histoncally.NRC has 
located LPDR as near as possible to plant site Move would double distance. 
WHITTAKER.B House of Rep 84/07/13 PALLADINO, N J. Commissioners, Ip 
30453 101-30453-191 

*-8408246156 Responds to 640524 itr Co J Souder.chlef of NRC LPDR Branch, request- 
ing lhal NRC relocate LPDR from William Allen White Library In Emporia, KS to Wash- 
bum Law Library In Topeka.KS NRC will establish arfdt LPOR at Washburn Law Li- 

DI^'KS.WJ. Office of the Exoculive Direclor for Operalfons 84/06/16. SLATTERY, J 
House el Rep Ip 30453.1 8 54J04 53; 185, 


8505240035 Rev 7 to Emergency Plan Implementing Procedure EfP-ZZ*0020l , Notifi- 
cation" & revised index 

* Linton Electric Co 85/05/17 24pp 30555.060-30555 091 

6505290100 Rev 3 to Emergency Plan Implementing Procedure EIP-ZZ-00213, -“Technl 
cat Assessment'* 

MILTENSERGER.S Union Electric Co 85/05/21 13pp 30598 039 30698051, 

6505300352 Cfanf/es final rept for task analysis for SNUPPS DCRDR submitted on 
850426 Attachment contains all necessary tnfo to complete human factors las u os arf- 
clr^ssscl by lic^ns^s 

PETRICK.NA. Standardized Nuclear Unit Power Plant System 85/05/24 
DENTON, HB OlHce of Nuclear Heacior Regulation, Director 6pp 30628 208- 
30628303 


G. Adfudtcalory correspondence 

8505150022 Notice of receipt of Missouri Coalition for Environ & K Drey request for 
action under lOCFfl2 206 for order to show cause why OL should not be susp&rxJod 
or revoked pendtog Investigation of issues described In request 
TAYLOR, J M Director's Office, Office of Inspection and Enforcement ^285 996 85/ 
05/10 Ip 30300.028-30390 028. 

8505210371 Forwards Director's Decision DD-e5-07,denyIng 840928 2,206 request for 
Commission actions re 48 allegalior^s concerning adequacy of facility const 
OENTON.H R Office of Nuclear Reactor Regufatlon, Director, ^206 077. 85/05/17 
GARDE, B P. Government Accountability Project, 3pp 30495.127-30495^162. 

-8505210362 Director's Decision DD 85-07, denying M VarrlcchiO & B Garde 840026 I’d- 
quest for action re 48 allegations concerning adequacy of facility const. 

D£NTON.H,R. Office of Nuclear Reactor Regulation, Director #205 077 85/05/17, 
VARRiCCHIO.M , GARDE, B Government Accountability Project, 12pp 30495*130' 
30495.141 
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>8505210391 Nollco of issuance of DifQcfor‘s Decision DD-85 07.cfenvm9 M Varricchio 
& B Garde 640928 request for action ro allegations concerning Innp/oper const prac- 
tices & oilter improper plant worker conduct at facility 

DENTOKHR Office of Nuclear Reactor flegufation. Director 2 206 85/05/17 2pp 
3049S 142*30495 162 


-0505200106 Notice of receipt of AS Nomos 850325 10CFR2 206 petition on behalf of 
K Drey & Missouri Coafitlon for Envlrcin. requesting that order be issued lo Union Elec* 
trie Co to show cause ro issues raised in petition 

TAVLOR.J.M Director’s Office, Offcco of Inspection and Enforcement 65/05/10 Ip 
30502 341-30502 341 


H. General corresponcfence 

8505030267 Notifies of relocation of ofc on 841201 All documents & correspondence 
should be sent to new address 

’ Birch, Horton, Bittner, Peslingor & Anderson, 05/04/29 YOUNGBLOOD.B J Li- 
censing Branch 1 Ip 30125 110*30125 110 


P, Operating license stage documents & correspondence 

850520DS95 Further response lo FOIA request for NRR assessment & all reviews &/or 
comments re integrated program developed to outline near-term OL workload, per 
EDO 840625 memo Forwards App A documents Memo from EDO lo Palladino not 
found 

FELTON,JM Division of Rules and Records 04/10/19 ADATO.M Union of Con 
cerned Scientists 4pp 30525 001*30525 007 

-8407260398 Advises that Integrated schedules for fisted plants developed in accord* 
anca w/B40525 memo Finalized & approved schedules will become part of monthly 

EISENHUT.D.G Division of Licensing 04/08/20 Region 1, Office of Dlroctor 160pp 
30525 165 30525 332 

-8605210133 Forwards OL review mgt rept for Jul 1904 re status of plants Markup of 
enci rep! requested 840015 

EISENHUT.DQ Division of Licensing 84/07/30 Region 1, Office of Director t28pp. 
30525 333-30526.097. 

-8505210196 Requests assistance in ensuring that end plant status repls accurate & 
provide adequate basis for development of near* term OL mgl plans Response re- 
quested by D40501, 

DENTON,HR Office of Nuclear Reactor Regulation, Director 04/04/26 Region 1, 
Office of Director 79pp 30520 098*30526 176 

<<8505210221 FoAvards OL review mgt fopt for Aug 1984 re status of plants Markup of 
end rept req^uosted by 841005 

EISENHUT.D.G Division of Licensing 84/00/24 Region 1, Office of Director 120pp 
30626 177-30526 320 

B50506Q009 Forwards Amend 7 to License NPF*30 & safety evafuatfon Amend revises 
Tech Spec Pages 6 3 & 6 4 re offsite & unit organizational charts 
YOUNGBLOOD.B J Licensing Branch 1 85/04/29 SCHNELL.DF Union Electric Co, 
6pp, 30231 086 30231 099 

-6505000012 Amend 7 to License NPF-30, changing Tech Spec Pages 6 3 & 6*4 re off 
she & unit organizational charts 

YOUNGBLOOD.B J Licensing Branch 1 85/04/29 5pp 30231092 30231.096 

“0505080015 Safely evafuation supporting Amend 7 to License NPF-30 
* Office of Nuclear Reactor Rogulallon, Director. 85/04/29. 3pp 30231,097* 
30231^099 

0605020109 Forwards Rev Cl 7 to FSAR Drawing J<104 0042 unavailable when other 
as built drawings ro FSAR Section 1 7 transmitted w/840917 Itr Remaining two Wes* 
Ifnghouso drawings not submitted due lo proprietary contents Aperture card in PDR 
PETRICK.NA Standardized Nuclear Unit Power Plant System 05/04/30 
DENTON.H.R Office of Nuclear Reactor Regulation, Director Ip 301 06.1 76< 
30106:178 


8505220906 Application for amend lo Uiconso NPF'30.d Dieting Tech Spec requirement 
for resistance checking of fuses Periodic NDT of fuses only generates data & not In- 
dicalivo of performance Supporting documentation end Fee paid 
SCHNELUDF Lfnion Electric Co 85/05/17 DENTON.H R Office Of Nuclear Retactor 
Regulation, Director, 7pp 30520 305-30520 34 1 

-8505220011 Proposed Tech Spec changes, doioting requi/ement for resistance check 
fng of fuses 

* Union Electric Co 85/05/17 30pp 30520 312-30520 341 

6505220023 Forwards response to Youngblood 850313 request for addi info foliowing 
prehminaiy staff review of responses lo Generic Lir 83 28 Items include reactor tnp 
sys components S Nuclear Util Task AcClon Committee program 
SCHNELip F Union Electric Co 05/05/17 DENTON, H R Office of Nuclear Reactof 
Regulation, Director 7pp. 30520 273-30520 279 

6605220112 Application for amend to License NPF-30, re vising Tech Specs to incorpo- 
rate editorial changes to Table 3 6 1 re valve function descriptions & sys designators 
& deleting MSIV & main feedwater Isolation valve lime requirements Fee paid 
SCHNELL.DF Union Electric Co 85/05/17 DENTON, HR Office of Nuclear Reactor 
Regulation, Dlroctor 3pp 33 520 357-30521 014 

-6505220115 Proposed Toch Specs incorporating editorial changes to Table 3 6-1 re 
valve function dascripllons & sys designators & deleting MSIV & main feedwater isola- 
tion valve time requirements 

♦Union Electric Co 85/05/17 15pp 30520 360 30521.014 

8505280149 Forwards proprietary & nonpropriotary revised pa^es lo bo inserted into 
justification for Interim operation & sketch of in-core thermocouple sys w/new style ref 
lunclion box Propflolary paQos withheld 

PETRICK.NA. Standardized Nuclear Unit Power Plant System 85/05/21 
DENTON.H.R, Office of Nuclear Reactor Regulation, Director 5pp 30571 176 
30571*180, 

6505210106 Generic Ur 85*08 to atl holders of CPs & OLa re 10CFR20 40B termination 
repls • formats 

THOMPSON.HL, Division of Llcer^sir^g G5/05/23 Consolidated Edison Co of New 
York, fne 20pp 30682 282 3 0682 301 

8505210122 Generic Hr 05*09 lo all Weslinghouse PWR licensees & applicants re Toch 
Specs for Generic Ur 63 -28, (tom 4 3 

THOMPSON.HL. Division of Licensing 85/05/23. Yankee Atomic Eleciric Co 17pp 
30671 334-30671 350 


Q. Inapecdon reports, IE Dullatlns A correspondence 

8506020320 Forwards Insp Rept 50 483/85-06 on 050401 05 No violation noted 
PAPERIELLO.CJ Region 3, Office of Director 05/04/19 SCHNELL.DF Union Elec- 
trie Co, 2pp 301 16*173-301 1 D 104. 

-8505020331 Insp Rept £0 483/85-06 on 850401-05 No violation or deviation 
noted Major areas inspected radiation protection & radwaste program.Incli/ding startup 
radiation surveys & redwaato sys startup 

LOVENDALE.P.C., GILL.C F . GREQER.L R Region 3. Office of Direclor 05/04/19 
lOpp 301 18' 175 30118.184. 


8605060343 Forwards monthly FR notices for applications & amends to OLs involving 
NSHC.W/o end. 

YOUNGBLOOD.B J Licensing Branch 1 65/05/01 SCHNEU.D.F Union Efoctrlc Co 
3pp. 30188 067*30108 069 

8504290442 Generic Llr 05-07 to all operating reactor iicensoes ro Impfementallon of 
inlogrAted schedules for plant mods ovc list end 

THOMPSON.H L Division of Licensing 85/05/02 Consolidated Edison Co of New 
York. Inc. 22pp. 30210 149-30218.170. 


8505140277 Forwards safely evolualion re util response to Generic Ur 69-28, Item 1 1 
concerning post-trip review Program accepted 

YOUNGBLOOD.B J Licensing Branch 1. 66/05/07 SCHNELL.DF, Union EfectricCo 
4 pp. 30438.088 30438 091 

“8505150252 Safely evaluation supporting program description & procedure re post trip 
review, per Generic Llr 83*28, Item 1 1, 

* NRC * No Detailed Affiliation Given. 05/05/07 5pp 30438:092-30436 096 


8 SOS 140331 Forwards proprietary & non proprietary revised pages lo 841221 justification 
for Interim operation due to events during qualification testing of splices fn in core 
thermocouples Proprietary Info withheld (ref 10CFR2 700) 

PETRfCK.N A SlondardIzQd Nuclear Unit Power Plant System 85/05/09 
DENTON.HR Office of Nucloar Reactor Regulation, Director 12pp 30374:335- 
30374 346. 


6B05070333 Informs that baseline cable I nap perforpnod during recent maint oulagoAfI 
visually Inspected cable fnsulallon apecimena found lo be In satisfactory 
condllfofi,NDxl insp scheduled for Apr 1990. 

SCHNELL,D F Union Electric Co 86/04/22 DENTON, H R Office of Nuclear Reactor 
Regulation, Director. 3pp. 30176.320-30176 322 

6605070490 Forwards Insp Rept 50 4 83/85-04 on 850304-0405 & notice of violation. 
HAHRISOM.J J Region 3. Offi^coof Director 85/04/20. SCHNELL.DF. Union Electric 
Co. 2pp 39205 309 30205.321 

“6605070604 Notice of violation from Insp orn 050304-0406 
HARRISON, J J, Region 3, Office of Director 05/04/29 Ip. 30205 31 1*30205.31 1 

“6505070508 Insp Rept 50 493/85 04 on 850304*0405 Noncomplianco noted failure to 
properly evaluate startup test results 

FARQSi.M J , LANKSBUBY.n D. Region 3, Office of Director 05/04/29 lOpp 
30205312*30205 321. 

8504250462 IE Info Notice 85-034, “Heal Tracing Contributes to Corrosion of Stainless 
Steel Prplng.’’ Sve list one), 

JORDAN^^L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30. Consolidated Edison Co of New York, fnc. I07pp 30115 185 
30116 291 


0606170106 Ack receipt of 850320 request for action under 1OCFR2 2O0 lor order lo 
show cause why OL should not be suspended or revoked due lo qualification of const 
& operations QA personnel. 

TAYLOR.JM Director's Office, Office of Inspection and Enforcemenl 85/05/10. 
NEMES.AS. Affiliation Not Assigned 4pp 30484:347-30484.350. 

0506170326 Requests response lo end Missouri Coalition for Environ & K Drey 850325 

B ' for order lo show cause why OL should not be suspended or revoked pending 
a ation. Response requested no fater than 850607. 

TAYLORJ.M. Director's Office, Office of Inspection and Enforcement 85/05/10 
SCHNELL.D.F. Union Electric Co. 6pp 30484.208*30404.222. 

6EOS200103 Requests FR publication of end notice re receipt of 10CFR2 206 petition. 
TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 86/05/10. 
COWBSJ.R. Correapondence & Records Branch. 3pp 3O5O2.330-3O6O2'341 


8504250465 IE Info Notice 05-035, “Failure of Air Check Valves to Seat" Sve list end 
JORDAN.EL, Division of Emergency Preparedness 8 Engineering Response (Post 
030103). 85/04/30. Consolidated Edison Co of New York, Inc 108pp 30115 077* 
30115:184 


8SOS060236 Forwards Insp Rept 50 463/85-08 on 850410 No noncomplianco identified 
HARRISON.J J Region 3, Olllce of Director. 85/05/01. SCHNELL.DF. Union Electric 
Co 2pp 301 67.353-301 57 '3S8 


“8506060244 (Psp Rept 50*483/85-08 on 85041 9.No noncompllance or deviation 
rioted Major areas Inspected 'corrective measures taken for failure of feedwater smell 
bore piping caused by jammed sliding aupporls. 

YINpl.T., DANIELSON, 0 H Region 3* Office of Director 86/05/01. 2pp. 30157 355* 
30167'366, 
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“ ’■ Con„.l. on 

®®comptoLn" '"=P R^PI 50 483/86-10 on 850429 0503 Mo non- 

Co^i^(?aiM27^9*'!f(Ml7 3f2°® ®* 85/05/10 SCHNELL.DF Union Elocitic 

10 2pp 30427 311^304273^1^"°' Regions, Oflico of Difoclor 85/05/ 

®S NeL?a™“otn'f^,oo”^^^ No noncomptenco 

ing doscriPetf ioVrr SrreSondore^^^ eslablish eompliance w/ehock vaVe teal 

Co 2pp'30427'^049 30427'o56'^ 85/05/13 SCHNELl.DF Union Eloolnc 

notedlSafo* a?Ms”na^ol?ed®rfl(ull,SjeawN ®' •'“'''ato" 

Pfogiam ipiplomanlalion “'">7 we'ef seals & pump valve inservice Iasi 

30427 051 30427*05(f*^°^°’'*'^° Region 3, Office of Dveclof 85/05/08 6pp 

of Smcto? 3wSSa7 0S7lo4^^^^^ SP^SSARD.HL Region 3, Office 

* m-'sH ^'**’"'"9 °» <3ane,ato,s a1 Mi8 

Tc?o“o? &s1m2la,^t,'NURE(3X^^^ re line foas eoneclion 

Refitlalion, Drreclor 4pp 30467 35^/.30467^3 ^ Offfce of Nuclear Roactor 
"“9' ®°-‘'®3'83 09 on 850429-0503 No noncompli- 
Inf&l^MOSM'lTsM SCHMELL,OF Union Elec- 

85/05/2*' 11*PP 305^OT26*!^io556|°7”^^*°'^^”"“^ '’*9'®" *• °"''0 »' Direclor 

R. Periodic operaling reporle & related correspondence 

®*lci?NlL?nc®n ^,'”'''2" Operating Reel " W/850425 Hr 

M54m" 305«1^- KipPLERJQ Region 3. Oflicoof Direc 

?''^R ' * ve^e'Tako'Ifo^CoVsTlirn'®®'^ “Pirating 

Per gpp'-obeei mSooll 337*^- KEPPLER,JG Region 3. Ollice of Di/ec 

S. Reportable occurreneee, LEHe a related eorreapondence 

"'pMlgn'^ d«crepancles bebveen 

MILTESf FB ? ™(liftSl?o?reg elide W/55M22^^^^^^ proleclion of 

30™'’°^"'®" <^*WPbA|.,WH Unlo^; ElacU Co 85/04/11 '7pp aouniiu 

Sn*umfa*'®fuo®®'wa?cr°J/bSp"*"^re°Tupp?e®ssioS®®®toIl^^^ 

30204 192' ^ Uaion Eleclrte Co 85/04/2fl 4pp 30204 189- 

‘=^“dln^n5%1Lrd“M 

M'LTENaERGER,S Un»n Elao?r^®'»29, 4pp 30231.359- 
30483 3 39 '^ ■ Gleelne Co 85/05/06 5pp, 30463 335- 

gftca^S';nsS'ecll?n®'a^ln^JS^ Dseoloris Office, 


3feF 30535 255 

m4u* 352’*^ ° ' '^'‘•''■E'^BERQER.S Union Electric Co 85/05/13 4pp 30561 349- 

DOCKET STN-60 488 PERKINS NUCLEAR STATION, UNIT 1 

A, Appllcalton/conciruciton stage documents & correspondence 

‘SSnl"'"""® ""' ‘’9 associated w/wHhdravm CP 

^ 2pp 30«o‘'2“3Toi6?27l®''®^®'"®"' C Duke Posse, 

'lissssss™ 

30599 334-30599336^''^^^ 85/05/24 Divjsion of Accounting & Financo 3pp 

DOCKET STH-5(1-4B9 PERKINS NUCLEAR STATION, UNIT 2 

A, Appllcallon/consiruclion stags documenia A correspondence 

**wpSons’’'°'"” associated sv/svilhdiawn OP 

cl EpMOWE/S^Mie®^^^^^^^ 85/04/24 DAIL,LC Duko POAe, 

ll„SfSHapSS«>-“ 

30590 334-30599338°**^ 65/0^24 Division of Accounting 8 Finance 3pp 

DOCKET STN-50-490 PERKINS NUCLEAR STATION, UNIT 3 
A. Appllcallon/conalructlon stage documents s correspondence 
**apSfc^lons'''°^"'* "'®' ^® ‘’'"®'’ associated w/withdrawn CP 

®'cutaMOT ol w'it'lmnloH®,''.^!®.?? 880424 Bill DOESBner tOCFRIS & 170 Basos for cal 

oSfEN W H° ‘^r'S «*'*“'* *' 

30599 3^4 30699*336*^''^°'^ 85/05/24 Division of Accounling & Financo Spp 

DOCKET STN‘50-49a SOUTH TEXAS PROJECT, UNIT 1 



"^stanHaU^I dSn invesllgalion repl Adv;se$ thal sub- 

mffirfipll^rTOow 

jeaw/B59429 Kf. 

6PP 30232-293- In^'tt^eWsETrrM^^F^^^^ 


Inso & enforcemerS f^An dalermhac 

®' KeT/rv™!^ rcYrn'lnSi: 

^ckam®*® Issues of potential inleresi to Commission re facility enforcemenl 


KENNE- 

°Slnfa?vtlteblXpORFo™iiltn^^^^^ ""® ®®'®r'®» ddcuments Ape A 
vvilhhSd M FOIA ® documenla^pp B documenis pafirally 

CARDE.B-P. Government Ac- 

“*S!Sh?pS&*r ®®'®'y P™“ems re South Tesas S 

COLLINS, J. Region 4. 
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&505t30d85 Final response to FOIA request for prefjled testimony, speeches or pub 
lished papers & internal memos re facdilios sig^nod or sponsored by nine named 
individuals Forwards Apps A & B documents App B withheld (ref FOIA Exemptions C & 
7) 

F ELTON. J M Division of Rules and Records 65/02/25 GLASSPJEGEL.H Shaw. Pitt 
man, Potts & Trowbridge 4pp 30299 129 30299 175 

*•8505130493 Discusses allegations ro drug use at fadlitles.Region will not investigate 
charges since allegation presented from anonymous caller 

DRISKILL.D D Region 4, Dallas. Office of the Director 60/04/29 Rogioii 4. Dallas, 
OfliCO of the Director Ip 30299 135 30299 137 

-8505130498 Summarizes 791109 telcon w/M Lea ro cooling lake a1 facilities Texas 
PiRQ 791105 Itr to T Swoaiman end 

CROSSMAN, W A Region 4, Dallas, Office of the Director 79/11/15 Region 4, 
Dallas, Office of the Director 4pp 30299 136-30299 141 

-0505130503 Forwards FBI repl of Investigation re supplier of steel to facilrlies W/o 
end 

WAflO.WJ Director's Office, Office of Inspoction and Enforcement 80/07/30 
HERR,R K Region 4. Dallas. Office of the Director Ip 30299 142*30299 142 


8505060362 Advises that Rovs 6 & 9 to QA program consistent w/ provisions of 
lOCFflSO.App B & acceplabfe ponding addition of auditing requirement 
JOHNSON. EH Region 4, Office of Director 05/05/02 GOLDBERG, J H Houston 
Lighting & Power Co 2pp 30155 116 30155 1 10 

8505240263 Notification of 650517 meelinn w/ulil,Weslinghouse & Bechtel in 
Houston,TX to audit design documenlaticn of mechanical components Design docu 
mentation review end 

KADAMSI.NP Licensing 0 ranch 3 65/05/08 KNIGHTON.GW Licensing Branch 3 
6pp 30676 024 30576 029 

8505150191 Forwards listed attachrnents describing details of BS0326 29 review meet 
fngs re mslrumenlatlon & controls cfosign features & program implemontatjon, including 
agencfa.Ilst of attendees. handouts & action items 

WISENSURG.M R Houston Ughling & Power Co 85/05/13 KNIGHTON, G W Licens 
Ing Branch 3 175pp 30394 232*30395 055 

8505290024 Summary of 850419 meeting w/ulil & Woslindtouso re current draft of 
Tech Specs List of attendees, slide presentation & draft Tocn Specs end 
KADAMBI.N P Licensing Branch 3 85/05/15 Licensing Branch 3 59pp 30634 185* 
30634 243 


-8505130517 Requests confirmalion on whether steel, focus of FBI rept, used In Class 1 
sys Requests performance of special fnsp effort in procurement area if licensoo & 
contractor have disciplined control program 

THORNBURG.J D Division of Reactor Construdion Inspection 60/07/31 
SEYFRIT.K V Region 4, Dallas, Office of Ihe Director 2pp 30299 143 30209 144 

• 6505130524 Discusses allegations re intimidation of QC inspectors at facilities Portions 
deleted 

HUBACEK.WG Region 4, Dallas, Office of the Director 79/11/15 Region 4, Dallas, 
Office of the Director 4pp 30299 153*30299 156 

-8605130542 Discusses 600220 telcon w/B Hlghl, reporter for Austin American 
Stales man,ro facllilios Portions deloted 

SEIDLE.WC Region 4, Dallas, Reactor Construction & Engineering Support Branch 
80/03/13. Region 4, Dallas, Reactor Construction & Engineering Support Branch 
2pp 30299181-30299162 

-8 S 05130546 Discusses Iransfor of responsibility to Region IV investigative staff for In 
vealigaticn of alleged uso of controlled substances at fadlltios Portions deloted 
SEIDIE.WC Region 4, Dallas, Reactor Consiruction & Engineering Support Branch 
60/04/22 Region 4, Dallas, Reactor Construction & Engineering Support Branch Ip 
30299.163 30299'163 


-8506130551 Discusses addi allegations re NRC Invesilgaliona 81*11 S 01-17 Portions 
dole led 

PHILLIPS, MS Region 4, Dallas, Office of the Director (81/03/01) 61/05/27 Region 
4, Dallas, Office of the Director (81/03/01) 12pp 30299 164*30299.175 

8S04 159317 Forwards responses to NRC 650211 questions Procedures & Sys Review 
Branch questions will be answered bv amend to FSAR Section 14 2 by 650601 W/22 
oversize drawings Aperture cards available in PDR 

WISENBURQ./vTr Houston Ughling & Power Co 85/04/04 KNIGHTON.GW Licens 
Ing Branchs 60pp, 29044.317*29645 015 

6505020066 Grants 850209 requosl for withholding 041018 Info on 17x17 XL hydraulic 
flow testing Info contains trade secrets or proprietary commercial Info & will bo with* 
hold per 10CFR2 790 

KNIGHTON.GW. Licensing Branch 3 65/04/16 WIESEMANN.RA Weslmghouso 
Electric Corp 4pp 30140,272*30140 275 

8505 1505 93 Forwards summary of 850403 moating w/ull) in Houston.TX re status of 
const & schedule for completing const activities & establishment of regulatory compli* 
an CO croup 

JOHNSON, EH Region 4, Office of Director. 06/04/26 GOLDBERG, J.H Houston 
Ughling & Power Co 2pp 30412.243*30412*246 

-6505160595 Summary of 850403 mgt moellng w/ulll in Houston.TX re status of const 
& schedule for completing const eclivilies & oslabllshment of regulatory compliance 
group Altendance list end 

JOHNSON, EH Region 1, Office of Director 65/04/26 Region 1, Office of Director 
2pp 30412 246 30412.246. 

8505020439 Forwards response to 850305 request for addI Info ro containment puma & 
vent valve operability Info supplied for purge valves not sealed closed during oper* 
allenal Conditions 1 4, 

WISENBURG.M R Houston Lighting & Power Co, 85/04/30 KNIGHTON, G.W. Licens- 
ing Branch 3. I6pp 30103.001*30103 015 

•'0505020442 Rev B to ‘'16-Inch 150 Class Lugged Body Butterfly Valve '* 

* Rockwell Inlornalional Corp DR-65407-32 R B. 84/02/21, 146pp 30103,016 
30103 160 


85D52003S7 Submits copy of slides & handouts used by Bechtel during NRC structural 
analysis audit on 650107 in Houston.TX Responses to fisted open action items end 
WISENBURG.M H Houston Lighting & Power Co 65/05/16. KNIGHTON.G W Licens 
Ing Branch 3 332pp 30467 001-30467 332 

850526Q027 Notification of 850521 meeting w/ulil in Bethe&da.MD to discuss adcll info 
re lineament analysis 

KADAMBI.N P Licensing Branch 3 85/05/16 KNIGHTON.GW Licensing Branch 3 
4pp 30620 350-30629 353 

6505210066 Forwards responses 1o Geosciences Branch Questions 231 11N, 
231 12N,231 13N & 231 17N in FSAR flmend.per commitment In 650404 
Ilf Responses will be formally submitted in FSAR Amend 49 
WISENBURG.M R Houston Lfghllng & Power Co 85/05/17 KNIGHTON.GW Licens 
fng Branch 3 20pp 30494 344*30494 363 

8505220003 Forwards 1,004 oversize nonproprfolary electrical & Inslrumentation & con 
trol drawings, per Reg Guide 1 70 S NRC Question 032 01 End lists of drawings will 
bo Incorporated Inlo Amend 49 to FSAR Aperture cards available in FOR 
WISENBURG.M R, Houston Lighting & Power Co 85/05/17 KNIGHTON.GW Licens 
Ing Branch 3 73pp. 30521 017-30521 000. 

8606210106 Generic Ltr 85*08 to all holders of CPs & OLs ro 10CFH20 40S termination 
ropls • formals 

THOMPSON.H L Division of Licensing 85/05/23 Consolidated Edison Co of Now 
York, Inc 20pp 30682 282 30682 301 

6506210122 Generic Llr 85 09 to afl Weslinghouso PWR licensees & applicants re Tech 
Specs for Generic Llr 83 28Jlem 4 3 

THOMPSON.H L Division of Licensing 85/05/23 1/an kee Atomic Efoclnc Co 17pp 
30671 334*30671 350 

66 05290227 Discusses 850419 mopling w/NRC & WestinghousQ m Bethesda.MD re 
preparation of Tech Specs Tech Spocs will be submitted Tn Juno 1985 as markup of 
Rev 5 to STS Attendance list & NRC Tech Spoc schedule end 
WISENBURG.M R Houston Lighting & Power Co 05/05/24 KNiGHTON.G W Licens- 
ing Branch 3 54pp 30599 280*30509.333 


F. Security, medical, emergency & lire protection plans 

8S0 6090077 Forwards fnsp Repts 50* 490/85 04 & 50 499/86 04 on 650304 0415 No 
violations or deviations noted 

JOHNSON, E H Region 4. Office of Director. 05/05/02 GOLDBERG, J.H Houston 
Lighting & Power Co 2pp 30220 290 30220 303 

-8505090061 Insp Repts 50 498/85*04 & 50 499/85 04 on 050304 0415 No violalion 
or devialfon noted Major areas inspected licensee Idonlified iloms.renctor vessel 
Internals, electrical cables & terminations & firo protection, 

JOHNSON, C B . GARRISON, D L , CROSSMAN, W A Region 4, Office of Director 85/ 
05/02 12pp 30220 292*3 0220,303 

850 6290029 Nolificatlon of 650521 meeIFng w/util & Bechtel In Bethesda.MD to discuss 
justification lor fire protection measures designed Into plant Agenda end. 

KADAMBI.N P> Licensing Branch 3 85/05/16 KNIGHTON.GW Licensing Branch 3 
5pp 30629 345-30629 340 


Q, Adjudicatory correspondence 


■6505020465 “Solsmlc Test Program on 8 Inch Valve Assembly & 18'lnch Vafvo As- 
sembly “ W/bIx oversize drawta Aporlure cards available in PDR, 

* Wyle Laboratorfes. 45116*2 66/05/16. 53pp 30103 161*30103*212, 

1 1 to "South Texas Project Electric Generating Station QA 
Including Parts A,B & C QA program descriptions from 
Ebasco Sves, Inc, respectively 

Lighting & Power Co. 66/04/30. MARTIN, R D Region 4, 
Office of Director 19pp. 30242 170*30243.069 


6505100406 Forwards Rov 
During Design & Const," 
u III, Bechtel Energy Corp & 
QOLDBERGJ.H. Houston 


-8605100411 Rov 11 to "South Texas Project Electric Generating Station QA During 
Design & Const " 

‘ Houston Lighting & Power Co 85/05/01. 231pp. 30242.189-30243 059. 


6505010490 Forwards two addi documonlB, Including typed & handwritten versions of 
oxcerpts from CG Thresh 810721 notes re util mgt meeting, per ASLB 650226 memo 
randum & ordor.Certificate of Sve end Related correspondence 
GUTTERMAN.AH Newman & Haltzinoer GUTTERMAN.A.H Houston Lighting & 
Power Co //285 782 85/04/26 BECHHOEFER.C , LAMB.JC., HILL.E E Atomic 
Safety and Licensing Board Panel 9pp 30091*067-30091 075 

8505010602 Forwards reply to Citizens Concerned About Nuclear Power response to 
ASLB 850226 memoranaum & order ro Quad rex rept & suggested spec of Quadrex 
findings to be litigated & suggosled spec of issue re soils. 

QUTTERMAN,A.H. Newman & HoHzinger. //2B5 761. 05/04/26 BECHHOEFER.C , 
LAMS.J.C. HfLL,E.E Atomic Safely and Licensing Appeal Panel 2pp 30087 330 
30068 010 


85050900S5 Notification of 850507,08 & 09 meetings w/ulll, Bechtel & Weatinghouse in 
Bathes da, MD & Monroeville, PA to discuss reactor sys 

KADAMSI.N.P. Licensing Branch 3 85/05/01 KNIGHTON.GW. Licensing Branch 3 
4 pp. 30254-015*30264*018 

B 604290442 Generic Ltr 05-07 to all operating reactor licensees re implomsntalion of 
inlegraled schedufes for plant mods. Svo fist end. 

TH(3mPSON,H.L. Division of Licensing. 85/05/02. Consolidated Edison Co of Now 
York, Ine. 22pp 30210 149-30218 170. 


-8505010507 Reply to Cilfzens Concerned About Nuclear Power response to ASLB 
850226 memorandum & order re Quadrex rept 

GUTTERMAN.AH, Houston Lighting & Power Co QUTTERMAN.AH Newman & Holt* 
Zinger 85/04/26 Atomic Safety and Licensing Board Panel 31 pp 30087*332- 
30087.362 

-8505010514 Suggested spec o1 Issue re soils Certiticato of Sve one). 

AXELRAO.M, Houston Ligbling & Power Co. AXELRAD,M Newman & Hollzinger 05/ 
04/28 Atomic Safety and Licensing Board Panel 18pp 30088.001-30008 016 
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^ 5 05 in 0467 Pelitian fof review of ALAB 7S9 re AS LB failure to consitfar whether past 
failures of applicant w/o regard to laler remedial measures should result in denial of 
appeal Certificate of Svc and 

SINKIN.L Citizens Concerned Abaul Nuclear Power, fnc SINKIN.L Sinkin, LA #285 
764 85/04/30 Commissioners 7pp 30092 100 30092106 

8505070506 Forwards previously wUhhcfd documents per AS LB 850226 memorandum 
& order releasing documents listed In Attachment B to B5D419 Ur Certificate of Svc 
end Related correspondence 

AX6LRAD,M Newman <& Holtzinger AXELRAO.M Houston Lighting & Power Co 
#285 886 85/05/03 BECHHOEFER.C . LAMBJC, HtLUtE Atomic Safety and Li- 
censing Board Panel 60pp 30203 200*30203 259 

8505140403 Responds to pueslion arising in 850501 prehearing conference as to 
whether Intervener previously calJed etienlion to generic finding incorrocUy fabeld 
''3 18} “ Pag^QS 39 8 40 of Intervene r 811121 pleading cited 

SINKIN.L Citizens Concerned About Nuclear Power, Inc #285 97 7 85/05/03 
BECHHOEFER.C. LAMB.J C , HILL.E E Alomic Safety and licensing Board Panel 
Ip 30375 092-30375 094 

-0505140411 Confirms oral noltflcation that mtervenor wilf not file brief on question of 
whether calling alty for applicants as witness would prejudice inlervenor Lack of sub- 
stantial prejudice cited Certrlicate of Svc end 

SINKIN.L Citizens Concerned About Nuotear Powar. Inc 65/05/07. 
BECHHOEFER.C, LAMB.J C . HILL.EE Atomic Safety and Licensing Board Panel 
2pp 30375 093-30375 094 

8505130410 Fowi/ards proposed corrections to transcript of 650430 & 0501 prehearing 
confer ences.correctirg erroneous cilatrons Certificate of Svc end 
AXELRAD.M Newman & Holtzinger #285 945 85/05/OB BECHHOEFEaC, 
LAWP.JC, HILL, EE Atomic Safety and licensing Board Panel 7pp 30275 190- 
30275 196 

8505140468 Opposition to Cillzens Concerned About Nuclear Power motion to reopen 
Phase I record for consideration of purported "new evldenco" demonsi rating that util 
knew of Brown & Root failures before order to show cause Certificate of Svc end 
REIS.E J , P/RFO.O R Hearing Branch 3. #285 960 85/05/00 Atomic Safety and Li 
censing Board Panel 23pp 30368 039-30368 061 

8505140269 Response opposing Citizens Concerned About Nuclear Power 950430 peti- 
tion for Commission review oT ALAB 799 Petibon should be denied Cerfific ate of Svc 
end 

PIRFO.OR Hearing Branch 3 #285 975 85/05/10 Commissi pnors 12pp 

30373 155-30373 1 67 

8505140381 Answer in opposition to Citizens Concerned About Nuclear Power.lnc 
850430 pabtfon for review of ALAB-799 Petition fails to demonstrate that ALAB-799 
erroneous -& should be rejected Cerlifica to of Svc end 

GUTTERMAN,A Houston Lighting & Power Co QUnERMAN,A Newman & Holt- 
zlnger #285 968 85/05/10 Commissioners 12pp 30374 301-30374 312 

8505149412 Motion supporting continued participation of load counsel for 
applicant, regard loss of necessity or propriety for counsol to appear as witness Served 
on 850513 

BECHHOEFER.C Atomic Safety and Licensing Board Panel #286 958 85/05/10 
Houston lighting & Power Co 2pp 30-375 131 30375 132 

8605140451 Motion opposing Citizens Concerned About Nuclear Power 050430 petition 
for Commission review of ALAB-7Q9 re cfelermination whether uti) has requisite char- 
acter & com peter ce to be issued OL Certificate of Svc end 
PIRFO.OR Hearing Branch 3 #285 957 85/05/10 Commissioners I3pp 
30367 317-30367.329 

8506150017 Notice of 850510 reconslitutionC Bechhoefer.charrman & FJ Shon & JC 
Lamb meinbersFJ Shon replaces EE Hlli wfio is unable to serve due to schodulo 
conflict Served on 050514 

COTTER, B P Atomic Safety and Licensing Board Panel #265 994. 85/05/10. Ip 
3039B 160 30306 160 

8505200277 Order extending time until 850620 for Commission to act 1o review ALAB- 
799 Served on 850520 

CHiLK,S J Office of the Secrelary of the Commission #285 928 85/05/17 Cominls- 
slonsfs Ip 30468 311 30466 311 

850521 0015 Sixth prehearing conference order providing further definition of Phase if 
Issues Phase II hearings defined & delmealed & filing & hearing dates 
established Served on 859520 

BECHHOEFER.C Atomic Safety and Licensing Board Pane! #285 062 85/05/17 
Offree of the Executive Legal Director. 16pp 30494 303-30494‘318 

5505240261 Motion for clan fication of two rulings in 850517 sixth prehearing conference 
order.Certificate of Svc enct 

GUTTERMAN.A H Houston Lighting & Povirer Co GUTTERMAN,AH Newman & Holt- 
zmger #285 120 65/05/21. Atomic Safely and Licensing Board Panel epp 
30554 159 30564-166 

8505300325 Memorandum & order modifying sixth prehearing conference order to 
change ref to Frnding 4 32 1(1) fn Paragraph 5 on Page 12 to 4 3 2,1 (n) In Quadrex 
rept Served on 950528 

BECHOEFER.C Atomic Safety and Licensing Board Panef #285 142 85/05/24 3pp 
30622 316-30622 318 


K. Ulillly FJnaf Safety Analysis Report (FSAR) A amends 

8505060329 Forwards Amend 46 to FSAR for South Texas Project Units 1 & 2 
GOLDBERG. J.H. Houston Lfghfmg & Powor Co 85/05/02 DENTON, H. Office of Nu- 
clear Reactor Regulation, Director. 3pp 30152 276-30153.264 

-8605060333 Amend 46 to FSAR for South Texes ProJecI Units I & 2 
GOLDBERG, J.H. Houslon Lighting & Power Co 35/05/02 264pp. 30 153- 091- 
30163 264 

8605070094 Certifies svc of Amend 47 to FSAR on Commission & listed 
reciplenis Raided correspond enca. 

OUiNM.V.M. Texas, Stats of #285 867. 85/05/03 Ip 30181.351-30181 352 


8505080097 Forwards Amond 47 to FSAR for Soulh Texas Project Units 1 A 2,lncvrp(h 
rating general update to Chapter 9 5 1 & revised responses to NRC questions 
end 

GOLDBERG, JH Houslon Lighting & Power Co 85/05/03 DENTON, H OlficeoINu^ 
clear Reactor Regulation, Director 4pp 30108 059-30190 282 

-06O5OBO1OO Amend 47 to FSAR for South Texas Proiect Units 1 A 2 
* Houston Lighting A Power Co 85/05/03 220pp 30190 063-30198 282 


Q Inspection reports, IE Bulletins & correspondence 

8505130485 Final response to FOIA request for prefiled testimony, speeches or pub- 
lished papers A internal memos re taciJitios sig^ned or sponsored tay nine namftj 
individuals Forwards Apps A A 8 documents App B withheld (ref FOIA Excmpteons 6 i 
7 ) 

FELTON.JM Division of Rules and Records 85/02/25 GLASS PI EGEL.H Shaw, Pali 
man, Potts A Trowbridge 4pp 30209 129-30299 144 

-7908000042 Forwards IE Investigation & Insp Repis 60 498/78 09,78-12, 70-14,76 
16,79 01,79-04 & 50-490/70 09,78-12,70-14,78-15. 79 01,79 04.Memos re allogatiow 
end Portions deleted 

SEYFRIT.KV Region 4. Dallas. Office of the Director 70/05/31 THORNBURG, HO 
Division of Reactor Construction Inspection 8pp 30299, 1 45 30299 1 52 

-85O5130S29 Advises that end info re alleged welding improprieties at facilities nol re 
porlod to headquarters Matter wiif be reviewed during fnsps 50 498/60-02 A 60 499/ 
00*02 scheduled for 800205 08 Portions deleted 

HUBACEK.WG Region 4. Dallas, Office of the Direclor 80 / 02/20 Region 4, OaPas. 
Office of the Director 4pp 30299 157-30299-160 

8606090621 Forwards fnsp Repis 50 498/85 02 A 50 499/65 02 on 841201-650228^ 
notice of violation 

JOHNSON.EH Region 4, Office of Director 85/04/29 GOLDBERG. J,H Houslon 
LigMng & Power Co. 3pp 30232 1 23-90232 131 

->8505090622 Notice of violation from insp on 641201-850228 
* Region A, Office of Director, 85/04/29 Ip 30232 126 30232 128 

-8506090624 Insp Repts 60 498/85 02 A 50-499/65-02 on 841201 B50228 Viofation 
noledinslallalions nol Identified w/yellow paint required by Site Procedures CPS14 4 
WPP/QCf-12 1 

TOMLINSON.D P , CROSSMAN.WA Region 4, Office of Direclor 85/04/26 5pp 
30232 127-90232-131. 

8504260452 IE Info Notice 85-034, "Meat Tracing Contributes to Corrosion of Staiolcsi 
Steel Piping '' Svc fist encf 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/04/30 Consofidated Edison Co of New York, Inc Wpp 301 15 185 
30115 291 

8504250455 IE Info Notice 85-035, ‘'Failure of Air Check Valves to Seal" Svc list en\ 
JORDAN, EL Division of Emergency Preparedness A Enginaerlng Rosporse (Post 
030103) 85/04/30 Consolidated Edison Co of New York, Inc 10 app 30115 077- 
30115.184 

8605090077 Fonvards Insp Repis 50-498/85 04 A 50-499/85-04 on 850304- 041 6 Na 
vsolabons or devlattona noted 

JOHNSON.E H Region 4, Office of Director B5/05/02 GOLD BERG, J H Houilon 
Lighting A Power Co 2pp 30220.290-30220 303 

-8505090081 Insp Repis 50-498/05 04 A 50-499/85 04 on 850304 0415 No vioiabo™ 
or deviation noted Major areas inspected licensee identified items, reactor vessel 
intornals.electrical cables A terminations A fire protection 

JOHNSON.C E . GARRISON, D L , CROSSMAN,W A Region 4, Office of Director. 85/ 
05/02. 12pp 30220 292-30220 303 

8505040418 IE Info Notice 84-52,Suppl 1. "fnadequal© Mall Procurement Controfs on 
Pari of Licensees A Vendors " 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/05/08 Consolldaled Edison Co of New York. Inc 10pp 30616 336 
30616-347 

8505130034 IE Info Notice 85 037, "Chemical Cleaning of Steam Generators at MiH 
Slone 2" Svc list end 

JORDAN.E.L. Division of Emergency Preparedness A Engineering Rosporse (Posi 
030103) 85/05/14 Yankee Atomic Electric Co 4pp 30840 272-30849 014 

8505290170 Summarizes 850509 meeting w/MR Wisenberg re currant con^I 
progress, applicant melhodology for handling lOCFRSOSSje) items A ofc adjustrrcnl 
for resident inspectors 

JOHNSON, E.H Region 4, Office of Direclor. 85/05/21 GOLDBERG.J H Houslon 
Lighting A Power Co 2pp 30598.055-30598 056 


S. Reportable occurrences, LERs A related correspondence 

8505060029 Final deficiency rept re inability of containment spray sys to maintain spray 
pH loss than 10.6 under all conditions. Intially reported on 840921 Spray adcfiuvfl 
tanks will be isolated at end of injeclion phase 

GOLDSERG.J H Houston Lighting A Power Co 85/04/24 MARTIN.R D. Region 4. 
Office of Director 5pp 30104-310-30184 322 

8S05070502 Interim deficiency rept re concerns w/QA program of Magnetics Dw ol 
Spang A Co Inibally reported on 85O32O.Conc0rns Identifieo as result oJ Bechtel audit 
Corrective action (o be addressed In final rept by 850830. 

GOLDBERG, J.H Houston Lighting A Power Co. 85/04/24 MARTIN.R D. Region 4, 
Office of Direclor 3pp 30204 193-30204 195. 

8505Q80528 Second interim deficiency rept re potentlel failure of nonseismic tank level 
A flow switches during earthquake fniflally reported on 850207 Component cooling 
water aura© tank level switches provided Next rept expected by 850712. 
GOIDBERG.JH Houston Lighting A Power Co 85/04/26 MARTIN.R O Region 4, 
Office of Director. 6pp 30163.050-30183 055 
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BS05GD0200 Forwards mam cooling reservoir embankment summary ropl re orosion ef- 
focls due to dike failure Identified in 10CFR50 55(o) repts Analyses demonstrato ado- 

a uate margin of safety Design basis contingent upon fisted Items 
/ISENBURQ.MR Houston Lighting a Power Co 85/05/06 KNIGHTON.GW LIcons 
ing Branch 3 7App 30221 054-30221 127 

6505160170 Part 21 fopt re errors in safety grade core exit thermocouple sya durmg & 
following postulated high energy line break Probably caused by molsluro Ingrassfon A 
thermal expansion Qualification program completed 

RAHE.EP. Weslinghouse Electric Corp 85/05/09 TAYLOR JM Director's Office, 
Office of Inspection and Enforcement 5pp 30427 112-30427 116 


^-8505130542 Djscusses 800220 tefcon w/B Hi ght.re porter for Austin American 
Statesman je facilities Portions delolacf 

SEIOLEpWC Region 4, Dallas, Reactor Construction & Engineering Support Branch 
80/03/13. Region 4, Dallas, Reactor Construction & Englneerino Support Branch 
2pp 30299 161-30290 162 

-8505130546 Discusses transfer of responsibility to Region IV investigative staff for In 
veslinatron of alleged use of controlled substances al mcilities Portions deleted 
SEIDlE.WC Region 4, Dallas, Reactor Constructron & Enginoering Support Branch 
00/04/22 Region 4, Datlas, Reactor Construction & Engineering Support Branch Ip 
30299 103-30299 163 


8505290170 Summarizes 050509 meeting w/MR Wisenberg re current const 
progress, applicant methodology for handling 1OCFR5O55(0) Items 8 ofc adjustment 
for resident Inspectors 

JOHNSON, E H Region 4, Office of Director 85/05/21 GOLDBERG.J H Houston 
Lighting & Power Co 2pp 30598 05S-3059B 056 


T. Hearing transcripts on non-antltrust matters 

8505030432 Transcript of 850430 prehearing conference in Belhesda.MD Pp 10,065- 

11,102 

* Atomic Safety and Licensing Board Panel 05/04/30 239pp 30127 262-30126 140 

8605070201 Transcript of 050501 prehearing conleronce In Bothosda,MDPp 11,103 
11.264 

* Atomic Safely and Licensing Board Panel 65/05/01 161pp 30180 232-30181*033 

8505290505 Transcript of 850502 public meeting In Bay Cily.TX re environ Impact con- 
cerns for facilities Pp 1-42. 

* Commissioners 05/05/02 46pp 30595*173 30595 217 
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A. Appllcatlon/constructlon stage documents & correspondence 

8402080093 AddI response to FOIA request for IE Insp Rept 79-1 9, notices of proposed 
Imposition of civil penalties & violation & order to show cause App B Documents 1 & 5 
parlially withheld & Documents 2,3 & 4 withheld (ref FOfA Exemption 5). 

FELTON. J M Division of Rules and Records 83/12/23. HAML(N,J 0 Shaw. Pittman, 
Potts & Trowbridge 4pp. 30477*1 45-30477.173 

”8505170294 Discusses findings contained In facility investigation rept Advises that aub- 
slantlal civil penalty should be part of proposed action & prior to const resumlng.QA- 
OC function should be split off from Brown & Pool 

BRADFORD.PA Commissioners 80/04/18. AHEARNE, QILINSKY, KENNEDY Com- 
missioners Ip 30477*1 64-30477.164 

-8605170307 Comments on facility invostigalion.Penalty should bo determined through 
insp & enforcement (l&E) procoss Roly on l&E to taxo appropriate follow-on action 
AHEARNE, J Commissioners 60/04/23 Office of the Secretary of the Commission 
Ip 30477 165 30477 166 

-8505170315 Lists Issues of polenllal inferest to Commission ro facility onforcefnent 
package 

BICKVVIT.L Office of the General Counsel. 80/04/30 AHEARNE, GILINSKY. KENNE- 
DY Commissioners 8pp 30477,166-30477 173 

8505160395 Further response to FOIA request for five categories of documents App A 
documents available in PDR. Forwards App B documents App B documenls partially 
withheld (ref FOIA Exomplions 5 & 7) 

FELTON.J M Division of Rules and Records 84/10/30 GARDE, B P. Government Ac- 
countability Project 6pp 304 52 094- 3 04 53 171 

-8505160460 Forwards A Dillingham Ilf alluding to safely problems ro South Texas & 
Comanche Peak nuclear plants 

SNIEZEK.J NRC - No Dofailod Affiliation Given 83/05/30 COLLINS.J Region 4. 
Office of Director 1p 30452 110-30452 110 

8505130485 Final response to FOIA request for prefiled testimony, spoechoa or pub- 
lished papers & Internal memos ro facilities signed or sponsored ^ nino named 
indIvIduals.Forwards Apps A & B documents App B withheld (ref FOIA Exompliona 6 & 
7 ) 

FELTON,JM Division of Rules and Records 85/02/25 QLASSPIEGEL.H Shaw, Pill- 
man, Potts & Trowbridge 4pp 30299*129-30209 175 

-8 SO 51 30493 Discusses aflogalions re drug use at facilities Region will not Investigate 
charges since allegation presented from anonymous caller 

DRISKILL,D D. Region 4, Dallas, Office of the Director. BO/04/29. Region 4, Dallas, 
Office of the Director Ip 30209*135 30209 137 


-6505130551 Discusses addi allegations re NRC Invesligalions 81-11 & 01-17 Portions 
deleted 

PHILLIPS.HS Region 4. Dallas, Office of the Director (81/03/01) 81/05/27 Region 
4, Dallas, Office of the Director (81/03/01) I2pp 30299 184-30299 176 

8604150317 Forwards responses to NRC 850211 questions Procedures & Sys Review 
Branch questions will be answered by amend to FSAR Section 14 2 by 650601 W/22 
oversize- drawings Aperture cards available In PDR 

WISENBURG.MR Houston Lighting & Power Co 85/04/04 KNiQHTON.GW Licens 
Ing Branch 3 60pp 29044 317-29645 015 

85D5020060 Grants 050209 ronuosi for wilhholding 841018 inlo on 17x17 XL hydraulic 
flow testing Info contains trade socrels or proprietary commercial info & will bo with- 
held per 10CFR 2 790 

KNIGHTON.GW. Licensing Branch 3 85/04/18 WiESEMANN.R A Weslinghouse 
EfectrIcCorp 4pp 30140 272-3D140 275 

8505150693 Forwards summary of 050403 meoling w/util in Houston.TX ro status of 
const & schedulG for completing const aclivitios & establishment of regufafory compfi 
anca group 

JOHNSON.EH Region 4, Office of Director 05/04/26 GOLDBERG.J H Houston 
Lighting & Power Co 2pp 30412 243-30412 246 

”8605160595 Summary of 850403 mgl meoling w/ulil In Houston, TX re status of const 
& schotfulo for completing const aclivitles & oslabifshmont of regulatory compiianca 
group Attendanco fist oncl 

JOHNSON.EH Rogion 1, Offfco of Director 85/04/26 Region 1, Offica of Director 
2pp 30412 245-30412 246 

8506020439 Forwards response to Q50305 request for addi info ro conlafnment purge & 
vonl valve oporabilily Info supplied for purge valves not sealed closed dunng Opor- 
ational Conditions 1 4, 

WiSENBURQ.M R. Houston Lighting & Power Co BS/O4/30 KNIGHTON.GW Licons 
ing Branch 3 15pp 30103.001-30103 015 

-8506020442 Rov B to ”18 Inch 150 Cfass Lugged Body Butterfly Valvo ” 

* Rockwell International Corp DR 65407-32 R B 04/02/21 145pp 30103 016 
30103 1 60 

”8605020455 ‘'Seismic Test Program ort 8 Inch Valve Assombly & 18 Inch Valvo As- 
sembly " W/six oversize drawings Aperture cords avaifable In PDR 

* Wyfo Laboratories 46116 2 65/05/15 53pp 30103 1 61-30103,212. 

8505100406 Forwards Rev 11 to "Soulh Texas Project Electric Generating Station QA 
During Design &. ConsL” including Parts A,0 & 0 QA program descriptions from 
ulil.Bechlel EnorgyCorp & Ebasco bvcs.lnc.rospoctive-ly. 

GOLDBERG.J H Houston Lighting & Power Co 85/04/30. MARTIN.R D Region 4, 
Office of Director. IGpp. 30242 170 30243 059 

”8605100411 Rev 11 fo "South Texas Project Electric Generating Station QA During 
Design & Const " 

* Houston Lighting & Power Co 85/05/01 231pp. 30242.189 30243 059 

6605090055 Notification of 850507 .08 & 09 mealing s w/util,Bechtel & Westinghouso In 
Bethosda.MD & Monroeville.PA to discuss reactor sys 

KADAMBLNP Lie onsinn Branch 3 85/05/01 KNIGHTON.GW Licensing Branch 3 
4pp 30254 015-30254 016 

8604290442 Generic Ltr 85 07 to ail cmerating reader licensees re implementation of 
Integrated schedules for planl mods. Sve list oncl 

THCjMPSON.HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218.149-30210 170 

6506060362 AdvIsos that Revs 8 & 9 to QA program consistent w/provisione of 
10CFR50,App B & acceptablo ponding addition of auditing requirement 
JOHNSON.EH Region 4, Oflfco of Director. 85/06/02 GOLDBERG.J H Houston 
Lighting & Power Co 2pp 30155 110 30165.119 

8605240263 Notification of 850517 meeting w/utlLWestlnghouso & Oechtel in 
Houston.TX to audit design documentation or mechanical components Design cfocu 
mentation review oncl, 

KADAMBI.N.P. Licensing Branch 3. 85/05/08 KNIGHTON.GW Licensing Branch 3 
6pp 30576 024-30576 029 


”6506130498 Summarizes 791109 telcon w/M Log re cooling lake at facilities Texas 
PIRG 791105 ltr to T Swoaiman end. 

CROSSMAN.WA Region 4. Dallas, Office of the Director 79/11/16 Rogion 4, 
Dallas, Office of the D^cctor App 30299*138-30299:141 

”8606 130503 Forwards FBI ropt of Investigation ro supplier of steel to facllitios W/o 
end. 

WARD.WJ. Director’s Office, Office of Inspection and Enforcemenl. 80/07/30 
HERR,R.K. Region 4, Dallas, Office of the Director Ip 30299*1 42-30299. 142 


”0606130517 Requests confirmation on whether steel, focus of FBI rept, used In Class 1 
sys.RequesIs performance of special Insp effort In procurement area if llconsae & 
coniraclor have disciplined control program 

THORNBURG, J.D Division of Reactor Construction Inspecllon 80/07/31, 

SEYFRIT.K V. Region 4, Dallas, Office of the Director. 2pp. 30299.143-30209.144. 


6605150161 Forwards listed altachmenta describing details of 650326 20 review moot 
Ings re Ir^slrumontalion & controls design features & program imp lemeni a tion, Including 
agenda.fist of attendees, hand outs & aclion items 

WISENBURG.MR Houston Lighting & Power Co 85/05/13 KNiGHTON.Q.W Licons 
ing Branch 3 176pp 30394232-30305:055 

8605290024 Summary of 850419 mooting w/ulll & Weslinghouse re current draft of 
Tech Specs List of attendees, slide presootatlon & draft Teen Specs end 
KADAMBIpN.P. Licensing Branchs 85/05/15 Licensing Branch 3 60pp 30634.105- 
30634:243 

65052003&7 Submits cop/ of slides &. handouts used by Bechtel during NRG structural 
analysis audit on 050107 in Houston.TX Responses to Mated open action Items end 
WISENBURQ.M R Houston Lighting & Power Co 85/06/16 KNIGHTON.GW Licens- 
ing Branch 3 332pp 30467.001 30467.332. 


”6606130524 DIscussea allegations re Intimidation of QC inspectors at facilities Portions 
deleted. 

HUBACEK.W.G. Region 4. Dallas. Office of the Director. 79/11/16. Region 4, Dallas, 
Office of the Director App 30299.163-30299.156 


8505290027 Nolificafion of 850521 meeting w/ufil In Bethosda.MD to discuss addi Info 
re lineament analysis, 

KADAMBLN P. Licensing Branch 3 85/05/16. KNIGHTON,Q W Licenslr^g Branch 3 
4pp, 3O628,35O-3O620:3&3 
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850S210066 Forwards responses to Geoscjences Branch Ojoslrons 231 HN, 
231,i2N*231J3N 4L 231 17N FSAR amerd.per commttmenl in 8&0404 
Ilf Responses will be formally sub mi lied In FSAR Amend 49 
WISENBURG.M R Houston Liahting & Power Co 85/05/17 KNIGHTON.G W Licans^ 
mg Branch 3 20pp 30491 344 30491363 

8505220003 Forwards 1,004 oversize nonpropnelary efectrical & inslfumanlatSon & con- 
(rol drawingScper Reg Guide 1 70 & NRC Queslion 032 01. Enel lisis of drawings will 
be jncorporaled Into Amend 49 to FSAR Apertu/e cards available m PDR 
WISENBURG.MR Houston Ugh Img & Power Co 85/05/17 KNIQHTOM.GW Licens- 
ing Brancli 3 73pp 30521 017 30521 QBO 

6505210106 Generic Ltr 85 05 to all holders of CPs & OLs re 10CFR20 408 termination 
repla- formats 

THOiMPSON.H U Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, fnc 20pp 30682 262-30682 301 

8505210122 Generic Ur 8S 09 fo ell Westinghouse PWR licensees & applicants r© Tech 
Specs for Generic Ltr 83 28, Item 4 3 

THOMPSON, HL Division of Licensing 85/05/23 Yankee Atomic Efeciric Co I7pp 
30671 334-30671.350 

86052-9O227 Discusses 850419 rneeimg w/NRC & Weslinghouse in Bathes da.MO re 
preparation of Tech Specs, Tech Specs will be submitted in iuns (985 as markup of 
Rev 5 lo STS Aliendance list & NRG Tech Spec schedulo end 
WISENaURG,MB Houston Lighting & Power Co 85/05/24 KNIGHTON.G W Licens- 
ing Branch 3 54pp 30599 280 30599333 


F. Security, medical* emergiepcy & fire protection pfana 

8505090077 Fojwefds Insp flepts 50 498/85-04 & 50-499/85-04 on 050304- 0415 No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 85/05/02 GOLDBERG, J H Houston 
Lighting & Pcwoi Co 2pp 30220 290-30220 303 

-8506090081 Irtsp Repts 60-498/85-04 & 50 499/85 C4 on 650304 0415 No violallPn 
or deviation noted Major areas Inspected licensee Identified items, reactor vessel 
internals, electrical cables & terminations & frro protection 

JOHNSORCE Region 4, Office of Director. 85/05/02 12pp 30220 292 30220 303 

8505290029 Notification of 650521 meeting w/utd & Bechtel In 8olhesda,MP to discuss 
(ustification for fire protection measures designeci Into plant Agenda end. 

KADAMBI.N P Licensing Branch 3 85/05/16 KNIGHTORG.W. Licensing Branch 3 
6pp 30629 345-30620 349 


Q. Adjudlcatorv correspondence 

8505010490 Forwards two addl documents, Including typed & handwritten, versions of 
excerpts from CG Thrash 810721 notes re util mgt mOQllng.per ASLB 860226 memo- 
randum A order Certificate of Sve end Related correspondence 
GUTTERMAN,A H. Newman & HoJtzingar GUTTERMAN,AH Houston Lighting & 
Power Co f^f285 782 85/04/26. BEdHHOEF6R,C, LAMDJC, HILL,EE Atomic 
Safely and Licensing Board Panel 9pp. 30091 067 30091 075 

8505010502 Forwards reply to CiUrens Concerned About Nuclear Power response to 
ASLB 850226 memonan-efum & order re Quadrex fopl & suggested spec of Quadrox 
flndi^ to be fitlgated & suggested spec of issue re soils 

gutter WAN AH Newman & Holtzingar. ff2a5 761, 85/04/26 B£CHHOEFER,C., 
LAMB.JC, HILL.E E Atomic Safely and Licensing Appeal Panel 2pp SO-087 330 
30008 018 

-050 BPt 0507 Reply to Citizens Concerned About Nuclear Power response to ASLB 
850226 memorandum & Order re Quadrex rept 

QUTTERWANA H Houston Lighting A Power Co GUTTERMANA H. Newman & Holt* 
Zinger ^85/04/26. Alomic Safety and Licensing Board Panel 31 pp 30087 332- 

-0SO5O1O614 Suggested spec of issue re soiis Certificate of Sve enci 
AXELRAD.W. Houston Lfghling A Power Co, AXELRAD,M Newman A Holtjingor 85/ 
04/26 Alomfc Safety anrf Licensing Board Panel iapp 30086 001 -30068018. 

850 5010467 PotiliOA for review of AUAB 799 re ASLB failure lo consider whether past 
failures of applicant w/o regard Co later remedial measures should result In denial of 
appeal Certificate of Sve end 

SINK IN, L Citizens Concerned About Nuclear Power, Inc SINKfN,L Slnkin, LA #285 
764 85/04/30. Commissioners. 7pp. 30092.T 00-30092, 106 

0505070506 Forwards previously withheld documenis per ASLB 850226 memorandum 
A order releasing documents listed In Attachmeni B lo 8504 19 firCertlfJcale of Sve 
end Related correspondence 

AXELRAD,M Newman A Hollzlnger AXELRAD.M Houslon Lighting & Power Co 
#205 086. 85/05/03. BECHHOEF^R.C , LAMB.JC, HILL.E E Alomic Safety and Li 
cariaing Board Panel 60pp, 30203,200 30203 259 

6505 1404 03 Responds to question arfsing In B50501 prehearing conference as to 
whether Intarvenor previously called attention lo generic finding Incorrectly fabefd 
“3.16).’' Pages 39 & 40 of intervenor 81 1121 pleading cited 

SINKIN,L. Cilfzens Concerned About Nuclear Power, Inc #285 977 85/06/03. 
BECHHOEFER.C , lAMB.J.C, HILL.E E. Atomic Safety and Licensing Board Panel 
Ip 30375 09-2.30376.094 

-0505140411 Confirms oral notification that Intervenor will not file brief on question of 
whether calling ally for applicants as witness would prejudice Inlervenor Lack of sub 
s tan t la I preludice cited.Cerfiflcato of Sve end. 

SINKlN.l Cihzens Concerned Abcul Nuclear Power, Inc 85/05/07 
BECHHOEFER.C , LAMB,JC, HJLL,E,E Atomic Safety and Licensing Board Panel 
2pp, 36375 093-30376,094- 

6505130410 Forwards proposed corrections lo iranscrlpt of 850430 & 0501 prehearing 
conferencesjcorrecting erroneous ciialions Certificaie of Sve end 
AXELRAD.M. Newman A Hollzlnger #285 946 85/05/08 BECHHOEFER.C, 
LAMp.J.C,, RILL,E,E. Atomic Safety and Licensing Board Panel 7pp 38275’190- 
30275 196. 


8505140468 Opposition to Citizens Concerned About Nuclear Power molrofi to reopen 
Phase I record for consideraticn of purported “new evidence'* clemonsirating ihat utl 
knew of Drown A Root failures before order to show cause Certillcaie of Sve erci 
REIS.E J, PfRFO.OR Hearing Branch 3 #285 960 85/0S/09 Atomic Safety and Ij- 
conslng Board Panel 23pp 30366 039-30368 061 

850514 0259 Response opposing Citizens Concerned About Nuclear Power BS9430 pet 
bon for Commission review of ALAB-799 Petilion should be denied Certificate ol Si^c 
end 

pjflFO.OR Hearing Branch 3 #286 975 86/05/10 Commissioners 12pp 

30373 155-30373 167 

0605140381 Ar>swer In opposition to Cilrzens Concerned About Nuclear Power.lnc 
850430 peiillen for review of ALAB-799 Petition fails to demonstrate that ALAQ 799 
erroneous A should be rejected Certificate of Sve end 

GUTTERMAN.A Houston Lighting & Power Co GUTTERMAN.A Newman & Holt 
Zinger #285 988 66/05/10 Commissioners 12pp 30374 301-30374 312 

8505140412 Motion supporting continued participation of lead course! tor 
applrcankregardless of necessity or propriety for counsel to appear as witness Served 
00 850518 

BECHHOEFER.C Atomic Safety and Licensing Board Panel #205 958 85/05/10 
Houslon LIghlIng A Power Co 2pp 30375.131-30375 132 

8605140451 Motion opposing CJlizens Concerned About Nuclear Power 850430 pehuon 
for Commission review of ALAB-799 re delerminalion whether ulif has requlsito char- 
acter A competence to be issued OL Certificate of Sve end 
PiRFO.OR, Hearma Branch 3 #285 957 85/05/10 Commissioners 13pp 
30367 317-30367 320 

8505150017 Notice of 850510 reconstilution C Bechhoefer, chairman & FJ Shon & JC 
Lamb members FJ Shon replaces EE HifI who is unable to serve due to schedule 
confircl Senred on 850514 

COTTER.8P. Afomlc Safety and Licensing Board Panel #285 994 85/05/10 Ip 
30390*160-30398*160 

8505200277 Order extending time until 850620 for Commission to act lo review AUAB 
799 Served on 850520 

CHILKgS J Office of the Secretary of the Commission #285 028 85/05/1? Gommis 
sioners ip 30466.311-30468,311. 

0506210015 Sixth prehearing conference order providing further definilion of Phase 11 
Issues Phase fl hearings defined A delineated & Ming A hearing dates 
established Served on 850520 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel #205 062 85/05/17, 
Office of Iho Executive Legal Director, 16pp 30494.303-30494.318 

8505240261 Motion for clarillcallon of two rulings (n 050517 sixth prehearing conference 
order Cerlificate of Sve end 

GLITT£flMAN.A.H Houston Lighting A Power Co GUTTERMAN.A H Newman & Holt- 
zms&T #285 120 85/05/21 Atomic Safety and Licfinsing Board Par el 0pp 
30554 159-30554 186 

8505380325 Memorandum & order modifying sixth prehearing conference order lo 
change ref lo Finding 432 1(1) In Paragraph 6 on Page 12 to 4.3 2.1 (n) in Ou&tlTOX 
rept Served on 860528 

BECHOEFER.C. Alomic Safely and Licensing Board Panel #205 142 05/05/24 3pp 
3f>622‘31S-30822 318. 


K. Uliffty Final Safely Analysis Report (FSAR) & amends 

6505060329 Forwards Amend 46 to FSAR for South Texas Project Units 14 2 
GOLDBERG, J H Houston Lighting & Power Co. 85/05/02. DENTON.H. Office of Nu- 
clear fleaclor Reguralion, Director 3pp. 30152 275-30163.264 

^.8505060333 Amend 46 lo FSAR for South Texas Project Units 1 & 2 
GOLDBERG,JH. Houslon Lighting & Power Co. 05/05/02. 264pp. 30163 001- 
30153264 

8505070094 Certifies svc of Amend 47 to FSAR on Commission & listed 
recipients Related correspondence. 

QUINN, V.M Texas, Slate of. #285 867 85/05/03 ip 30181‘351-30181 352 

8505080097 Forwards Amend 47 lo FSAR for South Texas Project Units 1 & 2,lncOfpO 
rating general update lo Chapter 9 5 1 & revised responses to NRC questions Aftidavit 
encl 

GOLDBERG, Houston LIghlIng & Power Co 05/06/03 DENTON, H. Office of Nu 
clear Reactor Regulation, Director. 4pp 30190 059-30198.202 

-'8605000180 Amend 47 to FSAR for South Texas Project Units 1 & 2 
• Houston Lighting A Power Co. 85/05/03. 220pp. 30190 063-30198 282 


O, Inspection reports, IE Bulletins & correspondence 

85O513O40S Final response to FOIA request for profiled testimony, speeches or pub- 
lished papers & Internal memos re facilities signed or sponsored by nine named 
Individuals, Forwards Apps A & B documentsApp B withheld (ref FOIA examptlons 6 & 
7) 

FELTON.J,M Divfsloni of Rules and Records 05/02/25 QLASSPIEQEL.H. Shaw, Pill 
man, Potts & Trowbridge. 4pp. 30299.1^9-30299.144 

-7908008042 Forwards IE [nvesUgalion & In^ Repts SO 490/70-09, 76-1 2j 78-14,78' 
16,79-01,79 84 & SO 499/70-09,78-12,70-14,70-16, 79 01,79-04 Memos re allegations 
enclPorlfons deleted. 

SEYFfllT.KV. Region 4, Dallas. Office of the Director. 79/05/31. THORNBURO,lH D 
Division of Reactor ConBlruclion Inspection, dpp 30299H 45-30299. 162 

-0505130529 Acfvises that end Info re alleged welding Improprieties at facilities nal re- 
ported to headquefters.Matler wilt be reviewed dunng Insps 50-498/00-02 & 50-490/ 
80-02 scheduled for 000205-08 Portions deleted. 

HUBACEK.W.G. Region 4, Dallas, Office of fhe Director. 00/02/20. Region 4, Dallas, 
Oifico of Ihe Director. 4pp 30299 -157-30299; 160. 
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6505090621 Forwards Insp Ropls 60.400/65 02 & 50.469/85 02 on 841201.660228 8 DOCKET SrN-60-50B WPPSS NUCLEAR PROJECT, UNIT 3 

notice of violation 

JOHNSON.EH Region 4, Office of Director 85/04/29 GOLDBERG, JH Houston 

Ughling & Power Co 3pp 30232 123*30232 131 Appifeat Ion /construction stage documents & correspondence 


•^*8505090622 Notice of violation from Insp on 841201-850228 
' Region 4, Office of Director 86/04/29 Ip 30232 126 30232,126 

-*6605090624 Insp Repls 50 498/85 02 & 50 499/85 02 on 041201*850226 Violation 
noted installations not identified w/yellow paint required by Site Procedures CPS14 & 
WPP/OCf-121 

TOMLINSON.D P, CROSSMAN.WA Region 4, Office of Director 65/04/25 5pp 
30232 127*30232 131 

8504260452 IE Info Notice 85 034, "Heat Tracing Contributes to Corrosion of Stainless 
Staol Piping " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/04/30 Consolidated Edison Co of New YorR, fne I07pp 30115 105 
30115 291 

8504260455 IE Info Notice 85*035, "Faffure of Air Check Valves to Seal '* Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of New VorR, Inc f08pp 30115 077* 
30115 184 


8505090077 Forwards Insp Repls 50 498/85*04 & 50 499/85 04 on 850304* 0415 No 
violations or doviations noted . 

JOHNSONiEH Region 4, Office of Director 85/05/02 GOLDBERG, JH Houston 
Lighting & Power Co 2pp, 30220 290-30220 303 


-0605090081 Insp Repls 60-498/85*04 & 50-499/85-04 on 050304*0416 No violation 
or deviation noted Major areas inspected licensee Identified items, reactor vessel 
interna la,eledrical cables & terminations & fire protection 

JOHNSON, C E , GARRISON, D L , CROSSMAN,W A Region 4. Office of Director 06/ 
05/02 12pp 30220 292-30220 303 


8605060418 IE Info Notice B4*62.Suppl 1, 'Mnadequato Mall Procurement Controls on 
Pad of licensees & Vendors " 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/00 Consolidated Edison Co, of New York, Inc lOpp 30616 330- 
30615 347 


8505130034 IE Info Nolice 85*037, "Chemical Cleaning of Steam Generators at Mill 
atone 2 " Sve list end 

JORDAN, E L Division of Emergency Proparodnoss & Enginaering Response (Post 
830103) 85/06/14 Yankee Atomic Electric Co 4pp 3OO4Q*272*3O049 014 


8505130303 Final response to FOIA request tor four categorios of documents re sub 
ductlon zones & low angle thrust faults wJileh could affect facilities App B & C docu 
ments available in PDR 

FELTON, J*M Division of Rules and Records 04/12/04 BELL,N Nuclear Information 
& Resource Service 3pp 30383 268*30363 352 

8505060112 Forwards revised FSAR QA program description, reflecting recent changes 
& changes transmitted on 640827 

SORENSEN, G C Washmgtoni Public Power Supply System 85/04/24 MARTIN. J B 
Region S, Office of Director 47pp 3020(} 223*31)200 269 

8505080131 Forwards Internal working document dascribing preservation program in 
effect at facility Meeting to discuss formal & content of program description 
requested W/o end 

KOHLER.AD Washington Public Power Supply System 65/04/26 MARTIN.J B 
Region 6, Office of Director. 2pp 30157 272-3(ri57 273 

8504290442 Generic Ltr 35 07 to all operating reactor licensees re Implementation of 
Integrated schedules for plant mods Sve list end 

THOMPSON,H L Division of Licensing G5/06/02 Consolidated Edisor^ Co of New 
York. Inc 2 PdP 30218 149 30210 170 

8605130289 fn forma that util updated contract w/fandowner of Saginaw Spur laydown 
area used for storage of equipment Cash setllament re tenmination of lease based on 
cost of returning land to pasture 

SORENSEN.QC Washington Public Power Supply System 85/05/07 
KNIGHTON.Q.W, Uc0n8lf>g Branch 3 2pp 30275 352*30275 353 

8605150324 Responds to 050424 doscriplion of licensee "QA Program for Design & 
Const of Nuclear Project 3 (WNP-3)*' Program description still meets 10CFR50,App B 
requirements following change to Amend o 

KIRSCH.DF Region 5, Office of Director. 65/05/10 SORENSEN, GC Washington 
Public Power Supply System 2pp 30398 270 303 98 271 

8605310601 Summary of 850430 meeting w/ullf re Design Readiness Review Program 
proposed for impfementatlon begln<ning Jul 1905 & Jul 1986 for Units 3 & 
1, respectively Meeting altendeas list, near-term activtiles l^st & schedule end 
HOOD.D Licensing Branch 4 85/05/16 Licensing Branch 4 19pp 30684 249 
30664 26Q 


8505290170 Summarizes B50509 meeting w/MR Wlsenberg xo current const 

f irogress.appileant methodology for handling 10CFR50 55(o) items 5 ofc adjustment 
or resident inspectors. 

JOHNSON.EH Region 4, Offk'O of Director 05/05/21 GOLDBERG.JH. Houston 
Lighting & Power Co. 2pp 305D8 055*30598 056 


860 5210106 Generic Ltr 85*08 to all holders of CPs & OLs re 1DCFR20 400 termination 
rapts • formats 

THOMPSON, H.L Division of Licensing, 85/03/23 Consolidated Edison Co of New 
York, Inc 20pp 3O602.282-3O882'3O1 


S. Reportable occurrences, LERs & related correspondence 


8605060029 Final deficiency root ro Inability of containment spray sys to maintain spray 
pK less tlian 10 5 under all conditions, (ntially reported on 840821 Spray adailive 
tanks will bo isolated at end of Injection phase 

GOLDBERG.JH Houston LIghlIng & Power Co 85/04/24, MARTIN, RD. Region 4, 
Office of Director 5pp. 30184 318-30104 322 

6505070502 Interim deficiency repl ro concerns w/QA program of Magnetics Div of 
Spang & Co Initially reportea on 8 503 20 .Cone or ns idontifioo os result of Bechtel audit 
Corrective action to be addressed In final rept by 850830 

GOLDBERG, J H Houston Lighting & Power Co 85/04/24. MARTIN, R D, Region 4, 
OffiCQ of Director 3pp 30204:193*30204.195 


8605880528 Second Interim deficiency root ro potential failure of nonselsmic tank level 
& flow switches during earthquake Initially reported on 850207 Component cooling 
water surge lank level switches providad.Noxt repl expected by 850712. 

GOLDBERG, J H Houston Lighting & Power Co. 05/04/28 MARTIN, R.D Raglon 4, 
Office of Director 6pp. 30183.050 30183.065, 

8506090200 Forwards main cooling reservoir embankment summary repl re erosfon of* 
feds due to dike failure Identified In 10CFR60 65(e) repts Analyses demonstrate ade- 
quate margin of safety Design basis contingent upon IlsUd Items. 

WISENBURG.M R Houston Lighting & Power Co 85/05/06 KNIGHTON, Q.W. Licens- 
irig Branch 3, 74pp 30221 054*30221 127. 


8505169170 Part 21 rept re errors In safety grade core exit thermocouple sys during & 
following postulated high energy line breakJ^robably caused by moisture ingresslon & 

thermal expansion Qualification program completed. 

RAHE»E.P. Weslinghouse Electric Corp 85/05/09 TAYLOR, J.M. Director's Office, 
Office of Inspection and Enforcement 6pp 30427*1 12-30427,1 16, 


8505200170 Summarizes 850509 meeting w/MR WIsenbexg re current const 
progress, applicant methodology (or handling 10CFR50.55 (b) Items & ofc adjustment 
for resident Inspectors 

JOHNSON, E.H. Region 4. Office of Director 85/05/21 GOLDBERG, J.H. Houston 
Lighting & Power Co 2pp 30698.056 30598.050 


T. Hearing transcripts on non-antitrust matters 

8505030432 Transcript of 850430 prehearing conference Jn Bethosda.MD Pp 10,865- 

* Atomic Safely and Licensing Board Panel 85/04/30. 239pp, 30127 262-30128 140. 

0506070201 Transcript of 850501 prehearing conference In 0ethesda,MD Pp 11,103* 
11,264. 

» Alomfe Safety and Licensing Board Pane! 86/05/01 161pp 301 80*232.301 8 1.033. 

8505290505 Transcript of 850502 public meoling In Bay CHy,TX re environ Impact con- 
cerns for facilities Pp 1-42 

•Commissioners 85/05/02 46pp, 30595*173*30596:217 


D. NRC Drafl/Finaf Environmental Statements, supple & correspondence 

8506230621 Forwards FES <NUREQ-1033) re Washington Nuclear Proiect 3 & FR 
notice 

KNIGHTOM.G.W Licensing Branch 3. 05/05/13 MAZUR.D.W Washington Public 
Power Supply System, 2pp 30543 242-30543,246 

-8505230520 Notice of Issuarbc© & avellabillly of FES (NUnEQ-1033) lor Washington 
Nuclear Project 3 

KNIGHTON, Q.W Licensing Branch 3 85/06/13 3pp 30243*244*30543 246 

6505230560 Forwards FES (NUftEG 1033) re operation of Washington Nuclear Projecl 
3 & FR notice. W/O FES 

KNIGHTON.Q W Licensing Branch 3. 85/05/13. WOOD, J.M Commerce, DepI of, 
Nall, Oceanographic & Almospheric Adnifnislration. 4pp. 30543.261*30543*266 

8605310086 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION 
OF WPPSS NUCLEAR PROJECT NO 3 Docket No 50-508. (Washing ton Public Power 
System) 

^ Office of Nuclear Reactor Regulation, Director. NUREG.1033 85/05/31 247pp 
30671*001*30671 265. 


E, NRC Safety Evaluation Report (S£n)i supple & correspondence 

8805200400 Responds to 030503 request for addi info re potential & probability for ex- 
ceeding SSE, Commitment requested to extent necessary to prepare final SER sec- 
tions for geology & seismology, 

MAZUR.D.W, Washington Public Power Supply Syalem. 86/05/13, DENTON, H R. 
Oflice of Nuclear Reactor Regulation, Director, 3pp 30471. 161-30471 *163 


Q. Inapeotlon reports, IE Bulletins & correspondence 

8604260452 IE Info Notice 85-034, "Heat Tracing Contributes lo Corrosion of Stainless 
Steel Piping " Sve list end 

JORDAN, EL. Division of Emergency Preparedness & Engineerino Response (Post 
830103). 06/04/30. Consolidated Edison Co, of New York, Inc i07pp 30116 185- 
30116:291 

8504250455 IE Info Notice 85-036, "Failure of Air Check Valves to Seat." Sve list end. 
JORDAN.E L, DMsIon of Emergency Preparedness & Engineering Response (Post 
830103). 85/04/30 Consolidalad Edison Co of New York, Inc. T08pp. 30116 077- 
30116:184 

8505069418 IE Info Notice 84-52, SuppI 1, "Inadequate Mall Procurement Controls on 
Part of Licensees 8 Vendore." 

JORDAN.E L. Division of Emergency Preparedness & Engineering Rosponsa (Post 
630103). 85/05/08, Consolidated Edison Co. of New York, Inc. 10pp. 30616*338- 
30616.347. 
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DOCKET S0-S13 VVPPSS UUCLEAH PROJ^ECT, UNIT 4 


S Reportable occurrences, LERe & refeled correspondence 

£505210323 Pan Z\ rapt re poientiaf do feel in engine generator con\ro\ panels of DSR 
or DSnV-16 standby diescJ generator Reviow of generator control panel installalfon by 
eacJifflcirityrecommendod 

BOYER.R6 Transamefica Delava I, /nc 85/05/17 Director's Office, Of fico of Inspec- 
tion and Enforcement Spp 304B9 339-30480 343 


DOCKET 60-922 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


A. Appllcallon/con&trticiran stage docifments & corrsepondenee 

8504290442 Genoric Lir S5 07 lo all aerating reactor licensees re imple mentation of 
integrated schedufes (or plant mods Sve list end 

THOMPSON.H L* Division of Licensing B5/05/02 Consoifdated Edison Co of New 
York, Inc 22pp 30216 149-30218 t70 

6505210106 Generic Ur 85 08 to alJ holders of C Pa £ OLs re 10CFR20 408 termination 
repts - formats 

THOMPSON, H L Division of Llcenjing 35/0S/23 Consoffdated Edison Co of New 
York, fne 20pp 30682 282'3O602 301 


0 Inspection reports, IE Bulletins cormpondence 


8505200595 furthe/ response lo FOIA request for NRR assessment & all rovlOAS jt^Of 
comments ro integrated program developed to outlino near-term OL worKJoad p€f 
EDO 840625 memo forwards App A documents Memo from EDO lo Paliaoino rwt 

FELTOHJM Division of Rules and Records Q4/10/19 ADATO.M Union of Con- 
cerned Scientists 4pp 30525 001-30526 007 

-ft407260398 Advises thial Integrated schedules for listed planls developed In aocoriJ- 
ance w/840525 memo Finalized & approved schedules will become part of monViV 

EliENHUr.D.G Division of Licensing 84/06/20 Region 1, Office of Director 

30525 165 30525 332 

**6505210133 Forwards OL review mpt rept for Juf 1984 re alatos of ptants MarKirp of 
end rept requested by 840816 . 

EiSENHUT.OG Division of Licensing 04/07/30 Region 1. Office o1 Director, 128pp 

30526 333-30526 007 

-0505210196 Requests assistance in ensuring that end plant status repts aecuialo A 
provide adequate basis for development of near- term OL mgl plans Response re- 
quested by 640501 . 

DENTON, HR Office oi Nt/cfear Reactor Regulation, Director 94/04/26. Regloin 1, 
Office of Dfredor* 79pp 30526 096 3D526 176 

-6505210221 Forwards OL review mgl rept tor Aug 1984 re slates of plants MarS^tpoI 
end rept requested by 84 1005 

EISENHUr.DG Dhrision of Licensing 64/09/24 Region 1, Office of Director. 120pp 
30528 177-3 0526 320. 


8504350492 IE fnfo Notice 65 034, “Heat Tracing Coninbutea to Corrosion of Stainless 
Steel Piping " Sve list end 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/04/30 Consolidated Edjson Co of New YorK, Inc f07pp 30115165- 
30115'291 

6S04250455 IE Info No lice 65 035, “Failure of Air Check VaVes lo Seat ’’ Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) B5/04/30 Consolidated Edison Co of Now York. Inc- t08pp. 30115 077- 
30115 164 

8505060418 IE Info Nolica 84*52, SuppI 1, “Inadequate Mat! Procurement Conlrols on 
Part of Licensees & Vendors “ 

JORDAN, E L Division of Emergency Preparedness & Engineereng Response (PosI 
830103) 85/05/08 Ccnsolfdaled Edison Co, of New York, Inc lOpp 30615 33S- 
30616 347 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNJT 2 


A. Appllcallon/conatructjon stage documents 5 correapondence 

850429044? Generic Ltr 85 07 to ell operating reactor ficensees ro Implementation of 
Integraled schedules for plant mods 5vc fist end 

THtjMPSON.HL Division of Licensing 85/05/02 Consolidated Edison Co of New 
York, fnc 2?pp 30218 f49-30218 170 

0505210106 Generic Ltr 85 08 to all holders of CPs 8 OLs ro 10CFR20 408 termination 
repts formats. 

THOMPSON, H L Division of Licensing 85/05/23 Consolidated Edison Co of New 
York, Inc 20pp 30682 202-30602 301 


Q. Inspection reports, l£ BulJellns & correspondence 

85942S0452 IE Info Notice 06-034, 'Hoat Tracing Confnbutes to Corrosion of Gtalnfess 
Steel Piping “ Sve list encf 

JORDAN, EL. Division o) Emergency Preparedness 8 Engineering Response (PosI 
830103). 65/04/30. Consolidated Edison Co of New York, Inc TC7pp 30115.185 
30115 291, 

8504260455 IE Info Notice 85 035, “Failure of Air Citeck Valves to Seat “ Sve fist end, 
JORDAN,E L Division of EmergcncY Preparedness & Engineering Response (Post 
630103). 85/04/30 Consolidated Edison Co. of New York, Inc 108pp 30115077- 
30115 184, 

0505060410 IE Info Nolice e4*62,Suppl 1, “Inadequate Mall Procurement Conlrols on 
Pad 01 Utensoos fe Vendors “ 

J0RDAN,E,L Oivision of Emergency Preparedness & Enginaering Response <Po5l 
630103) 65/05/06 Consolidated Edison Co of New York, Inc lOpp 30616:338- 
30615 347 


DOCKET STN-50.528 PALO VERDE NUCLEAR STATJOM, UNIT 1 


A. Appdcatlon/ccnstrucllon stage documents & correspandence 


8505100006 Further response lo FOIA requests did 840223 6 0730 Forwards App B 
documenia Documents available In PDR, 

FELTON ,JM. Division of Rules and Records. 84/10/09, KALER.R3 Qadsby & 
Hannah app 30295 056 30295 063 


-831005042S Recommends regions perform const QA evaluations prior lo Issuance of 
OL-Evafu aliens should be penormeo whan const 6 months from completion 
EISENHUT,DG Dwslon of Licensing 63/09/26 DEYOUNG.RC, Director’s Office, 
Office of Inspection and Enforcement. 7pp. 302S6 185-30296*235 

-8310050426 Forwards Region V const QA evalualion Evaluations should be requested 
for all future OLs & reviewed prior to Commission meetings 
£ISENHUT,DG NRC - No Detailed Affjllalion Given 83/07/06. NOVAKJ. NRC - No 
Detailed Afklialion Given Ip. 30296 102*30296205 


*-8310050434 Forwards evaluation of slgnlficanl cost deficiencies & effectiveness of 
const phase of QA program Applicant program effective 

MARrrN.JB Region 5, Office of Director 63/06/28 EISENHULD.Q Assistant DIrec* 
tor for Licensing 3pp. 30266' 193-30296.205 


E. NRC Safety Hvafualfon Report (SER), supple & correspondence 


8505130081 Corlifies that ubl has mot requirements of Aliachmonl 2 lo License NPF'3-4 
for all six shift crews.based on listed Info re training of J Nlederrneyef.R BotbioA 
Garza & L Bnner per SSER 7 (NUREG 0857) 

VAN BRUNT, E.E Arizona Public Service Co 86/05/06 THOMPSON.H L Drvisaon ol 
Ucensing 2pp 30274 229-30274 230 


8505130329 Requests relfaf from License Condition 2.C.10(b) to allow lima 
Investigate operability problem of two atmospheric dump valves, per S&ER 7 (NURtu. 
0857) Justification for continued operation end 

VAN BRUNT,EE Arizona Public Seivice Co 86/05/10. KNIGHTON.G W Llconsing 
Branchs 5pp 30274 287-30274 291 


0505280076 Verilfes compTetion ot testing & Installation ol auxiliary feedwater purp 
compartment flood proteclion seals, per Item 2 0(12) of SSER 7 (NLiREG 0857). 

VAN 0flUNT,E E, Arizona Public Service Co 05/05/23 KNIGHTON.G Vy Llcon&ng 
Branch 3. Ip 30572 127*30672 127 

0505280264 Confirms completion of physical work & testing re fire protection dosiQc 
change packagos,porSStR 7 (NURtG 0867) »» 

VAN BRUNT, EE Arizona Public Service Co 05/06/23 KNIGHTON.G W, Uconsmfl 
Branchs 2pp 30572 360*30572 981 

8505310057 Forwards Inadequate core cooling fnsirumenlation sys Implementation topK 
for revtew,p©r Ucemso Condition 2.C(0) & App D to SSER 6 All requlremonls met to 
close out ficense condition & 850522 commllmeni re Reg Guide ^ ^ 

VAN BRUNT, EE Arizona Public Service Co 85/05/29 KNIGHTON,G W Licensing 
Branch 3 4pp 30641 041 30641 044 


F Security, medical, emergency 5 fire protection plans 


8505170403 Forwards public version of revised emergency plan imp e minting 
procedureajncluding Rev 5 to EPiP-03 re notification of unusual event imp'cJTiOning 
actions W/850513 release memo n 

VAN BnUNT,E.E. Arizona Public Service Co 85/01/24 MARTIN, JB Region 5, OILce 
of Director, 4pp 30479 160-30479 276 

-8505170485 Public version of revised emergency plan ImpjomonJjng 
procedures, including Rev 5 to EPIP-03 re nollficallon of unusuaf event tnriptomonbng 
acUona & Rev 5 to EPIP-IAA re release rate determination 
* Arizona Public Service Co 85/01/04 1 lOpp 30479 165-30479'276 


05O417OS47 Forwards monthly status rept on pi an I- specific backfitting adivilios curreg 
through 650308 Nine of 15 SER open Items resolved prior to appeal moclingsStn 
scheduled for cqmplellon on 850329 

CRUTCHFIELD.O Assistant Director for Safety Assessment 65/03/IB 
THOMPSON,HL Drvlsfon of Licensing 65pp 30161.182-30101246 

8605130430 Forwards updated Emergency Plan Implementing Procedures EP IP-04.20 & 
22 Procedures withheld (ref 10CFR2 790 & 9 5) 

VAN BRUNT.E.E Arizona Public Service Co, 85 / 03/28 MARTIN, J 0 Region 5, Ofiice 
of Director 2pp. 30276 096-30276 097. 


8505130350 Forward revised Emergency Plan fmplemenling Procedures EPIP-03, 05. 06 
& 38 Revised procedures withheld (ret 1 0CFR2 790 & 9 5) . ^ * 

VAN BRUNT, EE Arizona Public Service Co 85/04/02 MARTI NJ,B Region 5. Office 
of OlredOT, Spp 30275 268-30275 267 


0505210505 Forwards public version of revised emergency plan impJemenliirkg 
proceduresjnciuding Rev 6 to EPIP-03 re notification of unusual event implemcnhng 
actions W/ J Fellofv 850509 release memo ^ 

VAN BRUNT, E E Arizona Public Service Co. 86/04/26 MARTIN. J B Region 5, Office 
oJ Director 3pp 30521*091-30521*327 


-8505210691 Pirhllc version Of revised emergency plan implamontmg 
procedufQsJncludmg Rev 6 to EPIP-03 re nollfication of unusual event Innplemer'+rng 
actions ^ Rev 4 to EP1P-40 re alert implemenling actions 
SIMS.JR Arizona Public Service Co 85/04/25 234pp 3052T094-30S21 327 


8505030406 Confirms 850425 telcon re fire fighting requirementa in FSAR SecliOJi 
OBOJncludmg availability of breathing air compressor Due to delay in installation of 
compressor.FSAR correctron needed.Draft revised FSAR Table SB 3 1 end 
VAN BRUNT,E.E. Arizona Public Service Co. 05/04/29 KNIGHTON.G H Licensing 
Branch 3. 4pp 301 25 365*30126 358 
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8506100436 Corrects confirmation of 85D425 tolcon ro fire (rghling requirements in 
FSAR Soclton 90 3, including availability of breathing air compressor Duo to efofay m 
compressor installalion.FSAR correction needed Draft FSAR table end 
VAN BRUNT.EE Arizona Public Service Co 85/04/29 KNfGHTON.QW Licensing 
Branch 3 4pp 30245 123-30245 126 

8505030516 Fonvardg justification for continued operation of primary coolant sys radi 
atlon monitors roqulrod to meet guidance of Reg Guide 1 97, Rev 2 Review of all other 
Instrumentation to insure that equipment fully qualified initiated 
VAN BRUNT.EE Arizona Public Service Co 05/05/01 KNIGHTON, GW Licensing 
Branch 3 6pp 30130 140-30130 145 

&505280412 Forwards Insp Repts 50 628/05-11,50-529/85-16 & 50 530/85-10 on 
050408-19 No violation noted 

KIRSCH.DF Region 5. Office of Director 85/06/03 VAN BRUNT.EE Arizor^a Public 
Service Co Ip 30501 339-30581 349 

--6505260418 Insp Repts 50 520/05 11,50-529/05-16 & 50-530/05-10 on 850400 
19, No violation or deviation noted Major areas Inspected TMI action plan ilems,QA for 
power asconsiort testing & IE bulletins 

SORENSEN.RC Region 5, Office of Director 85/04/30 lOpp 305B1 340-30581 349 

6S0S130376 Informs that all Reg Guide 1 07, Rev 2 post-accident monltoflng Instruments 
either fully qualified for use or lustlficallon for continued safe operation 
provided Review conducted per 050501 llr re onviron qualification 
VAN BRUNT.EE Arizona Public Service Co 85/05/10 KNIGHTON, GW Licensing 
erench 3 2pp 30275.204-30276 205 

6505230441 Responds to 850415 request for FEMA to confirm adequacy of offsite pro 
paredness re funding Issues raised by Coalition for Responsible Energy Educ Funding 
issues irrelevant Slate/locel emergency response plans adequate 
KRIMM.R.W Federal Emergency Management Agency 85/05/16. JORDAN.E L Divi- 
sion of Emergency Preparedness 8 Engineering Response {Post 830103). Ip 
30531 205 30631 205 

8506290076 Submits analysis of differences in safe shutdown equipment cable routing 
between units, par open Hems from App R Audits 50 520/85*11-01 & 50 630/05 08 
01 Further analysis will bo submitted by 051001 for Unit 2 

VAN BRUNT.EE Arizona Public Service Co 85/05/22 KNIGHTON, GW Licensing 
Branch 3 Ip 30508 2Q5-30598 295 

6S05290266 Addresses License Condition 2,C (1^{f} re Implementation of Reg Guide 
1 B7,Rev 2 by 850531, per 840801 & 1205 Itrs uondillon complete w/three listed ox- 
ceptlons re radiation monitors.coro cooling & poal-accidont sampling 
VAN BRUNT.EE Arizona Public Service Co. 85/05/22 KNIQHTON.GW. Licensing 
Branch 3 3pp 30596 229-30506 231. 

8506280264 Confirms completion of physical work & testing ro fire protection design 
change packages, per SSER 7 (NUREu-0857) 

VAN BRUNT.E B Arizona Public Service Co 85/05/23 KNIGHTON, G.W Licensing 
Branch 3 2pp 30572 360 30572 361. 

8506290485 Forwards administrativo procodures.roplacing canceled Emergency Plan 
Implomonling Procedures EPIP 35,EPIP 37A, EPIP 37B & EPIP 36 
VAN BRUNT.E E Arizona Public Service Co 85/05/23 MARTIN, J 0 Region 5. Office 
of Director. Ip 30591 234-30591 306 

••8505290405 Revs 0 to Administrativo Procedures 7N400 03 00 ro emergency plan 
review & approyal,7N400.04,00 ro emergency plan change nolice,7N409 07 00 re 
emeroancy Plan Implementing procedures approval & 7N400 08 re emergency pro- 
parednoss aril Is 

^ Arizona Public Soivico Co 65/05/23. 7epp. 30691 235 30591,306. 

8605300529 Discusses compliance w/emorgency planning policy statement Emergency 
planning complies w/Commisslon Intorprelation of 10CFR50 47 prior to QAURD deci- 
sion roquiring fist of medical facllilies 

VAN BRUNT.E E Arizona Public Service Co. 85/05/24 KNIGHTON, G.W Licensing 
Branch 3 7pp. 30628 310-30620*324 

85063 10Z16 Responds lo open Hem noted in App R Audit Insp Hept 50-620/05-06 on 
8S0304 Containment evaluated to address fire concern Detailed componeni level spu- 
lioua aclualion study unnecessary 

VAN BRUNT.E E /\fizono Public Service Co 85/05/24. KNIGHTORG W. Licensing 
Branch 3 2pp 30641.020 30641 030. 

8506300140 Confirms complollon of actions taken lo correct listed SuppI 1 to NUREG- 
0737 on human ongineoring discrepancies re control room design review described 
041029 Hr License Condition 2 C(19Hb) closed 

VAN BRUNT, E.E Arizona Public Service Co. 05/05/28. KNIGHTON.Q W. Licensing 
Branch 3 2pp. 30622.177-30622:178. 

8505310057 Forwards inadequate core cooling Instrumentation sys Implementation rapt 
for review, per License Condition 2C(0) & App D to SSER 6 All roguiremenla met lo 
close out license condillon & 850522 commitment ro Reg Guide 1 97. 

VAN BRUNT.E.E Arizona Public Servtco Co 05/05/29 KNIGHTON, G.W Licensing 
Branch 3. 4pp 30641 ■041-30841 044. 


Q. Ad|udlcalory correspondence 


8B06020191 Requests SVC of end RM Ickes 850419 llr to BP Colter ro Unit 1 full power 
licensing hearings on Board,partle 3 to proceeding & PDR W/o end Served on 850501, 
LAZO.RM Atomic Safety and Licensing Board Panel #285 791. 85/04/30. 
CLEMENTS.WL Docketing & Services Branch. Ip. 30106.246-30106 247. 


H Genera! correapondenco 


8505210273 Requests delay in plant operations & acceptance of Coalition for Responsi 
blo Energy Educ petition Article ro corrosion at facilities caused by bacteria GellJonella 
end 

CHAPMAN, K AffilJation Not Assigned 85/05/14 DENTON, H Office of Nuclear Reac- 
tor ReguIatiOf>, Olre-clor 2pp 30403 342 3 0 493 343 

8505210248 Requesls full investigation into improprielles at facility Opines that elil 
downplayed corrosion problems, falsified plant records.matfs waste & drug abuse of 
wofksrs 

PENTKOWSKLG Affiliation Not Assigned 85/05/15 DENTON NRC - No Detailed Af- 
liltallon Given 2pp 3049 4 342-30494 343 


8505210427 Requesls acceptance of CoalHion for Responsible Energy Educ 

B Dtitien, asking NRC to order util to remove corroded piping & bacteria deposits from 
ml 1 spray ponds 

NOHAVA.DJ Affiliation Not Assigned 85/05/15 DENTON, HR Office of Nuclear Re 
actor Regulation, Dtreclor 1 p 30499 238-3049 9 237 


0505210254 Requests consideration of Coalition for Responsible Energy Educ 850506 
petition re spray pond microblologically influenced corrosion polenllal for bacterial 
contamination of other sys News articles end 

SCOTT, M L Coalition for Rfisponsibfe Energy Education 85/05/16. DENTON.H R 
Office of Nuclear Reactor Regulation, Director 6pp 30494 254-30494 269 


L Financial Information 


8505140459 Advises of decision to furnJah annual certified financial statements per 
10CFR140 21(0) NRC will bo requested to establish date for submission of annual 
statements 

VAN BRLfNT.E.E, Arizona Public Service Co 85/05/10 Office of Nuclear Reactor 
Regulation, Director 2pp. 3 0367 260-30367 281 


P, Operating license stage cfocumenia & correspondence 

8595130495 Provides certification of operability of all required sys for Initial entry into 
Mode 4,per Item 1 a of Altachmenl 1 to License NPF-34. 

VAN BRUNT.E.e Arizona Public Service Co 85/04/20 MARTIN, J. Region 5. Office 
of Director Ip 30278 227-30270 227 

8506030694 Respor^ds to 050311 Hr re fees for OL reviews End provides basis for 
Issued bills.Util should verify data accuracy & infonn NRG of supposed errors NRC po 
sllion on feo schedule discussed W/o end 

MfLLER.WO License Feo Mananoment Branch 85/04/24 VAN BRUNT.EE Arizona 
Public Service Co 2pp 30 160' 276 30160 276 

8505130371 Ceiiilios that item 1 a of Attachment 1 lo OL completed for Initial entry Into 
Mode 3 Sys operability demonstrated by survetlfanco tests or preoperation testing 
completod within required inWrval,or by Modes 4,6 & 6 operability 
VAN BRUNT.EE Arizona Public Service Co 86/04/29 MARTIN, J Region 5, Oflico 
of Director Ip. 30274 304-30274 304 

8505060108 Requests that listed items re surveillance program be attached to full 
power license Prior to entering Mode 1 ,ulil should complale review of surveillance pro 
codures ^plicable to change of mode. 

KIRSCH.D F Region 5, Offica of Director 85/04/30 THOMPSON.H L Division of Li 
censing. \p 30167 222-301 57'222 

8604290442 Generic Ltr 65-07 to all operating reactor licensees ro Impiamentatlon of 
Integrated schedules for plant mods Sve list end. 

THOMPSON.H L Division of Licensing. 85/05/02 Consolidated Edison Co of New 
York, Inc 22pp 30218.149*30218170 

8505070359 Forwards revised marked-up pages lo Rev 3 to salt deposHSon & impact 
monitoring pJan & justification for disconlin-uance of foliar deposition analysis Program 
objectives unaffected by changes, 

VAN BRUNT.E.E. Arizona Public Service Co 85/05/03 KNIGHTON.G.W. Licensing 
Branch 3. 6pp 30178,001-30178 005, 

6505200053 Notification of 850510 meeting w/util & Bochtol in Belhesda, MD to dis- 
cuss spray pond piping weld corrosion evaluation Agenda & request for add! Info 
one). 

LICITRA.E A. Licensing Branch 3 85/05/05. KNIGHTON, Q W Licensing Branch 3 
0pp. 30603 066-30503.071 

8506200354 Notification of 650513 14 meetings w/ulll In Bolhesda.MO ro Tech Specs 
for full power license for Unit 1. 

LfOTRA.EA Ucensing Branch 3. 85/05/07. KNIGHTON.GW Licensing Branch 3. 
3pp 30629- 281-30629 283 

6605240147 Summary of 850403 meeting w/util, Bechtel 8 C E In Bolhesda, MD re 
changes to seconaary water chemistry program List of meeting attendees & view- 
graphs end. 

□CITRA.EA Licensing Branch 3 85/05/0 B Licensing Branch 3 15pp. 30576-25 1- 
30575:265, 

8506240141 Summary of 850314 & 0403 meetings w/util, Bee htef & C-E in Belhesda.MO 
re scope & schedule for Chapter 15 reanalyses In response to License Condition 
21, List of atter^dees and 

LIC)TRA,E.A. Ucensing Branch 3 85/05/10 Licensing Branch 3. 6pp. 30575*266- 
30575-271. 


0SOS16D126 Show cause polHion requesting suspension of License NPF-34 pending 
complollon of corrective actions re spray pond piping corrosion & Institution of pro 
ceading on coffocllve actions. 

SCOTT.M.L Coalition for Responsible Energy Education. #205 016 85/06/06. 
DENTON,HR. Office of Nuclear Reactor Regulation, Diroctor, 133pp. 30420:135- 


30429-267. 


8S05170412 Summarizes ACflS 301 st meelmg on 850609-11 re operational 
status Subcommittee visited plant on 850426 lo discuss results of tost 
program.Problems re failure of oquipmont, notably pumps & valves, adequately re- 
solved. 

WARD, D. A. ACRS ■ Advisory Commiltea on Reactor Safeguards 85/05/13 
PALLADINO.NJ Commissioners, tp 30443:360-30443 360. 
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0505200320 Requests addi info ro Amend to Chapter 17 1 o1 FSAR re QA program 
description, including details /e organisation, procurement quality dept & documanl 
control 

KIRSCH.D F Region 5, Olfice of Director 85/'05/14 VAN BRUNT, E E Ancona Public 
Service Co Ip 30468044-30468 044 

8505210072 Submits Allegation RV~85-A'022 for more detailed evaluation, investigation 
& response Wriften response, rncluding results of investioatiorr.corrective action & ex- 
pected compfetfon date requested within 30 days of receipt of Hr 
KIRSCH.D F Region 5, Office of Director 65/05/14 VAN 8RUNT.E E Ar«ona Public 
Service Co Ip 30494 301-30494 301 

8505170216 Submits restatenriienl of four license condilions & commitment necessary to 
eliminate each condition from License NPF-34 

VAN BHUNT.E E Arizona Public Service Co 85/05/15 KNIGHTON, G W Licensina 
Branch 3 4pp 30442 23B 30442 241 

8505200224 Forwards lustification for limitation of crop yield sampling to cottor),slncs 
cotton most significant crop grown close 1o plant.per 830926 Rev 3 to salt deposition 
8 impact monitoring plan 

VANBRUNT.ee Arizona Public Service Co 85/05/16 KNIGHTON.GW Licensing 
Branch 3 4pp 3046 b 324-3046B 327 

8505210275 Forwards Rev 4 to "Salt Deposition & Impact Monitoring Plan for Palo 
Verde Nuclear Generalion Stations.Units 1,2 & 3" Requasis retlection of rept in envi 
ron prolectron plan, Section 4 2 2 

VAN BRUNT.EE Arizona Public Senrice Co 85/05/17 KNIGHTON.GW. Licenslnq 
Branch 3 2pp 30493 345 30493 363 

--8505210278 Rev 4 to "Salt Deposition & Impact Monitoring Plan for Palo Varda Nucle- 
ar Generation Slat i on s.U nits 1.2 & 3 ” 

• NUS Corp 05/05/31 17pp 30493 347 30493 363 

8505300034 Confirms completion of operability testing of listed valves, including atmos- 
pheric dump valves & Q Class check valves, per util 850510 Hr & License Condition 
2C 18[b) Valves considered qualified for operation at facility 

VAN BRUNT.EE Arizona Public Service Co 85/05/22 KNIGHTON.GW Licensing 
Branch 3 Ip 30624:098 30624 098 

8S0S210106 Generic Ur 85-08 lo all holders of CPs & OLs re 10CFR20 408 termination 
rep Is • formats 

THOMPSON.HL Division of Licensing 85/05/23 ConsoPidated Edison Co of New 
York. Inc 20pp 30682 282 30682 301 


-8505170153 Insp Repts 50-528/05-07,50-529/05-08 & 50-530/05 05 on 050304 
08 No violation or deviation noted Major areas inspected TM) acfion plan ilem&.opcn 
items, licensee event reporting sys & independent waikdowns of safety sys 
SORENSEN.RC , HOf^A . MILLER.L F Region 6, Office of Director 85/04/22 lOpp 
30465 313 30465 322 

0504250452 fE Info Notice 85 034, "Heat Tracing Contributes lo Corrosion of Slalnloss 
Steel Piping " Svc ilsl enci 

JORDAN.bL Division of Emergency Preparedness & Engineering Response (Post 
830103) eS/04/30 Consolidated Edison Co of New York, Inc 107pp 30115 105 
30115 291 

8504250455 IE Info Notice 65 035, "Failure of Air Check Valves to Seat Svc list erKl 
JORDAN, Ei Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/04/30 Consolidated Edison Co of New York. Inc 106pp. 30116 077- 
30115164 

8SOS070210 Forwards summary rent for refueling cavity water seal used at fad lily in re- 
sponse to IE Bulletin 84*03, ’'Rorueling Cavity Water Seal " 

VAN BRUNT.E E Arizona Public Service Co 85/06/01 MARTIN.J B. Region 6, Otlico 
of Director 2pp 30172 159 30172:160 

-0SO5O7O216 "Refueling Cavity Water Seal," summary repl irt rosponso lo IE QuEleMn 

♦ Arizona Public Service Co 06/04/30 22pp 30172.161-30172.102. 

8505280412 Forwards fnsp Repts 50-528/66 11.60-529/05 16 & 50-530/85-10 on 
0S040Q-19 No violation noted 

KIRSCH.D F Region 5, Office of Director 85/05/03 VAN BRUNT, E G Arizona Publoc 
Service Co Ip 30581 339-3058T349 

-8505280418 Insp Repts 50-520/05 11,50-529/85-16 & 60-530/05 10 on 850400 
19 No violation or deviation noted Major areas FnspoclodTMl action plan Homs, Q A lor 
power ascension testing & IE bulletins 

SORENSEN.RC. HOf^A, MILLER.L F Region 5. Office of Director 65/04/30 lOpp 
3058t 340-3058T349 

8505130405 Forwards response lo const appraisal team areas of intorosl for MC 2512 
program Identified by audit (earn during wk of 050401 QA procedures for linita 2 8 3 
seme as procedures for Ur\lt 1 

KIRSCH.D F Reoion 5, Office of Olroclor 85/05/06 MARTIN.J B Region 6, Off lea of 
Director 14pp 30277 312-30277 325. 


8505280200 Notifies that requirements of License CondptJon 2C6fC} for mods to ITT 
Barton Transmillers & Valcor solenoid valves satisfied 

VAN BRUNT.E E. Arizona Public Service Co 05/05/23 KNIGHTON.G W Licensing 
Branch 3 2pp 30571 319 30571 320 


8505300051 Fonvards procedures describing spray pond monitoring program.pond oper- 
a^biJity criteria,sys chemistry specs & sampling schedule Comments on Coafition for 
Responsib 0 Energy Educ 850506 petition also end per NRG request 
VAN BRUNT.E E Arizona Public Service Co 85/05/24 KNIGHTON G 
Branch 3 19pp 30622 182 30622 222 


4,GW Licensing 


‘3^505300053 Rev 0 to Procedure 73AC-gSPOt. "Spray Pond Piping Integrity Venfica- 
' AnzonaPtblic Service Co 65/05/16 7pp 30622 201-30622 207 


° 74CH.9XC16. "Sampling 6 Anatytfcal Schedule" 

BROWN.L E Arizona Public Service Co 85/05/20 13pp 30622 208 30622 213 


“85053000S7 Rev 0 to Procedure 74AC-9ZZ04, "Sys Chemistry Specs 
Arizona Public Service Co. 86/05/16 9pp 30622 214 30622 222 


response tp NRC 840 522 questions on plant spray ponds 
VAN S^UNT.E E Anzona Public Service Co 85/05/24 KNIGHTON.G W Lf 
Branchs 4pp 3062S 095 30622098 ur 


Licensing 


Q. Inspection reports, IE Buffetina & correspondence 

8505010058 Forwards fnsp Repts 50 528/85-09 & 60-529/85-12 on 850318 21 No vio- 
lations noted 

WENS^WSKf^ A Region 5. Office of Director 85/04/11 VAN BHUNT.E E Arizona 

Public Service Co. ip 30095 207-30095 224 

-850501^9068 Insp Repjs 50 528/85 09 & 60-529/85-12 on 850318-21 No noncompli- 
ance or deviabons noted Mafor areas Inspected startup testing program for radialmn 

pro^am for radiation pxoteetton 

30095 224 ^ Region 5, Office of DIreclor. 85/04/16 17pp, 30095 208- 


8505060418 IE Info Notice 84 52,Suppl 1, "Inadoquato Matt Procuramont Controls on 
Part of Licensees & Vendors *’ 

JORDAN, EL Division of Emergency Preparedness & Enginoerinn Rosponso (Post 
830103) 85/05/08 Consolidated Edison Co of New York, Inc lOpp 30615 338 
30615 347, 


8605130034 IE Info Notice 85-037, "Chemical Cleaning of Steam Gan orators nt Will 
atone 2 " Svc list end 


JORDAN, EL Division of Emergency Proparodnoaa 
830103) 65/05/14 Vankoo Atomic Electric Co 4pp 


& Engineering Rosponso (Foal 
30840 272-30840 014 


Responds lo open Hem noted In App R Audit Insp Rept 50 528/05 06 on 
B50304.Corilainment evaluated lo address lira concern. Do to if od component fovol enu 
rious actuation study unnecessary 

VAN gRtJNT.EE Arizona Public Service Co 85/05/24 KNIGHTON.GW. Uconsing 
Branch 3 2pp, 30641 029 30641 030 


o. nvpuiitiuiv uugurrencuB, Lena « reiaiea correapondenco 

8505070511 Potential Ooficloncy Rept DER 85-05 ra nonsenregalod buB tiro ponotra 
tions w/o proper taping on bus conductor Final rept delayed unfil 650617 duo to 
extent of evaluation & Investigation 

VAN BRUNT.E E, Arizona Public Service Co 05/04/00 KIRSCH.D F. Roglon 6, Offico 
of Director 2pp 30205 201*30205.202 n«yiuiiw,vi 

®^t)1 ro auxiliary foodwaior pump efrtvo 
repl dela ed untn^^^M 0501 26 Due lo extensive Invosflgalion & ovafuat^n .final 

xiRSCH.d.f, Ho^ious. otfico 
gap crilarla inlUally ropottod 

by eloll^S ^ investigation & evaluation required, final rept will bo eubmittod 

'’“O'"" 


Y^^'I'^ation acliviliQS generated during Investigation 
5'>-528?84 56 Ung 

Regton s. oiiice 

650131 request for invaslfgation of Concern RV-e4 A- 
W7 ro downgrading of lest equipment specs Basis of accuracy specs to rod oven 
» Ashofoll pressure gauges dIscusseoP 
VAN BRUNT.EE Arizona Public Service Co 85/04/15 


of Director. 5pp 30177 252-301 77‘256. 


KIRSCH,D.F. Region 5. Office 


0505130416 ResDonds to NRC p0322^ nom in Insp Repts 50-528/85- 

81 & 50 529/65-02 Corrective actions’ training conducted In areas o1 wofd 
GaS^ommt techniques, acceptance criteria & QC In const 

KtflSCH.OF. Reglor. 5, 0«lce 

60-5?8/a5.07.SO.529/85.aS 4 60-530/85.05 on 
BRUNT,EE. Arizona Pubic 


r j . u i oouuiju.inree rire waich roving patrols did not prODOrlv 

conduct hourly rounds.Caused by personnel alUludo & lack of clear roporling diain to 
reInstrucled.W/a5041Q Ilf. ruponing cimin lo 

30148^6m^ ’ Rf^^NT.E.E, Arizona Public Service Co. 05/04/19. 3pp. 30146 006 

850321 .Inadvertent reactor trfp occurred Caused by 
wntlSIw/e^O^ig I ^ w/procedural deficloncy.Procedure change notice 

301*422^6^ ’ BRUNT.E E Arizona Public Service Co. 85/04/19. 3pp 30142 204- 

^Son^aclu^lon actuatlon of control room ossonifal M- 

QUINnW VAN lnvfi8llgatlon.W/B50423 Ur 

301 17‘m ' £ Arizona Public Service Co. 05/04/23, 3pp. 30 117,335. 

® 050423, explosiOf} & ffre occurred In 8w!lchyard.Causod by exoloslon 

ed & fife VS 2 ou1put.Fire blrgado^s ro^pond. 
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650S17fl5d3 LEH B5 026 00 on 050329, diesel generator B failed to attain required 
frequency.Stad failure third in five valid tests Caused by test porfomnance error & not 
actual diosel generator failure W/850429 Itr 

QUINN.WF, VAN BRUNT, E E Arizona Public Service Co 85/04/29 MARTIN, J B 
Region 5. Office of Director 3pp 30464 050-30464 052 

8505220092 Deficiency Evaluation Rept OER 05-13 re application of LOCA induced mo- 
tion a In pipo stress analysis Initially reported on B50402 Deficiecy not reportable under 
10CFR50 55(e) 

VAN BRUNT, E E Arizona Public Service Co 85/04/29 KIRSCH.D F Region 5, Office 
of Oireclor 2pp 30526 360-30526 361 

8505090438 LER B5-022-00 on 850402, during performance of retesting per Contractor 
Work Order (CWO) 8 161 4, inadvertent start of diesel generator B occurred Caused by 
energizing of 4EX1 relay due to sneak circuit CWO amended W/fl50502 Itr 
aUINN,WF, VAN BRUNT, E E Arizona Public Service Co 65/05/02 3pp 30234 203- 
30234 205 

8505090495 LER 85 001 02 on 8501 16, actuation of control room essenlial filtration ac- 
tuation sys occurred during Mode 6 Caused by operator error due to procedural 
Inadequacy Actuation module returned to bypass W/850503 Itr 
QUINN, WF, VAN BRUNT, E E Arizona Public Service Co 85/05/03 3pp 30231 309- 
30231-311 

8505090282 ROon B50506,aftef planned electrical outage to perform routine preventive 
mainl on electrical power supply to security sys, sys did not return to sve as 
expected Security sys restored 

VAN BRUNT, Eb. Arizona Public Service Co 05/05/06 Record Services Branch 
(Document Control Desk) 2pp 30219 105-30219 108 

8506180166 LER 85 023-00. on 8 5 04 06, Inadvertent actuation of ESF sys occurred 
during electrical surveillance test Caused by technician mistakenly opening breaker 
not specified In procedure Personnel relnsiructed W/650506 Itr 
QUINN.W F , VAN 0RUNT,E E. Arizona Public Service Co 85/05/06 3pp 30440 247- 
30440.249, 

0505160173 LER 85 017 00 on 850405, Trains A & B of balance-of plant ESFAS auto 
malice lly tripped Caused by inadvertent high output when radiation monitor 
reonorgizod sys module will be pul in bypass W7850506 Itr 

Q1UINN.WF, VAN BRUNT, E.E. Arizona Public Service Co, 85/05/06. 3pp 30440 260- 
30440 252 

8505160193 LER 85*002-01 on 050113,[oss of "open” Indication & closing circuit power 
occurred on spray pump pond Train ACausod by motal washer loft from const phase 
shorting out Type 752A relay Problem corrected W/050608 Hr. 

QUINf^W.F,, VAN BRUNT, E B Arizona Public Service Co 85/05/06 3pp 30440 286- 
30440 208 

850S16020B LER 85 016 01,from 850323 041 S.hourly fire patrols not conducted per 
Tech Spec 3,7 12,CausQd by personnel disregard for responsibilities Personnel fired 
A/or replaced w/statfon staff & logs & monitoring Improved W/860606 Itr 
QUINN. W.F. VAN BRUNT.E E Arizona Public Service Co 86/05/06, 3pp 30440:294 
30440 296 

8 6(1 5200043 PNS-V 85 002 on 850513 six present & former employees arrested for off- 
site -drug sales to undercover stale police officers Work compfoled by arrestees Is 
being reviewed re involvement in safely related activities 

SCHAEFER, 0, SCHUSTER, M D Region 5, Office of Director 85/05/13 Ip 
30466 042-30466 042 

0505240356 Summary of 850507 operating reactors events meeting List of 
attendoes, events discussed & assignments end, 

CRUTCHFIELD, 0 Assistant (Director for Safety Assessment 86/05/13 
THOMPSON,H L Division of Licensing 28pp 30576,145 30576.172, 

6505240457 Part 21 rept re diesel generator ovorspead trip allegedly duo to mechanical 
binding linkage Instruction manual requires check of operation A caltbr of control A 
shutdown dovicos.ltem not reportable under 10CFR21 

BEMILLER.CC Cooper Bessemer Corp. 85/06/13 BAER,R L Engineering A Generic 
Communications Branch 2pp 30553-260 30553 263 

8565 2 80196 LER-85-024-00,on 6504 12, during performance of surveillanco procedure 
for locked fire doors,fire doors on list discovered unlocked Caused by procodura) 
error Procedure revised to Include correct doors W/850513 Hr. 

QUINN,WF , VAN BRUNT.E E Arizona Public Service Co 85/05/13 3pp 30502,257- 
30582 259 

8S05260206 LER 85 022 OO.on 8504 13, automatic actuation of fuel bldg ossential venli- 
lallon sys occurred Caused by spurious high radiation alarm on fuel pool area radiation 
monitoring unit. Design of grounding being Bvalualed.W/850513 Hr. 

QUiNN.WF , VAN BRUNT.E E Arizona Public Service Co 85/05/13 3pp 30582:254- 
30502 266 

8505240346 LER 85-031-00 on 850417,automalic actuation of control room essenlial fil- 
tration acluatlen signal occurred Caused by spurious high radiation alarm on radiation 
monitoring unit RU-29 Event under inv68tlgation,W/850616 Itr 
QUINN.W.F . VAN BRUNT.E E, Arizona Public Service Co 85/05/16, 4pp. 30562-318- 
30562-321 

0505200226 PNO-V-D5 027.updales PNS-V 85 02 re arrest of six licensee A contractor 
employees for offsito drug sales On 850516,13 addi employees suspended pending 
investigation Course of action expected by 850520 

COOK,GN Region 5. Office of Director 85/05/16 Ip 30599 243-30599 243 

6506300269 LER 85 026-00’on 85041 7, ESFAS 2 out of 4 coincidence logic actuated 
during surveillance test of local operability of Train B class electrical sys Caused by 
battery chargors B A D not properly vorifiod as returned to sve W/850517 Hr 
QUINN, W F , VAN BRUNT, E.E. Arizona Public Service Co. 85/05/17 6pp. 30639-219- 
30039 223 


T. Hearing transcripts on non-antItrust matters 

8506240605 Responds lo appeal re denial of FOIA request for documents Identified In 
Paragraph 1 of 840106 stipulallon in Civil Action 83-1988 Forwards related 
documents Document 52 withheld (ref FOIA Exemption 7) 

BERKOVITZ.DM Office of the General Counsel 84/10/24. BERNABEt.L Govern- 
ment Accountability Project. Ip 30576 265-30578:003. 


“8505240013 Transcript or tape recorded 820629 interview w/HH Nunoz re alle gallon 
of falsification of termination cards for work at facilities 
NUNEZ, HR Affiliation Not Assigned 82/06/29 63pp 30577 093 30577 137 

•~B50624001fl Transenpt of 820617 rnterviow w/GA Konnard re allegation of falsification 
of termination cable cards for work performed at facilities 
KENNARO.GA Affiliatron Not Assigned 02/06/17 l9pp 30577 138 30577 156 

“8505240023 Transcript of 820617 Inlorviow w/P Aguayo 
AGUAVO.P A Bechtel Corp. 82/06/17 36pp 30577 167-30577192 

“8505240026 Transcript of 820628 interview w/CD Legg re allegatior^s of falsification of 
termination cards for work done at facifities 

LEGG.CD AJfiliation Not Assigned 82/03/20 20 pp 30577 193 30577 220 

-6506240032 Transcript of 020617 interview w/DJ Mast re allegations of falsification of 
termination cards for work done at facilities 

MAST.DJ Affiliation Not Assigned 82/06/17 16pp 30577 221-30577 237 

-*8505240038 Transcript of 820617 mtorview w/SJ Moody re allegation of falsification of 
termination cards for work done at factlitios 

MOOOY.SJ. Affiliation Not Assigned 82/06/17 16pp 30577 238-30577 253 

*-0505240047 Transcript of interview w/JG Sandoval re allegations of falsification of 1er 
mfnalion cards for work done at facilities 

SANDOVAL.JG Affiliation Not Assigned 02/06/28 37pp 30577 254 38577 290 

“8505240051 Transcript of Interview w/JH Sc huh re ellegalions of falsification of lormi 
nation cards for work at facilities 

SCHUKJH Affiliation Not Assigned 82/06/17 18pp. 30577 291-30577 300 

*-0505240055 Transcript of Interview w/JB Swoet re allegalfons of falsification of termi- 
nation cards for work at facililies 

SWEET, J B Affiliation Not Assigned 82/06/28 30pp 30577 309-130577 338 

“8605240059 Transcript of Interview w/K Walierslcln by EJ Power 0 OC Shuckfeton ro 
allogallons of falsification of termfnatiorr cards for work at facilities 
WALIERSTEIN.K Affiliation Not AssIgr^Qd. 82/06/16 2app 30577 339 30578 003 

6605030480 Transcript of ACRS Subcommittee on Palo Verde Nuclear Gonorating Sta- 
tion 850426 meeling fn Winlofsburg,AZ Pp 1-176 Supporting documentation er^cl 
* ACRS - Advisory CommiHeo on Reactor Safeguards 85/04/26 213pp 30126.168 
30129018 


V. Operator Examfnatfons 

8505130081 Certifies that util has met roquiroments of Attachment 2 to License NPF 34 
for all six ahiU crows, based on listed Info re training of J Niedermoyer.R Buzard.J 
Garza & L erinor per SSER 7 (NUREQ C857) 

VAN BRUNT, EE Arizona Public Service Co 85/06/00 THOMPSON.H L Division of 
Licensing. 2pp 30274 22G 30274 230. 


DOCKET STN-50-629 PALO VERDE NUCLEAR STATION, UNIT 2 


A. Applfcatlon/conatructlon atage documents & correspondence 


8505100006 Furlhor response lo FOJA roquesls did 040223 & 0730 Forwards App 6 
documents Documents available In PDR 

FELTON. JM Division of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah Spp 30295 056-30205 063 

“0310050426 Recommends realons perform const QA evaluations prior to issuanco of 
OLEvalualfons should be performed when const 6 months from complolior> 
EISENHUT.DQ Division of Liconsing, 03/09/20 DEYOUNG, R.C Director's Office, 
Office of Inspeclion and Enfercomeni 7pp 30296 1 85-3 0296,238. 

“0310050428 Forwards Region V const QA evaluation Evaluations should be requeslod 
for all future OLs & reviewed prior to Commission meollngs 
EISENHUT.D.G NRC - No Detailed Affiliation Given 83/07/06. NOVAK,T NflC - No 
Detailed Affiliation Given Ip 30296:192-30200 205 

“6310050434 Forwards evaruation of significant cost deficiencies & offecliveness of 
const phase of OA program Applicant program effective. 

MARTIN.J-B Region 6, Office of Director 03/06/20 EISENHUT,DG Ass Islam Direc- 
tor for Licensing, 3pp 30296.103-30296 205 

9505030694 Responds to 050311 Hr ro fees for OL reviews End provides basis for 
Issued bflis Util should vodfy data accuracy &. Inform NRC of supposed errors NRC po 
altlon on fee schedule discussed W/o end 

MILLER, W.O. License Fee Management Branch 05/04/24 VAN BRUNT.E E Arizona 
Public Service Co. 2pp 30100.275-30160 276 

0504200442 Generrc Ltr 85-07 to all operating reactor licensees re implementation of 
integrated schedules for plant mods sve hat end 

THOMPSON.H L Division of Licensing 86/05/02 Consolidated Edison Co. of Now 
York. fnc. 22pp 30218.149 30218,170. 

BSOS200053 Notification of 850510 meeting w/util & Bechtel In Dethesda, MD to dis- 
cuss spray pond piping weld corrosion evaluation Agenda & request for addI info 
end 

LICITRA,E.A. Licensing Branch 3 85/06/05 KNiGHTON.G W Licensing Branch 3, 
6pp 30503.066 30503-071 

8506240147 Summary of 850403 meoting w/ util, Bechtel & C-E In Bethesda, MD ro 
changes to secondary water chsmlslry program List of meeling attendees & view- 
graphs end 

LICITRA,E.A. Licensing Branch 3 05/OS/08. Licensing Branch 3, I5pp 30575-251- 
30575,265 
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fl505240t41 SummafY 050314 & 0403 meolifigs w/uKf.0echtel 4 C E in Betfiosda.MD 
re scope & schedule for Chapler 15 raanalyses (n response to License Condition 
21 List of altondees end 

LICITRA.EA Licensing Branch 3 05/05/10 Licensing Branch 3 6pp 30575 266- 
30S75271 

8505170412 Summanzes ACRS SOIst meeting on 650S09'11 re operational 
status SubcomnniKee visited plant on 650426 to discuss results of test 
program Problems ra faiiuro of equipment, notably pumps & valves, adequately re- 
solved 

WAHD.OA ACRS • Advisory Comnnitiee on Reactor Safeguards B6/05/13 
PALLADINO.NJ Commissioners tp 30443360-30443 360 

8505200320 Requests add! mfo ra Amend 14 to Chapter 17 1 of FSAR re QA program 
doscription.Including details re organization, procurement quality dept & documont 
control 

KIRSCH.O F. Region 5, Office of Director 65/05/14 VAN BRUNT, E E Arizoria Public 
Sorvjce Co Ip 30468 044 30468 044 

8S052 10072 Submdts Allegation RV-a5-A-022 for more detailed evaluation, investigation 
& response Wntten respoinse,irvcluding results of investigation.correctiva action & ex- 
pected completion date requested within 30 days of receipt of Ifr 
KIRSCH.DF Region 5. Office of Director 65/05/14 VAN BRUNT.E E Arizona Public 
Service Co Ip 30494 301-30494 301 

8S05200224 Forwards jusLification for limitation of crop yield sampling to cotton, since 
Colton most significant crop grown close to plan I. per 630926 Rev 3 to salt deposilion 
& Impact monitoring plan 

VAN BRUNT.E E Arizona Public Service Co 65/05/16 KNIGHTON.GW. Licensing 
Branch 3 4pp 30468 324-30468 327. 

8505210275 Forwards Rev 4 to "Sail Deposition & Impact Monitoring Ptan for Pafo 
Verde Nuclear Generation Static ns, Units 1,2 & 3/‘ Requests reflection of rept In onvi 
ron protection plan. Section 4 2 2, 

VAN BRUNTEE Arizona Public Service Co B5/05/17 KNIGHTON.GW. Licensing 
Branch 3 2pp 30493 345-30493 363 

“05OS21O276 Rev 4 to "Balt Deposition & Impact Monitoring Plan for Palo Verde Nucle- 
ar Generation Stations, Units 1,2 & 3 " 

’ NUS Corp 65/05/31. 17pp. 30493 347.30493-363 

8505210106 Genorio Ltr 85 06 to all holders of CPs & OLs re 10GFR20 406 terrninatior) 
repta * formats 

THOMPSON.H L Division of Licensing 65/05/23. Consolidated Edison Co of New 
Yorlt, fnc 20pp 30662 282 30662.301 

8505300051 Forwards procedures describing spray pond monitoring program, pond oper- 
abiiity criteria, ays chemist^ specs & sampling schedule Comments on Coalition for 
Responsible Energy Educ flSO&06 petition also end per NRG request 
VAN BRUNT, E.E Arizona Public Service Co. 85/05/24. KNI6HTON,GW licensing 
Branch 3. 19pp 30622 182-30622 222 

.•8505300053 Rev 0 to Procedure 73AC-9SP01, *'Spray Pond Piping Integrity Verifica- 
tion " 

* Arizona Public Service Co, 65/05/10 7pp. 30622 201-30822 267. 

-8505300056 Rev 0 to Procedure 74CH' 9XC16, "Sampling & Analytical Schedule " 
BROWN.L E. Arizona Public Service Co 85/05/20 13pp 30622 200-30622 213 

-.8605300057 Rev 0 to Procedure 74AC-9ZZ04, "Sya Chemistry Specs*’ 

* Arizona Public Service Co 65/05/16. 9pp 30622 214-30622 222 

6506300219 Forwards response to NRC 840522 questions on plant spray ponds 
VAN BRUNT, E.E Arizona Public Service Co 85/05/24 KNIGHTON, GW Licensing 
Branch 3, 4pp. 30622 095 30622 096. 


E. NRC Safety Evaluollon Report {SER), supple & correspondence 

B506280254 Confirms comipletion of physical work & testing re fir© protection design 
change packages, per SSER 7 (NUREG-08573 

VANWUNTJe. Arizona Public Service Co 85/05/23. KNIGHTON.QW. Licensing 
Branch 3 2pp 30672360 30572 361. 


P. Security, medical, emergency & fire protection plans 

0505170463 Forwards public version of revised emergency plan Implernen1ir>g 
proceduresjncludlng Rev 5 to EPIP 03 re notification of unusual event implementing 
actions. W/d505l3 release memo 

VAN BRUNT,E.E Arizona Public Service Co 85/01/24 MARTI N.J B. Region 5, Office 
of Director. 4pp 30479:160 30479:276, 

-8605170485 Public version of revised emergency plan implementing 
procedure8,fncluding Rev 5 to EPIP-03 re notifjcalion oT unusual event fmpfemenlmg 
actions 4 Rov 5 to EPIP-14A re release rate delermlnation 
* Arizona Pubhc Service Co 85/01/04. IIOpp 30479 166-30470 276. 

8504170S47 Forwards monthly status rept on plant-specific back Fitting activities current 
through 650308 Nina of 1 5 BER open items resolved prior to appeal meetings SER 
scheduled for completion on 850329. 

CRUTCH FIELD, D Assislant Director for Safety Assessment. 85/03/16, 

THOMPSON,H.L Division of Licensing. 65pp. 30161:182-30161:246 

8505130430 Forwards updated Emergency Plan Implemenbng Procedures EPIP-04,20 & 
22 Procedures withheld (ref 1 0CFH2.79(> & 9 6) 

VAN BRUNT, e E. Arizona Public Service Co. 85/03/26 MARTIN, J B Region 5, Office 
of Director. 2pp 30276:096-30276 097. 

$505130350 Forward revised Emergency Plan Impleiriienting Procedures EP IP-03,05,06 
& 36,Revisod procedures withheld (ref 10CFR2 790 8 9 5). 

VAN BRUNT.E.E Arizona Public Service Co 65/04/02. MARTIN, J B Region 5, Office 
Of Director, 2pp. 30275:266-30276:267. 

$805210505 Forwards public version of revised emergency plan Implementing 
procedor0a.lncludrng Rev 8 to EPIP-OS re notification of unusual event Implementing 
actions W/ J Felton 850509 release memo. 

VAN BRUNT.E E. Arizona Public Service Cq. 05/04/25, MARTI N.J.B Region 6, Office 
of Directoi.Spp. 30521:091-30521 '327. 


“8505210591 Public version of revised emergency plan implementing 
proceduresjncludfng Rev 6 to EPfP-03 re notification of unusual event Implementing 
actions & Rev 4 to EPIP-40 re alert implementing actions 
SIMS.JR Arizona Public Service Co 85/04/25 234pp 30521 094-30521 327 

8505030406 Confirms 950425 telcon re fire fighting requirements in FSAR Section 
9B 3,lncludinq availability of breathing air compressor Duo to del^ in installation of 
compressor.FSAR correction needed Draft revised FSAR Table 9B 3-1 onef. 
VAN0 RUNT.ee Arizona Public Service Co 85/04/29 KNIGHTON, GH Licensing 
Branchs 4pp 30125 355 30125 358 

850S100436 Corrects confirmalfon of 050425 telcon ro fire fighting requirement a m 
FSAR Section 98 3,lncluding availability of breathing air compressor Duo to delay m 
compressor Insiallaliofi.FSAR correction needed Draft FSAR table end 
VAN BRUNT, EE Arizona Public Service Co 85/04/29 KNIGHTON.GW Licensing 
Branch 3 4pp 30245 123 30245 126 

8505280412 Forwards tnsp Repts 50-520/85-11,50-529/85-16 & 50-530/65-10 on 
650408-19 No violation noted 

KIRSCH.DF Region 5, Office of Director 85/05/03 VAN BRUNT.E E Arizona Pubbe 
Service Co 1p 30501 339 30581 349 

“8505280418 Insp Repts 50-528/85-11.50 529/05-16 & 50-530/8S 10 on 850408- 
19 No violalfon or devlaljon noted Major areas inspected TM I action plan ifems.OA for 
power ascension testing & IE bulletins 

SORENSEN, RC Region 5. Office of Director 05/04/30 10pp. 30501 340-30EB1 349 

$505260076 Submits analysis of differences In safe shutdown equipment cable roubng 
between units, per open Items from App R Audits 50-629/85- 11-01 & 50-530/S5-08- 
01 Further analysis will ba submitted by 851001 for Unit 2 

VAN BRUNT.E e Arizona Public Service Co 85/05/22 KNIGHTON, GW Licensing 
Brancha ip 30596 205 30596 295 

BSO5280254 Confirms completion of physical work & testing re fire protecllon design 
change packages, per SSER 7 (NUREG'0057) 

VAN BRUNT.E E Arizona Public Service Co 85/05/23 KNIGHTON, GW. Licensing 
Brancha 2pp 30572'360-30572 361 

8505290485 Forwards administrative procedures, replacing canceled Emergency Plan 
Implementing Procedures EPIP 35,EPJP 37A, EPIP 37B & EPIP 36 
VAN BRUNTE E Arizona Public Service Co 85/05/23 MARTI N.J.B Region 5, Office 
of Director Ip 30591*234-30591 306 

“6505290495 Revs 0 to Administrative Procedures 7N409 03 00 ra emergency plar^ 
review & approval,7N409 04 00 re emergency plan change notice,7N409 07 00 re 
emergency pfarr implementing procedures approval & 7N409.08 ro emergency pre- 
paredness drills 

• Arizona Public Service Co 85/05/23 76pp 30591 235-30591 306 

8505300629 Discusses compliance w/emergency planning policy statement Emergency 
planning complies w/CommissIon Interpretation of 10ChH60 47 prior to GAURD deci- 
sion requiring list of medical facilities 

VAN BRUNT.E E Arizona Pubfic Service Co 05/05/24. KNIGHTON.G W Lioonslng 
Branch 3. 7pp 30628 3 18-30628 324 


Q. Adjudicatory correspondence 


8505020191 Requests sve of oncl RM Ickes 850419 ltr to BP Cotter ra Unit 1 full power 
licensing hearings on Board, parties to proceeding & PDR W/o end Served on dSOSOI 
LAZO.RM Atomic Safety and Licensing Board Pane) i^205 791 65/04/30 

CLEMENTS, W L Docketlnfl & Services Branch 1p. 30106 246-30106 247 

8505070607 Order appointing JH Carpenter as technical interrogator & Informal assist- 
ant to ASLB JH Carpenlor professional qualifications encl.Serv0d on 850506 
LAZO.RM. Atomic Safety and Licensing Board Panel 1^285 flBI. 85/05/02. Olfice of 
the Executive Legal Director. 3pp 30203 055-30203 057. 

$505160120 Show cause potillon requesting suspension of License NPF-34 pending 
compietion of corrective actions re spray pond piping corrosion & Institution of pro- 
ceeding on correctlvo actions 

SCOTT.M L Coalition for Responsible Energy Education. #285 015. 85/05/06 
DENTON.HR Office of Nuclear Reactor Regulation, Director 133pp 30429 135- 
30429.267 


$505200459 Requests 6 day extension, until 850523, for R Samworth to file testimony 
since testimony of applicant witnesses Goldman & Wilber not received unlii 
650508 Related correspor^dence. 

DEWEY, LS Hearing Branch 3 #285 052 85/05/15 GEHR.A C , BfSCHOFF.C Snell 
& Wilmer, RAYNOR, R Alfilialion Not Assigned 1p 30471 026 30471 028 

0505280016 Forwards Withdrawal of 821014 petition for leave to intervene & request for 
heanng Order dismissing inslant proceeding w/prejudice & vacating scheduled hearing 
requested 

CBAWFORD.VA, Snell & Wllmer CRAWFORO.VA West Valley Nuclear Services 
Co, Inc #285 129. $5/05/20 LAZO.R.M , COLE.R F . CARPENTER, J.H Atomic 
Safety and Licensing Board Panel 2pp 30572,106-30572 1 19 

“0506280020 Wllhdrawaf of 821014 petition of West Valley Agricultural Protoction 
Council.lnc for leave to intervene $ request for hearing. Issuance of OLs consontod 
lo.Certificale of Svo end, 

RAYNER.R West Valley Nuclear Services Co, Inc 85/05/17 Atomic Safely and Li- 
censing Board Panel 12pp. 30572,108-30572 119 

8505300513 Confirms 050522 telcon w/Judge Lazo re permission to defer filing testimo- 
ny of R Samworth due to apparent settlement of contentions between Weal Valley 
Agrfcultural Protection CounslIJnc & applicant Related correspondence 
DEWEY.L.S. Hearing Branch 3 #205 181 85/05/23 LAZO.RM., CALLIHAN.D. 
COLE,R.F. Atomic Safety and Licensing Board Panel. Ip 30628:062-30628:062 



DOCKETED ITEMS 267 


H. Oanersl correspondonce 

6505210273 Requests delay in plant operations & acceptance of Coalition for Reaponsl 
ble Energy Educ petition Article re corrosion at facilities caused by bacteria Galllanella 
end 

CHAPMAN, K Affiliation Not Assigned B5/05/14 DENTON.H Office of Nuclear Reac- 
tor Ragulatlonj Director 2pp 30493 342-30493 343 

8595210248 Requests full investigation into I m proprieties at facility Opines that util 
downplayed corrosion problemsjalsified plant records, mails waste & drug abuse of 

PENTKOWSKI.G Affiliation Not Assigned 85/05/15 DENTON NRC - No Detailed Af 
filiation Given 2pp 30494 342-30494 343 

8505210427 Raouesis acceptance of Coalllion for Rosponaibfe Energy Educ 
petilfcn.asking NRC to order util to remove corroded piping & bacteria deposits from 
Unit 1 spray ponds 

NOHAVA.D J Affiliation Not Assigned 05/05/15 DENTON, H R Offece of Nuclear Re 
actor Regulation, Director Ip 30499,236-30409 237 

8505210254 Requests consideration of Coalition for Responsible Energy Educ 650506 
petition re spray pond microbiologically Influenced corrosion potential for bactorral 
contamination of other sys News articles end 

SCOTT, ML Coalition for Responsible Energy Education 85/05/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp. 30494 254-30494 269 


I. Financial Information 

6505149459 Advises of decision lo furnish annual certified financial statements per 
10CFR140 21fe) NRC will be requested to establish date for submission of annual 
stalsmenis. 

VAN BRUNT, EE Arizona Public Service Co. 85/05/10 Office of Nuclear Reactor 
Regulation, Director 2pp 30367 2B0 30367 261 


Q. Inspection reports, IE Bulletins & correspondence 

8505010058 Forwards Insp Repfs 50-526/65 09 & 50 529/65-12 on 850316-21 No vio- 
lations noted 

WENSLAWSKLFA Region 6. Office of Director 05/04/11 VAN 0RUNT,EE Arizona 
Public Service Co ip 30095 207-30095 224 

■‘6505019068 Insp Repls 50-628/65 00 & 50-520/85-12 on 650316 21 No noncompli- 
ance or deviations noted Major areas Inspected' startup testing program for radiation 
prolecllon & chemistry & preoporational test program for radiation protection. 
SHERMAN, C., YUHAS,Q P Region 5, Office of Director 85/04/10 17pp 30095 208- 
30095-224 

9506070350 Responds to NRC 650131 roquosl for Invesligation of Concern RV-a4-A- 
087 re -downgrading of lest equipment specs Basis of accuracy specs to rod oven 
the rmomelers,microme tors & Ashcroft pressure gauges discussed 
VAN BRUNT,E-E. Arizona Public Service Co 65/04/15 KIRSCH,0 F Region 5, Office 
of Director 5pp 30177 262-30177 256 

85051304 IS Responds to NRC BS0322 (tr re violations noted in Insp Repts 50 526/65- 
01 & 60 529/65 02 Corrective actions, training conducted In areas of weld 

procedures, Insp critoria/ iechniquos,acceptanco criteria & OG In const, 

VAN BRUNT, EE. Arizona Public Service Co 65/04/22 KIRSCH.D F Region 5, Office 
of Director 6pp 30277-326 30277 330 

85-05170144 Forwards Insp Repta 50-526/85 07,50 529/65 00 & SO 530/85 05 on 
650304 06 No violalion noted 

KIRSCH.D F Region 5, Office of Director 85/04/26 VAN BRUNT.E E Arizona Public 
Service Co 2pp. 30465.31 1-30465 322. 

-8B0S17O163 Insp Repls 50-526/85 07,50-529/85 08 & 50‘S30/Q5-06 on 850304- 
08 No violation or deviation noted, Major areas InspecledTMl action plan items.open 
items, licensee event reporting sys & Independent waikdowns of safety sva 
60RENSEN.R.C, HON.A.. MILLER.L F Region 5, Office of Director 65/04/22 lOpp 
30465 ■313-30465.322. 

8604250452 IE Inlo Notice 85 034, “Heat Tracing Contributes to Corrosion of Stainless 
Steel Piplrig." Sve list end 

JORDAN.fcL Division of Emorgoncy Preparedness & Engineering Response (Post 
830103). 85/04/30 Consolidated Edison Co. of New York, Inc f07pp 30115.185 
30116.291 

SS04250455 IE Info Notice 85-035, "Failure of Air Check Valves to Seat " Sve list end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/04/30. Consolidated Edison Co of New York. Inc. 106pp. 30115 077- 
30116-184 

960507-0210 Forwards summary rept for refueling cavity water seal used at facility in re- 
sponse to IE Bulletin 84-03, ‘^Refueling Cavity water Seal.'* 

VAN BRUNT, E.E. Arizona Public Service Co. 85/05/01 MARTIN,J.B Region 5, Office 
ofOirecjpr 2pp 301 72i1 50-301 72 160 

-8606070216 "Refueling Cavity Water Seal,’' summary rept In response to IE Bulletin 
84-03. 

‘ Arizona Public Service Co 85/04/30. 22pp, 30172.161-301 72‘1 82. 

8505280412 Forwards Insp Repts 60-526/85-11,50-520/86 16 & 60-530/86 10 on 
a50408‘19.No Violalion noted. 

KIRSCH.D.F. Region 6, Office of Director. 85/05/03 VAN BRUNT.E E. Arizona Public 
Service Co. Ip. 30581.339-30581:349. 

-8605290419 Insp Repls 60-520/85-11,50 529/65-16 & 60-530/85-10 on 850406- 
1 9.No Violation or deviation noted Major areas ln8pected.TMf action plan ilems.QA for 
power ascension testing & IE bulletins. 

SORENSEN.R.C, HOHA. MILLER.L F Region 6, Office of Direclor. 85/04/30. lOpp 
30581:340-30591.349. 

9605130405 Forwards response to const appraisal team areas of Intoresi for MC 2512 
program Identified by audit team during wk of 850401 .QA procedures for Units 2 & 3 
same as procedures for Unit 1 

KIRSCH.D F, Region 6, Office of Director 86/05/06. MARTIN, J.B. Region 6, Office of 
Director. 14pp. 30277.31 2-3 027 7-32 5 


8505060418 IE fnfo Notice 84 52,Suppl 1, "inadequate Matl Procurement Controls on 
Pert of Licensees & Vendors 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/05/08 Consolfdated Edison Co of Now York, Inc lOpp 30615 336 
30615 347 

9505130034 IE fnfo Notice 65 037, "Chemical Cfeaning of Bteam Generators at Mill- 
slono 2" Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/14 Yankee Atomic Electee Co 4pp 30048 272 30849 014 


S. Reportable occurrences, LERs & related correspandenco 

8505070410 Interim Deliciency Rept DER 85-07 re lack of bolt nut rotentlon mechanism 
on C-E inslrumenl rack design Initially reported on D50305 Correclivo action under in- 
vosllgallon Final repi will bo submitted by 850517 

VAN BRUNT.E E Arizona Public Service Co 85/04/08 KIRSCH.D F Region 5, OllfCe 
of Direclor 3pp 30204-106-30204 100 

9505070511 Potential Deficiency Ropt DER 85-05 re nonsegregated bus fire penelra- 
tions w/o proper taping on bus conductor Final rept dolayod until 850817 duo to 
Gxiont of evaluation & investin alien 

VAN BRUNT.E B Arizona Public Service Co 65/04/00 KIRSCH.D F Region 5, Office 
of Director 2pp 30205 201-30205.202 

8505070519 Inlenm Potential Oefrclency Rent DER 85-06 re auxiliary feedwater actu 
atlon signal foglc & sotpoinis indfcatfon that hysteresis sotpoint value not 
specified Initially reported on 650307 Next rapt due by 050517 
VAN BRUNT.E E Arizona Public Service Co 65/04/08 KIRSCH.D F Region 5, Office 
of Director 3pp 30205 203 30205 205 

8505080030 Interim Ooficioncy Rept DER 85 01 re auxiliary feedwater pump drive 
turbine fnitlally reported on 650125 Due to extensive Invoatlgatlon & evaluaiion.ffnal 
rept delayed unlit 860601 

vAN BRUNT.E B Arizona Public Service Co B5/04/08 KIRSCH.D F Region 6, Office 
of Director 2pp 30226-261 -30226 262 

8506080022 fnlarim Deficiency Ropt 65 03 re 3-inch seismic gap c/lloria fnitlally reported 
on 650206 Due to add I Invesligation & evafuation required, final rept will bo submitted 
by 0505 15 

VAN BRUNT.E E Arizona Public Service Co 86/04/12 KIRSCH.D F. Region 5, Office 
of Direclor 2pp 30226 263-30228 264 

8505220095 Interim Deficiency Ropt DER 05-12 re cracking in auxiliary bldg 
walls Initially roportod on 650401 Bechtel will monitor crack propagation & evaluate 
data to Identify root cause. FInef ropt will be submitted by 650S14 
VAN BRUNT.E E Arizona Public Service Co 06/04/ 19 KIRSCH.D F Region 5. Office 
of Director 3pp 30527 005-30527 007 

85051 70460 Inlerim Dafidoncy Rept DER 86 01 ro auxiliary feodwater pump dnvo 
turbine I nllially reported on 850125 Final rept date extended until 850515 duo !o ex- 
tensive investinaflon & evaluation 

VAN BRUNT.E E Arizona Public Service Co 85/04/26 KIRSCH.D F Region 5, Office 
of Director 2pp 30465 009-30465 010 

8505220092 DaNcioncy Evaluation Rept DHR 8&-13 ro application of LOCA Induced mo 
lions In pipe stress analysis InlLlBlIy reporlod on 850402 Defrciecy not raporlable under 
10CFR60 65(^ 

VAN BRUNT.E E Arizona Public Service Co 06/04/20 KIRSCH.D F Region 5, Office 
of Director 2pp 30526 360-30526.301 

8505200043 PNS-V 65 002 on 850513 six eresent & former omployoes arrested for off 
slto drug sales 1o undercover etato police officers Work compreled by arrestees is 
being reviewed re involvement In safely related activities 

SCHAEFER, D, SCHUSTER.MO Region 6. Oflico of Director 05/05/13 Ip 
30466-042-30466 042 

6505240457 Part 21 rept re diesel generator overapeed trip allegedly duo to mechanical 
binding linkage Instruction mar>Lial requires check of operation & calibr of control & 
shutdown dovmes Item not reportable under 10CFR21 

BEMILLER.CC Cooper Bessemer Core 05/05/13. BAER.R.L Engineering & Generic 
Communications Branch 2pp 30553 260-30553 263 

8505290226 PNO-V 85 027 updatas PNS-V'85 02 re arrest of six IJcensoe & contractor 
employees for offsite drug sales On 850515,13 addJ employees suspended ponding 
investigation Course of action expected by 650620 

COOK.Q N. RegJon 5. Office of Direclor. 05/05/16 1p 30599-243-30509 243 


T. Hearing transcripts on non-antltrust matters 

8506240005 Responds lo appeal ro denial of FOIA request for documents Identified In 
Paragraph 1 of 840106 slipulalion in Civil Action Q3 1 008 Forwards related 
documents Document 52 withhold (ref FOIA Exemption 7) 

BERKOVITZ.D.M Office of the General Counaol 84/10/24 BERNABEI.L Govern 
monl Accountability Project Ip. 30576 256 30578 003 

-8505240013 Transcript of tape recorded 620820 interview w/HR Nunez re atlagatlon 
of folsificalion of termlr>a(lon cards for work at facilities 
NUNEZ.H R. Affiliation Not Assigned 02/06/29 63pp. 30577.093-30677.137 

-8505240018 Trarrscripl of 820617 interview w/QA Konnard re allegation of falsification 
of termination gable cards for work performed at racillties 
KENNARD.Q A. Affilialion Not Assigned 02/06/17. 1l9pp 30577 138-30577-166 

-9506240023 Transcript of 820817 Interview w/P Aguayo. 

AGUAYO, PA. Bochtel Corp 02/06/17. 36pp. 30677*1 57-30577 192 

-8505240028 Transcript of 820828 Interview w/CD Legg ro allegations of falsification of 
termination cards for work done at facililles, 

LEQG.aO Affiliation Nol Assigned. 02/08/28 2epp. 30577 1 93 3 0 577 220. 

-6605240032 Transcript of 020617 Interview w/DJ Mast ro allegations of falsification of 
termination cards for work done at facilities. 

MAST,D.J. Affiliation Not Assigned 02/08/17. 16pp 30577*221-30577.237 
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-8505240038 Transcript o1 820617 mlerview w/SJ Moody re allagatioa of falsification of 
terminalion cards for work done a1 facililios 

MOODY^SJ Affiliation Not Assigned 62/06/17 16pp 30577 23B40577 253 

-8505240047 Transcript of interview w/JG Sandoval re allegations o1 farslhcalron ol ter- 
mination cards for work done at facilities 

SANDOVAL.JG Aflilialfon Nol Assigrted 82/06/28 37pp 30577 254 30577 290 

-8505240051 Transcript of interview w/JH Schuh re allegations of falsification of termi- 
nation cards for work at facilities 

SCHUHJH Affiliation Not Assigned 82/G6/17 IBpp 30577 291*30577 308 

-8505240055 Transcript of Interview w/JB Sweet re allegations of falsification of termi- 
nation cards for work at facilities 

SWEET, JB Affiliation Not Assigned 02/06/28 30pp 30577 309 30577 336 

-8505240059 Transcript of interview vr/K Wallerstein by EJ Power & OC Shucklelon re 
allegations of falsification of termination cards for work at facilities 
WALLERSTEIN, K Affiliation Not Assigned 82/06/16 20pp 30577 339-30576 003 

8505030480 Transcript of AGRS Subcommittee on Palo Verde Nuclear Generating Sta- 
tion 850426 maekng in WinlersbiJrg,AZ Pp 1*176 Supporting documentalron end 
• ACflS Advisory Com mitte© on Reactor Safeguards 05/04/26 213pp 30128 168- 
30129 018 

8505200489 Forwards tealimony of ED Pentecost for 650611 hearing in 
Phoenix, AZRolatedcorresponde nee 

DEWEY.LS Hearing Branch 3 i^285 050 85/05/16 LAZO,RM, CALLIHAN.O . 
COLE.R F Atomic Safety and Licensing Board Panel Ip 30471 ►349*30472.038 

-850 52 00464 Transcript of ED Pentecost testimony for 850611 hearing In Phoenix. AZ 
re Salt daposilion from ulil on agncullural crops 

PENTECOST^E D Division of Engineering a5/05/16. 52pp 30471 350*30472 038 


DOCKET STH -50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A. Appllcairon/constructlon atage documenls & correspondence 

8505100806 Further response to FOIA requests did 040223 & 0730 Forwards App B 
documents Documents available in PDR 

FELTON.JM Dsvisior^ of Rules and Records 84/10/09 KALER.RJ Gadsby & 
Hannah app 30295 056*30295 063. 

-0310050426 Reconnniiends regions perform const QA evaluations prior to Issuance of 
OL Evaluations should be performed when const 6 months from completion 
EISENHUT.DG. Division of licensing 83/09/26 DEYOUNG.RC Director’s Office, 
Office of Inspection and Enforcement 7pp 30296 165 30296 238 

-8310050428 Forwards Region V const QA evaluation Evatuateons should be requested 
for all future OLs & reviewed poor to Commission mootings 
EISENHUT.DQ NRC - No Detailed Affiliation Given 83/b7/0S NOVAK, T. NRC - No 
Detailed Affiliation Given Ip 30296 192 30296 205 

-8310059434 Forwards evaluation of significant cost deficiencies & effectiveness of 
const phaso of OA program Applicant program effectEve 

MARTIN, JB Region 5, Office of Director SS/OB/ZO EISENHUT.DG Assistant Direc- 
tor for Licensing 3pp 30296 193*30296206 

8505030604 Responds 1o B50311 Hr re fees for Ol reviews End provides basis for 
Issued bills Util should verify data accuracy & inform NRC of supposed errors NRC po- 
sition on fee schedule discussed W/o end 

MILLER, WO. License Fee Management Branch 85/04/24 VAN BRUNT, E E Arizona 
Public Service Co 2pp 30180 275 30160 276 

8504290442 Gsnenc Llr 85-07 to all operating reactor licensees ro Implementation of 
mtegralod schedules for plant mods Sve list end 

THCjMPSON.H L Division of Licensing 05/05/02. Consolidated Edison Co of Now 
York. Inc 22pp 30218 149-30216 170. 

851)5200053 Notification of 850510 mooting w/util & Bechtel in Bethesda. MD 1o dfs- 
cuss spray pond piping weld corrosion ovafuation Agenda & request for add I Info 
end 

LICITRA,EA Licensing Branch 3 65/05/05 KNIGHTON, GW Liconstng Branch 3 
flpp 30503 066*30503 071 

850S240147 Summary of 850403 meeting w/util.Bechtel & C*E in Bethesda, MD re 
changes to seconoary water chemistry program List of meeting altendoes & view- 
graphs end 

ClCITRA,EA Licensing Branch 3 85/05/06. Licensing Branch 3 16pp 30575 251- 
30575 266 

8505240141 Summary ol 650314 & 0403 moeiings w/ultl, Bechtel & C E in Belhesda.MD 
ro scope & schedule for Chapter 15 reanalyses in response to License Condition 
21 List of atlondees ond 

LICITRA,EA Licerslng Branch 3 B5/05/10 Licensing Branch 3 6pp 30575 266- 
30575 271 

8505170412 Summarizes ACRS 301st meeting on 850509 11 re operational 
status Subcomralt lee visited plant on 650426 to discuss results of tost 
program Problems re failure of equipment, notably pumps & valves.adequatety re- 
solved 

WARD, DA ACRS - Advisory Committee ort Reactor Safeguards. 85/06/13 
PALLADINO.NJ Commissioners Ip 30443360*30443 360 

8505200320 Requests addl Info re Amend 14 to Chapter 17 1 of FSAR re QA program 
description, including details re organizalloo, procurement quality dept & document 
control. 

KIRSCH,D F. Region 5. Office of Director 85/05/14 VAN BRUNT,E,E An zona Public 
Service Co Ip 30460044-30468 044 

8505210072 Submits Allegation RV-as-A 022 for more detailed evaluation, invesHgation 
& response Written response, in eluding results of Investigalfon, corrective action & ex- 
pected completion data requested witnfn 30 days of receipt of Itf. 

KIRSCH.DF Region 5, Office of Director 05/05/14 VAN BRUNT, E E Arizona Public 
SenriceCo Ip 30494:301-30414 301, 


850S200224 Forwards )u$tification for limitation of crop yield sampling to cotton.sinte 
cotton most significant crop grown close to plant, per 830926 Rev 3 to sail doposiUon 
6l impact monitoring plan 

VAN BRUNT, EE Arizona Public Service Co 85/05/16 KNIGHTON, GW Licensing 
Branch 3 4pp 30468 324*30468 327 

8505210275 Forwards Rev 4 to "Salt Deposition & Impact Monitoring Plan for Palo 
Verde Nuctear Generation Stations.Unils 1,2 & 3 " Requests reflection of repl In eray] 
ron protection plan. Section 4 2 2 

VAN BRUNT.ee Arizona Public Service Co 85/05/17 KNIGHTON.GW Ucensirfl 
Branch 3 2pp 30493 345-30493 363 ^ 

-8505210278 Rev 4 to “Salt Deposition & Impact Monitoring Ran for Palo Verde Nucla 
ar Generation Stations, Units 1,2 & 3 " 

* NUSCorp 05/05/31. 17pp 30493 347*30493 363 

8505210106 Generic Ltr 85 08 to all holders of CPs & OLs re 10CFR20 408 termination 
repts • formats 

THOMPSON.H L Division of Licensing 05/05/23 Consolidated Edison Co ot Now 
York, Inc 20pp 30682 282-30602 301 

8505300051 Forwards procedures describing spray pond monitoring program, pond o-por- 
ability crlleria.sys chemistry specs & sampling schedule Comments on Coarilion for 
Responsible Energy Educ 850500 petition also end per NRC request 
VANBRUNT.ee Arizona Public Service Co 05/05/24 KNIGHTON.GW Liconsirw 
Branch 3 19pp 30622182*30622 222 ^ 

-8505300053 Rev 0 to Procedure 73AC-0SPO1. "Spray Pond Piping fntegrily Verifica 
tion " 

* Arizona Public Service Co 85/05/16 7pp 30622 201-30622 207 

-8505300056 Rev 0 to Procedure 74CH-9XC16, "Sampling & Analytical Schoclulo " 
BROWN, L E Arizona Public Service Co. 05/05/20 13pp 30622 208 30822 213 

-8605300057 Rev 0 to Procedure 74AC-9ZZ04, "Sys Chemistry Specs " 

* Anzona Public Service Co 85/05/16 Opp 30622 214-30822 222 

8605300219 Forwards rosporrso to NRC 040522 questions on plant spray pond's 
VAN BRUNT, EE Arizona Public Senrice Co 85/05/24. KNIGHTON.GW llcertslng 
Branch 3 4pp. 30622 095-30622 098 


E. NRC Safety Evaluation Report (SER), suppis & corrospondonce 

8505280254 Confirms completion of pliysical work & testing ro fire protection design 
change packages, per SSER 7 (NUREQ 0857) 

VAN BRUNT, EE. Arizona Public Service Co 85/05/23 KNIGHTON.GW. Licensing 
Branch 3 2pp 30572 360*30572 361 


F. Security, medlca), emergency & fire protection plans 

8505170483 Forwards public version of revised emergency plan imp! omen ling 
procedures, Including Rev 6 to EPIP-03 re notification of unusual event Implomonling 
actions W/850513 release memo, 

VAN BRUNT,E E Arizona Public Son/lce Co. 85/01/24 MARTIN, J B Region 5. Office 
of Director 4 pp. 30479 160 30479 276 

-8506170485 Public version of revised emergency plan Implemenling 
prcceduros,lnGludlng Rev 5 to EPIP-03 re notification of unusual event implomonling 
actions & Rev 6 to EPfP-14A re release rate determination 
* Arizona Public Service Co 85/01/04 1 10pp 30479 165-30479 276 

8604170547 Forwards monthly status repl on plant-spoclflc backfilling flctiviltoa current 
IhrouQh 650308 Nine of 16 SER open items resolved prior to appeal maobngsSFft 
scheduled for completion on 850329 

CRUTCHFIELD, D Assistant Director for Safely Assessment 85/03/18 
THOMPSOHHL Division of Licensing 65pp 30161 102-30161 246 

6505130430 Forwards updated Emergency Ran Implemenling Procedures EPI P-04.201 
22 Procedures withheld (ref 10CFR2 790 & 9 5) 

VAN BRUNT, E E Arizona Public Service Co 85/03/28 MARTIN.J 0 Region 6. Olfsco 
of Director 2pp. 30275096*30275 097 

6505130360 Forward revised EmeroGney Plan Implementing Proceduros EPIP’03,05,08 
& 38 Revised procedures wllhhelo (ret 10GFR2 790 & 9 5) 

VAN BRUNT.E E, Arizona Public Service Co 85/04/02. MARTIN.J B Region 6. Olfco 
of Director 2pp 30275 266*30275 267. 

6505210585 Forwards public version of revised emergency plan Implemonting 
proceduresjncfuding Hov 6 to EPIPOa re notification of unusual eveni implorrontng 
actions W/ J Felton 850509 release memo 

VAN BRUNT.E E Arizona Public Setvice Co 85/04/25 MARTIN, J.B Ragion 5, Officd 
of Director 3pp. 30621 091*30521 327. 

-8505210591 Public version of revised emergency plan implemonhng 
procedures.lnduding Rev 6 to EPIP-03 re notification of unusual event Implomenbng 
actions & Rev 4 to EPI P-40 re alert Implementing actions 
SIMS.J.R Arizona Public Service Co 85/04/25 234pp, 30521.094-30521 327 

8505030406 Confirms 850425 telcon re fire fighting requirements in FSAR SecLon 
0B.3, including avaitablllty of breathing air compressor Due to delay In Instollatfon el 
compressor, FSAR correction needed Draft revised FSAR Table 9B.3-1 onej. 

VAN BRUNT,E E Arizona Public Service Co 85/04/20 KNIGHTON, G H Licensing 
Branchs 4pp 30125'355*30126 358 

6605100436 Corrects confirmation of 850425 telcon re fire fighting requlrorzionls in 
FSAR Secllon 90 3, Including availability of breathing air compressor Due to delay in 
compressor Installation, FSAR correction noeded.Draft FSAR table end 
VAN BRUNT.E E. Arizona Public Service Co 85/04/29, KNIGHTON, G W. Licensing 
Branch 3. 4pp 30246:123-30245:126. 

6505280412 Forwards Insp Repts 60-528/85*11,50 529/85-16 & 50-530/85*10 on 
850408-1 9.No violation noted 

KIRSCH.D.F. Region 5, Office of Director 85/05/03, VAN BRUNT.E E Arizona Public 
Service Co. Ip 3DSS1;a39-30581 349 
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-8605280418 Insp F^epts 50 528/85 11,50^520/85 16 & 50 500/85-10 on 850408 
19 No Violation or deviation noted Major areas inspected TMI action plan items, OA for 
power ascension testing & iE bulletins 

SORENSEN, RC Region 5, Office of Director 85/04/30 lOpp 30681.340 30581 349 

8505290076 Submits anafy&ls of differoncos fn safe shutdown equipment cable routing 
between units, per open items from App R Audits 50-529/85-1 1-01 & 50-530/B5 08- 
01 Further analysis wilt be submitted by 851001 for Unit 2 

VAN BBUNT^E E Ari2ona Public Service Co 85/05/22 KNIQHTON,G W Liconsing 
Branch3 fp 30596 205 30596 295 

8505280254 Confirms completion of physicai work & testing re fire proleclion cfesign 
change packages, per SSER 7 (NURtG 0857) 

VAnWuNT.EE Arizona Public Service Co 85/05/23 KNfQHTON,GW Licensing 
Branchs 2pp 30572 360-30672 361 

85OS29O405 Forwards administralivo procedures, replacing canceled Emergency P/an 
Implementinq Procedures EPIP 35,ERP 37A, EPIP 37B & EPIP 36. 

VAN 0RUNT,6 E Arizona Public Service Co 86/06/23 MARTIN, J B. RaglOfi 6, Office 
of Director Ip 30591 234-30591 306 

-8505290495 Revs 0 to Administrative Procedures 7N409 03 00 re emergency plan 
review & approval, 7N4Q9 04 00 re emergency plan change notice, 7N409 07 00 re 
emergency plan implementing procedures approval & 7N409 08 re emergoncy pre- 
paredness drills 

^ Arizona Public Service Co 85/05/23 7epp 30591*235 30591,306 

8SC530Q529 Discusses compliance w/emergency planning policy statement Emergency 
planning complies w/CommIssion inlorprelatlon of 10ChRS0 47 prior to 6AURD deci- 
sion requiring list of medical facilllies 

VAN BRUNT, E.E Arizona Public Seivice Co 05/05/24 KNIGHTON, GW Licensing 
Branch 3 7pp 30628 310-30820 324 


G. AdjudJcatory correspondence 

8505020191 Requests svc of end RM IcKos 850419 Itr to BP Cotter re Unit 1 full power 
llcar\slng hearings on Board, parties to proceeding & PDR W/o end Served on 850501 
LA20,R.M Atomic Safely and Licensing Board Panel i5f285 791 85/04/30 
CLEMENTS, W L Docketing & Servicoa Branch Ip 30106 240 30106:247 

8505070507 Order appointing JH Carpenter as lechnlcaf interrogator & informal assist 
ant {Q ASLB JH Carpenter professional qualifications end Served on 850506 
LAZO.R M Atomic Safety and Licensing Board Panel ^285 081 85/05/02. Office of 
the Execulivo Legal Diroclor 3pp 30203 055 30203.057 

8605200469 Requests 6 day exlon9ion,unt]l 050523, for R Samworth to lllo loslimony 
since ieslimony of applicant wilnosscs Goldman & Wilber not rocoivod until 
85050B Relatoif correap on donee 

DEWEY,LS. Hearing Rancho 285 052 05/05/15 GEHR,AC., BfSCHOFF.C SnefI 
& Wdmer RAYNOR, R. Affiliation Not Assigned Ip. 3O47TO20 30471 026. 

8505280016 Forwards withdrawal of 821014 potition for leave (o intervene & request for 
hearing Order dismissing instant proceeding w/prejudlce & vacating scheduiad hearing 
requested 

CRAWFORD,VA Snail & Wilmer CRAWFORD,VA West Valley Nuclear Services 
Co, Ino ms 129 06/06/20 LAZO,R M . COLE.R F„ CARPENTERJH Atomic 
Safely and Licensing Board Panol. 2pp 30572 106 30572*110. 

-850S280020 Wilhdrawai of 021014 petition of West Vaffey Agdcuilural Protection 
Council, Inc for foavo to intervene & request for hearing.lssuance of OLs consented 
to Certlffcate of Svc enct 

RAYNER.R. West Valley Nuclear Son/icos Co., Inc 85/05/17. Atomic Safety and Li- 
ce rising Board Panol 12pp 30572 108-30572:119. 

8506300513 Confirms 850522 telcon w/Judgo Lazo re permission to defer filing teslimo 
ny ol R Samworth duo to apparent aetl/omonl of contentions between West Valley 
Anrlcullural Protection Counslijnc & applicant Related correspondence 
DEWEY.LS Hearing Branch 3 mS 181 85/05/23 LAZO.R M , CALUHAN.D, 
COLE.R F Atomic Safety and Licensing Board Panel Ip. 30628.062-30620 062 


H. General conrespondonco 

S5 0521 0273 Requests delay In plant operations & acceptance of Coalition for Rosponsi 
ble Energy Educ potllion Articlo re corrosion at facilities caused by bacteria GaiiioneDa 
end 

CHAPMAN, K, Afliliallon Not Assigned. 06/05/14 DENTON, H Office of Nuclear Roac- 
lor Regulation, Director 2pp 30403 342-30493 343. 

85CS210248 Requests full investigation into Improprioties at facility. Opines that util 
downplayed corrosion probi 0 m 8 ,falsified plant rocordB,matl8 waste & drug abuse of 
workers 

PENTKOWSKI,G Affiliation Not Assigned 65/05/16. DENTON NRC - No Delallod Af- 
filiation Given 2pp 30494:342-30494*343 


8505130415 Responds to NRC 8503 22 Ur re violations noted in frrsp Repis 50 528/06 
01 & 50 529/85 02 Corrective actions training conducted m areas of weld 
procod ures.insp cnlaria/ techniques, acceptance criteria & QC in const 
VAN BRUNT, fcE Arizona Public Service Co 05/04/22 KIRSCH.DF- Region 5, OJticfi 
of Director 5pp 30277 326-30277 330 

8605170144 Forwards fnsp Repis 60-520/85 07.50-529/85 08 a 50-530/05 05 on 
850304-00 No Violation noted 

KIRSCH,aF Regions, Office of Director 05/04/25 VAN BRUNT, EE Arizona Public 
Service Co 2pp 30465 311-30465 322 

-8505170166 Insp Ropta 60 520/85-07.50 529/85 OS & 50-530/05 05 on 850304- 
06 No violation or deviation noted Major areas inspected f Ml actror> plan items, open 
Items, ficei^soe event reporting sys & independonl waikdowns of safety ays 
SORENSEN.RC . HON^A., MILLER.L F Regior^ 6, Office of Director 05/04/22 IDpp 
30465 313-30465 322 

8504260452 f£ fnfo Notice 85 034, "Heal Tracing Conlribules to Corrosion of Stamlesa 
Steel Piping " Svc list end 

JORDAN, fcL Division of Emergency Preparedness A Engineering Response (Post 
03O1O3J 05/04/30. Consolidated Edison Co qf Now York, Inc fOTpp 30116 185- 
30115 291. 

8S042S0455 IE Info Notice 05 035, ’’Failure of Air Chock Valves to Seat” Svc list enc) 
JORDAN, EL Division of Emergency Preparedness & Englnoerlng Response (Posi 
8301O3T 05/04/30 Consolidated Edison Co of New York, Inc foapp 30115 077- 
30115104 

S 5050702 to Forwards summary rept for refueling cavity water seal used at facility In re- 
sponse to IE BuPletin 84-03, ■’^Refueling Cavity Water Sea) ” 

VANBRUMT.EE Arizona Public Service Co 05/05/01 MARTINJ 0 Region 5, Office 
of Director 2pp 30172 169-30172160, 

-8^505070218 "Refueling Cavity Water &eal," summary rept In response to IE Bulletin 

* Arizona Public Service Co 85/04/30 22pp 30172 161-30172 182. 

8605280412 Forwards fnsp Repis 50 528/65-1 1.60-629/05-16 & 50 530/85-10 on 
850408-19 No vioialion noted. 

KIRSCH.O F Region 6, Office of Director. 85/05/03. VAN BRUNT.E.E. Arizona Public 
Service Co Ip 30501 339-30501 340 

-6505280418 fnsp Repis 60 528/05-11,60 529/55-16 A 60-530/85-10 on 850406 
10 No vlolalion or deviation noted Major areas Inspected TMI actlor) plan ttem3,OA for 
power ascension (esling & IE bullolins 

SORENSEN.RC , HOf^A , MILLER.L F Region 5, Office of Direcior, 85/04/30 10pp 
30681,34 0 30501 349 

8505130405 Forwards response to const appraisal team areas ot interest for MC 2512 
program fdonlifled by audit team during wk el 0S0401 QA procedures for Units 2 a 3 
same as procedures for Unit 1 

KIRSChAf, Rogfan 5, Office of Dirsdor G5/05/06 MARTI N.J B Region 5, Office of 
Direcior 14pp. 30277 312-30277.325 

8505060416 JE Jnfo Notfco 84-52, Suppl 1, '*lned equate Mali PfOCuremonit ConlroSs on 
Part of Licensees a Vendors ” 

JORDAN.EL Division of Emergoncy Preparedness & Engineering Response (Posi 
030103). 05/06/90. Consolidalod Edison Co of New York, Inc. lOpp 30015 336 
30015-347. 

0505130034 IE Info Notice 85 037, ’’Chamicat Cleaning of Steam Generators al Mill, 
stone 2." Svc list one). 

JORDAN, EL. Division of Emergency Preparedness A Engineering Response (Post 
630103). 65/05/14. Yankee Atomic EfactricCo. 4pp 30048 272-30849 014 


$. Roportable occurrences, LERa & related correepondonce 

6805070418 ilnterjin Ooficfoncy Rept DER 85 07 re lack of bolt nul retention mechanism 
on C E Instrument rack design Initially reported on 3503 PS.Corr active ac1loi> under In 
vestigalion Final fopt will be submitted by 650517, 

VAN BRUNT.ee Arizona public Service Co 85/04/08 KIRSCH.D.F. Region 6, Office 
of Direcior 3pp 30204*106-30204 106 

6505070511 PotentiaT Deficiency Rept DER 85 05 re nonsegregated bus fifo penelrn- 
tions w/o proper taping on bus conductor Final rept delayed untif 850617 duo to 
GXlent of evaluation & Investigation 

VAN BRUNT, EE Arizona Public Sorvice Co 05/04/08 KIRSCH.DF. Region 5, Olfico 
of Direcior 2pp. 30205.201-30205 202 

0505070510 Inlorlm Polenliaf Deficiency Rent DER 65 08 re auxiliary feedwater actu- 
alien signat logic & setpoints fndlcalcon that hysteresis sotpoint value not 
spocltlecrffiitfally reported on D50307.Next rapt due by 650517. 

VAN BRUNT.E B Arizona Public Service Co. 85/04/06. KIRSCH.DF Region 5, Office 
of Director 3pp 30205 203-30205:205. 


1. Financial Information 

BS05140469 Advises of decision to furnish annual certified financial slalemenls per 
10CFRl40S1(e).NRC will be requested to establish date for submission of annual 
stalemants . « 

VAN BRUNT.E E, Arizona Public Service Co, 05/05/10 Office of Nuclear Reactor 
Regulallohi Direcior, 2pp 30367-260 30387-201. 


Q, Inapeolfon reports, lE Bulfetlns & correspondence 


0605060030 Interim Deflcieni:^ Rept DER 65-01 re auxiliary feedwater pump drive 
turbine Inltlalfy reported on 950125 Due to extensive Investigation & evalual/on.fmat 
rept delayed until 650501. 

VAN BRUNT.E E. Arizona Public Service Co 85/04/08 KIRSCH.D.F Region 5, Office 
of Director. 2pp. 30229.261-30228 262. 

0SO5O0OO22 fnterim Deficiency Rept 85 03 re 3-lnch seismic gap crderla.fnilialiy reported 
on 650200 Due to addi frivastigation & evalualior) required, final rept will be submilted 
by 650515. 

VAN BRUNT.E E ArRona Public Service Co 85/04/12. KIRSCH.D.F. Region 6, Office 
of Director. 2pp, 30228 283 30228 264. 


6606070360 Responds io NRC 850131 request for fnvesllgation of Concern RV-84'A- 
087 re downgrading of test equipment specs Baals of accuracy specs to rod oven 
thermo me lers. micrometers & Ashcroft pressure gauges dfscussod. 

VAN BRUNT.E E Anzona Public Servlco Co. 05704/15 KIRSCH.D F Re^on 5. Offfee 
Of Director 6pp 30177.252-30177.256 


8805170460 fnlerlm Deficiency Rept DER SS^OI re auxlllaiy feedwater pump drive 
lurbine Iniilaify reported on 850125 Final rept date extended unlll 860515 due to ex- 
tensive Invesllgalbn & evafualfon 

VAN BRUNT.E.E. Arizona Public SeAilce Co. 65/04/29. KIRSCH.D.F. Region 6. Office 
of Direcior 2pp. 30465:009-30465010 



270 DOCKETED ITEMS 


0505 2 2 0092 Doficicncy Evaluatjon Rept OER 85-13 re application of LOCA Induced mo 
Hons in plpo s1ro5s analysis Iniiialty re ported on 850402 Oeficiecy noi foportablo under 
tOCFRSt) 55(G) 

VAN BRUNT, E E Arizona Public Service Co ©5/04/29 KIRSCH.D F Region 5, Office 
of Director 2pp 30526 360-30526 361 

6505240457 Part 21 rept ro diesel generator overspeed trip alfogedly due to mechanical 
binding lirkago Instruction manual requires check of operation & calibr of control & 
stiuldown devices Item not report able under l0CFR2i 

BEMlLiER.ee Cooper Bessemer Corp 85/05/13 SAEFt.RL Engmorin-g & Generic 
Communications Branch 2pp 30553 360-30553 263 

85CS29022S PNO-V 85 027 updates PNS-VBS 02 re arrest of six licensee & contractor 
employees for offslla drug salea On ^ 5051 5, 13 addi employees suspended pending 
Invosligal ion Course of aclion expected by B50520 

COOK.GN Refl Ion 5. Office of Director B5/05/16 Ip 30599 243-30599 243 


T. Hearing transcrlpls on non-antltrust maltars 


86-05240005 Responds to appeal re deniat of FOIA request lor documents Identified in 
Paragraph 1 o) 640106 stipulation in Crvii Acion 83-1966 Forwards related 
documents Document 62 withheld (ref FOIA Exemption 7) ^ 

OERKOVITZ.DM Office of the General Counsel D4/10/24 BERNAfiEI.L Govern 
mo nt Accountebj Illy Project Ip 30576255 30576003 

>>8505240013 Transcript of tape recorded 820329 Interview w/HR Nunez re allegation 
of falsifjoalion of term! natron cards for work at facilities 
NUNE^.HR Affiliation Not Assigned 82/06/29 63pp 30577 093 30577 137 

>•8505240010 Transcript of 820617 interview w/GA Kennard re allegation of falsification 
of termination cable cards for work performed at facilities 
KENNARD.GA Affiliation Not Assigned 82/06/17 19pp 30577,1 3B-30577r1 56 


-8505240023 Transcript of B20617 fnterviQw w/P Aguayo. 

AGUAVO.PA, Bochte! Corp 82/06/17 36pp 30577 157-30577 192 

-8685249026 Transcript of 620628 inlerview w/CD Legg re allegalions of falsification of 
termination cards for work done at facilities 

LEGG, CD Affillallon Not Assigned 62/08/28 SBpp 30577*193 30577.220 

-6505240032 Tronscripl of 820617 fnterviow w/DJ Mast ra allegations of falsificalion oJ 
termination cards for work done at facilities 

MASTED J Affillallon Not Assigned 62/06/17 IBpp 30577 221-30577.237 

-8605240030 Transcnpl of 820517 (nterview w/SJ Moody re allegation of falsificalion of 
termination cards for work done at facilities 

MOODY, SJ Affiliation Not Assigned 82/06/17 16pp 30577.238-30577 263, 

-6605240047 Transcript of Iniorvlew w/JQ Sandoval re allegations of falsificallon of Icr- 
miration cards for work dona a1 faciljlies 

SANDOVAL, J G Af filiation Not Assigned 82/06/28 37pp 30577 264-30577.290 

-8605240051 Transcript of interview w/JK Schufi re allegations of faPsificalion o1 termi- 
nation cards for work at facilities. 

SCHUHJH Affiliation Noi Assigned B2/06/17 IBpp 30577 291-30577 308 


5504200442 Generic Llr 85 07 to all Meraling reactor licensees ro Implemo matron ol 

Integrated schedules lor plant mods Sve list end 

THOMPSON, H L Division of Licensing 05/05/02 Consolldalocf Edison Co of Now 
York, Inc 22pp 30218 149-30218 170 

8506210105 Generic Llr 85 08 to all holders of CPs & OLs re 10CFR20 400 termination 

THOMPSON H L. Division of Licer^sing 85/05/23 Consolidated Edison Co o1 New 
York, Inc 20pp, 30682 282-30682 301 


F. Security, medical, emergency & fire protection plans 


8505070150 Forwards response to 850402 request for addl info re acreage disturbed by 
proiect & emergency offsiia facility site layup actions No addI permits or approvals 

from olhor federal, alale & local agencies anticipated _ . . , 

SHIELDS, SW Public Service Co of Indiana, Inc 05/05/01 YOUNGBLOOD, 0 J. U* 
cansing Branch 1. 2pp 301 73 042-30173 043 


O. Inspection reports, IE BullelFne & correspondence 


8504260462 IE Info Nolico 05-034, "Heal Tracing Contributes to Corrosion of Stainless 


Steel PipiM " S VC list end or-. r, 

JORDAN, EL Division of Emergency Preparedness & Engineorinp Response CPo|t 
630103) 85/04/30 Consolidated Edison Co of New York, Inc. 107pp 30115 185- 
30115*291 


8594250455 IE Info Notice 85-035, "Failure of Air Check Valves to Seat " Sve list end 
JOROAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/04/30 Consolidated Edison Co of Now York, Inc 108pp 30115 077- 
30115 184 


6606080416 IE fnfo Notice 84-52, SuppI 1, "Inadequate Mali Procurement ConlFols on 
Part of Licensees & Vendors." 

JORDAdEL Division of Emergency Preparedness & Engineering RespoUi? 
830103) 65/05/00. Consolidated Edison Co of New York, fno. lOpp 30616 338 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A. AppflcatloJi/construcllon stage documents & correspondence 


8505070156 Forwards response to 050402 request for addi info fe acreage disturbed 
nroISQt & emergency offsltfl facility site layup actions No addi permits or approvals 
from other federal, stale 0 local agencies anllcipalGd r, ■ ■. 

SHIELOS.SW Public Service Co. of Indiana, me 85/05/01 YOUNG 0LCX}D*0.J Li- 
censing Branch 1, 2pp 30173 042-30173*043. 


-0505240055 Tran script of Interview w/JB Sweet re allegations of falsification of termi- 
nation cards for work at facilities ^ 

SWEET.J.D Affiliation Not Assigned 82/06/28 30pp 30577*300-30577 338 


-8505240050 Transcript Of Interview w/K Walloratein by EJ Power & OC ShucWelon re 
allegations of falslficatfon of termination cards for work at facililfes 
WALLeRSTeiN.K Affjimlion Not Assigned 62/06/16 28pp 30577.339 30578 003 


85050304B0 Transcript of ACRS Subcommittee on Palo Verde Nuclear General Ing Sta- 
llon 650426 mooting in Winlersburg, AZ Pp 1-170 Supporllng documenlalion end 
• ACRS • Advisory Confi/nlUeo on Heactor Safeguards 65/04/26 213pp 30128 168- 
30120016 


6S062004SO Forwards lesllmony of ED Pentecost (or 650011 hearing lr> 

DEWeWs^He'arfng°0ra^^3™^|2^ 050. 85/05/16 tAZ04RM, CALUHAN,0, 
COLE,n,F. Atomic Safety and Licensing Board Pane) Ip. 30471 349-30472030 


-Q6052QQ484 Transcript of ED Ponlocosl testimony for 850611 hearing In PhoenIxAZ 
ro Sail deposition from util on aoncultural crops 

PENTECc5sT,E Dh Division of Enslneormg 85/05/16 52pp 30471 350-30472 038 


8604290442 Generic Llr 05 07 lo all iterating reactor licensees fo implementation of 
fnlograled schedules for plant mods Sve list end i 

THOMPSORH L Ofvislon of Licensing 85/05/02 Consolidated Edison Co of New 
York, tnc. 22pp 30218 149-30218:170 

0505210106 Generic Ltr 85 08 lo alt holders of CPs & OLs re 10CFR20 4 OB termination 

TI?OmS!n!h.L Division of Licensing 85/06/23 Consolidated Edison Co of Nqw 
Y ork, Ino. 20pp 30682 262-30602 301 


F. Security, medical, emergency & fire protection plans 

85050701 SB Forwards response lo 850402 request for add! Info re acreage disturbed by 
project & emergency otfsile facility site layup actions. No addi permiie or approvals 
from other federal, elate & local agencies anlicipaled 

SHIELDS.S.W. Public Service Co of Indiana, Inc 05/05/01 YOUNG 0LOOO.0 J Li- 
censing Branch 1. 2pp. 30173 042-30173.043 


DOCKET STN-50-631 QESSAR-261 

A. Applfcallon/conalriJCtlon stage cfocuments ft correspondence 

6505260006 ParHoI response lo FOIA request for documents prcxfuced under contract 
io NRC on reviews of PRAs lor listed plants Forwards App A documonts.Search con 

FELT&fJjWI^DivSo^of Rules end Records 84/10/15 SHOLLY.SC Union of Con 
coifiod Scientists. 12pp. 3063 0001 -30690: 168. 

afon of SystSrni InlegSn (posi B11005>.^pp 0063 2 295-30632 297. 

DOCKET BTN-50>646 MARALE HfLL NUCLEAR STATION, UNIT 1 

A. Appllcallon/constmctlofi stage dooumenta ft correspondence 

ftf>0B070lGfl Foiwards responso to 850402 request tor add) Into re acreage disturbed by 
projocl ft omSmency oBsIlo facility site fayup acIfona-No add! permits or approvals 

lH7ELt»,S.wT<!bllcS9HMc5®o(°^^^^^ YCRJNQBLOOD.B.J. LI- 

con sing drench 1 2pp. 30173.042-30173.043. 


Q. inspecllop reports, IE Bullottna & correspondence 

6504260452 IE Info Notice 85 034, "Heat Tracing Coniributes to Corrosion of Stainless 
Steel Piping." Sve list one). „ ... 

JORDAN.eL. Division ot Emarflency Preparedness ft Engineering Responso [Post 
830103) 85/04/30 Consolidated Edison Co of New York, Inc 107pp. 3011&185* 
30116*291. 

6504260455 IE Info Notice 85 036, "Fallufo of Air Check Valves to Seal" Sve list enci 
JORDAN, -EL. Division ot Emergency Preparedness ft Engineering Response (Post 
030103), 05/04/30 Consolidated Edison Co. of New York, Inc I08pp 30 n 8077- 
30116184. 

8505060416 IE Info Notice a4-S2,Suppl 1, "Inadequate Mall Procurement Controls or> 
Part of Licensees ft Vendors/' , ^ ^ 

JORDAN.EL. Division of Emergency Preparedness ft Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co. ot New York, Inc. lOpp 30015*338- 
30615*347. 

8506130634 IE Info Notice 85 037^ "Chemical Cleaning of Sleam Generators el Mill- 
$1ono2'' SvcIIslencI ^ . „ „ , ^ * 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/05/14 Yankee Atomic woctric Co. 4pp 30848.272-30849.014. 


DOCKET STN-60-550 G ESS AR-238-B0P, INTERFACE 



DOCKETED HEMS 271 


A. Appllcatlon/constructlon stspe documonts & correspondence 

05(15280066 Partial response to FOIA request for documents produced under contract 
to NRC on reviews of PRAs for listed plants Forwards App A documents Search con- 
linuing for add! records 

FELTON, JM Division ol Rules and Records 84/10/15 SHOLLY.SC Union of Con 
cerned Scientists 12pp 30630 001-30630 158 

-8505290116 Comments on several draft repts ro contalnmont/sourco term/ conse 
uenca calculations by BNL Repts described as WASH 1400 base case Calculations 
o rot reflect any new source term info Roovaluation appropriate 
BERNERO.RM Accident Source Term Program Office 83/00/12 MATTSON,R Divi 
aton of Systems Integration (post 011005f 3pp 30632 295-30632 297 


DOCKET 60-601 RESAR SP/90 


A Application/ construction stage documents & correspondence 

8505100474 Final response to FOIA request for documents re 15 FIN 
tiCoa Nonproprielary versions of selected documents under FIN A-3705 Identified In 
end App G.per 041129 lolcon Forwards App G documents Documents also available 
hPDR 

FELTON.J M Division of Rules and Records FIN A-3705 84/12/04 SHOLLY.SC 
Union of Concerned Scientists 2pp 30292 128-30293 041 

-8305090189 Summary of 830406 meeting w/WoslInahouso in Monroevlllo.PA re 
schedule & methodology to bo used in developing PRA for Wesllnghouse Advanced 
PWR 

MEYER, G C Standardization & Special Prolocls Branch 83/05/02. Standardization & 
Special Projects Branch 5pp 30202 130-90292 150. 

-83't0200427 Summary of 831004 meeting w/WeslJnghouso & BNL re advanced PWR 
PRA molhodology for coro containment & consequonce analysis Vlewgraphs end 
MEYER, QC Standardization & Special Projects Branch 83/10/13 Standardization & 
Special Projacls Branch 200pp 30292 151-30293 041 


8506010394 Forwards rev to physical socunty plan Changes Involve addi wording to 
841205 submittal ro shipping SNM offsite Rev withheld (rof 10CFR2 790) 

REGAN, N A Babcock & Wilcox Co 85/03/0B BROWN.WB Fuel Facility Safeguards 
Licensing Branch Ip 30099 325 30099 325 

8505810152 Application for amend to License SNM-42, re vising fundamonlal nuclear 
mails control plan to incorporate changes to 0ducation,experi0ncG & job description 
headlng.per lOCFRyo 32fd) 

REGAN.N A Babcock & Wilcox Co 85/03/26 GRACE. J N Regpon 2. Office of Direc- 
tor Ip 30102 361-30102 361 

8505200661 Forwards revs to Chapters 3,4 & 9 of fundamental nuclear mail control 
plari, Section IV of Llcanse SNM 42 Revs withheld (ref 10CFR2 700) 

REGAN.NA Babcock & Wilcox Co 85/04/11 GRACE,J N Region 2, Office of Direc- 
tor Ip 30500 357-30500 357 

8506220099 Ack receipt of 850327 Ur informing NRC of slops taken to correct violations 
noted in Insp Repl 70-0027/85 03 

BARR.K P Region 2. Office of Director 85/04/16 TETRAULT.R E, Babcock & Wilcox 
Co 1p 3052G 309-30528 318 

-8505220102 Responds 1o NRC 850227 Hr ro violalion noted m Insp Ropl 70 0027/85 
OSrCorrodive actions individual Involved in Incident immediately rolnslrircted in proper 
use & handling of lapel air sample equipment 

TETRAULT.R E Babcock & Wilcox Co 05/03/27 GRACE. J N Region 2. Office ol Di- 
rector 2pp 30528 310 30528 311 

-8685220105 Forwards Insp Repl 70 0027/85-03 on 850114-17 & notice of violation 
BARR.K P Region 2 , Oflfco ol Director 05/02/27 ECKERT. J P Babcock & Wilcox 
Co- 2pp 30528 312-30528 316 

-8505220107 Notice of violation l/om insp on 850114-17 
* Region 2. Office of Director 85/02/27- Ip 30528 31 4-30528 31 4 

-8505220100 Insp Ropf 70 0027/85-03 on 850114-17 Violallpn noted, failure to follow 
procedure re uso of lapel air samplers 

PEER Y.W W , JENKINS, G R Region 2, Office of Director 85/02/05 4pp 30528 315- 
30S28.318 


DOCKET 50 602 TEXAS, UNIV, OF 


A. Appllcatfon/constructlon stage documents & correspondence 

8505078351 Forwards amondod application for CP, relocating silo 130 meters from origi 
nal location 

BAUER, T L Texas, Univ of, Austin, TX 85/05/03 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 2pp 30177 257-30177 207 

-8505070355 Amended application for GP, relocating site 130 meters from original loca- 
tion 

* Texas, Univ of, Austin, TX 85/04/30 Opp 30177 259 30177 267 

6505200450 Advises that 050503 Ur should bo amended to request latest facility com- 
pletion date of 881231 Previous date of 871231 should bo supplemented by one) 
Isle si da to, per telcon w/NRC 

BAUER, T L Texas, Univ ol, Austin, TX 85/05/14 DENTON, H Olfico of Nuclear Ro 
actor Regulation, Director Ip 30470323-30470323. 


F. Security, modical, emergency A fire protection plans 

8505150104 Discusses need for progross In area of ovacuatlon lime estimate studios re 
current technology & IDYNEV.Proposal for development of NRC capability fo IDYNEV 

BrBANIK.T. Texas A&M Univ, College Station. TX 85/06/06 MATTHEWS.O Dm 
Sion of Emergency Preparedness & Engineering Response (Post 83 01 03) 2pp 
30396 031-30398 032 


DOCKET 50-808 WESTINQHOUSE ADVANCED PWR STANDARD DESIGN 
(WAPWR) 


A, Applicatton/construction stage documents & correspondence 

8505230081 Partial response to FOIA request for records contained In 16 FIN 
files Forwards documents listed in App E Search continuing 
FELTON.J M, Division of Rules and Records. 04/10/02 SHOLLY.SC Union ol Con 
earned Scienlists 17pp 30557.001-30557.019. 


8505230694 Application for amend to License SNM-42, revising Chapter 8 to fundamen- 
tal nuclear mail control plan, per 050409 tefcon W/o Chapter 8 
REGAN, N A Babcock & Wilcox Co 85/04/10 BROW N.W B- Fuo I Facility Safeguards 
Licensing Branch Ip 30544 116-30544 118 

8505020410 Forwards Insp Repl 70 0027/85-07 on 850408-12 No violations or dovi- 
alions noted 

BARR.K P Roglon 2, Office of Director 85/04/29 TETRAULT.R E Babcock & Wilcox 
Co 2pp 30103 327-30103 328 

-8505020419 Insp Repl 70 0027/65 07 on 050408 12 No violations noted Major areas 
Inspected security plar^ & procedures.mgt offocliveness security program & safeguards 
contingency plan implomenlatlon review Details withheld 

TILLMAN, A. MCGUIRE,D R Region 2. Office of Director. 06/04/25 Ip 30103 329- 
30103 329 

6505310007 Forwards Insp Ropt 70 0027/85-10 on 650429 0503 No violations or devi- 
ations noted. 

BARR.K P Roglon 2, Office of Director 85/05/23 TETRAULT.R E Babcock & Wilcox 
Co, 2pp 30641.087-30641 069 

-8505310013 Insp Repl 70 0027/85-10 on 860429 0503 No violations or deviations 
noted Major areas Inspected procedures, reprosen tali ve records, interviews & observa- 
tion of activities In progress Details withheld (rof 10CFR95) 

TOBIN.WJ. MCGUIRE, OR Region 2. Offico of Olroctor. 85/05/21. Ip 30841 069- 
30641,060. 

0505310171 Advises that portions of 05041 1 rev to fundamental nuclear mall control 
plan consistont w/provisions of lOGFR/O 32(c) Changes deemed inconsistent 
one! Plan should be modified to maintatn plan conlinuity End withheld (ref 
10CFn2 790) 

STOHR.J.P Region 2, Office of Director 05/06/23 TETRAULT.R E. Babcock & 
Wilcox Co 2pp 30641 130-30641 131 

8506310004 Advises that portions of 050312 & 20 Revs 6,0.10,16 & 17 to physical se- 
curity plan Inconsistent w/provisions of 10CFR70 32(o)Plan must bo modillod to ac- 
commodato end com^menls Enel wUhhoJd (rof 10CFR73 21) 

STOHR.JP Roglon 2, Olfico ol Director 85/05/24 TETRAULT.R.E. Babcock & 
Wilcox Co 2pp. 30641 094 30641.095 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70*0025 ROCKWELL INTERNATIONAL CORP., CANOQA PARK. CA 

8505200468 Forwards Safeguards Insp Repl 70 0025/85 02 on 850420-0501. No non- 

compliance noted „ . .. 

MONTGOMERYpJ.L Region 5, Office ol Director 66/05/13 MEYERS.GW Rockwell 
International Corp. Ip. 30472 100-30472 191 

-8606200490 Physical Security Insp Rept 70 0025/85-02 on 850428 0501 No noncom 
pllance noted Major areas inspected physical protection of SNM of moderate strategic 
sioniflcance & inaopendont elforl Details withheld (ref 10CFR2.790). 

MCQUEEN.AO., SCHUSTER, M D Region 6, Office of Director. 85/05/13. Ip, 
30472.191-30472 191 


DOCKET 70-0027 BABCOCK ^ WILCOX CO., LYNCHBURG, VA 

8603060684 "Elfluent Monitoring Repl from Fuel Cycle Facllily.Jul-Dec 1084” W/ 
850126 llr- 

REGAN.NA Babcock & Wilcox Co 84/12/31 4pp 29246 276-29248.278. 


8505130324 Forwards Safeguards Insp Repts 70 0135/85 01 70 0364/85-01 on 

850318 22 No violation noted 

MARTIN.TT Region 1, Offfco of Director. 05/05/02 COLEMAN, WL Babcock & 
Wilcox Co, 2pp 30275 059 30275 060 

-8506130330 Safeguards Insp Repts 70-0135/05-01 & 70 0364/05 01 on 650318* 
22 No noncomplfance noted. Major areas Inspected records & repts & review of de- 
commissioning activities for onrichod U & Pu facilities 

DELLA RATTA,A, KEIMIG.RR Roglon 1, Ofjico of Director 85/04/30. 3pp 
30276<061 -30275,063, 

0506240587 Nolillos that NRC agreed to establish LPDR at Apollo Memorial Library In 
/\pollo,PA (or B&W U fuel fabrication pi ant, License SNM 14 5. Com mission will not 
backlit (lias to cover former activities LPDR opened 850401 

CROW.WT Uranium Fuo) Licensing Branch 85/05/14 AUSTIN.MA Babcock & 
Wilcox Co Ip 30575.219 30575 219. 

0505200157 Forwards Insp Rept$ 70 0135/B5-02 & 70 0364/85 02 on 850408 11 & 
notice of violation 

MARTIN.TT Roglon 2, Olfico of Diroclor. 85/05/16 COLEMAN, WL Babcock & 
Wilcox Co 2pp. 30468.167-30468 181 

-6505200174 Notice of violation from insp on 850400 1 1 
• Region 1, OfIJee of Director 85/05/16 Ip 30460.160*30468:169. 



272 DOCKETED JTEMS 


■<605200187 Insa Repts 70 0106/8507 & 70 0364/85 07 on BSIM08-11 Violalion 
noted failure to lolfow procedures ra spacing between uiiits containing U 235 A tfiree 
packages containing U 235 stored cn carl authorized for one package 
ROTH.J, KEIMIG.RR Region 1, Olhce of Director 65/05/09 12pp 30460170 
30460 181 


DOCKET 70 0143 NUCLEAR FUEL SERVICES. INC., ERWIN, TN 

8505020066 "'Groundwater Monitoring 1964 Annual Summary - NFS Erwin’' W/a504O1 
It; 

GUINN.FK Nuclear Fuel Services. Inc (subs of Oatly Oil Co> 04/12/31 
GRACE,JN Region 2, Office of Director 26pp 30130 319 30130 544 

8505200671 Groundwater monitoring results for Well 14 Dec 1904 sample & 4lh Quar- 
ter 1904 composite.as recewed from contract lab on 850327 W/85041 9 Hr 
GUINN, FK Nuclear Fuel Sorvrces. Inc (subs of Golty Oil Co) 04/12/31 3pp 
30501. 071-30501 073 

8501240317 EN'a4 047A on 0501 22, order imposing civil penally In amount $00,000 
issued re failure 1o maintain mail access area barriers in reliablo conditl or) Proposed 
penalty part laWy mitigated on baas of prompt .exterisive correct we fictions 
ROBINSON, P, AXtLRAD.J Director’s Office, Olfice of Inspection and Enforcement 
65/01/22 Ip 20532 150-28532 158 

6505020647 Forwards page changas to Rav 4 to safeguards contingency plan Pages 
reflect changes in organizational structure Enc) withhold frei 10CFR95) 

JOHNSON,SC Nuclear Fuel Services, Inc (subs of Gelty Oil Co) 85/03/05, 
BROWN, WB Division or Fuel Cycle & Material Safety Ip 30119 344-30119 344 

8505010380 Forwards Rev 9 (o site training plan Submiltal incorporates required organi- 
zational structure changes, per JP Stehr 841023 ftr End withheld, 

JOHNSON.se Nuclear Fuel Se/vicos, Inc [subs ol Getty Oil Co) 85/03/13 
BROWN, WB Division of Safeguards Ip 30100 011-30100011 

850509 1>59() Forwards morthly status lept summarizing investigation Mings & correc- 
tive action plan re accu mutation of U bearing solids in high enriched U process venti- 
lation sys End withheld (ref 10CFR2 790) 

GUINN.FK Nuclear Fuel Services, Inc (subs of Gelty Oil Co) 85/03/29 

GRACE.J N Region 2, Office of Director 2pp 30235 300 30235 301 

0505020117 Forwards supplemental response to Insp Rept 70 0143/04 36, Including 
further evaluation & add) corrective action to prevent recurrenco End withheld (rel 
10CFfl2 7S0) 

GUINN, FK Nuclear Fuel Services. Inc (subs of Gelty Ocl Co) 85/04/11 

STOHn.JP Rogpon 2, Office of Director Ip 30130311-30130 311 

8505060460 Applrcation for amend to License SNM 124, as outlined in end End wilh 
held [ref H)CFR9 5 & 2 790) Foe paid 

HENSLEY,KD Nuclear Fuel Services, Inc (subs of Gelty Oil Co) 85/04/15 
BROWN, W 0 Fuel Facility Safeguards Licensing Branch Ip 30229 224 30229 224 

8S05170604 Forwards revs to fundamental nuclear mall control plan, Section 7 0 Revs 
withheld (ref 10CFR2 790) 

HENSLEY, KD Nuclear Fuep Services, fnc (subs of Gelty Oil Co) 85/04/15, 
GRACE.J N Region 2, Office of Director Ip 30477 356-30477 366 

0505010506 Forwards Insp Rept 70-0143/85-11 on 850408-11 No violalfon or deviation 
noted 

BARR.K P Region 2, Office of Director 65/04/22 GUINN.F K Nuclear Fuel Services, 
Ino (subs ot Getty Oil Co) 1p 30090076 30090077 

"8505010511 Insp Rept 70 0143/85 11 on 850400-1 1 No violation noted Major areas 
inspected socunly plan & imprementing procedures & mgt effectiveness-SDCurily 
program Details withheld (rel 10CFR95) 

ENNIS.JD. MCGUIRE, DR Region 2, Office of Difcclor 05/04/22 Ip. 30090 0 77- 
30090 077 

6505160804 Forwards response to alleged violation noted in Insp Repl 70'0143/85- 
07,reasons for alleged violation,correclwe steps taken to avoid future violations & date 
full compliance will oe achieved 

GUINN.FK Nuclear Fuel Services. Inc (subs of Getty Oil Co) 85/04/24 
STOHn,J P Region 2, Office of Director app 30445.191-30445 197 

6505200460 Forward^ Mgt Meeting Rapt 70 0143/85-14 on 85040D, 

GRACe,JN Region 2. Office of Director 85/04/26 QUfNN.FK Nuclear Fuel Serv 
Ices, fnc (subs of Getty OilCo) Ip 30487 293 30487266 

-650S200478 Mgt Meeting Rapt 70 0143/85-14 on 859409 Malor areas discussed plant 
operations & related mgt issues 

KAHLE.JB, MCALPJNE.E J Region 2. Office of Director. 85/04/17 3pp. 304B7 294- 
30487 Z96 

8505030220 EN 85 034 on 850501, nolrce of violation & proposed Imposition of civil pen 
allies in amount of $18,750 will be issued to licensee Action based on health physics 
violalicna re failure to perform evaluations of employee exposures 
RO BINSON,P. AXELRAD,Jv Director’s Office, Olfice of Inspocllon and Enforcement 
85/04/26 Ip 30 125 •029-301 26 029 

9S05060017 Issues Amend 31 to License SNM*1 24, permitting mod to furnace located in 
modified fuel pilot facility In Bldg 301, per 850327 application 

GROW.WX uranium Fuel Licensing Branch 85/04/23 fDEKER,R Nuclear Fuel 
Services. Inc. (subs, of Getty Oil Co ) 1p 30187 001-301B7.005 

-8505060019 Supports Issuance of Amend 31 to License SNM 124 1o permit mod of 
furnace located In modi fled fuel pilot facility In Bldg 30 1, In responso to 850327 re- 
quest 

SOONQ.A , CROW.W T. Uranium Fuel Licensing Branch 65/04/29 Uranium Fuel Li- 
censing Branch 2pp. 30187:002-30187.003. 

8505060022 Stipporls issuance of Amend 31 to License SNM-124 re mod to Bldg 301 
furnace 

BIDINGER, G H Uranium Fuel Licensing Branch 85/04/29 Uranium Fuel Mcerising 
Branch ip 30 187' 004 30187,004 

505860026 Discusses calegorical exclusion for 650327 application for amend to Li- 
ense SNM-124 Environ assessment or EIS not warranted for proposed action 
)ROW,WT. Uranium Fuel Licensing Branch 85/04/29 Uranium Fuel Licensing 
tranch Ip, 30187 005-30187 005. 


B505230742 Forwards monthly status ropt on investigation findings & correclivo actKVj 
plan re accumulation of U bearing solids in high enriched U process ventilation 
sys Repl Withheld (ref 10CFR2 790) 

GUINN.F K Nuclear Fuel Servicos, Inc (subs of Getty Oil Co) 85/04r3o 
GRACE.J N Region 2, Office of Diroctor 2pp 30543 321 30543 322 

8505030440 EN Q4 047Bon B60501,mod of order imposing civil penalty in amount of 
$50,000 issued to licensee, based on failure to maintain mail access aroa barriers Shq 
visit or) 850409 determined mitigation of penalty from $80,000 warranted 
ROBfNSON.P, AXELRAO.J Diroctor's Office, Office of Inspection and Enforcement, 
05/05/01 1 p 30128 164 30120 164 

8506060481 Discusses review of license conditions to License SNM-124 for nuclear isij- 
lalion of units w/B-Inchos of concrete 

BIOINGER.GH Uranium Fuel Licensing Branch 05/05/01 Uranium Fuef Liceniirw 
Branch 2pp 30180 007 30180 008 

8505070300 Requests addi Info to complete safety review of 850325 application lor 
amend to License SNM-124 Table 2 ol consultant repl re U concentrations, must be 
revised to explain apparent discrepancies 

SOONG,Al Uranium Fue) Licensing Branch 85/05/01 IDEKER.RL Nuclear Fuel 
Services, Inc (subs of Getty Oil Co ) 1p 30217 351-30217 351 

6505080004 Forwards mod to order imposing civil penalty for violations nolcd in ln$p 
Rent 70 0143/04-21 Ongma) penally transmitted by NRC 950122 Itr reduced lo 
$56,000 based on licensee extensive corrective actions 

TAYLOR, J M Director’s Office, Office of Inspection and Enforcemenl 85/05/01 
GUfNN.FK Nuclear Fuel Servicoa, fnc (subs of Gelty Oil Co) 2pp 30231 11 
30231 120 

-6505080085 Mod lo order Imposing civil penalty for violations noted In Insp Ropt 70 
0143/84-21 Penalty reduced to $50,000 based on licensee extensive co/rectivo ac 
lions 

TAYLOR, J M Director’s Office, Office of Inspection and Enforcement 85/05/01 Mu 
clear Fuel Services, fnc (subs of Getty Oil Co) 4pp 30231 117-30231 120 

8505130073 Discusses insps on 841015 20,1105 09,1205-19 & 850107-17 & forwards 
notice ol violation & proposed Imposition of civil penally 

GRACE, J N Region 2, Office of Director 85/05^1 TAYLOR. C W. Nuclear Fuel Scrv 
Ices, fnc (subs of Getty Oil Co ) 3pp 30333 090-30383 107 

-0505130082 Notice of violation & proposed Imposition of civil penalty in amoiml of 
$18,750 Noncompllance noted lack or inadequacy of oporaling proceemres tor usg of 
licensed radioactive mall & inadequate evaluations of Individual exposures 
GRACE. J N. Region 2. Office of Director 85/05/01 7pp 30383,101-30383 107 

6505090181 Advises that 850328 rev to fundamental nuclear matl control plan subrul 
ted w/fi50415 Ilf consistonl w/provisions of 10CFR70 32(c) & acceptable 
STOHR.JP Region 2, Office of Director 85/05/03 GUINN.F K Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co ) Ip 30221 046-30221 046, 

6505240282 Forwards paragraph from fundamental nuclear matl control plan for appro r 
a I & request for exompllon to federal regulations per Category 1A of 10CFR170 3 End 
wilhhefd (ref 10CFR2 790) Fee paid. 

HENSLEY.KD Nuclear Fue) Services, Inc (subs of Gotly Oil Co) B5/05/03 
BROWN, W,B Fuel Facility Safeguards Licensing Branch. 1p 30579 214 30576 214 

0505140473 Forwards payment of civil penalty in amount of $18,750,per Erforcomorl 
Action 85 03, transmitted by NRC 850501 Itr 

TAVLOR.C.W Nuclear Fuel Son/ices, Inc (subs of Gelty Oil Co ) 85/05/07 Direc- 
lor's Office, Office of Inspection and Enforcement 1p. 3037$.355-30375355 

8505200402 PNO 11-05 054 on 85051 6, employee strike occurred w/ expiration of cen 
tract boiween company & Oil, Chemical & Atomic Workers Union. Plant processes 
safely shut down Monitoring of situation during strike will continue 
MCAlPINE.G J., BARR.KP Region 2, Office of Director. 85/05/16 2pp 30471.343 
30471 344 

8506240346 Forwards revised environ assessment schedule for renewal ol License 
SNM’124.New schedule replaces schedule mailed on 041024 Marked-up copy of dralt 
onviron Bssessmenl will be sent by 650524 

WYNQARDEN.SD Uranium Fuel Licensing Branch 85/05/16 MCLEAN.R Oak 
Ridge National Laboratory 2pp 3D576 173 30576 174 

8506248454 Protests imposition of proposed civil penalty of $20,000, bans milted by 
850221 Itr Civil penalty should be mitigated based on prompt action to correct U buila- 
up in process vontilalfon sys 

tAYLOFl,CW Nuclear Fuel Services, Inc. (subs of Gelty Oil Co) 85/05/22 
TAYLOR, J M Director’s Office, Office of Inspection and Enforcemenit 2pp 

30553 202-30553 283 

8505290314 Responds to Enforcement Action 84-128 re violations noted in Insp Repl 
70 0143/84-41 Concurs w/detalls of insp rept as stated. Licensee Inves ligations efU 
accumulations should not be considered Inadequate History of problem dasenbed 
GUINN.F K Nuclear Fuel Services. Inc (subs of (aetly Oil Co), 85/05/22 
TAYLOR,JM Director’s Office, Office of Inspection and Enforcement 6pp 

30599109-30599,114 


DOCKET 70-0276 LOCKHEED AIRCRAFT CORP., DANSENVILLE, QA 

8605200067 FOfA request for three categories of documenis re 1967 accident a1 Radi- 
ation Effects Lab or ’’hot cell” at Georgia Nuclear Lab.Dawsonviflo.QA 
BREMAN.VA Legal Environmental Assistance Foundation 84/09/11 Ofiice of Ad 
ministration. Ip 30606 3O0-3O5O6'3O8 

6505200000 Partial response to FOIA request for three categories of documents re al 
leged 1967 accident at Radiation Effects Lab or "hot cell” at Georgia Nuclear 
Lab,Forvirard5 documents listed in App A Documents also available In PDR. 

FELTON JM Dtvisfon of Rules and Records 04/10/25, BREMAN.V A. Legal Envfiorv 
mental Assistance Foundation 5pp 30506.309-30507'275. 

"•8505200132 Forwards renewed License SNM-260 License does not aulhonze insertion 
of malls Into nuclear reactor. 

LAYFIELD.R. Alomic Energy Commission. 68/09/04 DEWAR Lockheed Aircraft Corp 
Ip, 30506 352-30506 352 
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-B5O62OO130 License SNM'260 for Lockheed Georgia Co.aulorizmg use of U235 cso- 
tope 

LAYFIELD.R L Alomic Energy Commission 6B/09/04 3pp 30506 353 30506 355 

-'8505200141 Advises ol issuance of Amend 1 lo License SNM-260 for Lockheed Geor- 
gia Co, authorizing use of mali in accordance w/68061 9,0002 & 690107 lire 
LAYFIELD.RL Atomic Energy Commission 69/01/28 HAM.M M Lockheed Aircraft 
Corp ip 30506 366-30506 356 

-'8505200144 Advises of issuance of Amend 2 to License SNM'260 for Lockheed Geor- 
gia Co.aulhorizlng use of mall in accordanco w/6006 19, 0602,6901 07 & 0505 llrs 
LAYFIELD,R L Alomic Energy Commission 69/05/19 DEWAR,MA Lockheed Air- 
craft Corp ip 30506 357-30506 357. 

—8505200150 Advises lhat certain authority re License SNM-260 will be transfered to 
Slate of QA effective on 691215 Status of AEG license conditions listed 
MCBRIDE, J, A Atomic Energy Commission 69/12/12 DEWAR.MA Lockheed Aircraft 
Carp 2pp 30506 358 30506 359 

-8505200157 Compliance inquiry memo re miscellaneous decommissioning iloms for 
Lockheed Georgia Co, par 0J Youngblood 790929 telcon 

BjDINGER,(3 H Atomic Energy Commission 70/10/13 ROY, GW, Atomic Energy 
Commission 2pp 30506 360 30506 361 

-8505200164 Advises of issuance of Amend 3 to license SNM-260 for Lockheed Geor- 
gia Co,aulhori2ing use of 375 g Pu-239 & 200 g U-235 

WOOLSEY.RT Atomic Energy Commission. 71/05/12 HAM, MM Lockheed Aircraft 
Corp 2pp 30506 362-30507 001 

-8505200166 Application to cancel License SNM-260 Mali removed from site 
HAM,M M LocKheed Aircraft Corp 72/04/05 JOHNSON.L E Atomic Energy Com- 
mission Ip 30507.002-30507 002 

-5505200172 Advises lhat Pu/Be sources have been picked op under State of GA 
license State amends authorizing mall forwarded w/ 720405 Itr 
HAM.M M. Lockheed Aircraft Corp 72/06/02 JOHNSON,L E Atomec Energy Com- 
mission 1p. 30507 003-30507 003. 

-6SO520Q198 Advises of termination of License SNM-260 
WOOLSEY.R T. Atomic Energy Commission 72/05/04 HAM,M M Lockheed Aircraft 
Corp 1p 30507 004-30507'004 

-8505200204 Advises that mall under License SNM-260 transferred to other authorized 
llc0nBoe8,p9f 720405 Ur & 720502 telcon w/H Werner State of GA now covers con 
(aminated facilities 

WOOLSEY.R T, Atomic Energy Commission 72/05/04 Atomic Energy Commission 
ip 30507 005-30607 005. 

-8505200362 Forwards 10CFR150 of AEG regulations, per 720330 request for definilion 
of Agreement Slate AEG regulatohr authority over Licenses 10 01426-14 & SNM 260 
ceased w/llsted termination dates W/o ends 

BLANC, G A Alomic Energy Commission 72/05/05 FORBES, Q R Lockheed Aircraft 
Corp 2pp 30507 100-30507 101 


8505290165 Ack receipt of 650305 Ur informing NRC of steps taken to correct violations 
noted in Insp Root 70-0371/84-12 Shipper m error in declaring that alterralive ro 
quire men ts could nave applied after act of shipment 

MARTIN, TT Region 1, Oflice of Director 85/05/16 aMY.G O UNC Resources. Inc 
2pp 30619 232-30619 236 

85D5240286 Documents to icon w/W Kbk of United Nuclear Corp re requiromonts of 
Condition 30 of License SNM 3GB Treatment of spent acid containing U 
described Facility moasureniGnt capabllllies requested 

BIDINGER.GH Uranium Fuel Licensing Branch 85/06/17 Uranium fuel Licensing 
Branch ip 30 576 1 75-3 G576 1 76 


DOCKET 70-0667 UNION CARBIDE CORP., TUXEDO, NY 

8505030447 Ack recoEpt of 650329 Ur informing NRC of steps taken to correct violations 
noted In Insp Rept 70 0687/85-01 Corrective & preventive actions will be examined 
during future insp 

MARTIN, TT Region 1, Office of Director 85/04/30 MCGOVERN, JJ Union Carbide 
Corp Ip 30128165 30120166 

BS051G0221 Forwards Safeguards Insp Rept 70 06B7/85 02 on 050415-19 No violations 
noted 

MARTIN, TT Region 1, Office of Director 85/05/00 MCGOVERN.JJ Union Carbide 
Corp 2pp 30395056 303D5 061 

-8605150227 Mall Control & Accounting Insp Rept 70 0667/85-02 on 850415 19 No 
noncomplianco noted Major areas inspocled accounting .including measurement 
sys.control & statistics, physical inventory,reco;ds & repts 

DELLA RATTA,A, ZIBLrLSKY,H , KEIMIG.R R Region 1. Office of Director 05/05/07 
4pp 38395 058-30395 061 


DOCKET 70 0698 WESTINSHOUSE ELECTRIC CORP., PITTSBURGH, PA 

8505010049 Issues Amend 4 lo License SNM-770/e vising Item 9 to subj packaged con- 
taminated equipment to listed conditions 

CROW,WT Uranium Fuel Licensing Branch 85/04/22 NARDI.AJ Weslinghouso 
Electric Corp Spp 30099 136 30060,142 

-8505010052 Reviews utif 841113 application lo amend Liconso SNM 770, authorizing 
receipt & temporary storage of packaged contaminated equipment Amend recom- 
mended subj to Condition 19 

KETZLACH.N Uranium Fuel Licensing Branch 85/04/22 Uranium Fuel Licensing 
Branch 3pp 30099 138 30099 140 

-6505010056 Discusses Westinghouse 841113 application to amend License SNM 770 
ro plans to receive & handle contaminated equipment Listed conditions should be 
added Co license 

CROW.WT Uranfum Fuel Licensing Branch 85/04/22 Uranium Fuel Licensing 
Branch. 2pp 30099 141 30090.142. 


DOCKET 70-0364 BABCOCK & WiLCOX CO,, APOLLO, PA 

8505200665 Supports B&W efforts lo clean up low fovel radwaste site at Armstrong 
County facility 

QENTfLE.B JT. Affiliation Not Assigned 06/05/01 NRC - No Delailod Affllinlion Given 
2pp 30500 361-30500 362 

8505130324 Forwards Safeguards Insp Repls 70 0135/D5 01 & 70 0364/85 01 on 
050318-22 No violation noted 

MARTIN.! T Region 1, Office of Director 85/05/02 COLEMAN, WL Babcock & 
Wilcox Co 2pp 30276 059-30275 060 

-8505130330 Safeguards Insp Repts 70 0135/85-01 & 70-0364/05 01 on 050318- 
22 No noncompliancD noted Major areas inspected records & repts & review ol do 
commissioning activities for enriched U & Pu facilities 

DELLA RArfA,A, KEIMIG.R R Region 1, Office of Director 85/04/30 3pp 
30276 061-30275.063. 

8606200167 Forwards fnsp Repts 70 0135/85-02 & 70 0364/85 02 on 050400 11 & 
notice of violation 

MARTIN.! T Region 2. Office of Direclor. 85/05/16 COLEMAN.WL Babcock & 
Wilcox Co 2pp 30460 167-30468 181 

-8505200187 Insp Repls 70 0135/05 02 & 70-0364/05 02 on OS0408-11 Violation 
noted failure to follow procedures ro spacing between units containing U-235 & Ihreo 
packages containing U-235 stored on cart authorized for one package 
ROTH.J, KEIMIQ.R.R Region 1, Office of Director 85/05/09. 12pp 30460-1 70- 
30468 101 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

B5060 30045 Forwards Safeguards Insp Ropl 70-0371/05 03 on 850225-0301 No viola- 
tion rioted. 

MARTIN.! T Region 1, Office of Director 85/04/10 AMY.G, O Untied Nuclear Corp 
(subs of UNC Resources, Inc.). 2pp. 30146.310-30146.314 

-8505030050 Admlnisfrativo Security Insp Rept 70 0371/85-03 on 850225- 0301 No 
noncompliance noted Major areas Inspected authorizations for access lo natl security 
Info a restricted datajihyslcal protection facility approval & safeguarding 
MADDEN.W., KEIMI^R.R. Region 1, Office of Director 85/04/16. 3pp 30146 312- 
30146314, 

8505100169 PNO-l-85 007 on 060505, guard In main access control fociliJy receivod tola- 
phono bomb threat.Plant employees evacuated & state police nolifiedThroat as- 
sessed by mgt as hoax. 

MADDEN.W, KEIMIG.R Region 1, Office of Director. 85/05/06, 1p 30246345- 
30246 345 

8605300061 Forwards Rev 3 to Figure 2-1 to fundamental nuclear matl coniro) plan Rev 
adds greater detail, per request. 

COLLOPY.TJ. UNC Resources. Inc. 85/06/08 MURLEY.TE Region 1, Office of Di- 
rector. Ip 30624.078 30624.078 


DOCKET 70-0734 GA TECHNOLOGIES, INC , SAN DIEGO, CA 

8505020315 Forwards proposed changes to Catogory I physical protection 
plan.Changes withhold 

MOWRY.WR QA Technologies, Inc /Genora I Atomic Co 05/03/29 BROWN, W B 
Fuel Facility Safeguards Licensing Branch 1p 30140 226 30140 228 

8505200858 Application for amend to License SNM-606, authorizing changes in radlolog 
leal safety & environ survolllanco roquiremenls during specified limited Fort St Vrain 
operation Foo paid 

MOWRY.WR GA Technofoglos, Inc./Gonoral Alomic Co 65/04/23 CROW.WT 
(Pffico of Nuclear Metonal Saiely & Safeguards, Director 10pp 3Q500 347-30500,350 

8505070100 Ack receipt of 650419 Ur Info/ming NRC of stops taken to correct violations 
noted In 850322 Ur Correctivo actions will be reviewed during next physical soounly 
Insp 

MONTGOMERY, J L. Region 5, Office of Director 05/05/01 MOWRY.WR GAToch 
nologlos, Inc /GonoraJ Atomic Co Ip 30172.150 301 72 150. 

-8605070106 Responds to NRC 850322 Hr re violations noted in insp of LIconso SNM- 
606 Correctivo actions revised drawmg changes sub milted on 059410 More conserva- 
tive criteria will be used to judgo where plan change required 
MOWRY.WR GA Tochnologios, fno./General Atomic Co 85/04/19 
MONTGOMERY, J.L Region 5, Office of Diro do/ 2pp 30172 151 30172152 

8506080041 Forwards Insp Rept 70-0734/65-03 on 850307-08.25-20 & 0405 No viola 
lions noted 

MONTGOMERY, J L Region 5. Office of Director 05/05/01 COLANDREA.TR GA 
Tochnologios, Inc./Genoral Atomic Co Ip 30201. 131-30201‘144. 

-8605080049 Insp Rept 70-0734/05 03 on 850307 08,26-29 & 0405 No violations or 
deviations noted Major areas inspected mgt organization & controls, op orator training & 
relralfiing, operations roview.radwasto mgt & emergency preparedness. 

BROCK.B L , ZURAKOWSKI.PR . THOMAS, R D. Region 5, Office of Director 85/04/ 
26 13pp 30201 132-3Q201 144. 

8505150340 Forwards Safeguards Insp Repl 70 9734/05-04 on 0S64 15-10 No violalion 
noted 

MONTGOMERY.J L Region 5. Office of Director. 85/05/08. COLANDREA.TR GA 
Technologies, fno /General Alomic Co. Ip 3O39D.O5O-3O309 059 

-8505160362 Matl Control & Accounting Safeguards fnsp Repi 70-0734/85 04 on 
850415-19 No violations noted Major areas Inspected' facility operations & Internal 
coniro} & measurement sys & measurement control Oolalls withheld (ref 10CFR2 790) 
NELSON.QB, SCHUST^R.M.D Region 5, Oflica of Direclor 85/05/08 Ip 
30399.059-30399.059, 

8505240344 Ack receipt of 850123 Hr transmiltlng change to Feb 1963 fixed site & 
transportation plan for protection of 8NM of moderate & low strategic 
significance, Consfster^t v^/ l0CFR50 54(p) & acceptable 

SCHUSTER, M D Regior^ 6, Office of Director 85/05/20. MOWRY.W R. GA Technol- 
ogies* Inc /General Atomic Co, 2pp. 30556 264-305S€;255. 
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DOCKCT 7fl 07S4 GENERAL ELECTRIC CO„ PLEASANTON, CA 

8505020305 Forwards shipmonl schedule of spent nuclear fuel from plant to 
Moms.lL End Withhold (ref 10CFn73 21) 

MATHIASEN.G D Northern Stales Power Co 8 5/04 /"1 5 Region 3, Office of Director 
tp 30140242 30140242 

8505010054 Forwards Insp Repi 70-0754765 01 on 850315 & 18 22No violations 
noted 

MONTGOMERY,J L Region 5, Olfjce of Director 85/04/16 DARMITZEUR W Goner 
al Efeclric Co Ip 30095 S5B-30065 267 

-8505010060 fnsp Repi 70 0754/85-01 on B50315 St IS 22 No Violations noted Major 
areas m spec ted mgt organiiatior) & controls, operator training & relralnlng.critlcaltly 
safety.operalronsrevlGW & radiation protechon 

BftOCK.B L , ZURAKOWSKI.P R . THOMAS,R D Region 5. Office of Otrector. 85/04/ 
15 9pp 30095 259 30095 267 

8S05230751 Informs that util plans to ship spent nuclear firet from Montlcello Plant to 
Morns Operations in Morris, I L Description of shipment & shipment schedule 
end Ends vnmheld (ref 10CFR73 21) 

MATHIASEN.G D Northern States Power Co 85/05/06 Region 3, Office of Director 
Ip 30543 203-30543 283 


DOCKET 70 0 020 UNITED NUCLEAR CORP., WOOD RIVER JUNCTION, fli 

85Q5160391 "Final Ropt on Groundwaler Contamination at United Nuclear Corp Wood 
River Plani Site " » 

* Don L Warner, Inc NRC-02-a0 076 04/08/31, WYNGARDEN.SO Office of Nucle- 
ar Maienal Safely & Safeguards, Direclor. 38pp 30448 334-30449 009 

6506070316 Forwards DL Warner “Final Rept on Groundwater Contamination al Site irv 
Wood River Juncion.RJ " Rept also placed In LPDR W/o end 
CROW.WT, Uranium Fuel Licensing Branch 05/05/01 GREGG, R United Nucfear 
Corp (subs of UNC Resources, fnc). Ip 30217 350-30217 350 


DOCKET 70-0824 BABCOCK A WILCOX CO , LYNCHBURG, VA 

050 SI 70546 Forwards Insp Rept 70 0824/65-02 or) 850422-23 No violation or doviation 
noted 

BARR.KP Region 2, Office of Dtrocfor 85/05/03 ENGELDER.TC BabcocK & 
Wilcox Co Ip, 30464 215-30464 219 

-0505170548 Insp Rept 70 0824/85 02 on 850422-23 No violation or deviation 
noted Major areas inspected mgt orgarizalron & conlrols,1rainin9, nuclear criticality 
safety & procedures 

TROUP.G L, MCALPiNE.E J Region 2, Office of Oirector 85/05/02 4pp 30464 216 
30464 219 

0505300280 Ack receipt of 850320 Ur & payment of civil penalty In amount of 
$2,500, proposod by NRC 850228 Or 

AXELRAD,JA Enforcement Slaff 85/05/21 ENGELDEH,TC Babcock & Wilcox Co 
2pp 30651 353*30651.354 


DOCKET 70 0603 GENERAL ATOMIC CO.. NEW HAVEN, CT 

0505170206 Forwards Insp Repis 70 0603/85 01 8 70-0903/G4-01 on 850226-26 & 
640522trospeclively No noncompliance noted Survey results Indicate waste storago 
bldg may bo released for unrestricted use 

MARTIN, TT Region 1, Office of DIrecior 85/04/30. LEE,C Interior, Dept of, Nation- 
al Park Service 2pp. 30465.105-30485 198 

-0505170213 fnsp Rept 70 0903/85-01 on 850226-26 No noncompliance noted Major 
areas Inspected 'Observation of survey 8 sampling of contaminated area of former 
waate alorace bldg 

ROTH,J, I^IMIG,RR, Region 1, Olfice of Director 85/04/30 4pp 30465 1 07- 
30465 190. 

-8505170224 Insp Rept 70 0903/84 01 on 840522 No noncompliance noted Major 
areas inspected' survey of former waste storage bldg for radiatfon & removabfe con- 
tamlnalJon. 

STEARNS, C.F, KINNEMANJD, Region 1, Office of Director 04/09/10. 4pp 
30465-191*30466 198 


DOCKET 70 0920 RENSSELAER POLYTECHNIC fNSTITUTE, TROY, NY 

8505130336 Forwards Insp Rept 70 0920/65-01 on 850227-0301 & notice of vlolallon 
MARTINET Region 1, Office of DIrecior, 85/05/02. JUDD.G Rensselaer Pofytechntc 
Insiitute, Troy. NY. 2pp 30274r307. 30274 316 

-0505130330 Notice of violation from Insp on 650227-0301. 

• Region 1. Office of Director 05/05/02 Ip 30274 309-30274-300. 

-6505130341 Insp Rept 70 0920/85 01 on 050227 0301,Vioration noted failure to 
maintain inventory fogs m each area where SNM stored or used to assure that quanti- 
less than 450 g 

OTHJ., KEIMIG.RR, Region 1. Office of Director 85/04/18, 7pp 30274-310- 
30274.316. 


DOCKET 70-0925 KERR-MCGEE NUCLEAR CORP,, OKUHOMA CITY, OK 

0505170210 Responds to FOIA request for computer printout of documents in NRC fifes 
on Kerr-McQea Corp,Cimaron facility. Confirms 840927 telcon w/N Toms requesting 
documents fn PDR only. Forwards prlnloul W/o encf 

FELTON, J,M, Division of Rules and Records, 84/10/04. KIMERY.AL. Affiliation Not 
Assigned Ip 30472 222-30472 222 


DOCKET 70-1068 FLORIDA, UNlV OF, GAINESVILLE, FL 

8605200674 AdvisoS that new automatic fire detection ays for License SNM 1050 fuc-l 
storage A facility area completed on 850211 & dedicated phone lino in si ailed on 
8504 10, per 040719 & 850107 llrs 

VERNETSOM,WO Florida. Univ of, Gainesville, FL 85/04/12 PAGE.RG Uranium 
Fuel Licensing Branch Ip 30501 074-30501 002 


DOCKET 70-1t0D COMBUSTION ENGINEERING, INC , WINDSOR, CT 

0SOS24O2O1 Requests extension for initiation of Hematite facility 1965 mall corl/ol £ 
accounting audit to 850430 due to involvement of manager in physccal inventory al 
another facility Fee paid 

LICHTEWBEHGER Combustion Engineering, tnc 05/03/21 JACKSON. R NHC No 
Detailed Affiliation Given 2pp 30576 094 30576 095 

0605170231 Forwards "Cofloction.Accountabillty, Security & Disposal of High Erriched 
Mat! Found in Industrial Waste Lme Adjacent to Windsor Site Bfdg 3“ for review & 
approval 

LIGHTEN BERGER Combustion Engineering, Inc 85/04/12 JACKSON, R NRC - No 
Detailed Affiliation Given Ip 30479 360.30479 363 

-.-0506170241 ‘'Collection, Accounlabilily, Security & Disposal of High Enriched Walt 
Found In Industrial Waste Lino Adjacent to Windsor Site Bldg 3 ” 

* Combustion Engineering, Inc 85/04/11 4pp 30479 361-30479 363 

8505200664 Submits add! Info re appointment of JF Gibbons as Qoneral 
manager.nuclear fuel manufacturing, per NRC request 

IICHTENBERGER Combustion Engineering, Inc 85/04/23 CROWE, WT. Uranium 
Fuel Licensing Branch 4pp 30500 358-30500 360 

8506170177 Forwards Safeguards insp Rept 70 1100/85 02 on 850304-08 No vlofations 
noted 

MARTIN.TT Region 1, Office of Director 05/05/01 LICHTENBERGER Combuslon 
Engineering, Inc 2pp 30465 180-30465 184 

-8606170182 Mall Control 8 Accounting Insp Rept 70-1100/85 02 on 05O3D4 00 No 
noncompliance noted Major areas inspected facility operations & intori^al conirois & 
physical inventory 

RATTA,AO, KEIMIG,RR Region 1, Office of Director. 05/04/10 3pp 30465 182- 
30465184 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

8505030343 Forwards changes to fundamental nuclear mail control plan which do not 
require NRC approval & approved pages, info withheld (ref 10CFR2.790> 

V/^GHAN.C M Genera) Electric Co 85/02/27 GRACE, J N Region 2, Office of Di 
rector. Ip 30160 362-30160 302 

6605200303 Ack receipt of 841203,860206,15 & 0308 lira Informing NRC of steps lakon 
to correct violations noted in fn^ Rept 70-1113/84-14 

BARH.K.P. Region 2, Office of CDireclor 85/04/12 LEES, E A Gonoral Elacirfc Co Ip 
30560 269 30M0.260 

-8605280307 Responds to NRC 841106 llr re violations noted In Insp Rapt 70-1113/ 
84-14 Corrective actions withheld (ref 10CFR2.790) 

VAUGHAN,C,M Genera) Efectrlo Co 85/03/08 STOHR.J.P. Region 2, Office of Di- 
rector Ip 30500,260 30580 260 

8605200175 Ack receipt Of 850228 llr informing NRC of steps taken to correct violations 
noted In Insp Rept 70-1 1 13/84-18 

GRACE, JN. Region 2, Office of Director 05/04/16 LONG.J.A General Electric Co 
2pp 30466 001 -30406 013 

-8505200194 Responds to NRC 860131 llr re violations noted In Insp Rent 70-1113/ 
04-1 8 Corrective actions, handwritten Instruction Identifying Immediate notification w/ 
protective action rocommendallons Included In director manual 
VAUGHAN, CM General Bectric Co 05/02/28 STOHn,J P. Region 2, Officd oJ Di- 
rector 3pp 30486 003-30486 005 

-8505200223 Forwards fnsp Rept 70-1113/84-16 on 841217-21 & nolico of violation. 
STOHR,J.P. Region 2. Oftice of Director, 85/01/31 LEES,EA General Efeclric Co 
2pp 30486 006-30408 013 

-0505200229 Notice of violation from fnsp on 641217-21, 

* Region 2, Office of Director 85/01/31. Ip 30486 008-304B6 008 

-8505200248 tnsp Rept 70-1113/84-18 on 041217-21 Violation noted neither emergen- 
cy plan nor implemenllng procedures adequately prescriptive to assure prompt noirlj- 
catbn 8 protective action recommendations to offsite authoritids. 

DECKER.T.R, CLINE, WE Region 2. Office of Director 85/01/26 6pp 30486009- 
30486013 

8505220005 Ack receipt of 850301 & 0405 lira informing NRC of steps taken to correct 
violations noted in Insp Rept 70-1113/84-17 

STOHR,J,p, Region 2, Office of Director. 85/05/01. LEES, E A General Electric Co 
Ip, 30529 329 30530 002 

—8506220014 Responds to NRC 650131 Jtr re violations noted In Insp Rept 70*t113/ 
84-1 7, Corrective actions computerized termination dose reporting program ins tall cd for 
final termination repta as soon as info available. 

VAUGHAN.CM. General Electric Co 85/03/01, STOHR.J.P Region 2, Olfice of 01 
rector. 4pp, 30529:330-30529 333, 

-0505220020 Responds to NRC 850131 Itr re violations noted In Insp Rept 70-1 1 13/ 
64 17,Corrective actions roul me contamination surveys Increased, focations losted for 
fixed & removable radiatlon.procedures reworded & fiftrallon hood Installed 
VAUGHAN.C.W. General Electric Co. 85/04/05. STOHR.JP Region 2. Office of Oi 
rector 9pp 30529 334-30529'342. 

-0505220160 Forwards Insp Rept 70-1113/84-17 on 841127-30 & nolice of violation 
STOHR,JP. Region 2. Office of Director 05/01/31, LEES, E A General Electric Co 
Ip 30529 343 30530 002 
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--8S05220166 Notice of vioJalion from Insp on 041127>30 

* Region 2, Office of Director Q5/01/31 2pp 30529 345 30529 346 


"&505220174 Insp Rept 70-1113/84-17 on 841127-30 Violations noted failure to make 
suifablo moaauromonla of concentrations of radioacNvo metis in CHEMET Lab 
HOSEY,CM, JENKINS, DM Rogfon 2, Office of Director 85/01/25 19dd 
30529 347-30530 002 


8505080096 Advises that foo required for 850405 application for amend to License 
SNM-1097 ro allowances to SNM inventory 

WEISS.D License Fee Management Branch 85/05/03 VAliriHANCM General 
Efeciric Co ip 30218 361-30218 361 ' * 


6505130005 Ack receipt of 050419 rev to fundamental nuclear mat! control 
plan Changes consistent w/provisiona of 10CFR70 32(c) & acceptable for Inclusion In 
plan 

STOHn,J P Region 2, Office of Director 85/05/07 LEES,E A General Electric Co 
ip 30274 272-30274 272 


DOCKET 70-1267 EXXON NUCLEAR CO., INC., RICHLAND, WA 


6602260222 Fonwards revised Section 7 1 5 of fundamental nuclear mail control 
plan, per 650130 telcon Original submitted on 841101 End withheld (ref 10CFR2 790) 
SCHNEIDER.RA Exxon Nuclear Co, Inc (subs of Exxon Corp ) 85/02/01 
BROWN.W B Fuel Facility Safeguards Licensing Branch Ip 29108 316 29108 316 

6505230723 Application for amend to License SNM-1 227, permitting const &. oporation 
of demonstration facilities for recovery of Lt frorn chemical waste solutions Foe paid 
MALODY,C W Exxon Nuclear Co, Inc fsubs, of Exxon Corp) 85/03/20 CROW.WT 
Uranium Fuel Licensing Branch 12pp 30543 230-30543 241 

6505160521 Forwards revised pages to fundamental nuclear mall control plan Pages 
withheld (ref 10CFR2 790) 

SCHNEIDER, R A Exxon Nuclear Co, fnc (subs of Exxon Corp) 85/04/18 
BROWN,WB Fuel Facility Safeguards Licensing Branch 2pp 30445 360-30446 361 


DOCKET 70-1143 WESTINQHOUSE ELECTRIC CORP., PITTSBURGH, PA 


0565130427 Forwards Insp Real 70-1143/85 01 on 050412 No violations noted 
MARTIN, TT Region 1, Office of Director 05/05/07, SLEMBER.H Westinohouse 
Electric Corp 2pp 30275 043-30275 040 ^ 


.-0505130432 Insp Rept 70-1143/85 01 on 050412 No viola1ior>s noted Major areas 
Inspoclod licensee actions re removal of conlaminalod moll from burial site uncovered 
at Cheswick,PA site 

ROTH,J, KEIMIG,RR. Region 1, Office of Director 85/05/03 6pp 30275 045 
30275 049 


DOCKET 70-1151 WESTINQHOUSE ELECTRIC CORP., PITTSBURGH, PA 

6605060040 Submits intorim update to Columbia plant design info questionnaire 
(DIQt.por License Condition 2 1 1 fnfo re now MAP line & taking physical Inventory 
provided Total rev to DiQ will bo submitlod on or about 850801. 

NARDI.A J. Weslinghouso Electric Corp 85/04/01 BROWN.W B, Fuoi Faclilty Safe- 
guards Licansing Branch. 2pp 30218 358-30218 359 

6506000638 Roquosls singular exemption from provisions of 10CFR70 61(e) C3)(ll) to 
pormll oxianslon of lime for next scheduled low enrichod SNM physical 
Inventory. Encl.providing addl info, withhold (ref 10CFR2 790).Foo paid 
NARDI.A J Wosiinghouso Electric Corp 85/04/01 BROWN.W 0 Fuel Facility Safe 
guards Licensing Branch ip. 30229'1 04-30229. 104 

8505070233 Forwards propriotary minutes of 850327-28 moetings w/NRC re forthcom- 
ing fundamental nuclear mat! control plan Next meeting planned for May lo discuss 
formal/conlont & moasuromont/measuromonl confrol concepts Enel withhold 
WILllAMS.n A Weslinghouso Eloclric Corp 85/04/09 JOY.D NRC • No Detailed Af- 
l( Half on Given. Ip 302t7.291-a0217'201. 

6505200361 Ack receipt of 850404 Itr Informing NRC of steps takon to correct violation 
noted In Insp Repl 70 1 1 61 /05 02 

STOHR.J.P Region 2, Office of Diroclor 05/04/12 D’AMORE.M Westinohouse Elec- 
tric Corp 1p 304G7'059 30407'072. ^ 

“6605200360 Responds to NRC 050313 Itr re violation noted in Insp Rept 70-1151/05- 
02 Corrective actions operation suspended, cartridge filters trensmrred to other con- 
tainers for rowelghing & oporators roinslrucfed 

D'AWORE.M Woslinghouse Eloclric Corp. 85/04/04 STOHR.J P Region 2, Offico of 
DFreclor, 2pp 30487 060 30487.061 

~0SO52OO367 Forwards Insp Root 70 1161/05 02 on 650219 22 & notice of violallon 
STOHR.J P. Region 2, Office of Diroclor 05/03/13 D'AMORE.M Woslinghouse Elec 
trie Corp Ip 30487 062 30407,072. 

“6506200378 Notice of violation from insp on 650210 22. 

STOHR,J P. Region 2, Office of Director 05/03/13 2pp 30407.063 30487.064. 

“8505200304 Insp Rept 70-1151/05-02 on 0502 10-22. Violation notodfalluro to fimll 
waighi of cartridge filters lo be washed to within specified limits 
KAHLE.J0 . MCALPINE.E J, Region 2, Offico of Diroclor 05/03/07. 0pp. 30487.065- 
30487072 


8505020398 Forwards Safeguards Insp Ropt 70 1257/85-04 on 850325 29 No violaKons 
noted 

MONTGOMERY.J L Region 5. Office of Director 05/04/25 NILSON.R Exxon Nucle- 
ar Co. Inc (subs of Exxon Corp) Ip 30103 203-30103 283 

“8606020405 Safeguards Insp Rept 70 1257/D6-04 on 05 0325 29 No violallon 
noted Major areas Inspected operations & internal controls, measurement sys & con- 
trol & slatislicsPfopfiola^doiaila wilhheld (ref 10CFR2 790) 

NELSON.G B , SCHUSTER, M 0 Region 5, Offico of Director 85/04/24 Ip 
30103 204-30103 284 


8505200228 Ack receipt of 050412 & 0501 lira informing NRC of stops taken to correct 
violations noted In Insp rept 

MONTGOMERY.J.L. Region 5. Office of Director 85/05/14 MALODY.C.VV. Exxon 
Nuclear Co , Inc (subs of Exxon Corp) tp 30466 059-30466062 


“8505200234 Responds to NRC 050319 Hr ra violalfons noted In Insp repl Corrective 
aclions.tapo on 55 gallon storage array replaced 

Nuclear Co. Inc. (subs of Exxon Corp.) 05/04/12 
THOMAS, n D Regoon 5, Oflico of Director Ip 3046B 060 30466 060 


“B5C5200240 Responds lo NRC 850319 llr re vioJalions no-led In Insp rept. Corrective 
actions procedures re nuclear safety mgl control sys revised & fesponsibllllies roas 
signed 

MALODY.C.VV Exxon Nuclear Co, Inc (subs of Exxon Corp) 86/05/01 
MONTGOMERY,J L Region 5, OMfee of Director 2pp 30466 061-30466 062 


DOCKET 70-1300 GENERAL ELECTRIC CO., SAN JOSE, CA 

8505130376 Responds to NRC C50402 notice of violation ro roulino safety Insp Exiernal 
surface of NLM/2 cask In question properly decontaminated prior to shipmoni No 
correcllvo action to remedy reporlod violation possible 

VAN HOOMISSEM General Electric Co 85/04/20 PAPERIELLO.C J Region 3, Offico 
of Director 3pp 30275 064 30275 068 


DOCKET 70-1821 DUQUESNE LIGHT CO, PlTTSBUnOH, PA 


8505200313 Forwards Endorsements 73 & 74 lo NELIA Policy NF-226 & Endorsements 
62 & 63 lo MAELU Policy MF-ST.Endorsemenls 74 & 63 adjust premium for CY85 
BARNETT, J E Conover & Assoclalos. Inc. 85/05/13 DINITZ.I Office of Nuclear Ro 
actor Regulation, Director 6pp 30460 040-30468 050 


DOCKET 70-1718 SHADYSIDE HOSP., PITTSBURGH, PA 

8505160265 Ack receipt of 650409 Hr informing NRC of steps taken lo correcl violation 
noted fn Insp Repl 70-1718/05 01 

GLENN, JE Region 1, Offico of Direclor, 65/04/30. BFOWN.AM Shadyside Hosp.. 
Pittsburgh, PA. Ip 30440 310-30440 324. 


8505200668 Submits decontamination & survoiltanco ropt on approx 6,000 lb molvbde 
num scrap formorfy used as boats to transfer low enriched U pellets througli slnforlng 
furnaces Release for unroetriclod use on or after 050614 planned 
REITLER.E.K. Weslinghouso Efeciric Corp, 06/04/15 CROW.WT Uranium Fuel LI 
censing Branch. 4pp. 30501.066-30501.070, 

6605100506 Responds to 850329 Itr re const of eddi uranyl nitrate storage 
tanks, conlaminalod waste storage tank & discharge lino to Congaree River Const 
acceptable Amend to License SNM-1 107 required SER end, 

CROW.W.T. Uranium Fuel Licensing Branch, 85/05/02, REITLER.E K Weslinghouso 
Electric Corp dpp 3 02 86:04 2 -3020 & 04 6 

“B5051 00607 SER supporting proposed cons! of addl uranyl nitrate storage 
tank8,contamlnalod waste water slorago tank & discharge lino lo Congaras River 
WYNGARDEN.S.D., BIDINQEfl.Q.H., CROW.W.T, Uranium Fuel Licensing Branch. 05/ 
05/02. 2pp 30208:046-30206:040. 

8505240060 ENVIRONMENTAL ASSESSMENT FOR RENEWAL OF SPECIAL NUCLE- 
AR MATERIAL LICENSE NO SNM-l107.Dockel No. 70-1151, {Weslinghouso Elecfric 
Corporation) 

' Division of Fuel Cycle & Material Safoly, NUREQ-1110 05/05/31. 140pp. 
30586:199 30566.334. 


“8506160268 Responds lo NRC 8503 14 llr re violallon noted in Insp Repl 70-1718/85 
01 Corroclive actfans,1976 pacemaker recipient contacted to monitor device w/hosp 
BROWN, A M Shadyside Hosp , Pitlsburgh, PA 05/04/09. GLENN. J E Region 1. 
Office of Director 5pp 30440 '320 30440.324 


DOCKET 70-1966 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

850-5230737 Application for renewal of License SNM-1 526 Updated list of corporate or- 
ganization end 

RUFHAM.J.W. Tennessee Valley Authority 65/05/03 MACDONALD.CE Transporla- 
tion Cerlificatron Branch. 3pp. 30543 360-3054 3 3 62. 


DOCKET 70-2836 CINCINNATI GAS A ELECTRIC CO., CINCINNATI, OK 

8505160615 Forwards executed AmancT 3 to Indemnity Agreement 8 05 
FLYNN.JD, Ctncinf>all Qas & Electrfc Co. 85/04/26 CROW.W.T Uranium Fuel Li- 
censing Branch. 3pp 304S9‘3 5 1-30439 353. 


DOCKET 70-1193 KERR-MCQEE NUCLEAR CORP,, OKLAHOMA CITY, OK 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


6505170216 Responds lo FOIA request for computer printout of documenis In NRC files 
on Kerr-McQee Corp.CImaron facility Confirms 840927 telcon w/N Toms requesting 
documents In PDR only. Forwards prinlout.W/o end. 

FELTONJ.M. Drvialon of Rules and Records. 84/10/04. KIMERY.AL Affiliation Nol 
Assigned Ip 30472:222-30472‘222. 


6505230703 Appllcalion for ainend to Licenses SNM-1 001 & SNM-1873, deleting Items 
C & O on Page 9 of 830127 applications ro refs lo two fire truck pumpers of fire pro- 
tection sys 

MCCLOUD, DE. Tennessee Valfey Aulhonty, 65/05/02 CROW.W.T. Division of Fue) 
Cycle & Material Safety 2pp. 30544 .008-3 054 4; 09 1 , 
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DOCKET 70*2928 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8505230703 y^ppJ, cation fof amend to Ltcenses SNM 1861 & SNM 1873. deleting Items 
C & D on Page 9 of 8J0127 app’icatjons re refs to two fire truck pumpers of fire pro 
tcct.on SyS 

MCClOUD.DE Tennessee Va'fey Authonty 85/05/02 CROW.VVT Division of Fuel 
Cycle & Material Safety 2pp 30544 08B 30544 091 


DOCKET 70*2947 ILLINOIS POWER CO, DECATUR, IL 

8505170012 Rfii/ised epplcatron for amend to License SNM 1686, clarifying Info in 
641009 appticaton to more accurale^y reflect plant conditions anticipated at fuel 
receipt Revised Procedures 1907 20 & 1 698 00 also end 

HALL.OP IPinois Po^erCo 85/05/06 CUNNINGHAM.R E Division of Fuel Cycle & 
Material Safety igpp 30483 177-30483 247 

**8505170015 Re/ 0 to Procedure 1907 20, “Radioactive Source Control, Leak Testing & 
Accountability” 

’ iJlinoisPoAerCo 85/01/31 16pp 30483 196 30483 211 

**8505170016 Rev 1 to Procedure 1898 00, “SNMs Program 
Mllrnois Po^er Co 84/05/24 3Bpp 30403 212*30483 247 


DOCKET 70*2948 NIAGARA MOHAWK POWER CO , SYRACUSE, NY 


8505060523 Forwards applicaliorr for amend to License SNM*1895, authorizing 
starve, instaliabon & preoperalional testing of neutron detectors containing SNM 
WETTERHAHN.MJ Conner & Wetterhahrr WETTERHAHN.M J Niagara Mohawk 
Power Corp 85/04/17 DAVIS, J Office of Nuclear Matenal Safety & 

Safeguards, Director Ip 30229 1 99 30229 206 


-0505080530 Applcahon for amend to License SNM*1 895, authorizing 
slorage.installation & preope rational testing of neutron detectors contarnino SNM 
MANGAN.C Niagara Mohawk Power Corp 85/04/17 7pp 30229 200 30229 206 

6505060209 Submits items of interest Meetings w/DOE, Niagara Mohawk Power Corp & 
DOT & site visits to Allred Chemical Co & k(aIlinckrodl.lnc Tacilities noted 
CROW.W T Uranium Fuel Licensing Branch 85/04/24 DAVIS, J G Office of Nuclear 
Matenal Safety « Safeguards.Director 2pp 30389 345 30389346 


8505240275 Revised applicaton for SNM license, submitting AUachmer^ts 1 & 2 & au 
thonzing storage.inslallalion m reactor vessel & preoperalional testing of neutron de- 
tectors 


WETTERHAHN.MJ Conner & Wotterhahn WETTERHAHN.MJ Niagara Mohawk 
Power Coro 85/05/01 DAVIS.J G Office of Nuclear Matenal Safety & 
Safegua/ds.Direclor 7pp 30576215 30576 222 


8505240054 Amends License SNM* 1 895 to authonze inslalfation of neutron detectors in 
reactor vessel & to perform preoperalional testing of detectors Dates of 850417 & 
0501 incorporated into Item 9 of license subj to listed conditions 
CROWWT Uranium Fuel Ucensing Branch 85/05/08 HOOTEN.BG Niagara 
Mohawk Power Corp ip 30567 353 30567 357 ^ 


review of 850417 & 0501 applications for amend to License SNM* 
lfl95,8ulhon2ing inslallatior^ of neutron detectors In reactor vessel & performance of 
Amend issuance recommended subj fo listed conditions 
CROW.W T Uranium Fuel Licensing Branch 85/05/05 3pp 30567 354 30567 356 


“8505240061 Informs that environ assessment or EIS not warrantedper util 850417 re- 
quest for amend to License SNM-1895. authorizing installation of neutron detectors in 
^ preoperationa) lesbng of neutron detectors 

KV 3051? 357 foils? 357 ''*'"^ 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO , CLEVELAND, OH 
executed Indemnity Agreement 8-98 

Safeguards Licensing Branch 85/04/30 
EDELMAN.MR Cleveland Efectnc Illuminating Co ip 30187 234-30187 234 

DOCKET 70*3000 COMMONWEALTH EDISON CO . CHICAGO, IL 

^ security Rev withheld (ref 

FARRAR, DL Commonwealth Edison Co 85/04/19 BROWN W Fuel Facilitv Safe 
guards Licensing Branch Ip 30439 354-30439 354 ™ ^ 

“Ka SNK 3 B®iSnn^Sl.Z 01 Issuance of 

&NM-1 93 B,a [lowing receipt, possession, insp & storage of unirradiated nuclesr 

rlnw 'il? Nuclaaf General, no Station, Unit t 

l/HOW.W.T Uranium Fuel Ucensing Branch 85/05/02 2 pp 30070361-30670362 

™ application to receive new fuel No et 
impfitawro^te '“'"'‘Xs mainlained Finding of no slgnilieant 

3» Mfej-Mowlif S/anch. 


DOCKET 70-3013 COMMONWEALTH EDISON CO . CHICAGO, IL 

secunlyRev withheld (ret 

S^n'il,?Kh“°,r3&'!°3oS Faddy Sate- 


DOCKET 70*3014 NORTHEAST NUCLEAR ENERGY CO„ HARTFORD, CT 


8505230750 Revised application for license, in response to NRC 650307 requosl for Mi 

COUNSll.WG . WERNER, R P Northeast Nuclear Energy Co (subs of Norlhonst U1 1 
iltes) COUNSIUWG Northoast Ulllillos 85/03/20 DAVIS, J.G Ollfco of NucPcnr Mj 
terial Safety & Safeguards, Director 34pp 30543 204-30543 316 

8504230326 Advises of changes lo mgt structure assodolod w/WQ Coun^fel foxiwuvj 
Northeast Utils lo assume position w/onoiher util Effeclivo 85050 1.JF Opnko will rc 
place WG Counsil 

uOUNSlL.WG Connecticut Yankee Atomic Power Co COUNSIL,WG Northeast Nu 
clear Energy Co (subs of Northeast Utilities) COUNSIL.W G Norlheaat Ulililies 85/ 
04/17 MILLER.JR Operating Reactors Branch 3 ZWOLfNSKI.JA Opernllno ffcac 
tors Branch 5 YOUNGBLOOD, BJ Licensing Branch 1 4pp 30536 036-30530 04 ^ 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71*0027 BABCOCK & WILCOX CO. 


8505230583 Advises that QA program approval lof radfoaclivo mall packnQo 0027 a 
pired on 850331 Since QA program approval no longer valld.genorat IJconso to from 
port or deliver licensed mail to carrier tor transport torminatod 
MACOONALD.CE Transportation Certification Branch 05/05/00 HUTCH tNSON.l 
Babcock & Wilcox Co Ip 30545 252*30545 252 


DOCKET 71*0042 NAVY, DEPT. OF 


B505300078 Nolities that QA program approval lor radioactlvo mall package 0042 v* 
pired on 850430 General licenses under Subparl C of 10CFR71 lo transport or rtulPut/ 
licensed mail lo carrier for transport terminated. 

MACDONALD.CE Transportation Certification Branch 86/05/16 Navy, Dop( ot Ip 
30659 290-30659 299 


DOCKET 71*0116 NAVY, DEPT. OF 


8505300249 Advises that QA program approval for radloadivo maH packngo 01 10 on 
pires on 850630 Renewal must pe requested within 30 clays of oxpirntlon If rorvortai 
not desired.NRC should be so notified 

MACDONALD, CE Transportation CertHicallon Branch 05/05/17 Navy, Dopi of tp 
30651 361-30651 361 


DOCKET 71*0122 J.L, SHEPHERD & ASSOCIATES 


0505020553 Forwards QA program approval for radioactive mall oockaflo 0122.l^ov 3 
MACOONALO.C E Transportation Cerlilicalion Branch 85/04/23 IIAnniSON.I JL 
Shepherd & Associates Ip 30119:253*30110 254 


approval for radioactive mall package 0122, Hov 3 
MACDONALD.CE Transportation Certification Branch. 65/04/23 Ip 30110 251 


DOCKET 71*0141 ROCKWELL INTERNATIONAL CORP 


8505080519 Informs that QA program approval unnecossaiy since radiolBOtopoe used 
less than 20 Cl,p 0 r 850204 notice that QA program approval for radioactive mall 
package 01 41 expired on 041130. 

WEA^R.ML Rockwell International Corp, 85/03/27 MACDONALD.CE TrtinsjK/iTi 
tfon Certification Branch 2pp 30229'210*3022D’211 


DOCKET 71-0149 MIDWEST INSPECTION SERVICE 


vwv^wvu<f ixwmiwa mat UA program approval for radloactwe mall packeneOt^lO ox 
5 General licenses under 10CFR71,Subpart C lo transport or dclrvor 

'^arisport terminated 

85/05/16 PASCI{EN,0 Wtd 

west Inspection Service, Ltd Ip. 30659 302*30650 302 


DOCKET 71-0160 OMAHA TESTING LABS., INC. 


® n term nation of Certificate of Complianco 0160 

Service Industries, Inc 85/02/08. MACDONALD.C E Trans 
portalion Certification Branch. 2pp 291 12 340*291 12 341 


uwurvi:! /Tuira PACIFIC NORTHWEST LABORATORIES 

radioactive mall pockago' O173.nov 2 
Branch 85/05/14 SIMPSON Q 1 Hal 
telle Memorial Institute, Pacific Northwest Laboratories Ip. 30629 267-30629'268 


approval for radioactive mall package 01 73, Rev 2 
30629 268 ' Certifjcation Branch. 85/05/14 


1p. 30D20 266- 


DOCKET 71-0192 NUCLEAR PACKAGING, INC. 
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6505080311 Forwards proprietary response to R Haelsig 850322 request for addf info re 
Rev 0 to TP 02*P on dewatering sys Proprietary Rev 0 to Operations A Maint Proce 
dure OM-17 also end Info withheld (ref 10CFR2 700) 

6URNHAM.R E Nuclear Packaging, Inc 05/04/30 THOMAS. C.O Standardization & 
Special Projects Branch Ip 30210 250-30219 250 


DOCKET 71-0211 BOSTON EDISON CO. 

6505100071 Requests that future cofrospondence re Certlficatos of Complianco 0211 

K ackaglng be sent to listed address & addressees 
IARRTngTON.W D Boston Edison Co 85/03/21 MACDONALD*C E Transportation 
Certification Branch 2pp 30286142-30206 143 


DOCKET 71-0250 TRANSNUCLEARr INC 

8505300255 Advises that QA program approval for radioactive malt package 0250 07( 
pi res on 850 630. Renewal must oe requested within 30 days of expiration If renewal 
not desired, NRG should be so notified 

MACDONALD,CE Trans porta lion Certification Branch 85/05/17 GOLDMANN.K 
Transnuclear, Inc Ip 30651 360 30651 360 


DOCKET 71-0271 RIDIHALGH, EGQERS & ASSOCIATES 

0505240063 Summary of BS0505 meeting w/MIlsubishi Heavy Induslrios In Silver 
Spnng.MD re acquisition of Rldihafqh,Eggor8 & Assoc dry storage tochnology NMSS 
notice of 850530 meeting w/ulil end 

ROBERTS, J P Advanced Fuel & Spent Fuel Licensing Branch 85/05/16 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch, 2pp 30576223- 
30576 224 


DOCKET 71-0276 NAVY, DEPT. OF 

0506300161 Advises that QA program approval for radioaclivo moil package 0276 ex- 
pired on 841031 General licenses of 1(}CFR71, Subpart C to tronsporl or deliver If 
censed mall to carrier for transport terminated. 

MACDONALD, CE Transportation Certification Branch 86/05/16 Navy, Dept of Ip 
3 0650 101-30659 181 


DOCKET 71-0329 HOWMET TURBINE COMPONENTS COflP. 


8505306080 Advises that QA program approval for radioactive mall package 0329 ox 
prred on 641031 General licenses of 10GFR71, Subpart C to iransport or deliver li 
censed mail to carrier for transport lerminated 

MACDONALD.C E Transportation Certificalion Branch 85/05/16 BRANDSETTER.C 
Howmet Turbine Componerrls Corp (subs Pechinoy Uglne Kuhimann Corp ) 1p 
30659 290-30659 293 


DOCKET 71-0359 PICK INSTRUMENT PRODUCTS CO , INC. 


850S080405 Requests renowal of OA program approval for radioactive mall 
package 0350 Fee paid 

PICKETS, FD Pick Instrumenl Products Co. Inc, 85/04/08 MACDONALD.C E 
Transportation Cortificalion Branch Ip 3022 0 22 7 3 0 229 229 

8605170049 Forwards QA program approval for radio aclive mail package; 0359, Rev 2 
MACDONALD.C E Transporlalton Certification Branch 85/05/09 PICKENS.F D Pick 
Instruinem Products Co , Inc , Ip 30434 033 30484 064 

-6506170058 QA program approval for radioactive mat) package O359,R0v 2 
MACDONALD.C E Transportation Cortificalion Branch 85/05/09 Ip 30484 OB*!- 
30484 064 


DOCKET 71-0365 ARNOLD GREENE TESTING LABORATORIES, INC 


8505170260 Forwards OA program approval lor radioactive mail package. 0365, Rev 2 
MACDONAiaCE Transportation Corliffcatfon Branch 85/05/09 DITONDO.N 
Arnold Greene Testing Laboratonas.lnc Ip 30470 358 30479 359 

-860'Sl702e6 QA program approval for radioactive mall package 0365,Rev 2 
MACDONALD.C E Transportation Certification Sranch 85/05/09 Ip 30479 359 
30470 360 


DOCKET 71-0366 BRANCH RADIOGRAPHIC LABORATORIES, INC, 


DOCKET 71-0289 TERRADATA GEOPHYSICAL, INC. 

8595300072 Notifies that OA program approval for radioactive malt package 0289 ox- 
pired on 841031 General licenses under Subpart C of 10CFR71 to transport or deliver 
licensed mall to carrier for transport terminated 

MAC DONALD, CE Transportation Certification Branch 85/05/16 MCBRIDE.G E. Ter- 
radats Geophysical, Inc Ip 30650 300 30650 300 


DOCKET 71-0291 DJ INSPECTION SERVICES, INC, 

8S05300020 Nolifios that OA program approval for radioactivo mail packago>0201 ex- 
pired on 841031 General licenses under Subpart C of 10CFR71 to transport or deliver 
licensed mall to carrier for transport terminated 

MACDONALD.C E Transportation Cortificalion Branch 85/05/16 JOHNSON.M DJ 
Inspection Services, Inc Ip 30659. 304-30859 304 


DOCKET 71-0203 BRAND X PERFORATORS, INC. 

8505300023 Notifies that OA program approval for radioactive mail package, 0293 ex- 
pired on 841031 General licenses under 10CFR71,Subpaft C to transport or deliver 
nuclear mail to carrier for transport terminated 

MACDONALD.C E Transporlatlon Cortificalion Branch 85/05/16. MEADOWS.W, 
Brand X Perforators, Inc Ip. 30659 303-30659,303 


8505300016 Notifies that QA program approval for radioactive mall package 0368 ex- 
pired on 841031 General licenses under Subpart C of 10CFR71 to transport or deliver 
licensed mail to carrier for transport terminated 

MACDONALD.C E Transporlalion Certification Branch 85/06/16 BRANCH.PJ 
Branch Radiographic Laboratories, fnc 1p 30659.305-30659 305 


DOCKET 71-0373 NAVY, DEPT. OF 


8605020240 Fonvards OA program approval for r&dioaclivo mail packago 0373, Rev 2 
MACDONALD.C E Transportation Certificalion Branch 05/04/17. DURFEE.PJ Navy, 
Dept of. Naval Sea Systems Command Ip 30140:111-30140 112 

-860502<)253 QA program approval for radcoactivo mall packago.0373,Rov 2 
MACDONALD.C E Transportation Cerlif/catlon Branch 05/04/17 Ip 30140 112- 
30140112 


DOCKET 7t-0376 UNITED STATES PIPE & FOUNDRY CO. 


8606230744 Remits foe for ronewaf of OA program approval 0376, per 850422 request 
BUYUKMIHCl.C U S Pipe & Foundry Co 85/05/02 JACKSON.G License Foe Man 
age ment Branch Ip 30543 317-30543 320 


DOCKET 71-0299 QUALITY CONTROL SERVICES, INC, 

8505290173 Advises that QA program approval for radioactive mall package.0200 ex- 
pired on 041031 General licenses of 10CFB71, Subparl C to transport or deliver 11 
censed mall to carrier for transport terminalod 

MACDONALD.C E Transportation Certification Branch 05/05/16 SACHSE.J. Quality 
Control Services, Inc Ip 30029 311-30629 911. 


DOCKET 71-0304 TELEDYNE BROWN ENGINEERING CO. 

B5020S0316 Forwards QA program approval for radioactive mail packago. 0304, Rev 2 
MACDONALD.C E Transportation Certification Branch. 05/01/28. CROW.FR Tele- 
dyne Brown Engineering co Ip 28742 325-28742.326. 

-05O2OSO324 QA program epproval for radioactive mall package 0304,Rev 2 
MACDONALD.C E Transportation Corllticallon Branch. 86/01/20 1p 28742 326- 
28742.326 


DOCKET 71-0311 LOQWELL, INC. 

8505290663 Advises that QA program approval for radioactive matt package.0311 ex- 
pired on 841091 General licenses to transport or deliver licensed mall to carrier per 

Subpari C of 10CFR71 terminated ^ 

MACDONALD.C E. Transportation Cortificalion Branch 85/05/16. BAtLEY.F.G Log- 
won. Inc Ip 30629.263-30629.269. 


DOCKET 71-0315 RADIOGRAPHY INSPECTION, INC. 


-8505230748 Request for renowal of QA program approval 0376 
BUYUKMIHCl.C U S Pipe & Foundiy Co. 05/04/(54 MACDONALD.C E Transporta 
lion Certification Bronch 2pp 90543 310 30543 320 


DOCKET 71-0377 INDIANA & MICHIGAN POWER CO. 


8505300200 Advises that QA program approval for radioactive mail package 0377 ex- 
pires on 850630 Renowal must bo requested within 30 days of expiration ff renewal 
not dosIred.NRC should be so notified 

MACDONALD.C E. Transport alien Certification Branch 85/05/17 DOLAN.JE Indiana 
& Michigan Electric Co, Ip 30659 161-30659 161 


DOCKET 71-0380 GENERAL ELECTRIC CO. 


B50&300278 Advises that OA program approval for radioactive mat) package 0380 ex- 
pires on 850630. Renewal must be requested within 30 days of explration.lf renowal 
not desired, NRC should bo so notified 

MACDONALD.C E Transporlnlfon Cortificalion Branch. 85/05/17 
CUNNINGHAM, G E Qoneral ^ectric Co. Ip 30 051 359-30651.350. 


DOCKET 71-0510 OESELLSCHAFT FUER NUKLEAR SERVICE, MBH 


6506020112 Forwards Rav 0 lo "QA Plan for CASTOR Dry Spent Fuel Storage/ Trans- 
port Cask.'* for review Responses lo NRC 841 1 13 Hr submitted 
BARNHART, VJ General Nuclear Sysloms. Inc, 85/03/04 ROUSE.LC. Advanced 
Fuel & Spent Fuel Licensing Branch 5pp, 30139 027-30130 137. 


8506300090 Advises that QA program approval for radioactive mad packago.0315 ex- 
pired on 041031 General licenses of 10CFR71, Subpart C to transport or defiver li- 
censed mall lo carrier for transport terminated ^ . „ 

MACDONALD, C.E Transporlalion Certification Branch 85/05/16 BALLARD. J.U Ra- 
diography lnspec(ion,lnc Ip. 90659.266-30659.266. 


■6505020382 Rov 0 to *'OA Plan for CASTOR Dry Spent Fuel Storago/ Transport 
Cask " 

BONIFACIO.AS, BARNHART.V.J General Nuclear Systems, Inc. 04/12/20, lOSpp 
30130031-301 39-137 
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DOCKET 7t-0532 WESTERN X-RAY 

8505130090 Requests registration as user of Models 20 VS & 40-VS OA program & 
supporting docLmonlationi end 

PETERS,] E Western X-Ray. Inc 85/03i^i9 Olfjce of Nuclear Material Safely & 
Sateguards.Direclor Ip 30383 061-30383 091 

-6505130093 QA program for shipping containers 
* Western X flay Jnc 05/03/19 22pp 303B3 062-30303 094 

B50517053B Forwards QA program ^proval for radioadive mad package^ 0532, Rev 0 
MACDONALD.C E Transportalron Cerlilicalion Branch, 85/05/09 PETERS.J E West- 
ern X Ray. Inc Ip 30477 332-30477 333 

-8505170540 QA program approval tor radioactive mall package 0S32.Rov 0 
MACDONALD.C E Trar^sporlalion Certificalion Branch 85 '05/09. Ip 30477 3 33 
30477 333 


DOCKET 71-0533 A-1 INSPECTION. INC. 

8508030473 Requests regislraticn as user of Model 20V QA program & supporting doc 
umentatlon end 

WYRICK,GW A1 Inspection, tnc 85/03/22 GORDON.LL Transportation Certifica 
lion Branch 1p 30229 214-30229 223 

-0505080474 QA Program for A-1 Insp.lnc 
• A-1 Inspection. Inc 85/03/22 7pp 30229 215 30229 223 

8505170435 Forwards QA program approval for radioactive mall package* 0533, flev 0 
MACDONALD.C E Transportalton Certificalion Branch 85/05/09 WYRICK.GW A1 
Inspection, (nc Ip 30484 118-30464 119 

-8505170438 QA program approval for radioactive mail package 0533, Rev 0 
MACDONALD.C E Transportation Certification Branch 85/05/09 Ip 30484 119 
30484:119 


-S5051 00376 Rev 0 lo QA manual for radiographic operations 

* WaSashek Enterprises. Inc 85/04/08 Opp 30272 328 30272 335 

-0505100385 Rev 0 lo 'Transporling.Shipping & Receiving Proceduros for fladaoactivo 
Sources " 

* Walashek Enterprises, Inc 85/04/08 5pp 30272 336-30272 340 

S505170457 Forwards request for addi info re application for QA program "OA Manual 
for Radiographfc Operations" constitutes implementation of program, not commitmeni 
& should nol be submitted 

MACDONALD.C E Transportation Certification Branch 05/05/08 CARROLL J. Wafa- 
shok Enterprises, Inc 2pp 30478 362 30478 363 


DOCKET 71-0539 ARROW NDE CO., INC 


8505100047 Forwards QA program for approval, for radioactive mall 

package 0539 Registration of related packages submilted under separate cover Fee 
paid 

FISHEfl.RG Arrow NDE Co, Inc 85/04/10 Office of Nuclear Material Safety & 
Safeguards.Oj rector Ip 30286 112-30286 117 

-O5O51D0OSB Part 71 QA program 
• Arrow NDE Co , Inc eM/IO 5pp 30286 1 13-30286 117 

8505170082 Forwards QA program approval for radioactive matl package 0539 iRdv 0 
MACDONALD.C E Transportalion Certification Branch 65/05/09 FISHER.fl G Arrow 
NOE Co , Inc Ip 30484-061 -30484 062 

-8505170064 QA program approval for radioactive matl package 0536, Rev 0 
MACDONALD.C E Transportation Certification Branch 05/05/09 Ip 3D484 062 
304B4 062 


DOCKET 71-0540 NAVY, DEPT. OF 


DOCKET 71-0534 KANSAS STATE UNIV. 

8SD4160212 Forwards QA program approval for radioactive matt package 0534, Rov 0, 
MACDONALD.C E Transportation Certification Branch 85/04/03 FAW.R E Kansas 
State Umv, Manhattan, KS Ip 26636092-29836 093 

-8504160216 QA program approval for radioactive matl package 0534, Rev 0 
MACDONALD.C E Transportation Certification Branch 85/04/03. 1p 29836 093 
29836 093. 

8506079421 Responds to 850412 telco n from D Odegaaiden re 950322 "OA Program 
for Receipt of TRIGA Fusl" Reactor safeguards commlltee voted on 850412 to retain 
exemption of plan from public disclosure 

FAW.R E Kansas Slate LTniv, Manhattan, KS 85/04/16 MACDONALD.C E Trans 
portationCortiticallon Branch 2pp 30216 355-30216 356 


8504300016 Requests OA program approval for radioactive matl package. 6540 
KUNE, Hi Navy, Depl of B5/04/11 Office of Nuclear Material Safety A 
Safeguards.Director Ip 30072 314-30072 321 

-8604300017 ‘’QA Program for Packaging & Transportation of Radio acllve Mail Assocl 
ated w/Intfustrial Radiography*' 

KLINE.Rl Navy.Oopl of 85/02/07 7pp 30072 315 30072 321 

8605060406 Forwards request for addI info ro 850411 application tor QA program ap- 
proval for radioactive matl package 0540 

MACDONALD.C E Transportafion Certification Branch 85/04/30, KLINE.RL Navy. 
Depl of 2pp 30188 OB6-30180 087 


DOCKET 71-4888 MODEL: SENTINEL ■25A, 0, C, C3, D, E, F, TELEDYNE 


8505020125 Advises that NRG unabre lo identify commerciat, financial or safeguards Info 
In 850322 applicalion for OA program for receipt of Triga fuel Requests that fnfo re 
quired by 10CFR2 790 bo provided or document will be placed In PDR 
MACDONALD.C E Transportalion Certification Branch 85/04/17 FAW.R E Kansas 
State Univ, Manhattan, KS Ip 30130268 30130 286 


8505240608 Forwards TES 3202, "Resubmittal of Prior Applications & Suppts for Ap- 
proval to Transport Sentinol-25F Radioisotope Tharmoelectrlc Generator « Now Into 
to Support Type B (U) Designation,” par 050214 Itr 

VOGT.J F, Teledyne Energy Systems 85/04/26 MACDONALD.C E Transportalion 
Certification Branch 2pp 30575 040-30575.135 


8506210542 Forwards revised "QA Program for Receipt of TRtQA Fuel," per NRC 
Q50423 Itr re application for approval Rev does not ccniatn safeguards Info 
FAW.R E Kansas Slate Urtlv, Manhattan, KS. 85/05/03 MACDONALD.C E Trans 
portallon Certification Branch Ip 30523^181-30523 107 

-6505210546 Revised "QA Program for Receipt of TRIGA Fuel " 

• Kansas Slat© Univ. Manhallan. KS 05/03/22, 5pp 30523.182-30523.187. 

850 S 2 90747 Forwards OA program approval for radioactive matl package 0534, Rev 1 
MACDONALD.C E Transportation certification Branch 85/0^13 FAW.R E. Kent 
Slate Univ , Kent, OH Ip, 30629 27 6-30629 •277, 

-6505290749 QA prograni approval for radioactive matl package 0534,Rev 1, 
MACDONALD.C E Transportation Certification Branch 85/05/13. ip 30620,277* 
30629 277 


-8505240616 ’‘Roaubmlltal of Prior Applicalions & Suppis for Approval to Transport 
S©ntmel-25F Radioisotope Thermoeleciric Generator & New Info lo Support Type Q 
(U) Designation,'* W/fwo oversize drawings Aperture cards available in PDR 
^ Teledyne Energy Systems TES-3202 85/04/19 OOpp 30576.049-30575 105 


DOCKET 71-4966 MODEL: RA-2. RA-3. RA-J, GENERAL ELECTRIC CO. 

6504230326 Advises of changes to mgl structure associated w/WG Counsil leaving 
Northeast Ulila to assume position w/anolher util Effective 050501 ,JF Opeka will ro 
place WG Counsil. 

COUNSIL,WG. Connecticut Yankee Atomic Power Co 85/04/17. MILLER, J,R, Oper 
aling Reactors Branch 3 2pp 30536 036-30536 041. 


DOCKET 71-0536 MISSISSIPPI POWER A LIGHT CO. 

6505020293 Forwards QA program approval for radioactive mall package 0536, Rev 0 
MACDONALD.C E Transporlation Certification Branch 86/04/23. DALE,L.F. Missis- 
sippi Power & Light Co Ip. 30140 115-30140.118 

-8505020293 QA prograni approval for radioactive mall package 0536, Rev 0 
MACDONALD.C E Transportation Certificalion Branch 05/04/23 Ip. 30140-1 IB- 
301 40 116. 


DOCKET 71-0537 ILLINOIS, UNiV. OF, URBANA-CHAMPAIGN 

6505240416 Forwards QA program for Univ of Illinois at Urbana Champaign to allow 
transfer ot TRIGA fuel elements from shipping cask to bulk shielding facility Fuel ele- 
ments will bo shipped by Northrop Corp. 

BECK.GP lliinois. Univ of, Urbane, IL 85/04/04 MACDONALD.C E. Transportalion 
Certificalfon Branch 1p. 3 0578' 13 5- 3 0576: 133 

-6595240416 QA program for Univ of Illinois at Urbana-Chempaign 
• Illinois, Univ of. UibanaJL 65/04/04 3pp 30576,136 30576.138. 


DOCKET 71-0533 WALA8HEK ENTERPRISES, INC. 

8565100370 Requests rogistralion as user of Models IR-50,tR-100 & OP-IOOQA pro- 
gram & transportlng.shipp^lng 4 receiving procedure end Fee paid 
uARROLL,T Walashek Enterprises, Inc. 85/04/06 Offtce or Nuclear Material Safety 
& Safeguards, Director 3pp 30272 325 3 0272 ‘340 


DOCKET 71-5026 MODEL: CNS 14-190, CHEM-NUCLEAR SYSTEMS, INC. 

8505920259 Forwards Rev 14 to Certificate of Compliance 6026 for Model CNS 14-190 
MACDONAtO.C.E Transportation Certification Branch. 85/04/24. KINTNER.S Chem- 
Nucloar Systems, Inc 3pp. 30140 102-30140:108 

-8605020265 Ceflijicate of Compliance 5026, Rev 14, for Model CNS 14-190, Approval 
record enc), 

MACDONALD.C E. Transportation Certificalion Branch 05/04/24 4pp. 30140 105- 
30140'108 


DOCKET 71-5384 MODEL; NPI'67>0442, NEUTRON PRODUCTS, INC, 

8505010620 Summary of 850416 meeting w/Noulron Producla.lnc in Silver Sprfng.WD 
re changes In Model NFI-67-0442 

ODEGAARDEN.R.H Transportation Certificalion Branch 85/04/19 Transportation 
Cerlilicalion Branch Ip 30095.345-30095 345 

8505240093 Responds to 850416 Itr re actions taken prior to further us© of shipping 
package sys & submits justification for change In authorized matlW/six oversize 
drawings^Aperture cards available In PDR Fee paid. 

SCHWOERERT. Neutron Producis, Inc. 85/05/03. MACDONALD.C.E. Transportation 
Certification Branch. 23pp 30574-089-30574 150 

-8505240145 Rev 0 to Procedure NR 2016, "Loading of Radioactive Malt Into NPI-67- 
0442 Shipping Container.'* 

TUflKANlS.f^M.CORUN.m. COSTLEY.WJ Neutron Producis, Inc 85/05/02 3pp. 
30574113 3 0574 116 
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■85<I5240151 Rev 0 to Procedure NR 2017. “Transfer of NPl-67 0442 Shipping CoH’ 
tainer From Poof to Transport Trailer '' 

TUflKANIS.M M , CORUN, J W . COSTUav.W J Neutron Products. Inc 85/05702 6pp 
30574 116-30574 121 

’8505240166 Rev 0 to Procedure NR 2010. 'Transfer of NPI-67 0442 Shipping Con- 
tainer From Dry Loading Station to Transport Trailer" 

TURKANIS.M M . CORUN, J W , COSTLEV,W J Noutfon Products, Inc 85/05/02 5pp 
30574 122-30574 126 

•8505240161 Rev 0 to Procedure NH 2019. "Transportation of NPI 67-0442 Shipping 
Container" 

TURKANIS.M M . CORUN.J W , COSTLEY.W J Neutron Products, Inc 05/05/02 3pp 
30574 127-30574 129 

•8605240165 Rev 0 to Procedure NR 2020, "Receiving Loaded NPI 67-0442 Shipping 
Gonial ner & Preparation for Unloading in Pool " 

TURKANIS.M M , CORUN.J W , COSTLEY.W J Neutron Products, Inc 05/05/02 6pp 
30574 130-30574 135 

•8506240168 Rev 0 to Procedure NR 2021, "Receiving Loaded NPI 67 0442 Shipping 
Conlainer & Preparation for Dry Untoading " 

TURKANIS.M M . CORUN.J W . COSTLEY.W J Neutron Products. Jnc 05/05/02 4pp 
30574T36 30574 139 

•8506240173 Rev 0 to Procedure NR 2022, "Unloading of Radioactive Mail From NPI- 
67 0422 Shipping Conlainer " 

TURKANIS.M M . CORUN.J W , COSTLEY.W J Neulron Products, fnc 05/05/02 3pp 
30574T 40-30574 142 

•850624Q1Q1 Rev 0 to Procedure NR 2023, "MaInt of NPI-67-0442 Shipping Conlaln- 

SCHWOERER.F,, TURKANIS.M M , CORUN.J W Neutron Products, Inc 85/05/02- 
flpp 30574-143-30574 150. 


DOCKET 71-6450 MODEL; RCC, -1, -2, -3, -4, WE8TINQH0USE ELECTRIC CORP. 

8505080410 Application for amend to Certificate of Compfianco 5450 for Mode) USA/ 
5450/AF, correcting oversight in rod dime ns Iona 

NARDLAJ Weatinghouse Electric Corp 85/04/06 MACDONALD, C E Transportation 
Certification Branch 2pp 30220 360-30220 362 

8B06060461 Forwards Rev 21 to Certificate of Compliance 5450 for Models RCC.RCC- 

1. RCC 2.RCC-3 & nCC 4 

MACDONALD, CE Tranaporlalion Certification Branch 85/04/30. NARDJ.AJ. Wos- 
tinghousQ Electric Corp. 2pp 30185 334-30185 342 

>•8585000463 Certificate of Compliance 5460, Rev 21.for Models RCC.RCC-l, RCC- 

2. RCC 3 & RCC-4 

MACDONALD, CE Transportation Certification Branch 05/04/30 7pp, 30105.336- 
30185 342 


DOCKET 71-5862 MODEL; 5ENTIN EL-100 F, TELEDYNE ENERGY SYSTEMS 

850S2406D6 Forwards TES-3202, "Resubmittal of Prior Applications & Suppis for Ap 
proval to Transport Sontlnel-25F Radioisotope Thonmoolectnc Generator & Now Info 
to Support Type B (U) Designation," per 050214 Hr 

VOGT.J F. I eledyne Energy Systems 05/04/26 MACDONALD.C E Transportation 
Cortiflcation Branch 2pp 30575 048 30575 1 35 

-6506240516 "RosuhmiUa! Of Prior ApplJcalions & Suppis for Approval to Transport 
Senlinel 25F Radioisotope Thermoelectric Generator & Now Info to Support Typo B 
lU) Designation " W/five oversize drawings Aperture cards available m FDR 
‘tfliedyno Energy Systems TES3202 85/04/10 90pp 30575 049 30575 135 


DOCKET 71-5876 MODEL: WAPD-39 & NRBK-44. ENERGY, DEPT OF 

060606036S Forwards Rev 3 to Certificate of Compliance 5675 for Models WARD 39 & 
NRBK-44 

MACDONALD.C E. Transportation Certification Branch 05/04/29 ENGEL.WP 
Energy, Dept of Ip 30188 076 30188 OBI 

-8605060370 Certificate of Compliance 5 6 75. Rev 3.for Models WARD 39 & NRBK 
44 Approval record end 

MACDONALD.C E. Transportation Cerlilicallon Branch B5/04/29 5pp 30180 077- 
30188061 


DOCKET 71-6939 MODEL* GE-IBOO. GENERAL ELECTRIC CO. 

0505020627 Requests registration as user of Model GE-tSOO 
MURPHY, WP, Vermont Yankee Nuclear Power Corp 65/03/26 Division of Fuel 
Cycle & Material Safety 2pp 30137 356-30137.357 

6605070200 Appllcalfon for amend to Cerlificato of Compliance 6039, changing Section 
5(a}{1) from ^GE-1500" to "Model 1500 " Fee paid 

CUMniNGHAM.G e General Eloclnc Co 05/04/12 MACDONALO.C.E Transporla- 
Ifon Certification Branch 2pp 30217.34B-30217 349. 

0505010350 Notification of registration as user of Model GE-15D0,ln response to 
650326 request 

MACDONALD.C E Transportalion Certification Branch 05/04/17 Vermont Yankee 
Nuclear Power Corp 1 p. 30100 048-001 00 040 

6605170295 Forwards Rev 12 to Cortlficate o) Compliance 6939 for Model 1500 
MACDONALO.C.E. Transportation Certificallon Branch 85/05/01 
CUNNING HAM, Q E General Baclrlc Co 2pp 304B4 236 304B4.241 

-8505170300 Certificate of Compliance 5939, Rev 12, (or Model 1500 Approval record 
oncf 

MACDONALD.C E Transportalion Certification Branch 05/06/01 4pp 30484 238* 
30404.241. 


DOCKET 71*5795 MODEL: ORNL FOAMQLAS, ENERGY, DEPT. OF 


DOCKET 71-5957 MODEL: BMI-1, BATTELLE COLUMBUS LABORATORY 


6505020609 Forwards Rev 0 to Certificate of Compliance 6795 for Model ORNL 
Foam gf a 8 

MACDONALD.C E Transportation Corlificalion Branch 05/04/24, GARRISON, RF. 
Enorgy, Dept of Ip 30130 351-30139 369 


8602260215 Requests registration as user of Model BMI 1.AII fuluro correspondonco 
should be sent to SB KIntner at listed address 

EBENHACI<,OG Chem*Nuc leaf Systems, Inc 85/02/08. MACDONALD.C E Trans- 
portation Corlificatlon Branch Ip 291OB317-291O0B1Q 


'8505020611 Certificato of Compliance 679S.Rov O.for Model ORNL Foamglas 
MACDONALD.C E Transportation Certlficalion Branch 85/04/24 3pp. 30139 352- 
30139 354 

'85OS0ZO814 SER approving Rev 0 to Certificate of Compliance 5795 for Model ORNL 
Foamglas 

MACDONALD.C E Transportalion Certlficalion Branch 05/04/24. 5pp 30139 355 
30139 359 


DOCKET 71-6796 MODEL; 181376, 101361, ADVANCED MEDICAL SYSTEMS, INC. 

6505020303 Advises that unless response to 630615 request for addi Info re 821101 
application for approval of Model 101375 received within 30 days.applicatlon will be 
denied 

MACDONALO.C.E Transportation Certification Branch 85/04/17. IRWIN.H.R Ad 
vanced Medical Systems, Inc Ip 30140,243 30140.243. 


6506020296 Requests registration as user of Model BMM. 

POHLOD.CS.MILEY.Q.H Illinois, Unlv of. Urbana, IL 05/04/09 MACDONALD.C E, 
Transporlation Certification Branch 2pp. 30130,280 30130 260 


6504230326 Advises of changes to mgl structure assoclatod w/W3 Counsll leaving 
Northeast Utils to assume poslllon w/another util Effective 850501 ,JF Opoka will re- 
place WQ Counsll. 

COUNSIU.WQ ConnoGlJcut Yankee Atomic Power Co 05/04/17 MILLER. JR Oper- 
ating Reactors Branch 3 2pp. 30536.036-30536041 


8606070397 Forwards requosl for addI Info ro 050110 application for amend to Cortili 
calo of Complianice 6057 for Model BMI-1 . (nfo should he submillod In form of revised 
pages within 90 days 

MACDONALD.C E Tran sporlalion Certlficalion Branch 65/04/25. BURIAN.RJ Bal- 
lalla Memorial Insfitulo, Columbus Laboratories 3pp 30216.357-30216359 


DOCKET 71-6144 MODEL: B>2, U.S. ECOLOGY, INC. 


DOCKET 71-6B05 MODEL: CNS 3-66, CHEM-NUCLEAR SYSTEMS, INC. 

0605020635 Requests registration as user of Model CNS 3-55 
HARRINGTON, W.D, Boston Edison Co 05/04/12. MCDONALD, CE Transportation 
Certification Branch 2pp 30139*349-30130.350. 

0604230326 Advises of changes lo mgl structure associated w/WG Counsll leaving 
Northoasl Utils to assume position w/another util, Effoclivo 860501, JF Opeka will re- 
place WQ Counsll 

COUNSIL.WG. Connecticut Yankee Atomic Power Co. 05/04/17, MILLER.J R. Oper- 
ating Reactors Branch 3. 2pp. 30536 036-30536 041. 


DOCKET 71-5814 MODEL: NRBK-41, -42 & -43, ENERGY, DEPT. OF 

0505060331 Forwards Rev 3 to Certiffcale of Compliance 6814 for Models NRBK- 
41, NRBK-42 & NnBK-43 

MACDONALD.C e Transportation Certification Branch. 66/04/29 ENQEL.WP, 
Energy, Dept of Ip 30166 069-30168.064 

-8505060337 Certificate of Compliance 681 4, Rev 3, for Models NRBK-41, NRaK*42 & 
NRBK-43.Approval record end 

MACDONALD, C.E. Transportation Certification Branch. 65/04/20 5pp 30186 060- 
30106:064. 


8605020007 Forwards Rev 10 to Cerlillcate of Compliance 6144 for Model B 2. 
MACDONALD, C.E. Transportation Certlficalion Branch 06/04/24 SCOVILLE.J.J US 
Ecology. Inc (formerly Nuclear Engineering, Inc ) 4pp. 30140 345-30140 352 

-8605020008 Certificate of Compliance 6l44,Rov 10, for Model B-Z Approval record 
end. 

MACDONALD.C E Transportalion Certification Branch 85/04/24 4pp 301 40349 
30140.352 


DOCKET 71-6205 MODEL: B, BABCOCK & WILCOX CO. 

8505000281 Application for renewal of Cortiflcale of Compliance 6200 for Model B Rev 
0 to "Shipping Safety Analysis,’* end W/two oversize drawings Aperture cards avall- 
ablo In POR » 

WAITERS.jp Babcock & Wilcox Cor 86/04/10. MACDONALD.C.E Transportation 
Certification Branch. 6pp. 30229.073-30229-161 

-8605080286 Rev 0 to "Shipping Safety Analysis ’* 

• Babcock & Wilcox Co. 05/04/10, B3pp 30220 078-30229.161. 

6505230536 Forwards Rev 7 to Certificate of Compliance 620B for Mode) B. 
MACDONALD.C E Transportation Certification Branch, 85/05/09. ZEFF.D.W. Bab- 
cock & Wilcox Co. 2pp. 30545 328-30545 332, 
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-BS05<230539 Certiffcata of Compliance 62Q6,Rev 7, for Model B Approval record onci 
MACDONALD,CE Transportation Certificalioo Branch 85/05/09 3pp 30545 330- 
30545,332 


DOCKET 7t 6244 MODEL 6244, CHEM-NUCLCAR SYSTEMS, fNC. 

5505020094 Forwards Rev 1 to Cerlificale of Compliarice 6244 for Model CNS 4 05 
MACDONALD^C E Transportation Certification Branch 05/04/24 KtNTNER.S Chejn- 
Nuclear Systems, Inc 3pp 30130 312-30130 316 

-•8505020996 Certificate of Compliance 6244.Rev T.for Model CNS 4 05 Approval 
record end 

MACDONALD, CE Transportation Cerlificatior^ Branch 85/04/24 4pp 30130 315- 
30130 316 


DOCKET 71»6272 MODEL: 6272, U.8 ECOLOGY, IMC. 

6505020066 Forwards Rev 6 to Certificate o( Comptianca G272 for Model 6272 
MACDONALD.CE Transportation CerUficallon Branch 85/04/24 SCOVILIEJJ US. 
Ecology, Inc fformerly Nuctear Engineering, Inc } 2pp 30130,345 30130 350 

- 8505020090 Certificate of Compliance 6272, Rev 8,for Model 6272 Approval record 
end 

MACDONALD.CE Transportation Certification Branch 05/04/24 4pp 30130 347- 
30130 350 


DOCKET 71 •6260 MODEL: A-0109, J L SHEPHARD & ASSOCIATES 

8502050032 Forwards Rev 4 to Certificate of ComplJance 6260 for Model A*0109 
MACOONALO.CE Transportation Certification Branch 65/01/20 SHEPARD.J L. J L 
Shepherd & Associates 2pp 28742320 20742324 

-6S02050339 Certificate of Compliance 6260 ,Rov 4, for Modal A-0t09 
MACDONALD.CE Transporlalion Certification Branch 85/01/28 3pp. 20742 322- 
26742 324 


DOCKET 71 640 6 MODEL: NONE, ENERGY, DEPT, OF 

6505060468 Forwards Rev 6 to Certificate of Complianco 6406 for shipping unlrradlated 
fuel assomblias 

MACDONALD.CE Transportation Certification Branch B5/04/25 ENGEL, WP 
Ertorgy, Depi of Ip 30186 002-30186 007 

"6505060473 Certificate of Compliance €406, Rev 6, for shipping unrradialed fuel as 
semones 

MACDONALD.CE. Transportation Certificalion Branch 85/04/25 5pp 30186 003- 
30166007, 


DOCKET 71-6574 MODEL HN-200, HITTMAN NUCLEAR & DEVELOPMENT CORP, 

8505020260 Forwards Rev 14 to Certificate of Compliance 6574 for Model HN 200 
MACDONALD.CE Transportation Certification Branch 85/04/24. ROWE, BS Wes- 
tinghouse Hitlman Nuctear, Inc 3pp 30140 120 30140 126 

"8505020272 Certificate of Compliance 6574, Rov 14, for Model HN-200 Approval 
record end 

MACDONALD.CE Transportation Certification Branch 85/04/24 4pp 30140 123- 
30140 126 


DOCKET 71-6601 MODEL CNS 8-120, C HEM-NUCLEAR SYSTEMS. INC. 

8505100IS2 Requests registration as user of Models CNS M-105 H. CNS 21-300, CNS 
14-170 a CNS 8-120 (1150 100),Fee paid 

OALE.L F. Mississippi Power & Light Co 65/03/22 MACDONALD, C E Transportation. 
Certification Branch 3pp 30286 148 30206146 

8505010822 Farwards Rev 20 to Certificato of Compliance 6601 for Model CNS 0-120 
MACDONALD.C E Transportation Cerification Branch 85/04/24 KINTNER.S- Chem- 
Nuclear Systems Jrc 4pp 30095 346-30095 353 

"8505010623 Certificate of Comp fiance 6601, Rev 20, for Model CNS 8 120 Approval 
record end. 

MACDONALD.CE Transportation Certificaton Branch 65/04/24. 4pp. 30095 350- 
30095 353. 

8S05170640 Notification Of r^istralfpn as user of Models CNS 14-t95-H, CNS 21- 
300»HN'100 Seres 3 & CNS 8-120.ln response to 850322 request Coired package 
identification number for CNS 14- 170 caskrs USA/9 151 /A 

MACDONALD.CE Transportation Certification Branch 05/05/03 LOWMAN.D Mis- 
sissippi Power A Light Co 2pp 30477 178 30477 179 


DOCKET 71-0717 MODEL: 6717-fl, GAMMA INDUSTRIES 

6505060473 Requests registration as user of Model 20V QA program & supporting doc- 
umentation end 

WYRICK.GW A- 1 inspection, fnc. 85/03/22 GORDON.LL Transporlalion Cortifica- 
Uon Branch Ip 30229 214-30229 223 

“8605060474 OA Program forA-1 tnsp.Inc 
♦ A-1 Inspection, Inc. 85/03/22 7pp, 30229 215 30229 223 

8505290080 Notirication ef rogislration as user of Models &717-B,20-VS & 40 VS fn re- 
sponse to 850319 request 

MACOONALO.CE Transportaflon Certficalion Branch. 85/05/14. PETERSJ.E X- 
Ray, Inc Ip 30629.330-30629 339 

8605290087 Notification of regislration as user of Models 6717-B,20-VS & 40 VS in ro- 
sponsa to 850322 request 

MACDONALD.CE Transportation Certiffcaion Branch, 85/05/14 WVRfCK,G W. A-1 
Inspection, Inc. ip 30629338 30629 336 


DOCKET 71-6744 MODEL 6744, U.S. ECOLOGY. INC 

8505020022 Forwards Rov 7 lo Certificate of Complianco 6744 for Model 6744 
MACDONALD.CE Transportation Certification Branch 85/04/24 MCGREW.JW 
ledyne Energy Sysfems 2pp 30140 265 30140 260 

-8506020023 Cortificalo of Compfiance 6744.Rev 7, for Model 6744 Approval record 
end 

MACDONALD.CE Transporlation Certification Branch 85/04/24 4pp 30140 257 
30140 260 


DOCKET 71-6771 MODEL SN-1, METROPOLITAN EDISON CO. 

650S010S60 Forwards Rev 8 to Certificate of Compliance 6771 for Model SN-1 
MACDONALD.CE Transportation Certification Branch 85/04/24 HAHN, RE General 
Public Utilities Corp - GPU Service Corp 2pp 30095 202 30095 206 

“8505010573 Certificate of Compliance 6771, Rev 8, for Model SN-I Approval record 
end 

MACDONALD.CE Transporlalion Certification Branch 85/04/24 3pp 30095 264 
3O0D5 286 


DOCKET 71-9001 MODEL lF-300, GENERAL ELECTRIC CO. 

8S0423O326 Advises of changes to mgt structure associated w/WG Counsil leaving 
Northeast Utils to assume position w/another ulil Effective 05OSOf ,JP Opeka wili re- 
place WG Counsil 

COUNSIL, WG Connecticut Yankee Atomic Power Co 85/04/17. MILLER, JR Oper- 
alrng Reactors Branch 3 2pp 30536 036-30536 041 

8505300123 Fonvards Rev 21 to Certificate of Compliance 9001 for Model IF-300 
MACDONALD.CE Transportation Certification Branch 85/05/16 VAN HOC MISS EM 
General Electric Co 2pp 30659 212-30659 222 

“8505300124 Certificate of Compliance 9001 .Rev 21, for Model IF-300 Approval reewJ 
end 

MACOONALO.CE Transportation Certification Branch 65/05/16 9pp 30659 214- 
30659.222 


DOCKET 71-9006 MODEL 500-8U, AUTOMATION INDUSTRIES, INC. 

8505020595 Forwards request for addi Info re 850320 request for ronowal of Cerliri^ta 
of Compliance 9006 for Model SOO-SU.lnfo requested within 60 days of Itr date 
MACOONALO.CE Transportation Certiffcation Branch 85/04/17 MUNRO.JJ Tech^ 
Ops, fnc (formerly Technical Operations, Inc ), 2pp 30137 351 ■30'1 37 352 

8605230728 Forwards Rev 1 to “SAR Tech/Ops.Inc.Model Al 500 SU Typo B(U) Pack 
age," in response lo NBC 860417 request for addI info re application lor renewal of 
Cortificato of Compliance 9006 

MUNRO,JJ Tecn/Ops, Inc. (formerly Technical Operations, fncl. 85/04/19 
MACDONALD.CE Transportation Certification Branch 2pp 30544 001 30544 012 

"8606230734 Rev 1 to "SAR.Tech/Ops.Inc.Modol Al 500 SU.Type 0(U) Package'’ 

* Tech/Ops, Inc (formerly Technical Operalions, Inc),. 85/04/19. lipp 30544 003 
30544.012 

8506170090 Forwards Rev 8 to Certilicate of Compliance 9006 Tor Model 500 8U 
MACDONALD.CE Transportation Certification Branch 85/05/06 MUNRO.JJ Tech/ 
Ops, Inc (formerly Technical Operations, Inc),. 2pp. 30480 350-30461 001 

“8505170093 Certificate of Compliance 9006, Rev 8, for Model 500 SU 
MACDONALD.CE Transportation Certification Branch 65/05/06 3pp 30480 362 
30481 001. 


DOCKET 71-9010 MODEL NU-1/2, NL INDUSTRIES, INC 

8505030320 Supplemental application lo renew Certificate of Compliance 9010 Revrswl 
SAR pages end Supp! completes application for renewal made In 650207 Ur 
JOHNSON.CR Nucrear Assurance Corp. 85/04/00 MACDONALD.CE Transporta- 
tion Certificalion Branch 42pp 30161 279 30161 321 


DOCKET 71-9016 MODEL TN-9, COMMONWEALTH EDISON CO. 

8605280263 Application for rev to Certificate of Compliance 9016 for Model TN 9.9u 
therlzlng transportation of spent fue[ assemblies In uG-1 canisters. Rev 8 to ’'TN 8 8 
TN-9 SAR, Fourth Addendum for TN-9 Packaging," end Fee paid 
GOLDMANN.K Transnudear, Inc 85/04/30 MACDONALD.C E Transporlalion Ceiti 
ficallon Branch. 3pp 30575 136-30575't55 

“8505280271 “TN-8 & TN-9 SAR, Fourth Addendum for TN-9 Packaging " 

* Transnuclaar, Inc. 85/04/29 17pp 30575.139-30575 155 


DOCKET 71-9019 MODEL BU-7, GENERAL ELECTRIC CO 

8505240160 Forwards add! info in response to 850207 request re Certificato of Compli 
an^ 9019,per 850307 commitment W/ono oversize drawing Aperture card nvallahle Jn 

VAUGHAN.C.M. General Electric Co. 85/04/29 MACDONALD, C E Tranaportaticn 
Certification Branch, 38pp 30574.151-30574-188, 


DOCKET 71-9021 MODEL 750, TECH/OPS, INC 

8505020063 Requests registration as user of Tech Ops Models 760 a 683 
FISHER.RQ, Arrow NDt Co , Inc 85/04/10, Division of Fuel Cycle & Material Saloty 
2pp. 30140276 301 40'277. 
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DOCKET 71-9024 MODEL! STL-201, ST. LOUIS TESTING LABORATORIES 

0505070303 Apphcalion for renewal of Cerlificale of Compliance 9024, Rev 4, for Model 
STL-201 wfilch expired on 650228 Fee paid 

SINN.PW Si Louis Testing Laboratories, Inc 85/04/15 MACDONALD.CE Trans 
portation Certification Bran on 2pp 30216 362-30216 363 

8505240199 Forwards Rev 5 to Certificate of Compliance 0024 for Mode! STL 201 
MACDONALD, C E Transportation Certification Branch 05/05/09 TROWBRIDGE,C D 
St Louis Testing Laboratories, Inc Ip 30575 224 30675 227 

-SSOS240204 Certificate of Compliance 9024,Rev 5,for Model STL-201 Approval record 
end 

MACDONALD,CE Transportation Certification Branch 85/05/09 3pp 30576 225 
30575 227 


DOCKET 71-0032 MODEL 650, TECH/OPS, fNC. 

8 SO 5020379 Requests registration as user of Models 660 & 650 

' X Scan Inspection Co 05/04/08 Transportation Certification Branch Ip 
30142 001-30142 012 

8505010407 Notification of registration as user of Models 650,660 & 660E In response 
to request 

MACDONALO.C E Transportation Certification Branch 85/04/22 X-Scan Inspection 
Co Ip 30090 317-30099 317 


DOCKET 71-9033 MODEL; 860 & 660E, TECH/OPS, INC. 

8505020379 Requasls registration as user of Models 660 & 650 
• X-Scan Inspection Co 06/04/08 Transportation Certification Branch Ip 
30142 001-30142 012. 

8505010436 Notification of registration as user of Models 660,680,865, 660E & 680E,in 
response to 850406 request 

MACDONALD.CE Transportation Cortillcatlon Branch 85/04/17 Navy, Dopl of, 
Nava! Sea Systems Command Ip 30099 293-30099 203 

8505010407 Notification of rogistrallon as user of Models 650,660 & 660E In response 
to request 

MACDONALD, C.E Transportation Certification Branch 85/04/22, X-Scan Jnspecllon 
Co 1p.30099’31 7-30099 317 


DOCKET 71*9035 MODEL: 660 & 6eOE, TECH/OPS, INC. 

8605010438 Notlficotion of registration as user of Models 660,660,866, 660E & eaOE.ln 
lesponse to 850408 request 

MACDONALD.C E Transportallon Certification Branch 85/04/17. Navy, Depi of, 
Naval Sea Systems Command Ip 30099 293-30099 293 


DOCKET 71-9049 MODEL; QE-500, GENERAL ELECTRIC CO. 

8605210523 Requests info re requirements & fee for renewal of Certificate of Compli- 
ance 9049 for Model QE-500 

IRWIN, H R Advanced Medical Systems, Inc. 85/04/23. MACDONALD.C Transporta- 
lion Certification Branch. 2pp. 30523.180 30523 109. 

8605060404 Provides Info ro renewal of Certificate of Compliance 9049 in response to 
050423 request Consolidated application w/ updated procedures & revised QA pro 
gram for const of add! packagos should be provided 30 days prior to expiration 
MACDONALD.CE. Transportation Certification Branch. 85/04/30 IRWIN, HR Ad 
vancod Medical Systems, Inc. Ip. 30168 085 30108,085 


DOCKET 71-9053 MODEL: 683, TECHNICAL OPERATIONS. INC. 

8505020063 Requests registration as user of Tech Ops Models 750 8 683 
FISHER, RG Arrow NDt Co, Inc, 85/04/10 Division of Fuel Cycle & Material Safety 
2pp 30140 276-30140-277 


DOCKET 71-9073 MODELf OH-142 SERtES & NUS 10-135, NUCLEAR PACKAQtNG 

8505290665 Forwards Nuclear Packaging, Inc 850506 application for placement of docu- 
maniallon In PDR Documentation ormlnalfy marked proprietary/copyrighled 
MACDONALD.C E, Transportation Certiffcalion Branch 85/05/23 SCOTT, S Docu- 
ment Management Branch Ip. 30629,016 30629 250 

-8505290673 Application for rev to Certificato of Compliance 0073 for Model OH- 
142. Incorpora ling responses to NRC 850416 comments Rev 8 to OH-142 "SAR" 
end. 

TEMUS.CJ Nuclear Packaging, Inc 85/05/06, MACDONALD.CE Transportation 
Certification Branch. 2pp 30629.016-30629 250, 

-8505290882 Rev 8 to "SAR “ 

• Nuclear Packaging. Inc 85/05/31 226pp. 30620 022-30620 260 

8506160842 Forwards revised pages converting Rev 6 lo OH-142, *'SAR’* to Rev 7.Rav 
should be included In 850228 amend to Certliicale of Compliance 9073, 

TEMUS.CJ Nuclear Packaging. Inc 65/03/22 MACDONALD.CE Transportation 
Certification Branch lOpp 30441:169-30441.183. 

8604230326 Advises of changes to mat structure associated w/WG Counsil leaving 
Northeast Utils lo assumq position w/anolher util, Effecitve 850501 ,JF Opeka will re- 
place WG Counsil. 

COUNSIL,W Q Connecticut Yankee Atomic Power Co. 85/04/17. MILLER, J R Oper- 
ating Reactors Branch 3. 2pp 30536 036-30536 041 

8505230696 Submits paragraph inadvertently omitted from 850322 Hr re Certificate of 
Compliance 9073 Permission granted for NRC to place Rev 7 to SAR In PDR 
TEMUS.CJ. Nuclear Packaging, fnc. 85/04/22, MACDONALD, C.E Transportation 
Certification Branch 2pp 30544 092-30544:093. 


6506010810 Forwards Rev 11 lo Certificate of Compliance 9073 for Models OH 142 
Senes & NUS 10-135 

MACDONALD.CE Transportallon Certihcalion Branch 05/04/24 POWELUR H NUS 
Corp 2pp 30095 331-30095 337 

-8505010613 CertificalB of Compliance 9073, Rev ll.for Models OH 142, OH 142 
MKf,OH-142 MKIB,OH-142 MKII & NUS 10*135 Approval record end 
MACDONALD.CE Transportation Cortjfjcation Branch 85/04/24 5pp 30095 333- 
30095 337 


DOCKET 71-9079 MODEL- HN-100, SERIES 2 & 2A. HITTMAN NUCLEAR 

8505100182 Requests registfalion as user of Models CNS 14-195 H, CNS 21 300, CNS 
14-170 & CNS G-120 (1160 100) Fee paid 

DALE.LF Mississippi Power & Light uo B5/03/22 MACDONALD.CE Transportation 
Certifjcalion Branch 3pp 30286 146-30286 148 


DOCKET 71-9081 MODEL* CNS 1-13C. CHEM-NUCLEAR SYSTEMS, INC. 

8504230326 Advises of changes to mgt structure associated w/WG Counsil leaving 
Northeast Utils to assume position w/anolher util Effective 850501,JF Opeka will ro 
place WG Counsil 

COUNStL.WG Connecticut Yankee Atomic Power Co 85/04/17 MILLER.JR Oper- 
ating Reactors Branch 3 2pp 30536 036-30536 041 

8605010589 Forwards Rev 7 lo Certificate of Compliance 9081 (or Model CNS M3C 
MACDONALD.C E Transportation Cortificalion Branch 05/04/24 KtNTNER.S Chem- 
Nuclear Systems, Inc 3pp 30095 310 30095 316 

-6505010591 Cortificala of Compliance 9081, Rev 7,for Model CNS 1-1 3C Approval 
record end 

MACDONALD.CE Transportallon Certification Branch 85/04/24 4pp 30095 313 

'innoc 'i-ic ' 


DOCKET 71-90B9 MODEL: HN-100S, HITTMAN NUCLEAR & DEVELOPMENT CORP. 

8605230724 Requasls review & concurrence on inslallatlorii of temporary drain line plug 
in HN 100S cask Sketch which details proposed configuralion & Rev 7 lo Proceefuro 
HNDC-0-001-1, "Cask Handling Procedure end Foe paid 
L6DUC.R J Westinghouse Hillman Nuclear. Inc 85/05/02 MACDONALD.C. Trans 
portation Certification Branch 3pp 30544 013 30544 030 

-8505230730 Rev 7 to Procedure HNDCO 001-1, '’Cask Handling Procedure for HN- 
1005 & HN100 Sones 1 Shielded Transport Cask 

* Westinghouse Hillman Nuclear, Inc 85/05/02 14pp 30544 016 30S44 030 

8505170199 Advises that Certificate of Compliance 9089 for Model HN 100S amended 
lo authorize use of temporary dram fine plug, per 050502 Itr Condition 9 Innpplicable if 
Condition 12 met Approval record end 

MACDONALD, C.E transporlaHon Ceriificaibn Branch 85/05/03 ROWE.B S Wes* 
tmghouse HiUman Nuclear, Inc 2pp. 30484 305-304B4 306 

8605170200 Forwards Rev 8 lo Certificato of ComplJance 9089 for Model HN-100S. 
MACDONALD.C E Transportation Certification Branch 85/05/06 ROWE.B S Woa 
linghouse Hitlman Nuclear, Inc 3pp. 30479 341 -30479 347 

-8506170292 Corlificale of Compliance 9009.Rcv 8, for Model HN-100S Approval 
record onci 

MACDONALD.CE Transportation Certification Branch 85/05/06 4pp 30479 344 
30479 347 


DOCKET 71-9094 MODEL: CNS 14'195-H, CHEM-NUCLEAR SYSTEMS. JNC. 

8505100182 Requests rogisiralion os user of Models CNS 14 195 H, CNS 21-300.CNS 
14-170 & CNS 8-120 (LlSO-lOO) Foe paid 

DALE.LF Mississippi Power & light Co 85/03/22 MACDONALD.CE Transportallon 
Certificalion Branch 3pp 30286 146 30206 148. 

8505170640 Notification of rogistrallon as user of Models CNS 14-195-H. CNS 21- 
300,HN-1t)0 Series 3 & CNS 8-1 20, in response to 06-0322 requesl Correct package 
fdentiltcalion number for CNS 14 170 cask is USA/91 51 /A 

MACDONALD.CE Transportallon Cerlificalion Branch 85/05/03 LOWMAN.D Mis 
slssippl Power & Light Go 2pp 30477,178-30477 179 

6605310670 Forwards Rev 8 lo Certificate of Compliance 9004 for Model CNS 14-105 
H. 

MACDONALD.CE Transportation Certification Branch 65/05/22, KINTNER.S Chem- 
Nuclear Systems. Inc 4pp 3Q682 306-30662 313 

-8505310676 Certificate o1 Compliance 8094, Rev O.for Modot CNS 14-195-H. Approval 
record for combusllble gas mixtures end, 

MACDONALD, G,E Transportation Cortificalion flranch 85/05/22 4pp 30682,310- 
30602 313 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAH SYSTEMS, INC. 

8505100162 Requests reglstralion as user of Models CNS 14-195 H, CNS 2 1-300, CNS 
14-170 & CNS 8-120 (LL60 100 Foe paid. 

DALE.L.F. Mississippi Power & Light Co. 05r 03/22. MACDONALD.C E Transportation 
Cartification Branch. 3pp. 30286.1 46-30286 ,1 48. 

8505170640 Nolificalion of registration as user of Models CNS 14-195 H, CNS 21- 
300, HN-100 Series 3 A CNS8-120.ln response lo 850322 requesi Correct package 
identification number for CNS 14-170 cask is USA/0151/A 
MACDONALD, C.E Transportallon Certificalson Branch 85/05/03 LOWMANA Ml 
slssippl Power & LigfU Co. 2pp 30477.176 30477 179 
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POCKET 71*9132 MODEL* T-3, ENERGY, DEPT, OF 

850S240fl90 ApplicaJion for ranowal of Cert/Ficata of Corrplrance 9132 for Model T- 
3 Brief overview of changes to SAR end 

TEMUS.CJ Nuclear Packaging, fnc 85/04/22, MACDONALD,CE Transportation 
CertiffcalPOn Branch 8pp 30576 239 30576 235 


DOCKET 71*9139 MODEL; 589, GENERAL ELECTRIC CO. 

8505300417 Forwards Rev 5 to Certificate of Compliance 9139 for Model 569 
MACDONALD.CE Tranyjortaifon Cerlfllcallon Branch G5/05/22 
CUNNINGHAM.OE General Efecirfc Co 2pp 30651 109 30651 114 

-8505300424 Certficate of Corrpfiarrce 0139.Rev 5, for Model 5B9 Approval record end 
MACDONALD, C.E Transportation Certifica lion Branch 85/05/22 4pp 30651111- 
30651 114 


DOCKET 71*9141 MODEL 900, TECH/OPS, INC. 

8506080487 Application for renewaf of Certificate of Ccmpfiance 9141 for Tech Ops 
Model 900 Expeditious renewal requested to afford time to obtain renewals of IAEA & 
Canadian endorsement ceili-rfcales.Fee paid 

WU|SiRO,JJ Tech/Ops, Inc (formerly Technical Operations, Inch 05/03/19 
MACDONALD,C E Transportation Certillcatlon Branch 2pp> 3D229 225 30229 226 

8505230846 Forwards Rev 2 to Cartifcale of Cornpliance 91 4 f for Model 900 
MACDONALD, C.E Transportation Certificalf on Branch 65/05/09 MUNRO.JJ Tech/ 
Ops, fnc {formerly Technical Operations, Me ),. 2pp. 30545 295 30545 299 

-8505230552 Cedrffcate of Compliance 9141,flev 2,fDrModel BOO Approval record end 
MACDONAIO, C.E Transportation Cerfiffcatlon Branch 85/06/09 3pp 30545 207- 
30545 299 


DOCKET 71*9151 MODEL HN*100 SERIES 3. HITTMAN NDCLEAR 

SSOSOSOSIS Application for Rev 6 to Certificate of Compliance 9161 for Modof HN* 
too Rev 6 to STD-fl02 001. "SAR For HN*100 Series 3 Radwaste Shipping Cask/’ 
end W/fivo ovarsiie drawings Aperture cards fn PDR NRC 650429 release memo 
encF Fee paid 

l.EDUC,R J. Wealingtiouse Hillman Nuclear, Me 85/04/09 MACDONALD, C Trans- 
portation Certification Branch, 8pp. 30229049 30229072 

-8505009514 Rev 6 to "SAR for HN-100 Senes 3 Radwasle Shfppina Cask/* 

' Hidman Nuclear & Development Corp (subs o1 Hillman Corp > STD R 02-001 R06 
66/04/04 16pp 30229 057*30229,072 

a50507C6-03 Responds to 850311 request for addl Info Supplemental Info to amend 
841207 application for Certificate of Compliance 9161 wllf be provided before 850515. 
HIPSHER.WW NUSCorp 85/04/10 MACDONALD.CE Transportation Certification 
Branch 2pp 30212 3 60*30212361. 

8505020240 Notdfcation of registration as user of Models HN-100 Series 3.0NS 14*170 
Jll & NU8 14-170 f,ln response to 85Q410 request 

MACDONALD, CE Transportation Ceriiffcalion Branch 85/04/17. HINTZ,OC WIs* 
conaM Public Ser^ce Corp. Ip, 30141.002-30141:002 

8805170640 Notification of rwlfilratlon as user of Models CNS 14-195-H, CNS 21- 
300jHN 100 Series 3 5 CNs 8 *120,111 response to 860322 request Correct package 
Fdantificalion numbar for CNS 14 170 cask is USA/91 B1 /A 

MACDONALD,C,E Transportation Cartificatfon Branch. 05/05/03 LOWMAN,D. Mis- 
sissippi Power & Light Co 2pp, 30477:178-30477 179 


DOCKET 71-9162 MODEL: CMS M3C PI, CHEM-NUCLEAfl SYSTEMS, INC. 

0606010390 Forwar<fs Rev 7 to Certificate of Compliance 9152 for Model CNS 1-13C 11. 
MACDONALD,CE Transportation Certification Branch. 86/04/24 KINTNER,S Chem- 
Nuclear Syslems, Inc. 2pp 30099.326-30099.331 

-8506010399 Certificate of CompIFance 9t62.Rev 7,f()r Modd CNS 1-13C II Approval 
record encf, 

MACDONALD, CE. Transportatfon Certificatfon Branch. 85/04/24 4pp. 30099.320- 
30099331. 


DOCKET 71*9166 MODEL: lfl*60j INDUSTRIAL NUCLEAR CO. 

8505100370 Requests registration as user of Models IR*50,IR*100 6 ^ OP*100.QA pro- 
oram & transportlng.shipplng & receiving procedure encJ Fee paid 
CARROLL J. Wafashek Enterorfses, fnc 85/04/08 Office of Nuclear Material Safety 
& SafQ9U8fcls,Oii0Ctpr. 3pp. 30272 '325 -30272 <3 40. 

-6505100378 Rev 0 to QA manual for radiographic operalions 
• Walashek Enterprises, Ijhj. 85/04/08, epp. 30272 326-30272*336. 

-8505100385 Rev 0 to "Transporlfng.ShippIng A ReceNfng Procedures lor Radioactive 
Sources " 

' Walashek Enterprises, fnc, 85/04/08 5pp. 30272*338*30272'340. 

6605020277 Advises that unless response to 841121 request for addl Infe re 840712 
application for approval of Models jR-60 & OP-100 received wllhfn 30 cfays,0ppllcallon 
Will be denied. 

MACDONALD, CE, Transporlalfon Certification Branch. 85/04/17. GAINES, T.M Jn- 
dustrfaJ Nuclear Co Ip. 30140:117-30140:117. 


DOCKET 71-9157 MODEL IR-10O, INDUSTRIAL NUCLEAR CO, 

8605100370 Requasts reglstralfon as user of Models rR*50JR*10{j & OP-IOOQA pro- 
gram A transporting .shipping & receiving procedure end Fee paid, 

CARROLL.T. Wafashek Enterprises, Inc. 85/04/00, Office of Nuclear Material Safely 
& Safeguards, Director. 3pp, 30272:3 26 -3027 2*3 40. 


-8 5051 0037 B Rev 0 to OA manual for radiographic operations 
• Walashek Enterprises, Inc 85/04/00 0pp 30272 320-30272 336 

-8505100386 Rev 0 to "Transportmg.Shipping & Receiving Procedures for Radioaclve 
Sources." 

‘ WalasheX Enterprises, tnc 85/04/08 5pp 30272 336-30272 340 


DOCKET 71-9169 MODEL NUPAC 14/1001, /190M & /190H, NUCLEAR PKQ » INC. 

0505080521 Notifies of incorrect grade of mail used in fabricafton of secondary ild studs 
on two shipping packages.Model NUPAC 14/190M Imlially reported on 850307 Studs 
being replaced. 

STANDERFER.F R General Public Utilities Corp . GPU Service Corp 85/03/21 
Office of Nuclear Malonaf Safety & Safeguards, Director 3pp 30229 207-3022 & 203 

S505070423 Informs that response to 050311 request for addl info re 041214 amend 
application for Certificates of Compliance 9159,9176,9177,9170 & 9179 will bo provitl 
€d by 650515 

HIPSHFR.WM NUSCorp 85/04/10 MACDONALD, C E Transportation Certification 
Branch 2pp 30216 353 30216 354 


DOCKET 71-0160 MODEL 20-VS & 40-VS, GULF NUCLEAR, INC. 

8505190090 Requests registration as user of Models 20-VS & 40- VS QA program A 
supporllng documentation end 

PETERS.JE Western X-Ray, Jnc 85/03/19 Office of Nuclear Maleriel Safety & 
Safeguards, Director Ip 30383 061-30303 094 

0505 030357 Requests registration as user of Models 20VS & 40VS 
RIDDLE, R Nuefear Systems, Inc 05/03/20 MACDONALD, C E. Transportation Ceitft- 
cation Branch 2pp. 30161 247-30161 248 

8605010587 Notiff cation of registration as user of Models 20 -VS & 40* VS, in responso Co 
850320 request 

MACDONALD.CE Transportation Cartificalion Branch 85/04/22 Nuclear Systems, 
Inc Ip 30095 303-30095 303 

8505290000 Notification of registration as user of Models 6717-B,20 VS 0 40-VS In re- 
sponse to 860319 request 

MACDONALD, C.E Transportation Certification Branch 85/06/14 PETERS.JE X- 
Ray, Inc Ip. 30629 339-30629 339 

6505290087 Nolificatlon of reglstratfon as user of Models 6717-B,20 VS & 40'VS in ro 
sponsa to B50322 lequest 

MACDONALD.CE Transportation Certiffcalion Branch 85/05/14. WYfliCK.GW, A1 
inspection, Inc Ip 30620 338-30629 338 


DOCKET 71*9103 MODEL: aNG-20, GULF NUCLEAR, INC. 


0505020838 Requests registration as user of Model GNG-20 
HOLMES, DM 01 Corp 05/04/10 Division of Fuel Cycle & Material Safety 2pp 
30119 340-30119.341 

8505020073 Notification of registration as user of Model GNQ-20 In response to 0504 10 
reque&l 

MACDONALD.CE Transportation Certification Branch. 85/04/23. WILL IS, D. OI Corp 
Ip 30140.062-30140 062 


DOCKET 71-9168 MODEL CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 

8506010814 Forwards Rev 1 to Certificate of Compliance 9168 for Mode) CMS 0-I2OB 
MACDONALD, C.E Transportation Certihcation Branch 85/04/24. KINTNEfl.S Chem* 
Nuclear Systems, inc Ip 30095 339-30095.343 

-0505010817 Cortiflcate of Compliance 9168,Rev l.for Model CNS 6*1208 Approval 
record end 

MACDONALD.CE Transportation Certification Branch, 05/04/24 4pp 30095 340* 
30095,343, 


DOCKET 71-9175 MODEL CNS6-B0B, NUCLEAR PACKAQfNQ, INC. 

OSOSOIOSSS Advises that unless response to 831219 request lor addl info ra 630324 
appllcatloni for amend to Cortifrcate of Compliance 91/5 for Model CNS 6-808 ro- 
cerved within 30 days, application will be denied 

MACOONALO.C.E. Transportation Cerliffcation Branch 85/04/17 TEMUS.CJ Nucle- 
ar Packaging, Inc Ip 301 00:037-301 00 037. 


DOCKET 71-9176 MODEL NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC. 


8505020302 Requests registratfon as user of Model CNS1 14-21 SH A. 

GRAVES, R.H ConnectTcut Yankee Atomic Power Co 85/03/28 MACDONALD, C E 
Transportation Certification Branch, 2pp. 30130 279-30130*279 

8505070423 Informs that response to 850311 request for addl info re 841214 amend 
appHcallon for Certificates of Compliance 9159,9176,9177,91 78 & 91 79 will be provid- 
ed by 050515 

HIPSHER.WM NUSCorp 86/04/10 MACDONALD,C.E. Transportation Certificalfon 
Branch. 2pp- 30216,353-^216 354. 

850423Q326 Advises of changes to mat structure associated w/WQ Counsil leaving 
Northeast Utils to assume position w/another util Effective 650501, JF Opeka wilt ro- 
place WG Counsil, 

COUNSIL, W G. Connecticut Yankee Atomic Power Co 85/04/17. MILLER, J R. Oper- 
ating Reactors Branch 3. 2pp 30536 036-30536 041. 
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Q50502Q216 Nolif<cat:on of foglslfalion as user of Models NUPAC i^/2f OL.NUPAC M/ 
21 OH & CNSi 14 216HA,(n response to 850328 request 

WACOONALO.CE TransporlalJon Certification Branch a5y04/17 GRAVES, R H Con 
neciicul Yankee Atomic Power Co Ip 30141 001-30141 001 

8605230712 Requests registration as user of Model CNSt 21 6H Senes A 
KENYON.0D Pernsylvanra Power & Light Co 85/05/03 MACDONALD, CE Trans 
port ation Certification Branch Ip 30544 081-30544 082 

8505290098 Notification of regislration as user of Models NUPAC 1 4/21 OL, NUPAC 14/ 
210 H & CNSI 14 215 HA in rosponsG to Q50503 request 

MACDONALD, CE Transportation Certification Branch 05/05/13 CURTIS, NW 
Pennsylvania Power & Light Co Ip 30629 333 30629 333 


DOCKET 71-9177 MODEL- NUPAC 10/140, NUCLEAR PACKAGING, INC. 

6505070423 Informs that response to 050311 request for addi info re 641214 amend 
application for Cerlificales of Compliance 9150,9176,9177,9170 & 9179 will be provid 
ed Iw 050515 

H[PSHER,WM NUS Corp 86/04/10 MACDONALD, CE Transportation Certihcation 
Branch 2pp 30216 353 30216 354 


DOCKET 71-9178 MODEL* NUPAC 7/100, NUCLEAR PACKAGING, INC. 

8505070423 Informs that response to 850311 request for addI info re 841214 amend 
application for Certificates of Compliance 9159,9176,9177,9178 & 9179 will be provid- 
ed by 850515 

HIPSHER.WM NUS Corp 85/04/10 MACDONALD, C E Transportation Certification 
Branch 2pp 30216 353-30216 364 


DOCKET 71-9179 MODEL* NUPAC 6/100L & 6/100H, NUCLEAR PACKAGING, INC, 

8505070423 Informs that response to 950311 request for addi info re 041214 amend 
applicalion for Certificates of Compliance 9159,9176,9177,9170 & 9179 will bo provid 
ed by 850515 

HIPSHER.WM NUS Corp 85/04/10 MACDONALD.CE Transporlatron Certification 
Branch 2pp 30216 353-30216 354 


DOCKET 71-0181 MODEL PAS-2, NUCLEAR PACKAGING. INC 

0505070211 Forwards revised pages to convert Rev 3 of NuPoc PAS 2 SAR to Rov 
A Rov 4 Includes preferred storage procedure for facility Revised procedure has no 
effect on abifily of package to meet 10CFR71 requirements Fee paid 
TEWUS.CJ Nuclear Packaging, fnc 05/04/09 MACDONALD.CE Transporlotlan 
Certification Branch Dpp 30217 340 30217 347 


DOCKET 71-9193 MODEL NES-5, NUCLEAR ENERGY SERVICES, INC 


8605010416 Forwards Rov 4 1o CGrtificat© of Compliance 9193 for Model NES 5 
MACDONALD.CE Transportation Cerlifical ton Branch 85/04/24 MAY, JR Nuclear 
Environmental Engineering, Inc 2pp 30099311 30099 316 

-8505010422 Cerlificato of Compliance 9193,Rev 4, for Model NES 5 Approval record 
end 

MACDONALD.CE Trans poftalion Certificalion Branch 85/04/24 4pp 30099 313- 
30099 316 


DOCKET 71-9194 MODEL UNIPAC I, WESTINGHOUSE-HIHMAN NUCLEAR, INC. 

850S07Q493 Informs that info re certification of UNIPAK Model I requested in 050219 Itr 
will bo submitted no fater than 050607 fnfo will be submitted as revised pages to 
840913 application 

LEOUC.R J Woslinghouso Hittman Nuclear, Inc 85/04/01 MACDONALD.CE Trans- 
portation Certification Branch 2pp 302 1 2 362-3021 2 363 


DOCKET 71-9195 MODEL* 2000, GENERAL ELECTRIC CO. 


8505010283 Requests end addi Info re 041031 application for approval of Model 
2000 Request to withhold NEOE 30779 from PDR will be domed unless response re- 
ceived within 20 days of Hr dale 

MACDONALD.CE Transporlatlon Corliftcaiion Branch 05/04/17 
CUNNINGHAM.G E General tfedric Co lipp 301 12 350-30112 360 


DOCKET 71-9196 MODEL? UX-30, NUCLEAR PACKAGING, INC. 


850S240170 Foiwards proprietary Rev C to Drawing X- 20 -236 D, Sheets 1-3 & nonpro 
priolary revised pages to convert Rev 3 ia UX-30 SAR to Rev 4 SAR rev refiects an 
swers to NRC 650401 concerns Rev C to Drawing X-20-235D,6hGats 1-3 withheld 
TEMUS.CJ Nuclear Packaging, Inc 86/04/12 MACDONALD.CE Transportation 
Cortifical ton Branch t7pp 30575 1 56 30576 1 72 


POCKET 71-9200 MODEL: 9200, NUCLEAR PACKAGING. INC, 


85OSO9OS0& Advises of schedule for sodas of 1/4-scalQ drop tests to bo conductod at 
Sandia to support ponding application for certificate of compliance for NuPac 125 B 
HAELSIG,RT Nuclear Packaging, fnc 85/04/11 MACDONALD.CE Transportation 
Cortifloalion Branch 2pp 30235 206 30235 299 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 71-9183 MODEL; NAC-1, NUCLEAR ASSURANCE CORP, 

8504230326 Advises of changes to mgt sirucluro assoclntod w/WG Counsil leaving 
Northeabt Utils to assume position w/anothor util Elfoctivo 850501 ,JF Opoka will ro 
placo WG Counsil 

COUNSIL.WQ Conneclicul Yankee Atomic Power Co 85/04/17 MILLER, JR Oper- 
aling Reactors Branch 3 2pp 30536 036 30536 041 


DOCKET 71-9184 MODEL; PAS-1, NUCLEAR PACKAGING, INC. 

8602260159 Roquosls registration as user of Model PAS 1 Address fisted 
WEBSTER.BH Carolina Power & Light Co 85/01/31 MACDONALD.CE Transporla 
tjon Certification Branch 2pp 29106 340 29108 349 


DOCKET 71-9185 MODEL; OP-100, INDUSTRIAL NUCLEAR CO. 

8505100370 floquosts regislration as user of Models IR-50.IR-100 & OP-100,QA pro- 
gram & transporiing.shipping & receiving procedure onci Fee paid. 

CARROLL.T Wflfashek Enierprises, Inc 85/04/00 Office of Nuclear Material Safely 
& Safeguards, Director 3pp 302/2 325 30272 340 

-.0505100376 Rev 0 to QA manual for radiographic operations 

* Walashok Enterprises, Inc 85/04/08 8pp 30272 328 30272 335 

-.8605100306 Rev 0 to 'Transporlmg.Shipping & Receiving Procedures for Radioactive 
Sources " 

* Watashek Enierprises. Inc 85/04/08 5pp 30272 336-30272 340 


DOCKET 72-0001 MORRIS OPERATfONS, GENERAL ELECTRIC CO. 

0505130376 Responds lo NRC 850402 nollco of violation re routine safely insp External 
surface of NLI-1/2 cask in question properly cfeconlaminalod prior to shipmonINo 
corroclivo action to remedy reported violation possible 

VAN HOOMISSEN Gonoral Electric Co 85/04/26 PAPERIELLO.C J Region 3, Office 
of Diroclor 3pp 30275 064-30276 066 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 

8606020082 Requests permission to Initiato const on faclllly dry cask ISFSI prior le re- 
ceipt of ficonso based on listed reasons, Including small commilmont of funds & re- 
sources & Insignificant environ Impact Response requested by 850501 
STEWART,WL Virginia Power <Virfllnta Ereclric a Power Co) 85/04/10 
CUNNINGHAM, H E Division of Fuel Cycle a Ma tonal Safely 4pp 30140 278- 
30140 S81 

0605010534 Requests submittal of drawings shown at 850410-16 mGOtinqB between 
NRC & Bechtel re proposed changes for upgraded ccncrolo pad specs In ISFSI SAR 
ROUSE, LC Advanced Fuel A Spent Fuel Licensing Branch 85/04/23 
STEWART.Wl Virginia Power (Virginia Electric A Power Co) Ip 30099 187- 
30099.187 

8605160269 Responds to 850430 request for J Roberts presence at informalional ses- 
sion of Surry County Board of Supervisors J Roberts unable to attend F Slurz will 
attend lo discuss plant dry cask storage environ assessment. 

ROUSE, LC Advanced Fuel & Spent FudJ Licensing Branch 85/05/07 JONES, W.E 
Surry County, VA Ip 30483 330-30483 336 


DOCKET 71-9187 MODEL? 866, TECH/OPS, INC. 

8505018438 Notification of registration as user of Models 660,680,065, 660E A 60DE,ln 
response to 850408 request 

MACDONALD.CE Transportation Certification Branch 86/04/17 Navy, Dept of. 
Naval Sea Systems Command. Ip, 30099,293-30090.293 


DOCKET 71-9192 MODEL; AP-300, ANEFCO. INC. 


8605070463 Responds lo NRC 850320 requosl for addi info on application for cortili- 
cale of compliance for Model AP-SOO SAR Rev 4. vendor responses to questions re 
structural aspects of rept A acceptance tests end 

MURPHY, J D Anofeo, Inc 85/04/09 MACDONALD, C E Transportation Certification 
Branch 40pp 30203,284-30203,359, 


-8606170234 Notifies that county completing review of condilional use permit for util to 
operate dry cask ISFSI Requests J Roberts presence at 050516 Board of Supervisors 
informational session w/utif 

JONES, M E Surry County. VA 05/04/30 CUNNINGHAM. R E Division of Fuel Cycle 
A Malarial Safely Ip 30483 337.30403 337 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 

8506080077 Summ-aiy of 850417-18 meotings w/NUTECH.fnc In San Jose.CA re NRC 
comments on NUH 001.Rov 0, 'Topreal Repl for NUTECH Horizonlal Modular Sya for 
Irradtated Fuel 

ROBEHTS.J.P Advanced Feet A Spent Fuel Licensing Branch. 85/05/02, 
ROUSE, LC Advanced Fuel A Spent Fuel Lfconslng Branch 7pp 30229 355- 
30229,361, 


8505070609 Submits derivation of moment of inortla used for bolts on Page 2 6-17B of 
SAR .inadvertently omitted from 850409 submittal re Question 4 on free drop analysis 
of Model AP-300, 

MURPHY, JD Anefco, Inc. 85/04/12 MACDONALD.CE Transportation Certification 
Branch 3pp 30211 361-3021 1 363. 


8606090007 Notifies that 060204 license application for ISFSI does not comply w/ 
10CFR72 20 Environ rapi docs not fully meet 10CFR60,51 ,61 45,61,60 A 5161 
requirements Environ rept should include staferrvenl of purpose A alternatives 
ROUSE, LC Advanced Fuel A Spent Fuel Licensing Branch 85/05/03 UTLEY, EE. 
Carolina Power A Light Co. 2pp 30253-1141-30263:142 
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8505210001 Pohlio-n of 5t,ate of SC for loavo to intervero Certificate of Svc end 
WILSON.fl P South Carolina, Stale of ^#'285 069 85/05/16 Commissioners 2pp 
30493 307 50493 306 


8505240063 Summary of 8505D5 meeting w/Mitsubishi Heavy Induslnes rn 
Spring^MD re acquisition of Ridihatgh.EggGrs & Assoc dry storage tedirology NMSS 
notice of 650530 meeting w/util end 

ROBERTS, JP Advanced Fuel & Spent Fuel Licensing Branch 95/05/16 
ROUSE, L C Advanced Fuel & Spont Fuel Licensing Branch 2pp 30576223 
30576 224 



NONDOCKETED ITEMS 


10CFR COMMISSION MEETING RECORDS 

B50501062B Slalf requiroments memo re 850403 Commissron meeltng w/ nonndustry & 
industry groups in Washmglon^DC re source tcrmsStall requested to provide info re 
instances where conlainmont isolation not achieved 

HOYLEJC Office of the Secretary of the Commission M050403A 05/O<1/23 
DIRCKSpWJ Office of the Executive Director for Operations 2pp 30095 354 
30095 355 

8S0503Q714 Transcript of Commission 850423 affirmation/discussion & vote In 
Washington, DC re ALAB 800 on Shoroham hearing decisions Pp 1-4 
* ^mmissioners ALAB 800 85/04/23 8pp 30160 261-30160 266 

8505060095 Transcript of 850423 discus&ion/possibJe vole on low power license in 
Washington, DC Pp 1 70 Supporting documontalion end 
’Commissioners 05/04/23 85pp 30186 201-30186 286 

8505060204 Staff requirements memo re Commlsseon 850402 mooting in 
Washington, DC re basis for extending deadline for environ qualificalion of eleclrical 
equipment impodant to safely In nuclear power plants until 050331 
HOYLE, J C Office of the Secretary of the Commission M06O4O2 85/04/26 
DIRCKS,WJ Office of the ' Executive Director for Operations 2pp 30189 285 
30109 286 

850S060627 Transcript of Commission 050425 meeling in Washinglon,DC re approval of 
final decision in special proceeding Pp 1 4 
’ Commissioners 85/04/25 8pp 30187 237-30107 244 

8505070009 Staff requiromenis memo re Commission 850418 affirmation/ discussion & 
vote in Washington, DC approving pubNcalion of FR noH’Ce amending 
1OCFR50 47(a)(2) on emergency planning A preparednass 

CHILK.SJ Office of the Secretary of the Commission M850410B 86/04/30 
PLAINS, H H Office of the General Counsel OIRCKS,W J Office of IhQ Executive Di- 
/eclor for Operations 2pp 30218 090 30218 091 

8505070SB1 Staff requirements memo re 850417 briefing in Washington, DC on steam 
generators Commissioner Asselstfne requested NRC commenis on UCS 050405 as 
sertlon that temp difference lower than at similar B&W units 

CHILK.SJ Office of Ihe Secretary of the Commission M050417 85/05/02. 

DIRCKS.WJ Office of the Executive Director for Operations Ip 30211 357- 

3021 1 357 

8695080124 Staff requirements memo re 850418 meeling in Washington, DC on TMI 
Alert, UCS & utlf responses lo NRC commenis on steam generators 
GHILK,SJ Office of the Secretary of the Commission M850410A 85/05/02 

DIRCKS.WJ Office of the Executive Director for Operations 1p 30218360' 

30218 360 

8505080615 Slaff roqulremenls memo re Commission 850423 meeling m 

Washington, DC on low power license Commission voted to Issue order authorizing 
NRR tolssue license permitting fuel loading & low power testing 
CHILK.SJ Office of the Secretary of the Commission M850423C 85/05/02. 

DIRCKS.WJ Office of the Executive Director for Operations Ip 30229 213 

30229 213 

850SQ90Q50 Staff requirements memo re 850425 affirmalion/discusslon & vote in 
Washington, DC re SECY-85-loo.Commission approved draff order w/ 
mods Commissioner Asselstme disapproved & provided separate viows. 

CHILK.SJ Office of the Secretary of tho Commission Ma50425 85/05/03 

PLAINE.H H Office of tho General (liounsel ZERBE^J E. Office of Policy Evaluations 
ip 30254 014-30254 014 


-0505100305 Staff requiremenls memo on Commission 840731 briefing & discussion in 
Washington, DC re possible enforcemonl action against util for violalions involving mail 
false statement Ofc of General Council requested to respo rtd to petition 
CHILKpSJ Office of the Secretary of iho Commission Ma4073lA 04/08/07 
DlRCKS,W J Office of the Executive Director for Operations MESSENGER, G Office 
of Inspector & Auditor Ip 30299 034-30299 034 

8505100525 Transcript of Cornmission 850501 affirinalion/discussion & vote in 
Washing! on, DC re SECY -83*1 23. “'Export Control Triggor List - Amends to Part 110" 
Ppl 3 

* Commissioners 05/05/ 01 7pp 30286 053-30286 059 

8506130200 Transcript of Commission 850501 public meeting m Washington.DG re low 
level waste issues Pp 1-59 Supporting docu men la lion end 
“ Commissioners 85/05/01 74pp 30378 261-30370 334 

8505150BS4 Transcript of Commission 850502 moeling in Wastsmgton.DC ro modified 
rule on mall false slalemonis Pp 1-66 

* Commissioners 05/05^/02 7{)pp 30420 304-30421 010 

8505170507 Staff requrrements memo ro Commission 850501 affirmation/ discussion & 
vote in Washington.DC approving final amends to 10CFR110 to add certain items to 
in II nuclear export conirol trigger Tisl (SECY 85 123) 

CHILK.SJ Ofhee of the Secretarv of the Commission Ma50501B 65/05/09 
DIRCKS.WJ Office of the Executive Director for Operations 1p 30477 329- 
30477 329 

150S170511 Transcript of Commission 850500 meatJng in Washinglon.DC ro briefing by 
AIF on stale of rucloar mdiistry Pp 1-51 Supporting documentation end 
'Commissioners 05/05/08 56pp 30478 001-30478 056 

B505170513 Transcript ef Commission 850502 meeting in Washington.DC re periodic 
briefing on near-term OLs Pp 1 65 Supporting documontalion end 
' Commissionors 05/05/02 69pp 30477 250-30477 318 

8505200046 Staff rogulroments momo ro Commission 850502 meeting in 
Washinglon.DC on draft modified rule on mat) faiso sintamonls as presonted In SECY- 
05 149 uommlsslonera asked to provide notatlonal votes within 10 days of meeling 
CHILK.SJ Office of tho Secretary of I ha Commission Me60502A 65/05/00 

DIRCKS.WJ Office of the Executive Director for Operations PLAINE.H H Office of 
tho General Counsel Ip 30502 359 30502 359 

8606200074 Stalf requiremenls memo ro Commission 850502 briefing on near term OLs 
In Washington.DC Palladino requested review of transcript lo determine if transcript 
should be served to parties 

CHILK.SJ Office of tho Secretary of the Commission M85O502B 65/05/10 

PLAINE.H.H, Office of Ihe General Counsel Ip 30501 369 30501 360 

6505230D23 Transcrlpl of Commission 850509 affirm aUon/discussion & vote m 
Washington.DC Pp 1 S 

‘Commissioners 85/05/09 9pp 30550 336 30550 344 

8606239302 Transcript of Commission 850509 meeling in Washinglon.DC ro BNL repl 
on independent safely organization Pp 1-110 Viewgraphs onef 

* Commissioners 05/05/00 14Spp 30560 273 30561 054 

0606230714 Transcript of 860509 meeting w/ACHS in Washinglon.DC to discuss ACRS 
role lr> civilian radwasle mgt program & ACRS activities re consideration of seismic 
evenls In emergency planning Pp 1 46 

* Commissioners 05/05/09 50pp. 30544 031 30544 080 


0505090242 Further response lo FOIA roquoat for documonls re NRC consideration of 
offocls of external evenls upon omergancy response planning App B Documents 1-12 
& 15-20 end & In PDR App B Documenls 13 & 14 withheld (ref FOIA Exemption S) 
FELTON, JM Division of Rulas and Records 04/12/04 BELL.N Nuclear Information 
& Resource Sen/lco 4pp 30249.153 30249 306 

-8605090338 Sanitized slaff requiromenis memo re B40725 discussion of earthquakes 
& emergency planning for facility in Washington, DC Revised draft order to consider 
impact of earthquakes on emergency planning requested 

(^JHILK.SJ Office of Ihe Secretary of the (jommlsaion M640725A 84/07/31 
PLAINE.H H Office of tho General Counsel. Ip 30249 261-30249 261 


8505230731 Staff requiromonts memo ro CLI-Q5-06 which directs NRC to accomplish 
listed foskajncludlng undertaking study of vulnerability oi die sol generator & control 
bldgs to high winds & missile damage 

CHILK.SJ Offico of the Sccrcls^ of the Commission CLI05 06. 85/05/13 
DIRCKS.WJ Offico of iho Executive Director for Operations 2pp 30543 261- 
30543 262 

8505240224 Staff requiromenis memo ro AIF briefing on 850500 In Washinglon.DC con 
cerninq state of nuclear Industry No roquirorronts raised at mcelmg 
CHILlCS J Oflico of tho Secretary of the Cemmissfon M05O5OQ 85/05/16 Oflic© of 
Ihe Secrolory of the Commission Ip 30576073-30576 073 


•8505090347 Staff requirements memo re 840730 discussion in Washington, DC re 
draft order on need to consider complicating effects of earthquakes on emergency 
planning Commission v/lll consider affirming revised draft order on 040602. 

CHILK.SJ Offico of tho Secretary of tho Commission. Ma40730B 84/00/01 
PLAINE.H H Offico of tho Generaf Counsel. Ip 30249 262-30249 262 


-8505090356 Slaff roquiroments memo re 840003 discussfon/possibJo vote in 
Washinglon.DC on revised draft order on need to consider complicating offecls of 
earthquakes on omernency planning for faeiJity Order approved in two ports 
CHJLk.SJ Office of the Secretary of the Commission. M04O8O3 84/00/07. 
PLAINE.H.H, Office of the General Counsel Ip. 30249.263-30249.263. 

8505090680 Staff requirernents memo ro Commission 850423 mooling in 
Washinglon.DC concerning SECY-85 128 on pelilions for review of ALAB*800Com 
mission anroad to review ALAB 800 & order filing of all potltions on pliysical securily 
CHILKPSJ Office of Ihe Secretary of the Commission M850423A 85/05/02. 
PLAINE.H H Office of the General Counsel. Ip. 30235 310-30235.310. 


8505100212 Partial response lo FOIA request for documonls ro receipt, onalvsls & 
denial of C Stewart show cause petitiona Forwards App B documents Apps A & B 
documents available In PDR.Soarch for addi documents conlinuos 
FELTON. JM Division of Rules and Records. 84/11/13. BELL.N Nuclear Information 
& Resource Service 6pp 30298-296-30299; 125 


-0505100299 Slalf requirements memo of Commission 840726 briefing & discussion in 
WashIngioaDC of investigalion & possible enforcement action re Jocks onians United 
for Livabfe Energy (JULE) changes JULE should be notified of results 
CHILK,SJ Office of the Secretary of the Commission. M840728 C G4/07/31. 
MESSENGER.G. Office of Inspector & Auditor PLAINE.H.H, Office of the General 
Counsel Ip 30299.033*30299:033 


86Q52S0513 Staff requirements memo re Commission 850500 affirmation/ discussion & 
vote in Washinglon.DC re SECY-B5 136, "Options to Respond to Remand of Guard 
vs NRC/‘ SEGY-85 140. *TM1 1 Restart Proceeding" & SECY 85-141, "TMI-I Re 
start ” 

CHILK,SJ Office of tho Socrotery of the Commission, M 8505096 85/05/17 

PLAINE.H H Offjco of Ihe Generaf Counsel 2pp 30606 103-30606 185 

-8506280521 Requests views on threo Commission options lo respond lo remand o1 
Guard vs NRC Views should include lechnlcal bases, FEMA views & policy consider- 
ations 

CHILK.SJ Office Of Urn Secretary of tho Commission 65/06/17 DIRCKS.WJ Office 
of Iho Executive Di rector for Ope ral Ions 1p 30696.185-30606 185 

6505260553 Staff requirements memo ro Commission 050501 meeting in 

Washington.DC lo discuss low level waste Issues Chairman Palladmo requested NRC 
response to several question s, 

CHILK.SJ. Office of the Secrelery of the Commission M8 50501 A 85/05/13 

DIRCKS.WJ Offico of the Executive Director for Operations ip 30606 140- 
30608 140 

S 5053 006 09 Transcript of Commission 850515 briefing in Wash eng ton, DC on SECY-8S- 
147 re proposed rev to 10CFR20,Pp 1 93 Viewgraphs end. 

‘ Commissioners 85/05/ 15 123pp 30057:072-30657 194 

8S05310DS7 Staff requirements memo ro 850510 periodic briefing w/ACRS on ACRS 
role In civilian radwasfe mgt program Palladime will sollciit suggestions from Commis- 
sion re ACRS feedback 

CHILK,S.J Office of the Secrelary of tho Commission MSSOSIO 85/05/21. Office of 
the Secretary of the Commission Ip 30670 309-30670 309, 


285 



286 NONDOCKETED ITEMS 


8505310093 Tran5Cf<pt of Commission 850516 affjrmalion/discussion & vote in 
Washington, DC ro proposed rev lo lOCFRO on Sunshine Acl Pp 1 5 Supporting docu 
mentation end 

'Commissioners 85/05/16 9pp 30670 310-30670 318 

9505310112 Staff requirements memo re 850509 briefing w/BNL m Washington, DC on 
independent safety organization rept Concept of small investigatory group in lieu of 
Independent safety organization to be investigated 

CHILK.SJ Office of the Secretary of the Commission Ma50509A 85/05/21 
DIRCKS.WJ Offjco of the Executive Dinector for Operations ZERBE.J E Office of 
PolicyEvali/ations ip 306GB3603DG68360 

6S05310283 Transcript of Commission 850516 meotmg in Washington.DC re midyr 
budget & program review Pp 1-67 Supporting documentalion'eincl 
'Commissioners 85/05/16 115pp 30669 242-30669 359 


ACRS ADVfSORY COMMITTEE ON REACTOR SAFEGUARDS 

8502280599 Comments on ACRS Class 0 Accidents Subcommittee 050125 
mseling Concerns re use of PRA sltidtes ip severe accident research.lack of conse- 
quence analysis research & emphasis on mi ligation over prevention not addressed at 
moeling 

DA VIS, P R Affiliation Not Assigned DAViS.P R ACRS - Advisory Committee on Re 
actor Safeguards 85/01/28 KtRR.W ACRS • Advisory Committee oi> Reactor Safe- 
guards Ip 29151 362^29151.362 

850*1240127 Describes ACRS role in civilian radwasto mgt program.as considered in 
ACRS 3001h meeting on 840411-13 Waste Mgt Subcommilteo jneetings limited to no 
more than three per yr,due to funding limitations Number of issues also limited 
WAnD,DA AChS ■ Advisory CommEliee on Reactor Safeguards 85/04/15 
PALLADfNO,NJ Commissioners Ip 30561 055 30561055 

8505030480 Transcript of ACRS Subcommittee on Palo Verde Nuclear Generating 51a 
tion 650426 meeting In Wintersburg,AZ Pp 1 -176 Supporting documenlalion end 
' ACRS • Advisory CommiHee on Reactor Safeguards 85/04/26 213pp 30128 16B- 
30129 018. 

8505140029 Transcript of ACRS Subcommillee on Class 9 Accidents 850502 meeting in 
Washington, DC Pp 1-249 Supporting documentation end. 

* ACRS - Advisory Commitlee on Reactor Safeguards 85/05/02. 321 pp 30373 208* 
30374 168, 

8505 1401 50 Transcript of ACRS Subcommittee on Qualification of Safety- RePated 
Equipment 850506 meelrng in Washington^DCPp 1-140 Supporting documentalion 
end 

' ACRS • Advisory Committee on Reactor Safeguards 85/05/06 164pp 30366 2S4- 
30367 064 

6505140161 Partial response to FOIA request for four categories of documents re pro 
posed rule to reduce use of highly enriched U at research Sl test reactors Apps A & 6 
documents in PDR App C documents withheld (ref FOIA Exemption 6) 

FELTON. J M Division of RuJes and Records 84/10/29 HIRSCH.O California, Umv 
of, Santa Cruz. CA 7pp 30389 050-30389 292 

-■8505140231 Forwards info re proposed amends to 10CFR50 requiring research & lest 
reactors currently fueled w/hlghly enriched U lo be refuefed w/low enriched U, Issues 
currently scheduled for ACRS consideration at 840614-16 meetings 
FISCHER, DC ACRS - Advisory Committee on Reactor Safeguards 84/06/01 
£QERSOLE,J ACRS - Advisory Committee on Reactor Safeguards 2pp 30369 071- 
30389 072 

-8505140239 Forwards ACRS comments to Commissioner Ahearne re usa of low en 
riched U in research reactors 

FRALEY, R,F ACRS • Advisory Committee on Reaclor Safeguards 84/05/11 
GILINSKY.V Commissioners Ip 30339 116-30389 116 

-8505140246 Forwards ACRS comments on reducing enrichment of fuel in US research 
reaclors.in response lo 830317 request 

FRALEY, R F ACRS - Advisory Committaa on Reaclor Safeguards 83/04/28 
AHEARNEJF Commissfoners 3pp. 30389.117*30389.1 19 

-8505140263 Comments on conversion to low enriched U fueijn response to Commis- 
sioner Ahearne request Conversion to low enriched IT fuol should not have significant 
adverse impacts on unfv react ors,except for few high power, high flux reactors 
KERR.W, REMICK.FJ, CARBON, MW ACRS - Advisory CommitteQ on Reactor 
Safeguards 83/04/26 GASKE.M C ACRS • Advisory Commitlee on Reactor Safe 
guards 5pp 30369 1 20-30389,124 

"6505140284 Forwards project status rept for ACRS Subcommittee on Safeguards & 
Security 640612 meeting in Washington, DC to review proposed rule requiring replace- 
ment 01 highly enriched U fuel w/fow enriched U at nonpower reactors 
FISCHER^D ACRS - Advisory Commltfee on Reaclor Safeguards 84/06/05 
E8ERSOLE,J. ACRS - Advisory Commitlee on Reaclor Safeguards 31 pp 30389 196- 
30309 227 

“8505140305 Forwards FJ Remick comments re high enrfehed U/fow enriched U in 
nonpower reactors, per ACRS Subcommittee on Safeguards & Security 8406 12 meet- 
ing 

MCKINLEY, J,C ACRS - Advisory Committee on Reaclor Safeguards 84/06/12 
EEERSOLE.J ACRS • Advisory Commitlee on Reactor Safeguards 5pp 30389 235 

30369 239 

-6505140316 Summary of ACRS Subcommittee on Safeguards & Security 640612 
meeting in Washington, DC to review proposed rules on fuel conversion & interim se- 
curity moasures at nonpower reactors, 

MCCLAIN.C ACRS - Advisory Committee on Reaclor Safeguards 84/06/14 
EBERSOLE,J., MARK.C ACRS • Advisory Committee on Reaclor Safeguards 6pp 
30389,240-30369 246 

8505140194 Transcript of ACRS Subcommittee of> Safety Research Program 850508 
maeling in VVashington,OC,Pp 1-232 Supporting documentation end. 

* ACRS - Advisory Commitlee on Reactor Safeguards. 86/05/08 301pp 30369,119 

30370 139. 

8505140292 Transcript of ACRS Subcommittee on Reactor Operations 850506 meeting 
in WashingloniDC Pp 1-149.Suppoilfng documanlatfon end, 

* ACRS - Advisory Committee on Reactor Safeguards 86/0B/06 204pp 30371 1 15- 
30371-320 


0505140322 Transcript of ACRS Subcommilte on Safeguards & Security 850507 meet- 
mg m Washington, DC Pp 1-196 Supporting documentalion end 

• ACRS - Advisory Committee on Reactor Safeguards 85/05/07 426pp 30371 325- 
30373 030 

6505140370 Transcript of ACRS 301st general meeting on 850510 in Washington, D C 
Pp 1 167 Supporting documentalion enc) 

• ACRS - Advisory Commiltee on Reaclor Safeguards 85/05/10 200pp 30368 147- 
30368 348 

6505140375 Transcript of ACRS 301s1 general meeting on 050509 in 
Washington, DC Pp 1-226 Supporting documentation end 

• ACRS - Advisory Committee on Reactor Safeguards 85/05/09 300pp 30370 180- 
30371 114 

6 6-05 170366 Comments on NAS proposed study of human factors research needs in 
nuclear regulatory research reviewed during ACRS 301st meeting on 050509 11 Ac- 
celeration of study schedule recommended to make results available in FY&7 pro 
gram 

WARD, DA ACRS Advisory Committee on Reactor Safeguards 85/05/13 
PALLADINO.NJ Commissioners 2pp 30443 194-30443 207 

-0505170371 Forwards "Proposal 85-182 for Study of Human Factors Research Needs 
in Nuclear Regulatory Research " 

SMITH, PM National Academy of Sciences 85/04/15 FOREHAND. W Office of Nu- 
clear Regulatory Research, Director. Ip 30443 196-30443 207 

-0505170374 "Pruposal 85-182 for Study of Human Factors Research Needs in Nucle- 
ar Regulatory Research " 

DWOSKIN.GE Nalional Academy of Sciences GOSLIN.OA National Research 
Council 65/04/30 lipp 30443 197-30443 207 

6505170396 Forwards second sal of comments on prioritization of remaining generic 
issues reviewed during ACRS 30l5t meeting on 850509-11 Written responsoa to com- 
ments Identified In End 2 requested 

FRALEY, RF ACRS - Advisory Committee on Reactor Safeguards 85/05/13 
DIRCKS.WJ. Office of the Executive Director for Operations 9pp 30443 327* 
30443 335 

8505170410 Comments on draft reg guide, '‘Ultrasonic Testing of Class 1 A 2 Pipe 
Welds During fnservice Insp " 

THOMPSON.R B ACRS - Advisory Committee on Reactor Safeguards 05/05/16 
2pp 30464 149 30484 150 

8505170412 Summarizes ACRS 301sl meotmg on 850509-11 re operational 
status Subcommittee visited plant on 850426 to discuss results of test 
program Problems re failure of equipment, notably pumps & valves, adaquatoly re- 
solved 

WARD, DA ACRS - Advisory Committee on Reactor Safeguards 85/05/13 
PALLADINO.M J. Commissioners Ip 30443 360 30443 360 

8505170481 Trip rept of ACRS Subcommittees on Extreme External Phenomena A 
Diablo Canyon 850321-22 meelmgs In Los Angeles, CA re NRG Seismic Margins Pro- 
ram & Long-Term Seismic Program of Diablo Canyon Power Plant 
CAVUZZO^flJ ACRS Advisory CommUlee on Reactor Safeguards 65/05/25 
ACRS - Advisory Committee on Reactor Safeguards 4pp 30484 140-30484 143 

6505170488 Summary of ACRS Subcommittee on Waste Mat 841219 20 mootings in 
Washington.DC re dofinllion of high level waste & site selection & characterization ac* 
tivitlos being pursued by NMSS/ waste Mgt Div Attendance list & agenda end 

• ACRS - Advisory CommUlee on Reactor Safeguards 85/03/26 ACRS - Advisory 
Committee on Reactor Safeguards 20pp 30404 120-30484 139 

6505170627 Comments on Yankee Atomic Eteclrfc Co evaluation of NUREG/CR- 
3 756, Dames & Moore rept lo will & Weston rept to util NUREG deficient in listed 
areas 

TRIFUNAC.MD ACRS - Advisory Committee on Reaclor Safeguards 86/04/05 
SAVIOUR ACRS - Advisory Commlttoo on Reaclor Safeguards. 2pp 30477*192- 
30477 193 

6505170638 Comments on Basdekas transient Bounding calculations Indicate that tran- 
sient may not have serious impact on pressurized thermal shock rule ACRS should 
recommend that rule be issued as is 

CATTON.P ACRS • Advisory CommJUee on Reactor Safeguards 85/03/18. IGNE.A 
ACRS - Advisory Committee on Reaclor Safeguards tOpp 30477.180-30477' 109 

8605170642 Summary of 8401 29 & 30 meetings in Pato Alfo.CA re MIST PMG, 

CATTON.I ACRS • Advisory Committee on Reactor Safeguards 85/03/02 

eOEHNERT.P ACRS - Advisory Committee on Reaclor Safeguards 3pp 30477 175- 
30477'177 

8605200163 Summary of 1ST Coordination meeting on 850220 in Belhosda.MD ra co- 
ordination of data from MIST & other facilities. 

CATTON.I ACHS - Advisory Committee on Reactor Safeguards 85/03/02 

BOEHNERT.P ACRS - Advisory Committee on Reactor Safeguaros 3pp 30601 343- 
30501 345 

6506200635 Proposed summary of ACRS Safety-Related Equipment Subcommittee 
040329 meeting in Washington.DC re status of Unresolved Safely Issue A-40» "Seis- 
mic Qualification of Equipment in Operating Plants " 

• ACRS - Advisory Committee on Reactor Safeguards. 84/05/02, ACRS - Advisory 
Commitfee on Reactor Safeguards 14pp 30501.131-30501 144 

6505200642 Summarizes ACRS ECCS Subcommittee 8504D3 meeting In 
Washington.DC re review of Westinghouse BART/BASH ECCS codes & revised 
small break LOCA models for TMI Item fl K 3 30. WCAP'9561 on BART A-1 code ac- 
ceptable 

T)EN,C L. Californfa, Unlv of. Berkeley, CA TIEN.C.L ACRS - Advisory ComrDiltee on 
Reaclor Safeguards. 85/04/10 BOEHNERT.P A ACRS - Advisory Committee on Re- 
actor Safeguards 2pp 30501 145-30501 ‘146, 

8505210217 Transcript of ACRS Subcommittee on Long-Range Plan for NRC 050516 
meeting in Washington, DC Pp 1-257 

^ ACRS - Advisory Committee on Reactor Safeguards 85/05/16, 260pp 30493 014 
30493 273 



NON DOCKETED ITEMS 287 


650S230205 Summaiy of ACRS DHR Sys Subcommittee 850222 moating In 
Albuquerque, NM re reliability of DHR sys 

CATTON.I ACRS * Advisory Commitfee on Reactor Safeguards 05/05/16 
BOEHNERT.P ACRS ' Advisory CommiUee on Reactor Safeguards 3pp 30560 290 
30550 300 

8605230208 Summary of ACRS ECCS SubcommiUeo 850221 meeting in 
Washinglon.DC re emergency sump plugging by fiberglass for high energy waler re- 
lease on surroundings 

CATTON.I ACRS • Advisory Committoo on Reactor Safeguards 85/03/01 

BOEHNERT.P ACRS • Advisoiy Committee on Reactor Safeguards 2pp 30550 305- 
30550 306 

650S230216 Discusses AEOO transient & SECY-82 -296 Calculations of steam generator 
behav/or under normal operating conditions difficult Question remains as to wholher or 
not calculations can be made w/tolorabfe uncertainly 

CATTONJ ACRS - Advisory Committee on Hoaclor Safeguards 85/02/22 

BOEHNERT.P ACRS - Advisory CommlUoe on Reactor Safeguards 3pp 30550 295 
30550 297 

8505230313 Summary of ACRS Subcommittee 850220-21 meotings w/ulil,C-E & SAW 
In Syracuse, NV re application for IJ cense Schedule of meeting, sign in sheets of atten- 
dees & list of meeting handouts end 

* ACRS - Advisory Committee on Reactor Safe guards 85/05/01 ACRS • Advisory 
Committee on Reactor Safeguards 27pp 305SO 369 30551.022. 

8505230322 Summary of ACRS Regulatory Policies A Practices Subcommittee 850306 
meeting in Washington, DC re review of final BNL rept, NUREG/CR-<il52, "Independ- 
ent Safety Organization ' ’ Viewgraphs one} 

* ACRS • Advisory Committee on Reoclor Safeguards 85/03/18 ACRS * Advisory 
Committee on Reactor Safeguards. 7pp. 30546 358 30547*001 

650523Q410 Summary of ACRS Reactor Operations Subcommittee 850305 meeting in 
Washington, DC re recent plant operating experiences list of subcommittee atlendoea 
A proposed agenda end, 

* ACRS • Advisory Commlllee on Reactor Safeguards 85/04/23 ACRS - Advisory 
Committoo on Reactor Safeguards 23pp 30545 025 30645 047 

8605230479 Summary of ACRS Subcommltloo 850120 meeting in Washington, DC re 
review of util application for license Schedule of presentations A list of attendees end 
' ACRS - Advisory Committee on Reactor Safeguards, 85/03/25 ACRS • Advisory 
Committoo on Reactor Safeguards 24pp 30545 001-30545*024 

8605230499 Summary of ACRS Advanced Reactors Subcommittee 050205 meeting w/ 
DOE.GE.QA Co, Atomics fntl.Gas Cooled Reactors Assoc A COMO In Washington, DC 
ro DOE redirected programs for LMR A HTGR development Meeting schedule end 
‘ ACRS • Advisory Committee on Reactor Safeguards 85/03/07. ACRS - Advisory 
Committoo on Reactor Safeguards 12pp 30544*325-30544 336 

8505230500 Summary of ACRS DHR Sys Subcommittee 850122 meeting In 
Albuquerque.NM ro Sandia shutdown DHR analysis plan, per Unresolved Safety issue 
A*45 viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards 85/01/22. ACRS * Advisory 
Committee on Reactor Safeguards. 40pp 30544 285-30544 324 

B60S230602 Summary of ACRS Subcommittee on Quality A OA In Design & Const 
850103 meeting in Washington, DC re review of Reg Guide 1 20, Rev 3. "QA Program 
Requirements, for approval A integrated design Insp program A IDVP 

* ACRS ■ Advisory CommUtee on Reactor Safeguards 85/03/12 ACRS - Advisory 
Committee on Reactor Safeguards. 12pp 30544 273-30544 284. 

8606230507 Summary of ACRS Ad Hoc Fire Protection Subcommittee 850205 meeting 
in Washington.DC ro status of App R compliance. Calvert Cliffs compliance w/App R 
A status oT fire protection research at Sandia. Meeting schedule end. 

* ACRS - Advisory Committee on Reactor Safeguards 05/03/20 ACRS » Advisory 
Committee on Reactor Safeguards 16pp 30546 337'30546 352 


0605230672 Summary of ACRS Subcommittee on Reliability Assurance 850319 mooling 
W/TVA.ORNL A Movats.Inc In Washington.DC re valve reliability List of attendees A 
handouts end 

* ACRS • Advisory CommilieQ on Reactor Safeguards 85/04/15 ACRS - Advisory 
Committee on Reactor Safeguards j6pp 30544 123 30544 13B 

8505230692 Summary of ACRS ECCS Subcommillee 650221 meetirtg w/util A Westing- 
house in Washingion.OC ro status of rov to App K rule & util proposal to dolele ECCS 
upper head fnjecifon sys from ice condenser plants 

^ ACRS - Advisory Committee on Reactor Safeguards 85/03/05 ACRS - Advisoiy 
Committoa on Reactor Safeguards 24pp 30544 094-30544 117 

8505230711 Summary of ACRS Regulatory Policies A Practices Subcommtilee 050206 
meeting Washington.DC r© proposed rufe on plant-specific backbiting 
*■ ACRS - Advisory Commlltoe on Reactor Safeguards 85/03/07 ACRS - Advisory 
Committee an Reactor Safeguards 5pp 30544 003 30544 087 

6605230714 Transcript of 850509 meetma w/ACRS In Washington.DC to discuss ACRS 
role in civilian radwasle mgt program A ACRS activities ro considerallon of seismic 
events In emergency planning Pp 1 46 

* Commissioners a5^5/09 SOpp 30544 031-30544 080 

8606230767 Summary of ACRS ECCS Subcommittee 050403 meeting in 
Washington.DC ro vendor email-break LOCA 

CATTON.I ACRS - Advisory Commlllee on Reactor Safeguards 85/04/11 
BOEHNERT.P ACRS - Advisory Commlllee on Reactor Safeguards 2pp 30543 273- 
30543 274 

8606240172 Summary of ACRS ECCS Subcommitloo 8S0403 meeting w/flAW,C-E, 
Wostinghouso A Louisiana Power A Light in Washington.DC re Exxon ECCS mode! 
errora.BART/BASH ECCS codes A resoTullon of TMI Item 11 K 3 30 

* ACRS - Advisory Commlllee on Reactor Safeguards 85/04/10 ACRS - Advisory 
CommillQo on Reactor Safeguards tfipp, 30575 228-30575 246 

8605280527 Summary of ACRS Subcommittee on River Bend 840607 OB meetings w/ 
research group In Baton Rouge. LA re OL application 

* ACRS - Advisory Commlllee on Roaclor Safeguards. 04/07/17 ACRS - Advisory 
CommiUee on Roaclor Safeguards 2app 30604 324-30605006 

8506280536 Summary Of ACRS Subcommittee on Long Range Ran for NRC 850405 
meeting re technical A adminlslretiva Issues on regulation of nuclear power plant 
safety over nexl 6-10 yra 

* ACRS • Advisoiy Committoo on Reactor Safeguards. 85/04/09 ACRS - Advisory 
Committee on Reactor Safeguards 6pp 30606.163-30606*160 

8606280668 Summary of ACRS Subcommittee on Safely Research Program 650410 
meeting in WashIngloaDC re Draft 2 of, “NRC Safety Research Program?' 

* ACRS • Advisoiy Commilteo on Roaclor Safeguards 85/04/20 ACRS • Advisory 
Commlltoe on Reactor Safeguards 8pp 30606 132-30606 139 

8605290243 Transcript of combined ACRS Subcommittees on Metal Components A 
Structural Engineering 650523 mealing In Washington, DC. Pp 1-243 Supporting decu 
mentation end 

* ACRS - Advisory Committee on Reactor Safeguards 85/05/23 380pp 30596 080- 
30699.100 

BSO 630034 4 Transcript of combined ACRS Subcommittaos on Mefal Components & 
Structural Engineering 050524 meeting In Washington.DC Pp 244 410 Supporting doc 
umentallon end 

* ACRS - Advisory Committee on Roaclor Safeguards 65/05/24. 184pp 30623 007- 
30623191 

850S310067 Staff roquiromenis memo re 850510 poriodfe briefing w/ACRS on ACRS 
role In civilian radwaste mgt program Pa lladJ no will solicit suggestions from Commis- 
sion re ACRS feedback 

CHILK.S J. Office of the Socrelmy of the Commission M05O51O 85/05/21. Office of 
fho Secrelary ot the Commission Ip 30670.309 30670*309 


8605230609 Summary of 660213 ACRS Subcommittee meeting w/ulil In KnoxvIlfe.TN re 
status of open itoms, const & QA deflclenci03,fird protection & equipment qualification 
programs 

* ACRS - Advisory Commitfee on Reactor Safeguards 86/04/09 ACRS - Advisory 
Committee on Reactor Safeguards. 4pp 30544 259-30544 262 

8606230626 Comments on PG&E long-term seismic program plan dtd Jan 1005 Pro- 
gram too general & should be focused more directly on aolsmIcUy at plant 
site Appointment of L Cluff encouraging 

MAXWELL, J C ACRS - Advisory Committee on Reactor Safeguards 85/04/20, 
SAVIO,R ACRS • Advisory Comniittee on Reactor Safeguards. Ip. 30546 061- 
30545 061 

8505230633 Comments on Inspectabillty of recircutatlon sys Data presented not suffi 
dent to find 8 correctly size all Important flaws 

THOMPSON, fl B Ames Laboratory, Energy A Mineral Resources Research Institute. 
THOMPSON, n B. ACRS - Advisory Committee on Reactor Safeguards 86/03/06 
IGNE.EQ ACRS - Advisory Committee on Reactor Safeguards 2pp, 30545 059- 
30545 060. 

8506230838 Summary of ACRS Subcommittee on ATWS 8 Electrical Sys 850316 meet- 
ing w/BNL In WesningtoaDC re Implementation of ATWS rule & status of NRC ac- 
tions on scram breaker reliability. Vlewgraph & draft generic Hr end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/03/15. ACRS • Advisory 
Committee on Reactor Safeguards 1 1pp 30545 048-30545 068. 

8605230646 Summary of ACRS Subcommittees on Extreme External Phenomena & 
Diablo Canyon 850321 meeting w/ulll in Culver City,CA re NRC program on seismic 
design margins 8 util program plan for long-term reevaluation of seisrnlclty at site 

* ACRS - Advisory Coimmltteo on Reactor Safeguards B5/04/08, ACRS - Advisory 
CommiUee on Reactor Safeguards. 16pp 30544:220-30544*235 


ADVCM NRC ADVISORY COMMITTEE 

8605060090 Transcript of Advisory Panel for Da coni ami nation of TMI Unit 2 050411 
meeting in Lancaster, PA Pp 1-149 Supporting documentation anct 
• Advisory Council for Deconlarrinatlon of TMI Unit 2. 86/04/11, 200pp 301B5 113- 
30105:301 

060 B1 30398 Submits TMI-2 safely adviso^ board (SAB) statement provided after NRC 
Advisory Pane) for Decontamination of TMI-2 850411 meeting as part of rept on TMI-2 
SAB 85041 1-12 meetings Slafement re quality of recovery work Included 
CLARK.P.R Genera) Public UlllHlos Corp. - GPU Service Corp 85/05/08. 
DENTO N,H R. Office of Nuefear Reactor Rogulallon, Director 2pp. 30275 334 
30'276.335 


COMMISSION NRC COMMISSIONERS 

8505020243 Weekly info rept for wk ending 860419 
HEHM,T.A. Office of the Executive Director for Operaliorva 05/04/26. 35pp 
30140.063-30140.097. 

8505020418 Responds to 850311 memo re SECY 86 52 concerning steam generator 
tube rupture events 

DIRCKS,W J. Office of Iho Executive Director for Operations. 65/04/24. ASSELSTINE 
Commissioners, Bpp, 301 41:280-301 41 -200. 

-8505020421 Requests response to listed questions re SECY 85-62, "NRC Integrated 
Program for Resolution of Steam Generator Unresolved Safety Issues " 
ASSELSTINE,J.K. Commissioners. 85/03/11 DIRCKS,W.J Office of the Executive Di- 
rector for Operations. 3pp. 3014T268.3014T290, 


8605230659 Summary of ACRS Efeclrical Sys Subcommittee 850226 meeting W/Nucle- 
ar Util Group on Station Blackout & EPRI In Waablnglon,DC re NRC 8 Industry work 
on Unresolved Safety Issue A-44, ^'Station Blackout “ 

* ACRS * Advisory Commlllee on Reactor Safeguards, 86/03/16. ACRS - Advisory 
Committee on Reactor Safeguards 6pp. 30544.1 96 30544*21 2 


8505060274 Responds to 850328 request for summary of acHons taken or planned (o 
address alleged const problems at plant per 850324 broadcast on "Sixty Minutes " 
No issues identified not previously evaluated or under evaluation by NRC 
OIRCKSpW J. Office of the Executive Director for Operations 85/04/30 PALLADINO 
Commissioners, 5pp 30160:260-30189:263. 
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“850506028 3- Roquests summary rept on actions re alteaed const problems ot plant per 
B50324 broadcast on ' Sixty Minutes " Also requests Ofc of General Counsel indicate 
if problems presently m iitigation 

PAlLADINO.NJ Commissioners 85/03/26 CONNELLY.S Ofhco ol Inspector & 
Auditor HAYES.B Office of Investigation DIRCKS Olfice of the Executive Director for 
Operations 9pp 30109 240 30109 249 

8505090122 Weekly info repl for wk ending 850426 
nEHM.TA Office of the Executive Director for Operations 86/05/03 34pp 
30253 253-30253 286 

0505090242 Further reaponso to FOfA request for documents re NRG consideration of 
elfccls of external events upon emergency response planning App B Documents M2 
& 15 20 end & in FOR App B Documents 13 & 14 withhold (ref FOIA Exemption 5) 
FELTON JW Division of Rules and Records 84/12/04 BELL.N Nuclear Information 
& Resource Service 4pp 30249 153 30249 306 

-8505050276 Responds to Secretary of Commission 850225 memo re questions con- 
cerning emergency planning Basis for consideration of natural hazards in emergency 
planning end! 

DIRCKS, W Office of the Executive Director for Operations 04/12/04 PALLADINO. 
GILINSKY, AHEARNE Commisstoners 8pp 30249 227-30249 237 

-85Q50903D3 Addresses considerations raised during 6309 09 meeting re need for spe- 
cial emerqency planning & response capaoiEities for seismically induced 
events Teen r^ica! rationale provided to conclude current eniergency plans sufficient 
DIRCKS, Wd Office of the Execulwe Director for Operations 83/12/21 PALLADINO 
Commissioners 6pp 30249 238-30249 243 

“8605090379 Comments on SECY 84-394 re proposed rulemaking concerning effects 
of earthquakes on emergency planning Rationale for proposing amends should be 
more clearly stated & supported by ref to specific documents 
ZER 0E,J E Office of Policy Evaluations 842330. 84/10/18. PALLADINO, ROBERTS. 
ASSEISTINE Commissioners 2pp. 30249 269 30249 282 

8505100445 Further response to FOIA request tor all documents te Congressional 
840612 bnofing on plant Documenls fisted in app available in PDR Review of remain- 
rng documents continuing 

FELTON, J M Division of Rules and Records 84/12/18 DEVINE, T Government Ac- 
countability Project 2pp 30290 034-30290 042 

-8505100449 Expresses regret at inability to attend Committee briefing on 
plant Comments end re Commission & staff disregard of regulalons in approval of in- 
experienced operating crew & subsequent expurgation of operator qualifications rule 
GILINSKY.V Commissioners 84/06/14 UOALL.M House of Rep , Interior & Insular 
Affairs 6pp 30290 037-30290 042 


—8505160335 Provides views on NRC participation in cooperatiive aclivitJes w/o1h.or na- 
tions in nuclear health, safety & environ matters 

KENNEDY, RT Energy. Dept of 85/04/03 PALLADINO, NJ ComniissionorB 3pp 
30449 106 30449 108 

8505160495 Comments on legislative proposal "Federal Employees Rotlromenl Sys Aci 
of 1965’* Mandatory contribution beyond social security could reduce allractbn of 
agency salary offers compared w/privato Industry 

PALLADINO, NJ Commissioners 05/04/18 STOGKMAN.DA Office of Management 
& Budget 37pp 30447 055 30447 091 

8505160501 Comments on "Nuclear Power Plant Licensing & Standardization Act of 
1985" Standardization of nuclear power plant designs In public mleresl & would In- 
volve public early in licensing decisions 

PALLAdiNO.NJ Commissioners 65/04/15 STAFFORD.R T Senate, Environment & 
Public Works 2pp 30447 046 30447 052 

-8505160506 Responds to Commissioner Asselstine 650311 commonts on Nuefoor 
Power Plant Licensing & Standardization Act of 1985 Hearing process describod In 
bill based on well accepted stds of good cause & public health & safely 
TOURTELLOTTE,J Regulatory Reform Task Force 85/04/10 PALLADINO Commis- 
sioners 5pp 30447 046 30447 052 

6505160510 Submits update to 640529 Itr re use of suspect Raychenn-Flamirol cablos 
m nuclear power plants Tost results show that Flamtro! cables used at facllilios fully 
qualified for intended sve Issue acceptably resolved 

PALLADINO.NJ Commissioners B5/04/22 PANETTA.L E Houao of Rep, Ip 
30446 313 30447 045 

8505100518 Weekly info repl for wk ending 050503 
REHM.T A Office of the Executive Director for Oporallons 05/05/10 34pn, 

30446 276-30446 309 

8505170017 Responds to 850209 Hr re senior reactor operators Overall long term bono- 
fils of upgrading requirements of operator trainers override negative factors, including 
temporary pressures on senior reactor operator pool 

ZE(jH,LW Commissioners 85/04/24 WHITAKER, LD Affiliation Not Assigned Ip 
30483 333 30403 334 

“8505170021 Discusses Instability In utH training depts due to requirement ltiat operator 
license instructors hold senior reactor operator licensos or simulator 
certification Removal of instructor requirements suggested 

WHITAKER, LD Affiliation Not Assigned 85/02/09 ZECH Commisaionsrs Ip 
30483 334-30483 334 


6505160089 Final response to FOIA request for three separate categones ol documenls 
re pips crack problems Forwards documents listed in App A Documenls also available 
in PDR 

FELTON,JM Division of Rules and Records 84/11/02 BELL,N Nuclear Information 
& Resource Service 2pp 30446 1 37-30446 275 


8505160135 Fmal response to FOIA request for six categories of documenls Documents 
1-6 & 8-12 available in PDR Portions of Document 7 withheld & documenls listed in 
App 0 withheld in entirety (ref FOIA Exemption 5). 

FELTON, JM Division of Rules and Records 84/12/17 JORDAN, WS Harmon. 
Weiss & Jordan 4pp 30453 202-30453 207 


‘■B50S160219 Forwards draft order re financial qualifications Affirmation vote sheets 
also end for response W/o end 

CHILK.SJ Office of Ihs Secretary of the Commission 84/05/30 PAL'J\DINO. GI- 
LINSKY, ROBERTS Commissioners Ip 30453 223 30453 223 


“8505160228 Forwards Commissioner Asselstine views on financial qualification policy 
statement 

DAVIS.P Commissioners 64/05/30 GILBERT, Q. Office of Ihe Secretary of the Com 
mission 5pp 30453 224-30453 226 


8505170024 Forwards opening remarks & views on various topics during 8501 GO nomi- 
nation hearing in response to 850422 Ur W/o end 

ZECH.LW Commissioners. 85/04/26 GLENTZ.L Affiliation Not Assignor! Ip 
30463 314 30483 314 

0505230739 Weekly info repl for wk ending 050510 
REHMJ A Office of the Executive Director for Operations, 05/05/16 37pp, 

30543 323-30543,359 

8505300055 Further response to FOIA request for 13 calegorlos of documer>l8 ro groat 
increase in civil penalties between 1970 & 1980, Forwards App A documonla App A & 
B documents available In FOR 

FELTON, JM Division of Rules and Records, 84/10/23 SAMP, R, A. Shaw. PiHman. 
Potts & Trowbridge 4pp 30651 140 30651 287 

—8505300060 Requests written statement of action re EMD-79-9. "Higher Ponaltfoa 
Could Deter Vfolallons of Nuclear Regulations" Response should bo dlroclod to /kp- 
proprialions Committee 

RIBICOFF.A Senate, Governmental Affairs 79/07/30. HENDHit.J M. CommIsslonofB 
ip 30651-144-30651 144. 


“8505160234 Forwards Commissioner Asselstine revised views on financial qualifica- 
tions policy statement Revised views supersede 840530 views & should be part of fi- 
nancial qualifications package 

DAVIS.P Commissioners 84/06/04. GILBERT, G Office of the Secretary of Iho Com- 
mission 4pp. 30453 229 30453 232 


“8505300088 Forwards "Statomonl of Goal & Poficfoa of NRC Enforcoment Program." 
In response to proposed NRC enforcement policy (SECY-80- 1 39) Al lor native onforco- 
ment orogram will be submitted by Juj 1900 

COUNSIL,WG. Nuclear Utility Group on Enforcement 80/06/06, AHEARNE.J.F 
Commissioners Ip 30651-165 30651-165 


8505160202 Advises of abstention from decision to Issue poficy statement that would 
enforce financial qualifications rule prior to Mar 1982 

ROBERTS, TM Commissioners 84/05/04 PALLADINO, GILINSKY, ASSELSTINE 
Commissioners 2pp 30453 217-30453 218 

8505150271 Discusses impact that Congressman Gejdenson proposed amend to House 
Rule 1711 would have on FY86 budget request Passage of proposed amend woufd 
farther erode research capability in listed areas 

PALLADINO.NJ. Commissioners 85/04/30 UOAU.M K House of Rep . Interior & In- 
sular Affairs 19pp 30450 201-30459 218. 

8505160279 Informs of further staff actions on Requests 9,10,11 0 13 in petition for 
erriergency & remedial action on environ qualification Staff evaluation & responses 
adeauataly address concerns 

PALLADINa,NJ Commissioners 85/05/08 WEfSS.ER Harmon. Weiss & Jordan 
1 p 30450 030 30450 035 


quarterly status rept in response to direction given fn House Rept 
97-850 Tola! licensing delay for UmericK 1 is 2 months 

PALLADINO.NJ Commissioners B5/05/02 BEVILL.T House of Reo. Enerav & 
(Dommerce 14 pp 30450001*30450 014, 

850516028$ Forwards Vof 7.NumbQr 3 to NUREG 0090, "Rept to Congress on AOs," 
Jul-Sep1 1984 Four AOs occurred at nuclear power plants licensed to operate 
PALIADINO.N J. Commissioners 85/04/29 O'NEILL.T.P House of Rep , Speaker of 
the House SUSH.G H Senate, PresMent of the Senate, 72pp 30457 110-30457 180 


“^05300100 Requests that Commission not decide any legal or policy Issues unli) in- 
dustry presents written & oral comments re proposed enforcement policy Allornalivo 
policy anllcipalion by Jul 1900 

REYNOLDS.NS Debevoiso & Liberman 80/04/25. AHEARNE.J F. Commissfonora 
4pp 30651,202-30651.287 

8505300106 Advises that on 850415,GSA Issued solicitation for offers for proporlv 
owners to provide space for consolidation of NRC in newly leased facillly Responses 
to solicitation expected by 650605 ^ ^ 

Commissioners 85/05/t3. BEVILL.T. House of Rep , ApproprlBlIona 
SIMPSON^ Senate, Environment & Public Works, HATFIELD, M.O. Senate. Appro- 
prlations 3pp 30659-260 30659-264, ' 

0505300106 Advises that on 050415, QSA Issued solicitation for offers for DroDorlv 
owners to provide space for consolidation of NRC fn newly leased facility. Res Dons os 
to solicitation expected by 060605 la u » 

Commissioners 86/05/13, BEVILL.T House of Rep., Ap prop rial Ion a 
^ Commerce. UDALL.M House of Rep , hterlo?! 
Insular Affairs 3pp. 30659.260 30659,264 ^ o 

re upgrading of technical data acquisition ca- 
pabi itles dalmealed in FY04-85 NRC Authorization Act quiamon ca 

PALLADINO.NJ Commissioners 85/05/10 SIMPSON, A Senaio. Environmonl & 
Public Wmks. U^DALL.MK, House of Rep., Interior & Insular Affairs MARKEYE J 
House of Rep,, Energy & Commerce. 17pp. 30659 223-30650:239. 


0505160330 Expresses appreciation for 850403 Ur endorsing NRC Intt cooperation 
ac ivities, including safety assislance & training support given to IAEA & regulatory & 
safety agencies of deve lopfng countries 

Commissioners. 85/04/30. KENNEDY,RJ. Stale. Dept of Ip 
30440.105-30449 100 r r 


8505300126 Forwards supplemenlat info to responses to 850328 questions re TV A ram 
concerning pressure monitoring Instrumentation Fact finding team recomniorid^ on 
Inadequacies in TVA procedureB ^ 

P/VLLAOINO,N J. Commfssfoners. 85/05/10, UDALL.M K. House of Rep Interior & In 
sular Affairs 6pp. 30659,202-30659:21 1 , 



woHu-'OC'fETKo Ilf m 


^8505300142 Requests add) info On recent TVA rept |'B4& 85 0305 303) pressure 
monlloTing inatrumeptatian af facility Response to asied questpons requoated by 
8S0330 

UOAlL,W K House of Rop , fntenor & Insular Affairs eS/03/26v PALLAO^NO,M Cottv 
miBSfonera 4pp 30659 2QB'30659 211 

8505300146 Ack receipt of proposed draft rev to 40CFR1502 22 re ‘'worst case'* analV' 
ste regulation No deiinlle agency comments w\ll be provided since rev not yet issued 
for public comments Public comments sViould be obtained. 

PALLA01N0»NJ Commissioners 86/05/13 HILL, A Council on Enwronmental Qual 
iiy ip 30669 199.30659 201 

-'8505300149 Forwards, for comments .draft rev re amend to 40CFB15&2 22 re ’’'worst 
case" Tegvjlatos whfch govern part of EIS process, per 850322 di&cusslor> Response 
roqUGSled by 850426 

HILL, A Council on Environmental Quality 05/04/15 PALLADINO.NJ Commission 
era 2pp 30659 200-30659 201 

8505300321 Further respon-ae to FOIA request for five ceteqiorfes of documents pertain* 
ing to proposed hydrogen controt ruleApp A documents end App B document com 
plBtely withheld (ref FOlA Exemption ^ 

FELTON, JMv Oivisfon of Rules and Records 84/1VQ2 HtATT.S Ohio CiUzens for 
Responsible Energy 6pp 30667 01 4-30Sft7 306 

-&404 160109 Informs Qt recent info re hydrogen combustion teats Into should be con- 
sidered prior to decision on final hydrogen control irule iSECV-83-367) 

OIRCKS.W J Ohice of the E^cecutwo Director for Operations. SECY-Q3-357 84/03/ 
15 PALLADINQ Commlssionera 2pp 30667.032-30667 062 

-8505300337 Advises that Commission prefers Ip wait for addi Info indicated In EDO 
640316 memo before proceeding w/hydrogen control rule 

CHILK.S J Office of the Secretary o1 th© Commls&ioh 84/04/24. GILINSKY Commis- 
sioners 1p aOB67 036 38667 030 

^8505300342 Foresees no reason to delay further action on hydrogen control fiit© 
GILINSKY, V Commissioners 04/04/12. GHILK,SJ Oflice of the Secretary of the 
Commfsalon fp 50667 031-30667.031. 

8506390510 Responds to FOIA request lor dDcumenfs &. transcript o1 Commission 
840731 dosed meeting > 

FELTON, J M Division of Rules aiNd Records 84/11/02 0EI.C,IY. rfucfear friformalion 
& Resource Service 3pp 30652125-30653 002. 

-B605300622 Questions NRC conduct of Investlgalion of possibfe mat! false slaiemenis 
re operator licensiriQ exams Issues concern fnapproprlato sharing of info & authoriza- 
tion of continued operation subsequont to learning of falsillcabons 


MARKtY.E.d, House of Rep 
30652 306 30652 306 


14/02/27 PALLADINO.NJ Comm/Bstoners 3pp 


-8505300526 Discuss os NRC recommendation contained m seGY.84-209 r© mall false 
statements involving operator tramlnp & licensing, Discrepancies between SECV'84- 
209 & Ofc of Inveatigalions rapt nol^a 

MARKEY,eJ. House of Rap B4/O7/30 PALLADINQ, NJ Commissionars 4pp. 
30652:309 30652 312. 

85QS3QG670 Weekly fnfo ropt for wK andlrig 850617 

Office of tno Execulbr© Director tor Operations. 85/05/22 42pp 


30662 026*30652060 


0606310009 Partial response to FOIA request for documents re NRC contracts for ceurl 
reporter svos Forwards documents listed In App A App A documents ayar/abfe Jo PpR 
FELTONJ.M. Division of Rule^ and Reoarcfa. NRC-17 83 399. 84/11/15. RILEV,A 
Taytoa Assoclales. 7pp 306B1* 121-3066 1.311. 

-8505310273 Forwards A Riley Hr re NRC declslDn ne\ to exarclae option on contract 
for steriographlc reporting svcs W/o end 

BARNESiMD House of Rop 04/02/09 RALUDINO.N J. Commissioners Ip 
306ar25740eQ1 257. 

-&5O631O270 Requests notification of whether NRC will exercise opWon vr Hinder con* 

fracf w/Tai^oe Assoo tor court reportlnfl svcs , ^ 

FAUNTROY.W.E House of Rep. 84/02/13 PALLADINO.NJ Commissioners, 2pp 


306&L25B-30681'25a 

-9606310284 Expresses coricern over NRC withdrawal of court reporting awes require- 
ment from SBA sel-a side program Explanation rewsted 

WITCHELLPJ. House of Rep. 84/02/24 PALLADINO.NJ Commissioners. 2pp. 
30681 '260 30681-261 

CONTRACT HRC CONTRACTS AND MODIFICATIONS 

9603910128 Notification of cor^liact execution, Mod 2, to 'Tsehnfeaf Assistance on After- 

LfTTLl,M^&SrSKmtfont^^^ FIN 0-7366-3, NFlO-02-W^32. ^/03^6. 

OAVISJ. Office of Nuclear Material Safety & Salaguarrta.Dfrecfof. ROLES.G. NRC - 
No DefaKed Affiljaiion Given, ip. 291 87 ■327-29187:328^ 

-8603010131 Mod 2,deobWgatlng unliquidated bafance.lo ’Technical Assistance on At- 

CLINh'^J a Dames & Moore EDGEWORTH, PJ. Admfnlsfratlvo ContraclB Branch. FIN 
B-7366-3. NRG-02'03-092, 85/02/20. Ip. 291 87.328-29 167:328. 

0503070594 Nollfication of contract execution, Mod 7,lo "Tachnlcal & Engineering Sup- 
port Sves tor Radio Commimlcatlona GonfractonpOf 
BROMBERG, BJ. Artminfa ratfve Ccntracls f c t® wor 

CARLEYJ Division of Faclllliaa & Operations. COHEN, S„ MELVK-EE.T NRC • No Dc- 
talfed Affllletlon Given. 1p. 292821181-29282:1 82. 

-5503P70BD3 Mod T.teeaslng obligated funds tor FYBB.to “Technical & Engineering 

• 'lnfe°rlor?lD^L oL of Contracts. NRC'fO 63-362 65/02/25 Ip 

20282.182-29282:182. 


tr» , 





84 ,p 30099 126.3^%-^7 ' ' 

®*BROM0EPiG°b J 5,-'" 

04/11 BASSETTH^;.’' ^ ' .... 

NRC - No Detailed AwSa-'.^-. ,'vV„ " ‘ " 

- - . , 

8814 NRC-33.83.4M'ef-Dt/.; /;. ■ ' / ' 

p^wcal Method's for ' 

BROMSEftG.a J Adm " 

^No ^ ^ 

"*8505010105 ^ 

anca In Geophysj^r^af «r' ^ ^ ‘ 

■ ■ 

- * 

' ' 

-850^101 16 Mojf t S.adcjj-rvQ m 

1666 NRC-as-a^-Gia ^ ‘ 

BSOBOW181 Nctificstian €^r ^ . t*. / ..... i 

Radfalion Control Aclrvrt^a S 
Confractor.FOA ' 

CQLEMAN.R. Acfmirt^strabvo » . - k- « 

17 KERR, GW, Ofnco of Slaton- , r - ^ • <, 

liliallon Given. Ip. 3Dl 12 23 1 3o ^ U' ^ " « 

>-8505010183 Mod l4,iofvewirv3 >4 f 'Iji 'i' & < - 

“Coordmation of Faderai/Staha , a fe •‘.in' ^ 

Radialson ConLroa Probi&rrts ' 

TIDMORE,J.L Food & DfusO Adfe'^isri-i/'r^sr/* f • 

1620. NRMe-76 247 &5/04M7 C't-ji > _ . , > 

8505010446 ffoWreabon ot *»- i' ^ . 

awarded to Enei-gy Oashr 

BROMBERG *B AdrmruiStTaW'e? ^ >*. »»"'r n- ^ 

BESAWiW- Division of Toctv'ecsssi ft - 

NRC- No Dotailod Aff^batson , -4. , 

-‘9605610461 Coouact ’’AnreuaJ { f-r/, . 

Dal/y.lfic. ...... 

HAtPlN.A Energy Oaity. tfsc Wtc.vv-f i /-x-i .1 ► \ <v' 

04/22 fiOpp, 30163 ^45-3^)Se4 Crjl 

8505010568 Nofjtioatiori o1 eoctraiLi >- 

50 nnelD<?si#joelry/’ Contract Ur-#v 
SJLVjaRM. AdnwTBstraWa C<?rv3:a«c:?a t-Vsufi'. '■"-i 
FOfVEHANOeW. Offic© Of f^iuc^eisir " 

- No Detailed At«»atK>n Oivon 7p 

^8605010676 Mod t7,9rarrtrrtg- 

^^rttraci balance & cteofcifegatifng vim. “ "J'-' /i-t 

DALR?MPLE^T*Mte£S^5!W . 


8605020138 MoUISca.^ of -a-.- i 

coleman!r. a'v.......,' rr..,, i 

BESAW.W. Owlsioa of ^ *: ' 

. No Detailed Affiliation ip ^ 

-6505020146 Mod e.,«c/o«=«ig '< »«• 


1 I 


18, Ip. 30130 287-30130:^7 

9506020159 Notirnsatoon C. 1 

Fr»erg% r;? 



290 NONDOCKETED ITEMS 


-8S050203JS Lif Conirsct NRC'04>76 ?IS,Mod se.deobligalmg EPRI funds, (o “BWH 
Full Inlegral Simjialiort Tesl (FIST) P/ogram ** 

THOMPSON, R D Technica? Assislance Contracls Branch FilN B 3014 NRC-04-76' 
215 85704/02 0OGK,R G General Electric Co Ip 30139 353-30139 363 

5505020380 Noliffcation of conlract exec^Jticn.Mod S.to “Reviewng Hydro geologjc In 
veshgahoins of Bedded & Dome Salt Basins P/ojecI A ” Contractor WiUrams & Assoc 
BROMBERG, a AdminJSiraliVQ Coniracts Branch FIN Q 7389 NRC 02-83-033 05/04/ 
23 DAVIS.J Office of Nuclear Matenal Safely & Safeguards, Dire dor. HOSS.FW 
NFC - No Polafled Affiliation Given Ip 30141 359 30141 361 

-0605020387 Mod S.exiendifig period of performance lo 850930 & changing project 
officor.io "Reviewing Hydrogeologic Investigations of Bedded & Dome Sail Basins 
Project A " 

WlLLIAMS.fl E Williams & Associates WIGGINS.E Division of Conlracls FIN B-7389 
NRC 02 83-033 85/04/23 2pp 30141 360 30141 361 

8505020547 Nolihcalion of coniract execution, Mod 2,1o "Generaf & Refresher Courses 
in VVefdmg Technology & Codes *' Contractor B&W 

PAGE.M Technical Assistance Contracts Branch FIN 8 8715 NRG 05 83-217 85/ 
04/17 MUIR, A Director's Office, Office of Inspection and Enforcement 
HASSEL0ERQ,n NRG - No Oelai led Affiliation Given 1p 30141 009 30141 011 

-8505020555 Mod 2irovising dates for refresher courses.to "GeneraJ & Refresher 
Courses in Welding TochnoTogy A Codes " 

HICKS3R Babcock & Wilcox Co EDGEWORTH.PJ Division of Contracts FIN B 
8715 NRO05 83-217.85/04/17 2pp 30141 010 30141 011 

8505070109 Notlficalion of contract execution, Mod 4, to "NOAA Meteorological On Call 
Tachnfcal Assistance Program (1) " Coniractor NOAA 

lITTLE.M Technical Assistance Conlracls Branch FfN 8-7627 NRC-Oa-a 1-099. 85/ 
04/30 MATTSON, RJ Division of Systems Integration (post 811005) SPlCKLefl,! 
NRC • No Detailed Affiliation Giver* ip 30217356-30217 357 

-8505070119 Mod 4,cfeobllgating unliquidated balance for conixact closeout, (o '‘NO/U\ 
Met eoro logical On-Call Technical Assistance Program (1) " 

VANDERHOVEN.I Commerce, Dept of, Nall Oceanographic & Atmospheric Admmfs- 
tratiorr EDG E WORTH. P J. DivTsion of Contracts FIN 3 7527 NRC03 81-099 05/04/ 
30 ip 30217.357-30217,357, 

8606070123 Notlficallon of confxact execution, Mod 12,(o "Ca/d-Entry Access ConfroJ 
Sya " Contractor Vikonlcsjnc 

SILVIS.RM Administrairve Conlracls Branch NRC-1oe2 390 85/05/02 BRADY, RJ 
Division of Security. FINGER, R NRG - No Detailed AlfilJatlon Given. Ip 30217.354- 
30217 355 

-8S05070125 Mod 12,deob!igallng remaining balance, to "'Card Entry Access ConiroJ 

S^TRONGpJJ. Vikonlos, Inc WIGGINS.E Division of Contracts NRC-1 0 02-399 65/ 
Ofi/62 Ip 30217 355*30217 355 

6SG 50 80068 Noiification of contract execution "Maint Sve for Seven Multi-Channel Ana 
lyiers ” awarded to Nuclear Dal a, I no 

(DOLEMAN.R Admfnistra live Conirac (8 Branch FfN 0-8409 NRC-2C 85-361 85/04/ 
29. GODY,A Office of Resouxco Management, Director. TOLSON.V NRG • No Do 
tailed Affiliation Given Ip 30228 247-30229 298. 

<-6605080472 Con trad '*Malnl Sve for Seven Multi Channel Analyzers," awarded to Nu- 
deer Oaladncv 

BRACKMANN.T W. Nuclear Dale. Ific WIGGINS.E. Division of (Donlracts FIN 8-8409 
NFC 28 85 361. 85/04/29 51pp 30229 248 30229 290 

65Q5Q80194 Notification of coni/act executlon.Mod 2, to "Scientific Code Implemenia 
tlon/Davelopmenl " ConlraclorSBA Subcon Iraclor.ln lor Sys.fnc 
BROMBERG, BJ. Adm Inf stra live Contracts Branch FIN 0 8898 NRC33 84 376 8 5/ 
03/28 BASSETT, HS Division of Automated Information Services. ROBINSON, E 
NRC - No Delailad AffMon Given 1p 30231 061-30231 085 

-850506019^ Mod 2, extending period of performance to 860304 & increasing fundingjo 
“Sclenllflc Code Implamenlailon/Developmenl " 

IVORY,a.J Small Business Administration WANG, CL. Inter Systems, fnc. 
WIGGINS.E Division of Conlracls FIN 0-8898, NRC-33-a4-376 85/03/28 4pp 
3023T062-30231 065 

8606060218 Notification of contract oxecution,Mod 25,lo "Licensing Technical Assist- 
ance " Coniractor. Scfeoco AppIleaDons fntJ Coro 

MCLEAREN.T. AdmJnlsIralive Contracts Branch NRC-02-B3'035. 65/05/02 DAVIS, J 
Office of Nuclear Material Safety 8 Safeguards,Director. LOYSEN.P NRC - No De- 
lafled AfliUallon Given Ip, 30231.027-30231 029 

-050506026$ Mod 25,ex(ending period of performance for Task Orders 004 & 009 unlit 
650930 at no addi cost.to "Licensing Technical Assistance " 
lEVlCK.M L Science Applications mternatronal Corp. (formerly Science Applications, 
Inc). WIGGINS, E Division of Conlracls. NRC 02-83 035 85/05/02 2pp 30231*020- 
30231:029 

8505080224 Nolfficalion of contract exocutlon "Oporale.Manage & Support NRC ADP/ 
Secure Communtealyona Ctr,” awarded lo Into Sys ft Neiworks Corp 
BR0MBERG,B Administrative Contracts Branch FfN 0-1307 NFC-25-85-328 85/ 
04/16 BASSETT DiVisfon of Automated Information Services KING.M, NRC - No De- 
tailed AHHlation Given. 1p. 30230‘245-3(y231:026 

*>8505080231 Contract’ "Operate, Manage ft Support NRC ADF/Secure Communica- 
tions CU," avratded lo Info Sya ft Nelwotks Corp. 

MALKANI.R. Irformatfon Syslema ft Network Corp. 8UTLefl,J P. Division ol Con- 
tracls. FIN D-1387 NHC-25 85 328 05/04/16 144pp 30230 246-30231.026. 

8505090365 Neliflcalian ol contract execution.Mod 2,lo "Prepare 5*Yr Telocommunica 
lion Plan.” ContracloriSBA Subcontractor KOH Sys, fnc 

COLEMAN,ft Admin lalrallvP Contracts Branch NRC-IO 84-535 85/04/05 
CORLEY, J. Division of FacKIfles ft Operations. JONES, T NRC ■ No Detaifed AfMJalton 
Qiverlv Ip. 30210 350 30210 353. 

-*6505090367 Mod 2,0xtendlr>g period of performance lo 05O4l5,fo "Prepare 5-Yr Tele- 
com iriunicallon Plan '* 

BUTLER, JP Small Business Adm In ial ration NUTTING, FD. KON Systems, Inc 
WIQG(NS.E. Divlsfon of Contracts. NRC-10.a4 53S 86/04/05 3pp 30210,351- 
30216:353 


8605080436 NoKficalion of contract oxocutron.Mod 2,to "Foreign Fuel Cycle Dala " 
Contractor Nuclear Assurance Corp 

MCLEAREN.T Administrative Contracts Branch FIND-1012-5 NRC 02-84-003 85/ 
04/11 BROWN.R S Office of Nuclear Material Safety ft Safeguards, Director 
HORN.B NRC - No Detailed Affiliation Given Ip 30228 343 30228 361 

-8505060463 Mod 2, adding slatemenl of work, extending period of performance to 
851 103, providing delivery/payment schedule ft adding funds for add) wor)<,to "Foreign 
Fuel Cycle Dala " 

THORLPP.C S Nucfoflr Assurance Corp WIGGINS.E Division ol Conlracls FIN 0 
1012 5 NRC 02-84-003 85/04/11 8pp 30228 344-30228 351 

6505090466 Notification of contract execution, Mod 10, to "Stenographic Roporlmg 
Sves" ConUaclof Taylor Assocrates.Ltd 

MCLEAREN.T Administrative Contracts Branch FfN D 1455 NRC-1 7 83-399 85/04/ 
26. HOYLE, J C Office of the Secretary of the Commission SULLIVAN, P, MORAN, D 
NRC No Detailed Affiliation Given Ip 30235 291-30235 292 

-8505090472 Mod 10, increasing total amount obligated, to "Stenographic Repodrng 
Sves" 

* Toyloa Associates WIGGINS.E Division of Conlracls FfN D-1455 NRC-1 7-83 399 
05/04/26 Ip 30235 292-30235 292 

8505090535 Nolincallon of contract execution, Mod 2, to "Training Course Entitled. 
'Safety A^ects of Industrial Radiography’ " Contractor Gamma Industries 
MCLEAREN.T AdmlniSlraHvo Contracts Branch FfN B-1618 NRC 06-05 390 85/05/ 
01 KERR.G W Office of State Programs, Diroctor ASHLEY, E NRC - No Detailod Af- 
filiation Given Ip 30235 362-30236 363 

-8506090539 Mod 2, adding course In FY05 ft Increasing funding, to "Training Course 
Entitled, 'Safety Aspects ol Industrial Radiography' " 

* Nuclear Systems, Inc WIGGINS.E Division ol Contracts FfN B-1618 NRC-06 05 
390 85/05/01 Ip 30235 363-30236 363 

8505090544 Notification of contract execution.Mod 10, to "Geotechnical Assistance " 
Contractor US Army Corps of Engineers 

COLEMAN.R Administrative Contracts Branch FIN B-6936-5 NRC-02-ai-036 05/ 
04/01 OAVfS.J Office of Nuclear Material Safety ft Safeguards.Direcfor 
WESTBROOK, K NRC • No Detailed Affiliation Given tp 30248 009-30248 01 1 

**8506090548 Llx Contract NRC-02-81 036, Mod 10, increasing estimated cost ft obligat- 
ed amount.lo "Geolechnvcal Assistance " 

EDGEWORTH, PJ Technical Assistance Contracts Branch MCCORMICK.WN Army, 
Depi of, Corps of Engineers FIN 0 6935-5 NRC-02 81-03B 65/02/22 KELLYtB 
Army. Dept of. Corps of Engineers 2pp 3024 8 010 30248 01 1 

6S051 00003 Notification of contract oxecution.Mod 9.to "Assay of Long Lived Radionu 
elides in Low Level Wastes From Power Reactors " Contractor Science Applications 
Inll Corp 

MCLEAREN.T. Administrative Contracts Branch. FIN B 7356-5 NRC'02-02-043 65/ 
04/05 DAVIS, J. Office of Nuclear Matermf Safety ft Safeguards, Director 
JOHNSON.T NRC - No Detailed Affiliation Given Ip. 30286 099 30286 101 

-6508 1 0000 5 Mod 9,tund1ng contract cost growth, to Assay of Long Lived Raclionu- 
ctid s in Low Level Wastes From Power Reactors." 

ARCHER.C D Science Applications International Corp (formerly Science Applications, 
fnc ) WIGGINS.E Division of Contracts FIN B 7356 5 NRC 02-82-043 85/04/05 
2pp. 30286.100-30286 101 

9505100008 Notification of contract execution.Mod 24.lo "Licensing Technical Assist- 
ance " Contractor Science Applications Inti Corp 

MCLEAREN.T Admfnlslratfve Contracts Branch FIN D-1 023-5 NRC-02-83 035 85/ 
04/30 OAVJS.J OflJCo of Nuclear Material Safety ft Safeguards, Director LOYSEN.P 
NRC * No Detailed Affiliation Given Ip. 30286 102-30266 109 

-0505100010 Mod 24,definitizing Task Order 012 ft increasing contract amount, to "LI- 
censing Technicat Absis lance 

LEVICK,M,L Science ApplicatiohS International Corp. (formerly Science Applications, 
Inc) WIGGfNS,E Drviaion of Confracts FIN D-1023-5 NRC 02-83 035 85/04/30 
7pp. 30286*103-30286 1 09 

6505100013 Notification of contract execution.Mod l,lo "Technical Assistance in 
Soismo Tectonic Impacts on U Recovery ft Low Leve) Waste," ContractorUS Army 
Corps of Engineers 

MCtEAREN.T. Administrative Contracts Branch NRC 02-85 003 05/04/11 DAVfS.J 
Office of Nuefear Material Safety ft Safeguards, Director VALDES.J NRC • No De- 
tailed Affiliation Given Ip 30266 1 10-30266 111 

-8506100014 Llr Contract NRC-02-85-003,Mod 1, changing NRC project officer.lo 
"Technical Assistance fn Soismo-Tectonic Impacts on lT Recovery ft Low Level 
^Vflst0 

WIGGINS.E Division of Contracts NRC-02 85-003 85/04/11 MCCORMICK.WN 
Army, Dept. of. Corps of Engineers 1p 30286 111-30286 1 1 1, 

8505130062 Notificatiori of contract execution.Mod 6, to "Reviewing Hydrogeologic In- 
vestigations of Nevada Test Site - ProJoct 0 " Contractor GeoTrans.lnc. 

BROMBERG, B Administrative Contracts Branch FIN 0-7378 NRC 02-82-047 85/05/ 
03 OAVIS.J Office of Nuclear Material Safety ft Safeguards, Diroctor. POHLEiJ NRC 
- No Detailed Affiliation Given Ip 30383 113-30383'114 

-8505130067 Mod 6, extending period of performance at no addI cost to govt, to "Re- 
viewing Hydrogeofoglc Investigations of Nevada Test Site - Project D " 

MERCER, JW. GeoTrans. fnc WIGGINS.E, Division of Contracts FIN B-7378 NRC- 
02-82-047 85/05/03. 1p. 30383:114 30383:114. 

0505130075 Notification of contract execution.Mod 8,lo "Severe Accident Core/Vesse!/ 
Containment Interactions, Contractor, Purdue Research Foundation 
STEWART, S D Technical Assistance Contracts Branch FIN B-a634 NRC 03-83-093 
85/05/01, BERNERO.fl.M Division of Systems Integration (post 811005), HARDIN.W 
NRC - No Detailed Affiliation Given 1p 30303-096-30383 097 

-8605130060 Mod a.defetlog statement from Mod 6 re utilization of obligated funds, to 
"Severe Accident Core/Vessel/Containment Interactions," 

YOST.K J. Purdue Research Foundation THOMPSON, R.D, Division of Contracts FIN 
B 6034 NflC-03 63-093. 85/05/01, 1p 30383 097-30303 097 
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8506130096 Notilrcalion of contract execution, Mod 21. to "Reactor Effluent & Environ 
RadjoactiviW Stds " Contractor NBS 

UMBEL, D Technical Assiatanco Contracts Branch FIN B-5118 NRC-05*72‘100 85/ 
05/01 MUIR, A P Director’s Office, Office of Inspection and Enforcement COHEN.L 
NRC * No Detailed Affiliation Given Ip 303B3 055 30303 060 

••8505130101 Mod 21, providing work scope for Fy85, extending period of performance 
& increasing NRC funding,to Reactor Effluent & Environ Radioactivity Stds " 
SHREVE,OB Commerce, Dept of. National Bureau of Standards EDGEWORTH,PJ 
Division of Coniracis FIN 8 5118 NRC-05-72-100. 85/05/01 5pp 30383 056- 
30383 060 

6505130112 Notification of contract execution.Mod 3,to "Techr^lcal Assistance for Sup- 
port of Const Appraisal Team (CAT) Insps " Contractor Parametor.Inc 
PAGE,M Technical Assistance Contracts Branch FIN 8 8718 NRC-05 B4-152 85/ 
05/01 DE YOUNG, RC Director’s Office, Office of Inspection and EnforcemenL 
PHILLIPS.H NRC • No Detailed Affiliation Given 1p 30383.022 30363 024 

~850B130120 Mod 3,increaBing cost ceiling & adding consultant rales for Contract Yr 
2, to "Technical Assistance for Support of Const Appraisal Team (CAT) Insps." 

LOFY.R A Parameter, Inc. EDGEWORTH, PJ Division of Contracts RN B-8710 
NRC-05 04-152 B5/05/01 2pp 30303 023-30383 024 

8606130123 Nolification of grant execution.Mod 2, to ’"Criteria & Procedures for Low 
Level Radwasto Mgl " Grantee Conference on Radiation Control Program 
Directors, Inc 

STEWARTS Technical Assistance Contracts Branch. NRC-G 04-83 005 85/04/17 
BATSON,W Office of Nuclear Regulatory Research, Director KIM,K NRC • No De- 
tailed Affiliation Given. 1 p 30378 350 303/8.360 

-6506130131 Mod 2, providing no cost 1-yr extension of grant perfod.to "Criteria & Pro- 
cedures for Low Level Radwaste Mgl " 

HARDIN.C M Conference of Radiation Control Proaram Directors. Inc 
EDGEWORTH,? J, Technicaf Assistance Contracts Branch NRC-Q 04-83 006 85/04/ 
17 Ip 30378 360-30378-360 

8605130164 Nolification of contract exocution,Mod 4, to "UllrasensiUve Bioassay Meas- 
urements Using Spotlu Initiated Resonance fonlzatlon Spectroscopy,” 
Contractor Atom Sclenc 08 ,lnc 

HAWKINS,D. Technical Assistance Contracts Branch NRC'04'83-180 05/05/01. 
FOREHAND,W Office of Nuclear Regulatory Research, Director NE€L,n, NRC - No 
Detailed Affiliation Given. Ip 30370 355-30378 356 

-8505 130 168 Mod ^.extending period of performance through 850630, to “Ultrasensi- 
tive Bioassay Measurements Using Spullu Initialed Resonance Ionization Spectrosco- 
py" 

SCHMITT,H.W. Atom Sciences, Inc THOMPSON.R D Division of Contracts NRC 04- 
83-180 85/05/01 Ip 30378.356 30378 356 

0505130334 Notlficalion of contract execution, Mod 2, to "Technical Assistance for In 
Situ Testing " Gontreclor.Enaineers Inll. Inc, 

BROMBERG.B Technical Assistance Contracts Branch FIN 0-1004-5 NRC-02-04- 
002 85/05/07. BROWN.R.S. Program Support Branch BUCKLEY,J NRC - No De- 
tailed Affiliation Given Ip 30378 239-30378 241 

-0505130342 Mod 2.extending period of performance to 851219 a1 no addl cost & 
adding addi funding, to "Tachnlcal Assistance for In Situ Testing " 

SINGH, M M Engineers International, Inc. Wl GOINS, E. Division of Contracts FIN 0- 
1004-5 NRC 02-04 002 05/05/07 2pp 30370 240-30378 241. 

6605140015 Notification of contract execution "On Call Msint of IBM Sys Six & Dis- 
playwnter Sys," awarded to Technical Specialties, Inc 

BAZfN.J P Adminisiralive Contracts Branch FIN D-1384. NRC-33-85-320 05/04/29. 
BASSETT, HS Division of Aulomafed Information Services JOHNSON, C NRC - No 
Detailed Affiliation Given. 1p 90389 355-30390 065 

-6505140017 Contract "On Call Maint of IBM Sys Six ^ Displaywrller Sys," awarded to 
TochnicalSpecialtiesJnc. 

^ Technical Specialties. Inc DAVIS,KA Division of Contracts FIN 0 1384 NRC-33- 
05 326 05/04/29. 73pp 90309.366-30390.005 

8505140299 Notification of conlract exec u I ion, Mod 7, to "tease of Vehicles” 
Conlractor We Try Harder, Inc 

SILVIS.R.M. Administrative Coniracis Branch FIN B-8153 NRC-10 82-377 85/05/08. 
CORLEY, J Division of Facilities & Operations, GRANT, L. NRC - No Oelalled Affiliation 
Given, Ip 30389.334-30389.335. 

-8605140311 Mod 7,deobliga(ing remaining baldnco,to "Lease of Vehicles " 
BELLOMO.M. We Try Harder, Inc WIQQINS.E Division of Contracts. FfN 8-8153. 
NRC-10-82.377 05/05/08 Ip, 30389 335-30389 335, 

6505160038 Notification of conlract execution, Mod 9, to "Engineering Characterizations 
of Seismic Motion for Nuclear Power Plant Design " Contractor. Woodward-Clyde Con- 
sultants 

UMBEL,D Technical Assistance Contracts Branch NRC-04-80 162. 85/05/00. 
FOREHAND, W Office of Nuclear Regulatory Research. Director COSTELLO, J. NRC - 
No Detailed Affiliation Given, fp 30438:108-30436:107. 

-8505150039 Mod 9,provlcfing no-C03t extension to 850630, to "Engineering Character- 
izations of Seismic Motion for Nuclear Power Plant Design " 

MILLET.RA Woodward- Clyde Consultants, Inc. EDGEWORTH,P J Division ef Con- 
tracts NRC 04-80-192 05/05/06. Ip. 30438:107-30438-107 

8505150522 Nolification of contract execution.Mod 12, to "Career Counseling" 
Contractor BEMW,lnc. 

MCLEAREN.T. Administrative Contracts Branch. NRC- 10-82-358. 85/<>5/02 
GOLDMAN,P.J, VAN SANTEN.L Management Development & Training Staff Ip 
30435-361-30435 362. 

-6505150528 Mod 1 2Jn creasing funds.to "Career Counseling." 

* Binder, Elster, Mendofson & Wheeler, Inc,, (formerly BInder/Elster Associates). 
WIGGINS, E Division of Contracts. NRC-1 0-82-358. 86/05/02. Ip. 30435.362- 
30495:362 


8505160580 Notjfjcalion of contract execuhon,Mod 4, to "Environ Monitoring Program 
W/Stato of GA " Contractor Stale of GA 

SILVIS,RM Administrative Contracts Branch FIN B-5203 NRC-05-80 270 85/05/08 
DEYOLFNQ,R Direclor's Office, Office of Inspection and Enforcement COHEN.L K 
NRC - No Detailed Affiliation Given Ip 30438 065-30438 066 

-650515Q596 Mod 4,deobligatmg remaining balance, to "Environ Monitoring Program W/ 
State of GA ’’ 

IVEY,FS Georgia, State of THOMPSON.R 0 Division of Contracts FIN B-5203 
NRC-05-80-270 85/05/08. Ip 30438 066-30438 066 

850S160038 Corrected notification of grant execution.Mod 2, ’’Partial Support of Geolog 
leal Sciences Board." Grantee NAS 

STEWART»SD Technical Asei stance Contracts Branch FIN G 1054 NRC G 04-83- 
007. 84/12/31 BATSOK.W Office of Nuclear Regulatory Research, Director 
ZURFLUEH.E NRC - No Detailed Afliliation Given Ip 30449 169 30449 169 

8506160046 Notification of contract execution, Mod 9, to "Geophysica! Investigation of 
Seismicity of Clark Hill Reservoir Vicinity " Contractor Georgia Inst of Technology 
SILVIS.R M Administrative Coniracis Branch FIN A 9028 NRC-04-77-210 85/05/07 
FOREMAN D,W Office of Nuclear Regulatory Research, Director 8RAZEE,R NRC • 
No Detailed Affiliation Given Ip 30449 177-30449 170 

-850S160048 Ltr contract NRC-04-77-210, Mod 9,deobligating funds, to "Geophysical In 
vestigation of SelBmiclIy of Clark Hill Reservoir Vicinity" 

WIGulNS.E Administrative Co Jitfacls Branch FINA-9D28, NRC-04-77-210. 85/04/16 
LINDBERG.B Georgia Institute of Technology. Atlanta. GA Ip 30440 178 30449 170 

8505160050 Notification of conlract execution.Mod 14.to "Document Distnbution & Sup- 
port Sves ” Contractor Computer Data Sys, fnc 

GOLEM AN, R, Administrative Coniracis Branch, NRC-1 0-83-332 85/05/02 
BESAW.W, Division of Technical Information & Document Control, YOUNG, J. NRC - 
No Detailed Affiliation Gh/en 1 p 30449 170 3D449 176. 

-8S051 60052 Mod 14,finallzint phase-in, phase out svea & definitizing costs, to "Oocu 
ment Distribution & Support Sves " 

TINSLEY.W D. Computer Data Systems, Inc WIGGINS, E. Division of Coniracis NRC 
10-83-332, 85/05/02. 6pp, 30449:171-30449 176 

85051 600 56 Notification of conlract execulion,Mod 1,1 q "Main! Sve for Seven Multi 
Channel Analyzers ’’ Contractor Nuclear Data, Inc. 

COLEMAN.R. Adminislrative Contracts Branch NRC-28 85*361. 85/05/02. GODY.A 
Office of Resource Managomenl. Director TOLSON,V. NRC No Detailed Affiliation 
Given 3pp. 3 0449 1 50.30449 1 58 

-85051 eOOSO Mod 1, correcting contract number & accounting & appropnation data in 
award document.to "MainI Svo for Seven Multi Channel Analyzers 
* Nuclear Data, Inc WIGGINS, E Division of Contracts NRC-28-B5 361 05/05/02 
2pp 30449*167-30449158. 

8505160383 Notification of conlract execution.Mod 3,to "Technical Assistance to Sup 
port IE Personnel In Integrated Design Inspa " Conlractor.Weslec Svcs.Inc. 
WOLLETT.S. Technical Assistance Contracts Branch FIN B 8719. NRC-05-84-151 
85/04/26 BLAHA,J Director’s Office, Office of Inspection and Enforcement 
MILHOAN.J NRC- No Detailed Affiliation Given Ip 30449 010-30449 011 

-aSOSIOOaoa Mod 3, increasing coiling amount of contract & providing Incremental 
funding, to "Technical Assistance to Support IE Personnel In Integrated Design Insps " 
SARGENTJH. Westec Services, Inc MORTON.KV. Division of Contracts FIN B 
8710 NRC 05 84-151 85/04/26. Ip. 30449 011-30449 011 

6505160398 Notification of contract execution. "Review of Tech Spec Bases," awarded 
to Energy, Inc. 

JESSUP, 0 , PAGE.M Technical Assistance Contracts Branch FIN D-1328 NRC 03 
86 056 85/05/01 SPEISJ P Dwision of Safety Technology. COLLINS.T NRC ■ No 
Detailed Affiliation Given. 1p. 30446.315-30440.333 

-8S0516Q401 Contract "Review of Tech Spec Bases," awarded to Energy, Inc 
LUNDBLADE.DR Energy. Ino SMITH, PA Division of Contracts FIND 1328 NRC 
03 85 056 85/05/01. 18pp 30448.316-30448 333. 

8505160463 Notification of conlract executlon.Task Order IS.Mod 26, to "Licensing 
Technical Assistance" ContractOfScienco Applications Inti Corp 
MCLEAREN.T Administrative Contracts Branch FIN D-1024 5. NRG-02 63 035, 85/ 
05/06 DAVIS.J Office of Nuclear Material Safety & Safeguards, Director LOYSEN.P 
NRC - No Detailed Aflilfalion Given. 1p. 30447.092-30447 096 

-8505160502 Mod 26, Task Order 13, defining Task Order 13 & increasing contract 
amounl.lo "Licensing Technical Assistance " 

LEVICK.M.L. Science Applications Inlernational Corp, (formerly Science Applications. 
Inc.). WIQGINS.E Division of Contracts FIN D-1 024-5 NRC-02-83 035 65/05/06 
4pp 30447 093-30447.096. 

8505180468 Notification of contract execution, Mod 20, to "Technical Assistance In Sup 
port of NRC Reactor Licensing Action- Program 2 " Contraclor.Franklin Research Ctr 
WOLLETT.S. Technical Assistance Contracts Branch. FIN 6-6891 NRC-03-81-130. 
85/04/26. THOMPSON, H. Division of Licensing CARRINGTON, M. NRC - No Delalled 
Affiliation Given Ip 30448 290 30448*203. 

-8505160467 Mod 20. delating ltr of credit provisions, to "Technical Assisi ance In Sup- 
port ol NRC Reactor Licensing Action- Program 2 " 

QUNNISOKL.E, ARVIN/CALSPAN Advanced Technology Center. FIN B 6891 NRC- 
03-81-130. 85/04/25. 3pp 30448 291-30448.293 

8505170074 Notification of contract execution, Mod 24, to "BWR Full Integral Simulation 
Test (FIST) Program." Contra dor. GE/EPR I 

UMBEL.D. Technical Assistance Contracts Branch. FIN B-3014, NRC 04-76-21 5. 05/ 
06/01 BATSON, W- Office of Nuclear Ragulatory Research, Director. BECKNER.W, 
NRC - No Detailed Affiliation Given Ip 30483.302-30483,303. 


8S0S 160562 Corrected ltr Contract NRC- 10-82-399, Mod 12, revising amount of rteobll- -8505170089 Llr Contract NRC 04-76-21 6,Mod 24, adding incremental funding, to "BWR 

gated funds.to "Card-Entry Access Control Sys." Full Integral Simulation Tost (FIST) Program " 

WIGGINS.E Administrallv© Contracts Branch. NRC-1 0-B2-309. 06/t>5/O2. EDGEWORTH,?. J Technical Assistance Contracts Branch. FIN B-3014. NRC-04-70- 

STRONG, J J. Vikonlos, Ino 1 p. 30416:361-30416 361. 216 85/05/01 BOCK, R,Q. General Electric Co. Ip 30483:303-30483.303. 
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6505170076 Nolification of grant execnlion.Mo^J 3.1o *'5<:a.ling< of Mixing in Thermally 
Stratified Flows Qrantoo Purtfira Univ 

STEWART, S Technical Assistance Contracts Branch FIN G-1047, NRC-G 04-83 003 
05705/07, BATSON, W Office of Nuclear Regulatory Research, Director- REYES,J 
NRG • No Detailed Affifiafion Given Ip 30483 361-30483 362 

-8505170008 Mod S.increasing (unds,to “Scalfng ol MiKing in Thermally Stratified 
Flows ” 

VOST,KJ Purdue Univ, West Lafayette. IN EDGEWORTH,P J Technical Assistance 
Contracts Branch FIN Q-1047- NRC-Q-04-83-003. B5/05/07, lp 30483 362- 
30483362- 

8505170143 Notificatjon of conl/act execuiion.Mod 30,to ‘Teclinical Assistance to Sup* 
porl NRC IE Personnel fn Invesligalsons of Incidents ” Contractor Parameter, Inc 
VVOLLETT.S, Technical Assistance Contracts Branch F(N B-1302 NRC‘05-a2-240 
85/04/22 8LAHA,J Director's Office, Offsce of Inspection and Enforccmont 
SHEWMAKER.R NRC - No Detailed Affilpallon Given lp 30484 332-30404 336. 

-8505170149 Mod 39, defining Task Order 77 A increasing funds,to 'Technical Assist- 
ance to Support NRC IE Personnel In Jnves ligations of facldenis " 

LOFY.RA Parameter, fnc THOMPSON.R D. Division of Contracts FIN 8-1302 NRC- 
05 6 2 249 05/04/22 4pp 30484.333-30484 336 

8505170299 Notification of contract execution, Mod 4.lo "Geofechnicat On-Call Assist- 
ance for Case Reviews " Contractor Dept of Army.Ofc of Chief Engineers 
LITTt.E.M Technical Assistance Contracts Branch FIN 6-8032. NRC-03 02-107 85/ 
04/30 VOLLMER.R Division of Engineering H ELLER. L NRC - No Detailed Affiliation 
Given lp 30484 234-30484 235 

-85051703 19 Ltr Contract NRC-03-82-107.Mod 4,deobligdtIng unliquidated halence for 
contract closeouUo "Gaotochnlcal On-Calf Assistance for Case Reviews " 
EDGEWORTH, P.J Technical Assistance Conlracts Branch FfN B-8032. NRC-03-82- 
107. 84/04/23. RYAN,R H.. MCCORMICK.W N. Army. Dept of. Corps of Engineers 
lp. 30404 235-30484*235, 

850620'0092 Notification of contract exocut ion. MiOd 8, to "Two Phase Flow Aspects of 
ReaclorSafaly."Conlractor.DarlmouthCollegB 

SILVIS.n M Admin IstratiVQ Conlracts Branch FIN B 6526 NflC-03-79-102 8S/05/OD. 
DENTON.H Office of Nuclear Reactor Regulation. Director HOLONICH.J J NRC - No 
Detailed Affiliation Given. Ip 30501 361-30501 362 

-8505200096 Mod 6,deobhgating balance remaining in contract & Incorporating final 
overhead rates for f^ei-83,lo ' Two Phase Flow Aspects of Reactor Safety " 
KAVANAOH.J,F Dartmouth College. Hanover, NH WIGGINS, E Division ol Contracts 
FIN B 6525 NRC-03'79.102 85/05/09 1p. 30501 362-30501 362 

85052 10510 Nolificallon of contract execution, Mod 6,to "Technical & Engineering Sup- 
port Svcs for Radio Com munioa lions " Con tractor, 001,6 also Interagency Fire CU. 
BROMBERG, B Admin islrative Contracts Branch NRC-10 ^3-362, 05/05/02 

CORLEY, J. Division of Facilities & Oporalions COHEN.S, MELVILLE.T. NRC - No Do- 
failed Affiliation Given. Ip 305 23* 19 0-30 523 192 

-8505210513 Mod 6, revising Article l,B. ''Statement of Work/* to 'Technical & Engi- 
neering Support Svcs for Radio Communications.” 

* Inlorfor, Dopl of WIQGINS^E Division of Contracts NRC-IO 83 352 85/05/02. 
2pp 30523*191-30523 192. 

8565230469 Notifrcation of contract execution, Mod 2,to "Independent Assessment - De- 
structive Testing &. Analysis,” 

UMBEUD Technical Assistance Conlracts Branch, FIN B-&70d NRC-05 83-216. 65/ 
05/13 MUIR, A Office of International Programs, Director CORTLAND, P. NRC - No 
Detailed Affilralton Given lp, 30544 337-30544*338 

-8605230492 Mod 2.ex(encfing period of performance Ic 660930, to "Independent As- 
sessment- Desirtjctrve Testing & Analysis." 

MCNULTY, FX Franklin Institute /Franklin Research Center. EDGEWORTH.PJ Divi- 
sion of Contracts FINBB70B NRC 05-83-216 85/05/13. tp. 30544 338-30544*338 

0505230517 Notiffcalion of contract axecutfon: "fnlernal Emitter Aspects of Radiahon 
Protection.'" awarded to Nall Council on Radiation Protection. 

JESSUP, B. Technical Assislanco Contracts eranch, FIN D 1580 NRC-04 85-110. 85/ 
05/02. FOREHAND, B. Office of Nuclear Regulatory Research, Director, FOULKE.J, 
NRC - No Detailed Affiliation Given lp. 30546:1 96-30546.251. 

-6505230522 Contracl, ‘Tnternal Emlller Aspects ol Radiation Prolecllon,” awarded lo 
Natl Council on Radmtlon Protection 

* National Council on Radiation Protection A Measurements. THOMPSON.R.D. Divi 
Sion of Contracts FIN D150O NRC-04-95-118. 85/05/02 55pp 30546.197- 
30546 251. 

8506230525 Notification of contract execution, Mod 6,to "Struclural fntegnty of LWR 
Boundary Components - II.” Con tract or. Mat Is Engineering Assoc, Inc. 

PAGE.M. Technical Assislance Contracts Brancli. FIN B-8900 NRC 04 84-102. 06/ 
05/09 FOREHANaE., VAGINS.M Office of Nuclear Regulatory Research, Director. 
Ip. 30545,3S2-30545'359. 

-8505230530 Mod Expanding statement of work, increasing estimated cost celling & 
adjusting provisional ceiling rates, to "Structural Integrity of LWR Boundary Compo- 

GREENBLATT.M Materials Engfneering Assoclales, Inc EDGEWORTH,PJ. Division 
of Contracis. FIN B-8900. NR 0-04-84- 102. 86/05/09 7pp, 30545:353-30545.359. 

8505230535 Nolification of contract execution* "Tech Specs - Impact on Operating Re- 
actors During 1004," awarded to Science Applications Inti Corp. 

HAGEY.H ^ctvnlcaf Assistance Contracis Branch FIN D-1329. NRC-03-85-061 86/ 
04/29, SPEIS.T.P. Division of Safety Technology, NEWBERRY.S. NRC - No Detailed 
Affiliation Given 1p. 30545 333-30545 351 . 

-8606230551 Contract: "Tech Specs ■ Impact on Operating Reactors During 1984,” 
awarded" to Science Applications Inti Corp. 

MARSHALL, W.R Science Appllcalfons Internationa! Corp. (formerly Science Applica- 
tions, Ina) SMITHS A Division of Conlracts, FIN 0-1325 NRC-OS-es-oei. 85/04/29. 
lapp 30545*334 30545-351. 

i0S230756 Notification of contraol axecutlon.Mod 8,(o "Structural Geologic Study of 
Southeastern Missouri.” Contra clorState of MO, Dept of Natural Resources 
STEWART, S Technical AssJatance Contracts Branch. FIN 6-6294. NRC-O4-7e-2O0 
85/04/10. BATSON.W. Office ot Nuclear Regulatory Research, Director. 
O'DONNELL, E. R NRC - No Detailed Affiliation Given, lp 30543,280-39543:202 


-850523 0763 Mod S.extending period of performance to 86031 5, adding funds & chang- 
ing 8&R number to "Structural Geologic Study of Southeastern Missouri " 

LAFSER.FA Missouri, Slate of EOGEWORTH.PJ Division of Conlraclb FIN 8 6204 
NRC-04.78 200 06/04/10 2pp 30543 281-30543 282 

6505230768 Notification of conlracl execution, Mod 2, to '’Citadel Code Mods & Radio- 
logical Calculations ” Contractor Battelle Columbus Labs 

WOLLETT.S Technical Assistance Contracis Branch FIN B-8696 NRC-04 84-114 
86/04/29 BELL.LW Office of Nuclear Reactor Regulalion, Director lp 30543*263- 
30543*266 

-8505230770 Mod 2, providing funds, extending period of performance to 850731 & 
changing project officer, to ''Citadel Code Mods & Radiological Calculations " 
SEWtLUH M. Ballelle Memorial Institute, Columbus Laboratories EDGEWORTH.P J. 
Division of Contracts FfN B-8696 NRC-04-84-114 85/04/29 3pp 30543 264- 
30543 266 

8505230774 NotHicalfon of contract execution, Mod 25.to "Local ECC^ Support Stud- 
ies " Contractor MPR Assoc. 

PAGE.M Technical Assistance Contracts Branch FIN B-5537 NRC 04-76-183 85/ 
05/10 BATSON, W Office of Nuclear Regulatory Research, Director RHEE.G NRC 
No Detailed Affiliation Given lp 30544 254-30544 256 

-8S05230776 Mod 25, adjusting overhead rates.to "Local ECCS Support Studies" 
MANDIL.) H MPR Associates, Inc EDGE WORTH, P.J Division of Contracts FIN B- 
5537 NRC-04-75-183 85/05/10 2pp. 30544 255-30544.250 

8505240025 Notification of conlracl execution, Mod 8, to "Analysis of Atmospheric Diffu- 
sion Through Application of LIdar Technology " Contractor.SRl Jnti 
WOLLETT.S Tochnlcaf Assistance Conlracts Branch. FIN 8 6793 NRC-04 81-211 
85/05/01 FORE HAND, W Office of Nuclear Regulatory Research, Director 

KORNASIEWICZ.R NRC - No Detailed Affiliation Given Ip 30563 303 30563 306 

-8505240027 Mod 8, changing workscope per coniractor 850208 proposal & extending 
period ol performance to 080228, lo "Analysis of Atmospheric Diffusion Through Appli- 
cation of LIdar Technology " 

MARKUP L SRI International EDGEWORTH, PJ Division of Contracts FfN B-6793 
NRC-04 01-211.85/05/01 3pp 30563.304-30563*306. 

8505240060 Notificalion of contract execution, Mod 3, to "In Situ Stress Measurements in 
Earth Crust In Eastern US.” Contractor Engineers Intt.lnc 

WOLLETT.S Technical Assistance Contracts Branch. FIN B-0292 NRC.04.03-016 
85/04/22 FOREHAND.W Office of Nuclear Regulatory Research, Director 

SCHMITT, T NRC- No Detailed Affiliation Given lp. 30576 252-30576 254 

-0505240073 Mod 3,pfoviding for exercise of option under Task 3 w/ necessary add I 
funding to deepen Letchworth 1 hole, lo "In Situ Stress Measurements In Earth Crust 
In Eastein US." 

SINQH.M M Engineers fnternational, Inc MORTON, K.V Division of Contracts FIN B- 
8292 NRC.04-83-016 85/04/22 2pp 30576 253-30576 254 

8505240559 Notification of contract execution, Mod 2, to "fnstatfatlon. Deinstallation & 
Mainl Support for High Frequency, VHF & UHF Radio Equipment Owned A Operated 
by NRC Contractor Tactec Sys,lncj. 

(XILEMAN.R Administrative Contracis Branch NRC-1 0-84-239. 86/05/16 

CORLEY, J.H. Division of Facilities & Operallons COHEN, S. NRC - No Detailed Affili- 
ation Given 1p 30564 331 •305€4*3a3. 

*•6505240561 Mod 2j)roviding 2f)d yr funds, to "Installation, Deinstallation & Maint for 
High Frequency, VHF & UHF Radio Equipment Owned & Operated by NRC ” 

* Tactec Systems, Inc WIGGINS,E. Division of Contracts NRC-1 0 84-239 85/05/16 
2pp. 30564.332-30564 333 

6505240573 Notification ol contract execution, Mod 2,(0 "Study of Effects of Several Pa- 
famelers on Penetration of Low Energy Photons Into Tissue Slaps *' Contractor Univ 
of lifinols at Urtiana-Champalgn 

LITTLE, M. Administrative Contracts Branch. FIN 8-8101 NRC-04-82-008 05/05/16 
FOREHANOpW. Office of Nuclear Regulatory Research, Director. DENNIS, N A NRC - 
No DeialJod Affiliation Given. 1p. 30664:328-30564.329. 

-8505240579 Ltr Contract NRC 04-82-008, Mod 2,deobllgatfng unliquidated balance of 
funds & closing contracMo "StucN of Effects of Severaf Parameters on Penetration of 
Low Eneray Photons Into Tissue Slaps ” 

THOMPSON,no Division of Contracts FIN B-0101. NRC.O4-82-0Oa 85/04/08. Illi- 
nois, Univ. of, Uibana, IL. Ip 3 0564; 32 0-3 0564 *32 9. 

8606240578 Notiffcallon of contract execution, Mod 23, to "BWR Full Integral Simulation 
Test (FIST) Program ” Contractors* QE/EPRI. 

UMBEL, D. Technical Assfslanco Conlracts Branch. FIN 8-3014 NRC 04-76-216 85/ 
05/03, FOREHAND.B Office of Nuclear Regulatory Research, Director. BECKNER,W 
NRC - No Detailed Affiliation Qtven lp. 30566.361-30566.363 

-6505240583 Ltr Contract NRC-04 -76-21 5, Mod 23, revising esilmated task costs, to 
"BWR Full Integral Simulation Test (FIST) Program '' 

KLEPFER,H.H General Electric Co, WALKER.R W. Electric Power Research Institute. 
THOMPSON, R.a Division of Contracts. FIN 0-3014 NRC-04 -76- 21 5. 85/05/03. 2pp. 
30566,362-30566.363. 

8505240602 Notification of contract execution, Mod 11, to "Atmospheric Transport & Dif- 
fusion Models for Emergency Response Facility Appraisals” Contractor. US Dept of 
Commerce, NOAA 

WOILETT^S Technical Assistance Contracts Branch FIN B-86B1 NRC-03-84-066 
06/04/30 BOYD.S. Office of Nuclear Reactor Regulation, Director, MARKEE.E NRC 
- No Detailed Affiliation Given, lp. 30566.356-30566 357. 

-6505240637 Ltr Contract NR 0-03-84-066, Mod 1, increasing funding, to "Almospherio 
Tran^rt & Diffusion Models for Emergency Response Facility Appraisals '* 
EDGEWORTH, P,J Technical Assistance Contracts Branch, FIN B-8681, NRC-03-84- 
066, 06/04/18. DERR,VE, Commerce, Dept, of, Nall. Oceanographic 8 Atmospheric 
Admlnlslralion, Ip 30566 357-30566:357 

8505280528 Notiflcation of grant execut[on,Mod 3,to "Investigation of Recent Crustal 
Movements In State of ME Grantee* Maine Geological Survey. 

STEWART.S. Division of Contracts FIN G-1041, NRC-G-04-82-009. 85/05/09. 
FOREHAND, W, SCHMITT, T, NRC ■ No Detailed Affiliation Qfven, 1p 30606:189- 
00606*170- ^ 
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..6505260642 Mod S.exlending grant period to 860630 & extending dollar amownt.to 
“Investigation of Recent Crustal Movamenis in State of ME “ 

ANDERSON.WA Maine, Stale of EDGEWORTH.P J Division of Contracts FIN G- 
1041 NRC‘G 04-82 009 85/05/09 Ip 30606.170-30606170 

8505290207 Notification of contract execution "Methods lo Understand Aging Effocls," 
awarded lo SEA Consultants, Inc 

JESSUP, B Technical Assistance Contracts Branch FIND-1560 NR C-04 66-126 05/ 
04/16 FOREHAND.0 Office of Nuclear Regulatory Research, Director VORAJ NRC 
- No Detailed Afftliation Given Ip 30636 001-30635 041, 

-8605290221 Contract "Methods to Understand Aging Effects, “ awarded lo SEA 
Con&ullants,lnc 

CLEVELAND, J W SEA Consultants, Inc SMITH,P.A Division of Contracts FIN D 
1560 NRC 04-85-126 85/04/16 40pp 30635 002-30635 041 

6505290645 Notification of contract execution,Mod 7, to "Word Processing Svcs" 
Contractor. Keyboard Communications, Inc 

LITTLE,M Administrative Contracts Branch NRC-1 0-83-296 85/05/20. STEELE.M 
Division of Technical Information & Document Conlrol. JOHANSEN, J NRC - No De- 
tailed Affiliation Given Ip 30621.362-30621363 

-6505290650 Mod 7,deobligatlng unliquidated balance of funds remaining under con- 
tract for closeout, to "Woro Propassing Svcs " 

BRIGGS,HJ Keyboard Communications, fnc. EDGEWORTH.PJ Division of Con- 
tracts NRC-1 0 83-206 85/05/20 Ip 30821 -363-30621 ‘363 

8505290691 Notification of contract execution, Mod 3, to "Stenographic Reporting Svcs " 
Contractor-Taylor Assoc, Ltd 

MCLEAREN.T Admlnislr alive Contracts Branch FIN 8-8180 NRC-21-84-353 65/04/ 
23 COTrER,8p Atomic Safety and Licensing Board Panel LEINS.E.W., 
MORAN,D M NRC - No Detailed Affiliation Given Ip 30629-264-30629 265 

-8505290704 Mod 3, increasing ceiling fund(ng,to '^Stenographic Reporting Svcs." 

* Tayloe Associates. WIGGINS.E, Division of Contracts FIN B 8180 NRC-21 -84-353 
85/04/23. Ip. 30629 265-30629.265. 

850S310091 Notification of contract execution, Mod 7, to "fntegral Sys Test Program 
Once-Through Integral Sys & Multi-Loop Integral Sys Test Components " 
Contractor B&W. 

WOLLETT,S Technical Assistance Coniracis Branch FIN B 8909 NRC 04-83*1 68 
85/05/02 FOREHA ND,B Office of Nuclear Regulatory Research, Director. 
YOUNG, M. NRC - No Delalfed Affiliation Given Ip 30669-362-30669:363, 

-0505310101 Ur Contract NRC-O4-B3-te0.Mod 7, providing EPRl CYBS finding, to "Inte- 
gral Sys Test Program Once Through Integral Sys & Multi Loop Integral Sys Test 
Components." 

EDGEWORTH.P J Division of Contracta FIN 0-8909. NRC-04 03-168. 65/04/30 
LUKASIK.M Babcock & Wilcox Co Ip 30669 363-30669-363 


-8505170294 Discusses findings contained In facility Investigation repi Advises that sub 
sfantial civil penalty should bo part of proposed action & pnor to const resumlng.QA- 
QC function should be split off from Brown & Root 

BRADFORD.PA Commissioners 80/04/18 AHEARNE, GILINSKY, KENNEDY Com- 
missioners Ip 30477 16 4 3 0477:164 

—8505170307 Comments on faciFity Investigation Penalty should be determined through 
Insp & enforcement CI&E> process Rely on l&E to take appropriate follow-on action 
AHEARNE,J Commissioners 80/04/23 Office of the Secretary of the Commission 
Ip 30477 165 30477 165 

-850S17031S Lists issues of petenOal interest to Commission re facility enforcement 

DflClCflQd 

BfCKWIT,L Office of the General Counsel 80/04/30 AHEARNE, GIUNSKY, KENNE- 
DY Commissioners 0pp 30477 166-30477 173 

6504120182 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Forwards listed documents Documents also available In PDR 
FELTON.J M Division of Rules and Records IEB-83 06 0^/06/06 Shaw, Pittman 
Polls & Trowbridge 2pp 30464 072-30464 083 

8505070301 Further response lo FOIA req^uesl for documents complied by Region II 
concerning allogalFons of violations of Energy Reorganization Act re Duke Power 
Co App A documents fn PDR Apps C & B documents wUhlield (ref FOIA Exemption 

FELTON, J M. Division of Rules and Records 85/02/07 GARDE, BP, Government Ac- 
countability Project 8pp 30217 001-30217 1 60 

-850SO7O324 Discusses In camara allegations made by Allege; 3 identified In 840106 Itr 
re Case nil-84 A-0003 Portions delated 

URYC.B. Region 2, Office of Director. 84/01 /09 HERDT.A Region 2, Office of Direc- 
tor 2pp 30217-092-30217 093 

8505070431 FOIA request for SECY 84-135 
BELL.N Nuclear Information & Resource Service. 84/06/29, FELTON, J M Division of 
Rules and Records. Ip 30216 347-30216-347 

0505070436 Responds to FOIA request for SECY 84-135 App A Documents 1-5 & App 
B Documents 1-3 available In FOR App B Documents 1-3 partially withheld & App C 
Documents 1-2 compleloly withheld {ref FOIA Exemption 5) 

FELTON, J M. Division of Rules and Records 04/10/03 BELL,N Nuclear Information 
& Resource Service, 5pp 30216 346-30216 352 

8505090086 Further responsa lo FOfA requesl for 13 categories of documents re why 
number of civil ponallles increased beweon 1979 & 1980 Forwards App A & B 
documents Porllons of App B documents withheld {ref FOIA Exemption 5], 

SAMP, R A, Division of Rules and Records 84/12/12. FELTON.JM Shaw, Pillman, 
Polls & Trowbridge 5pp 30252‘243-30252 340 


6505310121 Notification of contract execution, Mod 2,lo "Preventative Remedial & On- 
Call Malm on Data General Computer & Peripheral Equipment." Contractor Data 
Consultants, Inc. 

COLEMAN, R. Technical Assistance Contracts Branch. FtN 8-1663. NRC-33 64-386 
85/05/20 BASSETT.H Division of Automated Information Services BADINLJ 6, NRC 
- No Detailed Affiliation Given, 1 p. 30668 358 30668:359. 

»8S06310126 Mod 2, changing project officer,to "Preventative Remedial & On Call Maint 
on Data General Computer & Peripheral Equipment " 

• Data Consultants, Inc. WIQGINS,E. Division of Contracts. FIN B-1663 NRC-33- 84- 
386 86/05/20 Ip 30668 359 30668:359 

6506310136 Notification of contract execution, Mod lijo "Graphics/ Photographic 
Svcs." Coniractor.Roberl Charles Moles & Assoo, Inc. 

SILVIS.RM Technical Assistance Contracts Branch FIN B-1297 NRC 05 01-257 85/ 
05/16. TAYLOR, J.M., THAYER, C. Director's Office, Office of Inspection and Enforce- 
ment. Ip 30668-356-30668:357, 

->8505310149 Mod ll.deobfigating fee remaining in contract, to "Graphics/ Photographic 
Svcs " 

MOLES, R.C. Robert Charles Moles & Associates THOMPSON, R.O. DMsIon of Con- 
tracts. FIN B-1 297 NRC-05-B1 -257. 85/05/16 1 p. 30660.367-30668.357. 


6505310524 Notification of contract execution. "Cognitive Modeling Behavior of Nuclear 
Power Plant Personnel," awarded to Weslfnghouse. 

HAQEY,H Technical Assistance Contracts Branch, FIN D-1167. NRC.04-85-103. 86/ 
04/26. BERNERO.R.M. Division of Risk Analysis & Operations (post 840429) 
RYANJ.G. NRC ■ No Detailed Affiliation Given Ip. 30670-239-30670.307. 


-0505310526 Contract: "Cognitive Modeling Behavior of Nuclear Power Plant Person- 
nel," awarded to Westinghouse. 

MECHLIN, G.F. Westinghouse Electric Coro SMITH, P.A. Division ol Contracts. FIN D 
1167. NnC.04-85-103 86/04/26 6gpp. 30670.240 30670,307, 


0506310532 Notification of grant execution, Mod 5, to "Partial Support of Committee on 
Seismology " Grantee- NAS. 

STEWARDS. Technical Assistance Contracts Branch. FIN Q 1028. NRC-G-04-B1-023. 
05/05/22. BATSON, W. Office of Nuclear Regulatory Research, Director MURPHY. A. 
NRC * No Detailed Affiliation Given. Ip 30604:247-3 008 4 '240. 


-0505310561 Mod 5, Incorporating renewal proposal, extending period of performance to 
060930 & Increasing fundi ng,to^' Partial Support of Committee on Seismology " 
WILLIAMS, D National Academy of Sciences EDGEWORTH, P J Technical Assistance 
Contracts Branch FIN Q-1028. NRC-G-04-81-023. 85/05/22. Ip. 30684:248- 
30684-248. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8402080093 Addi response lo FOIA request for IE Insp Ropt 79-1 9, notices of proposed 
Imposition of civil penalties & violation & order lo show cause.App B Documents 1 & 5 


partially withheld & Documents 2,3 & 4 withheld (ref FOIA Exemption 6). 
FELTON, J.M Division ol Rules and Records. 83/12/23. HAMLlN,J." " 
Potts & Trowbridge. 4pp. 30477:145-30477:173, 


,S Shaw, Pittman. 


-8505090094 SEGY-76-129A Discusses fourth alternative for publicizing civil monolary 
pBHdltldd 

HARRIS.JA Office of Public Affairs 70/05/07 6pp. 30252 240-30252 252 

-8506090102 Marked up transcript of 770418 meeting in Washington, DC re legislative 
program Pp 1-27 

* Commissioners. 77/04/18. 26pp 30252 253 30252.280. 

-850S09010B Forwards survey quastlonnaire directed lo federal depts having authority 
to assess civil monetary penallles Responses to questionnaire requested by 760301 
ANTHONY.R A. Admlnlslrativo Conference of the U S 70/01 /26 HENDRIE,J.M. Com- 
missioners. 6pp 30252-281-30252 266 

-8505090115 Responds lo 780126 )tr fonMardlng survey questionnaire on civil 
ponallies Answers end NRC considering mod of existing civil penalty authority 6 es- 
tablishment of administrative Imposition ays per Rocommendallon 72-6 W/o end 
HENDRIEJ M. Commissioners 78/03/00. ANTHONY,R A Admlnislr alive Conference 
of the US. Ip 30252'2B7-3O262.291. 

-8505090120 Advises of problems w/portions of revised enforcement policy Delay In 
publication of FR notice until review of mods will be requested 
BRADFORD.P.A. Commissioners, 80/09/25 AHEARNE, GILINSKY, HENDRIE Com- 
missioners Ip 30252-292-30262-292 

-8505090126 Forwards suggested mods to revised enforcement policy Discussion of 
mods listed 

BflAOFORD.P.B Commisslonera 80/09/26. AHEARNE, GILINSKY, HENDRIE Com- 
missioners I3pp, 30252 293-30252.302 

-8505090130 Suggests enforcemanl policy leave Mod 12 issue open Requests com- 
ments on two different versions Agrees w/Mod 11. 

BRADFOnO.PA, Commissioners. 80/09/29 AHEARNE, GILINSKY, HENDRIE Com- 
missioners Ip, 30252-306-30252:306 

-8505090139 Accepts all revised enforcement policy changes except 11 & 12.Sys for 
sending Info must be improved before requirement to submit response under oath pro- 
murgaled. 

AHEARNE.J, Commissioners. 80/09/29. GILINSKY. HENDRIE, BRADFORD Commis- 
sioners Ip 30252.307-30252-307 

-8605090145 SECY-A80 1 18 Discusses Indualry & public Interest group participation In 
development of NRC enforcement policy.Info aeleted 

MALSCH,MG. Office of the General Counsel 80/08/12 2pp. 30262 308-30252:309. 

-8505090153 Discusses NRC legislative proposal to amend civil penalty 
authority, Related Info encl.Info deleted. 

STOIBER Office ol the General Counsel 79/04/12. HENDRIE, GILINSKY, KENNEDY 
Commissioners 31 pp 30252-310-30262-340 

8505000112 FOIA request for SECY-B4-249 & documents re options for handling allega- 
tions. 

ADATO,M Union of Concerned Scientists, 84/07/19. FELTON,J.M. Division of Rules 
and Records Ip 30250'32B-30250'328 
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0505090121 Furtlie; response (o FOIA request (or SECY-84-249 & documents re op- 
tions for handling allegations Revised App A documents available in POR AddI docu 
ments being reviewed 

FELTON JM Division of Rufos and Records ■84/^09/24, AD-ATO*M Union of Con- 
cerned Scientists 7pp 30250 329-30251 274 

-8301100030 Forwards signed WOU between NRC & Oopt of Labor Access to NRC fi- 
censed facilities essential to enable Dept of Labor to conduct investigabons 
DONOGHUE.CS Labor, Dept of 82/10/28- AXELRADJ Director's Office. Office of 
tnspeclfon and Enforcement Ip 30261 261 -3025 1.274 

-850S09Q135 6ECY-84-026 Informs of Improvements being impJemenled in processing 
of si legations Involving applications for OLs 

DIRCKS.WJ Office of the Executive Director for Operations 84/01/20 7pp 
30250 336-30250 342 

-0505090144 Rev 1 to Regional Ofc Instruction 1030, "Processing 

A11egalions,Complalnl9 A fnvesrigaliorts " 

O^REILLY,JP Region 2. Office of Director 83/09/30 35pp 3C250 343 30251 014 

-6505090165 Regional fnstnicllon 1200 10, “Handling of Allogations *’ 

HAYNES, RC Region 1, Office of Dvreclor 82/12/22 8pp 30251 015-30251 022 

-8505090102 Rev 0 (o Regional Ofc Policy Guide 1051, "Procedures for Allegallana & 
Investigations “ 

COLLffejT Region 4. Office of Director 83/03/25 lOpp 30251:023-30251 032 

-85D5O9O107 Change Motice 83 €4 to Regional Ofc InsIruclJon 1600 47, "Response to 
Suspected Acts or Threats of Sabotage, Arson, Vandalism or Malicious Mischief Relat- 
ed to Uconsed Activities or Matfs " 

ALLAN*J M Region 1, Office of Director. 83/04/06 Spp 30251-033-30251 040 

-850S090190 Rev 0 to Region V instfuclioi 1302, "AllegalJon Tracking Sys 
MARTIN, J B. Region 5, Office of Director 83/04/22 7pp- 30251-041-30251.047 

-8505090201 Draft Rev 1 to Regional Ofc Instruction 1030, "Processing 
Allegations, Complaints & fnvestlgatlons.'* 

O'REILLY.J P Region 2, Office of Director 83/08/04. 46pp 30251 046-30251*093 

,-8505090211 Change Nolico 83 09 to Regional Instruction 1200 fO.SuppI 1, "Handfing 
of Allegations Concernlnfl Employee Protection Provisions of Section 210 of Energy 
Reorganization Act of 1974,'* 

MLIRlEY.TE. Region 1, Office of Olroclor, 83/08/18. 3pp 30261 094-30251 096 

-8505090217 RevO to Region V Instruction 1303, "Mat of Allegations’' 

MARTIN.JB Region 5. Office of Director 04/01/06 21 pp 30261.097-30251,117 

•'•8505090223 Change Notice 83-13 to Regional Instruction 1200 10, “Processing Alle 
gallons & Compfainis." 

MURLEYJ.E Region 1, Office of Director. 83/12/14, 25pp 30261.118-30251 142 

-8505090232 “DiaWo Canyon Aliegat ion Mgl Program *' 

DEYOUNQ,R Director's Office, Office of Inspection and Enforcement DENTON.H R. 
Office of Nuclear Reactor Regulation, Director MARTIN, J B. Region 6, Office of Direc- 
tor 83/11/23 8pp 30251 143-3-0251 '150. 

-8505090239 Forwards marked up draft staff paper re processing of 

a I leg alio ns, providing comments per RC DeYoung 830913 memo Focus of allegation 
coordmatJon responsiblhty In appropriate regional ofc Important 
BISHOP.T.W Division or Resident, Rea cl or Project & Engineering Programs 03/09/ 
26 EISENHUT,DG. Dlvislorv of Licensing lOpp 30261.161-30251*160. 

-8505090240 Commenfs on draft paper on managing licensing Issues In 

allegations Procedures proposed for handling of allegations re licensing Issues far loo 
encompassing & Involve fncroased manpower commitmenis for wNch region not 
budgeted 

COLIinS.JT. RMlon 4, Office of Director 83/08/15 STELLO.V. Office of the Execu- 
tive CMreclor for Operations, Ip 30261:161-30251 161. 

-8605090251 Concurs that ability (o receive. track & resofvo aliegahons Involving NRC 
licensed activities of utmost Importance, per draft Commission paper on allegation mgl 
MARTIN, RD Redon 2, Office of Director. 83/08/16 EISENHlfr^DG DivTsion of ti- 
censlng CUNN1NCHAM,R.E. Office of Nuclear Material Safety & Safeguards, Director 
4pp. 30261 '102-30251,1 05 

-6505090257 Comments on drafl paper re managing licensing Issues In 
allegations Proposed Commission paper & end hea'dquarters ofc procedure places 
added administrative workload on regional slaff.W/o end 

MURLEY,T E, Region 1, Office of Director. 03/08/10 STELLO.V. Regional Operations 
& Generic Requirements. 4pp. 30261 166-30251:169. 

-6505090267 Forwards staff paper re processing of alfegations Involving Issues & appfi 
cants for review-Malor changes addressing Iriitial comments include identfficalion of 
addi resources needed by various ofes & regions to support process 
EISENHUT,D.G. Division of Licensing. 03709/09. DE YOUNG, R Director’s Office, 
Office of Inspection and Enforcement CASe,E Office of Nuclear Reactor Regulalion, 
Director DAVIS.JO. Office of Nuclear Mate/fal Safety & Safeguards, Director- I4pp 
30251:170 30261,103 

-6506090277 Discusses staff paper re processing of aliegations Involving licensing 
Issues, Allegation should be reviewed by receiving ofc to d^ermlne whether allegation 
raises significant safety or environ concern requiring licensing ofc attention. 
MURLEY.T-E. Region 1, Office of Dfreclor. 63/09/20. EISENHUT^D.G Division of Li- 
censing. 2pp 30251:184-30261:105. 

-9505090283 Provides addI comments re thrust of proposed policy In revised 830909 
staff paper on allegalion processing & Impact 'on regional resources. W/o regional ofc 
Instruction end, 

O’REILLY.J P. Region 2, Office of Director 83/09/21. €ISENHUT,DQ Division of U- 
censing. 2pp. 30261.106*30251:187. 

-0606060290 Forwards Region 11 revised procedures for processing 
allegation s,complalnts & Investigations Incorporation of Instruction by Region i ap- 
pears appropriate, Maetlrm on 031013 at Regfon I proposed .W/o end 
RAVERKA^.OR NRC • No Detailed Affitlatlen Given. 03/10/06, ALLAN. J., 
GUTIERREZ, J, STAROSTECKf.R NRC - No Detailed Affiliation Given tp 
30261-188*30251-108. 


-0505090296 Offers significant comments on staff paper re processing of allegations 
Involving issues & applicants importance of guidelines & procedures for handling alle- 
gations Involving licensing actions recognized 

COLLfNS.J T Region 4, Office of Director 83/09/23 DEYOUNG,R Director’s Office, 
Office of inspection and Enforcement 2pp 30251 189-30251 190 

-0505090302 Forwards commenls on NRC Manual Chapter 0517 re mgt of 
allegation 5 , per 040518 request Rogional administrator has not had opporfunity to 
review document & may provide add! comments inter 

MARTIN, RD Region 2, Office of Director 84/06/11 DEYOUNG.R C Director’s 
Office, Office of Inspection and Enforcement 4pp 30251 191-30251,194 

-8505090306 Forwards draft procedure for mgl of allegations Implementation on 
831101 planned Comments requested 

JOMNSON.AD Region 5, Office of Director 83/10/07 BLACKWOOD.E Office of the 
Executive Director for Operations LfEBERMAN.J Office of the Executive Legal Direc 
tor TAYLOR,J Director's Office. Office of Inspection and Enforcement 33pp 
30251 105-30251 227 

-8505090314 Forwards Regfon II rept summarizing general procedures for screening & 
assessing allegations In use in all regions.per 830916 request IE asked to proceed w/ 
development of NRC manual chapter prescribing uniform general procedures 
DIRCKS.WJ Office of the Executive Director for Operations 03/10/28 PALLAOINO, 
GIL INSKY, ROBERTS Commissioners lOpp 30261 228-30251 237 

-8505090319 Responds (o 821202 memo & recommends that proposed NRC manual 
chapter ro allegation procedures Include essential components of described allegation 
handling sys 

HAVERKAMP.DR Region 1, Office of Director 83/12/06 FOX.EF Director’s Office, 
Office ol Inspection and Enforcement 2pp 30251:230-30251 239 

-650S090326 Fonvards Region I Instruction re processing olleqations & complaints ir> 
order to hefp develop manual chapter on regional allegation nandling sys VV/o end 
GUTIERRE/.J.M Region 1. Office of D/rector 63/12/21 FOX.EF Program Support 
& Analysis Staff. Ip 30251 240-30251 240 

-8505090330 Fowards 831214 Regional Instruction 1200.10 & initial Region I allega- 
tions status rept, per 840214-16 visit & 840218 telcon W/o end 
HAVERKAMP.DR Region 1, Office of Director G4/02/17, AUERBACH, M. Office of 
Inspaclor & Auditor 1p 30251 241-30251 241 

-8505090337 Requests review of end draft all^atlon data form Commenls to render 
form In proper format for Inclusion w/draft NRCf Manual Chapter 0517 re mgt of alio 
gallons concept requested 

FOX.E Director's Office, Office of Inspection and Enforcement 84/03/30 Director's 
Office, Office of Inspection and Enforcement Spp 30251 242-30251 246 

-8505090344 Provides single unsubstantive comment on draft NRC Manual Chapter 
051 7, per 840510 request Present method of tracking allegations faulty, based on expe- 
rience w/task forca effort at Waterford 0 Comanche Peak 

COLLINS, JT Region 4, Office of Director 84/08/08 DEYOUNG, RC Director’s 
Office, Office of Inspection and Enforcement Ip 30251 247-30261.247 

-8505090354 Requests to be Informed of events surrounding cases where allegations 
pivan to rogional staff by news media members or news media members acting as 
intermodiarjes between regional staff & alleger 

ABRAHAM,K Region 1, Office of Director 84/01/10 Region 1, Office of Director Ip 
30251 240-30251 248 

-8505090357 Requests that short descriptive memos of planned & completed actions 
re handling of allegations be proceeded by Informal briefing/discussion by responsible 
Div of Project & Resident Programs section chief w/branch chiefs & director 
STAROSTECKf.R NRC - No Detailed Affilialian Given 83/10/20 NRC • No Detailed 
Affiliation Given 2pp 90251 240 30251 260 

-8506090360 Forwards WJ Dircka 840106 memo re interim guidance on dealing w/per* 
sons providing info to NRC Specific procedure for offering & documenting confidential 
ily to allegers will not be foliowed until cleared w/CommIsslon by EDO 
MURLEYJ.E Region 1, Office of DlroctOf 84/01/16 Region 1, Office of Director Ip 
30261 251-30251.251 

“6505090373 Responds to 040328 memo re draft of policy concerning release of Info 
to licensees Comments re policy draft provided 

COLLINS.J.T Region 4, Office of Director 84/04/05 REHM.T A Office of the Execu 
live Director for Operations 2pp. 30251 252-30251 253 

-8505090301 Forwards WJ Djrcks 040424 memo providing guidance on release of info 
to licensees implementation of guidance provided by OlrcKs memo to assure licensees 
advised ol potential safety concerns raised by allegations expected 
MUfltEY.T.E, Region 1, Office of Director B4/05/02 STAROSTECKf.R, 
MARTIN.TT NRC - No Detailed Affiliation Given Ip. 30251 254-30261.254. 

-05OSO9D306 Provides comment re NRC Manual Chapter 051 7 , "Mgl of Allogations ’’ 
Requirement that action ofc make & document preliminary delermination of safely sig 
niilcance ol alienation within 30 days ot receipt unnecessary. 

MUFLEY.TE Region 1. Office of Director. 84/06/15 DEYOUNG.R C Director's 
Office, Office of Inspection and Enforcement 1p. 30251.265 30251 255 

-8605090390 Requests person or persons to be pressed into sve to operate computer 
altegalion tracking data base on short notice Continued support for computerized 
tracking sys Imperative duo to continued high vol Input of alfegations 
CANTER.HL Region 6. Office of Director 84/06/19. KIRSCH.D. Region 5^ Office of 
Direclor Spp 30251.258-30251 260. 

8506090219 FOIA request for documents re SSER 26 (NUREG 0675) concerning ooer- 
alion of Diablo Canyon plant 

DEVJNE,T., DIXON.C Government Accountability Project 04/09/13 Office of Admin- 
istration. Ip 30252.341-30252 341 

8SQ5090230 Further response to FOIA reouest for documents re SSER 28 (NUREG- 
0675) concerning operation of Diablo Canyon plant. Forwards App 6 
documents.Documents also available In PDR. 

FELTON, J.M Division of Rules and Records, 84/12/11. DEVINE, T, DIXON.C Gov- 
ernment Accountability Project 2pp 30252.342-30253140, 
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■850509023B Discusses concerns ot Foley inspector ro base plate to tubular steel 
welciment on HV 2^1 25 \n fuel handling area of 1801111/ Technical staff weakrtess (ndi 
cated In Foley program Related info end 

REYNOLDS.SD Region 1. Office of Director 03/12/29 BISHOP J.W Region 5, 
Office of Director 87pp 30252 344*30253 10B. 

•8505090248 Discusses tubular steel radii & Stokes & Hudson allegations fnsp of pipe 
support area should bo continued & NHC or LLL data base should be developeil on 
actual radii for 2x2 & 3x3 tubulars 

REYNOLDS.SD Region 1, Office of Director 04/03/13 BfSHOP.TW. Region 5. 
Office of Director Ip 30253 109*30253 109 


-.8505090370 Forwards proposed rule 10CFR50 re considarallon of effects of earth 
quakes In context of emergency preparedness in response to CLI 84*12 W/o end 
MfNOQUE.R B Office of Nuclear Regulatory Research. Director CLI*a4-12 84/10/04 
DIRCKS^WJ Office of the Executive Director for Operations 3pp 30249 266 
30249 288 

-8505090379 Comments on SECY*-B4*394 re proposed rufomaWng concerning effecis 
of earthquakes on emergency planning Rationale for proposing amends should bo 
more clearly staled & supported by ref to specific documents. 

ZERBE.JE Office of Poficy Evaluations 842330 04/10-/ 18 PA LLADI NO, ROBERTS. 
ASS ELSTINE Commissioners 2pp 30249 269-3024 9 282 


•>•6505090255 Advises of complelion of review of licensee 640119 Itr ro welding symbol- 
ogy & reply to allogations Licensee response to allegations to improper welding sym- 
bology use demonstrates rovonfication program activities 

REYNOLDS.SD NRC - No Detailed Affiliation Given. 04/02/06 KIRSCH.D, 
0ISHOP.T NRC - No Detailed Affiliation Given 31 pp 30253 110*30253 140 

-8505090236 Discusses concerns of Foley Inspector ro base plate to tubular steel 
weldment on HV 2*125 In fuel handling area of fadlltyTechnfcal staff weakness Indi- 
cated in Foley program Related info end 

REYNOLDS.SD Region 1, Office of Director 03/12/29 BISHOP, TW. Region 5, 
Office ol Director 07pp 30262 344-30253 1 0B. 

-8605090245 Discusses tubular steel radii & Stokes & Hudson allegations Insp of pipe 
support area should bo continued & NRC or LLL data base should bo developed on 
actual radii for 2x2 & 3x3 tubulars 

REYNOLDS.SD Region 1, Office of Director 04/03/13, BISHOPJW. Region 5. 
Office of Director Ip 30253 109 30253.109 

-8505090255 Advises of completion ol review of liconsae 0401 19 Ur re welding symbol 
ogy & reply to allegations Licensee response to allegations to Improper welding sym- 
bology use domonstrales reverllicallon progrann activities 

REYNOLDS.SD NRC - No Detailed Affiliation Given 84/02/00. KIRSCH.D, 
BtSHOP.T NRC * No Detailed Affiliation Given 31 pp 30253 110*30253 140 


-8505090305 Amend 79 lo Llcenso DPR Bfi.changing Tech Spec Figure 6 2.1 re offsite 
organization 

VARGA.SA Operating Reactors Branch 1.84/08/00 4pp 30249 203*30249 286 

-8505090391 Safety evaluation supporlJng Amend 79 to License DPR 56 

• Office of Nuclear Reactor Ragulatlon, Director 84/08/OB 2pp 30240 287- 

30249 290. 

-8505090309 Amends 104 & 96 to Licenses DPR'31 & D PR-41 .respectively, changing 
Tech Specs to provide requirements for protection of safety related equipment subj lo 
suslBined degraded voltage condilions at offsite power source 
VARGAjSA Opemtiriig Reactors Branch 1 DPR-41 A 098 64/00/14 lOpp 
30249*291-30249-300 

-8505090403 Safety ©valuation supporting Amends 104 & 98 to Licenses OPR-31 & 
DPR-41, respectively. 

• Oflico of Nuclear RBactor Regufation. Director B4/OB/14 6pp 30249 301* 

30240.306 


8505090262 FOIA request for documents re 041003-04 meetings In San Jose.CA be- 
tween NRC & Hydrogen Control Owners Group, 

HIATT, S L Ohio Citizens for Responsible Energy 04/10/05 FELTON, J.M. Division of 
Rulosand Records. Ip 30251:275-30251.275 


8605090242 Further response to FOIA request for documents ro NRC consideration of 
effects of external ovenls upon emergency response planning App 8 Documents 1-12 
& 15-20 end & in PDR App 0 Documents 13 & 14 withheld (raf FOIA Exemplion 5). 
FELTON, JM Division of Rules and Records 84/12/04. BELL,N Nucloar Information 
& Resource Servlco 4pp. 30249 153 30249 321 


8506090271 Responds to FOIA request for documents re 841003 04 meetings in San 
Jose.CA between NRC & Hydrogen Conlrof Owners Group Forwards documents 
listed In app 

FELTON, J.M. Division of Rules and Records 84/11/28. HIATT, SL Ohio Cilizens for 
Responsible Energy 3 pp. 30251 275-30252 242 


'B305160221 UCID-19149 R01 Rev 1 lo "Proposed Design Mods & Tech Spec 
Changes on Grid Voltage Degradation for Turkey Point Nuclear Generating PlanLUnlts 
3 & 4, technical evaluation re pi 

SELAN.J C Lawrence Livermore National Laboratory FIN A 0250 83/04/08 NRC - 
No Dolailed Affiliation Given 13pp 30249*307-30249 321. 


-8505090266 Notification of 841003-04 meotlr^gs In San Jose.CA to discuss 8WR 
heatup code Mooting agenda A vlewgraphs encr 

STAhrLE.C Licensing Branch 4. 84/09/26 ADENSAM.E Licensing Branch 4. 71pp 
30251 279*30251 357 


•8404130466 Cemmonie on FEMA draft nail plan for federal response lo calaslrophlc 
earthquake FEMA should recognize possibility of earthquake damage to nuclear reac- 
tor 

VOLLMEfl.RH Division of Engineering 84/04/04 JORDAN, EL Division of Emergen- 
cy Preparedness & Englnoarlrg Response (Post 630103) Ip 07266 291 87266 201 


-850S090268 Summarizes 041003 04 meetings w/NRC & Hydrogen Conirol Owners 
Group re adequacy of delming hydrogen source term for 1/4-Bcalo owners group ex- 
periments based upon predictions from EPRI-BWR core heatup code 
CBONENBERG.A Engineering Science & Analysis 84/10/11 HAN.J NRC - No Do 
tailed Affiliation Glvan 12pp 30251 358 30252.007 


•8505090270 Forwards draft proposed rule 10CFR60, "Emergency Planning & Pre 
poredness for Production & Utilizotlon Facilities," for review Comments & concurrence 
requested by 64101 5 Supporting documentation end 

QILLESPIE.F Office of Nucloar Regulatory Research, Director CLI-84-012. 84/12/04. 
DAVIS, J Office of Nuclear Material Safety & Safeguards, Director. DEYOUNG, R Di 
rector’s Office, Office of Inspection and Enforcement DENTON, H Office of Nuclear 
Reactor Regulation, Director 70pp 30249 167 30249 226. 

.8505090278 Responds to Secretary of Commission 850225 memo ro questions con- 
cerning emergency planning Basis for consideration of natural hazards In omergency 
planning end 

biRCKS.W Office of the Exoculivo Director for Operations. 84/12/04. PALLADINO, 
GILINSKY, AHEARNE Commissioners 0pp 30249 227-30249 237 


*8805090301 Forwards requested memo lo Prall ro review of BWR core heatup 
code MARCH code fnitiatod to analyze sample problem 

YANG.JW Orookhavon National Laboratory 84/10/12 WIGDOR.M Reactor Sys- 
tems Branch 9pp 30252.008-30262 016 


-8505090305 Forwards summary of 641002-04 meetings re efficacy of Mark III contain 
merit Hydrogen Conirol Owners Group BWR core heatup code, 

HODGE.SA Oak Ridge National Laboralory 64/10/16 CURTIS.R.T. Containment 
Systems Branch 6pp 30262 017-30252 022 


-8505090312 Forwards severe core damage analysis package re hypothetical ATWS at 
faciPity.W/o end. 

WIGDDR.M Reactor Systems Brar^ch 84/10/10 THOMAS, Q ElocUlc Power Ro- 
search Instituto. Ip. 30262*023 30252 242 


>8505090303 Addresses considerations raised during 830909 meeting re need for spo 
cial emergency planning & response capaDlllties for selsmically induced 
events Technical rationale provided to conclude current emergency plans sufficient. 
DIRCKS.W J. Office of the Executive Director for Operations 83/12/21. PALLADINO 
Commissioners 0pp 30249.230 30249 243 


8606090320 FOIA request lor all memos written by NRC during or since 1 983 re listed 
LEHs & TMI SALP rept. 

BARFIELD, K. Critical Mass Energy Project 04/07/23. FELTON, J. Division of Rules 
and Records 0pp 30248.028*30240:033 


-6505090324 Speech onlillod "Uses of Probabilistic Estimates of Seismic Hazard & Nu- 
dear Power Plants in US," presented at Second CNSI specialist meeting on 850516* 
1 9 in Livermore, CA 

REITER, L NRC - No Detailed Affiliation Given B3/05/16 14pp 30249 244- 
30249 260 


B506090329 Further rosponse lo FOJA request for all memos wrilton by NRC during or 
since 19B3 re 96 LERs SALP for TMI. Forwards documents listed in Apps A, 8 & 
C.Ooouments also placed lr» PCR 

FELTON. J.M. Division el Rules and Records 84/10/02 BARFIELD, K Critical Mass 
Energy Project 6pp. 30248 034-30249 162, 


-8505090338 Sanitized staff requirements memo ra 840725 discussion of earthquakes 
& omergoncy planning for focliity In Washington, DC.Revised draft order lo consider 
Impact of earthquakes on emergency planning requested 

CHILK.SJ Office of the Socretary ol the Commission M04O726A. 84/07/31. 
PLAINE.H.H Office of the General Counsel Ip 30249.261-30240.281. 


-83 03230321 Forwa/ds Salem task force draft "Rept of NRC Fact Finding Task Force 
W/Rogard lo ATWS Event at Salem Nuclear Generating Station, Unit 1 on 830225." 
STAROSTECKI.R Division ot Projacl A Resident Programs. 83/03/09. 
MATTSON,RJ. Division of Systems Integration fposl 811005) Ip 30240:047- 
30248.047. 


"8606090347 Staff requirements memo re 840730 discussion In Washington, DC ro 
draft order on need to consider complicating effects of earthquakes on emergency 
planning Commission will consider affirming revised draft order on 840802 
CHILK.SJ Office of the Secretary of the Commission. M84O73O0. 84/06/01 
PLAfNE.H H. Office of the General Counsel 1p 30249:262-30249.262. 


-8307140087 Forwards safely evaluation re startup & operation of facility w/elght pipe 
whip restraints mis sing, based on review oF util B30628 Itr Request acceplablo.on con- 
dition licensee tako compensatory measures cited in evaluation. 

EIS£NHUT,D,Q. Division of Licensing. 83/07/01. OLSHINSKl,J,A Reglor^ 2. Office of 
Director 18pp. 30240.105*30240,105 


-8605090356 Staff requirements memo re 840803 discusslon/posslble vote in 
Washington, DC on revised draft order on need to consider complicating effects of 
earthquakes on emergency planning for facility, Order approved In two parts 
CHILK.S.J Oflico of the Secretary of tne Commission. Ma40803 84/08/07 
PLAINE.H.H. Office of the General Counsel. Ip. 30249.263-30249:263 


-6307200061 Forwards safety evaluation ro facility operation w/mlsslng pipe restraints 
for high energy lines outside conlalnmenb based on review of 630626 
submittal Reasonable basis exists to permit plant startup. 

MIRAQLIA.F Asslstanl Director for Safaly Assessment TAG 51908. 03/07/12 
LAINAS.G. Assistant Director for Operating Reactors, Ip. 30249*116-30249,116 


•8505090362 Forwards Commission paper proposing lo amend 10CFR50, 50.47 A App 
E re consideration of earthquakes on emergency preparedness Review & comments 


(IiIlIspiE.F P. Division of Risk Analysis A Operations fposl 840429). W/ W26. 
FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards. 2pp. 30249*264- 
30249*205 


-8307200455 Forwar<f3 safety evaluation of util 830626 justification for operation w/ 
missing pipe restraints for high energy lines outside containment. Plant can be safely 
operated w/mlsalng restraints until long term plan Implemented 
KNIGHT, J.P Asslslant Director for Comp A Structures Engineering (Post 830201) 
TAG 61908 83/07/11 LAINAS.G.C. Assistant Director far Operating Reactors Ip, 
30240:112-30249 112 
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'•C312140010 Forwards GE reaclor Uip br^akor recent expenenco folfowup revjew pro- 
gram & discusses piialjfi Gallons for review team individuals Review scheauled to begin 
a3112a 1216 

EISENHUT,OG Oivisian of Licensing GL-03-23 83/11/20 JORDAN.E Director’s 
Office. Office of Jnspectior> and Enforcement 4pp 30248 248 30248 255 

-8401270279 Bequests FR publication of notice of issuance of Amend 67 fo License 
DPR-72,rolocalfng Tech Specs re emergency feedwater sys ultrasonic How Indicators 
from Section 4 7 l 2 to Soclion 4 3 3 6 

STOL2,J F OperaUng Reactors arancb 4 84/01/17 MILLER, JR Operating Reactors 
Branchs 2pp 30249 161 30249 152 

-8405160575 Ack receipt of 840412 l(r & S4G,000 check fn payment of civil penalties 
imposed by 840313 Hr Corrective actions will bo examined during future Insps 
AXELRADJA Enforcement Staff EA B3't39 84/04/30 OTOOLE,JD Consolidatod 
Edison Co of New Vork. Inc Ip 30248 247-30248 247 

• 6407260395 Requests that end request for add! into be transmiMed to tilll fnfo needed 
to continue review of plant-specpfrc emergency operator guidelines aasocialed w/pro- 
cedures general ion package 

ZIEMANN.DL Procedures & Systems Review Branch 84/07/19 STOLZ,JF Operat- 
ing Reactors Branch 4 2pp 30249 1 49-30240. 150> 

-B5 05090353 Forwards list of documents re facility ATWS events, in response to 
831003 request 

ALLAN, JM Flegion 1, Office of Director 83/03/11. REHM.T Office of (he Executive 
Director lor Ope ra1 Ions 2pp 30248 041-30246 042, 

-8505 09 0359 Forwards draft AO repl re possible AO on 830225 Both reactor trip break- 
ers failed to open oufomalccally upon receipt of valid trip signal Immediate remedlaf 
action required 

HAYNES.RC Regfon 1, Office of Director 83/93/08 HELTEMES,CJ AEOD, Direc- 
tor’s Office 4pp 30248 043-30248 046 

-6505060367 Forwards INFO evaluation rapt Site evafualfon conducted during wks of 
610525 & 0601 

BRUNNER.EJ. Division of Project & Resident Programs 83/03/14 TAYLOR,J,M Df- 
roefor'a Ofileo, Office of Inspection and Enforcemai^l CASE, EG Office of Nuclear 
Reaclor Regulation, Director Ip. 30248 046-30248076 

-6505090376 Forwards draft order modifying Licenses DPR-70 & DPR-75, effective 
Immediately Review 5 submittal of suggestions requested by 630328. 

GUTIERBEZ,JM Region 1, Office of Direclor 83/03/28 ALLEN, J-M Region 1, 
Office of Dfreclor. STAROSTECKI,R , KEIMIG,R R Division of Project & Resident Pro- 
grams 8pp 30248 077-30248 166 

-8505090390 Forwards status summary of NUREG-0737 Tech Specs to determine con- 
sistency w/Genorfe Ltr 82-16 Items salisfaclonly completed except for Tech Specs re 
limiting overtime & reporting safety & relief valVe chalfenges 
STAflOSTECKItR OMsIon of Frojeot & Resident PrOQrams GL-82-16 83/C6/14 
EfSENHULDG Division of Licensing 3pp a0248'157 39248 159 

-8505090409 Forwards proposed augmented insp program for monitoring 8 evaluating 
utfl performa/ice Improvemeni program ovar next i-2 yrs 

STAflOSTECKLR. Division of Project & Resident Proorams 63/06/23 DENTON, H 
Office of Nuclear Reaclor Regulation, Difoclor OEyOUNG.R C Director’s Office, 
Office of Inspection and Enforcement, MURLEYJ Region 1, Office of Director 2pp 
30248 160-30246 161 

-8505090414 Discusses NRC reviews & evaluations to ensure plants operated 9afe(y,in 
response to 830813 itr Region f liaison officer wifi keep state Informed ro continuing 
activilles 

MURLEY.TE Region 1. OftFce of Director. 83/09/13. KDHRTZ,SG New Jersey, 
Slate of Spp 39248-162-30248 207. 

-8505090418 Forwards 831102 Jlr to Governor du Pont of Delaware re facility perform- 
ance In corrmarsion w/other nuclear power plants In region 
MURLEY.TE. Region 1, Office of Director 03/11/14 SONN.HW Public Service 
Electric & Gas Co of New Jersey Ip 30240-208 30246 206 


-8505090459 Forwards info re SALP Input for Oct 1982 - Jan 1984 
BELLAMY.R R Division of Engineering & Technical Programs 84/03/29 KEIMIG.R R 
Division of Project & Resident Programs 3pp 30248 307-30248 309 

-6505090460 Informs of review of LERs from Oct 1983 - Jan 1904 No significant addi- 
tions to original TMM LER review offered 

SEYFRIT.KV Reactor Operations Analysis Branch 84/03/01 STAROSTECKLH Divi- 
sion of Project & Resident Programs Ip 3024B 310-30246 319 

-6606090470 Forwards 830928 memo re design adequacy of main steam relief valve 
tailpipe 10 inch vacuum breakers Evaluation of memo, lest data & regional position for 
noted items requested 

LEWIS.RC Dwislon of Project & Resident Programs 83/10/07 OLSHINKSKI,J A 
Region 2, Office of Director tp 30248 320-30248 320 

-05OSO9O474 Discusses main steam relief valve tailpipe lO-Inch vacuum breakers.in re- 
sponse to 831007 memo Stuck valves intended to bo replaced at end of cycle NRC 
agreed that problem resolved 

OlSHINSKJ.JA Division of Engineering & Operational Programs 83/11/08 
LEWIS, R C Division of Project & Resident Programs Spp 30248.321 30248-322 

-8505090475 Forwards poienliaify generic issue data sheet re failures of pilot inlet tube 
attachments on Target Rock safety relief valves 

LEWIS, R C Division of Project 6 Resident Programs 83/03/04 JORDAN, E L DjvI- 
sfon of Engineering & Quality Assurance (Pre 830103) STAROSTECKI.R Division of 
Prolect & Resident Programs NORELIUS.C E Division of Project & Resident Pro- 
grams 2pp 30248 323-30249 095 

-8506090478 Submits daily highlight On 030622,util informed Region Jl that eight high 
energy pipe restraints identified in FSAR as lnstalled,in fact not installed Region II re- 
quested that NRR evaluate licensee proposal to operate w/o restraints 
RIVENBARK.G Operating Reactors Branch 4 83/06/30 DENTON, H . CARTER.J , 
EISENHUT.DG. NRC • No Detailed Affiliation Gwen Ip 30249 096-30249 104 

-6505090482 Safety evaluation supporting operation w/ missing pipe restraints for high 
energy lines outside containment 

* NRC - No Detailed Affiliation Given. 83/07/01 6pp. 30249 106-30249 111 

-8505090464 Safety evaluation supporting operation w/misslng pipe restraints for high 
energy fines outside containment 

* NRC - No Detailed Affiliation Given 84/07/1 1 Spp 30249.1 13 30249 115 

-8505090485 Safety evaluation supporting operation w/ missing pipe restraints for high 
energy lines oulsiae containment 

' NRC - No Detailed Affiliation Given 84/07/12 3pp 30249 117*30249 148 

-8311140081 Forwards NRR SALP input for Oct t9B2 - Sept 19fl3.lnpul prepared in 
accordance w/NRC Manual Chapter 0516 criteria Licensee performance In area of 
licensing activities assigned Category 2. 

VANVLjET,J A. Operatinn Reactors Branch 4 83/11/07. CONNER, E Region 1, Office 
of Director. 5pp 67044 018-67044 022. 

0505090477 FOIA request for Jan 1984 draft repl enlitled ’’Potential for Propagation of 
Self-Sustaining Zirconium Oxidation Following Loss of Water In Spent Fuel Storage 
Pool " 

JAMAL.N LfnIon of Concerned Scientists 84/10/26 FELTON, J M Division of Rules 
and Records Ip. 30249 322-30249.322. 

8505090479 Responds to FOIA request for Jan 1084, draft repl enlitled ’’Potenliaf for 
Propagation of Self-Sustaining Zirconium Oxidation Following Loss of Water In Spent 
Fuel storago Pool " Fonvards documents Documents also available In PDR 
FELTON, J.W Office of Administration 84/11/27 JAMAL.N Union of Concerned Sci 
enlists Ip 30249:323-30260327 

^8505090460 Draft Jan 1984 repl entitled ’'Potential For Propagation bf Self-Sustaining 
Zirconium Oxidation Following Loss of Water in Spent Fuel Storage Poof " 
PfSANO.NA, BEST.F, Massachusetts Institute of Tochnology, Cambridge, MA, 
BENJAMIN, A.S Sandia National Laboratories 84/01/31 364pp 30249 324- 

30260 327 


-6505090423 Forwards evaluation of mgl & operation of facility & summary of NRC 
evafuallon of ulif mgt problems fnvofvod fn Fob 1983 circuit breaker failures in ra- 
sponse to 830913 request far analysts of facilities In comparison w/olher nuclear 
plants 

MURLEY.TE Region f. Office of Director, 83/11/02 DU PONT.PS Delaware, Stale 
of. t6pp 30248 209-30248 225 

-8506090433 Forwards LER 83 024/0 IP 8 potentially generic Issue data sheet re Llml* 
torque vafvo operalor torque selling Urges JE & AEOD to provide updated guidance 
cn manner In which generic Issues should be handled by regional ofes 
STAROSTECKLR Division of Project & Resident Programs 84/01/10 JORDAN, EL 
Division of Engineering 8 Quality Assurance (Pre 030103). 2pp 30248,256-30240 260 

-6506090440 Notificailon of Significant Licensee Meeting 84*30 on 640412 w/util in 
King of Pros8ia,PA to discuss event Involving Irtdlvldual rod scramming.prrmary sys 
healup rales, rod acram times & unplanned reactor cooldown. 

TRIPP, LE Region Office of Director 64/04/12. Region 1, Office of Director. Ip. 
30248 261-90248^261, 

-6505090444 Discusses Issues to be discussed at 840412 enforcemont 
conferenco Items Include events invofving Individual rod scramming & vfolaflons of fim* 
King conditions tor operation, 

BLOUGH.AR. Region 1, Office of Director. 84/04/10. KEIMIQ,R R. Division of Project 
& Resident Programs. 11pp. 30248*262-3024 0 287. 

-8505090450 Forwards proposed task interface agreement ra lack of annuncfatlon/lndl- 
callon of motor operated vafva inoperability due lo- thermal overbad bypass circuit 
design Potential for generic problem w/dssfgn noled 

STAROSTECKLR. Division of Project & Resldenl Programs. 83/10/20, 
EISENHUT.DG. Division of Licensing JORDAN, JL Division of Engineering & Quality 
Assurance fPre 830103). 2pp 3024 8 268*30248,295. 

-8505090457 Discusses polentia) generic issue re motor operated valve thermal over- 
foad bypass circuitry annuclalor design, Alf existing dc & ac vafva motors Inspected & 
found satisfactory. 

KELLY.e NRC - No Detailed Affiliation Given. 83/10/18 QREENMAN.E Q. NRC - No 
Detailed Affiliation Given 7pp. 30248 296 30248.308 


0505090461 FOIA request for 11 calegones of documents re screening of personnel at 
nucloar power plants 

LAY.G. Schuenat, Cook & Werner 64/10/06 Division of Rules and Records. 3pp 
30254 226 30254 228. 

6505090483 Partial response to FOIA request for 11 categories of documents re 
screening of personnel at nuclear power plants Forwards App A 
documents Documents also available in PDR. Search for addi documenls continues. 
FELTON, JM Division of Rules and Records 84/12/13 UY.C Schuchal. Cook & 
Werner 2pp 30254'229-30256 053 

-8401170232 Board Notlflcallon 64-002 ‘provides info re allegallon against GPU that ap- 
peared lo have nexus to mgt competency &/or cheating Issue fn TMI-1 restarl pro- 
ceeding, 

EfSENHUT.O.G, Division of Licensing 84/01/04 PALLADINO.NJ Commissioners. 
2pp. 30256.054-30257.165. 

-6605090406 “For Comment'* Issue of draft Reg Guide, Task 8G 301-4, ’'Std Format & 
Content Guide for Access Aulhorrzatlon Plans for Nuclear Power Plants ’’ FR notices 
end 

* Offfee of Nuclear Regulatory Research, Director 04/09/30 B7pp 30264 231 - 
30264*315. 

-8505090469 “Auihority for Access to or Conirol over SNM.fRM 50-7), Rapt of Hearing 
Board." 

HALL.D.B, FRINQS,CL., VERKUILP.R. NRC - No Detailed Affiliation Given 79/04/ 
30. Omce of Standards OevelopmenI, Director. lOOpp 30264.315*30255 053. 

8005090490 FOIA request for SECYs 84 -206, 64*206 A Sl 84-300 lo be placed In PDR, 
GRABER.L. NUS Corp, CD-US.84-749 84/10/09 Division of Rules and Records. Ip 
30258 055-30258 055. 

8005060492 Responds to FOIA request for SECYs 8 4 *206, 84 *206 A & 64-300 to be 
placed (n PDR App A documents available fn PDR.App B documents withheld (ref 
Foia Exemption 6). 

f ELTON, J M Division of Rules and Records 84/11/13, GRABER.L, NUS Corp 3pp, 
30266 056-30258 300, 
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-8S050fi04d3 SECY‘84'206 Discusser relalivo scope of terms "’important to safety” & 
“safety related" for purposes of evafualing acceptability of QA programs Commission 
should consider issuance o( proposed order 

PLAINE.H.H Office of the General Counsel ALAB769 B4/05/18 9pp 30258 059- 
30258 300 ^ 

S505090531 FOIA request for *'IE lM5>p^^„of8 Alleged Failure to Rept Info re 790328 
Hyrogen Explosion at TMI-2,'* rept of Investigation. 

DIBBLE.CB LeBoeuf, Lamb, Lei by & MacRae 64/12/10 FeLTON.JM Drvisfon of 
Rules and Records. 1p 30257.166-30257 166 

8605090549 Responds to FOIA request for “IE Inspectors Alleged Failure to Rept Info 
re 790328 Hydrogen Explosion el TMI-2,'’ rept of invesUgatlon Forwarde rept.Repl 
also avallablo in PDH 

FELTON, J M Division of Rules and Records 84/12/28 DIBBLE, C 8 LeBoeuf, Lamb, 
LeibyA MacRae Ip 30257.167-30258 064 

-B50609DS55 “IE Inspectors Alleged Failure to Rept Info re 790328 Hydrogen Expfo- 
Sion at TMI-2,'* rept of Investigation 

FORTUNA.RA, QAMBLE.DH Office of Inspector & Auditor. 81/01/07 247pp 
30257.168-30258 054 

8505090565 Partial response to FOIA request for documents re 15 FINs. Forwards App 
F documenls.Documents also available In PDR. 

FELTON J.M Division of Rules and Records 84/11/19, SHOLLY.S.C Union of Con- 
cerned Scienlisis 3pp. 30258.301-30261.242. 

.-8505090571 Forwards draft “Igslghts Gained From Four PRAs” Review & commenta 
requested by B30422. 

SPEISJ.P. Division of Safety Technology 03/03/23. EISENHUT.OG. Olvfsion of Li- 
censing. MATTSON.RJ. Division of Systems Integration (post 611005) 
VOLLMER.R H. DJviaion of Engineering 2pp 30258 306 30250 *307 

..8506090577 Draft "Insights Gained From Four PR As " 

* Reliability & Risk Assessment Branch. 83/03/23 81pp 30258 308-30259.026 

-8506090583 Discusses potential PWR severe accident sequence not adequately 
addressed. Further work needed to investigate viability of sequence A what steps 
should be taken to close possible release path 

LYON.W. HARDIN.B NRC - No Oelailed Affiliation Given FIN A-3712 84/03/01. 
SHERON.B. ROSENTHAL.J NRC - No Detailed Affiliation Given 2pp. 30259.026- 
30259027 

.-8505090589 Draft "Risk Evaluation A Insights." 

* Reliability A Risk Assessment Branch. 84/02/29. 112pp. 30259>028 30269.149. 

*-8505000694 Draft "Determination of Event Sequences Contributing to Overall Fre- 
quency of Core Melt." 

WHEELER, T A. SPULAK.RQ Sandia National Laboratories FIN A-1298 84/1 1/10. 
Division of Safety Technology, 375pp 30269' 1 60-30260.270, 

-8605090600 Forwards proposed radiological source term Input for facility End amend- 
ed to reflect NRC suggested changes 

PRATT, W.T Brookhaven National Laboratory FIN A-3748 84/04/03 BARRETT.R. 
Reactor Systems Branch. 30pp 30260 '27 1-30260.300. 

-8606090603 “Reliability Analysis of Containment Isolation Sys'Task 2-Documenl 
Survey," draft Hr rept. 

‘ Battelle Memorial Instllule, Pacific Northwest Laboratories FIN 8-2626 04/06/18 
NRC - No Detailed Affiliallon Given 20pp. 30260.301-30260 321. 

-0506090606 RDA-TR-127301-001 "State of-the-Art of Reactor Containment 

Sys, Dominant Failure Modes A Mitigation Opportunities," final rept 
CASTLE.JN,. CATTON,!., DOOLEY, JL RAD Associates 84/01/31. 281pp. 
30260:322-30261.242 

8606100004 FOIA request for five categories of documents, Including info re Mercury Co 
of Norwoodjnc In connection w/const of nuclear powered steam electric generating 
Installation A Ebasco in connection w/consl of facility 

KALER,R J Gadsby A Hannah 84/02/23 Office of Administration. 3pp. 30298.029- 
30298 032. 

8605 100006 Further response to FOIA requests did 840223 A 0730 Forwards App B 
documents. Documents available in PDR. 

FELTON, JM Division of Rules and Records 84/10/09. KALER.RJ, Gadsby & 
Hannah epp. 30296.056-30286:295. 

"7908240667 Submits review of Interveners contentions re Waterford 
discovery Recommends meeling to determine what documents are required to clanfy 
conlenllon. 

BENEDICT, R A. Light Water Reactors Branch 2. 79/07/20 MCQURREN.H J. Hearing 
Branch 1 40pp. 30296,064-3 0295' 103. 

-8001170240 Req^jests investigation of A corrective action re Improper action by au- 
thorized nuclear Inspector. 

STELLO.V, Office of Inspection A Enforcement, Office of the Director 79/11/05. 
HARRISON, SF National Board of Boiler A Pressure Vessel tnspoclora Ip, 
30295.104*30295-106 

-6003190631 Informs lhal Mechanical Engineering Branch review has been contracted 
out to ORNL, however ORNL will not perform review of seismic qualification of 
equipment.Forwards question which will allow applicant to submit required Info. 
BONSAK.n.J. Division of Syatems Safety. 80/02/26 BAER,R L Light Water Reactors 
Branch 2. 2pp. 30295:108-30295.109 

-8005200864 Discusses HJ Bosnak B00211 memo re Mechanical Enalneering Branch 
equipment qualification effort A potential for licensing delays Private firm contract pro- 

RS\TTSO(!?FSlT^DM8fon of Systems Safety. 80/02/15, DENTON.H R Office of Nucle- 
ar Reactor Regulation, Director. Ip, 30295,107-30295:107. 

"8005200868 Informs that Seismic Qualification Review Team schedules re OL applica- 
tions will be delayed due to Naval Research Lab cancellation of Interagency agree- 

BOSNAK.R J. Mechanical Eng^fneenng Branch. 80/02/11. MATTSON.R.J Division of 
Systems Safety. 2pp 02628 ’071 -02628.072 


-8007310091 Discusses inadequacy of Louisiana Power A Light Class 3 insp 
program Program not sufficionlly desenbod to assure equivalence to authorized insp 
agency activities A specific duties of AN I 

REINMUTH.GW Division of Reactor Operations Inspections 80/06/19 
SCHWENCER.A Licensing Branch 2 3pp 30295 110-30295 112 

"8103110244 Informs that control room will not be sulficienlly complete for NRC 
review/audit until Spring 1902 Requests SER input evafualing applicant preliminary as 
3-SlT10n I 

KEBLUSEKpS Lfcenslrrg Branch 2 81/02/27 MOORE, V Human Factors Engineering 
Branch, Ip 30295 113 30295 113 

-8103200412 Forwards Equipment Qualification Branch request for addi info re review 
of seismic & dynamic qualification of equipment for OL applications Submits tentative 
review schedule.based upon receipt of applicants’ responses 
NOONAN.V S Assistant Director for Malls & Qual Engineering (Pre 630201) 81/03/ 
18 TEDESCOpR.L Assistant Diroclor for Licensing. lOpp 30295 114 30295 123 

-8103260961 Notification of 810414-16 meeting w/ulil A Ebasco to discuss outstanding 
Issues A conduct drawing review Agenda encl 

ROSENTHAL, JE Instrumentation A Control Systems Branch 81/03/18 

KEBLUSEK.S. Licensing Branch 2 3pp 30295 124-30295’ 126 

-8104150260 Discusses upcoming 810414-16 meeting w/C-E, Ebasco A util to discuss 
question responses A review drawings Physical separation review will bo restricted at 
meeting to one sample sys ,w/ pole ntial further review during site visit 
ROSENTHAL.J Instrumentation A Control Systems Branch 81/04/09. KEBLUSEK.S 
Office of Nuclear Reactor Regulation, Director. Ip 30265 128-30295 128 

"8104280103 Advises that inillal review of PDE8 shows need for extensive review A 
revision. 

TEDESCO.R L Assistaril Director for Licensing 01/04/06. MULLER, D R, Assistant Di- 
rector for Environmorjtal Technology (Pro 630201) ip, 30295.127-30205 127. 

-6104280540 Responds to 810318 request for review of FSAR Q lisl. Seismically quail 
fled sump pumps, safely related transformers A motor control ctrs should be listed in 
Table 3 2-1 

LEAR.G. Hydrologic A Geotechnical Englnearing Branch 81/04/23 HAASS.WP. 
Quality Assurance Branch 2pp. 30295, 129-30295’ 130 

-8105110630 Responds to 610422 memo expressing concern re seismic qualification 
review team site visit schedulo.Visit Is conlingent upon receipt of info requested In 
Equipment Qualification Branch 610316 Itr. 

flOSZTOCZY.Z R. Equipment Qualification Branch 81/05/01 SCHWENCERA Li- 
censing Branch 2 4pp 30295:142-30295146 

-8105110535 Requests confirmation of seismic quallficalion review learn 810706 site 
visit. 

SCHWENCER,A. Licensing Branch 2 81/04/22 ROSZTOCZY.Z Equipment Quahll* 
cation Branch Ip 30295 140*30295 146 

-8105120513 Summary of 810414-15 meeting w/Louislana Power A Llghl, Ebasco, C E 
A ICSB re drawing review of facility A responses to Question 2 
ROSENTHAL J. Inalrumentation A Control Systems Branch. 81/04/20 BLACK.S Li- 
censing Branch 2 lipp 30295.131-30295 141 

-0105140125 Forwards SER, FSAR Section 7, Instrumentation A control sys SER written 
by consultants of ANL^odited A subjoined by instrumentation A Control Sys 
Branch Lists open Items idenliflod In SER 

CHECK, P.S, Assistant Oirector for Plant Systems 81/05/08 TEDESCO,R L Assistant 
Director for Licensing 43pp 30205 147-30295' 189 

-8106190011 Forwards input to SER open items re seismic A dynamic qualification of 
Seismic Category I mechanical A electrical equipment & II E 4 2 concerning operability 
of purge sys Isolation valves 

JOHNSTON, W. Assistant Director for Malle A Qual. Engineering (Pre 830201) 81/05/ 
12. TEDESCO.R.L. Assistant Director for licensing 6pp. 30295 190 30295.105 

-6106020030 Forwards marked up Revision 1 to FSAR Section 7 re instrumentation A 
control sys safety evaluation 

CHECK, P.S. Assistant Diroclor for Plant Systems 81/05/27 TEDESCO.R.L Assistant 
Director for Licensing. 57pp. 30295:196-30295:252, 

-8108170432 Forwards list of Incomplete Items In Instrumental ion A Control Sys Branch 
review to be discussed during 810616*19 open items resolution meeting in 
Bethesda.MD. 

CHECK, P.S. Assistant Director for Plant Systems 81/08/10 TEDESCO.R.L Assistant 
Director for Licensing. 3pp. 30295'264-30295'256 

-8108190195 Forwards agenda for ACRS Waterford-S Subcommittee Bi0605 
meeting Substantive slaff support at subcommittee A 810806 full committee meetings 
are necessary to get favorable Hr A avoid delays In project schedulo.W/o encl 
TEDESCO.R L Assistant Director for Licensing. 81/07/22. QRIMES.B NRC - No De 
tailed AHill a tion Given Ip 30296 253 30295.263 

"6109040DD9 Forwards Instrumentation A Control Sys Branch supplemental safety 
evaluatlon.Open Items Include compliance w/IE Bulletin 79-27, monitoring safe 
shutdown, reactor coolant pump shaft break protection A TMI Action Item ll,F.2. 
CHECK, P.S. Assistant Director for Rant Syatems IEB79 27 61/08/12 

TEDESCO.R L. Assistant Director for Licensing lipp 30295:257-30295 267. 

-8109100050 Forwards request for addI Info re operational OA program of FSAR for 
IransmlUal to ulil Request rellecls requirements of NUREG 073/, "Clarification of TMI 
Action Plan Requirements." 

HAASS.W.P, Quality Assurance Branch 81/09/02. TEDESCO,R.L Assistant Director 
for Llcensir^g. 6pp 302 96 -266 -30 296 273. 

"611124016B Forwards list of open A confirmatory issues which should bo included In 
SER Suppi 2.Schedu1e for in put, review A Issuance outlined. 

MIRAQL1A,FJ. Licensing Branch 3* 81/1 1/06 KNIGHT. J.P. Aaslslanl Director for 
Comp A Structures Engineering (Pre 830201), 3pp 30295'275 3O206'277 

”81 12018174 Summary of 810929 meeliing w/util in aelh88da.MD re util plans A sched- 
ule lor resolving mgt A staffing problems 

BLACK.S, Licensing Branch 3. 81/11/03. Lfconsing Brandi 3 Ip 3O20S‘274* 
30295:274 
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-81122tQ017 Nolittcalion of 811200-10 meslings w/uhl in Nov/ Orleans, LA to perform 
audit of util mgtqualifrcatcons 

BLACKS Licensing firanch 3. fil/11/30 MrRAGLIA,FJ Uoansing Branch 3 Ip 

30295 27Q.30295 278 

“8203020603 Discusses status of SSER input Section re safe shutdown analysis will be 
provided by 820301. per 820216 telcor) 

ROSA.F Instrumentation & Conirol Systems Branch 82/02/16 MlRAGLIA.F J LI 
censing Branch 3 1p 30295 279 30295 279 

“8203090760 FoAvards Instrumentation & Control Sys Branch posHion on remote shut- 
down capability for gutdance of applicant 

SPEIS.TP Assistant Director for Reactor Safety 92/02/23 TEDESCO.RL Assistant 
Director for Licensing 3pp 30295 280 30295 262. 

“0203180003 Forwards Instrumentation & Control Sys Branch safety ©valualpon re safe 
shutdown from outside conirol room 

SPEJS.T P Assistant Director for Reactor Safety 62/03/02 TEDESCO.RL Assistant 
Director for Licensing 7pp 30295 283 30295 289 

“8207220601 Forwards list of status of all open & confirmatory Items listed in 
SER Issuance date for SER.SuppI 4 is 628730 

MIRAGUA.FJ Licensing Branch 3 62/07/14 HANAUER.S H Division of Safety 
Techno! £>gy lipp 30295 290 30295 300 

“0209160100 Forwards CJ Anderson & CY Liang afficfavils re Unrosolved Safely Issues 
A 45 & A 4e,fespectively. 

SCHROEDEB.F Assistant Director for Generic Projects 82/08/27 NOVAK.T Assist 
ant Director for Licensing 14pp 30295 307-30296 003 

“8209230941 Forwards TY Chang affidavit re Unresolved Generic Safety fssue A-46 on 
seismic qualifications of equipment Affidavit responds to ASLB order 
JOHNSTOHW,V Assistant Director for Metis A QuaJ Engineering (Pre &30201J 62/ 
06/26 NOVAK, TH Asslstanl Director for Licensing 6pp 30295 301-30295 306 

“8210050022 Forwards outline of open items based on review of util 620625 info sub- 
mitted In response to Equipment Qualification Branch 820110 questions re purge & 
vent valve operability Hems discussed wr/Ebasco on 820727 
IROS2TOC2y.Z,R Equipment Qualification Branch 82/09/09 MIRAGLIA.F Licensing 
Branch 3 3pp 30296 004-30256 006. 

“B21 2070061 Forwards Equipment Qualification Branch input for SSER Input covers 
seismic & dynamic qualification of safety-related equipment 

JOHNSTON.W.V Assistant Director for Matls & Qual Engfneenng (Pre 830201) 82/ 
11/30, NOVAKJ M AssistanJ Director for Licensing 6pp, 30286 01 1*30296,017 

“6212000563 Forwards fist of items requiring verification for SER & suppPs Based on 
current fuel load schedule. response required by 630301 

NOVAK.TW Assistant Drreclor for Licensing 82/11/29 GAGLIARDOJ.E Division of 
Resident, Reactor Project A Engineering Programs 4pp 30296 007-30296 010 

-■•6302160027 Advises of high probability that May 1983 fuel toad date may slip unless 
Immadiate.posilive mgl errvphasis placed on project Slippage probable duo to delays in 
submittal of analyses nee-ded to closo out open & confirmatory items 
KNIGMTON.G Licensing Branch 3 83/01/26 NOVAK, T Assistant Director for Lt 
cansing 4pp 30296010 30298 021 

“6302160514 Forwards In strum entation & Control Sys Branch SSER input re outstand- 
ing issues on diversity of actuation signals & reactor coolant pump shall break 
HOUSTON. R W Assistant Director for Reactor Safety- 63/02/10. NOVAK.T M Assisi 
anl Director for Licensing 4pp 30256 022-30296 025. 

“8304050541 Forwards 030316 order imposing civil monetary penally for pubficalion In 
FR-W/o end 

AXELRAD.JA. Director’s Office, Office of (nspecllon and Enfo/cement EA 02-109 
&3/'03/22 Docketing & Services Branch Ip 30296 026 30296626 

■“6304130526 Requests that end comments & questions on util 830127 submillal pro- 
posing design changes lo liquid & solid racfwasle ays be trensmitled to applicant Info 
required before SER can be Issued 

GAMMILL,WP Meteorology A Effluent Trealmont Branch 63/03/28 
KNI GH TON, G W. Licensing Branch 3 5pp 30296 027-30296 031 

“3305260077 Forwards Supp) 5 to SER ro thermal hydraulic design A SEFI Input for util 
response to NU REG €737, Item lfF2, ‘"fnadequale Core Cooling Inalrumantalion " 
Correction to LPD penally factor required prior to OL Issuance 
RIJBENSTEIN,L.S Assfsisnl Director for Cora A Riant Systems 63/05/10 NOVAKJ 
Assistant Director for Licensing 23pp 30296 032-30296 057. 

“8307200433 Trip rent of 830627 0701 training program audit at site One violation & 
two deviations will be cited agatnsi ud Obsanralions of inspector training audit per- 
formance will bo Integrated into training guidelines A criteria 

BENDER.L Lfcansee Qualifications Branch 03/07/06, BOOMER, HR LrcenseeQuali- 
ficatiofis Branch Ip 30296056-30296074 

--8 3080601 52 Provides status of Inst rums ntalion A Control Sys Branch review of facility 
open item re emergency feedwater control sysAddI info requested at 630216 
meeting .expected by 630225, not received until May 1083 

HOUSfOMRW. Asalsfanl Director for Reactor Safety 83/07/26- NOVAK, T.M Assist- 
ant Director for Licensing Ip 30206 075 30296066. 

“6309130089 Forwards memo to assist in providing response to Region )V concerns re 
util sfippaoe In simulator Installation schedule W/o end 

THOMPSON, H.L Division of Human Factors Safely 83/09/01 EISENHUT.DQ Divi- 
sion of Licensing, Ip. 30296 087-30296 088 

“8309300069 EGG-EA-5643 R02 Rev 2 lo “Waterford IH SORT Visit R^t (InHIal Visit)/' 
MACEK.H W EGAG, fnc RUSS£LL,M J, SINGH. J N. Idaho National Engineering Lab- 
oratory. FIN A-6415. 83/04/30 NRO - No Detailed Afniiatlon Given 66pp. 30296 069- 

30296 144, 

“B309300076 EGG-EA-6300 'Waterford fill SORT Visit Rept (Second Visit)." 

SINGH, J N EGAG, fnc. MACEK.R.W., RUSSELL, M X Idaho National Engineering Lab- 
oratoiy. 83/90/31 NRC - No Detailed Affiliation Given 40pp 30296145-30296104. 

“83100S0426 Recommends regions perform const QA evaluations prior to Issuance of 
OL Evaluations should be performed when const 6 months from completion 
EISENHUT.D.G Division of Licensing 83/09/26 DEYOUNG, R.C Directors Office, 
Office of inspsetfen and Enforcement 7pp. 30296.185-30296,238, 


“8310050428 Forwards Region V const QA evaluation Evalualions should be requested 
for all future OLs A reviewed prior to Commission mootings 

EISENHUT.DG NRC - No Detailed Affiliation Given 03/07/08 NOVAK.T NRC - No 
Detailed Affiliation Given Ip 30296 192-30296 205 

“8310050434 Forwards evaluation of significant cost doficioncies A effectiveness of 
const phase of QA program Applicant program effective 

MARTIN.J 0. Region 5, Office of Director 83/06/20 EISENHUT.D G Assistant Direc 
tor for Licensing 3pp 30296 1 93 30296 205 

“0310050436 Forwards "Summary Rept for Regional Evaluation of Louisiana Power A 
Light Co.Waierford 3 " Updated rept forthcoming approx 3 months prior to OL A fina) 
detailed open item list 1 month prior to OL 

GAGLIARDO.J E Division of Resident, Reactor Prolect A Engineering Programs 83/ 
05/31 EISENHUT.DG Division of Licensing Ip 30296 206 30296 238 

“8310050441 "Summary Rept for Regional Evaluation of Louisiana Power A Light 
CQ,Watertord 3 " 

• Region S. Oftice of Director 83/04/01 32pp 30296 207-30296 238 

“8311140003 Describes various design concerns resulting from emergency feedwater 
sys Instrumentation A control review A forwards request for addi info Sys design con- 
cept acceptable Meeting to bo held In near future to resolve concerns 
ROSA.F Instrumentalfon A Conirol Systems Branch 83/11/03 KNIGHTON, G- Li- 
censing Branch 3 5pp 30296 239-30296 243 

“8401120136 Forwards updated proposed safequards license condition A SER inpul re- 
sulting from review of rev to security plan Enel withheld from public disclosure 
MIRAGLIA.F J Assistant Director for Safety Assessment 83/12/30 NOVAK.T M As- 
sistant Director for Licensing tp 30296 244-30296 244 

“8401200240 Requests that issues raised In 830913 memo re cracked welds A foosa 
parts in C-E steam generators be considered in insp of facility 
JOROAN.EL Division Of Emergency Preparedness A Engineering Response (Posi 
830103) 84/01/13 GAGLIARDO.J.E Division of Resident, Reactor Project A Engi- 
neering Programs 1p 30296 246-30206 250 

“8401200243 Discusses cracked welds A loose parts in C-E steam generators Regional 
ofes should assure Insp of any C E steam generators now at site of facilities not yol 
operalinn 

JORDAN.EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 84/01/13 BISHOP, T.W Division of Resident, Reactor Project A Engineering 
Programs 3pp 30296 245 30296 247 

“6402150551 Trip rept of 030124-26 site visit re conirol room habitability HVAC sys go 
noric gen oral concerns A overall perspective addressed 

SINGH, 8 K Auxiliary Systems Branch 04/02/09 PARR.O D Auxiliary Systems 
Branch 4pp. 30296.251-30296 276 

“8403280107 Discusses change to Task Order 001 .requesting that Sperko partlcipato in 
second 2 wks of conal assessment team insp Change constitutes increase of 2 wks 
over orfgmaf task order 

BAKERIet Division of QA. Safeguards A Insp Programs (030103 850212) 04/03/14 
8CHLOSSER,L NRC - No Detailed Affiliation Given Ip 30206 287-30206 287 

“8404050128 Forwards SSER 6 Input, including Section 42 2 re design evaluation A 
seismic A LOCA loading Seismic A LOCA loading Issuo resolved A license condition 
removed 

RU0ENSTEIN.LS Assistant Director for Core A Plant Systems. 84/03/14 
NOVAK.T M Assistant Director for Licensing lOpp 30296.277'30296 266 

“6404110495 Discusses 840323 exit Interview w/uli) A conal appraisal team ro summa 
ry findings of elecIncaUnstrumenlalion, mechanical A civll/slruclural aroas.weidmo A 
ND£ efforts. Kerns preliminary Final rept will provide details 

CRUTCHFIELD, D NRC • No Detailed Affilmtion Given 84/03/29 EISENHUT.DG. Di 
vision of Licensing 2pp 30296 290 30296 205. 

“8404120302 Forwards proposed schedule for reaching outstanding licensing decisions 
at facility by Apr.flesolulion of allegations re completion of insp.FSAR SSER, response 
to hearing motions A decision on baaemat cracks Included. 

CRUTCHFIELD.D NRC • No Detailed Affiliation Given 84/03/28 EISENHUT.D.G Di 
vision of Licensing 2pp 30296 280-30296 209 

8505100112 Responds lo FOIA request for correspondence re BAD Motallurglcal.lnc 
from 840101 to present Forwards Apps A A B documents Documents also available In 
PDR 

FELTON, JM Division of Rules and Records 84/11/21. WELDON.D Doc-Search As- 
sociates. 5pp 30291 016-30202 127 

“8405150260 Responds to 840501 requests for guidance re acceptable limits for Am- 
241 contamination In Incinerator ash disposed of at local sanitary landfill, underground 
sewer line A EAD metallurgical facility In Tonawanda.NY 

MURLEV.TE Region 1, Offico of Director 04/05/10 WILLIAMS.HG Now York, 
State of 6pp 30291 227-30291.279 

“850S100116 Forwards comments on Health Effects Branch analyses of Tonawanda 
Am 241 contamination A excerpts from publication entitled, "Stds Methods for Exam 
of Wdtor & WostowdtBr 

LOHAUS.P.H. Region 1, Office of Director 84/10/30. RIMAWI.K New York, Stale of 
Ip. 30291-023-30291 023 

“8505100120 Forwards comments on KZ Morgan A W Condon analyses of Am-241 
contamination in Tonawanda.NY, in response to 840904 request Related info end 
MILLS.WA Health Effects Branch (post 840429) 84/10/17. LOHAUS.P M Region 1, 
Offico of Director 21pp. 30291 024-30291 044 

"8505100126 Responds to JM Allan 040919 memo re technical assistance to Stale of 
NY iof Am 241 contamination at Tonawanda.NY List of type of info needed to evalu- 
ate impact of contamination end 

CROW.W.T. Uranium Fuel Licensing Branch 84/10/22 LOHAUS.P Reqion 1, Office 
of OIreclor, 2pp 30291 045 30291 046 

“8605100130 Requests reconsideration of need to study current regulations governing 
discharges lo sanitary sewer sys, due to second case involving Am-241 contamination 
in processed sewage sludge In NY State 

MURLEYJE. Region 1, Office of Director, 04/10/22 MINOGUE.R B. Office of Nucle- 
ar Regulatory Research, Director 2pp, 30291 047-30291 049 
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-6505100136 Discusses conclusions per 840904 converaaUon that EAO discharoea to 
apSlcable NY Stale cS ^ 'J-scharges to 

^ ‘ Detailed Mdialion Given SA/JOL 64/10/11 LOHAUSP 
NRC • No Detailed Affiliation Given 5pp 30291 050 30291 054 

-0605100142 Advises that no fesourcas available for NRC to look at reconcentraUon 
processes & potential exposure pathways from malls present in sewage NRC constd 
bulletin to call attention to recent incidents 
aOzImMofsTod 9°"'°® RIMAWI.K.Naw York. State ol 

curtenl stalua ol EAD Melallurglcal.lnc situation dunoo faview 
Of NY blate Dept of Labor radiation control program, per 840820 conversalfon w/p 
Lonaus. 

MURLEY,T.E Region 1. Office of Director. 84/06/22 STASINKaW New York, Slate 
of. 4pp 30291 .060-30291 '063, 

-860 S 100195 Discusses contamination of sludge at sewage treatment facilities in NY 
State due to reconcentratlon of liquid affluents released to sanitary sewers from EAD 
Nuclear Radiation Development Am-241 operations. 

MURLEYXE. Region 1. Office of Director 84/09/20. DEYOUNG, RC Director’s 
Office, Office of Inspection and Enforcement Ip 30291 064-30291.064 


-8505100334 Responds to B40605 lU re 840612 meeting of Advisory Committee on Ra- 
dioactrve Malls in Environ to discuss Am.241 contammallon in Tonawar>da,NY F Cos- 
leSlo will ba atlendlnq in place of P Lohaus.who had prior obligations 
KERR.G W. Ofko of Slate Programs, Director. 84/06/14 RIMAWI,K New York, Slate 
oL Ip 30291 280-30201 280 

-8505100336 Fonwards info re Am-241 conlaminaljon problem In Tonawanda, 
NY.Inc1iidlng K Rimawf 840816 Hr & 840609 memo w/erwls 8 inlemal correspond- 
eiKa re need for rule change & IE bullebn on discharge to sewers. 

LOHAUS,P*H. Region 1, Office of Director. 84/09^4 COSTELLO,F, PASCIAK.W 
Region I, Office of Director LUBENAU.J Office of State Programs, Director. Ip 
30291 ■ 281 -30292; 1 27, 


-6505130292 "Review of Slate Documents & Communications on Radioactive Contami- 
fialion.** 

MCDOUQALL,W J, Acfvanced Environmental Systems, Inc 84/07/31 14pp 
30291.077-30291 090, 

6505100132 FOfA request for four categones of documents re Containmenl Loads 
Working Group 6 Containment Performance Working Group 
SHOLLY.SG Union of Concerned Scientists 84/10/26 FELTON, J.M Drviston of 
Rules arwl Records 2pp. 30206 296-30296 297 


-8505100203 Responds to 840830 Hr expressing concern re status of Slate of NY reso- 
contamination In Town of Tonawanda,NY sanitary Irealment 
facKllles.Slale of NY laking appropriate action to work out safa cleanup 
MURLEY.T.E. Region 1, Office ol Director 84/09/20 MOLINE.RH. Tonawanda. NY 
2pp 30291,065-30291:066 


-8506100224 Discusses Stale of NY request lor technical assistance to evaluate atabili 
zallon ol ash contaminated w/ Am-241 In Town of Tonawanda landfilf Meeting w/stale 
nocQasary.duo to difficulty In developing dale per NUREG/CR-35e5 
ALLAN, J.M. Region 1, Office of Director. 84/09/19, CUNNINGHAM,R E. Division ol 
Fuel Cycle & Material Safety. Ip 30291 '067-30291 .067. 

-B506 100231 Requests NRC assistance In evaluation of option of stabilizing ash con- 
taminated w/Am 241 In Town of Tonawanda landfill.Melhods used In MUREG/CR- 
3505 applicable to problem Supporting documentation end 
RIMAWI.K. New York. State of 84/09/13. LOHAUS.P. Region 1. Office of Director 
Dpp 30291.060-30291:076 


-8506 1 00244 Fonvards Slate of NY 5 NRC correspondence re discharges to sanllary 
sower sys.Revlew of fife strongly suggests that EAD discharges failed to meet applica- 
ble State of NY criteria. 

LUBENAU.J.O. NRC - No Detailed Affillallon Given SA/JOL 84/09/04. LOHAUS.P. 
Region 1, Office of Direclor. Ip. 30291.091-30291.091 

-8505100251 Responds to 840601 request for further reevaluation ol limits for disposal 
of radwastos via sanitary sewers. Proposed changes to Part 20 in regulatory direction 
requested, 

MILLS, W.A Heahh Elfacls Branch (post 840420). 84/08/17 NUSSBAUMER.D A As- 
slstanl Director for Slate Agreements Programs. 4pp. 30291.092-30291 095. 


-0506100256 Recommends Issuance of IE bullelin lo call attention to incidents of dis- 
charges into aanitary sewerage sye End memo to RES requests consideration of rule 
change to delete term "or dispersible" from 10CFR20 302. 

PAQE.RQ. Uranium Fuel Licensing Branch. 64/08/17. COBB, Li Safeguards & Mate- 
riels Program Branch. 2pp 3 02 91 '006-3 029 1:097 

-8605100267 Discusses two occurrences of ro concentration of radioactive mails In san- 
itary sewarage sys.Incidents possibly due to mails not readily soluble or dispersible in 
wafer, per 10CFFf20 303. 

GUNNINQHAM.RE Division of Fuel Cycfe & Material Safety 84/08/17 GOLLER.K, 
Division of Facility Operations. Ip. 30291:098-30291.098. 

-6505100272 Forwards NY Stale Dept of Environ Conservation 840514 Hr to 
commissioner, NY State Dept of Health requesling review of regulations governing dis- 
charges to sanitary sowers NRC assistance In rewew requested. 

RiMAWI.K New York, State of, 84/06/25. LOHAUS.P. Region 1. Office of Director 
Opp 30291.099-30291:107 

-8506100282 Discusses recent detection of significant Co-60 & Cs-IS? contamination 
In Oak RIdgo.TN Recommends review of matter w/Oak Ridge Assoc Unlvs to decide 
wholhof circumstances have generic Implications for other 20 303 sewerage dispos- 

STbHR,J.P. Region 2. Office of Director. 84/06/18. CUNNINGHAM,R E Division of 
Fuel Cycle & Material Safetv. 4pp. 30291:108-30201:117. 

-8506100291 Expresses concern ro status of NY Slate efforts to satisfactorily decon- 
taminate aanilary sewer line, sewer trealmenl plant & sanitary lafKiflll.NRC requested 
to become Invojvad In situation. 

MOLINE,R.H. Tonawanda, NY, 84/08/30 MURLEY.T.E. Region 1, Office of Director. 
4pp. 30291:116-30291:121. 


BSC 51001 40 Responds lo FOfA request for four categories of documents re Conlaln- 
monl loads Working Group & containment Performance Working Group Forwards App 
A documents subj lo Categories A,B & C Documents also available in PDR Search 
continuing 

FELTON, J.M, Division of Rules and Records 84/12/04 SHOLLY.SC Union of Con 
earned Scientists 2pp. 30296,208-30297,317 


-8408220510 Forwards CV Subramanian 840221 itr requestiftg NRC approval of lamp 5 
pressure profiles to be used In tests on electrical penetration assemblies Assessment 
of profiles requested no later than B40914. 

NOONAN, VS Equipmonl Qualification Branch 84/08/10 SjLBERSERG.M. Accident 
Source Term Program Office Ip 30296 303 30206 322 


-8408220516 Forwards pressure & temp profiles for use in leallng three efecldcal pene- 
tration assombliaa under PWR & BWh severe accident ertvlrons NRC approval of pro- 
files responding to EPA program requirements requested by 840300. 
SUBRAMANIAN.C Sandia National Laboratories FIN A-1364 84/02/21 

FARMER, W.S, Electncal Engineering InslmmentalJon & Control Branch (post 840429) 
19pp 30296:304-30296 322 


-8410190032 Forwards Issue papers on Section 1 3, "Response of Containment & 
Other Equipment,*' for Commission paper on severe accident Issues. 

VOLLMtB,R H. OMsIon of Engineering 84/10/12 ROSS, OF SARP Review Group 
36pp 87665‘234-67565'270 


-8411030429 Forwards Containment Performance Working Group 84 1002 memo from 
Sllberberg lo Noonan & Noonan 640810 memo to Sllberberg requesting review of 
pressuro & temp profiles for containmenl penetration closures. 

NOONAN, VS Equipment QualificaUon Branch 64/10/18 FARMER,WS ElecUical 
Englneerlr>g Inslrumenlation & Control Branch (post 840429). Ip 3Q296 300- 
30296.302 


-8411030435 Forwards Containmenl Load Working Group member comments on pro- 
posed pressure & temp profiles for containment penetration cfosure.Endorsement by 
entire group premature until rept finished 

SILBERBERG.M. Accident Source Term Program Office 84/10/02 NOONAN,V.S 
Equipment Qualification Branch 2pp 30296 301-30296 302 

-8505100158 Discusses Containment Load Working Group assignments for PWR Std 
Problem z re PWR subatmospherlc containment. Calculations should be completed 
usir^ end Info by 840201-03 meetings. 

SILBERBERQ,M. Accident Source Term Program Office. 84/01/11. NRC - No De- 
tailed Affl nation Given 10pp 30297.213-30297244 

-8505100164 Discusses BWR phenomenological sId problems.lndudlng pool bypass 
pathways for radionuclide transport for Mark 1 & Mark II containments & conum water 
inleractlon in event of failure of Mark It diaphragm (loor.Calcufations assigned. 
StLBERBERG,M Accident Source Term Program Of6ce 63/11/03 NRC • No De- 
tailed Affiliation Given 35pp. 30297.245-30297 279. 

-8505100170 Forwards supplemental calculations to ba performed re BWR Mark I & 
Mark II overtemp assessment, per Containment Loads Experts 631118 meeting.Thre 
categories of cafculallons described. 

SILBERBERG,M Accident Source Term Program Office 64/12/04. NRC - No De- 
tailed Affiliation Given. 32pp. 30297,260-30297.317 

8505100205 FOIA request for documents re receipt, analysis & denial of C Stewart show 
cause petitions request! r>g action on plant 

BELL,N. Nuclear Information & Resource Service, 84/09/06 FELTON, J M. Division of 
Rules and Records. 2pp 30296*294-30298 265. 


-8605100300 Requests review of current regulations governing discharges lo sanitary 
sewers.Possibfa reconcentratlon processes & potential exposure pathways occurring 
that were not provloualy considered when current stds developed, 

NUSSBAUMEaD,A. Asslstanl Olfador for Slate Agreements Programs, 84/0B/01 
QOLLERiK. Division of Facility Oparatlons 2pp. 30291:122-30291:123. 


8505100212 Partial response to FOIA request lor documents re receipt, analysis & 
denial of C Stewart show cause petitions. Forwards App B documents Appa A & B 
documents available In PDR Search for addi documents continues. 

FELTON,J.M. Division of Rules and Records. 84/11/13. BELL,N. Nuclear Informalfon 
& Resource Service. 6pp, 30296.296-30290:125, 


-8506100308 Submits updated Info on Tonawanda Am-241 contamination problem ob- 
tained since 840012 committee meeting. Lung scan results, rept on potential exposure 
& risk to Town of Tonawanda employees & tPA comment enci 
RIMAWLK. New York, State of, 84/08/16. LOHAUS,P. Region 1, Office of Director. 
24pp. 30291 '124-30201:147, 

-8505100316 "Rept of In Vivo Counting for Town of Tonawanda, Slate of NY Depl of 
Health Work Performed on 84O7O0;11.^ ncnn 

SCHAAF.M.K, Helgeson Scientific Services, Inc. 84/07/24. 15pp, 30291J48- 
30201,162. 

-8505100320 Extends Invitation to attend 840612 meeting of Advl^ Committee on 
Radioactive Mads in Environ In Albany,NY to discuss Am-241 contamination problem 

RlivWWLK^New'Yofk. Slate o(. 84/08/05. KERR.Q.W. Oflice ol Stele Pfoarams, D|. 
raotor. e4pp. 30291:183-30391:226. 


-8405020146 Forwards Jacksonlans United for Livable Energy Policies 640329 2.206 
petilJon quesOonIng NRC personnel conduct & request for r6vocatK)n of OL 
LlE8ERMAN,J. Regional Operations & Enforcement Division. B4/04/17. 

MESSENGER ,Q Office of Inspector & Auditor Ip. 30208:302-30298:339 

-8405140066 Forwards Jacksonlans United for Livable Energy Policies 840329 
10CFR2.206 petition questioning NRC personnel conduct & requesting revocation of 
low power license. Draft Itr ack receipt of petition enci for signature, 

LIEBERMAN.J, Regional Operations & Enforcement Division 84/04/17. 

DENTON,H R. Office of Nuclear Reactor Regulation, Director 6pp 30296 340 
3Q289 021. 

-8408240014 Forwards SER re review of reliability of DIv I & II diesel generators TDl 
diesel engines will provide reliable standby source of onsiile power per GDC 17 
CRUTCHFfELD.D. Assistant Direclor for Safety Assessment. 84/07/24 NOVAK, T.M 
Assistant Direclor for Licensing, 1 p. 30299,022-30299.022 
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-B5O51OO270 NotiffGS of receipt of OELD draft ack o1 2 206 pelitBon, due on 
94050B Issues for disctissfon w/OELD & response lo potitJon requested 

* NRC ■ No Detailed Affiliation Given B4A04/26 NOVAKT NRC - No Detaifed Affili 
atlon Given Ip 30299 031-302S9 03L 

-fl5051002ft5 Requests response to issues in end 2 206 petiion requesting revocation 
of low power OL & denial of full power OLipendmQ resolution of TDI diesel generator 
Issues Response requested within 2 wks 

EISENHUT.DG Division of Licensing 84/05/30 WCGAl/QHY.J P. Mississippi Power 
& LIghI Co. Ip 30209 032 30299 032 

-8505100299 Staff re quire me nis memo of Commission 840726 briefing 6 discussion In 
Washington, DO of investigation S possible enforcement action re Jacksonfans United 
for Livable Energy (JULE) changes JULE should be notified of results 
CH1LK,SJ. Office of tJie Secretary of the Commission Ma40726 C 84/07/31 
MESSENGER^G Office of rnspeclor A Auditor PLAfNE.HH Office of the General 
Counsel 1p 30299 033-30299 033 

«B505t00305 Staff requirements memo on Commission 840731 briefing & discussion In 
Washington, DC re possible enforcement action against uIjI for violations Involving mail 
falsa statemenL Ofc of Qeneraf Council requested fo respond to peliliort 
CHILK.SJ Office of the Secretary of Ihe Commission M840731A 84/08/07. 
DIRCKS.W J Office of the Executive Dfrector for Operations MESSENGER.G Office 
of Inspector & Auditor. Ip. 30299 034-30299 034. 

'*8505100312 Summarizes lelcon w/Clamenls ra when plant investigation rep! would be 
Issued flept expected by 640824 Region II Invoslination will be kept separate. 

* Office of Inspector & Auditor 84/08/07, Office of Inspector & Auditor Ip. 
30299 035-30299 035 

-8505100322 Responds lo 040731 memo re issuance of repi of investigation of 2 206 
petition No ob[ectlon to public release cf Pages 44-52 Remainder of transcnpl outside 
purview of Ofc of inspector & Auditor 

MESSENGER, QH Office of Inspector & Auditor 84/08/20 CHILK.SJ Office of Iho 
Secretary of the Commission Ip 30290.036-30299 036. 

-8505100329 Forwards investigation repi, "Grand Gulf Nuclear Station* 10CFfl2 206 
P a tiif on/’ fn response lo B40731 & 0807 memos W/o enc) 

MESSENGER H Office of fnspeclor & Auditor 84/0B/30 MALSCH,M Office of the 
General Counsel Ip 30299037-30299 037 

-8506100337 Forwards Director's Decision OD 84-21 denying 2 206 
petition Authorizalion for full power operation A supporting SER wilJ be provided to 
supply addi Info re issues raised Decision will become final NFIC action In 25 days 
DENTON.hr. Office of Nuclear Reactor Regulation, Director, OD 84-21. 64/00/31. 
S7EWART.C, Jacksonlans United for Livable Energy Policies 2pp. 30299.038- 
30290 039 

-85051 00352 Director's Decision DD B4 21 denying Jacksomans United for livable 
Energy Policies 640329 2 206 peliticn raquesimg order to show causo why low power 
OL should not be revoked & stay of operation should not be issued 
DENTON, H R Office of Nuclear Reactor Regulation, Director. DD-84 21 84/00/31. 
16pp. 30299,040 30299 055. 

-8505100354 Notifies that Ofc of Inspector A Auditor transmittal (tr A repi of Invesfiga- 
Uon contain mat! that should not be made available to Jacksonlana United for Livable 
Energy Policy Substitute documents A explanation end W/o end 
CONNELLY, SR Office of Inspector A Auditor 64/09/11 MALSCH.M Office of the 
General Counsel 1 p 30299.056-30209 086 

-B5Q5 106359 Affidavit cf LF Dele re scram discher^ vof surveillance testing Exception 
to Tech Spec 4 0.4 unlikely to be requested again Certificate of Sve end 
DALE.L F Mississippi Power A Light Co 84/06/22. 4pp 30299 087-30299 090. 

-8605100390 Bnefing paper re Jacksonians United for Uvablo Energy Policies 2 206 
petition C Stewart A K Lawrence Interviewed in Jackson, Ml an 840628 Ini e/vertor ex- 
cluded from meeting w/ licensee to proloci proprietary Info 

* NRC • No Detail^ Affiliation Given 64/07710 4pp 30299 091-30209.094 

-8505100392 Notifies that rept re allegations of misconduct by Inspectors A Investiga- 
tors in pre para tiorv Allegations stem from Jacksonians Uniteo for Uvabta Energy Poli- 
cies 840410 2.206 petition 

SMITH,RM, NRC - No Detailed Affiliation Given 84/07/25 2pp 30299.095- 
30299,096 

-8505100395 Ofc of Inspector A Auditor case summary re allegation that NRC Inspec- 
tors A Irwestidalors committed possible improprfeUes & Illegal acts 
MULLEY.G, RESNER.M. Office of Inspector A Auditor 84-28 84/06/14 Ip. 
30299 097-30269 125 


-6505100403 Expresses thanks for participation In annual meeting of Nall Organization 
of TosLResearch A Training Reactors (TRTR) in Canada 

DIMEGUO,Ar National Organization of Test, Research A Training Reactors, 84/09/ 
06 MINOQUE,R Office of Nuclear Regulatory Research, Director. Ip 30209.155- 
30208 155 

**8505190405 Expresses I hanks for participation In Natl Organization of Test, Research 
& Training Reactors meeting in Canada Presentation helped membership understand 
proposed low enriched U rule A will help In preparing comments. 

0)MEQLfO,A F National Organization of Tost, Research A Training Reactors 84/09/ 
06 LAHS.W.R NRC ■ No Detailed Affillallon Given Ip 30298 166-30298 156 

“8S051 00409 Comments onphyslcal security at nonpower reactors presented by NRC 
at annual meefing of Natl Organization of Test, Research A Training Reactors in Aug 
1984 Proposed c^abititios only marginal improvement over MIT plan 
BERNAflD,JA, CLARK, L Massachusetts Institute of Technology, Cambridge, MA 
84/09/05 PALLAOINO,NJ Commissioners 3pp 30298157-30208 159 

-6505100410 Expresses thanks for participation in recent Nall Organization of 
TesLResearch A Training Reactors meeting In Canada 

DIMEGLIO, A F Nalionm Organization of Test, Research A Training Reactors 
DIMEGLIO.AF Rhode Island, State of 84/09/06 BERKOW.HN Standardization A 
Special Projects Branch Ip 30290 160-30296 160, 

-8505100414 Expresses thanks for accepling invitation to express views before ACRS 
or subcommittee re proposed rule for limiting use of highly enriched U fn domestic 
research A test reaclors Rept end. 

MCKINLEY.J.C ACRS - Advisory Committee on Reactor Safeguards 64/06/21 
DEMEGLtO.AF National Organizatjon of Test, Research A Training Reactors. Ip, 
30298 161-30298 161. 

-8505100416 Trip rept of Natl Organization of Teat, Research A Training Reactor 
840823-24 meetings re proposed mfe to limit use of highly enriched U In research A 
test reactors A NR(>related plans to upgrade security 

LAHS.WR Regulatory Analysis A Materials Risk Branch (post 640429) 84/09/13. 
MALARO.JC Regulatory Analysis A Materials Risk Branch (posi 840429) 2pp 
30298.165-30298 177. 

8505100422 FOIA request for debriefing re three proposals submitted per small busi- 
ness Innovativa research program A successful proposals 

NEWMARK,B Technadyna Engineering Consultants, Inc 84/10/16. SMITH,PA. 
Technical Assistance Contracts Branch Ip 30296 178-30296.178 

8505100424 Responds to FOIA request for successful proposals submllted per smaPI 
business Innovatrve research program Forwards documents listed on app Documents 
also available In PDR 

FELTON, J.M Division of Rules and Records 84/11/30. NEWMARK.B Technadyno 
Ervgineerfng Consultanfs, fnc. 2pp 30298*1 79-30296 293. 

-8565100428 "Thermoelectric Assessment of Radiation Damage," proposal. 

DERBY, R.W. Salvonics. Inc NRC-04«84-143. 84/04/26 H6pp 30290*1 8 1-30200.203. 

-8505100430 "ProbaWIrty of Floods W/Large Return Periods," proposal 
LfNSLEY.RK, KRAEQER.B A. Unsley, Kraegor A Associates, Ltd NRC-04.64-144. 
64/04/24 lOpp 30298:204-30298.221. 

-6505100431 "Development of Planl-SpecifJc Reprosentatfons," proposal 
MOTLOCH,CG, SWEET, DK Energy, fnc NRC.04 64-145. 04/04/19 20pp 
30298.222-30208 241. 

-6505100432 "Time Domain Reffectomet/y Liquid Level Detection Data Evaluation A 
Concept Assessment,” proposal 

MOHR, CL, MOHR.LJ Mohr A Associates NRC-04-84-146 64/04/23. 17pp 
30206 242-30298 256. 

-8505100435 "On Line Plant Analyzer Ulilizatfon In Control Room for Surveillance of 
Plant SafeW," proposal. 

ANDERSON,PS. FABIC^S Dynalrok. Inc. NRC.04-84.147 04/03/28. 19pp 
30296 259-30290 277 

-8505100439 "Nuclear Plant Data Bank (NPDB) Plant Description Development," pro- 
posal 

YBARRONDO.L J. Ybarrondo Associates Y0ARRONDO,L J. Sclenlech, Inc. NRC-04- 
84-140 84/04/30 13pp. 30298 278-30298*293 

8505100425 Requests documents designated on end prlnlout re FOIA 84-1 43 per sug 
gestlon 

KALER.R J. Gadsby A Hannah. 84/07/30 FELTON, J M Drvlslon of Rules and 
Records Ip. 30298.032-30298 032. 


-8605100402 SER re rellabilrty of TDI DIvs I A II diesel generators TDI diesel engines 
will provide reliable standby source of onsite power per GDC 17 
* Division of Licensing 84^7/24. App 30299 023 30209030. 

8605100393 FOJA request for documents r© 040623 24 Natl Organization of 
TestResearch A Training Reactors annual meetings In Hamilton .Ontario lo discuss 
comments on highly enriched U fulamsking 

AFTERGOOD, S Committee lo Bridge Ihe Gap 84/09/06 Office of Admlnlstrallon 
1p 30200 049-30298.049 

8505106307 ResporKls to FOIA request for documents re 840623-24 Natl Organization 
of Test,Rasearch A Training Reactora annua) moetfngs In Hamilton, Ontarto to discuss 
comment on highly enriched U rulemaking Forwards App A documenls. 

FELTON*J.M Elision of Rules and Records 04/19/15, AFTERGOOO,S Commltleo 
to Bndge the Gap. 3pp. 30298 Q49-30298M77. 

-8406230359 Summarizes ACRS 290th meeting on 840614-18 fn Washl#>9lor>,DC ro 
proposed rule for limiting use of highly enriched U In domestic research A lest 
reactors Exceptions In proposed rule appropriate A should be retained 
EBEflSOLE,J.C ACRs - Advisory Committee or> Reactor Safeguards, 84/06/18. 
PALLADINO,N.J. Commissioners 3pp. 30296:162*30206.164. 

-SS05100400 Urges Commission not 10 publish proposed rule re Increased security re- 
quirements for nonpower reactors which utilize high ennehed UAnatysIs will indtcale 
existing security plans adequate Related Info end 

DIMEGLIO,A.R National Organization of Test, Research A Training Reactors 64/69/ 
07, PALLAOINO.N J Commissioners lOOpp 30 2 90 *05 3-30298. 154 


8505100427 Partial response to FOIA request A 640730 Itr for documents selected from 
jjnnlooLPoiwards App A documenls Documents also available In PDR Review continu- 

fIlTON,JM Division of Rules and Records. 84/09/24 KALER,nJ Gadsby A 
Hannah 2pp. 30298 033 30298 048 

-6309290501 Summary of 830825 meeting w/uti I In IE Incident response ctr re util re- 
sponse to QA concerns contained In R oeYoung B30804 Itr to util.Vle^raphs end, 
L1EBERMAN,J, Regional Operations A Enforcement OMsion 03/09/20 Regional Op- 
erations A Enforcement Division. 11pp. 30298 038-30296:046. 

8505100434 PartlaJ response to FOIA request for records relevant lo A/or generated in 
connection w/SSER 26 (NUREG 0675) Forwards App A documents App A documents 
also pfacod In POR.Revlew continuing 

FELTON, J,M. Division of Rules and Records 04/11/19 DEVfNE.T., DIXON,C. Gov- 
ernment Accountability Project, 2pp. 30203 042-30293 043, 

8565100437 FOIA request for records relevant to A/or generated fn connection w/ 
SSER 20 (NUREG-0675). 

DEVINE, T., DIXON, C. Government Accountability Project, 84/09/13. Office of Admin- 
lstral)or>.1p 30293 044-30295:055 

8605100442 FOIA request for name5,titfss,addres&es A telephone numbers for certain 
NRC personnel A contractor representative for each Installation fn certain steles 
whero HP 3000 minicomputer used by NRC. 

LIWRUNQRDANG.T Manargetic Systems. 04/08/20. FROST, A R. ADP Planning 
Staff. Ip. 30299,126-30299.126. 
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850S 100445 Further response to FOIA roquesl for all documents re Cong>re55iona1 
B40612 briefing on plant. Documents listed In app available In PDR Review of remain- 
ing documents contir:iuina 

FELTON, J M Division of Rules and Records 84/12/18 DEVINE, T. Government Ac- 
countability Project 2pp. 30209 034-302911017. 

-8407230089 Forwards clarification of background to NRG 840410 responses to H 
Meyers q^uestions on plant 

KAMMERER,C Office of Congressional Affairs 84/06/14 MYERS.H, House of Rep , 
Interior & Insular Affairs, 2pp 3 0290 04 3-30290. 090. 

-8407230091 Forwards responses to questions & issues raised in 840322,26 & 0410 
memos 

KAMMERERA Office of Congressional Affairs 84/06/13 MYERS.H. House of Rep . 
Interior & Insular Affairs 46pp 30290 045-3029Q.090. 

-850S100449 Expresses regrot at Inability to attend Committee briefing on 
plant, Comments end re Commission & staff disregard of regulations In approval of In- 
experienced operating crew & subsequent expurgation of operator qualiricallons rule 
QILINSKY.V Commissioners 84/06/14 UDALL.M House of Rep , Interior & Insular 
Affairs 6pp 30290 037-30290.042. 

-8505130306 Forwards revised questions from Subcommittee on Energy & Environ re 
plant 

KAMMERER.C Office of Congressional Affaire 64/03/25 PALUDINO. QILINSKY. 
ROBERTS Commissioners. 19pp. 30290 091-30290.226 

8506100447 Responds to FOIA request for name8,titfe8.addrea9e3 & telephone rium- 
bers for certain NRC personnel & contractor representatives for each rnstallatlon of 
HP 3000 minicomputer Forwards App A documents. W/o end. 

FELTON. J.M. Dlvfelon of Rules and Records. 64/09/24. LIWRUNGHUANG.T Maner- 
getio Systems. 2pp. 30299; 127'30209' 123 

8606100452 Further response to FOIA request re Oct 1983 rept by H Hoyt & S Aloot on 
investigations at facility Documents 64,89,94 & 180 partially withheld & Documents 
63,79,83,106,1 18,120 & 139 compfelefy withheld (ref toIA Exemptions 6 & 7). 
FELTON, J.M Division of Rules and Records 85/02/06. BAUSER.D.B. Shaw, Pittman. 
Potts & Trowbridge. 22pp. 30289^317-30290.033. 

-8505100460 Discusses need for Impfemenlatlon of procedures to enable cases having 
marginal criminal potenlial.but which would be worthy of civil penaltlesjo proceed as 
expediously as possible. 

GREENSPUN.J. Justice. Deot of, 81/03/17. CUMMINGS.J Office of Inspector & 
Auditor. 2pp 30269.339-30269.340. 

-8506100463 Forwards J Qreenspun 810317 Itr re need to expedite cases Hr should 
be forwarded to regional directors 

CUMMINGS, JJ, Office ot Inspector & Auditor. 81/03/24. THOMPSON.D NRC - No 
Oelailed Affiliation Given. Ip 30289:341-30289,344 

-8605100466 Responds to NRC question re circumstances In investigation by adminis- 
trative agency In which Inveallgators must provide Info to or clarify Tor witnesses that 
investigation has criminal ramifications. 

GREENSPUN,J. Justice, Depi of. 61/05/26, CUMMINGS,J.J. Office of inspector & 
Auditor. App 3028g>345-302d9'36S 

-8505100469 Confirms 820818 & 19 telcons re faclllty.No formal referral presented to 
DOJ for prosecution. IE investigation of Inspector qua(iflcation8,equipment,procedure8 
for design document changes & ays turnover program continuing. 

TRACEY, A.M Justice. Dept, of, 62/02/24 CUMMINGS.J Office of Inspector & Audi- 
tor. 1p 30286.356-30289 068. 

-6505100475 Discusses 620527 telcon w/F Christianson re 820526 harassment of 
Inspeotors.Newspaper article re state insp of boiler at facility end. 

TRACEY, A.M Justice. Dept, of, 82/0 5/2B. CUMMINGS.J. Office of Inspector & Audi- 
tor. 3pp. 30289 369-30290.033. 

8506100467 FOIA request for SECY-84-089 & SECY-a4-O0BA. 

WiSEiJ.R Bishop, Liberman, Cook, Purcell & Reynolds. 84/08/10. FELTON, J.M. 
Office of Administration. Ip. 30297:31 6-30297i31 8 

8505100459 Responds to FOIA request for SECY-84-089 & SECY-84-OB8A Documents 
end. 

FELTON, J M. Division of Rules and Records. 84/09/24. WISB,J R Bishop, Liberman, 
Cook, Purcell & Reynolds. Ip, 30297-319-30298.005. 

-8403120190 SECY'84 089 Requests Commission review of staff disapproval of licens- 
ee request for exception to establish emergency operations facility 126 miles from 

E lan I site. 

'IRCKS.WJ. Office of the Executive Director for Operations 64/02/22, 44pp 
30297:320-30298:005. 

-8406020307 SEGY-84-0e9A Recommends Commission agree w/proposed staff disap- 
proval of util request for exception to emergency operation facility location distance 
requirement. Minutes of 640321 meeting w/ util & util viewgraphs end. 

DIRGKS,W.J Office of Ihe Executive Director for Operations 84/05/14. 23pp. 
30298 006-30296.028. 

8506100474 Final response to FOIA request for documents re 16 FIN 
files Nonproprietary versions of selected documents under FIN A-3705 identified In 
end /^p Q,pef 841 1 29 telcon. Forwards App Q documents- Documents also available 

FELTON, J.M. Division of Rules and Records. FIN A-3705. 84/12/04. SHOLLY,S.C 
Union of Concerned Sclenllsts 2pp. 30292 ■128-30293.041, 

-8305090189 Summary of 830406 meeting w /Westing house In Monroeville, PA re 
schedule & methodology to be used in developing PRA for Westinghouse Advanced 
PWR. 

MEYER, G.C. Standardization & Specfal Projects Branch. 83/05/02. Standardization & 
Special Projecls Branch 5pp. 30292' 130-30292:1 60. 

-8310200427 Summary of 831004 meeting w/Weatinghouse A 8NL re advanced PWR 
PRA methodology for core containment & consequence analysis .Viewgraphs end 
MEYER,G.C, Standardization 8 Special Projects Branch. 83/10/13, Standardization A 
Special Projecls Branch 200pp. 30292:161-30203 041 


8505100486 FOIA request for all documents re Commission 641210 decision to hold 
meeting to consider facility proposed hydrogen control rule & how issue of hydrogen 
control could affect approval of full power OL 

BELL.N Nuclear Information & Resource Service 04/12/13. FELTON, JM. Division of 
Rules and Records 2pp 30289 252-30289^253 

0505100492 Partial response to FOIA request for documents re facility proposed hydro- 
gen control rule.Forwards App A documents App A documents also available in 
PDR App 0 documents withhold fref FOIA Exemption 6) 

FELTON, J.M. DMsionof Rules and Records. 85/01/17. BELl,N Nuclear Informalion 
A Resource Service 4pp 30260 254-3D2&9'257 

—8505100496 Lists concise history of dovelopment of hydrogen control issue in facility 
OL proceeding 

JOH^NSON.G.E. NRC - No Detailed Affiliation Given 64/12/06 CUNNINGHAM.G H 
NRC - No Detailed Affiliation Given lOpp 30269 258-30289 316 

6505100500 Second partial response to FOJA request for documents re 64D626 27 full- 
scale joint emeraency exercise at facility In compliance W/10CFR60 47 App A docu- 
ments enci App B documents available In FDR 

FELTON. JM. Division of Rules and Records 84/09/26 PUNT£NNEY,J.E. Safe 
Energy Coalition 6pp 29290 227-29261.017. 

—8105110564 Forwards SER input re emergency planning F.EM A will make determina- 
tlorr as to adequacy of stale A local emergency response plans NRC will determina 
adequacy of onsite emergency plans 

PAGANaF.e. EP Ucenslog Branch 81/03/26 SCH WENGER, A. Licensing Branch 2. 
2pp 30290 257-30290 25B 

-8108100507 Advises (hat addi info/commilnnonts re facility emergency plan are 
required.Comments, generated from review performed against NUREG-Q654 crileria.for 
transmittal to licensee end, 

PAQANO,F.Q EP Licensing Brandi 81/06/30 YOUNG BLOC D,J.8 Operating Reac- 
tors Branch 1. 23pp. 30200,234-30290 256. 

—8108210160 Summary of B 10630 meeing w/ulll re status of facility emergency plan- 
ning effort Attendance list end 

PSOMAS,P.P. EP Ucensing Branch 81/08/03. GRIMES,BK Division of Emargency 
Preparedness fPre 838103) 3pp, 30290:292-3 0290, 294. 

-8109160149 Responds to RL Tedesco SI 0803 memo re public hearing re facifityAII 
testimony re Contention 8, evaluation time estrmales.due by 611109. 

PSOMAs.PP. Emergency Preparedness Development Branch (Pre 820201) 01/09/ 
24. GRIMES,B Division of Emergency Preparedness {Pre 830103). 2pp 30290:295- 
30290.296. 

—8109280106 Forwards emergency preparedness evaluation rapt 
GRIMES.BK Director'a Office (Pre ^20201), 81/09/04 TEOESCO.R.L Assistant Di- 
rector for Licensing 33pp. 30290 256-30290.291. 

-84052901 84 Forwards Emergency Preparedness Branch SSER Input re radiological 
emeraency response preparedness plan, Util provided satisfactory responses. 
MATTHEWS, D.B. Emargency Preparedness Branch 64/05/18 YOUNG BLOOD,B.J. 
Ucensing Branch 1. 25pp. 30290:297-30290.321. 

-8505100513 Forwards Emergency Preparedness Licensing Branch SSER input result- 
ing from review of Jul 1982 Rev 1 to radiological emargency response plan Plan ac- 
ceptable. 

PAGANO,F,G. Emergency Preparedness Branch 82/12/16 YOUNGBLOOD,B.J. Li- 
censing Branch 1 61pp. 30200 322-30261 '010 

-8505100517 Forwards comments re emergency action levels contained In radiological 
emergency response pfan Relationship oF containment monitor readings to range of 
degraded core conditions should be predetermined 

PAQANO.FQ, Emergency Prepareoness Branch. 83/01/14. YOUNGBLOOD.B J. Li- 
censing Branch 1. 7pp. 30291:011-30291:017. 

8505130135 Responds lo FOJA request for documents re NRC Const Assessment 
Teano Insp of facility Forwards documents listed In app Documents also available in 
PDR. 

FELTON, J.M. DIvIsloni of Rules and Records. 84/11/05. BERNABEI.L, 
HENDERSONJ. Government Accountability Project 7pp 30303:353 30386*191, 

-8506130144 Rev B lo Procedure ASP-tV-t22, *’Site Control A Processing of Defects/ 
Noncompliance Conditions lo Louisiana Power A Light Co ■' 

PERTUIT.J.R. Ebasco Services. Inc (subs, of Enserch Corp.). 83/03/23 15pp 
30364:001-30384.015 

-8505130149 Revised Procedure N‘23, "Reporting Defect /Noncompliance to NRC " 
CHRISTESEN,R J. Ebasco Services, Inc. (subs, of Enserch Corp.). 83/06/30, 24pp. 
30384:01 6-303B4'039. 

-8505130167 Rev D to Procedure ASP-IV-70, "Handling of Engineering Discrepancy 
NotJcos 

QREENWELL.R.E., MARSHALL, R. Ebasco Services, Ino. (subs, of Enserch Corp) 
83/10/04. 11pp 30384.040-30384:050. 

—8505130161 Rev J to Procedure ASP-lll-7, "Pracessing of Nanconformancas " 
LAFORD.HD., MARSHALL, R Ebasco Services, Inc. (subs, of Enserch Corp.) 83/12/ 
09. lepp. 30384.051-30384.066. 

-9606130171 Rev 0 to SQCP 16,1-2, "Nonconformance Control - Shop OC Manual.*' 
BOSWELL, C.R. Waldinger Corp 77/05/20. 16pp. 30384:067-30384 081. 

—8505130184 Rev 1 to Procedure N-16, "Nonconforming Mails, Parts or Components." 
VALENTINE,R.J. Nooter Corp, 74/06/01. 7pp. 30304 082-30384.080. 

—6505130189 Revi to Procedure N-16, "Corrective Action" 

VALENTINE,H,J. Nooter Corp. 74/06^1. 1 ipp. 30384:089-30384 “099 

-8505130192 Rev 2 to Procedure OP-15,2, "Const Discrepant Rept " 

FITZQERALD.R J. Combustion Engineering, Inc. 81/11/01. 6pp. 30384.100- 
30384:104. 

-8505130107 Rev 1 to Procedure AS P 007. "Nonconformances & Corrective Action " 
* Combustion Engineering, Inc, 81/03/11. Hfipp. 30384,105 30304:110 
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-8505130203 Rev 4 to Procedure POP N‘713, ‘'Use of Discrepancy Bepts " 
MCALLISTER JN JA Jonas Construe lion Co 78/03/27 9pp 30384 120-30384 128 

-85051302Q4 Rev 4 to Procedure POP-N 703, ’‘Nonconformance Reporting & Corroc 
live AcliOf) ■' 

MCAt. LISTER ,T N JA Jones Construction Co 78/05/24. 12pp 30384 129- 
30384 140. 

-8505130208 Rev F to Procedure ES'142, “Nonconformance & Corrective Action 
YOUNG.JG, WEAVER, JJ. Nuclear InstalfaKon Service Co 81/07/30 14pp 
30364,141-30364 154 

-6605130216 Rev 4 lo "Procedure for Handling o1 Nonconformances & Corrective 
Action " 

* Mercury Co of Norwood, Inc 83/06/20 20pp 30384 155*30384 174 

-850S 130224 Rev 1 (o QAP-104W3. "QA Procedure for CorrecUve Action" 
PENDERGRAST.K , MARTIN.D L Fischbach & Moore, fnc {subs of Pischbach Corp ) 
60/12/15 10pp 30384:176-30384 184 

-8505130231 Rev 3 to PR-16 0, "Corrective Action " 

CONSTABLE.RB, RONQUILLO.R M. Guff Engineering Co, Inc 81/01/27 Spp 
30384 185 30384102. 

-8505130246 Rev B lo Procedure 16. “Procedure for Reporting Discropancies-Soth 
Safety & Non safely- Re fated " 

SMITH.PO. TIPTON.RD United Stales Steel Corp, 70/05/23 7pp 30384'103- 
30384 169. 

-6585130260 Rev F to Procedure TaP'12. ''NonconfofnnancGS& Ofscfepancles" 

GORE, J B. Tompkina-Beckwilh, fnc 81/03/17, 21 pp 30384'200-30384 220 

-6505130259 Rev 7 to “Nonconforniilles 4 Correctfve Actions " 

‘ CBI Nuefear Co. 75/04/03 12pp 30364 221-30384 232 

-6505 130264 Rev 1 to Procedure W3 8, "Nonconformance & Corrective Action " 
SLINE,R S line Industrial Painters Jnc 83/10/18 20pp 30384 233 30384 25*- 

-6505130268 Rev 3 to Procedure QA13 6762, "Discr^ancfes & Nonconformances '* 
DALE.JZ Peabody TesUng/X-Ray Engineering Co 00/06/03 9pp 30384*253- 
30334 261 

-8505130271 flev 6 lo Procedure PR 15 0, “Nonconforming Mail or llems " 
UPORTE.W.R, RONQUILLO.RM Gulf Engineering Co, Inc 82/09/21 24pp 
30384 262-30384 265 

-8505130276 Rov 8 lo "HP Masler Tracking User Guide.*' Related Info encf 

* Louisiana Power & UghI Co 84/01/31, 626pp. 30384*286 30388*191 

-8505130144 Rev B lo Procedure ASP'IV-122, “Slie Control 8 Processing of Dole els/ 
Nonconipllanca Conditi-ons lo Louisiana Power A. Light Co 

PERTUItiJR, Ebaaco Services, Inc (aubs of Enserch Corp). 83/03/23. 15pp 
90384:001-30364.016. 

-6505130149 Revised Procedure N 23, “Reporirng Defect/Noncompliance lo NRC." 
CMRISTESEN,R J Ebasco Services, fnc (subs of Enserch Corp) 83/06/30 24pp 
30384 016-30384.099. 

-6505130157 Rev D to Procedure ASP-JV-70, “Handirng of Engirteering Discrepancy 
Notices " 

GFEENWELL.n E., MARSHALL, R. Ebasco Services, Inc (subs of Enserch Corp) 
83/10/04. 11pp. 30384 040-30384 060 

-8506130161 Rev J to Procedure ASP-j|l-7, "Processing of Nonconformances *' 
LAFORD.H D„ MARSHAL L.R. Ebasco Services, fnc. fsuba of Enserch Corp.). 83/12/ 
09, 18pp. 30334 051 -30384 066 

-8605130171 Rev 0 lo SQCP 15,1-2, "Nonconformance Conirol * Shop QC Manuel" 
eOSW£LL,CR Wa Winger Corp 77/05/20 16pp 30384 067-30304 081 

-8505 1301 64 Rev 1 to Procedure N-16, “Nonconforming Malls,Parta or Components." 
VALENTINE,RJ Nooter Corp. 74/06/01. 7pp 30384.082-30384:088 

-8506130189 Rsv 1 to Procedure N-IS, "Corrective Action" 

VALENTINE,fl J. Nooter Corp 74/06/01. lipp 30384:060 30384 0 99 

-8595130192 Rav 2 to Procedure OP 15 2, "ConsI Discrepant Repl." 

F(TZGERALD,R J Combustion Engineering, Inc. 81/11/01 5pp 30384 100- 

30364 104. 

-6505130197 Rov 1 to Procedure AS P-007, "Nonconformances & Corrective Action " 

* Combustion Engineering, inc. 81/03/11. 16pp. 30384*105-30384:119 

-8605130203 Rev 4 to Procedure POP N'713, “Use of Discrepancy Repts." 
MCALLISTER,! N, JA Jones Conslruclion Co. 78/03/27 9pp 30384 120*30384.128. 

-8505130204 Rev 4 to Procedure POP-N 703, "Nonconformance Reporling & Correc- 
tive Action *‘ 

MCALLISTER, T.N JA. Jones Consirucllon Co 78/05/24 12pp. 30984:129 

30384*140. 

-8506130206 Rev F <o Procedure £3-142, "Nonconformance & Corrective Acllon " 
YOLINQ,JQ, WEAVER, JJ. Nuclear Inslallalion Service Co 81/07/30, 14pp 
30384*141*30384*164. 

-8505130216 Rev 4 to "Procedure lor Handfmg of Nonconformances & Corrocllve 
Action " 

^ Mercury Co. of Norwood, Inc, 63/06/20, 20pp. 30384.165-30364.174. 

-8505130224 Rev 1 to QAP-104W3, "QA Procedure lor Corrective Action 
PENDERGRAST,K., MARTIHD.L. Rschbach A Moore, fnc, Csuba, of Fiscbbach Corp). 
80/12/15. lOpp, 30384*176 30384.184. 

-8505130231 Rev 3 to PR -16 0, "Corrective Action." 

CONSTABLE,aB., RONQUILLO.P.M. Gulf Engineering Co,, Inc 81/01/27. Bpp 
30384:185-30384 192, 


-8505130246 Rev B to Procedure 16, "Procedure for Reporting Discrepanciea Both 
Safety & Nonsafety-Ref aled " 

SMITH.PO., TIPTON.RD United States Steef Corp 78/05/23 7pp. 30384193* 
30384.199 

-8506130250 Rev F to Procedure TBP-12, "Nonconformances & Discrepancies “ 
QORE.J.B Tompklns-Beckwllh, Inc 01/03/17 21pp 30304 200-30304 220 

-8505130269 Rev 7 to *’Nonc(}nformlllo8 & CorrecUve Actions " 

• CBI Nuclear Co. 75/04/03 12pp 30384*221-30304 232 

-8505130264 Rev 1 lo Procedure W3-6, "Nonconformance & CorreclNo Action " 
SLINE.R SIfne Industrial Painters, fnc 83/10/10, 20pp 30304 233*30364 252 

-8505130266 Rov 3 lo Procedure QA13 6762, "Dlscr^ancies & Nonconformances " 
DALE,J.2, Peabody Tes|jng/X-Ray Engineering Co BO/06/03. 9pp 30384 253 
30384*261 

-8605130271 Rov 6 to Procedure PR 15.0, "Nonconforming Mali or Hems" 
LAPORTE.WR, RONQUILLO.R M, Guff Engineering^. Jnc 02/09/21 24pp 
30904 262-30384 205 

-8506130276 Rav 8 lo "HP Master Tracking User Guide " Related fnfo end 

• Louisiana Power & Light Co. 04/01/3! 626pp 3O384;206*3O386.191 

8505130178 Suppja response to FOIA request for documents re TDf diesel generators 
at facility & list of problems & defects which occurred w/TDl generators usod or 
tested.Forwards Apps A & 0 documents Documents also placed In PDR 
FELTON, J.M Division of Rules and Records. 04/10/30. BELLiN Nuclear Information 
& Resource Service. 4pp. 30366*192-30389 047. 

-8402170129 Forwards Iranscripl of 840126 meeting w/Transamerlca DefavaI.rnc (TCI) 
In Bethesda.MD (o discuss problems re emergency diesel generators mfg by TOI 
CARUSO.B. Licensing Branch 2. 84/02/0! Licensing Branch 2. 17pp. 90366 106- 
30387.054. 

-8404240390 Forwards responses to NRC 84041 6 questions re operating requirements 
for TOI diesel engines. 

LAITY.W.W. Battelle Memorial Institute, Pacific Northwest Laboratories. 04/04/18 
BERLINGER,C, Division of Licensing, 4pp. 90380*100-30309.047 

-6404260430 Forwards comments on "Design Review of Connecting Rod Bearing 
Shelia for TDI Enterprise Engines’* & “Emergency Diesel Generator Rocker Arm Cap- 
screw Stress Analysis." Repl does not present sufficient data to support bearing life 
BERLINGER.CH Division of Licensing 84/04/1! MCQAUGHYJP Mississippi 
Power & Ugh! Co 7pp 30307.332-30307:390 

-8407090367 Summary of 840420 meeting w/TDI Owners Group In Wading Rivsr.NV re 
status a progress of program lo establish reliability of diesel gene rater Tran scrip I a 
vJ0Wdr£iD?i$ 9ncf 

MILLERMA. Division of Licensing. 84/06/26, Division of Licensing 60pp 30307 352- 
30388*179. 

-0505130214 Summary of 040127 meeting w/ulii re Dolavaf diesel Issue Meeting 
agenda, handouts a supporting documentation encf. 

OlsHlNSKI.J.A. Region 2, Office of Director. 04/02/02. O'REILLY, JP Region 2. 
Office of Director. ISOpp. 30367:055-30387*213. 

-8505130221 Advises of 040116 detail to A/D for safely assessment as TOI Pfo|ecl 
Group Manager for purpose of resolving Issues re TDI emergency diesel 
generators Charter for TDI Prolect Group end. 

DENTON.HR Office of Nuclear Reactor Regulation, Director 04/01/25 
BERlfNQEB,C.H. Cor© Performance Branch 6pp 30387*214-30387210. 

-6505130226 Summary of 840126 meeting w/TDI Owners Group for NRC to present 
concerns on Delaval diesels a TDI to respond W/o listed end. 

OLSHINSKI.J A. Division of Engineering a Operational Programs 84/02/02 
O'REILLY, J P. Region 2, Office of ulreclor, 2pp. 30387 219-30307 331 

-8505130262 Forwards monthly status repl for TDI Diesel Generator Owners Group 
technical program as of 640525.Noxt monthly status repl will be Issued 840620 
ftAY.C.L TOI (Transamerica Delaval, Inc.) Owners Group RAY.C L. Duke Power Co 
OGTP-43 84/06/25 DENTON, H.R. Office of Nuclear Reactor Regulation, DIreclor 
Ip. 30307:339-30387:339. 

-8505130266 Monthly slatus rept as of 840525. 

RAY,C L, TDI (Transamerica Delaval, Inc ) Owners Group RAY,C L Duke Power Co. 
84/05/26. 12pp. 30307.340-30387:35! 

8505130303 Final response to FOIA request for four categories of documents re sub* 
ductlon zones & tow angle thrust faults which could affect facllrilesApp B & G docu- 
ments avaitable In PDR 

FELTON,J.M. Division of Rules and Records. 84/12/04. 0ELL,N. Nuclear Information 
& Resource Service. 3pp. 90363:266*30363:352 

8505130310 FOIA request for May-Nov 1984 memos providing draft SER.SER sections 
& requests for addi Info re facility, 

QRABER.L NUS Corp, CD-LIS-04-929. 84/12/14. Division of Rules and Records ip 
30299*313-30299:313. 

8505130316 Partial response to FOIA request for memos re licensing of facility which 
provided draft SER.Forwards App A documents. Documents also available In 
FOR, Search for addl records continues. 

FELTON, J.M, Division of Rules and Records. 85/01/30, GRA0ER,L. NUS Corp. 2pp 
30290*314-30209.340. 

-8405170317 Forwards request for addl Info re seismic A quality group classification of 
structures, sys & components & compliance w/10CFR50,55a,per fSAR review 
BOSNAK,R.J Mechanical Engineering Branch 84/05/07 KNIGHTON, Q. Licensing 
Branch 3. 2pp. 30299:336-30299:337. 

-6405210398 Requests addl Info to determine failure rate for type of pipeline actually 
used for relocated Mobil Oil Co pipeline base on Natl Transportation Safety Board sia* 
tislics. 

REGARW.H Site Analysis Branch. 04/05/10 KNIGHTON, G.W Licensing Branch 3. 
2pp. 30299,336-30299:339, 
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-8409160374 Forwards request (or ac/dl Jrjfo resulllng from recent ACRS concerns In 
volving handling of heavy loads {SRP Section 9 1.5) 

PARR.OD Auxlliafv Systems Branch 84/09/11 KNIQHTON.Q LIcensPno Branch 3 
2pp 30299 330 30299 331 

-6410160091 Forwards revised questions re local site drainage for transni.jttal to uU for 
response Info needed to complete analysis 

JOHNSTON.WV Assistant Director for Molls„ Chem ■& Environ Technology (Post 
830201) 64/10/05 NOVAKTM Assistant D^^ec lor for Licensing 4pp 30299 332- 
30299335 

-8410160105 Forwards questionnaire & recipient list re surveillance &/of control strale 
gjes for blofouling of safely sys via cooling water sys by Asiatic clams & blue 
musseisjjer Generic Issue 5l & IE Bulletin 81-03 requirements 
RUBENSTEIN.LS Asslslant Director lor Core & Plant Systems. IEB-B1.03 84/10/03 
LAINAS.GC Assistant Director for Operating Reactors 3pp 30299*340-30299.348 

-6S051 30326 Forwards branch request for eddi inlo re surveillance methods for detec- 
bon ol mussels & clams in water ays for SER preparation 8 control & exposure fire In 
control room & natural circulation lest 

PARR.O D Auxiliary Systems Branch 84/08/07 KNIGHTON, G LIcansina Branch 3 
14pp 30299 316-30209 329 

8506130463 FOIA reg^uest for documents on complaints from WA Young re operations 
of Great Atlantic & Pacific Pipe Welding & Corvst Co et facility. 

WALD.M Schnacler, Harriaon. Segal & Lewis WALD.M. Great Atlantic & Pacific Pipe 
Welding & Construction Co, Inc 84/11/05 Region 1, Office of Director. Ip 
30200,260 30299 260 

8506130465 Responds to FO)A request for documents on complaints from WA Young 
re operations of Great Atlantic & Pacific Pipe Welding & Const Co at facility. Forwards 
documents listed In App A App 6 documems wrihhalcT (ref FOIA Exemption &). 

FELTON, J M Division of Rules and Records 85/01/29 WALD.M schnaoer. Harri- 
son, Segai & Lewis 4pp 30290 261 30299 312. 

-86QS 130466 Responds to concerns re ALAR A program,per 848906 Kr. Action 9 to de- 
velop & examine facta & circumstances of concerns initiated Results of review will be 
provided. 

GALLO,RM Region 1, Office of Director. 84/10/26 YOUNG, W A. Affiliation Not As- 
signed 46pp 30299*265-30299.312 

8505130470 FOIA request for nine c&tegories of documents concerning U miff tailings 
rqgulatlons 

BERICK.D Environnnental Policy Inslilula. 84/08/29. Office of Administration. 3pp 
3029g'1 76-30260.180 

8505130473 Partial response to FOIA request for nine categories of documents con 
cerning U mill tailings regulations NMSS.Div of Waste Mgt will allow access to certain 
files App A documents avallablo in PDR Search for addi documents continuing. 
FELTON, J M Division of Rules and Records 64/10/30 BERICK.D Environmental 
Policy Institute 2pp 30290 181-30299 269 

“8S05130476 Forwards 10CFR40, "U Mil! Tailings Regulations Conforming NRC Re- 
quirements to EPA Slds " 

FELTON.JM Division of Rules and Records 84/07/26 THOMPSON, D. Small Busi- 
ness Administration 25pp 30299162.30299.204 

-6505130476 Forwards FR notices re 10CFR4O, "U Mill Tailings 

Regulations' Groundwater Protection & Other Issues'* & ”U Mill Tailings 
Rogulations.Conforming NRC Requirements to EPA Slds," for signature. 

FELTON, J M Division of Rules and Records. 84/07/25 CHILK,s J. Office of the Sec- 
retary of the Commission. 55pp. 30299 205-30299:259. 


—8505130529 Advises (hat end info re alleged welding impropneties at facllrties not re- 
ported to headquartersMatter will be re^riewed during Insps SO 408/BO 02 & &(>499/ 
80 02 scheduled tor 690205-08 Portions deleted 

HUBACEK.WG Region 4, Dallas, Office of the Director 80/02/20 Region 4, Dallas. 
Office of the Director 4pp 30299 167-30299 160 

-8505130542 Discusses 000220 teJcon w/B Right, reporter for Austin American 
Statesnian.ra facilities Portions deleted 

SEIDLE,W C Region 4. Dallas, Reactor Construction & Engineering Suppo-rt Branch. 
80/03/13 Region 4, Dallas. Reactor Construction & Engineering Support Branch 
2pp. 30299 161-30299.162 

-8605130546 Discusses transfer of responsibility to Region tV investigativa staff for In- 
vestigation of alleged use of controlled substances at facilities Portions deleted 
6EIDLE,W C, Region 4, Dallas, Reactor Construction & Engineering Support Branch 
00/04/22 Region 4. Dallas. Reactor Construction 8 Engineering Support Branch Ip 
30209,163-30299 163 

-8505130551 Discusses addI alfegalions re NRC Investigations 81-11 & 81-17 Portions 
dafeled 

PHILUPS.H S. Region 4, Dallas, Office of the Director (81/03/01) 81/05/27 Region 
4, Dallas, Office of the Director (01/03/01) 12pp 30299.164-30299' 176 

6505140076 Appeals denial of FOIA request for documents re communications of NRC 
officials w/offrcials of other federal agencies or w/officlals of util re licensing delays ot 
facility. 

BELAIR,RR Kirkpatrick 0 Lockhart 84/06/27. DIRCKS.W J Office of the Executive 
Director lor Operations 14pp 30390 162-30390’1 76 

850514-0083 Responds to appeal re denial of FOIA request for documents listed in App 
K of FOIA 94-250 re laclllty, Forwards dooumorils origlnatly listed In App K.Porlions 
wlthhefd (ref FOIA Exemption 5), 

CHILK.S J Office of the Secrotary of the Commission 64/09/39, BELAIR^R R. Kirk- 
patrick & Lockhart 6pp 30390.1 76-30390'232. 

-8505140104 Forwards Suffolk C)ounty 821108 Hr to Commission re evidentiary deposi- 
tions in facility proceeding 

MALSCH.MQ, Office of the General Counsel 82/11/17. PALLAOINO, GILINSKY. 
AHEARNE Commissioners, 3pp, 30390 182-30390.166. 

-8505140127 SECY 63 21 5 D/scusses Commission determination of acceptance of cer- 
tified quastloh from LBP-&3 21 on fow power operation at facility 
PLAir^.H H Office of tho General Counsel. [bP- 83-21 03/06/03. 4pp. 30390 192- 
30390.185 

-6505140149 Expresses appreciation for lime spent discussing problems ra sale oper- 
ation of facility. 

CATACOSINOS.W Long Island Lighiing Co 84/02/28. PALLADlNO,N Commission- 
ers ip. 39390.196-30390.200 

-8505140170 Expresses appreciation for time spent discussing problems ro safe oper- 
ation of facility 

CATACOSINOS,W Long Island Lighting Co. 84/02/28. ROBERTS, TM. Commission- 
ers Ip 30390.201-30390 201. 

-6505140308 Expresses appreciation for time spent discussing problems ra saf^ oper- 
ation of facility. 

CATAC0SIN0S,W Long Island Lighling Co, 84/02/28, BERNTHAL.FM Commission- 
ers 3pp 30390 202-30399'204 


8505130400 FOIA request for draft Rev 2 to NUHEQ 0313 to be placed In PDR 
BUCKLES, R NUS Corp CO-LIS 84.658. 64/09/14 Division of Rules and Records 
Ip, 30299'350 30299 ;35(> 

6505139481 Re^onda to FOIA request for draft Rev 2 to NUREQ-0313. Document 
withheld (rot FOIA Exemption 5) 

FELTON, JM Division of Rules end Records 84/10/11 BUCKLES, R. NUS Corp. Ip. 
30299 349-30299 349 

6505130485 Final response to FOIA request for profiled lestimony, speeches or pub 
llshed papers & Internal memos re facilities signed or sponsored ^ nine named 
Individuals Forwards Apps A fi B dooumonts App B withheld (ref FOIA Exemptions 6 & 

?ELTON,J M Division of Rules and Records 85/02/25 QLASSPIEQEL,H Shaw, Pttt- 
man, Potls 8 Trowbridge. App 30299 1 29-30299*17$ 


-8505140226 Responds to Palladino 050320 request re Ofc of General Counsel pro 
posals for expedited hearings on facility diesel problem. Hearings on onsite power 
supply Issues will not begin until early summer 

PLAINE.H.H. Office of the General Counsel. 84/04/02 PALUDINO, GILINSKY, ROB- 
ERTS Commissioners 6pp 30390 205-30390 232, 

-6505140104 Forwards Suffolk County 021108 Itr to Commission re evidentiary deposi- 
tions in faclllN proceeding 

MALSCH.MQ Office of the General Counsel 82/11/17. PALLADINO Commissioners 
3pp, 30390.182-30390,183 

-8505140110 SECY 03 124 Discusses current offsite emergency plarfc controversy re fa- 
cility. 

PLAfNE.H H. Office of the General Counsel. 63/04/04 1p. 30390 187-30390.191, 


-7908080042 Forwards IE Investigation & Insp Repts 60-498/78-09,78.12, 78-14,78. 
16,79-01,79 04 & 50-499/78 09,78-12,78-14,70-16, 79-01,79 04 Memos re alfegalions 
and Portions deleted 

SEYFRIT,K V. Region 4, Dallas, Office of the Director 79/06/31. THORNBURG, H D 
Division of Reactor Construction Inspection. 8pp. 30299:146-30299.152 

-8505130493 Discussos atlegations re drug use at facilities Region will not Investigate 
charges since allegation presented from anonymous caller. 

DRISKILL.DD. Region 4. Dallas, Office of the Dlreclor. BO/04/29. Region 4, Dallas, 
Office of the Director 1p. 30299 136 30299*137. 

-8505130496 Summarizes 791109 falcon w/M Lee re cooling lake at facililles Texas 
PIRQ 791 105 l!r to T Sweatman end 

CROSSMAN, W.A Region 4, Dallas. Office of the Director, 70/11/IB. Region 4. 
Dallas. Office of the Diroctor 4pp. 30299:130-30209*141 

-8506130503 Forwards FBI ropt of Invesllgallon re supplier ol steel (o facilities W/o 
dnci , . . , 

WARD.W.J. Director's Office, Office of Inspection and Enforcemenf 80/07/30. 
HERR.R.K Region 4, Dallas. Office of tho Director Ip, 30299.142-30299:142. 


-8505140127 SECY-a3-216 Discusses Commission determination of acceptance of cer- 
tified question from L8P-83'21 on low power operation at facility. 

PLAINE.HH Office of Ihe General Counsel [BP03 21. 83/06/03 4pp. 30390.192- 
30390*195. 

-0606140149 Expresses appreciation for time spent discussing problems re safe oper- 
ation of facility. 

CATACOSINOS,W, Long Island Lighting Co. 84/02/28. PALUDINO, N. Commission- 
ers. Ip 30300 196-30390.200 

-8506140170 Expresses appreciation for lime spent discussing problems re sale oper- 
ation of facIliW. 

CATACOSINOS.W. Long Island Lighling Co. 84/02/28 ROBERTS,TM. Commission- 
ers, Ip. 30390 201-30390.201 

—6505140206 Expresses appreciation for lime spent discussing problems re safe oper- 
ation of facility, 

CATACOSINOS.W Long Island Lighling Co 84/02/28 BERNTHAL.FM. Commission- 
ers. 3pp 30390 202-30390*204 


-8506130617 Requests confirmation on whether steeMocus of FBI rapt, used In Class 1 
sys.Requests performance of special insp effort In procurement area if licensee & 
contramor have disciplined control program, 

THORNBURG, J D. Division of Reactor Consinjclion Inspection. 80/07/31, 

SEYFRIT.K.V. Region 4, Dallas, Office ol the Director. 2pp. 30299'143 30299:144, 


-850S140226 Responds to Palladino 850320 request re Ofc of General Counsel pro- 
posals for expedited hearings on facility diesel problem Hearings on onsite power 
supply Is seas will not begin until early summer 

PLAINE,H H Office of the General Counsel 84/04/02. PALLADINO Commissioners. 
6pp 30390'205-30390.232. 


-8S05130524 Discusses allegations re intimidation of QC Inspectors at facilltiea Portions 
deleted 

HUBACEK.W.Q. Region 4, Dallas, Office of the Director. 79/11/16. Region 4, Dalles, 
Office of the Director. 4pp 30209 153-30299:166. 


-8505149104 Forwards Suffolk County 821108 Itr to Commission re evidentiary deposi- 
tions In facing proceeding 

MALSCH,M.Q Office ortho General Counsel, 82/11/17 PALLADINO, GILINSKY, 
AHEARNE Commissioners 3pp. 30390,182-30300 186 
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^8505140110 SECy-aO 124 DisciJSseS curreni offsile einergency plan conlroversy re fa- 
ciMy 

PMINE.H H Office of H>a General Counsel 83/04/04. Ip 30300:187-30390.191 

-8505140127 SECV 83-215 Discusses Commission defermmation of acceplanco of cer- 
tified cues lion from L0P-&3 21 on low power operaljon at Mily 
PLAINE^HH. Office of the General Counsel lBP-83-21, 83/06/03 4pp 309D0192- 
30390 195 

-8505140149 Expresses appreciation for lime spent discussing problems re safo oper- 
ation of lacrfity. 

CATACOSfNOS,W Long Island Lfghling Co 04/02/28. PALUDINO.M Commission- 
ers Ip 30390,196 30390 200 

-6505140170 Expresses appreciation for tuna spent discussing problems re safe oper- 
aivor^ of laahiy. 

CATACOSINaS,W. Long Island Ughlrng Co 84/02/28 ROBERTS.TM Commission- 
ars. Ip 30300.201-30300 201. 

-8505140208 Expresses appreclalion for time spent discussing problems re safe oper- 
ation of facility. 

CATACOSINOS,W. Long Island Ughung Co 84/02/28 QERNTHAL.RM Commission- 
ers 3pp 30300 202-30390:204. 


-8505140239 Forwards ACRS comments to Commissioner Ahearne re use of low en 
rfchsd U In research reactors, 

FRALEY, R.F. ACRS - Advisory Committee on Reactor Safeguards 84/05/11 
GILINSKY.V Commissioners. Ip 30309.116-30309 116 

—8505140246 Forwards ACRS comments on reducing enrichment of fuel in US research 
reactors, In response to 830317 request. 

FRALEY.RF ACRS • Advisory Committee on Reactor Safeguards 83/04/28 
AHEARNM.R Commissioners. 3pp 30389.117-30389 110 

-8506140263 Comments on conversion to low enriched U fuel, in response to Commls 
sloner Aheame request Conversion to low enriched U fuel should not iiave signlficanl 
adverse Impacts on unlv reaclor8,except for few high power, high flux reactors 
KERR.W, REMJCK.FJ., CARBON, MW. ACRS - Advisory Committee on Reactor 
Safeguards, 83/04/26, GASKE,M C, ACRS - Advisory Committee on Reactor Safe- 
guards. 5pp 30389.120-80389.124 

-85D514D273 Forwards correspondence from RA Hullenback of Unlv of California al 
Santa Barbara re conversion of US unlv research reactors from high enriched U to 
low ennched U fuel 

UAQOMARSIN0,n. House of Rep 84/05/24 DIRCKS.W J Office of the Executive Di- 
rector for Operations. 6pp, 30389:174-30309.179 


-8505140229 Responds to Palladino 850320 request re Ofc of General Counsel pro- 
posals for expedited hearings on facility diese! problem Hearings on onsite power 
supply issues will not begin until early summer 

PL?INE.H H Office of the General Ckiunsei. 84/04/02. PALLADINO. GILINSKY, ROB- 
ERTS Commissioners, 5pp 30390 205-30390 232 


-8506140278 Responds to request for co mmenf /concurrence on new 

10CFR50 64 Paperwork Reduction Act sfaiement correct FR notice for publication 
should not be released until further notice. 

SHELTON.BJ, Document Management Branch, 84/05/25. PHILfPS,J DMsIon of 
Pules and Records tp. 30389* 180-30389 195 


-6595140104 Forwards Suffolk Cour>ty 821 1 08 Hr to Commission re evidentiary deposi- 
tions in facility proceedir>g 

MALSCH,MG. OJnce of the General Counsel 82/11/17. PALLADlHO, QILINSKY, 
AHEARNE Commlssfonars, 3pp. 30390 182-30390*186 

-6505140110 SECY-a3-124 Discusses current offsite emergency pUn corilroversy ro fa- 
cility. 

PLArNE.H.H Oltea of the General Counsel. 83/04/04. Ip 30390.187-30390 101 

-6505140127 SECY 63-215 Diacussos Commission determination of acceptance of cer- 
tified question from LQp-63-21 on low power operation at facility. 

PLA1NE.H.H. Office of Ihe General Counsel LBP-83-2t 83/06/03. 4pp 30390102- 
30390:195 

-8505140149 Expresses appreciation for (Ime spent discussing probfems re safe oper- 
ation of racing, 

CATACOSINOS.W. Long Island Lighting Co 84/02/28. PALLAOINO.N Commlsslon- 
ers ip, 303 90* 108-303 90 200. 


-6505140284 Forwards project status rept for ACRS Subcommittee on Safeguards & 
Security 640812 meeting In Washington, DC to review proposed rule requiring replace 
ment ot Nghiy enriched li fuel w/low ennched U at nonpfMer Teeclore, 

FISCHER, D ACRS - Advisory Committee on Reactor Safeguards, 84/08/05 
EBERSOLE,J. ACRS - Advisory Committee on Reactor Safeguards 3tpp 30389:196 
30389.227. 

-8505140201 Testimony of WR Mow/y re proposed rule concerning conversion of high 
enriched U to low ennched U In US reactors 

MOWRY.WR, QA Technologies, Jno /General Atomic Co 04/06/12, 4pp. 30389 228 
3038B.231. 

-8S051402Q6 Comments on proposed rule re low enriched U conversion of research 
reactors Emphasis on related safeguards measures for Caleogry 11 to provide Interim 
protection of high enriched U greater problem than conversion 
FBLTZ,O.E. Texas A&M Univ, College Station, TX 84/06/12. MCKINLEY, J.C ACRS - 
Advisory Committee on Reactor Safeguards. Ip 30389,232-30389 232 


-8505140170 Expresses appreciation for time spent discuasing problems re safe oper- 
ation of facility 

CATACOSINOS,W, Long Island Ughling Co 84/02/28. ROBERTS, T.M Commlsslor^- 
era. tp. 30900 201-30390.201. 

-6506140208 Expresses appreciation for Ume spent discussing problems re safe oper- 
ation of facility, 

CATAC0S1N0S,W. lorm Island Lighting Co 84/02/28. BEFINTHAL.F M. Commission- 
era. 3pp 30390 202-30300.204. 

-6505140226 Responds to Palfedino 850320 request re Ofc of General Counsel pro- 
posals for expedited hearings on facility diesel problem Hearinga on onsite power 
supply iaaues will not begin until early summar. 

PLAINE.HH. Office of the General Counsel. 84/04/02. PALLADINO, GILINSKY, ROB- 
EBTS Commisstoftors. 6pp. 30300 205-30300.232. 

-8505140110 SECY-83 124 Discusses curreni offsite emergency plan controversy re fa- 
cility. 

PLAINE.H H. Office of the General Counsel 83/04/04. Ip 30300*167-30390:191. 

8505140148 FOfA request for four categories of documents re proposed rule to reduce 
use of highly enriched U at research & lest reactors. 

HIRSCH,D California, Unlv. of, Santa Cruz, CA. 84/09/30 FELTON Division of Rules 
and Records 2pp. 30389046 30389.049. 

0505140161 Parbal response to FOIA request for four categories of documents re pro- 
l>osed rule to reduce use of highly enriched U at research & teal reactors Apps A & B 
documents In PDA App C documents withheld (ref FOIA Exemption 5) 

FELTON, JM Dlvlsfon of Rules and Records. 84/10/29. HIHSCH.D California, Unlv 
of, Santa Crwz, CA 7pp. 30309.050-30309.292. 

-6406010448 SECY-84-2t 1 Recommends Commission consider proposed rule for limit- 
ing use of high enriched U In research & lest reactors. Paper should be considered at 
open meeting & placed In FOR. 

DIRCKS^WJ Office of the Executive Director for Operalions. 84/05/22. 49pp 
30380.125-30389:173 

-8605140214 Concurs w/prelimlnary draft of proposed rule iOCFfi60. "Limiting Use of 
Hlgl^ Enriched U In Research Reactors," 

F^tON,J.M Division of Rules and Records. 84/03/09. SMITH, DA Regulatory Anal- 
ysis & Materials Risk Branch (post 840429}. 4pp. 30389.063-30369 066 

-6505140221 Concurs w/proposed rule 10CFR60 fo limit use of highly enriched U In 
nonppwer rea€lors.&ubJ to listed comments 

FELTON,J.M, Division of Rules and Records. 84/04/05. BERNERO,R M, Division of 
Risk Analysis & Oporatjons (post 640429), 2pp. 30389 067*30389.070, 

-8505140231 Forwards info re proposed amends to 10CFR50 requiring research &, tost 
reactors currentty fueled w/lilghly enriched U to be refueled w/fow enriched U.rs8ues 
currently schedufed for ACRS consideration at 840814*18 meetings 
FISCHER.D.C. ACRS • Advisory Committee on Reactor SaTeguards 84/06/01. 
60EflSOLE.J. ACRS - Advisory Committee on Reactor Safeguards 2pp 30389.971- 
30389:072. 

-6505140238 Comments on proposed amend to 10CFR50, "Limit Use of High Enriched 
U In Nor»power Reactors." Proposed rule not wllhin purview of CRQR unless specifi- 
cally requested. 

STELLOy, NRC - No Detailed Affilialfwi Qlveo, 84/04/10. DIRCKS.W. NRC - No De- 
tailed Affjllalion Given 2pp. 30389 073-30389.1 1 5. 


-*6506140391 Comments on proposed rule re conversion of high enriched U to low en- 
riched U at research reactors Converting fuel will affect core operating characlorisUcs 
& ultimately Isotope producUon process. 

MCGOVERN.J.J. Union Carbide Corp 84/06/12. NRC - No Detailed Affiliation Given. 
2pp. 30360.233-30369*234. 

*•6645140305 Forwards FJ Remick comments ro high enriched U/low enriched U In 
no.rpower reactors.per ACRS Subcommittee on Saf^uards & Security 840612 meet- 

M?iKINLEY,J.C. ACRS • Advisory Committee on Reactor Safeguards. 84/06/12 
£BERSOLE,J. ACRS • Advisory Committee on Reactor Safeguards. 6pp. 30389*236* 
30380 230. 

-8505140315 Summary of ACRS Subcommlllee on Safeguards & Security 840612 
meeting In Washington, DC to review proposed mles on fuel conversion & Interim se- 
curiW measures at nonpower reactors 

MCCLAIN,C ACRS * Advisory Committee on Reactor Safeguards. 84/06/14. 
EBERSOLe,J., MARK.C. ACRS - Advisory Commlltoe on Reactor Safeguards. 6pp, 
3O300'24O-aO389 245 

-8505140327 Comnoents on proposed rules for high enriched U to low enriched U con 
version & augmented security at nonpower reactora. Conversion rule 

unwarranted.Rush to Implement augmented security requirements should be slowed 
down. 

TURfNSKY,PJ, North Carolina State Unlv., Raleigh. NC. 84/06/18, PALLADINO, N. 
Commissioners Ip. 30389.246-30369:246 

-0505140332 Responds to 840618 fir to Chairman Palladlno re proposed rule to limit 
use of high enriched U In research & test reactors, Possibility of reduced diversion risk 
& reduced risk of theft by potential terrorists recognized. 

MINOQUE.R.B. Office of Nuclear Regulatory Research, Director. 84/07/18 

TURINSKY,P.J. North Carolina Slate Unlv., Raleigh, NC Ip. 3038 9 '247-30389 247. 

-6505140342 Forwards RL Murray 840621 Ifr to President Reagan opposing proposed 
rule that only nuclear reactors go to low enrichment fuel A Increase security require- 
ments. 

KELLEy,S. President of U.S & Executive Offices 84/07/17. NRC - No Detailed Affili- 
ation Given 5pp. 30389 246-30389.262. 

-6505140964 Responds lo 840621 Hr to President Reagan & Commissioner Palladlno 
re proposed rule to limit use of high enriched U In research & test reactors, NRC 
aware of need lor policy to reduce risks of diversion ot theft w/o unlustllled costa. 
MINOQUE,R.B. Office of Nuclear Regulatory Research, Director. 64/06/02 

MURRAY, R,L, North Carolina State UnN., flatelgh, NC. 4pp 30389:253-30380 256. 

-8505140366 Comments on proposed rule re oonverslon to low enriched U fuel & aug- 
mented security t\jle for research reactors. Conversion rule not cost effective Present 
eecudly measures adequate. 

EROMAN,C.A. Texas A&M Unlv., College Station, TX. $4/06/22. PALUDINO.NJ 
Commissioners. 1p. 30389 257-30389.257, 

-8S05140374 Responds to Itr to Congressman Lagomarslng re conversion of unlv re- 
search reactors from high enriched U to low enriched U fuel Schedule will be estab- 
lished following licensee submittal of proposed conversion schedule 
D(RCKS,W.J. Office of the Executive Director for Operations. 84/06/28. 
HUTTENBACK,R.A California, Unlv, of, Santa Barbara, CA, 2pp. 30380 268- 
30380:260. 
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-«a$0$1 40379 Ack recflipl of 640524 lli forwarding correspofKienco from RA Hurionback 
of Unrv of California NRC response addressing concerns ro conversion of iincv re- 
search reactors from high enriched U to low eniTched U enci 
DIRCKS,WJ Office of the Executive Director for Operations 84/06/26 
LAGOMARSINO.R House of Rep Ip 30389 260-30369 260 


-8505140303 Expresses appreciation for resporrsa of procurement staff to urgent re- 
quest for assistance In obtaining reporter for Commission 830617 meeting, Tayloe 
lacks flexibility to meet Commission snort notice for svc 

HOYLE.J C. Office of the Secretary of the Commission, 83/06/30 MATTIA.M J Tech- 
nical Assistance Contracts Branch 1 p 30390 260-30390 260, 


-8505140386 Forwards 1 0CFRSO re limiting use of highly ennched U in domestic re- 
search & test reactors Rule will be published in FR within next few days 
FELTON, J.M. Division of Rules and Records 84/06/29. THOMPSONS Small Busi- 
ness Administration Ip 30389*261 -30389 261 

-B505140362 Forwards, tor sianalure.FR notice re 10CFR50 concerning limiUng use of 
highly enriched U In domeslTc research & test reactors 

FELTON, J.M. Division of Rules and Records 84/06/29 CHILK,S J. Office of the Sec- 
retary of the Commission 6pp 303 89 *262-303 6 9, 267. 

-8606140397 Comments on proposed rule requiring research reactors to convert from 
high enriched U to low enriched U Decision would cause many un)v reactors to perma- 
nently shut down due to licensing A financial concerns. 

KIMEL,WR. Missouri. Unfv of. Columbia, MO 84/07/17 APPLESTEIN,J NRC - No 
Detailed Affiliatjon Given. 2pp 30386 268-30380 269 

-8606140401 Responds to 840619 Itr to Chairman Palladino re proposed rule to limit 
use of high enriched U In research A lest reactors Add] Info conminmg detailed calcu- 
lations A assumptions on cor^ replacement cost requested 
MINOQUE.R B Office of Nuclear Regulatory Research, Director. 84/08/06. 
WHITTEMORE.W.L GA Technologies, (nc./Qeneral Atomic Co 2pp 30389.270- 
30389.271 

-0605140406 Forwards GW Nelson 840812 hr ra proposed rule on conversion of re- 
search reactors to low ennched U,for response. 

QOLDWATER.B Senate. 64/08/22, Office of Congressional Affairs. 3pp. 30389.272- 
30309.277. 

-8606140413 Responds lo 640910 Hr transmitting GW Nelson Itr re proposed rule to 
limit use of high enriched U In research A test reactor 3 .NRC will evaluate al( com- 
ments on subj, 

DIRCKS,W.J. Office of the Executive Director for Operations 84/09/24. 

DECONGINI.D Senate 8pp, 30360.276-30369*265. 

-8605140417 Responds to 840822 Hr transmitting GW Nelson Itr re proposed rule to 
limit use of high enriched LP In research A test reactors NRC will justify responses In 
reasonable A prudent manner 

OIRGKS.WJ Office of the Executive Director for Operations. 84/09/24. 

GOLDWATER.B. Senate 2pp. 30369 286-30389,287, 

8605140229 FOIA requeals for five categories of documents re contracts for court re- 
porter svcs. 

RILEY,A. Tayloe Associates 84/09/12, FELTON, J.M, Division of Rules and Records. 
2pp 30390’233>303g0.234. 

8605140235 Further response to FOIA request for documents re selected NRC con- 
tracts for court reporter svcs.Forwarda App B documents Documents also available in 
PDR.Review of addi records, sub] to request, In progress. 

FELTON, J M Division of Rules and Rocoros, 84/12/14 RILEY, A Tayloe Associates 
6pp. d0390,235-30390;345 

-8506140243 Recommends that Chairman Palladlrvo provide approval to enter Into con- 
tract for performance of stenographUc reporting svcs for 1-yr period w/option lo 
extend for 1 addI yr. 

DIflCKS.W J. Office of the Executive Director for Operations. 83/03/07. PALLADINO 
Commissioners 2pp. 30390,240-30390:245. 

-6505140260 Responds to 830401 memo re stenogrephlo reporting svcs Dtv of Con- 
tracts should consider possibility of training current headquarters employees w/re- 
quired basic skills A reassigning to stenographic reporting duties, 

0IRD,P 6, Division of Organization and Personnel. 83/04/13. HALMAN,E.L. Dtvlsion of 
Contracts, Ip. 30390,246-30390*246 

-8505140266 Advises that ASLB unable to totally correlate transmittal slips to billings 
received from Tayloe re transcript a. Info on transmittal slips incomplete, Detailed listing 
of Invoices w/ltemized comments end, 

MORAN, D.M, Atomic Safety and Licensing Board Panel. NRC-1 7-83-399 83/04/14. 
MCLEAREN.T. Administrative Contracla Branch. 3pp, 30390 247-30390 249. 

-8505140261 Discusses OMB Circular A-76, ''Assessment of Options Available for Ob- 
taining Stenographic Reporting Svcs." Circular accepts compeUUon In awarding of 
contract as proof that private sector can provide svc at lowest cost 
BARRY, L.V/, Office of Resource Management, Director NRC-1 7-93 -399. 83/04/22, 
HALMAN,E.L Division of Contracts. Ip 90390 260-30390 260. 

-8506140266 Forwards detailed listing of Tayloe Invoices In 830415 billing w/ltemtzed 
comments. 

MORAN, DM Atomic Safety and Licensing Board Panel, NRC-1 7-83-399. 83/04/22, 
MCLEAnEN,T, Administrative Contracts Branch. 2pp. 30390:251-30390*262. 


-6505140312 Forwards NRC Form 292 covering billing for 630720 re Tayloe Assoc 
Travel Invoices NRC-0041 through NRC-0055 Itemized listing of Invoices encl.W/o 
NRC Form 292. 

MORAN, D,M. Atomic Safety and Licensing Board Panel NRC-1 7-83 399 83/07/29 
MCLEAREN.T. Administrative Contracts Branch 3pp. 30300*261-30390 263. 

-0505140321 Confirms 830801 A 03 telcons re procedures for billing Natl Treasury Em- 
ployees Union for partial costs of (ranscrtpls for arbitration heanngs Union will be 
billed for half of reporting svcs cost W/o stated end. 

ABRAMS, NE. Opefadons A Administrative Division 83/08/04 MCLEAREN.T. Divi- 
sion of Contracts Ip, 30390 264-30390*264. 

-8505140324 Advises that Tayloe Assoc has started typing disclaimer A adding to page 
count for billing purposes Tayloe has also been Improperfy adding disclaimer to closed 
meeting transcripts 

HOYLE, J.C. Office of the Secretary of the Commission 63/08/10. HALMAN,EL Divi- 
sion of Contracts Ip 30390 265-30390*265 

-8505140330 Forwards listing of transcript invoices for out of town hearings for which 
Tayloe Assoc has not furnished Invoices for (ravel .invoices should be received as 
early as possible 

MORAN, D.M. Atomic Safety and Uc6nslr>g Board Panel. NRC-1 7-83-399. 83/08/11 
MCLEAREN.T Administrative Contracts Bra rtch 3pp 30390 266-30390 268 

-8505140337 Forwards NRC Form 202 coverlrig 630815 billing of Tayfea Assoc under 
Contract NRC-17-83-399 & Itemized Hating of invoices Inaccurate fmures on transmittal 
forms caused delay A confusion in verifying correct numbers, W/o Form 292. 

MORAN, DM. Atomic Safety and Licensing Board Panel. NRC- 17-83 399. 83/08/23 
MCLEAREN.T. Administrative Contracts Branch 3pp, 30390*269-30390 271 

-0506140340 Forwards NRC Form 292 covering 830810 billing of Tayloe Assoc A item- 
ized listirw of )nvofc 0 S.W/o Form 292, 

MORAN,D.M, Atomic Safety and Licensing Board Panel. NRC-17-83-399. 83/06/30. 
MCLEAREN.T. AdmlnlsUative Contracts Branch. 4pp. 30390.272-30390 275. 

-0506140344 Forwards NRC Form 292 covering 830903 billing of Tayloe Assoc. Invoice 
NRO-0379 covers only one item re processing of magnetic tapes for hearings Total 
incorrecLCorrected dollar amount 11 sled, W/o end, 

MORAN.DM, Atomic Safety and Licensing Board Panel NRC-17-B3-3B9. 83/09/16. 
MCLEAREN.T. Admlnlslrattve Cor^tracta Branch. Ip. 30390,276-30390*276 

-8505140348 Forwards NRC Form 292 covering 630915 billing of Tayloe Assoc A Item 
ized listing of Invoices W/o Form 292 

MORAN.DM. Atomic Safety and Llcensirvg Board Panel, NRC-1 7-83 399, 83/09/23 
MCLEAREN.T. Administralive Contracts Branch 2pp 30390 277-30390 276 

-0505140349 Forwards NRC Form 292 covering 630925 A 30 billing of Tayloe Assoc re 
If aval Invoices A Itemized listing of travel invoices w/commenls.W/o Form 292 
MORAN.DM. Atomic Safety and Licensing Board Panel, NRC-1 7-83-369. 83/10/06 
MCLEAREN.T. Administrative Contracts Branch 3pp 30390 279-30390.281. 

-0505140354 Forwards NRC Form 292 covering 631014 billing of Tayloe Assoc cover- 
ing Invoices for transcript & itemized lisling of invoices W/o form. 

MORAN,DM. Atomic Safety and Licensing Board Panel. NRC-1 7 63-399. 63/10/24. 
MCLEAREN J. Admlnlatratlvo Contracts Branch. 2pp. 30390*262-30390:283. 

-0505140362 Concurs In decision not to exercise renewal option In current stenograph- 
ic reporting svcs contract & to divide requirements along two lines, local A out-of- 
town. Inc lu^on of travel costs in baslo per page price recommended. 

PALLADINO,NJ Commissioners 83/11/09. DIRCKS.W.J. Office of the Executive Df- 
rector for Operations. Ip, 30390 284-30390.284. 

-0505140365 Forwards NRC Form 292 covering 831116 blSIIrig of Tayloe Assoc A Item- 
ized listing of lnvolC6s.W/o Form 292 

MORAN, D.M. Atomic Safety and IFcensIng Board Panel. NRC-17-83-399. 83/11/21. 
MCLEAREN, T. AdmlnlsUative Contracts Branch 3pp 30390 285-30300*287. 

-0505140371 Advises that ofc will Initiate action to prepare dec u mentation needed for 
bid solicitation for Washington, DC area contract re stenographic reporting svcs Date 
that solicitation documents required requested. 

CHILK.S J, Office ol the Secretary of the Commission 63/ 1 1 /30 HALMAN.E.L. Divi- 
sion of Contracts Ip. 30390.268-30390,268. 

-0505140377 Advises that Tayloe Assoc manner of billing for travel totally confusing A 
practically impossible to handle accurately Suggests that complete travel bills be sub- 
mitted at one time for each wk of hearing Listing ol Invoices end 
MORAN.DM, Atomic Safety and Licensing Board Panel, NRC-1 7-03-399. 63/12/01. 
MCLEAREN.T. Administrative Contracis Branch 3pp 30390*209-30390:291. 


-8S05140276 Forwards detailed listing of Tayloe Invoices in 830505 billing w/ltemlzod 
comments 

MORAN.D.M. Atomic Safely and Licensing Board Panel. NRC-1 7-83-399. 83/05/17, 
MCLEAREN.T. Admlnlslratlve Contracts Branch. 3pp, 30390.253-30390 265 


-6505140302 Forwards NRC Form 292 covering travel invoices for 831205 of Tayloe 
Assoc & Itemized lisling ol invofcas.W/o Form 292. 

MORAN.D.M, Atomic Safety and Ucanslng Board Panel. NRC-1 7 83-399. 83/12/14. 
MCLEAREN.T. AdmlnlsUative ConUacts Branch 2pp 30390,292-30390:293. 


-0505140282 Discusses NRC access aulhorizallons for TayHoe Assoc, per 830425 A 
0513 tolcons.No access aulhorizallon requests from Tayloe In processing Prompt sub- 
mission of all access authorization requests required. ... ... 

DUNLEARY.J-J. Personnel SecurIN Branch. 83/06/09. SULLIVAN, P.A Administrative 
A Logistical Support Branch. 1p, 30390:266-30390:266. 


-8506140360 Responds to MJ Maltia B31205 memo re stenographic reporting svcs 
contract Ofc will r>eed stenographic reporting svcs for all Agreement States meetings 
to be hefd In Oct 1 984 for 2-1 /2 days 

KERR>Q,W, Office of Stale Programs, Director. 83/12/16. DAVIS, K, Division of Con- 
tracts Ip, 30390:294-30390:294. 


-0505140280 Forwards detailed listing of Tayloe Invoices In 830531 billing w/Hemlzed 

Mo!wI,d!m. Atomic Safety and Licensing Board Panel NRC-17-83-399. 83/06/13 
MCLEAREN, T. Administrative Contracts Branch. 2pp. 30390.257-30390;2&6, 


-0SOS14O30S Forwards NRC Form 202 covering transcript Invoices for 831 21 5 of 
Tayk>a Assoc A itemized lisling of Invoices. W/o Form 292, 

MORAN,D M, Atomic Safely and Uoensfng Board Panel. NRC-17-83-399. 83/12/22, 
MCLEAREN.T, Administrative Contracts Branch 2pp, 30390.295-30390:296. 


-6505140295 Confirms author 830617 request for emergency assistance In obtaining 
court reporter lo cover Commission 830617 meeting, . 

HOYLE.J.C Office of the Secretary of the Commission. 03/06/20. REBELLO,J.E. Pur- 
chasing Section 1p. 30390.269 30390*269. 


-8505140402 Forwards NRC Form 202 covering travel invoices for 631223 of Tayloe 
Assoo & itemized lisling of Invoices, W/o Form 292 

MORAN,D.M Atomic Safety and Licensing Board Panel, NRC-17-83-399. 84/01/11, 
MCLEAREN J Administrative Conlracts Branch. 3pp. 30390,297-30300:299. 
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-0505140410 Forwards NRC Form 292 covering traveJ invoices for 840125 of Tayloe 
Assoc & Itemized listing of invoices W/o Form 292 

MORAN, 0 M Atomic Safety and Licensing Roard Panel NflO 1 7-83^399 84/02/03 
MCLEAREN.T Administrative CoAlracI a Branch 2pp 30390 300 30390 301 

-6505140410 Forwards WRC Form 292 covering 840125 invoices of Tayloe 
Assoc Comments fisted W/o Form 202 

MORAN, DW Atomic Safety and Licensing Board Panel NflC-17 83'399 84/02/06 
MCLEARENJ, AdministraLvo Coniracts Branch 3pp 30300 302-30390 304 

-8505140421 Fonvflfds NRC Form 292 covering transcript invoicog for 840208 & item- 
ized tislirtq of Invoices W/o Form 292 

MORAN, uM Atomic Safely and Ucer^sing Board Panel NRC-17-83-399 64/02/15 
MCIEAREN.T Administrative Coniracts Branch 2pp 30390 305-39390 306 

-6505140490 Forwards NRC Form 292 covering travel Invoices for 840209 &. itemized 
lislir>g of Invoices W/o Foriin 292 

MORARDM Atomic Safety and Licensing Board Panel NRC-1 7-83 399 64/02/23, 
MCLEAREN.T Administrative Coniracts Branch 3pp 30390 307-30390309 

-8505140492 Forwards NRC Form 292 covering Iranscfipl invoices for 840308 & (tem- 
ped listMvg ol itwo!cesW/o Form 292 

MORAN, DM Atomic Safety and Licensing Board Panel NRC-17-83 3 99 84/03/15 
MCLEARENJ Administrative Contracts Branch 3pp 3039031030390312 

-8505140494 Forwards NRC Form 292 covenng travel Invoices for 040316 & itemized 
IfStino of invoices W/o Form 292. 

MOFfAN.DM Atomic Safety and Licensing Board Parrel NRC-17'a3-399 84/03/28 
MCIEAREN.T Admimslratrve Conlracla Brancti Spp 30390313 30390 316 

-8505140495 Forwards NRC Form 292 covering transcnpt Invoices for 840508 & item- 
ized listing of Invoices W/o Form 292 

MORAN, DM. Atomic Safety and Licensing Board Panel NRC-17-e3-399 84/05/18 
MGLEAREN.T Admlnlsl/alrve Contracls Branch 3pp 30390 316-30300,318 

-6505140497 Forwards partial list of vouchers for court reporting & related costs for 
transcnpis & travel Listing reflects average cost per day for transcript A average cost 
er day for transcripts w/travel costs rnefuded 

EINS.EW Atomic Safety and Licensing Board Panel NRC-17.83-399 84/05/21 
MATT/A^M J NRC - No Detailed Affiliation Qfveo 5pp 3039D 319-30390 323. 

-8505140498 Forwards NRC Form 292 covering biilrng for 840805 of Tayfoa Assoc re 
invoices for travel from June 1983 - May 1 fl 84 ilemi 2 ed fisting of invoices also 
forwarded W/o NRC Form 292 

MORAN, DM. Atomic Safety and Uceiraing Board Pane), NRC-17-83-399 84/08/22 
MCLEAflEN.T.AdmlnlstralivoContracls Branch 5pp 30300 324*30390 328. 

-6505140502 Defines site hearfng/r^orling conlracl re continuity of reporting 
svaHearinq transferred to BeLhe5da.MD will be deemed site heanng 
FITTLC J Atomic Safety and Licensing Board Panef 83/12/14 Atomic Safety and Li- 
censing Board Panel Ip 30390 329-30390.329. 

-8505140504 Appoints CJ Fitti a$ chairman of Source Evaluation Panef for request for 
procurement action 

COTTER, BP Atomic Safety and Ucenslng Board Panel 83/12/30 FITTJ.CJ., 
LEINS,E W Atomic Safety and Licensing Board Panel MCCRELESS.T G AGRS - Ad- 
visory Committee on Reactor Safeguards 1p 303D0 330-30390 330 

-8505140511 Forwards request for procurement action ior sienographiic reporting con- 
tract outside Washington, DO area.draft statement of work & markea-up copy of Article 
I from existing contract Char^ges tisled W/o ends. 

COTTER, 0,P Atomic Safety and licensing Board Panel 83/12/30 MA7TfA,MJ. Ad- 
mlnislralive Contracts Branch 3pp 30390 331-30390 333. 

-6505140513 Forwards NRC Form 167 returned for inclusion In invitation for bid (IFB) 
for stenographic reporting aves to be performed outside Washington, DC molropoittan 
area Revs req^uested in IF8 listed W/o form. 

BRAOY.RJ Oivislori o1 Security 84/01/30 HAUMAN,Ei, Djvteion of Contracts 2pp, 
30390 334-30390335 

—8505140516 Confirms recent (oicon between L Robartson & K Davis ro mod to two 
invitation for bids (IFB) for sfenographlc reporting sves Change in (FBs 
llslod Statement of nonpersonaf avea enef. 

KiDD.DG Division of Security 84/02/01. DAViS.K Administralrvo Contracts Branch 
5pp 30300 336 30390 340 

-6505140618 Forwards revised estimated number of hearing days lor A5L6 
FITTf.O J. Atomic SafoN and Licensing Board Panel 84/02/21 DAVIS.K. Administra- 
tive Coniracts Branch 3pp 30390 341-30360.343. 

-6506140520 Commenis on draft statement of work for proposed contract for roporling 
5VC3 ro Commission proceedings held In Washlnglcin,DC area, per J Hoyle &31221 re 
guest 

CHO.J Atomic Safety and Licensing Appeal Panel. 83/12/23 MATTfA.M J Division 
of Contracls Ip 30390 ‘3 4 4-30390 -344. 

-8505140523 Advises that request ior procurement action ro SECY-04-37, "Steno- 
graphic Roporting Sves," constitutes bU 5 lne,ss sot-asIde, 

KERR,W.B Ofc of Small & Disadvantaged Bus Ulilizallon & Civil Rights. 84/01/10 
HALMAN.EL Division of Coniracts fp 30390 345-30390345, 

6505140242 Partial response to FOfA request for documents re ariegation on crack in 
body of recirculation sys Pump B suchon valve App A documents In PDR.Portlons of 
App B document withheld (ref FOIA Exemption 7) Rotated fnfo end 
FELT0N,J M Division of Rules and Records. 84/10/12 BELL.N. Nuefear informalion 
A Resource Service. 2tpp. 30390.108-30390 1&1. 

-6606140249 Informs that Allegation RI-84-AO0S5 re inadequate exam/insp of crack 
inside recirculation Pump B suction valve entered in alfegaiJon tracking ays Allegation 
reviewed during panel meeting on 640430 Related Info enef 
HAVERKAMP.OR. NRC - No Detailed Affiliation Gjvan. 04/05/03. STAROSTECKr.R. 
Division of Project & Resident Programs 1 tpp SOGSO’1 04-30390*161 

6585150001 Further response to FOIA req^usst for documents from INPO & NRC that 
describe, analyze or evafuale INPO rofe or procedures in roportfrig info to NRC App A 
documents end. App 0 documents segregated & a)f factual portions released. 
FELTON.JM. Division of Rules andl^ecords. 04/11/21. TOTTEN.T. Cntfcal Mass 
Energy ProjocL 4pp. 30417:001-30420 303 


-8207060079 "Evaluation of Fort Si Vrain Nuclear Generating Station " 

* JnsUtule of Nuclear Power Operations 81/12/31 35pp 30417 276-30417 310 

-6210150566 Forwards utiJ 820831 Itr transmitting INPO 1982 evaluation of uW,pof NC 
Mosefey 810506 request & V Stello 810626 memo. 

SMITH,G,H D/vIsion of Emergency Preparedness & Operalional Support 82/09/15. 
TAYLORJ.M Region 1 , Office of Director tp 30417.194-30417 236 

-62101$OS6& Forwards INPO 1992 evaluation of facility 
COUNSIL.WG Northeast Utilities B10560 82/08/31 HAYNES,R C. Region 1 , Office 
of Director Ip. 30417.195-30417.236 

-6210150573 "1082 Evafuation.CT Yankee, CT Yankee Atomic Power Co," covering 
620405-12. 

' Institute of Nuclear Power Operations 82/12/31 41pp. 30417.196-30417 238 

-6301060519 Tnp rept of 821025-1104 INPO evaluation at Oyster Creek, summarizing 
obsoivations,conctustona & recommendations. 

FISHER.W.L Reactor Operationa Branch 82/11/29 TAYLOR, J,M Division of Reac- 
tor Programs (Pro 830103) 13pp 30419.303-30420.043. 

-8301960525 Marked Up "Performance Objectives & Criteria for Piant Evaluations," 
showing changes as of 82081 7. 

* Institute of Nuclear Power Operations. 82/00/17. 103pp. 3041 9;3 16*30420 043 

-8505150011 "Evaluation of Sequoyah Nuclear Plant " 

* InsWuto of Nuclear Power Operations 81 /1 1/SO 52pp 30417.008-30417 105 

-8S0515001S ’'Evaluation of Patlsades Nuclear Plant, Consumers Power Co” 

* Institute of Nuclear Power Operations. 82/12/31 42pp. 30417*106-30417*147 

-8505150024 "Surry Power Station, VEPCO," 1902 evaluation. 

** institute of Nuclear Power Operations 83/03/31. 46pp 30417 148-3041 7*193 

-8505150051 "Evaluation of Hatch Nuclear Plant, Georgia Power Co." 

* Institute of Nuclear Power Operations 83/05/31. 39pp 30417 237-30417,275 

-8505150056 "Duano Arnold Energy Cfr.lowa Electric Light A Power Co," 1981 evalua- 
tion 

* rnsUtute of Nuclear Power Operations 82/07/31 3 Bpp 30417.311-30417.349 

-9505150059 Forwards INPO rdpi re facility, per Mosley 810506 A Stello 810628 re- 
quests, 

SMITH,Q H, Division of Emergency Preparedness A Operalional Support 83/06/02 
TAYLOR, JM, Region 1 , Office of Dlreclor. 28pp 30417‘350-30418 0t4 

-8505150071 "Evaluation of Oconee Nuclear Power Station, " 

* Jnslilute of Nuclear Power Operations 81/07/31 40pp 30418 015-30418.056. 

-6505150074 "Evaluation of Oconee Nuclear Station, Duke Power Co.” 

* rnstJtute of Nuclear Power Operations. 83/01/31 31 pp 30418 066-30418.006 

-6506150061 Forwards second "Calvert Cliffs Nuclear Power Piant, BGAE, 1082 Eval- 
uation " Evaluation conducted (n Aug 1962. 

BRUNNER, EJ Drvfslon of ProlecI A Resident Programs. 83/02/02. TAYLORJ M. Di- 
rector’s Office, Office of inspection and Enforcement, ip 30418:087-30418 088. 

-6505150066 Forwards "CaNert Cliffs Nuclear Power Pfant,BGAE,1082 Evaluation/’ 
Evaluation conducted during Aug 1982, 

TIERNAN,J A, Baltimore Gas A Electric Co 83/01/17 HAYNES.R.C Region 1, Office 
ofOkoctor Ip 30418.089-30418089. 

-6505160092 "1982 Evaluation Calvert Cliffs Nuclear Power PfanLBGAE." 

* institute of Nuclear Power Operations 82/11/30 43pp 30418:09 0-304 18 223 

-6505150103 "Evaluation Rept Feb 1fi82.McGulfe Nuclear StatloniDuke Power Co” 

* institute of Nuclear Power Operations 82/02/28 26pp 30418*226 30418 203. 

-65051601 13 "Browns Ferry Nuclear Plant, TVA," 1982 evaluation 
’ tr^sWuie ol Nudear Power Operations 82/12/31 52pp. 30418,294-30418.345 

-8505150121 "HB nobtnson Unit 2,CPAL. Evaluation Rept Jul 1981." 

* Inslilole of Nuclear Power Operations. 81/07/31, 45pp 30418*346-30419.027. 

-6505150124 Forwards "1982 Evaluation of Vermont Yankee Nuclear Power 
Station, Vermont Yankee Nuclear Power Corp.” 

* Vermont Yankee Nuclear Power Corp 82/07/08 HAYNES,R C Region 1 , Office of 
Director. Ip. 30419028-38419.028. 

-8505160135 "1902 Evaluation of Vermont Yankee Nuclear Power Station, Vermont 
Yankee Nuclear Power Corp." 

* Institute of Nuclear Power Operations. 82/12/31. 3dpp 30419,029-90419.061. 

-8505150160 "1962 Evaluation Beaver Valley Power S(atlon,Duqueane Light Co." 

* Institute of Nuclear Power Operations. 82/12/31 Ip 3041 9.^*30419.100, 

-8505160103 "1982 Evaluation DC Cook Nuclear Plant, Indiana A Michigan Electric 
Co" 

* Inslrlule of Nuclear Power Operations 82/12/31 53pp 30419.101*30419.163. 

-6505160167 Summarizes key Issues re INPO effort In evaluating design control A 
const Majority of efforts focus on Identifying deficiencies A weaknesses In mat sys. 
WILKINSON, E P. Institute of Nuclear Power Operations 83/04/20 PALLADtNO,N 
Commissioners 2 pp. 30419:184-30419 1 65 

-8505150174 Reviews status of Phase ( of INPO const project evaluation pfo| 0 ct.AII key 
targel dates met Utils preparing to conduct selMnillaled evafualions Supporting docu- 
mentallon end 

WILKfNSOHE P. Institute of Nuclear Power Operations 82/09/20. PALLADINO,N J 
Commissioners. 60pp 30419:156-30419 302, 

-0505150188 Advises of WL Fisher 821026-1104 visit to site to observe INPO evalua- 
Won 

TAYLOR, J.M. Director's Office. Office of inspection and Enforcement. 82/10/21 
FIEDLER, P.B, General Public Utllilfes Corp, - GPU Service Corp. 4pp, 30420 044- 
30420,047. 
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-8505160189 *’QA & Data Review of NPRDSJan 1081 * Jul 1982 " 

LOVELL ,C J , GROH.M R EG&G. Inc 82A07/31 NRC - No Detailed AffiliaHon QK/en 
53pp. 30420 048 30420 100 

-8506150193 “QA Data Review of NPRDS.Tosk 1. Phase 1B “ 

L0VELL,C J . GROKM R , SULLIVAN, W. EG&G. Inc. B2/09/0B DENNIG.B AEOD, 
Director’s Office 59pp 30420101 30420 169 

-6506150197 Forwards *'QA & Data Review of NPRDSJaak I, Phase 1B'‘ 

LOVELL,C EG&G, Inc 82/06/04 DENNIG.R. AEOD, Director’s Office. Ip 
30420*160 30420 180 


-8606160201 "QA & Data Review of NPRDS.Task 1. Phase IB ” 

LOVELL,CJ, G ROM, MB., NARETTO.CJ EG&G, Inc 82/06/04 NRC - No Detailed 
Affilialfon Given 143pp 30420 161*30420 303 


6SQ51S0056 Final response to FOIA request lor all records re denial of Maine Yankee 
edmlnlstralive license amend request for 3*mor»lh leeway lor conducting annual OA 
audits Documents listed In App A available In PDR 

FELTON. J.M Division of Rules and Records 84/10/15 0ELL,N. Nuclear Information 
& Resource Service 2pp 30433.277*30433,278 

85051 600S& FOJA request for ell documents re denial of Maine Yankee license amend 
request for 3*nionth leeway for condu cling annual QA audits 

BELL.N Nuclear Information & Rasource Service 84/06/28. FELTON.JM Division of 
Rules and Records 2pp 30433 279 30433 280 

8505150061 FOIA request for correspondence between NRC & UixIJnc from 640601- 
0913 

WfESELMAN,K HeallhMate, Inc 84/09/13. NRC - No Detailed Affiliation Given. Ip- 
30430:164-30438 164 


8605150063 Rosponso to FOIA request for correapondance between NRC & Llxi,liic 
from 640601-0913 Forwards documents listed In App A 

FELTONcJ.M Djvialon of Rules and Records. 04/10/02. WIESELMAN,K. HeallhMalo. 
Inc. 2 pp. 30438.165-30438.173 

8505160376 FOIA request for documents concerning moelinqs between NRC & Con- 
jjrossman EF Felghan re transcripts of meelings between NRC & Clevefand Electric 

SCHLEM^^ER.DL, Government Accountability Project. 84/10/02. NRC - No Detailed 
Affiliation Given 1p 30430' 162 -30430 162 

06051 600S0 Further rosponso to FOIA request for documents concerning contad be- 
tween NRC & Congressman EF Felghan re transcript of meetings between NRC & 
Clovoland Electric llTumlnaling Co.No addt documenia found ^ ^ 

FELTON, J M Division of Rules and Records. 84/10/02, SCHLEMMER.D L. Govern- 
ment Accountability Project, ip. 30436 '163-30430, 163. 

8506160004 Further response to FOIA request for nine calogorloa of documents re G 
mill laillnga regulations App B documents forwarded App B documents also available 
In PDA App C documents withheld jref FOIA Exemption 6), ^ ^ ^ , 

FELTON, J M Division of Rules and Records 84/12/16 BERICK,D Environmental 
Policy Institute 7pp 30421 011 30422.257. 

-8606160094 Responds lo 640127 request for comments on "Draft Groundwater Pro- 
tection Strategy" Cor>cem re Impact on disposal of U bjmrcMjucl matla 
oxprossod NRCf porllcipation In development of strategy & EPA side 
requoatod Comments end. ^ 

DAVIS.JG Office of Nuclear Material Safely & Safe9uards,Oireclor. 84/09/23. 
MALAY.M. Environmental Protocllon Agency. 47pp 30421 :0;j 6 30421*064. 

-8505150102 Notification of 841202 meeting w/EPA In Crystal CIty.VA to dtoss 
lions of final conforming rule changee Implementing Resources Conservation & Re- 
covory Act approach & to Identify pole niial problem areas Agenda ®ncl . 

MAnTIN,0. LovvLevol Wasla * Uranium Recovery PfO|Mts 
BROWN ING.R E Division of Waste Management. HIGGtNBOTHAMeL . 

DRAQONETTE.K Low Level Waste & Uranium Recovery Projects Branch 2pp 
30421 ’066-30421.066 


-,8505150195 Forwards markad-up proposed rule re amends to NRC U mill tailings reg- 
ulations necessary to conform lo EPA stds Refs to advance notice of proposed rule 
making should be removed if Commission does not act on PRM when considonng 
rule 

FELTON,J M Division of Rules and Records 84/06/27 DRAGONETTE.K S, Division 
of Waste Management, 40pp 30421 179 30421 218 

-8505150218 Designates task leaders for U recovery rulemaking Tasks P-7, Subjpart D. 
"Monitonng/’ S-1 , "Alle/native Concentrations/* S 2, "Liner Alternatives/’ S-3, Short 
list Monitoring” & S 4, "Waste Streams " Staff loadings provided by 040703 
KNAPP,M R Geotechnical Branch (Post 631001) 84/06/27 0ELL.M Division of 
Waste Management Ip 30421 219-30421 219 

-8505150225 Repls status of U Recovery Rulemaking Project plan re followup actions 
recommended in Beil 840611 memo Meeting to discuss status of rulemaking In detail 
proposed Reevalualion of U recovery budgef suggested 

HIGGINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch 84/06/ 
28. BROWNING, RE Division of Waste Management 2pp, 30421 220-30421,224 


-8505160233 Forwards "Draft Project Plan.RulemakIng for Licensing of U Recovery Op- 
erations" & App Q Finalization of App E re specific task plana discussed 
DRAGONE'toKS NRC - No Detailed Affiliation Qivon 84/07/05. STILL, N Policy & 
Program Control Branch (Post 83 1001) QNUGNOLl,G,, SOLLENBERGER.D. Low 
Level Waste & Uranium Recovery Projects Branch 2pp 30421 225-30421.226 


-8605150241 "Draft Project Plan, Rulemaking for Licensing of U Recovery Operations 
W/App G ^ 

• Division of Waste Management. 84/07/03 23pp 30421 '227-3 04 2 1*249 


-8505150249 Discusses draft of task plan for Subpart FAddI issues re specificity of 
regulations.lerm of regulations for post closure care & standby trust funds need 10 be 
resolved In rulemaking 

SEEMAN.MJ Policy & Program Control Branch {Post 831001). 84/07/11 
KALMAN. K Policy & Program Control Branch (Post 831001) Ip 3 0421- 260- 
30421 250. 


-8605150255 Forwards changes to G-S & G-4 task plans for draft U Recovery Rule 

sflLLS4^S?^^Po^J'^ & Program Control Branch (Post 831001) 84/07/11 

DRAGON ETTE,K. Low-Level Waste & Uranium Recovery Projects Branch. 3pp, 
30421:261-30421.255 


-8505160261 Requests meeting lo discuss cost analysis group conlnbulion lo cost/ 
benefit anafysis of rufemaWng on licensing of U recovery operations Draft project plan, 
end Cosl/benefit task described fn Specific Task G 5 of App E W/o encl. . 

DRAQONETTE.K S Low-Level Waste & Uranium Recovery Projects Branch 84/07/ 
11. HARTFIELD.R A. Information Systems Branch. Ip 30421 256-30421 256. 

,>8505150265 Submits schedule & estimated manpower requirements for U Recovery 
Rulemaking WM-84505,Task 8-2, per 040705 reg^uesL 1/ 

JOHNSON,! L Geotechnicaf Branch (Post 831001) 84/07/12. ORAGON^E.K. 
Low-Level Waste & Uranium Recovery Projects Branch 2pp 30421 257-30421:255, 

-8505150274 Forwards marked-up draft Specific Task Flans P-4,P-6,S 5 & s 7 contain- 
ing first round proposal of schedules & task team P^^sonneLper 84(^O5m0ino. 
gIlEN.D.M. Englneerina Branch (Post 831001) 9^07/12. DRAGONmE.I< S Low- 
Level Waste & Uranium Recovery Frojecls Branch 16pp 30421 '269-30421 274, 

-8506150261 Discusses review of specific task plans & establishment of schedules for 
U recovery rulemaking Tasks P-8 & P-fi.per 840705 reouesl Add! time for staff orienta- 
tion & expertise in waste or byproduct ownership discipline needed ^ ^ o 

KALMAhLKL Policy & Program Control Branch (Post 031001) 84/07/13 
DRAGOI^ETTE,K, Low-Level Waste & Uranium Recovery Projects Branch. 9pp, 
30421-275-30421 265 

-8506150289 Advises that draft Reg Guide MS 146 4, "Design.lnsjallation & I'nsp of 
Seepage Control Liners at U Recovery Facilities," placed on hold until Info re EPA 
stda linplemenlallon or other NMSS actions received Guide requires further study 
RICHAROSON.J E Mechanlcal/Structural E^nglneerfng 8^55^, 84/07/16 

nif50!NROTHAM.L Low Level Waste Ifcensinp Branch 24pp. 30421 286-30421 309 


-0606150127 Submits Items of Interest LWA hearlnigs for CRBR fesum0d.NMSS rovigw 
of fuol cycle & safeguards scheduled for completion by Jan ISBS.Task force reviewing 
proposed EPA aids re U mill licensing requirements, oo/ni/n 

LOWENBERQ.H. Office of Nuclear Mete/laf Safety & Safeguard a, Director 82/01/13. 
DAVIS J Q. Office of Nuclear Material Safety & Safeguarcm.Director Ip 30421,067- 
30421,067 

-8805150132 Fotwaida "Draft Protect Ptan.Rulamaklno for Lfcenslrig of J/ JjJ^overy Op 
ofallons," Formation of project review group & 1®^^ M r 

HHDWNINQR.E. Division Of Waste Management 84/06/01 pELL.M J , fWAPP,M.n., 
QREEVES,j'nrC - No Detailed Affiliallen Given. 1p. 30421 068-30421.068. 

-860611601 42 "Draft Project PJan.Rufemaking for Ucensing Jf ^ ” 

* Division of Waste Management. 64/05/30. 97pp 30421.069-30421.168 

-8505160146 Forwards summary of project review group 840608 meeting r© U recovery 

of Waste Management 64/06/11 KNAPP.M.R.. GREEVES.J.T., 
BUNTINGJ 0 NRC . n7d^ Given 1p. 304i>1 'lea 30«1,171. 

-8505150158 Forwards specific task plan for Task Q*6 re D Recovery Fiefd Ofc as- 
14. SMITH,R D. Uranium Recovery Field Office 4pp 30421.172-30421.176. 

Waale Management. 2 pp 30421.176-30421.177. 



.-0505150295 Forwards draft notice of proposed rulemaking & 
posed rulemaking re proposed amervds to U mill tailings regulations.for signature & 
publication Notices should be published on mw r u 

BROWNING, RE Division of Waste Management 84/07/16, FELTON,JM Division of 
Rules and Records. SSpp. 30 421:310-30422 001 

-8505160308 Forwards review comments on "Impact of EPA 40CFR192 Stds at U Re- 
covery facilities," per 840518 request Cost data should be providod for Impoundment 

Waste & Uranium Recovery Projects Branch 3pp 30422.002-30422 018 

-8505150314 Forwards regulaloiy agenda writeups for rev Abstract /®hiply w/ 
now EDO guidance, "Control of NRC Rulemaking." Wnteups & supporting documenta 

BRTDWN^NG,R.£''Divt^ of*WaSe Management. 84/07/25 Division of Waste Man- 
agement. 12pp 30422.019-30422 030. 

-8505150319 Summarizes 840724 telcon w/L Thomas of EPA re changed draft agree- 

DAVIS,JQ.T4 RC*-”So Detailed Affiliation Qfven 64/07/26. NRC ■ No Detailed AfflII 
ation Given. Ip. 30422 031-30422 031 

-8505150327 Confirms talcoris r© distribution of prepubllcation copies of rulomaklrvg no- 
tices on U mill fallings Proposed rule notice & advance notice of proposed rulemaking 

DRA^ONETtI,K S, Low-Level Waste & Uranium 

30 NUSSBAUMER.DA Office of Stale Programs, DireclOf- 1 p 30422.032-30422032. 

-8505150335 Forwards proposed rulemaking & advance n^olice of proposed rulemaking 
r© licensing U mills & disposal! of mill tailings & waate.SIxty day comment period will 

DrSgoNOTE.Ks^Uw Levef^Waste & Uranium Projects Branch. 84/07/ 

30. Office of Nuclear Material Safety & Safeguards, Director 65pp. 30422 033- 
30422 087. 
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-*8506150349 Fo/wards propasad amends to 10CFR40 re U mill licensing & disposal ol 
iniJI tailings & waste Amends conform NRG regulations to new EPA strfs & incorporate 
EPA stds unrelated to groundwater Advance notice outfmes further rulemaking 
DAVIS, JG Office of Nucfear Material Safety & Safeguards^D^reclor 04/07/31 
SIMPSON, A, Senate, Environment & PuWfC Works UDALL.M K, House of Rep, Interi- 
or & Insular Affafrs OTTINGER.R L House of Rep . Energy & Commerce 59pp 
38422 08S-30422 146, 

-'8505150358 Confirms telco ns re distnbution of pro publication copies of rulemakina no- 
tkes on U mill tailings Proposed rule notice, advance notice of proposed rulemaking & 
form Hr for Iransmiitmg notices to all NRC U lecovary licensees end 
DRAG0NETTE,KS Low Level Waste & Uranium Recovery Projects Branch 84/07/ 
31. SMiTH.RD. Uranium Recovery Field Office 2pp 30422 147 30422 148 

-'8506150364 Forwards proposed rulemaking & advance notice of rulemaking re U mtli 
failing regulations scheduled for publication in FR on 640602 U recovery llcenseo 
comments oni proposed rule & advance notice due by 840917 & lOOI.respoctrvely. 
NUSSBAUWER.DA Assistant Director for State Agrooments Programs 64/07/31. 
Texas, Stale of Ip 30422*149 30422 149 

-<8505150371 Forwards draft “Impact of EPA 40CFR192 Stds on Waste Mgl Programs 
at U Recovery Facifillas” for review & comment by 640907 Preliminary document 
should not be constmed as NRC findings 

NUSSBAUMER,DA, Assistant Director for State Agreements Programs 04/08/02. 
Texas, State of, Ip 30422* 150 30422 150 

—B 505150375 Forwards J Chaffee 840726 Congressional Record discussion re Ro- 
sources Conservation A Recovery Act auihorizallon concerning land diapsal llmlla* 
tiona & min technological requirements affecting mixed/low level waste W/o end 
KAWMERER,C, Office of Congressional Affairs. 64/08/06. PALLADINO, ROBERTS. 
ASSELSTINE Commission ora. Ip 30422 151.30422-161 

-<8505160362 Forwards comments on "Draft Impact of EPA 40CFR192 Sids on Waste 
Mgl Programs at U Recovery Facilities " EPA ack of Table 5,0*1 findings would be 
helpfuf to Ofc of State Programs & Agreement States 

NUSSBAUMER,DA Assistant Director for Stale Agreements Programs 84/08/07. 
DRAQONETTE.KS. Low'Uevel Waste & Uranium Hecovory Prolects Branch 2pp 
30422.1S2'30422‘1S3 

-<8505150388 Advises of NRC 640730 retraction of proposed rulemaking & advance 
notice of proposed rulemaking re (icenslr^g U mills & disposal of mill lellings & waste 
due to procedural error. 

DRAGONETTE,K S Low-Leve) Waste & Uranium Recovery Projects Branch. 84/08/ 
07, Office of Nuclear Material Safety & Safeguards, Director 2pp 30422-164- 
30422:155. 

-8505150393 Requests assistance of J Stewart C Prichard in recovery rulemaking 
task areas re Institutional requirements for sites & byproduct matiadinanclal require- 
meats & cost/benefit analysis. 

DRAGONETTE.K S Low Level Waste & Uranium Recovery Prolecfs Branch 84/00/ 
09.COSSTANZI.FA DMsIoni of Waste ManagemonL Ip. 30422-160.30422 166. 

-6505160422 Forwards preliminary description of Task S-1, "Atternata Concentration 
Limit Methodology for U Recovery Rulemaking,” per 840802 requesLTask team will 
refer to EPA for info re water quality cateria 8 heallh & environ effects 
WEBER, MF. Geotechnical Branch (Post 831001) 84/08/13, DflAGONETTE.K.S. 
Low-Level Waste & Uranium Recovery Projects Branch 64pp 30422*157*38422 220. 

-8505150426 Submits info on hazardous constltuenls added in U recovery 
operallons Specifics of task stilJ being worked oul Sampling needs identification to be 
done after agreemenf on task plan 

DRAGONETTE.K S. Low-Level Waste & Uranium Recovery Prolecfs Branch. 04/08/ 
15. BROWNING, R,€. NRC > No Detailed Afniiallon Given. 3pp 30422-221.30422-223 

-6505150428 Forwards addi info re U mill taillngs,por Commissioner Zech 840020 
rec ires (.Summary of radro logical hazards assoclafeo w/U milling & tailings compared 
to bactoround & occupational fimils end 

DRAGONETTE.K S. Low Level Waste & Uranium Recovery Projects Branch. 84/06/ 
29 MONTGOWERYJ, Commissioners 14pp 30422-224.30422 267. 

6505160090 FOIA request for Science Applfcallor^s.lnc SAI 01362-1 47 U, "Preliminary 
Assessment of Core Melt Probability in Cold Shutdown Following Postulated LOCA at 
Sequoyah Nuclear PJanl** be placed in PDR 

SHOLLY.SC Union of Concerned Scientists 64/11/19, FELTON, J.M. Division of 
RulesandRecords 1 p.30416*212.30416h212, 

8505160097 Forwards INPO rept, "Evaluation Rept Feb 1902, McGuire Nuclear 
Slalion.Duke Power Co," per Slello 610626 memo 

MARTfN,R.D Region 2, Office of Director. 82/05/26 TAYLOR, J.M. Director’s Office, 
Office of Inspection and Enforcement ip 30416-224-30416-224. 

6S0S150098 Responds 1o FOIA request lor Science ApphcalIons.Inc SAI'O1302.147LJ, 
"Preliminary Assessment of Coro Melt Probability In Cold Shuloown Following Poatu* 
laled LOCA at Sequoyah Nuclear Plant " Sub] document placed In PPR. 

FELTONJ.M Division ol Rules and Records 64/12/12 SHOLLY.S.C Union of Con- 
cerned Scientists, Ip. 30416^213.30416,361 

-B2O722O390 SAI-13B2-147LJ R01 Revision 1 to "Preliminary Assessment of Core Melt 
Probability In Cold Shutdown Following Postulated LOCA at Sequoyah Nucfear Plant," 
final repL 

LO0NER,P,, HORTON, W„ KIRSTEIN,B. Science Applications Internal lonal Corp. (for. 
merfy Sclervce Applications, Inc,). NRC-03-a 2-096. ^2/07/1 6, NRC - No Oetaifed Affili- 
ation Given 135pp, 30416:217-30416.351. 

-8S05150172 Forwards step-by-slep procedure for taking preliminary assessment of 
core melt probabiPity documented In SAI-13S2-147LJ A developing estimale of overall 
probability of core melt In cold shutdown. 

LOBNER.P. Science Applfcailons International Corp (formerly Science Applications, 
Inc). 82/09/13, KELLYJS. NRC - No Detailed Affiliation Given, 3pp 30416,214- 
30416 216. 

8505150264 Final response to FOIA request that seven specified SECY papers be 
pfaced In PDB.App A documents withhold (ref FOIA Exemptions 1 A 6) a App B docu- 
nwnis withheld fref FOIA Exemption 6). 

FELTON.JM DMslon of Rufes and Records 85/01/10. LEVENTHAL,P.L. Nucfear 
Control fnslilute 3pp. 30433.281 <30433 -337. 


-8403208306 SECY-Q4-100 Requests Commission concurrence in attached response to 
DOE re transfer of power reactor spent fuel from Japan to United Kingdom 
DIRCKS.WJ Office of the Executive Director for Operations 84/03/01 25pp 
30433 284-30433 308 

-8405180090 SECY-04.173 Requests Commission concurrence in end proposed re- 
sponse to DOE re retransfer of 504 spent fuel assemblies containing mall of US origin 
from Japan to France & United Kingdom for reprocessing Recommends approval 
OIRCKS,W.J Office of the Executive Director for Operations 84/04/26 27pp 
30433 309-30433-337 

8505160525 FOIA request for four categories of documents re NRC- 17*85-207 & termi- 
nation of SEOY-84-327 

BIRO.ee Wald, Harkrader & Ross NRC-1 7-85-207 84/11/08 Office of Admin la Ira- 
tfon Ip 30422 258 30422-250 

8505160535 Partial response to FOIA request for all documents re NRC-1 7-85-207 & 
termination of SECt. 84-327 App A documents available In PDR Search for add! 
records continuing 

FELTON.JM Owlslon of Rules and Records NRC-1 7-85-207 84/11/30 BIRD,C.C 
Wald. Harkrador a Ross 2pp 30422-259-30422 361. 

8505160054 FOIA request for all documents from 04 0620-0820, expressing opposilion to 
Nuclear Awareness Network 840620 petition to move LPDR from Emporia to 
Topoke.KS. 

STEPHENS.S Nuclear Awareness Network 84/07/20 FELTON.JM Division of 
Rules and Records Ip 30453,172-30453172 

8505160057 FOIA request for all documents received from 840620 0820, expressing op 
position to Nucfear Awareness Network 040620 petition to move facility LPDR from 
Emporia toTopeke.KS 

STEPHENS.S. Nuclear Awareness Network 84/08/24. FELTON, J M. Division of 
Roles and Records 2pp, 30453.173-30453-174, 

8505160060 Responds to FOIA requests for documents ro relocation of facility 
LPDR, App A documents end a available in PDR.Drafl Itrs In App B withheld (ref FOIA 
Exemption 6). 

FELTON.JM Division ol Rules and Records. 84/09/24. STEPHENS.S. Nuclear 
Awareness Network 4pp 30453:175*30453*201 

-8408230315 Responds lo 840614 Itr requesting that NRC relocate LPDR from While 
Library In Emporia, KS to Washburn Law Library fn Topaka.KS NRC will establish addi 
LPDR fn Topeka 

OIRCKS.WJ. Office of Ihe Executive Director for Operations 84/08/16 

GLICKMAN.D, House of Rep Ip 30453.104-30453-104 

-8408230324 Supports relocation of LPDR from White Library fn Emporia, KS to Wash 
burn Law Library In Tope ka,KS Topeka location would maka documents more accessi- 
ble to majority of users. 

GLICKMAN.D, House of Rep. 04/06/14 PALLADINO, N Commissioners 3pp. 

30453-200-30463 200. 

-8408230447 Responds to 840713 Itr lo Palladino ro petlllon received by NRC to relo- 
cate LPDR from WA White Library in Emporia, KS ’ lo Washburn Law Library in 
Topeka, KS NRC ostabiisbing addI LPDR In Topeka 

DIRCKS.W.J Office of the Executive Director for Operations 84/08/16 

WHITTAKER, 0. House of Rep. Ip, 30453*186-30453-106. 

-6408230452 Opposes relocation Of LPDR from Emporia Slate Unlv Library In 
Empoda,KS lo Washburn Unlv Law School Library fn Topeka, KS Historically, NRC has 
located LPDR as naar as possible to plant site.Move would double distance 
WHITTAKER, a House of Rep. 84/07/13. PALLADINO.NJ Commissioners Ip. 
30453-191-30463;191, 

-8408240166 Responds to B40524 Itr to J Souder, chief of NRC LPDR Branch, request 
Ing that NRC relocate LPDR from William Allen While Library In Emporia, KS lo Wash- 
bum Law library In Topeka, KS. NRC will establish add! LPDR at Washburn Law Li- 
brary. 

DIRCKS,W.J Office of the Executive Director for Operations. 04/00/16 SLATTERV,J 
House of Rep. Ip 30453*185.30453.186 

-8408240162 Supports S Stephens.of Nuclear Awareness Network, re quest to relocate 
LPDR from Emporia.KS to Washburn Unlv In Topeka, KS Move would make LPDR 
more accessible to Interested partlee 

SLATTERY, J House of Rep, 04/06/24 SOUDER, J. Public Document Branch 2pp 
30453*201-30463.201. 

-8505160069 Responds to 040620 Ur & petition lo J Souder requesting rolocalloft ol 
LPDR from Emporia to Topeka,KS.NRC will establish addi LPDR at Washburn Law 
Libra/y In Topeka, KS. 

FELTON, J.M Drvislon of Rules and Records. 04/08/22. STEPHENS.S Nuclear 
Awareness Network Ip. 30453.170*30453.179 

-8505160072 Responds to 840606 ftr re petition to relocate LPDR from Emporia to 
Topeko.KS.LPDR fn Emporia will not bo moved NRC will establish addi LPDR at 
Washburn Law Library In Topeka, KS. 

FELTON, J.M Division of Rules and Records, 84/08/22, STINSON, L D. Chamber of 
Commerce, Emporia, KS. Ip. 30453:180-30453.180. 

-6505160079 Responds to 040712 Ur re petition to relocate LPDR from Emporia to 
Topeka, KS LPDR In Emporia will not, be moved NRC will establish add) LPDR at 
Washburn Law Library In Topeka, KS. 

FELTON, J.M Division of Rules and Records 04/08/22. NILES,A Kansas, Stale of 
Ip, 30453.101-30463-181 

-8505160083 Responds to 040806 Ur to J Souder re petition to relocate LPDR from 
Emcrarla to Topeka, KS. LPDR fn Emporia will not be moved.NRC will establish addi 
LPDR at Washburn Law Library In Topeka, KS. 

FELTON, J M. Division of Rules and Records. 84/08/22. KERR.Q. Kansas, State of 
Ip. 30463:182-30453.182 

-8B05t60186 Requests rationale & background Info re transfer of facility documents 
from Emporia State Unlv to Washburn Unlv Need for transfer questioned 
KARR.G J, Kansas, State of. 84/08/06. SOUDER NRC < No Detailed Affiliation Given 
Ip, 30453:1 87-30463:1 87. 
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"Topeka KS^ raceipt of 840524 Ur re relocation of LPDR from Emporia.KS lo 

Hep 1B8 30463 188®^^*®^°"^’ 64/07/20. SLATTERy.J House of 

~I^0S 160203 Ack rocaipt of 840614 Itr re relocation of LPDR from Emporia.KS lo 
TopoK8|Ko 

Rep^^p^304M 1^0 30453 ^ 89 ®^®®^'°"*' 64/07/20. GLICKMAN.D House ol 


•*0505160211 Egresses opposition lo transfer of cfocumonls re taciiity const from Em* 
poria Slato Univ Ubrary to Washburn Unlv Library In Topeka, KS ^ 

64/07/16. SOUDER.J,Pubfio Document Branch Ip 
30453.100-30453.190 ^ 


•0506160224 Opposes proposal to move collection of plant data from Emporia State 
Unlv lo Washburn Univ In Topeka, KS 

NILES, A.G. Kansas, State of. 84/07/12. FELTON, J DMsion of Rules end Records 
2pp 30453' 1 92-30453:1 93. 


><0506160230 Discusses Congressman Qlickman request lo move LPDR.LIcensaa has 
na objeclion to move but advises that move could be construed as message ol no 
confidence to Emporia State Unlv. 

COLLINS.J.T. Region 4, Office of Director. 84/07/10. NORRY.P.Q Office of Adminis- 
tration 5pp 30453-104-30453.198. 


><0506160239 Expresses thanks for opportunity lo visit A express community opposition 
on transfer of documents from Emporia Slala Univ Library Documenta should remain 
at Ernporia since unlv provides educational training at project site. 

STINSON, LD. Chamber of Commerce, Emporia, KS. 84/07/06 SOUDER,J. Public 
Document Branch Ip 30453:1 09-30453:190. 


«a400 230316 Responds to 840614 Itr requesting that NRC relocate LPDR from White 
Library In Empor}a,KS to Washburn Law Library In Topeka, KS.NRC will establish addi 
LPDR In Topeka 

DIHCKS.W.J. Office of the Executive Director for Operations. 64/08/16 
QLICKMAN,D. House ol Rep. Ip. 30453-1 84-30453.1 84 


-8400230324 Supports relocation of LPDR from White Library In Emporia, KS to Wash- 
burn Law Library In Topeka, KS Topeka location would make documents more accessi- 
ble to majority of users. 

GLICKMAN.D House of Hep. 84/06/14. PALLAOINO.N, Commissioners. 3pp. 
3'0453'200 30453-200 


-8406230447 Responds to 840713 Hr to Palfadino re Mtitlon received by NRG to relo- 
cate LPDR from WA White Library In Emporia, KS to Washburn Law Library \n 
Topeka, KS.NRC establishing addI LPDR In Topeka 

DIRCKS.WJ Office of the Executive Director for Operations 64/00/16 
WHITTAKER, B House of Rep Ip 3O463:ie6.3O453'108. 

-8400230452 Opposes relocation of LPDR from Emporia Slate Unlv Library In 
Empoflo.KS lo Washburn Unlv Law School Library In Topeka, KS.HIstorically, NRC has 
located LPDR as near as possible lo plant sIte.Move would double distance 
WHITTAKER.B House of Rep 84/07/13 PALUDINO.N.J. Commissioners Ip. 
30453.191-30463.191. 

-8406240166 Responds to 840524 Itr to J Souder.chlef of NRC LPDR Branch, request* 
hg that NRC relocate LPDR from William Alien White Library In Emporia, KS to wash- 
burn Law Library fn Topeka, KS. NRC will establish addi LPDR at Washburn Law LI* 
brary. 

DIHCKS.W.J. Office of the Executive Director for Operations. 84/08/16. SLATTERY, J 
Houso of Rop, Ip, aO453:185<3O4S3'105. 

-0408240162 Supports S Stephens, of Nuclear Awareness Network .request to relocato 
LPDR from Emporia, KS to Washburn Unlv in Topeka, KS Move would make LPDR 
more accessible lo Interested parties. 

SLATTERY, J. House of Rep. 84/06/24. SOUDER,J. Public Document Branch 2pp 
30453.201*30453:201 

-8506160069 Responds lo 840620 Itr & petition to J Souder requesting relocation of 
LPDR from Emporia to Topeka, KS.NRC will establish add! LPDR al Washburn Law 
Library In Topoka,KS 

FELTON, JWL Division of Rules and Records. 84/08/22 STEPHENS,8, Nuclear 
Awareness Network. Ip 30463:1 79*30463:1 70 

-8506160072 Re^onds to 840606 Ur re petition to relocate LPDR from Emmoda to 
Topeka, KS LPDR In Emporia will not be moved NRC will establish addi LPDR at 
Washburn Law Library In Topeka, KS. 

F ELTON, J.M Divlalon of Rules and Records. 84/08/22. STINSON, L.D Chamber of 
Commerce, Emporia, KS. Ip. 30463’ 180*30453:1 80. 

-8506160079 Responds to 840712 Itr re petition to relocate LPDR from Emporia lo 
Topoka,KS.LPDR In Emporia will not bo moved NRC will establish addi LPDR al 
Washburn Law Library In Topeka, KS, 

FELTON, J.M Division of Rules and Records. 04/08/22. NILES, A. Kansas, Stale of 
Ip. 3O463-101<3O463:101 


-8505160083 Responds to 640806 Itr lo J Souder re petition to relocate LPDR from 
Emporia lo Topoka,KS.LPDR In Emporia will not be moved.NRC will establish addi 
LPtJR al Washburn Law Library in Topeka, KS. 

FELTON, J.M. Divlalon of Rules and Records. 84/08/22. KERR,Q. Kansas, State ol. 
Ip. 3O453:te2-3O453;102. 


-8506160106 Requests rationale & background Info re transfer of facility docuntents 
from Emporia State Unlv to Washburn Unlv.Need for transfer questioned. 

KARR,Q.J. Kansas, State of. 84/08/06. SOUDER NRC • No Detailed Afflliatfon Given 
ip. 30453:187-30463:187, 


-8505100194 Ack receipt of 840524 Itr re relocation of LPDR from Emporia, KS to 

K?S4MErI*R,C. Office of Congressional Affairs. 84/07/20, SLATTERY, J. House of 
Rep- Ip. 30463’188-30453,168. 


-.*8606160203 Ack receipt of 840614 Itr re relocation of LPDR from Emporia, KS to 

iSSIllvfeRiR.C. Office of Congressional Affairs 84/07/20, GLiCKMAN,D, Houso of 
Rep, Ip. 30453:189-30453:189. 


-8505160211 Expresses opposition lo transfer of documents re facility const from Em- 
poria State Unrv Ubrary lo Washburn Univ Library fn Topeka, KS 
L0WTHER,J E. Kansas, Slate of 84/07/16 SOUDER, J Public Document Branch Ip 
30453.1 60<30453’1 00 

-8505160224 Opposes proposal to move collectior^ of plant data from Emporia Stale 
Unrv to Washburn Univ fn Topeka, KS 

MILES,A,G, Kansas, State of 84/07/12 f ELTON, J Division of Rules and Records 
2pp. 304 53- 1-92.30453.1 03 

-6505160230 Discusses Congressman Glickman request (o move LPDR Licensee has 
no objection to move but advises that move could be construed as message of r>o 
confidence lo Emporia Slate Ur)iv. 

COLLINS, JT, Region 4, Office of Director 84/07/10 NORRY,PG Office of Adminis- 
tration 5pp 30453,194 30453 198 

-6505160239 Expresses thanks (or opportunity lo wail & express communuty opposition 
on transfer of documents from Emporia Slate Univ Ubrary Documenta should remain 
at Enywria since univ provides educational training at project site. 

STINSON ,L D. Chamber of Commerce, Emporia, KS 84/07/06 SOUDER. J Public 
Document Branch Ip 30453,199-30453 199 

fiSOSIBOO/S Further response to FOIA request for docun-wnts re operation of Grand 
Gulf Nuclear Station sir^ce 840 101, including operation w/TDI diesel generators & use 
of TOI generators at facifity App A documents In PDR 

FELTON, J M. Division of Rules aruJ Records. 84/09/20 BELL,N Nuclear Information 
& Resource Service, 3pp 304 54* 105 *3045 4 '3 51 

-8203050075 Forwards rept on low power risk reduction, similar lo risk reductions previ- 
ously estimated for various PWfls 

MATTSON, R.J. Division of Systems fntagraljon (post 811005). 82/02/18 
DENTON, H,R Office of Nuclear Reactor Regulation, Director 26pp 30455.108* 
30455:133. 

-8402170131 Discusses elements of Transamerica Delaval,lnc (TOI) Diesel Owners 
Group program to qualify TOI generators Meeting suggested for wk of 840206 for 
technical discussions & documentation of program details. 

0ERUNGER.CH, Division of Licensing, 84/02/02 MCQAUGHY,JP. Mississippi 
Power & Light Co. 2pp. 30455-166*30455:167. 

-8404040265 Forwards updated Pages 1,3,4, 5 & 6 to SER re degraded grid proteclion 
for Cfass IE _power sya 

RUBENSTEIN.LS. Assistant Director for Core & Plant Systems, TAC 10032 84/03/ 
15. LAINAS,GC Asslslaol Director for Operating Reaclors. 8pp 30455134* 
30455.151. 

-8404120045 Summarizes pnncipal comments & questions raised by preliminary review 
of rept on Investigation of types of AF A AE piston skirts, FaAA &4-2-14 Response to 
questions requested within 1 wk. 

BERLINQER.C.H. Divlalon of Licensing. 84/03/26. MCGAUGHY,J,P. TDI (Tfansamerj* 
ca Oelaval, Inc ) Owners Group 4pp 30455' 162-304 55- 165 

-8404300374 Forwards AR Postma draft evaluation ol OE submittal re attenuation of 
aerosols In passage through BWR suppression pools Bases for recommendations 
listed 

READ,J. Accident Evaluation Branch. 84/04/17. HULMAN.LG, Accident Evaluation 
Branch. 6pp 30455:158-30455-163 

-8407020563 Forwards Hr responding to util Inquiry ad^sing lhat liquid penetrant Insp 
should be deleted from required Insp scope for TOI diesel engines Visual msp ade* 
quale lo detect contact spalling .scuffing A scoring of cylinder liners 
BERLiNGER.C. DMsIori of Licensing. 84/06/20. NOVAK.T, Assistant Director for LI* 
censing Ip. 30454-353-30454-353 

-8407030224 Deletes liquid penetrant Insp requirement for cylinder liners In TDI diesel 
engines from 840522 order.Visual insp will detect scuffing, spalling & scoring on liners 
EISENHULDG Division of licensing. 84/06/20. RICH^D.J.B, Mississippi Power A 
Light Co ip. 30454.354*30465.107, 

-8407050011 Responds to 840313 Inquiry re license application addressing numerous 
license conditions A surveillance procedures, quafifIcaUons of operators A drywell 
cooling sys. 

DrRGlfe,W,J. Office of Ihe Executive Director for Oporationa 84/06/04. MARKEY,E.J. 
Housed Rep., Interior A Insular Affairs. 1p 304 64 '352-304 64* 3 52. 

-6505160104 Forwards attendarwe list, handouts A slides used at 840126 meeting w/ 
TDI Owners Group. 

CARUSO, R. Licensing Branch 2. 84/02/02 Licensing Branch 2. 242pp 30454:110- 
30454.3B1, 

8505160089 Final response lo FOIA request for three separate categories of documents 
re 1^1^ crack problem s.Forward8 documents listed In App A Documents also available 

FELTON,J,M Division of Rules and Records. 84/11/02 8ELL,N, Nuclear Information 
& Resource Service. 2pp. 30446:137*30448 275. 

-8505160098 **LWR Safety Assessment ol Operating Experience,*' Jan 1978. 

*■ Sweden, Govt. ol. 78/01/31 3pp 30446.141*30446:143. 

-8S05160101 “Thermal Fatigue Cracking In BWR Feedwater Sys In Sweden " 
BURKHART,D. Sweden, Govt, of 61/02/16. 42pp 30446,144*30446-185. 

-8505180107 "Ringhals 1<Exam of Pipe Joints of Sys 354 Correlation Between Ultra* 
eonlo Indications A Defect Depth “ 

BENGTSSON,B, DAHL8ACK,M. Sweden, Govt. of. 83/04/30. 47pp. 30446.186* 
30446:232 

-6505160112 “Quarterly Rept Natl Nuclear Power ln8pectorate,Oct 1962* Dec 1982." 

* Sweden, Govt, of. 82/12/31. 2pp. 30446 233-30446'234 

-85051601 19 *’R 0 pl on Safety*Related Occurrences A Reactor Trips, Jul-Deo 1982." 

* Sweden, Govt of. 82/12/31. 4pp. 30446'235 30446:238 

-8605160123 “Rept on Repair of Cracks In Recirculating Inlet Nozzles N2 ol Santa 
Maria De Q arena NPP.'* 

“ Spain, Govt. of. 80/09/30. 37pp. 30446:239-30446-275 
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G40716 Itf to J Souder fe peltlioji to refocalo LPDR from Em* 
SPiS Topeka, KS LPDH in Empo/ia will nol bo moved NRC will establish acfdl tPDR 

in Topeka, KS 

FELTON.J M Division of Rolea and Records fi-fyOB/24 LOWTHER, JE Kansas. 
Slate of fp. 30453 ie3-30463 183 

1o FOIA request tor six categories of documents Documents 
1-6 .& a'l2 ayaifable Fn PDA Portia na of Oocument 7 wthhefeJ & documents listed In 
onl^rsty (ret FO)A Exemption &) 

Division of Rules and Records 84/12/17 JORDAN.WS Harmon, 
Weiss & Jordan. 4pp. 30453 202 30453.253 

*'8407230363 Forwards response lo 84061 S request re cariceled Commission meeting 
& briefinn charts on Unresolved Safety Issues A-44 re slatron blacKoul & A 46 re shul* 
□own DHR 

DIRCKS.WJ Office of the Executive Director for Operations 84/07/13 ASSELSTINE 
CortimlssJone/s lOpp 30453 235-30453 253. 

-"8407230369 Sul^mlfs quesllons re briefing charts for 840615 canceled Commission 
jneetlno on Unresolved Safety Issues A-44 re stato blackout & A-45 re shutdown 
uHR 

ASSELSTINE, J K Commissioners 84/06/15 DIRCKS,WJ Office of the Executive DJ- 
TCctOT tor Oporalions 2pp. 30453 233-30453 234 

>'&S0Sieoi&9 Forwards 840502 memo sent to S Reamer re financial qualifications 
riile.fssuanca of court mandate does not require that Commission treat financiaJ quail- 
ncations rule as vacated 

CHAR^NOFF.G Shaw. Pittman. Potts & Trowbndae 84/05/02 ASSELSTINE, J K NRC 
- No Detailed Affiliation Given 9pp 30453 208-30453 216 

« 05 06 160210 Urges NRC to evaluate course of action which may cause unnecessary 
delays In opera lion of some nuclear power reactors in light of court decision re finan- 
cial qualdJcatfons of utils 

BROYHILL.J.T House of Rep, Energy & Commerce 84/05/07 PAULADINO.NJ 
Commiflsloners 4pp 30463 219-30453 222 

-8605160219 Forwards draft order re financial quahffcations Affrrmalion vote sheets 
also end for re spans e.W/o end 

CHILK.S.J. Office of the Secretary of the Commission 84/05/30, PALLADINO, Gl- 
L IN SKY, ROBERTS Commissioners, Ip 30453 '223 30453 223 

-8606 160226 Forwards Commissioner Assefstine views on financial qualifrcation policy 
statemoni. 

DAVIS.P Commissioners 34/05/30 GiLBERT.G Ofhco of the Secretary of the Com 
mission 5pp. 30453 224-30453 228 

—8605160234 Forwards Commissioner Assets lino revised veaws on finanefal qualrfrca 
tions poiicy si alement Revised views supersede 840530 views & should be part of fi- 
nancial quQlirications package 

DAViS.P Commissioners 84/06/04. GILBERT.G Offrea of the Secretary of the Com- 
mission. 4pp. 3a453'229 30453 232 

8505160202 Advises of abstention from decision to issue policy statement that would 
onforco financial qualifications rule prior to Mar 1982 

flOBERTS.T.M Commissioners 84/05/04 PALLADINO, GfLINSKY, ASSELSTINE 
Commissioners. 2pp. 30463 217-30463 218 

8505160274 Final response to FOIA request for minutes from CRGR meetings & docu* 
men la re CRGR Forwards A documents. Documents also available In 
PDR Documonla listed in Apps B & C withheld (ref FOIA Exemption 6) 

FELTON, JM. Division of Rules and Records 84/12/19. ADATO.M Union of Con- 
cerned Scia nils ts 8pp 30446010 30446.130 

-B60515026& *'Ald for Priorlfiylng NRC Efforts on Generic Tasks,” Ur repLJune 
1982 CRGR 820616 Charter end 

0ROWN.R.V. ULVILA.JW Decision Science Consorlium, Inc 82/06/30 
MURtEY.T.E Regional Operations & Genenc Requirements. 46pp 30446 019- 
30446.065 

-8605180305 Advises that Ofo of Inspector & Audilor will initiate review of CRGR during 
Mar 1983 Audit program for review of implementation of CRGR charier & viewgraphs 
of 030404 Commls^on briefing re OHR sfatus end 

CUM MING S.J J Office of fn specter « Auditor 83/03/09. PIRCKS,W.J Office of the 
Executive Director for Operations 22pp 39446 068 30446 087 

-66015160316 fn forms that irnadvisabfe to disregard psychological screening of new em 
ployees fn nuclear industry as advised in NuREG CR-2076To do so would change 
ropt dramatically & bulk of NUREQ CR-207e research would have to be redone 
DAVIS.SL, MEYERcP MPA Consurifng Group. Inc 63/06/14 MONTGOMERVJ 
Offico of Policy EvePuations 8pp. 30446 0a8-30446 093. 


-8506160236 ‘Aid for PnoriUang NRC Efforts on Generic Tasks." Itr rept.June 
1902 CRGR 820616 charter enef 

BROWN.RV, ULVILA.JW Decision Science Consortium, Inc 82/08/30. 
MURLEY.TH Regionaf Operations & Generic Requirements 46pp 30446 019 
30446 065 

-8505160305 Advises lhat Ofc of Inspector & Auditor will ini'iato review of CRGR during 
Mar 1983 Audit program for review of Imptemenlation of CRGR charter & viewgraphs 
of 830404 Commtsaon briefing re DHR status end, 

CUMMINGS, JJ Office of inspector & Auditor 83/03/09 DIRCKS.WJ Office of Ihe 
Executive Director for Operatrons 22pp 30446 066 30446 087 

-6505160316 Informs that unadvisable to disregard psychological screening of new om 
ployees In nuclear Industry as advised fn NuREG CR 2076 To do so would change 
repi dramalicafly & bulk of NUREG CR-2076 research would have to bo redone 
DAVIS.SL, MEYER.P MDA Consulting Group, fnc 83/06/14 MONTGOMERY, J 
Office of Policy Evaluations 6pp 30446 088-30446 093 

“8505160333 Comments on proposed Rev I to CRGR charier Advises that role ot cost 
analysis group m regulatory impact analysis & CRGR review activities be 
Identified Proposed rev to schematic representation of new requirements review end, 
BARflV.LW Office of Resource Management, Director 83/06/14 STELLO.V Re- 
gional Operations & Generic Requirements. 2pp 30446 094-30446 095 

-8505160340 Forwards cost analysis group administrative & procedural document & 
COS1 analyses prepared under contract & in house, per 830620 meeting request W/o 
ends 

TRINER,EG. Division of Budget & Analysis 83/06/23 SICILIA, P Office of Inspector 
& Auditor 2pp 30446.096 30446 097 

-8505160352 Handwnlten memo forwarding CRGR mealing minutea.per 
request Minutes should be treated as predecisiona) for 5-day comment period 
* NRC • No Detailed Affiliation Given 83/06/27 NRC - No Detailed Affiliation Given 
2pp. 30446 098 30446099. 

-85OB160363 Forwards Ur from principal authors of NUREG/CR-2076. "Behavioral Reli- 
abifity Program for Nuclear industry," which provides rationale & program details for 
portion of proposed insider safeguards rule W/o end 

2ERBE,JE Office of Policy Evaiualions 83/06/28 DfRCKS.W.J Offics of the Execu- 
tive Director for Operations 2pp 30446.100-30446101. 

-8505160368 Discusses more active role of cost analysis group in support of cost anal- 
yses fn NRC ofes, including cost analyses of generic nature Cost analysis group char- 
ter A listing of unresolved & non-TMt generic safety issues end 
BARRY, Lw Office of Resource Management, Director 83/11/30 DIRCKS.WJ 
Office of the Executive Director for Operations 21 pp 30446*102-30446 130 

8505160276 Responds to FOIA request for all documentation re SuppI 5 to NUREG 
0680 re evaluation of licensee mgt Integrity affecting facility restart Forwards docu 
ments listed In App A Search con\ii\uin 9 

FELTON, JM Divisiorr of Rules and Records 04/09/12 DETJEN.J,, FITZGERALD.S 
Philadelphia Inquirer. Philadelphia, PA 2pp 30451*212-30541 255. 

-*8406070379 Responds to request to address erroneous statements contained In util 
791205 submittal to NRCStatement8.lf false.were mat! false statements. 
CUNNINGHAM, G H Office of the Executive Legal Direcior 04/06/21 DIRCKS.WJ. 
Office of the Executive Direcior for Operations 5pp 67359 071-67359 075 

-8412060831 Forwards revised Section 11 for SSER 6 re restart/mgt integrity Rev 
takes into account Ofc of investigation repI on change In operator testimony re 0541 
HPJ actuation, No issues of utit mgt Integrity identified 

RUSSELL, W.T Division of Human Factors Safety. 04/07/17, DENTON, H R Offico of 
Nuclear Reactor Regulation, Director. 9pp 30451 ,233-30451 :242 

-8505160315 Informs that end analysis concludes that 791025 util response to notices 
of violation & proposed imposition of civil penalties, If false.are malt faiso statements 
DIRCKS.WJ Ottice of the Executive Director for Operations 84/05/22 HAYES.B.B. 
Office of Investigation Ip 30451 210-30451.219 

-6505160331 Forwards proposed Input for Section 13 1 of draft SER re fadiity restart 
mgt inteorlty 

RUSSEL1.WT Division of Human Factors Safety 84/07/03 DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director DEYOUNG.R Director’s Office, Office of fn- 
spectlon and Enforcement CUNNINGHAM, G Office of the Executive Legal Director 
13pp. 30451 220-30451.232 


-6605 160333 Commenia on proposed Rev I to CRGR charier AcNises that role of cost 
analyafs group In regulatory Impact analysis & CRGR review activities be 
Id onTi hod Proposed rev to schematic representation of new requiremsnls review end 
BARRV.LW- Office of Resource Management, Director 83/06/14. STELLO.V. Re- 
glonat Operations & Qarerte Requirements 2pp 30446 094*30446.096 


*8508160340 Forwards coat analysis group administralivo & procedural document & 
coal analyses prepared under contract & In-houso, per 830620 meeting request W/o 
encls 

TRfNEH.E.G. DIvlalon of Budget & Analysis 83/06/23 SICILIA, P. Office of Inspector 
& Audilor 2pp. 30446.096-30446:097 


-8505160352 Handwritten memo forwarding CRGR meeting minutes, per 

foauesl Minutes should be treated as prededslonal lor 6 day comment period 
• NRC - No Detailed Affiliation Given. 63/06/27. NRC * No Detailed Atfifialion Given 
2pp. 30440 008-30446.099. 

-8505160363 Forwards Ur liom principal aulhora o1 NUREQ/CR-2076, "Behavioral Reli- 
ability Program for Nuclear Industry," which provides rationale & program details for 
DOJilon of Droposed Insider eafeguartfs rule^W/o end 

2ERBE.J.t. ^^ic 0 ol Policy Evaruallons. 83/06/26. DIRCKS.W J Ofitoe of the Exew- 
tlva Director for Operations 2pp. 30446.100*30446.101, 


-8506160368 Discusses more active role of coal analysis group In support of cost anal- 
vses In NRC ofcs.fncludrng coal analyses ol oenoric nature Cost analysis group char- 
ter & llstlna umesolved & non-TMl generlo safety issues end 
BARRY LW^ Offico of Roaource Management, Direcior, 83/11/30, DIRCKS.WJ. 
Offico Ifie Executive Direcior for Operations 21pp 30446*102-30446*130 


-8605160371 Discusses error in SuppI 5 to NUREG 0680 re Section 10 writeup cort- 
cernlng P Clark statement that 840225 tefcon to L King was to set up 
oveellfig Stslomsni coirect 

CAPRA.R A NRC - No Deteiled Affiliation Given 04/07/27. RUSSELL, W T NRC ■ No 
Detaifed Affiliation Given 2pp 30451 243-30451 255 

“8605160364 Fonvards draft comments for review of Section 10 to NUREG-0680 
GOLDBERG, J NRC • No Detailed Affiliation Given 84/06/08. DENTON, H , 
nUSSELL.0, GITIERRE.J NRC ■ No Detailed Affiliation Given lipp 30451 245- 
30451*255 

“8406070379 Responds to request to address erroneous statements contained in util 
791206 submittal to NRC.SIatemenlsJ false.were mat! false statements 
CUNN)NGHAM.Q.H, Office of the Executive Legal Director 84/05/21. DfRCKS.W.J 
Office of the Executive Director for Operations 6pp 67359 071-67359 075, 

“8412060631 Forwards revised Section 11 for SSER 5 re restart/mgt integrity Rev 
takes into account Ofc of investigation rapt on change In operator testimony re 054 1 
HP] actuation No issues of util mgt Inlegrlty identified 

RUSSELL, W.T, Dwlston of Human Factors Safety. 84/07/17. DENTON,H,R. Office of 
Nuclear Reactor Regulation, Director 9pp 30461 233-30451:242. 

“$605160315 Informs that end analysis concludes that 701025 util response to notices 
of violation & proposed Imposition of civil penelUes.if false.are mall false statements 
DIRCKS.WJ Office of the Executive Director for Operations 84/05/22 HAYES, BB. 
Office of Invesligatton Ip. 30451 219-30451 219, 
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•<8505160331 Forwards proposad hput for Section 13.1 of draft SER re facility restart 
mat Integrity 

R0SSELL,WT Division of Human Factors Safety. 64/07/03. OENTON.HR Office of 
Nuclear floactor Regulation, Director DEYOUNG, R Director's Office, Office of In- 
spection and Enforcemant CUNNINGHAM, Q Office of the Executive Legal Director. 
13pp. 30451 220-30451 232 

-8605160371 Discusses error in SuppI S to NUREG 0680 re Section 10 writeup con- 
cerning P Cfark statement that 840225 telcon to L King was lo sot up 
meeting Statement correct 

CAPRA, R A NRC - No Detailed Affilialpon Given 84/07/27. RUSSELL,WX NRC - No 
Detailed Affiliation Given 2pp. 304S1. 243-30451.255. 

-8505160384 Forwards draft comments for review of Section 10 lo NUREQ'0680 
QOLDBERG.J NRC - No Detailed Affiliation Given 84/06/08 DENTON.H, 
RUSSELUB, G!TIERRE,J NRC - No Detailed Affiliation Given, lipp 30451:246- 
30451.255. 

6506160395 Further response lo FOIA request for five categories of documents App A 
documents available In PDR Forwards App B documents App B documents partially 
withheld (ref FOIA Exemptions 6 & 7) 

FELTON, J M Division of Rules and Records 84/10/30 GAROE,B P. Government Ac- 
countability Project 5pp 30452 094-30453 171 

-8505160419 Forwards sanitized versions of Ofc of Inspector 8^ Auditor 631020 repts. 
■'Comanche Peak - Markey Ltr re Region IV Jnvestigation/lnsp" & "Review of Con- 
cerns Expressed by CASE About Conduct of Region IV...." W/o end, 
MESSENGER,GH Office of Inspector & Auditor 84/03/21 PLAINE,H H Office of the 
General Counsel. Ip. 30452.099-30452.099. 

-8505160426 Advises that Region IV Inap rapt re Messerly allegallons In final stages & 
should be completed by end of wk.pef T Westerman. 

RESNER,M E Office of Inspector & Auditor 83/08/23 Office of fnspector & Auditor. 
3pp 30452.100-30452.102 

-8605160437 Recommends all parlies Involved In Insp Rept 50-446/82-14 be fnler- 
viewed & circumstances documented & GA Atchison be Interviewed to determine if 
confidonllality was offered, per review of CASE 621227 ltr & Markey 630416 ltr. 
RESNER.M.E Office of Inspector 8 Audllor. 83/05/02. CUMMINQS.JJ. Office of In- 
spector & Auditor app 30452'103-30452 105 

-6605160444 Forwards correspondence addressed lo President Reagan re safety prob- 
lems at nuclear power plants & DOE reply, 

TREBULES.VW Energy, Dept. of. 83/05/26. DIRCKS.W. Office of the executive Di- 
rector for Operations. 4pp. 30452:106-30452,109, 

-8505160450 Forwards A Dillingham Ur alluding to safety problems re South Texas & 
Comanche Peak nuclear plants. 

SNIEZEK.d. NRC - No Datalled Affiliation Given 83/05/30 COLLINS, J. Region 4. 
Office of Director Ip 30452.110-30452.110 

-8506160456 Responds to 830331 ltr re safeW problems at nuclear power 
pfants.FIndings contained In end Jnsp Repl 60-445/83 03 Issue of boles drilled In 
concrete walls still being Investigated. 

JOHNSON, E.H Region 4, Office of Director 64/06/16, DILLINGHAM, A Affiliation Not 
Assigned Ip 30462:111-30462.111. 

-8505160464 Informs of matters happening In particular OL haarings that would be ap- 
propriate to Investigate Major changes needed In manner which NRC Irwestlgates alle- 
gations of whistleblowers, 

ELLIS, J. Cilizens Association for Sound Energy. 62/12/27. CUMMINGS, J.J. Office of 
Inspector & Auditor 1p 30452.112-30462:285. 

-8506160465 Rept of Investigation, "ComanchG Peak • Markey Ltr re Region iV Investl- 

RiULLEyIg^^. RESNER.M.E Office of Inspector & Auditor 83/10/20. 59pp. 
30452'2e6 30452.344 


8505160414 FOIA request for Registration Certificate NR-291-S 101-S issued on 
800110 to Fischer Technology, (nc for registration of radiation source or device 
HAMMJTT.H A FOI Services 3770 84/09/06 FELTON, J M. Diviaion of Rules and 
Records Ip 30445 355-30445 355 

8505180417 Responds to FOIA request for rGglstralion certificate Issued to Fischer 
Technology, Inc for radiation source or device Certiflcale of registration one! 
FELTON.J M Division of Rufea and Records 84/00/24. HAMMITT,HA FOI Services 
Ip 30445:358 30445-359 

8505160439 FOIA request for all statements made by JD Priest In connection w/ 
charges against Baldwin Assoc re discrimination In violation of Energy Reorganization 
Act ol 1 974 

LASHBROOK,JB Affiliation Net Assigned 84/07/18. OTTER, WM Labor, Dept of 
Ip 30446:131-30446131 

860 S1 60439 Responds to FOIA request for all statements by JO Priest in connection w/ 
charges against Baldwin Assoc Documents listed on Aj>p A available In Dept of Labor 
case file Portions withheld (ref FOIA Exemptions 6 & 7), 

FELTON,JM Division of Rules and Records 84/09/17. USH0ROOK,J B. Affiliation 
Not Assigned 2pp 30446.132-30446:136. 

-8505160447 Discusses allegations re trend analysis group for facility (ATS Rill 84-A 
0050) Info deleted 

WEJL,C.H, Region 3, Office of Director B4/04/19 NOREUUS,CE. Division of Project 
& Resident Programs 2pp, 30446' 134-30446,135. 

-8505160453 Forwards memo re complaint of discriminatory discharge from employ of 
fialdv^n Assoc at lacility.info deleted, W/o end 

WEIL.CH Region 3, Office of Director, 04/04/23. WRIGHTMAN.F. Labor, Dept, ol 
Ip. 30446 136-30446*136. 

8505160611 FOJA request for documentation between NRC & Congressman EF Fol- 
ghan re transcripts of meetings between util & NRC. 

sCHLEMMER.uL Government Accountability Project 64/03/24 NRC < No Detailed 
Alfifiation Given. Ip. 30453.259 30463 259. 

8505160522 Partial response to FOIA request for documentation concerning contact be- 
tween NRC & Congressman EF Falghan re transcript of rriestings between util & 
NRC, Listed documents being placed In PDR. 

FELTON.J, M Division of Rules and Records 84/09/17. SCHLEMMER,D L Govern- 
ment Accountability Project. Ip. 30453-260-30453.263 . 

-8505160528 Responds to 640910 ltr on behalf ol constituents requesting transcript of 
two meetings between NRC & utll re facility, Forwards transcript of 640302 meeting of 
Hydrogen Control Group & summary of 840619 meeling.W/o transcripts 
KAMMERER,C Office of Congressional Affairs. 84/ol/39. FEIQhMe.F. House of 
Rep 2pp. 30453:261 -304 53’262. 

-6505160566 Requests transcript of 640302 0610 meetings In WashIngton.DC & util In 
response to constituents requests Transcripts of further meetings ^ould be made 
publicly available. 

FEIGHANE F House of Rep. 94/08/10. KAMMERER.C Office of Congresalonat Af- 
fairs, Ip. 30453.263-30453.263 

8505160591 FOIA request for all documenlstion re 840629 meeting between util & NRC 
concerning Investigation of llfegal use of drugs at facility. 

GARDE, B P Government Accountability Project 84/09/07. Office of Adminlslr alien 
2pp. 30458*264-30453*26 5 

8505160597 Partial response lo FOIA request for documents re 840629 meeting be- 
tween util 6 NRC concernlnig Investigation ol illegal use of drugs at faclllty.Undatsd 
draft ltr lo util from RL Bangart withheld In entirely (ref FOIA Exernptlon 6). 

FELTON.J M. Division of Rules and Records 84/00/17. QARDE,B.P. Government Ac- 
countability Project. Ip 30463'269-30453.266. 


■8605160468 Advises thal Insp rept re MesserJy allegations will be finalized fn approx 3 
wks Related Info encl. 

RESNER.M E. Office of Jnspeclor & Auditor. 83/07/08. Office of Inspector & Audllor. 
6pp. 30452-345-30453.056. 


-6505160471 Responds to 630416 Hr concerning conduct of investigations/lnsps by 
NRC Region IV. Rept to Commission will be Issued this month documenting 
findings Rept will be sent subsequent to Commission review. 

KAMMERER.C. Office of Congressional Affairs. 83/10/06. MARKEY,E.J. House of 
Rep , Interior & Insular Affairs Ip. 30453:057-30463’057. 

-850S160474 Confirms request for two repts prepared by Ofc of Inspector & Audllor on 
performance of Region IV In handling allegations concerning facility. 

Landers, J. Dallas Morning News, Dallas, TX 84/03/15. NEWLIN.R Office of Public 
Affairs. Ip. 30463'050-30463:061 


-8505160477 Forwards rept of (nvesllgalion "Review of Concerns Expressed by CASE 
About Conduct of Region IV Investfgallons/lnsps.'* Info deleted. 

MESSENGER.G H Ollice of Inspector & Audllor. 83/10/20 PALLAOINO, QILINSKY. 
ROBERTS Commissioners. 4pp 30463:062-30463.065 


-6505160481 Rept of investigation "Review of Concerns Expressed by CASE About 
Conduct of Region IV Investigations/lnsps " 

MULLEY.GA, RESNER.M E. Office ol 'Inspector & Auditor. 83/10/20. 99pp 
30453.066-30453 184 


-6605160485 Forwards 631020 memos re facility I nvea ligations for determination of ap- 
propriateness of release to Congress, per R Udell 840326 request. 

Messenger, G H office of inspector & Auditor. 84/03/28. KAMMERER,C.C. Office 
of Congressional Affairs. Ip. 30463.165-30453.165. 


8505160599 FOIA request for certificate & original application for Registry NR 453 D- 
101-6 for sealed source & device to Mick Radio, Nuclear Inslrumenls.lnc for Gamma 
Med II device. 

HAMMITT,HA FOI Services 3803. 04/09/10. FELTON, JM. Division of Rules and 
Records. Ip. 30453:267-30453:267. 

8505160502 Responds lo FOIA request for ceilificate & original application for Registry 
NR-453-O-101'5 Issued for sealed source & device to Mick Radlo,Nucleer 
Instruments, Inc for Gamma Med II device Requested Info and. 

FELTON, J.M. Division of Rules and Records. 84/00/26. HAMMnT,H A. FOI Services 
Ip 30453:268-30463:276 

6505160617 Further response to FOIA request for documents other than In PDR or OL 
proceeding re dl^sltion of any contested proceeding Issue App A Document 4 end 
& In PDR App A Documents 1-3 wilhheld (ref FOIA Exembllon ^ 

FELTON, J.l^ Division ol Rules and Records. 84/09/2^ HIAIT.S Ohio Citizens for 
Responsible Energy. 3pp 30453 254-30453*268, 

-6505160626 Forwards proper form for affidavits for use In preparing opinion of evacu- 
ation lime estimates for population near facillty,Affidavil must be notarized & prof 
qualifications attached. 

WOODHEAD^C.P. Hearing Branch 4. 64/06/28. UHBANIK.T. Texas A&M Univ., Col- 
lege Station* TX. Ip 3 0463.257-30453:268. 

8505170009 Responds lo FOIA request for names & addresses of a11 vendors, mall 
manufacturers & suppliers Inspected by Vendor Program Branch. Printout encl.W/o 
encl. 

FELTON J.M. Division Of Rules and Records. 84/09/12. LORBER,A. McGraw-Hill Pub- 
lications Co Ip. 30477:143-30477.143. 


-8606160469 Discusses results of "Comanche Peak - Markey Ltr re;Reglon IV Invest!- 

B?ESSEN^iR,G H, Office of Inspector 5 Auditor 83/10/20. PALLADINO, GlLtNSKY, 
ROBERTS Commissioners. 4pp 30453:1 66-3CM63.171. 


8505170011 FOIA request for names & addresses of all vendors, mat! manufacturers & 
supoliers Inspected by Vendor Program Branch. 

LORBER,A. McGraw-Hill Publications Co 04/08/21. FOUCHAnD.J. Office of Public 
Affairs. Ip. 30477:144-30477:144. 


8605160398 Forward draft comments In response to 840602 Commission Order re mgt 
concerns which fed lo 1979 shutdown orders Draft NUREQ-0660,Suppl 5 encl 
GOLDBERG. J NRC - No Detaliad Affiliallon Given. 94/07/20. DENTON.H,, 
RUSSELL, B , MURLEY.T. NRC - No Detailed Affiliation Given 104pp 30451:256- 


30452-093. 


8505170013 Further response to FOIA request for documents re SALP repts lor listed 
plants since 1979.Forwards App A documents Documents also available In FOR App 
B documents withheld (ref FOIA Exemption 6). 

FELTON J.M. Division of Rules and Records. 84/10/10. EDDLEMAN.W. Public Inter- 
est Research Group, North CaroNna 7pp. 30473:149-30473-317. 
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-0505170018 Agenda for uM 840111 performance overvfev/ 

* Carolina Power & Ught Co. 84/01/11 Carolina Power & Light Co Iflpp 30473*157- 
30473 317 

05051 70025 FOIA request for flegulatory Reform Task Force draft rept & Senior Advi- 
sory Group A Ad Hod Committee for Review of Nuclear Reactor ucensing Reform 
Proposals reviews (ref NRC Press Release 84'471 

HIRSCH.D Commitlee to Bridge the Gap. 84/04/30 Office of Administration Ip 
30473 031-30473.031 

8505170029 Partial response to FOfA reqirest for Regulatory Reform Task Force draft 
repl & Senkir Advisory Group Ad Hoc Commitlee for Review of Nuclear Reactor 
Llcanslng Reform Proposals reviews Forwards Ai^ A documents 
FELTOI^J M. Oi^sion of Rules and Records 84/08/28. HIRSCH.D, Commlllee ID 
Bridge the Gap. 2pp 30473*032-30473 140 

-8505170032 "Repl of Ad Hoc Committee for Review of Nuclear Reactor Reform Pro- 
posals," review of proposed NudOar Standardization Act of 1962. 

^ Ad Hoc Committee tor Review o1 Nwlear Reactor Raiorm Proposals, 84/06/28 
42pp 30473.034'30473074 

-8605170035 "Repl of Ad Roc Committee for Review of Nucfear Reactor Licensing 
Reform Proposals on Proposed Nuclear Ucensing Reform Act of 1963.” 
CHARNOFFiG., EDGAR, G.L . LONG,S Ad Hoc Committee for Review of Nuclear Re 
actor Reform Proposals 82/12/15. 32pp 30473075-30473 148, 

0505170041 FOIA request for C-E repls CEN2P (Dec 1976> & CEN42P (Jan 1974) re 
steam genatetor rei^k. 

KERDIILES.J. Framafome. KRS 84/068 84/09/26, Division of Rules and Records. Ip 
30472 224-30472:224. 

8605170046 Responds lo FOfA request for C-E repls CEN2P (Dec 1976) & CEN42P 
(Jan 1974) re sleam generator repairs Forwards nonproprleiary versions of fepts,per D 

Lavlns lelcon 

FELTON. J M. Division of Rules and Records 84/10/22 KERDfL£S,J. Framatome. Ip. 
30472.226-30473.030 

-8605170053 Forwards nonpropdeiary OE Rept CEN-2fP), ''Palisades Sleam Genera- 
te; Tuba Exam A Repair." 

SEWELL, RB. Consumers Power Co. 78/01/26, O'LEARY, J.F. Atomic Energy Com- 
mfsstoa Directorate of Licensing Ip. 30472*22 8-90 4 72.22 6 

-8506170080 CEN-2CP) Nonpropri alary "Pallsadas Steam Generator Tube Exam A 
Repair.’' 

* dombaslion Engineering, Jno 74/01/31. 51 pp 30472 227-30472-276. 


-8406040101 Informs that mods proposed by CRGR incorporated In revised version of 
proposed IE BulJetin 04-XX re undervoftage trip attachments of reactor trip 
breakers Requested analyses Initiated by NRR/IE 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 84/05/25 STELLO.V Committee to Review Generic Requirements, ip 
67354 149 87354 160. 

-8406060310 Requests Reliability & Risk Assessment Branch perform analysis to deter- 
mine if actions specified in proposed IE Bulletin e3-XX, "Undervoliaga Trip Allach 
ments of Reactor Trip Breakers, Improve safety 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 84/06/30. SPE)S,TR Division of Safely Technology Ip 30476*357- 
30475 357, 

-8400210107 Summary of 840515-16 meetings w/ util, Pacific Scientific & Teledyne at 
site re results of mechanical snubbar test program for facility 
ZUOANS,J J Events Analysis Branch. SHAW.H K. Mechanical Engineering Branch 
84/06/13 LANIK,GF Events Analysis Branch BRAMMER.H L Mechanical Engineer- 
ing Branch 12pp 30475:369-30476.012. 

-8406210111 DR 1434 "Investigation of Skating A Set Screw Condition on PSA 1,3 & 
10 Shock Arrestors " 

HAAS.Q.B Pacific Scianliiic. 84/06/15, 4pp. 30476009-30478012. 

-8406210113 "Mechanical Shock Arrestors Std Design Spec '* 

MCAFERTY.H.J Pacific Scientific. 76/04/17. lOpp 30476 013-30476.022 

-8407050154 Forwards safety Impact analysis of testing reactor trip breakers as pro- 

f osed In fE bulletin re undervollage trip attachments of reactor trip breakers. 

PEfS,T.P, Division of Safely Technofogy. 84/06/16, JORDAN.t C. Division of Emer- 
^Preparedness A Engineering Response (Post 830103). 14pp 30476 050* 

-8407100064 Advises of 040627 failure of GE AK-2-26 reactor trip breaker to open 
when undervoftage Irjp attachment de-energlzed. Conviction that reactor trip breaker 
bulletin should be issued reinforced 

JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 84/07/02 STELLO,V. Committee to Review Generic Requirements. 2pp. 
30476.023-30476*024. 


-6497270440 Concurs In proposed AO re Inoperability of containment spray sys for 13 
d^s white o^rstlng In Modes 1-3, In response to 840713 memo 
DEYOUNG, R.C. Director's Office, Office of Inspection and Enforcement. 04/07/25, 
HELTEMES.C J AEOD, Director’s Office Ip. 30476 135-30476 135. 


-8505170060 Forwards proprietary A nonpropnelary versfons of (2-E rept, "Palisades 
Steam Generator Tube Repair Sleeving.' Propriolary rept withheld (ref 1OCFR2.790). 
BfXEUD.A Consumers Power Co. 13931. 76/12/22. ^HWENC£R,A. Operating Re- 
actors Branch 1 (Pre 760625). 2pp. 30472*277-30472 278, 


-8506170070 CEN42(P} Nonproprietary "Palisades Steam Generator Tube Repair 
Sfeevlnc" 

SCHEREaAE Combustion Engineering, fnc. 76/12/10 i16pp. 30472*279- 
30473 030. 


6605170989 Partial response (o FOfA request for NRC memoe during or since 1963 re 
96 LERs or TMI SALP rept Documents fistecl In App A end Documents listed fn App B 
available in PDR.Search lor add! records continuing 

FELTON, J.M. Division of Rules and Records 84/09/14. BARFIELO^K Cntfcal Mass 
Energy Project 10pp 30473,318-30476.150. 


-8308160119 Forwards 830803 memo re licensing review A Insp criteria associated w/ 
Generic Ltf 83-28, "Salem ATWS Events.” 

MATTSON, RJ Dhrisfon of Systems Integration (post 811005). QL-83-28. 63/06/08 
TNOMPSON.H, Division of Human Factors Safety. Ip, 30476:139-30476:150. 


-0306160189 Discusses IfcensIrK] review A Insp cnlerfa associated w/Generfc Ur 83-26« 
"Salem ATWS Events " End fabfo summarizes post-implementation ricer»slng review 
A onsite Insp by regions. 

EfSENHl/T.DG. Olvlslon of Licensing. GL-e3«20. 83/06/03 MATTSON.R.J Division 
of Systems fntegratfon (post 61 1 006). 6pp. 30476:140-30476:150. 

-8312230029 Discusses GE Type AK'2-25 reactor trip breaker undervollage trip reilabll- 
ity In C-E A SAW plants Currenl program for Improving maint practices not 
working Long-term reilaDflity cannol be achieved through malnl afone 
EISENHUTD.Q. Dfvislon of Licensing GL-83-2a 83/12/12. DENTON, H R Office of 
Nuctaar Reactor Regufatfon, Director. 2pp 3O474'107-3O474:189. 


-8401090719 Forwards proposed IE Info notice re use of parts A matfs of IrKle terminate 
quality In safety-re laiao appllcatfons. 

SPEt^ARO,R.l. Division of Engineering. QL-83 28. 63/11/25. JORDAN, E.L Ofvislon 
of^Emar^ency Preparedness A tngfneering Response (Post 830103). 2pp. 30474.181- 


-0401110379 Discusses preliminary Info re problems w/Westlnghouse DS-416 
breakers Rept from Texas Ufils Generating Co IdenCIfied failed lack wefd on one 
breaker A 1u addi defective breakers 

BAER,R.L Division of Emergency Preparedness A Engineering Response (Post 
830183). 83/12/20 LEWIS,Fi.C. Divfsion ql Project A fleskjenl Programs 3pp, 
30474 •190'30474;201. 


-0401200097 Forwards for comments^draf* IE bulielin, "Undervoitage Trip Atlachments 
of Reactor Trip Breaker." Comments received prior lo 840116 will be considered in 
final drafl to CRGR. 

JORDAN,£-L. Orvfsion of Emergency Preparedness A EngineerirM Response (Post 
030103) 84/01/09. MINOGUE.R B. Office of Nuclear Reguiatoiy Research, Director. 
DENTON, H. Office of Nuciear Reactor Regulation, Director, ARLOTTOcG.A, DJvtslon 
of Engineering TechnoJogy. 6pp. 30474.202-30474.237. 

-8404200875 Forwards AEOD Erwlneerlng Evaluation Repl AEOD/E40e, "Mechanical 
Snubber Failure.” Evaluation Irlusirates lhal h addition to dynamic transient 
overload.1hrae other mechanism can also damage Internal parts of snubber. 

HSU,C. Reactor Operations Arwlysls Branch. AEOD/E4O0 84/03/23, SEYFRIT,K,V, 
Reactor (DperaUons Analysis Branch. 3pp, 30476:332-30475.344. 

-8404200380 "Mechanical Snubber Failure," AEOD erigirteerfng evaluation rept 
• AEOD, Director’s Office. AEOD/E406. 84/03/22. 11pp. 67277;046.67277.068. 


-8505170119 Forwards Rev 2 to CY83 SALP schedule Rev updated sebedufes provJd 
ed in 821126 memos A 830117 rev.SALP input should be submitled per listed 
InstrucUons.Oyster Creek A Susquehanna repts represent quality desired 
STAROSTECj<I.R, Division of Project A Resident Programs, 83/05/13 ALLAN^J.M. 
Region 1, Office of Director. 2pp. 304 74:025-3 0474 *04 7. 

-8505170118 EMD'043701 "Main Steam Monitoring Testjest-Anajysls Correiatlon." 

• Sargent A Lundy» inc 83/05/19, 13pp. 30474:040-30474.060. 

-8505170129 Forwards Sargent A Lundy rept re main steam line snubber failure Updale 
re continuing Investigation to resolve test thermal growth discrepancies also 
end. Results of initial phase of Investigation will be submitted by 830603. 

ByBAK.B. Commonwealth Edison Co. 6e65N 63/05/27, KEPPLHR,J.Q Region 3, 
Office of Director. 3pp. 30474.061-30474:063 

-8605170133 "Procedure for Determining Snubber Binding In Five Failed Main Steam 
Snubbers" 

• Sargent A Lundy, fnc. 83/05/27. 27pp. 30474*064-30474. 100 

-8508170141 Forwards agenda A handouts distributed at utff 830422 A 0505 meetings 
re main steam line snubber failure, per Danielson reque8t.Flnal thermal growth evalua- 
tion -will be submitted durir^g wH ol 83071 1 , 

RYBAK, a. Commonwealth Edison Co 6a73N. 63/07/02. KEPPLER,J.Q. Region 3, 
Office of Direclor 21 pp, 30474-107-30474:130. 

-8S051 70148 Informs that util will conduct Insp of SIRW tank support structure on 
830920.NRC presence during Insp welcome.lnsp procedure end end 
KLEIN, P.J. Consumers Power Co, PJK 30-83 W^0/ie. KEATING, P. Region 3, Office 
of Director, ip. 30474.131-30474 131. 

-8506170154 Notifies of trigger dale of 830929 to start writing of TMhI SALP Inputs, per 
Region 1 821006 Instruction 0501.6.Input for SALP requested by 821 103. An no fa lion of 
SALP functional areas listed In end. 

CONNER,E,L Division of Project A Resident Programs 83/09/22 KEIMIG.R.R, Divi- 
sion of Project A Resident Programs. 4pp. 30474*132-30474,139 

-8605170198 Informs that SALP rept wll) be delayed Staff currently responding lo Com- 
mission request for review of A response to Ofc of investigations repiSALP schedule 
Issue wll) be considered upon completion of Commission paper. 

BARRETT, LH. TMI Program Office 83/10/06, MURLEY,T.E Region 1, Office of Di- 
rector. ip. 30474:140-30474*147. 

-8505170206 Discusses IE info Notice 63-76, "Reactor Trip Breaker Malfunctions,*' re 
undervoftage trfp device used at San Onefre Units 1 A 2.ln8pectors should encourage 
licensees to examine devices as suggested in notice 

JORDANiE.L. Division of Emergency Preparedness A Engineering Response (Poet 
830103), iEIN-a3-76. 63/11/07. VaR 0STECKI,R. Division of Project A Ffesldenl Pro- 
grams. LEWIS, R.C. Division of Project A Resident Programs. NOREUlUS,C,E Division 
of Project A Resldenl Programs. 2pp. 30474; 148-30474:1 59. 

-0506170218 Forwards proposed IE Info riotice re failure of soft seals of dual seated 
check valves at plant for review A comment. 

SPESSARD,R 
gency Prepar 
30474:164 


L DMsIon of Engineerlnq. 63/11/25 JOROANvE.L. Division of Emer- 
edness A Engineering Response (Post 630103) 5pp. 30474:160- 


-8505170227 Dfscusses recent failures of reactor feedwater check vaNe seal A util 
831117 request for rev to Unit 1 Tech Specs. Request should be denied (or listed 
reasons. JustlflpaNon for Interim operation applicable, 

SPESSARD,R.L. Rwlon 3, Office of Director. 83/11/29 EISENHUT.D.Q. Division of 
Llcenslrig. 4pp. 304?^: 166-30474:1 06, 
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-0605170233 Discusses use or parts & metis of indeterminate quaiitv in safety^reiaterf 
determined during recent Insps Guidance re iistod cases requested 
faPESSARD.RX Division of Eng Ins Bring. 63/12/05. EISENHUT.DG. Division of Li- 
conaing 2pp 30474.160.30474*175 ui 

Region i SALP Boards will reconvene on 830418 Proposed 
8 ALP repts for Oyster Creek & Indian Point Unit 3 distributed to board members All 
Pi<5vided 1 wk prior to meeting Revised schedule end. 

fo™ ^ Iso"''™ 


—8505170116 forwards 840605 speech re Investigation of impmdenl mgl in nuclear 
plant const Slate commissions encouraged to more actively question utii 
nut Communication re imprudent mgt conferences or publications requested 
SPECKRt Rogovin, Huge & Lenzner 84/05/25 ALTMAN .WD. Director’s O Hi co, 
Office of Inspeclion and Enforcement Ip 30476 336.30476 3 38. 

-8605170116 ^oech entitled "Proving Imprudent Mgt in Nuclear Power Plant Const," 
presented at 840605 conference 

SPECK, R i Rogovin, Huge & Lenzner 84/06/05. 7pp 30476,33 9 30476 345 


-8506170301 Forwards readings from safety injection & refueling water tank support 
su^Qiliance to date.along w/preSiminary evaluation of measurements NRC will be no«. 
fied of schedule for next measurements 

KLEIN, P J. Consumers Power Co. PJK 06 84 64/02/06 KEATING, D. Region 3 , Office 
of Director 2 pp. 30474,238.30474 239, 


-8505170123 Provides progress rept on project, "QA'Long.Tefm Review Contracts S 
Procurement " 

WALSH, M E Baltelie Human Affairs Research Centers. FIN B.216d. 84/05/29 
ALTMAN,W D Director’s Office, Office of Inspection and Enforcement Spp 
30476:346*30476353 


-8605170303 Informs of fourth Insp of safety Injection & refueling water <SIRW 1 tank 
support on 840211 Util will continue to monitor SIRW tank suppor 1 ,p 6 r 840206 cem* 
mitment. 

KLEIN, P.J Consumers Power Co. PJK 07*84 84/02/14 KEATING, D. Region 3 , Office 
of Director 1p 30474:240.30474-241 


-8506170316 Summary of 640214 meeting w/Reglon i re SALP schedule, training 
bu^et & 1084 Insp program Results affecting listed items end 
FA^NOiA.N. NRC * No Detailed Affiliation Given 84/02/16 BARRETT, LH TMI P/o* 
gram Office 7pp 30474.242*30474.248. 

-8506170336 Informs of fifth liiSp of safety Injection & refueling water tank support 
structure on 840308 No algnlllcanl change In elevation of tank support atfuciure 
found Earlier concern re possible Inelastic condition unsupported, 

KLEIN, P J. Consumera Power Co. PJK 13*84. 84/03/12 KEATING, D Region 3, Office 
of Director. Ip. 30474:249 30474-249 

-8506170349 Informs of sixth Insp of safety Injection & reactor water lank support 
structure on 84031 2.No significant change In elevation determined, Further Insps will 
be conducted during current refueling outage 

KLEIN, P.J, Consumers Power Co PJK 16*84. 84/03/13 KEATING, 0. Region 3 , Office 
of Director. Ip. 30474*260 30474-205 

-8505170356 FonMards final rept re main steam sys snubber failure, documenting sub* 
segue rrt Investigation of failure. Results of Investigation already presented to 
NRC.Causa of failure undetermined 

RYBAK, 8 . Commonwealth Edison Co. 8333N. 84/03/21 KEPPLEfl,J..Q Region 3, 
Olftce of Director. Ip. 30474:296*30474:296. 

-6506170364 "Dresden Unit 2, Main Steam Sys Snubber Failure Investigation" 
MIROCHNA,RH, ZEBUS, E.R. Commonwealth Edison Co. 84/03/29. 400pp. 
30474,207.30475-331, 


-6505170 372 Forwards SALP input for Oct 1982 * Jan 1984 
BELLA MY,RR Region 1, Office of Director. 84/03/29. HEIMtQ.RR Division of 
Projoct A Resident Programs, 3pp 30476:346*30476:364. 

-6606170 360 Informs that util will conduct Insp of safety Injection A reactor water lank 
support structure on 84061 9.NRC presence welcome. 

KL&N,P.J Consumera Power Co. PJK 19*84. 84/05/16. KEATING, 0. Region 3, Office 
of Director. Ip. 30476,356*30476.366. 

-6605170406 Informs that quarterly Insp of safety Injection & reactor water tank support 
structure postponed duo to fluctuating water level In tank during plant startup.New 
insp dato will be set after plant returns to avc. 

KLEIN, P.J. Consumera Power Co. PJK 22*84, 84/06/12. KEATING, 0. Region 2, Office 
of Director. Ip 30476:358*30476-360. 

-0506170471 Forwards LER 83*74, associated licensee corrective action documentatfon 
& evaluation of safety significance re discovery of numerous main steam safety valve 
setpoints outside test acceptance criteria for transmittal. 

JORGENSEN, B.L Region 3, Office of Director. 64/07/18 SHAFER, WD. Region 3, 
Office of Director. 11pp. 30476:026*30476-049 

-0505170476 Informs of Insp of safety injection & reactor water tank support structure 
on 640 731. Insp expected to take 4 h,NRC presence welcome. 

KLEIN, P.J Consumers Power Co. PJK 23*84 84/07/19 KEAT1NQ,D. Region 3, Office 
of Director. Ip. 30476:134*30476*134. 

"8606170B01 Informs that seventh Insp of safety Injection & reactor water tank support 
structure conducted on 84073 KReaults Indicate no significant change In elevation of 
tank support structure during past yr. 

KLEIN, PJ. Consumers Power Co PJK 24-84. 84/08/01. KEATING, D. Region 3, Office 
of Director. 3pp. 304 7 6* 13 6*30476. 138. 


—8505170127 Speech entitled, '‘Conslderalion of Mat Prudence In Rate Case," present- 
ed at ANS B40603 08 1964 annual meeting 
MANZI,JE Kellogg Co 84/06/03 20pp 30476,354*30477 011 

-8505170146 "Role of State of PUC Regulation In Nuclear Power Plant Const QA '* 
HENDRICKSON,? Batielle Memorial Institute, Pacific Northwest Laboratories. 64/02/ 
29. aapp. 30477.012-30477 044 

-8505170151 "Role of Stale of PUC Regulation In Nuclear Power PJanI Const QC & 
Assurance " 

HENDRICKSON,? Batielle Memorial Instilule, Pacific Northwest Laboratories 64/05/ 
31 35pp 3047 7 045*30477.061 

8505170216 Responds to FOlA request for computer pnniout of documents In NRC fifes 
on Kerr-McGae Corp.Cimaron facility Confirms 840927 tefcon w/N Toms requesting 
documents In PDR only. Forwards printout W/o end 

FELTON. J.M. Division of Rules and Records 84/10/04. KIMERY,A L Affiliation Not 
Assigned. Ip. 30472.222*304 72-222 

8505170219 FOIA request for computer printout listing documents In NRC files on Kerr* 
McGee Corp,Clmaron facility near Crescent, OK. 

KIMERY.AL AffrHalion Not Assigned. 84/09/19. FELTONJi.M. Division of Roles and 
Records. 1 p. 30472.223-30472*223 

6605 170-223 Responds lo FOIA request for Caseload Forecast Panel files malnlained in 
Ofc of Resource Mgl Documents sent under separate cover 
FELTON, J.M Division of Rules and Records 84/10/05. KAMINSKI.RS United Engi- 
neers A Constructora, Inc. <subs of Raytheon Co.) Ip 30472 220*30472.220, 

6605170229 FOIA request for working files maintained by Caseload Forecast Panel on 
nuclear power plants & mall for all ^slts up until Sept 19B4. 

KAMINSKI,R.S. United Engineers & Constructors, Inc (subs of Raytheon Co.). 64/ 
09/17. FELTON .J M DMalon of Rules and Records. Ip. 30472.221*30472 221. 

8505170230 FOIA request for SEGY-&4-13A 
WfSE,J.R. Bishop, LIbemsan, Cook, Purcell & Reynolds 84/06/08. FELTON. J.M 
Office of Administration Ip. 30472.218 30472.218. 

8505170239 Responds to FOIA request for SECY-84-1 3A Document available h PDR 
FELTON,J.M. Division of Rules and Records. 84/10/09. WISE,J.R. Bishop, Liberman, 
Cook. Purcell A Reynolds. Ip 30472-219*30472.-219 

8505170246 Further response lo FOIA request for 13 categ^orlae of documents re why 
number of civil penalties increased greatly between 1 979-80 App A documants In 
PDR.App B & C documents partially withheld (ref FOIA Exemptions 6 A 6 ). 

FELTON, J.M. Division of Rules and Records 84/09/10. SAMP. R A Shaw, Pittman, 
Potts & Trowbridge 4pp 30472-200-30472 217 

-8505170251 Forwards rough draft memo from L Slaggle on do novo review of civil 
penalty aoUons ' 

EILPERIN.SF. NRC * No Delaifad AlfilJallon Given. 76/06/15. STRAUSS NRC • No 
Detailed Affiliation Given 1 p 30472 204 30472:204 

-8505170258 Discusses de novo review In cMI penally collection actions In Federal 
District Court 

SLAGQfE.L NRC - No Detailed Affiliation Given. 76/06/15. STRAUSS.P.L NRC - No 
Delalled AffillaUon Given 9pp 30472 205*30472-217 

6505170261 FOIA request lor SECY-04-290 to be placed In PDR, 

AOATO,M Union of Concerned Scientists 84/08/13. FELTON, J M. Division of Rules 
and Records. Ip, 30472:192*30472:192. 


6605170086 Porlial response to FOIA request for documents re potential effect of plant 
performance side Imposed by slate legislation & util regulators on plant 
sofoty.Forwards documents listed on app.Documenls available In PuR. 

FELTON. J M. Division of Rules and Records 84/10/03. BELL,N. Nuclear Information 
& Resource Service. 3pp. 30476:161*30477*081. 


6505170287 Responds to FOIA request for SECY'64 *2 90 Document being placed in 
PDR. 

FELTON, J.M. Division of Rules and Racords. 04/09/18 ADATO.M Union of Con- 
cerned Scientists Ip 30472:193-30472:199. 


-8506170095 "Incentive Regulallon In Electrlo Util Industry, Review of Commission Pro- 
orams *' Related Info end. 

OWENS, D.K. Edison Electric Institute, 04/05/31. 174pp. 30476:164 30470:327. 


-0506170098 Provides comments re NUflEG-1066. "Improving Quality A Assurance of 
Quality in Design A Const of Nuclear Power Plants." No conflict presented by study 
that support proposed financial qualifications rule. 

PETERSEN,J.C. Asafatanl Director for State A Licensee Relations. 84/08/31, 
KAGAN, C.F. Office of the General Counsel. 4pp 30476-328*30476-331. 

-0606173104 Forwards WL Brown 840906 memo re PUC of CO Incentive plan. Ex- 
presses concern that principle thrust of Incentive plans appears to be significant 
Impacl on cost of power resulting from efforts to comply requirements 
COLL INS, J.T. Regton 4, Office of Director. 04/O9/oa SALT2MAN,J. Assistant Direc- 
tor for State & Licensee Relations. 2pp. 30470:332-30476-333. 

“0605170109 Forwards 840525 A 0808 Commission decisions re adopting Incentive 
plan & exceptions filed by util In response to first decision, incentive plan may jeopard- 

BR£wN?VV.L?^F? 09 U?a/lorf 8 Division. 84/00/22, COLLINS, J.T, Region 4, Office of Direc- 
tor. 4pp. 30476:334*30476:337. 


8505170324 FOIA request for "Probabilistic Seismic Safety Assessment of Diablo 
Carwon Nuclear Power Plant" & Amend 62 to FSAR. 

SHOLLY,S.C Union of Concerned ^ientlsts 84/08/01. FELTON, J.M, Division of 
Rules and Records. Ip. 30477; 082*30477.082. 


8506170329 Responds to FOIA request for "Probabilistic Seismic Safety Assessment of 
Diablo Canyon Nuclear Power Plant" & Amend 62 to FSAR. 6 oth documents available 
In PDR. 

FELTON, J.M. Division of Rules and Records. 84/09/14 SHOLLY,S.C. Union of Con- 
cerned Scientists, Ip, 30477:083-30477:135 


-8505170339 Draft "Probabilistic Seismic Safety Assessment of Diablo Canyon Nuclear 
Power Plant." 

ANG,A„ NEWMARKN.M. N.M Newmark ConsulUng Engineering Services 77/06/30. 
NRC - No Detailed Affiliallon Given, 50pp 30477-064*30477:133 


8505200001 Further response to FOIA request that records re 16 hsted FIN files be 
made available In PDR App C & D records available In PDR, Review continuing. 
FELTON, J.M. Division of Rules and Records. 84/09/20. SHOLLY.S.C. Union of Con- 
cerned Scientists. 12pp. 30603.072-30506.307. 
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-020804066a Concurs w^frcensee conclusion 1ha1 settlement of foundations & buned 
equipment not safety concern at facility Review completed Safety evaluation end 
LEAH.G. Hydrologic & Geo lecfin leaf Engineering Brandi TAG 41269 82/07/20 
RUSSELL, W Systematic Eva !u a lion Program Branch 36pp 30503 096 30503 133 


‘0401170078 Summary of 831213 & 14 meetings w/LLL In Reston,VA re feedback of 
expert input as part of seismic hazard characterization program 
KIMBALL, J Geosciences Branch 83/12/30 JACKS0N,R E Geosciences Branch, 
2pp 30504'228‘30504 229 


-8209200082 ''Seismic Hazard Charade rfza lion of Eastern US," Monthly Mgt Ltr 2 for 
Jut 1982 

BERNREL)TER,DL tawrenco Liveririora National Laboratory FtN A'0390 EG 82-42/ 
0602ir 82/08/16 MURPHV.A J Division of Health, Silmg & Waste ManagemenL 2pp 
30506'180>30506'iai 

-8211100063 Submits list of differences between current seismic hazard characteriza- 
tfon program A past programs Seismic source zone maps will not be prezoned 
KfiMBALL.J Goosclences Branch 82/11/01 JACKSON,RE Geoscfencea Branch 
3pp 30S04 10B-30504 111 

-8211190069 Forwards p/o|od & budget proposal for NRC work "Selsmfc Hazard 
Characterization of Eastern US " 

BERNREUTER,DL , CHUNG,D H Lawrence Livermore National Laboratory FJN A- 
0426. EG-8 2-26 82/06/11 MUR PHY, A J Earih Sciences Branch 36pp 30504*026 
30504 060, 

-8211230542 Forwards summary of seismic hazard characterizatior? program Improve- 
ments & proposal for NRC work for ACRS Extrerane External Phenomona Subcommit- 
tee 

JACXSON,FlE Gq osciences Branch 82/11/09 SAVIO.fl ACRS - Advisory Commit- 
leo on Reactor Safeguards Ip, 30504 108 30504:108 

»-830128D409 Forwards sld order for DOE work "Safety Evaluation of Core- Melf 
Accidents GESSAR - FOA, Limerick - OL.FNP - ML " 

MATTSON,R J Division of Systems Integration (post S1 1005). FIN A.3711 03/01/24 
OQEKA,G J. Energy, Dept of Ip 30503 205-30503 216 

-8301260409 Sld order for DOE work, "Safety Evaluation of Core-Mett 
Accidents QESSAR - FDA.Umerick - OL,FNP - ML,'” Issued to BNL 
MATTSON,R J. Divrslon Of Systems Integration (post 811005) FIN A*3711-3v 20'83* 
217,83/01/24. 11pp 30503'^-30503 218 


-8482060642 Comments on budget problems w/selsmJc hazard charactorizaifon pro 
gram LLL overspent budget & add! funds needed to finish contract Overrun due la 
software mod & effort in preparing croundmotlon booklet 

JACKSON.HE Geosciences Branch. FJN A'0428 84/01/26 KNIGHT, J,P. AssislanI 
Director for Comp, & Structures Engineering (Post 830201) 2pp 30504 230- 
30504 240 

-8402210302 Forwards comments on dratt inierim rept re seismic hazard charactenza 
lion of eastern US pro/ecl describing project goals,mettiodofogy & Initial results f/om 
10 tests 

KIMBALL. J Geosciences Brar'ch 84/02/13 JACKSON, R.E Geosciences Branch 
3pp 30506.132-30506 134 

“-8484200159 Summary of 840328 meeling w/J Savy & D Bernreuter of LLL re NRC 
coniracia on seismic hazard characterizalTon project & probabilistic assessment for all 
nuclear power plants east of Rockies 

KIMBALUJ, Geosciences Branch FIN A 0428 84/04/09 JACKSON, R E GooscI 
ences Branch 6pp 30508165-30506.170 

-8404200358 Provides summary of procresa on seismic hazard characterization proloct 
& provides users of LLL interim rep 1, ^'Seismic Hazard Characterization Program/' w/ 
perspective on what add) work will be undertaken 

JACKSON, RE Geosciences Branch 84/04/10 KNIGHT. JP Assistant Director for 
Comp & Structures Engineering (Post B3Q201) 3pp 67277,113-67277,115 

"8404300352 Comments on end preliminary rept, "Seismic Hazard Characterization of 
Eastern US Methodology & Preliminary Results for Ten Sites " No listings or figures 
available to overfy simplify or misconstrue results of study. 

JACKSON.R E, Geosciences Branch 84/04/09 KNIGHT, JP Assistant Director for 
Comp & Structures Engineering (Post 830201). Ip 30508.171-30506 171 


"8302160001 Summary of 030111 & 12 meetings fn Reston.VA w/ground motion ah 
teauallon panef.as part of eastern US seismic hazard characterization programPanel 
no] ready to provide answers to questions re attenuation relationships for hazards 
study, 

KIMBALL. J Geosciences Branch 83/02/04 JACKBON.RE Geosciences Branch 
2pp 30504;1 27*30504 120. 

-9304130S23 Submits site selecbon criteria for seismic hazard characteiizallon of east- 
ern US Ten sites recommended w/two currently having hazard estimates undertaken 
as part of OL case review 

KIMBALL, J Geosciences Branch 83/03/24 JACKSON, R E Geosciences Branch 
3pp. 30504 129 30504.131. 

-8305260251 "LLL/DOE/NRC Equipment/’ updated monthly listings for Apr 1983. 
JOHNSON.JM. Lawrenco Ltvemiora National Laboratory NSSP-83‘J1001. 83/05/20. 
PAl/QH.C Planning & Program Analysis Staff. 2pp 30504 *134 -305 04. 135. 

-8306150020 Outlines topics to be discussed during 830614-15 progress review of seis* 
mic hazard characterization program & geosciences case review work S provides pre- 
liminary comments on attenuation panel Dookiet 

KIMBALL, J Geosclances Branch 03/08/02 BERNREUTER.DL , CHUNG.DH Law- 
rence Livermore National Laboratory 3pp 30504 136-30504:138 

-8507260073 Submits seismic hazard charactarizallon program revised schedule & dratt 
statement of work for probabilistic assessment of seismic hazard for eastern US. 
KIMBALUJ Geosciences Branch 83/97/16. JACKSON,R E Geosciences Branch 
2pp. 30594.215-30504 216 

-6308040126 Discusses possible additions to seismic hazard characlanzallon program 
as result of 630614 & 15 discussions 

JACKSON.RE, Geosciences Branch, 63/07/22. BERATAN.LL Earth Sciences 
Branch Ip 30557020 30557 021 

-8308040575 Comments on revised schedule for selsmfc hazard characlerizalfon pro- 
gram & on 030614-16 meeting w/LLU If LLL does not perform addt work or» 
attenuation, hazard results could fose crediblli^ 

KIMBALL.J Geosciences Branch 03/07/19, JACKSON.R E. Geosciences Branch 
3pp. 30504' 143-39504. 145. 

-6309080582 Comments on lefationshlp between seismic safety margins research pro- 
gram & seismic hazard cbaracteriz alien program re dellverabies & coda 
validation. Comments requested 

QUZY,D. Meehan ical/Struclural Engineering Sranch 83/07/27. MURPHYA Siting & 
Environment Branch KIMBALUJ. Geosciences Branch. 7pp 30504. 148-30504. 154 

-6306240649 SW order tor OOE work’ “Safety Evaluabon ol Core-Melt 
Accldenta, Case work Reviews for GESSAR, Limerick, FNP/' awarded to BNL 
MATTSON, flJ, Division of Systems Integration (post 911006) FJN A-3711-3. 20 83- 
605. 63/08/08 4 pp. 30503 233-30603-241 

-8308310473 Comments on relationship between seismic safety margins research pro- 
gram Tasks VJ.1,VI.2 A VI 3 & seismic hazard characterizatiorf program Calculation of 
setamic hazard spectra lor all plants east of Rocky Mountains planned. 

JACKSON, R.E Geosciences Branch. 03/08/23 ANDERSON, W F. Mechanlcal/Struc- 
(ujbI Engineering Branch, 5pp. 39504 156-30504'ieo 

-0309130363 Transmlla silo condition Info lor three of 10 (esi sites as part ol seismic 
hazard char aclerizal Jon preuram 

KIMBALL, J Geosciences Branch 83/09/07. BERNREUTER^D Lawrence LJvermore 
National L aboratoiy 9pp. 39504’ 1 61-30504: 1 69 

-9309260349 Forwards site cor^diDon info for remaining seven of 10 sites as part of 
seismic hazard characterization program. 

KIMBALUJ. Geoscfences Branch. 83/09/16. BERNREUTER,D Uwrenco Livermore 
National Laboratory. 7pp 3050 3:064 -30503 020 

-8312090106 Confirms 831206 meeting In LivermofO.CA to review progress on selsmfc 
hazard characterization program Ouilinea info to be Included In Interim rept on 10 tesi 
alias & lists topics & questions lor discussion 

KIMBALL, J Geosciences Branch 83/11/18. BERNREUTER.D Lawrence Livermore 
National Laboratory. 2pp. 30504; 107-30504. 168 


-8404300359 Preliminary rept, "Seismic Hazard Characierizatlon of Eastern 
LIS.Methodology & Preliminary Results for Ten Sites " 

BERNREUTEh,DL Lawrence Livermore National Laboratory SAVY,JB, 
MENSING,R W NRC - No Dalalled Affiliation Given FIN A-0428. 64/02/29 NRC - No 
Defailed Affiliation Given SOOpp 30504*241 -30506. 109 


-8506200029 "Liquefaction Potential at LACBWR Site Near Genoa, Vernon County, Wl." 
• Dames & Moore. 79/08/10 2pp 30503 091-30503 092 


-8505200034 Forwards Geosciences Branch evaluation of geology of SEP Topics II 4 & 
IMB No capable faults or unique geologic features that pose hazard exist 
KNIGHT.jp Assistant Director for Comp. & Structures Engineering (Post 830201). 
02/07/13, LAfNAS.GC Assistant Director for Safety Assessment 3pp 30503093 

AaE 


•^0605200041 Discusses 821015 memo re mod to FIN A-3399Mod organizes work re- 
quirements Into functional rather ihan plant review work requlremenla Revised project 
fdentifJcatlon summaries enci 

SPEIS.T P. Assistant Director for Reactor Safety FJN A-3399. 82/11/12 FUNCHES.J 
Planning & Program Analysis Slaff. 5pp 30503 134-30503 138 

-8505200045 Forwards receiving rept for equipment & related mail purchased by DOE 
DANDOIS.OB Division of Accounting & Finance FIN A-3000 82/11/24 ESTEP, G 
Division of FacIMies & Operations 7pp. 30503.139 30503:145 

-6506200052 Requests proposal for technical assistance to "Safety Evaluation of Core 
Melt Acc)dent8:6ESSAR-FSA,Llm0rlok-OL & FNP " Statement of worJt end 
MATTSON.R.J Division of Systems integration (post 811005) FIN A-3711. 82/11/29. 
OQEKA.G.J Energy, Dept of 12pp. 30503.146-30509*157 


-9506200057 Forwards project descriptive summary, draft statement of work & Intorofc 
concurrences from RES,NMSS,IE,AEOD & Redon fV for '‘Safety Evaluation of Core 
Melt Accidents Casework Reviews for Llmefick.GESSAR & FNP " 

OENTON,H.R Office of Nuclear Reactor Regulation, Director FIN A-3711 82/12/10. 
BECKWITH, C NRC - No Detailed Affiliation Given. 6pp 30503 169-30503,163 


-860'5200064 Forwards technical assistance pro[ect, "Safety Evaluation of Core Malt 
Accldents’GESSAR-FDA,Umerfck-OL & FNP," for review & concurrence W/o end 
GRENIER, a L Planning & Program Analysis Staff. FIN A-3711 82/11/23 HAVES, M 
Offfee of Nuclear ReguTalofy Research, Director. MUIR.A.P. Director's Office. Office of 
Inspection and Enforcement EVANS, J. Office of Nuclear Material Safely & 
Safeguards. Director 9pp 30503.164-30503.172. 


-6505200069 Forwards project descriptNe summary, draft slatement of work & Intorofc 
cpjicurrences for, "Safety Evaluation of Core Melt Accidents Casework Reviews for 
Limerick, GESSAR & FNP" 

DENTOhLH.F Office of Nuclear Reactor Regulation, Director FIN A-3711 82/12/10. 
BECKWJTH.C, NRC - No Delalfed Affiliation Given 9pp 30503.173-30503.101. 


-8505208072 Summary of Senior Contract Review Boards Meeting 3B on 821221 to 
review lisied projects Related Info end 

BECKWHH.CA NRC - No Detailed AIMialion Given. FIN A-6t78. 82/12/22 
ROEJ.W, NRC - No Detailed Affiliation Given BARRY.LW Office of the Controller. 
NORRY.RG. Office of Admlnistratfon. 9pp 3DB03 182-30503,190 


-6505200079 Forwards revised project descriptive summary of FINs A-6477 & A- 
371 1, reflecting corrected budget allocations 

GRENtER.B.L Planning & Program Analysis Staff FIN A'6477. 03/01/03. 
BECKWJTH.C. NRC - No Detailed Affiliation Given. 6pp 30503:191-30503.195. 

-8505200084 Forwards unexecuted std order for DOE work for "Safety Evaluation of 
Core Melt Acddenl8.GESSAR-FDA,Llmerick'OL & FNP-ML " 

MATTSON, RJ. Division of Systems Integration toost 811005). FIN A-37i1 82/12/30 
OaEKA.Q.J Energy, Dept, of 6pp. 30503:196 30503:201 


-8505200096 Forwards std order for DOE Work 20-83-209 for FIN A-3711, "Safety 
Evaluation of Cora Melt AccidentS’QESSAR-FDA. LimerIck-OL & FNP-ML." 

OQEKA.G J, Energy, Dept, of FIN A-3711 83/01/11. DANDOIS,DB. Division of Ac- 
counting & Finance, Ip, 30 503 '202-30503 *202 
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-8505200104 S(d order for DOE work "Safety Evalualion of Core Moll 
Accidents GESSAR FDA.Limonck-OL.FNP-ML," issued to BNL 
MATTSON.R J Division of ^sterns Integration {post 811005) OGEKA.GJ Brooktia 
ven National Laboratory FIN A^3711-3 20-83 209 62/12/30. 2pp 30603 203 
30503 204 


-8505200284 Forwards Draft 180 proposal lor F(Ns A-0390 & A-0423, “Seismic Hazard 
Characlonzation ol Easlern US " 

JOHNSON.J M Lawrence Livermore National Laboratoiy PIN A-0390 NSSF 04 1109 
04/03/08 MURKPY.AJ Division of Health, Siting & Waste Management 2lpp 
30506 1 44-30506 1 64 


-8505200127 Forwards closeout disposition of eoulpmenl from DOE under FIN A- 
3388 Equipment will be transferred lo FIN A-3711- Transfer approved 
GRENIER, B L Technical Supporl Branch FIN A-3711 83/04/13 NRC - No Detailed 
Affifialion Given 2pp 30503 217*30503*218 

-8505200133 Requests reprogramming of listed FY83 funds dee to changes fn sched- 
ule of severe accident activities. Re vised project identification summary end 
BOYD,SM Division of Systems fnlegration (post 811005) FIN 8 0625 83/07/26 
FLINCHES, J Planning & Program Analysis Start lOpp 30503’2 19 30603*232 

-8505200173 Forwards unexecuted std order for DOE work.authorizing transfer of funds 
from FIN A*3346, "Containment Sys Case Reviews" to FIN A*37lf, "Safely Evalua- 
tion of Core-Melt Accidents QESSAR-FDA, Limerick & FNP." 

MATTSON.R J Division of Systems Integration (post 811005) FIN A*3346 83/08/25 
OGEKA.Q J Energy. Dept of 3pp 30503 242-30503;244. 

-6505200209 Forwards executed std order for DOE work for FJN A-3711, "Safely Eval 
ualion of Core Melt Accidents Casework Reviews for GESSAR.LImerick & FNP '* 
OQEKA.G J. Energy, Dept of. FIN A-37t1 83/08/26 DANDOIS.D.B. Office of Re 
source Management, Director Ip 30503.245 30503 245. 

-8505200220 Executed std order for DOE work "Safety Evaluation of Core Melt 
Accidents Casework Reviews for GESSAR.Limenck.FNP Issued to BNL, 

MATTSON.R J Division of Systems Integration (post 811005). OGEKA.GJ Brookha- 
von National Laboratory FIN A-3711-3 20-83 605. 83/08/06. Ip. 30503 246- 
30503 246 

- 8505200233 Forwards executed std order lor DOE work for FIN A-3346. "Safety Eval- 
uation of Coro Melt Accldonla’QESSAR-FOA, Llmorlck-OL A FNP-ML." 

OGEKA.GJ. Energy. Dept of. FIN A-334e 03/09/14 DANDOJS.DB. Olfico of Re- 
source Management. Director Ip. 30503.247-30503 247. 

-•850S20D251 Executed std order for DOE work: "Safety Evaluation of Core Melt 
Accidents QESSAR-FDA.Um 0 rick OL.FNP-ML," issued to BNL. 

MATTSON.R J. Division of Systems Inleorallon (post 011005) OGEKA.GJ. Brookha- 
von National Laboratory FIN A-3711. 20 03-631 03/08/26. lOpp 30503.248- 
30503 257 

-8505200257 Forwards J Johnson Itr requesting transfer of equipment under FIN A- 
0236 to FIN A 0428 Transfer approved by HE Lefavre on 830608. 

GRENIER, B L Technical Support Branch FIN A-042a 83/06/02 IBRAHIM.A NRC - 
No Delalled Affiliation Given. Ip. 30604,139-30504 139 

-8S05200258 Provides remaining effort required to comelele scope of work under FJNs 
A 0390 8 A 0428, "Seismic Hazard Gharactorlzallon of Eastern US." 

BERNREUTER.D L Lawrence Livermore National Laboratory FIN A 0300. EQ-84-007 
84/02/03 MURPHY, A J. Earth Sciences Branch. 17pp 30506 110-30506*126 

“8505200262 Forwards executed std order for DOE work for FIN A-3399, "Safety Eval 
ualions of Coro Melt Accidents CP, ML & OL Applicants *’ Equipment transferred lo 
FIN A-3711 

OaEKA.Q J. Energy. Dept of. FIN A-3399 03/09/21. DANDOIS.D.B Office of Re 
source Management, Director 1 p 30503 258-30503*258 


“8605200296 Executed sId order for DOE work "Safety Evaluation of Core Melt 
Accidents GESSAR FDA.Limerlck-OLFNP-ML," Issued to BNL 
MATTSON.R, J. Drvisloni of Systems Inlegrallon (post 811005), OGEKA.GJ Brookha- 
ven National Laboratory. FfN A.3711-4 20 84-010 83/11/16 13pp 30503 269- 
30503,261 

“8506200297 Informs of travel plans & tenlaliv© list of topics for SSA 830505 
meeting Discussion items listed 

KfMBALL,J Geosciences Branch. 93/07/22 BERNREUTER.D . CHUNG. D Lawrence 
Livermore Nation af Laboratory Ip 30504 147-30504 147 

“8605200306 Forwards unexecuted aid order for DOE work for FIN A-3711, "Safety 
Evaluation of Cora Melt Accidents GESSAR FDA, Limerick OL & FNP ML," authorizing 
Incremental funding to conlinue work 

MATTSON.R J Dwision of Systems Integration (post 81 1005). FIN A-371 1. 84/01 /1 6 
OGEKA.GJ Energy, Dept or 2pp 30503 292-30503 283 

“8605200306 Informs that MA ChinnQry,A Stevens & CM Wentworth resigned from 
Eastern US seisinicity inodeling panel for FINs A-0300 & A 0420. "Seismic Hazard 
Characterization of Eastern US ” 

CHUNG.DH. Lawrence Livermore National Laboratory FfN A 0390 £6-83 60/1O46U 
03/08/03 MURPHY, A J Earth Sciertcas Branch 1p 30504*155-30504 155. 

“B506200310 Monthly repl for Oct 1983 for FIN A-37t1 
KATO.W.Y Brookhaven National Laboratory FIN A-3711, 83/11/17. WIGDOR.M In- 
strumentation & Control Systems Branch 2pp 30503 284 30503 265 

“8505200311 "Seismic Hazard Characlonzatlon of Eastern US," Monthly Mgl Ltr Rept 1 
for May/June 1682. 

BERNREUTER.D L , CHUNG, D H„ SMITH, P.D, Lawrence Liverinore National Labora- 
tory FIN A 0428. EG-a2.32. 02/07/12. WURPHY.AJ Earth Sciences Branch 5pp 
30506:176 30506170. 

“8605200314 Monthly rept for Nov 1983 lor FIN A.3711 
KATO.WY Brookhaven National Laboratory FIN A-3711 83/12/16 CARTER, JL 
Reactor Systems Branch 2pp. 30503 286-30503.287. 

“8505200316 Monthly repl for Dec 1983 for RN A-3711 
KATO.WY Brookhaven National Laboralory FIN A-3711 84/01/16 CARTER, JL 
Reactor Systems Branch 2pp. 30503 268-30503 289. 

“8606200318 Forwards Draft IBS proposal under project, "Seismic Hazard Characler- 
Ization ol Eastern US," 

CHUNG.DH Lawrence Livermore National Laboratory FIN A'0390 1 95.63/09/15 
MURPHY.AJ Earth Sciences Branch. 27pp 30504:170 30504*186 

“8505200324 "Seismic Hazard Charectorizatlen of Eastern US," Monthly Mgt Ltr Rept 8 
for Nov 1982 

BERNREUTER.D.L, CHUNG.DH , SMITH, P.D. Lawrence Livermore National Labora- 
toiy FINA0390 EG 02-79/O6O2U 82/12/22. WURPHY.AJ. Earth Sciences Branch 
4pp 30506182-30506 185 


“8505200263 Requests listed changes to FIN plan for FiNs A-0448 & A-0'12& Revised 
project identification summary encL 

VOLLMER.R H Division of ^glneering FIN A.0448. 84/02/13. FUNCHES.J. Planning 
& Program Analysis Staff 5pp 30506 1 27-30506 131. 


“8506200326 "Safely Evaluation of Coro Melt Accident GESSAR FDA, Llmerfck- 
OL, FNP-ML," monthly highlights for Jan 1984. 

KATO.WY. Brookhaven National Laboralory. FIN A 3711 84/02/13 CARTER.JL 
Reactor Systems Branch 6pp. 30503 290-30a03 295 


“6505200264 Roquosts that end listed equipment, pure based under FIN A0236,be 
transferred to FINs A 0420 & A 0408, 

JOHNSON.J M. Lawrence Livermore National Laboratory FIN A 0238. NSSP 83-1084 
03/05/17 PAUQH.C Planning & Program Analysis Staff. 2pp. 30504.140 30504 141. 

“6505200289 Executed std order (or DOE work "Safety Evaluation of Core Melt 
Accidonla CP.ML 8 OL Applicants." Issued lo BNL. 

GRENIER, BL Technical Support Branch. OGEKA.GJ. Brookhaven National Lebora 
lory. FIN A-3399-2 20 03-580 83/08/30 4pp 30503.250-30503*262. 

“6505200273 Approves transfer of Items 1*6 of FfN A-0236 lo FIN A-0428 & Items 7-14 
to FIN A-040e,por B30517 request. 

PAUGH.C A Technical Supporl Branch FIN A-0236. 83/06/09 JOHNSON, J.M. Law- 
rence Livermore National Laboralory Ip 30504.142-30604:142. 

“8S05200275 Forwards unexecuted std order for DOE work for FIN A-3711, "Safely 
Evaluation of Core Melt Accidents Casework Reviews lor GESSAR, LImerfek & FNP" 
MATTSON, R.J. Division of Systems Integration (post 811005). FIN A-3711, 83/11/01 
OQEKA,Q J. Energy, Dept. of. 5pp 30505*263-30503.267. 

“8605200276 Provides expanded description of proposed Subtasks 3 3b & 62 con- 
tained (n 840203 Itr.Peer review panel will focus on more philosophic Issues such as 
combined experts.lenglh of lime to obtain responses & selection of members. 
BERNREUTt^R.D.L. Lawrence Livermore National Laboratory. FIN A-0390 EQ-84-010 
84/02/15. MURPHY, A J Earth Sciences Branch. 6pp 30506*135-30506.140. 


“8505200283 Summarizes events of contractor activities since 640110 request for pro- 
posal re FIN A-0420, "Seismic Hazard Characterization of Eastern US." 

LEFEVRE.H.E. Geosciences Branch. FIN A-0428 84/03/01. Geosciences Branch 
2pp. 30506.141-30508.142. 


“8605200287 Forwards std order for DOE work for FIN A-371 1 , "Safety Evaluation of 
Core Melt Accidents: GESSAR- FDA. Limerick OL & f NP*ML.'’ ^ „ 

OQEKA.G. J. Energy, Dept. of. FIN A-a711 83/11/16. DANOOIS,OB. Office of Re- 
source Management, Director. Ip 30603:268-30603:268, 


“8505200331 "ScIsmlc Hazard Characterization of Eastern US." Monthly Mpl Ltr Ropt 3 
for Aug 1962, 

BERNREUTER.D L . CHUNG.D H., SMITH, P D Lawrence Livermore National Labora- 
tory FIN A-0390 EQ-82-51/0602U 82/09/16 MURFHY.AJ Earth Sciences Branch 
6pp 30 506 1 98-30506 1 90 

“8505200334 Discusses problems w/budgel & schedule for FfNs A 0390 & A-0428, 
"Seismic Hazard Gharactorization fo Eastern US." Problems stem from tight schedule 
A poor judgment ol complexity of project 

BERNREUTER.D L . CHUNG.DH, Lawrence Livermore National Laboratory, FIN A- 
0390. SS83 218/O059U 03/11 /2t MURPHY, A J. Earth Sciences Branch 6pp 
30504:168 30604.204, 

“8505200335 "Safety Evaluation of Core Weft Accidents QESSAR-FDA, Llmerick- 
OL, FNP-ML," monthly highlights (or Jan 1983. 

PRATT.W.T. Brookhaven National Laboralory, FIN A-3711 83/01/31 MEYER, XF. 
Reactor Syslems Branch 2pp 30503*296-30503.297 

“8505200339 "Seismic Hazard Characterization of Eestarn US," Monthly Mgt Ltr Rept 4 
forSepi 1902. 

BERNREUTER.D L . CHUNG.D H.. SMITH. P.D Lawrence Livermore National Labora- 
tory. FIN A-0390. EG-82-04/O6O2U 02/10/18. MURPHY.A J Earth Sciences Branch. 
4pp, 30500.1 91 -30506. 194. 

“3505200345 "Safely Evalualion of Core Melt Accidents GESSAR FDA, Limerick* 
OL,FNP-ML," monthly highlights for Feb 1983, 

PRATT.W.T. Brookhaven National Laboratory FIN A-3711 83/02/28 MEYER, XF. 
Reactor Systems Branch. 2pp 30503 298-30503.299. 

“8506200348 "Seismic Hazard Characterization of Eastern US," Monthly Mgt Ltr Repl 5 
for Del 1952. 

BERNREUTER.D.L . CHUNG.D.H , SMITH, P D. Lawrence Livermore National Labora 
lory. FIN A-0390. EG 02-73/O6O2a 82/11/22. MURPHY.A X Earth Sciences Branch 
9pp. 30506:195-30506,203. 


“8505200290 Expresses concerns re draft rept, "Seismic Hazard Characterization of 
Eastern US. Methodology & Preliminary Results for 10 Sites." Requests assurance 
from LLL that div received what was asked lor, ^ , t 

GUZY,0 Mechanlcal/Slfuctural Engineering Branch. 64/03/01. MURPHY.A Division 
of Health, Siting & Waste Management. Ip. 30506:143-30606 143. 


“06O52OQ349 Notifies of Eastern US Seismicity Modleling Panel 331213 & 14 feedback 
meetings In Reston.VA lo discuss FINs A-Q390 A A-0426, "Seismic Hazard Character- 
ization of Easier n US " 

CHUNG.D.H Lawrence Livermore National Laboratory. FIN A-0300 EG-es 98/11 54U 
83/11/21. MURPHY,AJ< Earth Sciences Branch 3pp, 30504 205 '30504*2 12, 
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-8605200355 ''Safely Evafuallon of Core Melt Accfdants GESSAR FDA, Uffionck- 
OUFNP'ML," monlhfy hfghlwhts for Mar 1983. 

PRATT, W.T Brookhaven National Laboratory FJN A 3711 03/03/31 MEYen.JF 
Reactor Systems Branch Spp 30503 30 0-3 0503 30-1 

..0505200358 Informs thal paperwork necessary for addl funds for FIN A 0390 will be 
processed & dlspalcbed sbortJy Aclio-rt will compfete RES financial responsibility to 
project 

Ml/flPHY.A J Earth Sciences Branch FIN A<O30O. 83/11/29 BEBNHEUTERA Law- 
rence Ltvermore Nallonal Laboratory 2pp. 30504<213 30504:214 

-6505200364 "Seismic Hazard Characlen'zation of Eastern US " Monthly Mgl Llr Rep I 7 
for Dec 1082. 

BEflNREUTER,0 L . CHUNG.D H , SMITH.PD. Lawrenca Uverniore National Ubora- 
lory RNA-0390, EG'Oa-l 0/0602 U 03/01/20 MURPHY.AJ. Earth Sciences Branch 
6pp. 3 0506 204*30506 209. 

-6505200365 "Safely Evaluation of Core Weft Accidents GESSAR FDA* Limerick' 
OL.FNP ML/' monthfy hf^hirflhts for Apr 1083, 

PRATT, WT Brookhaven National Uboratory FIN A'3711 83/04/30 MEyER.J F 
fleaclof Systems Branch 3pp 3 0503 ■302-30503’ 304. 

-8505200370 Forwards unexecuted atd order for DOE work for FIN A 0428, "Seismic 
Hazard Characlenzation of Eastern US/' providing Incremental funding for continu- 
ation of prolect during FY84. 

VOLLMEaR H. Diylsion of Engineering FIN A 0426-4, 83/12/06, DUVAL.R A. Energy. 
Dept of 2pp 30504 ’21 7-3050 4 223. 

-8505200372 "Safety Evaluation of Cord Melt Accldents.GESSAR-FDA, Limerlck- 
OL,FNP-ML " monthly highlights for May 1983 

PRATT, W.T Brookhaven National Laboratory. FIN A-3711. 03/05/31. MEYER.J.F. 
Reactor Systems Branch 3pp. 30503,305-30503 307. 

-8505200373 "Seismic Hazard Characterization of Eastern US/' Monthly Mat Ltr Rept 8 
for Jan 1963 

BERNREUTEaOL, CHUNG.D H., SMfTH.PD. Uwrence Uvermore Nattonal Labora- 
tory FIN A-0390. EG 83-16/0602U. 83/02/20, MURPHY^A J. Earth Sciences Branch 
5pp,30&Q6 2iO<30506’2l4. 

-8505200377 "Safety Evaluation of Core Melt Accldents.GESSAR FDA, Llmerick- 
OL.FNP ML," monthfy hlghfighta for June 1983 

PRATT, W.T Brookhaven National Laboratory. F/N A-371t. 83/06/30. MEYER, JF. 
Reactor Systems Branch 3pp, 30503309*30503 310 

-8505200379 "Seismic Hazard Characlerlzallon of Eastern US/' Monthly Mgt Lfr Rept 9 
for Feb 1983 

BERNREUTER.OL , CHUNG.D H , SMITH.P.D. Lawrence Uvermore National Labora- 
tory. FIN A-0300 SS.83-73/0602U 83/03/21. MURPHY.AJ Earth Sciences Branch 
epp 30506 215-30506 220 

-8606200361 "Safety Evaluation of Core Melt Accfdanis GESSAR FDA, Llmerick- 
OL,FNP-ML/’ mcnthty highlights for Jul 1933 

PRATT, WT Brookhaven National Laboratory FIN A-3711. 83/07/31 MEYER.JF. 
Reactor Systems Branch 3pp. 30503.311-30503 313, 

-8505200385 Executed aid order for DOE work* "Seismic Hazard Characlerlzallon o1 
Eastern US" Issued to ILL. 

VOLLMER.R H Dfvision of Engineering NEEDHAM, A ,C Lawrence Livermore Nallonaf 
Laboratory. FIN A-042a 4. 20 84-120 03/12/06 4pp. 30604*224 30504:227 

-8505200394 Discusses add! funding required for project mods noted In Ltr Repis 7 A. 6 
for FfNs A 0390 A A 0428, "Seismic Hazard Characterization of Eastern US 
BERATAN.LL Earth Sciences Branch FIN A-03e0, 84/01/06 CUMMINGS*G. Law- 
rence Livermore National Laboratory. 2pp 30504*230-30504 231, 

-8505200396 "Safety Evaluation of Core Melt Accidents’ GESSAR-FDA, Umerlck- 
OL,FNP*ML," monthly highlights for Aug 1983. 

PRATT, W.T Brookhaven National Laboratory. FIN A-3711. 63/08/31. MEYER, JF. 
Reactor System a Branch 2pp 30S03 '3 14-30503 315 

-8505200401 Ack receipt Of 840106 ilr re monthly mgl fire for FINs A-0390 8 A-0428, 
"Seismic Hazard Characterization o1 Eastern i/S/ Shortage of reaources due to 
changes In date from expert panels & mods to HAZARD computer code 
CUMMINGS.Q.E Lawrence Livermore National Laboratory. F(N A-0420. NSSP-84- 
€03. 84/01/18 B ERA TAN, L Earth Sdencea Branch. 2pp 30504:232-30504*233. 

-0606200403 "Safety Evaluation of Core Melt Accldenls’GESSAR-FDA, Llmerlck- 
OL.FNP'ML," monthly highllghls for Sept 1 983. 

PRATT.W.T Brookhaven rfational Laboratory. FfN A-3711. es/OO/SO, CARTER.J.L, 
Reactor Systems Brar>cti 2pp. 30S03’3ia 30503.31 7, 

-8505200404 "Seismic Hazard Charactenzatlonof Eastern US/* Monthly Mat Ur Rapl 

10 for War 1983, 

BERNREUTER.D.L.. CHUNGAH . SMITH.P D. Lawrence Ltvermore National Labora- 
tory. F)N A0390, EQ.83-40/0602U 83/04/20 MURPHY, A, J. Earth Sciences Branch 
5pp. 30506 221-30506.225. 

-850 52004 TO "Safety Evalualion of Core Med Accldenls:GESSAR-FDA, Limerick- 
OUFNP-ML," monthly high lights for Oct 1983 

PRATT, WT Brookhaven National LaboraloiV FIN A-3711. 83/10/31. CARTER.J.L 
Reactor Systems Branch. 2pp 30503-31 6-30503, 31 9. 

-6605200411 Forwards executed std order for DOE work for FJN A 0428*4, "Selsmfc 
Hazard Charade rfration of Easterrt US/* extending period of performance through 
840530. 

AOAMS.C Energy, Depl. of. FIN A-042a4. 04/01/18. PAUQH,C. Office of Nuclear 
Reactor Regulatlont Director. 1p. 30504*234-30504 238. 

-8505200412 "Seismic Hazard Characterfzatlon of Eastern US/' Monthfy Mgt Ur Rept 

11 for Apr 1983. 

BERNREUTER.D.L, CHUNG, O.H. SMITHP.O, Lawrence Uvermore National Labora- 
tory, FIN A-0390 EG-a3.S8/0e02U. 03/05/20 MURPHY.A.J. Earth Sciences Branch. 
6pp 30506’226-30506’230. 

-6505200417 "Selsmlo Hazard Gharacterizalfon of Eastern US,'* Monthly Mgt Llr Rept 

12 for May 1983, 

BERNREUTER,D.l. CHUNG.D H., SMITH, P.D. Lawrence Uvermore National Labora- 
tory. FfN A-039O. EG-83-59/0602a 83/06/16. MURPHY.AJ. Earth Sclervces Branch 
6pp 30506:23 1-30506 -236 


-8505200419 "Safely Evafuation of Core Melt Accidents GESSAR-FDA, Limerick 
OL,FNP-ML," monthly highlights for Nov 1083 

PRATT. WT Brookhaven National Laboratory FfN A- 37 11 83/11/30 CARTE R.J L 
Reactor Systems Branch 3pp 30503 320*30503 322 

-8605200421 "Seismic Hazard Characterization of Eastern US/’ Monthfy Mgt Ltr Rept 

13 for Juno 1983 

BERNREUTER.D L , CHUNG.D H., SMITH.P D. Lawrence Uvermore National Labora- 
tory FIN A-0390 EG-83-70/0602U 63/07/20 MURPHY^J Earth Sciences Branch. 
6pp 30S06 237*30506 242 

-0505200426 "Seismic Hazard Charactarizalion of Eastern US," Monthly Mgt Ltr Reel 

14 lor Jul 1983 

BERNREUTER.D L , CHUNG.D H , SMITH, P D Lawrence Livermore National Labors 
lory, FIN A 0390 EG*83'80/0602U 83/00/20 MURPHY.A J Earth Sciences Branch 
21pp 30506 243-30508 283 

-8605200430 "Safety Evaluation of Core Melt Accldents.GESSAR-FDA, Llmarick- 
OL,FNP*ML,'* monthly highlights for Dec 1983 

PRATT.WT. Brookhaven National Laboratory. FIN A-3711. 83/12/31 CARTER, JL 
Reactor Systems Branch 3pp 30503 323-30503 325 

-8505200434 "Selsmfc Hazard Characlerlzallon of Eastern US," Monthly Mgt Llr Rept 
16forSepM983 

BERNREUTER.D.L, CHUNQ.DH, SMITH.PD. Lawrence Livermore National Labora- 
tory FJNA-OSOO EG 03-97/O6O2U 83/10/20 MURPHY.AJ Earth Sciences Branch 
5pp 30506 264*30506 268. 

-850520043B "Seismic Hazard Characterization of Eastern US/' Monthly Mat Ur Rept 
17 for Oct 1983 

BERNREUTER.D L , CHUNG.D H , SMITH.P D Lawrance Livermore National Labora- 
tory FIN A-0390 EG-83-1O1/0602U 83/12/02 MURPHY.AJ Earth Sclencaa 
Branch. 6pp 30506 269 30506 273 

-8506200443 "Seismic Hazard Characterization of Eastern US," Monthly Mgt Ur Rop! 
161orNov19B3. 

BERNREUTER.D L , CHUNG.D H., SMITH.P.D Lawrence Llvermo/e National Labora- 
tory. FIN A-0390 EG 84-003/0602U 84/01/03 MURPHY.AJ. Earth Sciences 
Branch 6pp, 30506’274-30506‘270 

-0505200448 "Seismic Hazard Characterization of Eastern US," Monthly Mgt Llr Rapt 
19 for Dec 1983 ^ 

BERNREUTER.D L., CHUNG, D.H , SMITH.P D. Lawrence Uvermore Nallonal Labora- 
tory. FIN A 0390. EQ-84 005/LMW 84/01/30 MURPHY.AJ. Earth Sciences Branch 
27pp. 30508:279-30506 307. 

-6505200462 Advises thal review of Technical Assistance Request 268 indicates no 
programmatic Inconsistency w/NRR FY$3 operating plan or applicable Commission or 
EDO guidance 

BERKSON.H Planning & Resource Analysis Branch 84/09/20 CARTER, TJ Techni- 
cal Support Branch 13pp 30503*326-30503 338 

-8506200467 Provides addl Info re Draft 109 for seismic hazard characterization of 
Eastern US.Project II of SSMRP, schedule budget & scope of work of RES & NRH & 
TERA possible conflict of Interest 

BERNREUTER.OL Lawrence Uvermore Nallonal Laboratory. EG-02-63 02/03/16. 
IBRAHIM.A. Geosciences Branch 3pp 3 0503*3 3 9-3 0503 -3 41 

-8606200473 Forwards review of proposal of potential conflict of Interest of DOE/LLL 
proleci, "Seismic Hazard Characlerlzallon o1 Eastern US" 

GRENIER.B L Technical Support Branch 02/03/26 RAGAN, H B Office of the Exec 
ulive Legal Director. Ip. 30503 342-30503.342. 

-6505200476 Forwards ILL draft proposal for DOE/LLL project, "Seiamlc Hazard Char- 
acterization of Eastern US," par telcon re possible appficallon of Federal Advisory Act 
for subl. CJomments requested by 820330 W/o end. 

GRENIER.B.L Technical Support Branch. 82/03/25. DAVIS.P.R. Office of the General 
Counsel. 2pp. 30503;34a-305D3.344. 

-8505200482 Forwards std order for DOE work for FINs A-0428 & A-0390, "Seismic 
Characterrzatlon of Eastern US " W/o end 

ARSENAULT, F.J. Division of Health, Siting & Waste Management FIN A 0428 62/ 
03/26. LAQRONE.J Energy. Dept of. lipp 30503.345-30503 365, 

-6505200537 Forwards final statement of work for "Selsmlo Hazard Characterization of 
Eastern US " 

GRENIER.B I Technical Support Branch FIN A 0390 82/04/16 DAVIS.P.R. Office 
of the General Counsel lipp 30503 356-30504.004. 

-8505200541 Documents receipt of work statement for "Seismic Hazard Characteriza- 
tion of Eastern US '* Federal Advisory Committee Act not applicable to prolect 
DAVIS, PR Office of the General Counsel. FIN A-0420 82/04/22 GRENIER.B L. 
Technical Support Branch 2pp. 30504 005-30504:006 

-8505200543 Requests listed documents re FJN A'O420, "Seismic Hazard Charactenza- 
lion of Eastern US," to complete official file 

GRENIER, B.L Technical Support Branch IN A-0428 82/04/30 IBRAHjM.A Division 
ot Engineering. Ip, 305Q4 ’.007^30504 '.007 

-0505200546 Confrrms agreements reached re FINs A-0420 & A-0390, "Selsmlo 
Hazard Characterizallon of Eastern US" Unexecuted std work order for DOE work 
end 

yOLLMER,R H. Division of Engineering FIN A-0428 82/05/05 ARSENAULT, F J. Dl 
vision of Health, Siting & Waste Management. 3pp 30604 008-30504:010 

-8^5200550 Discusses conflici of Interest issue re use of TERA Corp for "Seismic 
Hazard Characterization of Eastern US." TERA specific work effort under contract 
must be obtained 

GRENIER, B L Technical Support Branch FIN A 0428. 82/05/06. IBRAH1M>\. Geosci- 
ences Branch Ip 30504:011-30504:011 

-8505200652 Forwards unexecuted atd order for DOE work for FINs A-0428 & A-03fiO, 
"Seismic Hazard Characterization of Eastern US.'* 

ARSENAULT.F J. Division of Health, Siting & Waste Management FIN A-0420, 82/ 
05/07 LAQRONE,J Energy, Depl of 13pp. 30504 01 2-30504 >024. 
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-6506200566 Forwards executed $td order for DOE work for FIN A-0428 2. "Sefsmic 
Hazard Characterization of Eastern US " 

KNUCKLES, E J Energy, Dept of. FIN A>042e.2 82/07/00 CORLEY, D Office of Nu- 
clear Reactor Regulation, Director, ip 30504 061 -30504-061 


^8505200122 Application to terminate Uconse 10-01426-14 for Lockheed Georgia Nu- 
clear Lab due to present decommissioning of license 

HAM.MM Lockheed Aircraft Corp 72/04/14 JOHNSON.LE Atomic Energy Com- 
mission Ip 30506 340-30506 350 


-8505200560 Executed eld order for DOE work "Seismic Hazard Charactonzatlon of 
Eastern US," Issued to LLL 

VOLLMER.R H Division of Engineering. MACRUSKY.J Lawrence Livermore National 
Laboratory. FIN A-0428-2 20-82-339 82/05/ OS 1p, 30504.062-30504 062 

-6505200581 Forwards proposal, "Seismic Hazards Characterization of Easlerrt US,‘* 
for consideration 

COUREY.CJ. Uwrence Uvermore NaUonal Laboratory FIN A-0390 82/07/28. 
ARLOTTO,G A Division of Engineering Technology. 33pp. 30504 063-30504.096 

-8605200563 Requests deobligation & reprogramming of technical assistance funds 
from FIN A-3349 to FINs A-0428 & B 0752 

VOLLMER.R H Division of Engineering FIN A-3349 62/09/03. FUNCHESJ. Planning 
& Program Analysis Staff. 2pp 30504*096-30504 097 

-6505200586 Forwards unexecuted std order for DOE work for FINs A-0428 & A-0390, 
"Seismic Hazard Characterization of Eastern US " providing Incremental funding to 
continue project during FYB2. 

VOLLMER.R H. Division ol Engineering FIN A-0428 82/09/21 LAGRONE,J.B 
Energy, Dept, ol. 3pp. 30504 098-30504*100 

-8505200569 Requests listed documents re FIN A-042d, "Seismic Hazard Characteris- 
tic of Eastern Us," (second notice) 

GRENIER.B.L, Technical Support Branch FIN A 0428 82/09/22 IBRAHIM, A. Geosci- 
ences Branch Ip 30504*1 01 -30504* 101. 


-8505200572 Fonwards executed std order for DOE work for FIN A-042e-2. "Seismic 
Hazard Characterization of Eastern U5," 

ADAMS, C. Energy, Dept. of. FIN A 0428-2 82/09/30. CORLEY, D Office of Nuclear 
Reactor Regulation, Director 1p. 30504:102-30504:102 

-8505200574 Executed std order for DOE work "Selamlc Hazard Characianzallon of 
Eastern US." Issued to LLL. 

VOLLMER.R.H Division of Engineering. NEEDHAM, A Lawrence Uvermore National 
Laboratory. FIN A-0428-2 20-82-678. 82/09/21. 1p 30504*103-30504*103 


-8506200576 Forwards unexecuted std order for DOE work for FINb A 0428 & A-0*390, 
"Seismic Hazard Characterization of Eastern US " 

VOLLMER,R.H. Division of Engineering. FIN A 0428. 82/10/20. UGRONE,J0 
Energy, Dept ol 4pp 30504 104 30504:107 


-8505200581 Forwards executed std order for DOE work re FIN A-0428, "SelsmIo 
Hazard Characlerizallon of Eastern US," modifying statement of work. 

ADAMS, C Energy, Dept of, FIN A-0428. 82/12/06 CORLEY.D Office of Nuclear Re- 
actor Regulation, Director Ip 30504*112-30504.112. 


"8505200603 Std order for DOE work: "Seismic Hazard Gharactertzalion of Eastern 
US," Issued to LLL 

VOLLMER.R.H, Division of Engineering NEEDHAM, A, Lawrence Uvermore National 
Laboratory. FIN A-0428-2. 20-83 043. 82/10/20. 2pp 30604 113-30504:114. 


"8505200589 Advises of H Lefevre appointment as project manager for Geosciences 
Branch on 830101 for period of 1 yr, 

JACKSON, R E Geosciences Branch. FJN A-042a. 82/12/06 LEFEVRE, H Geosci- 
ences Branch. Ip. 30504.116-30504.116 


-8505200594 Forwards comments on LLL draft questionnaire for seismic experts on 
earthquake recurrence & upoer magnitude cutoff. 

KIM0ALL.J. Geosciences Branch. 82/12/22. JACKSON,RE. Geosciences Branch 
3pp 30504*118-30604*118 

-8605200506 Summary of 821216 meeting w/LLL at lab re Eastern US seismic hazard 
characterization program, 

KiM0ALL,J. Geosciences Branch. FIN A-0420. 82/01/04. JACKSON, R.E. Geosci- 
ences Branch. 4pp. 30504:1 19-30604:1 22. 

-8505200602 Forwards unexecuted std order for DOE work for FINs A 0428 & A-0390, 
"Seismic Hazard Characlerizallon of Eastern US," providing incremental funding for 
continuation of project during FY83. 

VOLLMER.R.H Division or Engineering. FIN A 0428. 03/01/26. LAGRONE.JB 
Energy, Dept. of. 4pp. 30504* 123-30604,126. 

-8505200612 Forwards executed std order for DOE work for FIN A-042e-2, "Seismic 
Hazard Characterization of Eastern US " 

ADAMS, C. Energy, Dept. of. FIN A-0428-2. 63/03/31 CORLEY, D Office of Nuclear 
fleaclor Regulation, Director. 1p. 30504:132-30504:132. 


-6605200 1 29 Advises of termina lion o f lice n sa 1 0 0 1 425- 14 

NUSSBAUMER.DA Atomic Energy Com mlaslon 72/CM/2S HAM.W M Lockheed Air- 
craft Corp. 1 p 30506 351 -30500 35 1 

-8505200132 Fonvards renewed License SNM-260 License does nol authorize Insertion 
of mails Into nuclear reactor ^ 

LAYFIELD,R Atomic Energy Commission 68/09/04 DEWAR Lockheed Aircraft Corp 
Ip 30506.352*30508 352 

-8505200138 License SNM-260 for Lockhoed-Qeergia Co.aulorizing use of U-235 iso- 
tope 

LAYFIELD,R L. Atomic! Energy Commission. 68/09/04. 3pp. 30506*353-30606365 

-8505200141 Advises of Issuarvce of Amend 1 lo License SNM-260 fer Lockheed •Geor- 
gia Co, authorizing use of mall In accordance w/08O619,OBO2 & 690107 Itrs 
LAYFIELD.R.L Atomic Energy Commission. 69/01/28. HAM,M.M. Uckhoad Aircraft 
Corp Ip 30506*356 30506*356 

-8505200144 Advises of issuance of Amend 2 to License SNM-260 (or Lockheed Geor- 
gia Co.autherizlng use of matl in accordance W/630619»0802,690107 & 0505 Itrs. 
LAYFlELO,fl.L Atomic Energy Commission 69/05/19 DEWAR, M A Lockheed Air- 
craft Corp. Ip. 30508.357-30506 357. 

-8505200160 Advises that cerlaln authority re License SNM-2>&0 will be fransfered to 
State of GA effective on 691215,Sla1usof AEC license conditions listed. 

MCBRIDEJA Atomic Energy Commission 69/12/12. DEWAR.M A Lockheed Alrcrafl 
Corp 2pp 30506358 30506359 

-8505200157 Compliance inquiry memo re miscellaneous decommissioning items fer 
Lockhead-Qeorgia Co, per BJ Youngblood 790929 telcon. 

BIDJNQER.G.H Atomfc Energy Commission. 70/10/13. ROY.GW. Aloimlc Energy 
Commission 2pp. 30506:360-30506*361. 

-8505200164 Advises of Issuance of Amend 3 to License SNM-260 for Lockheod-Gaor- 
gla Co, authorizing use of 375 g Pu-239 & 200 g U-235. 

WOOLS EY.R.T Atomic Energy Commission. 71/05/12. HAM,M M Lockheed Aircraft 
Corp. 2pp. 30606362-30507 001. 

-6505200166 Application lo cancel License SNM-260 Matl removed from site. 

HAM, MM. Lockheed Alrcrall Corp 72/04/05 JOHNSON, L.E. Atomic Energy Com- 
mission Ip. 30507 002-30507:002. 

-8505200172 Advises that Pu/Be sources have been picked up under State of GA 
license Slate amends authorizirm mall forwarded w/ 720405 Hr. 

HAM, MM Lockheed Aircraft c5)rp. 72/05/02. JOHNSON,LE. Atomic Energy Com- 
mission Ip. 30507.003-30507.003. 

-8505200198 Advises of termination of License SNM 260. 

WOOLSEY.R.T Atomic Energy Con\mtsslon. 72/05/04 HAM.M M Lockheed Aircraft 
Corp. Ip. 30507 004-30507 004 

-8505200204 Advises Dial matl under License SNM'260 transferred to other authorized 
IlcenseeSjper 720405 Hr & 720502 telcon w/H Worner.State of QA now covers con- 
laminated facilities 

WOOL8EY,R.T. Atomic Energy Commission 72/05/04. Alomic Energy Commission 
Ip. 30507:005 30507 005. 

-8505200210 Forwards Special Insp Repi 50-172/70-02 on 700909 Four Items of non- 
compliance noted. 

* Region 2, Allanla, Office of the OIreclor. 70/10/02. O'REILLY ,J.P. Region 2, Atfanla, 
Office of the Director Ip. 30507.006-30507:006. 

-8505200216 Special Insp Rapt 60-172/70-02 on 700909. Noncompliance noted grab 
samples nol collected,diesel generator not started on weekly basis or 
checked, operating Instrumenlatlon nol maintained & safely committee failed to mael. 
LEWIS.R.C., PEERY.W.W , SEIDLE.W.C. Region 2, Atlanta, Office of Ihe Director 70/ 
10/02 lOpp 30507.007-30507:016 

-8505200225 Ack receipt of 700926 Ur re nDncompHanco noted in Insp on 700909 Cor- 
rective actions samples collected weekly from primary cooling sys for analysis & new 
procedure written for generator check 

ORMSQY.R B. Lockhesd Aircraft Core. LGO/301698 70/10/14. DAVIS, J.Q Region 2, 
Allanta, Oflfco of the Dlreclor. 4pp. 30507:01 7-30507:020 


-8505200617 Executed std order for DOE work* "SelsmIo Hazard Characterization of 
Eastern US." Issued to LLL 

VOLLMERfR.H. Division of Engineering. SCHALIN,E. Lawrence Livermore National 
Laboratory. FIN A-0420.2. 20-83 256 83/01/26 Ip. 30504:133-30504:133. 


-8505200230 Forwards licensee reply re noncomplldnco,per 700925 Itr. Satisfactory 
action Gompleled by licensee. 

SEIDLE,W Region 2, Atlanta, Office ol the Director 70/10/21. O'REILLYJ.P. Region 
2, Atlanta, Office of tfie Dlreclor 2pp. 30507.021-30507:022. 


8605200067 FOIA request for three categories of documents re 1967 accident at Radi- 
ation Effects Lab or "hot cell" at Georgia Nuclear Lab,Dawsonvllle,GA 
BREMAN,V.A Legal Environmental Assistance Foundation. 84/09/11. Office of Ad 
ministration, 1 p, 30506.308-30506:308. 

I request for three categories of documents ra al- 
Effecls Lab or "hot cell" at Georgia Nuclear 
pp A.Documents also available In PDR. 

Records, 84/10/25. BREMAN.V,A Legal Envlron- 
30506:309-30507.276 

-8505200109 Amend 1 to License 10-01425-14 for Lockheed Georgia Co, amending li- 

CHI^OOD.a^f’ Atomic Energy Commission. 68/07/22. 31pp. 30606.31 4-30506 344, 

-8505200115 License 10-01425-14 for Lockheed-Georgia Co, authorizing possession of 
up to 50,000 Cl Co-60. 

lvrCBRIDE,J.A. Atomic Energy Commission 67/06/28 2pp. 3O5O0*345-3O5O6*346. 


8505200080 Partial response to FOIA 
leged 1967 accident at Radiation 
LfiHj.Foiwards documents listed In A| 
FELTON,J.M. Division of Rules and 
mental Assistance Foundation. 6pp. 


-8505200238 Requests release from control items which meet smearable contamina- 
tion std & which have residual radfaUon levels ol less than .2 m rad /hr at 1 cm,per 
700422 guldellnesProposed release due to unique decommissioning problems 
DEWARIMhA. Lockheed Aircraft Corp. 71/02/02. Atomic Energy connmisslon 6pp 
30507.023-30567.028 

-8505200265 Lists elements of decommissioning plan.per Stale of GA &. AEG 710211 
agraemdnt.Termina6on of OL R-66 will occur simultaneously w/issuance of State of 
GA license. 

DEWAR.M. A, Lockheed Aircraft Corp, LQD/304537, 71/02/22 Atomic Energy Com- 
mission 2pp. 30507,029-30607.030. 

-8505200261 Foiwards Amend 10 to License R-06,p0r 700814 8 710129 requests & 
FR notice Amend permits company to own, but not operate reactor & reduces surveil- 
lance & staffing requirements 

SKOVHOLT.DJ Atomic Energy Commission. 71/03/01 POOHE.H.L Lookheed Air- 
craftCorp. Ip. 30607*031-30507.031. 


"6505200119 Amend 2 to License 10 01425-14 for Lockheed-Georgia Co, authorizing -8505200265 Amend 10 to License R-86, permitting possession of reader A reducing 

use of 1 7.000 Cl Co-60. surveillance A staffing requirements 

CHITVVo6d.R.B. Atomic Energy Commission. 69/11/03, 2pp. 3O5O6'347'3O5O6.340. SKOVHOLT,D J Atomic Energy Commission, 71/03/01 fi6pp. 30507:032*30507:056 
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-6505200270 Nolico of issuance of Amend 10 to iicenae R 06 
SKOVHOLT.OJ AlomFc Enerfly Commission 71/03/01 2pp 30507 067-30507 058 

-6505200274 Forwards item noncomplJance re coKeclinq & analyzing filter samples 
on weekly basis/or response Correcfnre actions for Hem will bo obsen/ed at next fnsp 
DAVIS, JG Atomic Energy Commission 71/05/22 OHWSBY.RB Lockheed Aircraft 
Corp 2pp 30507 069^30507060 

-8505200279 AdVises that atr sample filler at roacfor demineralizer bldg entrance sam- 
pled on bhveekly schedule since 710201 Schedule reestablished on 7 1051 9, par JG 
Davis 710522 Ur ro item of noncompirance 

ORMSBY.R B, Lockheed Aircraft Cdrp. LGD/306563 71/00/02 DAVIS,J G Region 2. 
Allan la, Office of the Director 1p 30507 061-30607 061 

-8505200284 Forwards licensee 7t0522 ropfy to noncompliance form Satisfactory 
action completed by licensee Ack sent to license a, per PI 0900/1 
SEIDLE,WC Region 2. Alfanta, Office of the Director. 71/06/11 0'REILLY,JP 
Region 2, Atlanta, Office of the Director Ip 30507.062-30507 062 

-8505200288 Forwards Insp Repi 50-172/71-01 on 716519 Mem of noncomplianc© 
noted 

SEfDLE.WC Region 2, Atlanta, Office of the Director 71/07/01 KEPpLER,JG. 
Regcan 2, Atlanta, Office of the Director 2pp 30507 063-30507 064 

-8505200293 fnsp Rept 50-172/71-01 on 710519 Noncompfiance noted filter sample 
from particulate air sampler nol collected & analyzed weekly^ 

LEWIS.R C . SUTH6RLAND.JT, SEfOLE.WC Region 2, Atlanta. Office of Iho Direc- 
tor 71/07/on7pp 30507 065-30507.071 

-8605200304 Forwards Insp Rept 5D-172/71 02 on 710714 No safety signffcanco or 
noncomplianc© observedTermmatlon of Uconse R B6 recommGnaod.per 710412 
Lockheed dacom missioning plan. Facility will be placed under State of GA ficonse 
SEfOLE.W-C Regloia 2, Alfanta. Office of tho Director 71/08/10 KEPPLER,JG 
Region 2, Atlanta, Office of the Director Ip 30507 072-30567 072 

-8505200309 Special (nsp Rept 50-172/71-02 on 716714,Ma|of areas 
discussed decommissioning jian & state ireense 

LEWIS,RC, SEIDLE.WC Region 2, Atlanta, Office of the Dfroctor 71/08/OD. 3pf> 
30507 073-30507 075 

-6606200317 Discusses Insp Rept 50-172/71 02 on 710714 No noncompflance 
detected Malor areas discussed decommissioning acttvitfes, transfafrhg records & se- 
lected exam proceduros 

DAVIS, JG Region 2, Allania, Offreo of the Director 71/08/12 ORMSBY.rB Lock- 
heed Aircraft Corp 5pp, 30507 076 30507 OGO 

-8505200327 Forwards list of licensees & licensee names for slate files per agreement 
between AEG & Stale of GA re regulatory fun efrons Following effective date of 
acres ment,AEC will perform regulatory Tunclions only for federal acMes 
DAVIS,JG Region 2. Atlanta, Oirico of the Director 69/12/10 VENABLE.JH Geor- 
gia, State of 7pp 30507 081-30507 087. 

-8605206333 Forwards decommissioning ptan,per 10CFR50,Requodts authority to de- 
commlssron reactor A dispose of components 

POORE.HL Lockheed Aircraft Corp LQD/305347 71/04/12 Atomic Energy Com- 
mission, 2pp. 30507 088-30507,089 

-a50520033a*‘DocominissloaFngPIan'’ 

* Lockheed Aircraft Corp 71/04/12 4pp 30507.090-30507.093 

-8505200344 FoAvards ofdor terminating License R-86 & Amend 6 to Indemnity Agroo- 
ment B-24,(efmInatmg indemnity coverage 

SKOVHOLT.DJ Atomic Energy Commission 71/08/31 FOORE.WL Lockheed Air- 
craft Corp Ip 30507 094-30537,094 

-8505200350 Order termlnalJng License R-aS & Indemnity Agreement 0 24 
MORRIS, PA Atomic Energy Commission 71/08/31 2pp 30507095-30607 096 

-8505200354 Advises that Lockheed Corp applied for authority to dispose ot Internals & 
lo decommission reactor per 710412 Ur Stab of QA will assume regulatory control of 
remaining mail. 

WCX)DRUFF.RW. Operating Reactors Branch 1 (Pre 781030) 71/05/27 OpoiaUng 
Reactors Branch 1 CPre 791 MO) Ip 30507 097-30607 097 

-8505200359 Requosts arfdl sfalemenl from AEG r© present position w/ respect to 
Slat© of GA license & final ameltoralions of fcstricllons on property Statement will be 
used aa expfanatlon to City of Allania to satisfy option agreement 
FOflBES,G R, Lockheed Aircraft Corp 72/03/30 Atomic Energy Commission 2pp 
30507 0 98 30507.099. 

-8505200382 Forwards 10CFR150 of AEG regulations, per 720330 request for delinifion 
of Agreement Slat© AEG regufatory authorfCy over Licensee 10-01425-14 & SNM-260 
ceased w/ listed termlnalton dates W/o ends. 

BLANC, G A Atomic Energy Commlsston 72/05/05 FORBES, Q R Lockheed Aircraft 
Corp. 2pp. 30507-100-30607-101, 

-8505200363 Forwards list of cases investigated dtinng 721204 05 visit to Georgia Dept 
of Human R6sources,Atlanla,GA-State of GA noted tor issuing licenses based on In- 
sufficient Info. Problem caused ^ turnover of personnel Rolated info ©ncl 
DAVIS, FC Atomic Energy Commission, Directorate of licensing, 73/01/04. 
BLANC, Q A. Atomic Energy Commission. 20pp, 30507 102-30507'109 

-8505200371 PNO-70-1 lO.on 760512,Re9foni II notiflod of media Interest r© concern 
lhat unresiricted use of decommissloniirig facility allowed by State of QA from 1971 
until 1976 & fenced area not adequatefy Sliced Related Into ©net 
WEVER.R J,, HIGGINBOTHAM, L Dlroctor’s Office, Office of inspection and Enforce' 
ment 76/05/16 40pp. 3 0507r 190-30507:231. 

-8505200378 Notifies of 701020 meeting [n Atlanta ,GA lo discuss resuhs of Oawson- 
ville oyorfllghi conducted by E6&G 

HUFHAM/W. Region 2. Allania, Office of tha Director. 78/10/18 ASHLEY.EC. As- 
sistant Dfrector for Stale Agreomenla Programs Ip. 30507 232-30507 232. 

-8505200383 Forwards 720330 A 0505 ilrs between NRG & Lockheed-Georgla clarify- 
fng disposition of she & ack Stale of GA regulatory eulhonty over decommissioning of 
facility A NflC 710631 order terminating LIconse R-86.W/0 oncls. 

KERR.G.W. Assistant Director for Slate Agreements Programs. 78/10/18 
TEDFORD.C. Georgia, Stale of. Ip. 30507:233-30507:233. 


-6505200387 Ack receipt of 780830 Hr re Slate of QA role as Agreement State Mealing 
lo discuss program.tour tab, fad lilies demonstrate equipment & present regulatory 
poficy & long-range plans welcomed 

LEDBETTER, JL Georgia, State of 78/11/02 RYAN.R Office of State Programs, Di 
rector 2pp 30507*234-30507 238 

-8505200303 Summarizes 781020 bnefing w/EG&G & Slate of GA in Dawsonvjlle.GA 
re flyover survey of Lockheed-Georgia facility Agreement reached to show media 
survey results Related Into end 

ASHLEY.E C. Office of Slate Programs, Director 78/11/30 Office of State Programs, 
Director 37pp 30507 239-30507 276 

8505200595 Further response to FOIA request for NRR assessment & all reviews &/or 
comments re integrated program developed to outline near-term OL workload.per 
EDO 840625 memo Forwards App A documents Memo from EDO to Palladino not 
found, 

FELTON, JM Division of Rules and Records 84/10/19 ADATO.M Union of Con 
Gorned ^feolists 4pp 30525 001-30526320 

-6405290006 Requests technical assistance funds be provided to replace funds ex- 
nded to support higher lhan expected level of effort of contractor Funds needed by 
0601. 

DENISE,R.P Region 4, Office of Director FIN A-6701 84/06/17 CRUTCHFIELO,D 
NflC - No Detailed Afniiation Given. 2pp. 30525 057-30525 058. 

-8406200520 Requests $180,000 tor Region IV to complete technical assistance ©florls 
for outstanding regulatory actions 

DENTON, HR 01 fica of Nuclear Reactor Regulation, Director 84/06/08 BARRY, LW 
Office of Resource Management, Director. Ip 30526 050-30625 056 

-8406200527 Submits mid-yr resource estimates for near-term OL & operating plan re 
views for remainder of FY84 Request submilled 840428 should be Increased by 52 5 
ifiilfion. 

DENTON, H R Office of Nuclear Reactor Regulation, Director 84/05/29 BARRY, L W 
Office of Resource Management, Director. 2pp 30525.010-30525.047 

-8406260653 Submits revised resource estimates for completion of outstanding llcens 
irw Items Obligation of $200,000 (casework) & $75,000 (mgt support) to fund work 
scheduled to start before 840630 requested 

EISENHUT.D.G Division of Ucensing FfNA-6819 84/06/20 PUNCHES, JL Planning 
& Program Analysis Staff. 2pp 30525 000-30525*009 

—8407260398 AoMsos that Integrated schedules for fisted plants developed in accord 
ance w/840525 memo Finalized & approved schedules will become part of monthly 
ropl 

EISENHUT.OG Division of Licensing 84/06/20 Region 1, Office of Director 169pp 
30526165-30525 332 

-8408130148 Submits rept re status of insp & licensing actions required tor 
OL Supporting documentation end 

KNIEL,K. Divlsioh of Safety Technology. 84/08/07. EISENHUT.DG. Division of Li- 
censing 38pp 30525127-30525164. 

-6408230030 Submits update on facility Integrated schodule.per 840525 & 30 
requesls.Schedules of actions remaining since 840601 include 
licensing, hearings, Inspa, allegations & Commission actions 

STOLZ,JF Operating Reactors Branch 4 84/08/15 EjSENHUT,D Division of Licens- 
ing. 33pp 30525 096-30525.126. 

-8505200629 Responds to 840620 & 0731 memos re FIN Plan Change 14 & technical 
assistance funding needs for NRR, IE & Region IV Mods to DIv of Lfcensinn FY84 FJN 
Plan listed 

FUNCHES.JL Planning & Program Analysis Staff. FIN A-0802 84/08/16 
EISENHUT.D.G Dwision of Licensing Ip. 30525 005-30526 005. 

-8505200640 Fonwards esllmated FY84 funding needs for Comanche Peak, Waterford 
& WoH Creek, in respone to 840724 memo re technical assistance. 

EISENHUT.DG Division of Llcensinfl FIN A-6at9, 84/07/31. PUNCHES, J.L Planning 
& Program Analysis Staff. 2pp 30526 006-30525*007. 

-8505200655 AdWseg that addi technical assistance funds provided to Region IV in 
form of financial pian change & allotment from internal agency funding as of 
640702,D6r 640608 request 

BARRY.lW OfRce of Resource Management, Director. 84/07/06 DENTON,H R. 
Office oi Nuclear Reactor Regulation, Director. Ip 30525 048-30525 048 

-8506200657 IdenLfies mgt contacts for listed plants.ln response to 840530 memo re 
actions for plants w/near-lerm licensing acltvlty. 

COLLINS, JT. Region 4, Office of Director. 84/06/14. DENTON, HR. Office of Nuclear 
Reactor RegulaUon, Dfreclor. Ip, 30525.049-30525 049. 

-8505200660 Provides recommendations for licensing activities in response to W Dircks 
memo re actions for plants w/near-term OL 

COLUNS.J.T Region 4, Office ot Director B4/05/31 DEYOUNQ.RC Director's 
Office, Office of inspeetkm and Enforcement. 2pp. 30526 059-30526 060 

-8505200663 Provides recommendations re licensing actions required for facility OL. 
KNIEL.K. Generic Issues Branch 84/07/02. EISENHUT.D.G. Division of Licensing 
19pp, 30525 061-30525 079. 

-8505210063 Rev 1 lo "Licensing Activllies Schedule for Restart of San Onofre Nuclear 
Generating Stalio#>,Unrt 1." 

* NRC - No Detailed Affiliation Given. 64/08/31 10pp. 30525 080-30525 069 

-8505210069 Rev 1 to "LJcenslng Activities Schedule for Full Power & Fuel Load of 
Diablo Canyon Nuclear Power Plant, Units 1 & 2." 

* NRC - No Detaiied Affiliation Given 64/08/31. 6pp 30526*090-30525 095 

-8505210133 Forwards OL review mgt rept for Jul 1904 re status of plants Markup of 
enci rept requested by 840816 

EISeNHUT.D G. Divi^n of Ucensing. 84/07/30 Region 1, Office of Director 128pp 
30526333-30526 097. 
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»85052101d6 Requests asslstence in ensuring that one! plant status repts accurate & 
provide adequate basis for development of near- term OL mgt plans Response re 
quested by 840501 

DENTON, H R Office of Nuclear Reactor Regulation, Director 04/04/26 Region 1. 
Office of Director 79pp 30626 098-30526176 

>'8505210221 Forwards OL review mgl rept for Aug 1084 ro status of plants Markup of 
end rapt requested by G41D05 

EISENHUT.D G Division of Licensing 84/09/24 Regfon 1, Office of Director 144pp 
30520 177-30526 320 


»05CI 521 0091 Application to amend Liconse 12- 1374 3-01, deleting listed sealed sources 
wWch have been disposed vra AVCO Sves, License 1 2-1 1 286 01 Texas Nuclear 
Model 5178 ta be added Record of 811029 telcon end Fee paid 
WIIKJNSON.W A Pfizer, Inc 81/07/08 Division of Fuel Cycle & Material Safety 3pp 
30524 152-30524 154 

*>8505210099 Forwards Amend 5 to LPcense 12-13743-01 Notes that sourcQ holder ref- 
erenced in 810708 application Model 51 78 A not 5178 

HOLT,BJ Regions, Office of Director 81/11/05 WILKINSON.WA Pfizer, Inc Ip 
30524 155-30524 155 


8506210003 FOIA request for radioactwo mall license applications w/ supporting docu 
mentation for Hercules,! nc, Pfizer, Inc, Jonos & Laughtin Steel Corp & Health Physics 
Svcs,lnc 

MIKOWSKI.J Standard Nuclear Consultants. Ltd 84/08/21 FELTON. JM Division of 
Rules and Records Ip 30524 006-30524 006 

8505210006 Responds to FOIA request for radioactive malls license applications w/ 
supporting documentation & license amend applications for spocified 
licenses Forwards App A documanis 

FELTON, J M Division of Rules and Records 84/09/25 MIKOWSKU Standard Nu- 
clear Consultonls, Ltd 5pp 30524 007-30524 284 

-*7905070379 Application for renewal of License 13-13300 01 & related amends author- 
izing use of Cs 137,Kr-85 & Am'241 contained In sealed sources to be used In 
Ohmart Model HM 8, Industrial Nucleonics Model 0 2 
HIQUET,HA Hercules. Inc 09456 79/04/06. 9pp 30524:012-30524 022 

"8001040343 Application for amend of Ucense 13-13300-01 Amend authorizes Sr- 
90,Kr-B5,Pm-147 & Cs-137 in sealed sources for film thickness measurement 
HIQUET,HA. Hercules. Inc 02069 79/ 1 2/03. 32pp 30524 023-30524 054 

"6006110250 Forwards Amend 10 to Matl/Byproduct Ucense 13-13300-01 Indicates 
that request to use devices mfg by Yokogawa Is under review. 

PETTIJOHN.SL Materials Licensing Branch 00/02/03 HIQUET.HA Hercules, Inc 
Ip. 30524 058 30524 056 

-8008110255 Amend 10 to License 13* 13300-01, adding C8-137 sealed source for use 
in Ohmart Model SHLG-1 source holder for thickness nteasuremeni 
PETTIJOHN.S L Region 3, Chicago, Office of the Director 80/02/08 Ip 30524 057- 
30524 057 

-8101270772 Submits addi fnfo requesled by NRC Hr re applwation lo amend Uconse 
13-13300 01 Sources from Japan Installeo & calibr Raofation surveys & leak wipe 
tests performed 

KORZINEK.CJ Hercules, lf>c 04093 80/10/29. PETTUOHN.S Region 3, Chicago, 
Office of the Director 6pp 30524 058-30524-063 

-B506210009 Requests certification review of gauging devices mfg by Yokogawa of 
Japan for License 13-13300 01 Application encF W/oencL 

PETTIJOHRS L Region 3, Office of Director 80/02/06 SINGER, B Material Cerlifica- 
tion & Procedures Branch Ip 30524 055-30524 055 

-3505210019 Forwards application for amend to License 13-1 3300 01 .Mails under 
Items 8 4 & 8 5 Will bo used for QC checks on film produced Foe paid 
HIQUET.HA Hercules, Inc 05114 81/06/19 Division of Fuel Cycle & Material 
Safety. Ip 30524 064-30524 064 

-8506210025 Application to amend License 13-13300 01, authorizing use of listed mails 
for measurement of film thickness 

HIQUET,H.A Hercules, Inc Bi /OB/18 7pp 30524 065-30524*071. 

-6506210027 Remits foe for amend lo License 13-13300-01 Previous payment never 
cashed Stop payment ordered on chocks 

HIQUET.HA. Hercules. Inc 05114 81/09/15. MALLETT.B. Region 3. Office of Direc- 
tor ip 30524 072-30524 072. 

-6506210032 Responds to 81 1002 & 06 requests for add! info re application for amend 
to License 13-13300 01 Six items of concern addressed In end manuals, drawings & 
onsw^rs* 

HIQUEtIha Hercules, Inc 05116 81/10/07 HOLT.BJ Regton 3. OfHco of Director. 
59pp 30524 073 30524 137 

-8505210038 Forwards Amend 13 to License 13-13300-01.Note8 Condition 16 ro 

S er operation of source holder shutters, amended for clanty Condition 20 added to 
orize specific Individuals to enforce lock-oul procedures 
HOLT.BJ Region 3, Chicago. Office of the Director <81/03/01) 81/10/16. 
HIQUET.H.A l4rculos, Inc Ip. 30524 138-30524.138, 

-0506210042 Application to amend License 13-1 3300-01, to Include Ludfum Model 14C 
high/low level g m survey meter which replaces Nuclear Chicago Model 2688 survey 
meter Calibr procedures & froquency of calibr of new Inslrumont confirmed Fee paw 
HIQUET.H A. Hercules, Inc 05583. 81/11/04. Regiort 3, Chicago, Offteo of Iho Dlrec- 
lor (81/03/01) Ip 30524 139-30524.139. 


“0505210104 Amend 5 to UconsG 12-13743 01 for Pfizer, Inc, authorizing use of Texas 
Nuclear Models 5178A & 5190 as source holders for level & density 
measure mcnl, respectively. 

MALLETT.B S Materials Licensing Branch 81/11/05 Ip 30524 156-30524 163 

"6505210110 Forwards Amend 6 to License I2>13743 01 
* Region 3, Olficoof Director. 84/07/11. Pfizer, Inc 1p 30524 164-30524.165 

"0505210120 Forwards revised application lo amend License 13-18804-01 to permil 
use of Texas Nuclear MOLA Coke rnoislure sys originally dated 810409 Uconse 
should also bo amended in entiroty 

RA2UMICH,JF. Jonos A Laughfin Steel Corp (subs of LTV Co.) 04343 81/06/12 
COOPERJ Region 3. OffScoof Director Ip 30524.166-30524 166 

"0505210127 AppIleaUon (o amend License 13-16804 01, authorizing two Texas Nuclear 
MOLA coke moisture sys Lookout procedure for gauges listed 
RAZUMICH.JF Jonos & Laughlin Sloel Corp (subs of LTV Co). 61/06/12 
COOPER, J Region 3, Chicago. Offfco of the Director (81/03/01) 2pp 30524 167- 
30524 166 

“0S€ 521 0129 Forwards Amend 1 lo License 13-16604 01 
MALLETT.B S Region 3, Chicago. Omce of the Director (81/03/01) 81/07/08 
RAZUMICH.JF Jonos & Uughlfn Steel Corp (subs of LTV Co) Ip 30524 169 
30624 16B. 

"0505210146 AmerKf 1 to Uconse 13-16804 01 for Jones 8 Laughlin Steel 
Corp.am ending license in entirety. 

MALleTT.BS Materials Ucensing Branch. 81/07/00. 6pp 30524 170 30524 175 

“0$O$2tO162 Submits annual ropt on distnbulfon of radioactive matls for Jul 1981 • Aug 
1982 per condition of License 1 3-18004-01 Blast furnace surveys listed 
MIHALIC,J.M. Jones 8 Laughlin Steel Corp. (subs, of LTV Co] 1936 82/11/26 Divi 
Sion of Fuef Cycle & Material Safety tp 30524-1 76-3 0 524* 176 

-8605210207 Application for ilcenso.requesllng authorization of listed licensed mat) for 
use in moisture & density gauges 

RAZUMICH,JF Jones & laughlin Steel Corp (subs of LTV Co) 61/06/tS 14pp 
30524 177-30524 190 

-0505210214 Fonvards application for amend to License 13-18804 01, requesting au 
Ihonzalion of Sourco Oovlco Model TGSA 770-A5 gauge sys 
MAMMARELLI.AA Jonos & Uughlin Steel Corp (subs of LTV Co) 75261 83/07/ 
07. Region 3, Office of Director. 2pp 30524 191-30524 162 

-8505210223 Application to amend Liconso 1 3-1 BB04 01, authorizing use of C60 in 
sealed source lo control level of motion sleel in continuous casting of steel slabs Foo 
paid 

CAMINO.LD Jones & Laughlin Steol Corp (subs of LTV Co) 76261 83/07/18 
24pp 30524-193-30524 216, 

-8505210236 Forwards matl ro Uconse 19-19791-01 per FOIA Request 84-698 List of 
correspor^donco oncL 

ALLAN, JM Region 1, Office of Director 84/09/14 ROBINSON, L Office of Admmis- 
iralion 2pp. 30K4 217-30524:218 

-8505210243 Forwards application for license 
0*NEIL,H B, Health Physics Sendees, Inc, Potomac, MD 08235 81/06/10. Materials 
Ucensing Branch 1 p 30524'2 1 9 30 524 2 1 9 

-0505210247 Application for lice nse.au Iho ri zing use of Cs-137 & Ba-133 In sealed 
sources for dose calibrator accuracy measuromonts Fee paid 
O’NEIUH.B. Health Physics Soivicos, Inc, Potomac, MD 0B235, 81/06/09 25pp 
30524-220-30524 244 

-8505210251 Requests listed addI Info re 810G09 appiication for license Transport & 
handling procedures need to bo described. 

GLENfjXe Region 1, Office of Director. 06235 61/08/20, O'NEIL, H B. Health Phys- 
ics Services, ff>c., Potomac, MD Ip. 30524-245 30524 245 

-8505210256 Responds to NRC 810620 request for addi Info re 810609 application for 
liconso.Usl of users & training documentation and 

O'NEIUHB Health Physics Services, Inc, Potomac, MD 08235. 82/01/08 
GLCNN,J.E Region 1, Philadelphia, Office of (he Director (81/03/01) ISpp 
30524 246 30524-263 


"8505210062 Ack receipt of 811104 amend request for Uconse 13 13300-01 ro acquis) 
lion of Ludlum Model 14C survey motor Corrected copy ol Amend 13 lo license orwl 
HOLT.BJ Region 3, Office of Director 82/02/01 HIQUET.HA. Hercules. Ino Ip 
30524-140 30524-140 


-0606210068 Corrected Amend 13 to License 13-13300-01 lor Hercules.Inc, reusing 
Conditions 17 & 10 & adding Condition 20 re fock-oul procedures 
MALLEH.B S. Materials Ucensing Branch, 02/02/01 2pp 30524 141-30524.142. 

-6505210071 Amend 13 lo License 13-13300 01 for H0rcules,(nc.aulhon2lng use of 
listed sources for measurement of film thickness 

MALLETT.B.S Materials Licensing Branch 81/10/16 2pp 30524-143 30524 144. 

-0505210076 Ack receipt of application for renewal of Ucense 12-13743-01 ^ 

PETTIJOHN,5,L Materials licensing Branch 03570 80/07/22 WILKINSON.WA. 
Pfizer, Inc Ip 30524. 14S-30524 145. 

-'8505210084 Application to renew License 12-13743 01,authoridng use of listed licen 
sedmatl for density measurement & level measurement Fm paid 
WILKINSON.W.A Pfizer. Inc 03570. 80/07/10. 6pp 30524.146-30624:161. 


-8505210260 Responds to 620115 request for addi info re handling of calibr 
sources Calibr sources will bo handled w/ remote handling devices Disregard previous 
stalomeni that no special harKtling lools will be utilized, 

CAMPER, LW Health Physics Services, Inc, Potomac. MD 08235 82/01/18 
GLENN, J E. Region 1, Philadelphia, Of lice ol the Director (81/03/01). Ip. 30524 264- 
30524 264. 

"8505210264 Forwards Ucense 19-19791-01. 

GLENN, J.E- Region 1. Office of Director 08235 82/02/10 O’NEILL, HB Health 
Physios Services, fnc , Potomac, MD. 1p 30524-265 30524-265 

-0505210274 Ucense 19-19791*91 for Health Physics Svcsjnc, authorizing use of Cs- 
137 & Ba 1 S3 in sealed sources for calibr of Inslruments, 

GLENN, J.E. Materials Licensing Branch 82/02/19 3pp 30524:266-30524 268. 

-0505210302 Application to emend license 19-1 979 1-01, requesting authorization of 
addi rooatkm ot use, Previously used suite will be surveyed for radiation fields & remov- 
able contamrnallon.Diagram encF, 

CAMPER^LW, Health Physics Services, Inc , Polomac, MD 13392. 82/12/22 2pp 
30524 269-30524 270 
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~860'5210317 Applicalloo to amend License 19*1 9791 -Ol, adding CT Harjey & AS 
Chavez as aultionzed users Documentadon oJ training & experience end Fee paid 
CAMPiER.LW Heaflh Physics Services. Inc, Potomac. MD 16632 83/08/12 Bpp 
3052^.271-30524.278 

--6505210320 Forwards Amend 1 to License 19 19791-01 M Krog deleted as aulhonzed 
(JSor,per630d14r6qi;e$t 

GLENNJF Dfvism/i of Engineering & Technical Proarams 15632, 83/09/28 
OAMPEP.L. Health Physics Services. Tnc . Potomac, MD Ip 30524 279-30524 279 

-B505210327 Amend 1 to License 19-19791 01 lor Health Physics Svcs,lnc, a-uthonzrng 
HB O'Nell, LW Cemper.PN Fenton,RW 6iown, NE Parsons, AJ McAleer.CT Haney s 
AS Chavez as users of ricensed mall 

GLENH,J E Region 1. Office of Director 83/09/28 Ip. 30524 280 30524 200 

-8505210331 Application (o amend License 19-1 9791-01 .aulhonzing SO Krueger as 
user & deleting NE Parsons from ficense Documentation of Krueger training & experi- 
ence end Fee paid 

FENTON, PN Health Physics Services, Inc, Potomac. MD, 17144 84/03/01 2pp 
30524 261-30524:282 

-8506210337 Forwards Amend 2 to License 19-19791 01 
JERMAN,Pa Division of Engineering & Technical Programs 17144 84/04/02, 
FENTON.P N Health Physics Services, Jnc . Potomac, MD Ip 30524 283 30S24 283 

-6505210341 Amende to License 16-19791-01 for Health Physics Svcs.lnc, authorizing 
HB O’Neil, LW Camper.PN Fenton, RW Brown, SD Knjeger.Aj McAler.CT Haney or AS 
Chavez as users of licensed mall 

JERMAN,PC. Region 1. Office of Director 84/04/02, 1p 30524-2B4 30524.284, 

8505210134 FOIA request fe/ StI 8211, "Review of BWR Reactor Vessel Water Level 
Measurement Sys," lobe placed in POR,RDp!l ref in Generic Lti 84-23. 

PEDRO.J. NU$ Corp, CD-L/S-85-031 85/01/17. Drvislon of Rules and Records Ip 
30524 359-30524 359 

8505210142 Responds to FOIA request for non proprietary SU-8211, "Review of BWR 
Reactor Vessel Water Level Measuremeril Sys, Document available In POR. 

FELTON. JM Orvisran oi Rules and Records. 85/03/34 PEDRO, J NUS Corp 2pp 
30524 360-30524 361. 

6505210183 FOIA request for memos.documents.repis & correspondence re migration 
of radloaciwely contaminated keroserja at NRG ficensed burial ground a( West 
Valiw.NY 

RESNIKOFF.M Sierra Club. 94/12/03 Commissioners Ip. 30524:285.30524 285 

8505210193 Partial response to FOIA request for records re migration of radioactivefy- 
conlamlnated kerosene at NflC licensed burial ground at Wesl Valley, NY Forwards 
App A documents Search continuing. 

FELTON.JvM. Division of Rules and Records, 85/01/03. RESNfKOFF.M Sierra Club, 
3pp 30S24 266-30524 301 

-8405140272 Trip repl Of 831219.8401 17.18 8 24 visits lo Weal Valley, NY. ORNL.BNL 
& Pennsylvania Stale Univ/e spec lively re hydrogeology of facility disposal ereaXIsl of 
cLlt0nd€6s 0nc^ 

CLARK, AT Advanced Fuel Spent Fuel Lfcenaing Branch. 84/02/16 ROUSE.LC 
Advanced Fuel & Spent Fuel Licensing Branch, 10pp 30524 302-30524 311. 

-8407120004 Forwards "Plan for Diagnosing Solvent Conlaminatton at West Valley Fa- 
cility Disposal Area,*' draft rept W/o and. 

NICHOLSON.TJ Division of Health, Sillng 8 Waste Managemenl 84/07/05. 
FAKUNDiNY,RH New York, State of Ip 30524 316-30624 315 

-6505210199 Submits items of interest to Commission re spent fuel storage, West 
Valley 8 planned eutefde meetings 

ROUSE, LC Advanced Fuel A Spent Fuel Licensing Branch 03/12/21 DAVIS.J.G 
Office of Nuclear Material Safety & Safeguards,Oireclor. 2pp 30524.289-30524.290 

-8605210205 Forwards brief discusalon of contaminated solvent find In research monl- 
torinici well at West Valley low level waste disposal area, 

ROlisE.LC. Advancec Fuel 8 Spent Fuel Licensing Branch. 83/12/22. 
BROWNING.R NRC - No Detailed Affiliation Ghrea 5pp 30524 291-30524 295. 

-850521021 1 Confirms 6401 18 Visit to discuss disposal area, solidification processing & 
r^oducl & tow level waste forms from Union Carbide facility In Tuxedo.NY 
CLARK, TA Advanced Fuel & Spent Fuel Lfcenslng Branch. 84/01/12, DAVIS.R. 
Brook haven National Laboratory, tp. 30 524 '298-30624:296, 

-8505210227 Forwards "Characterization of Kerosene Base Tnbutyl Phosphate Solu- 
tion Transport at Wesl Valley Disposal Site " 

PERKfNS.R W Battelle Memorial Institute, Pacllfc Northwest Laboratories. 84/01/26, 
CLARK,!, Office of Nuclear Material Safety & Saleguards, Director Ip 30524'297* 
30524:297 

-6505210234 "Characterize lion of Kerosene Baas Tributyl Phosphate Solution Trarss- 
port at West Valley Disposal Silo " 

ROBERTSON.DE,, W(5gMAN,NA., PERKINS, R.W. Battelle Memcrial liislilule, Pacific 
North wesl Laboratories, 84/91/26, App 30524 29fl-30524;30t 

-8505210244 Forwards recommended ranga-fjndlng measuremanla of organic solve n Is 
migrating at West Valley R a nge-frnding survey should be carried out lo oslabllsh 
actual concentrations of organic constctuer^ts or tnbulyl phosphate In soil gases, 

PERK INS, R.W Battelle Memonal Institute, Pacific Northwest Uboraiorles. 84/06/06. 
CLARKJ. Office of Nuclear Matenal Safety A Safeguards.DIrector, 9pp- 30624:312- 
30524-314 

-^8505210263 Commenls on draft rept, "Plan for Diagnosing Solvent Containrnalion at 
West Valley Facility Disposal Area/ per NRC 640705 request 
FAKUNDINY,R.H New York. Stale of. FAKUNDINY.RK New York, Stale Unlv of, 
Albany, NY. 84/09/13, NICHOLSON,! J. Earth Sciences Branch 2pp, 39S24‘318- 
30524 358, 

8505210256 Further response lo FOIA request for aif documents re resolution of UCS 
840120 petition lo show cause on TMI-i emergency feedwater sys.Forwarrfa App A 
documents App B documents withheld (ref FOIA Exemption 5) 

FELTON, J.M. Division of Rules and Records. 84/10/16. WEISS, E R, Union of Con- 
cerned Scientists lipp 30623 344-30524:005. 


-8505210266 Advises that Commission approved recommendation to Issue end Itr to 
UCS denymg request that Commission rule on UCS show cause petition re TMI-1 
emergency feedwater sys (SECY-B4-92) Slaff requirements memo also end W/o 

CHILK.SJ Office of the Secretary of the Commission 84/04/24 PLAINE.HH Office 
of the General Counsel Ip. 30523 357-30523 357 

-8505210272 Responds to 040213 Hr re UCS petition to show causa on TMM emer- 

g ency feedwater sys Reasoning provided for denial of UCS request that Commisslor) 
ike furisdiction over petition Staff will provide requested Info 
CHILK.S J. Office of the Secretary of the Commission 84/04/24 WEISS, E R Lfnfon 
of Concerned Scientists. 2pp 30523 358 30524 003 

-8505210279 Advises that Commission expects petitions to NRC to be fairly evaluated 
w/o proludgemani Remark by NRC staff member "shooting down" UCS pelilfon 
wholly Inappropriate. 

CHILK,SJ Office of the Secretary of the Commission 84/04/25 DIRCKS.W J Office 
of the Executive Direclor for Operations. PLAINE,H H Office of the General Counsel 
ZERBE.J W. Office of Policy Evaluations 1p 30524-004-30524 004 

-8505210286 Requests that SECY-84-92 re UCS 2 206 petition on TMf-1 emergency 
feedwater sys be converted from negative consent lo notation vote 
ASSELSTfNE,J K Commissioners. 84/02/29 CHILK,S.J Office of the Secretary of 
the Commission. Ip 39524.005-30524.005 

8506210312 Partial response lo FOIA request for documents re Issues discussed in 
Commission 840516 order pertaining lo exemption requirements In OL 
proceeding Forwards App A documents. Review conlinuing 

FELTON. J.M. Division of Rules and Records CLI-84 08 fe/01/16. BELAIR.R R Kirk- 
patrick & Lockhart. 2pp. 30523 279-30523'29D 

-8488010360 Forwards util 840703 Hr providing advance notice of change to FSAR 
Table B3,1'l.Ltr should be reviewed A appropriate SSER Input provided by 640820 
SCHWENCER.A UcensIng Branch 2. 84/07/24 SRINIVASArfM Power Systems 
Branch Ip. 30523:291-30S23’299 

-8400060311 Requesis review & SSER Input re end utff 840703 request to change 
FSAR Table 8 31-1 & allow removal of one sve water pump from auto-start logic for 
Emerdency Diesel Generator 103 Action would reduce generator load, 

SOHWEN0ER.A Licensing Branch 2, 64/07/27 PARR.O, Auxiliary Systems Branch 
Ip. 30523:300-30523 315 

-8505210333 Forwards revised safeguards SER statement for low power ticensing 
effort 

MCCORKLE,Q.W. Power Reactor Safeguards Licensing Branch 84/09/12 
THOMAS, C.O Standardization & Special Prr5ect8 Branch 4pp 30 523 ’3 16-3 0523 328 

-8505210340 Forwards util 640703 Itr re proposed deletion of several automatically 
started pumps Evaluation of proposal for any Impact on performance of sys requested 
by 84 101 5 for SSER input 

SRtNIVASAN.M. Power Systems Branch. 84/10/10. PARR.O. D. Auxiliary Systems 
Branch SHERON.BW. Reactor Systems Branch. BUTLER, WB. Containment Sys 
terns Branch Ip 30523.329-30523:343 

8505230001 Partial response lo FOIA request for .records contained In 15 FIN 
fi(e6.Foiward8 documents listed In App E Search continuing. 

FELTON, JM Division of Rules and Records 84/10/02. SHOLLY,SC. Union of Con 
cerned Scientists, 17pp 30557’001 -30560. 110, 

-6301130166 Requests proposal from BNL to provide technical assistance to Div of 
Sys NegralJon through FY85 re "Safely Evaluation of Core Melt Accidents CESSAR - 
Final Desigrt Approval, Westinghouse Sid Plant - Final Design Approval." 

MATTSON, fl J. Division of Systems Inlegrallon (post 81 lOW). FIN A-3706 83/01/04 
OGEKA,G.J, Energy, Dept, of 16pp. 90557'206-30557:225 

-830202D220 Forwards std order for DOE work' "Safety Evaluallon of Core Melt 
AccldentS'lndlan PoInt-OR & Zion-OR," providing add! funding for FY83. 

MATTSON»R J. Division of Systems Integration ^st 811005) FIN A-3712. 83/01/24. 
OQEKA,G J. Energy, Dept. of. Ip 306 59 -260-30559 -282 

-8302020229 Sid Order for DOE work' "Safety Evaluation of Core Melt Accldents-lndlan 
Poir>l-OR 8 Zion OR." issued to BNL. 

MATTSON, RJ Division of Systems Integration (posl 811005) FIN A‘3712-3 20-83- 
218. 83/01/24, 2pp 30659.261-30559 262 

-8302280233 "Deiermlf^allon of Event Sequences Coniribuling to Overall Frequency of 
Core Melt." monthly business Itr for Sept 1982. 

HICKMAN.J.W. Sandia National Laboratories FIN A-1298 83/02/18. Reliability & Risk 
Assessment Branch Ip 30557.186 30567:186 

-8302260238 "Determination of Event Sequences Contributing to Overall Frequency of 
Core Melt.'’ monthly business Itr for Oct 1982 

HICKMAN.J.W Sandia National Laboratories. FIN A’126e. 63/02/18. Reliability & Risk 
Assessment Branch ip 30557.1 87-30557:1 87. 

-6302260244 "Determination of Event Sequences Contributing to Overall Frequency of 
Core Melt." monthly business Hr for Nov i982. 

HICKMAN.J.W Sandia NaWonal Laboiatorios FIN A-1298 83/02/18. Reliabilrty & Risk 
Assessment Branch ip, 30557:188-30557:188. 

-8302280246 "Determination of Event Sequences Contributing to Overall Frequency of 
Cora Melt,’* monthly business Ur for Deg 1982. 

HICKMAN. J.W. Sandia National Laboratories. FIN A-1298 83/02/18. Reliability & Risk 
Assessment Branch. Ip. 30667: 189-30557'1 89. 

-8303240249 Requests NRC approval of Factory Mutual Research Corp as subcontrac- 
tor for '’Reliability & Probabilistic Assessment of Fire Evenls." 

ROMANO, A. J Brookhaven Natfonal Laboratory FIN A-3710 83/03/21, VOLLMER,R 
DIvIsfon of Engineering 2pp. 30558 306-30558:307. 

-8304080409 Requests proposal to provide technical assistance on "Safety Evaluation 
of Core Melt Accldenl8:Mafk I BWRs." Statement of work end. 

MATTSON, RJ. Division of Systems Integration (post 811005) FIN A-3706 83/03/25. 
OQEKA,G,J. Energy, Depl. of. 12pp 30557'307-30567 318 
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-0304160760 Discussas area of potonlial ovorlap between NRR technical assistance 
proposal re refiahility engineering & nak assessment for fire events (FIN A 3716) & Div 
of Risk Analyala fire risk analysis program Ovarii Is not major 
QUCHBINDER,8 Transportation & Materfafs Risk Branch FIN A-3710 63/04/04 
QRENIER.0.L Technical Support Branch 2pp. 30558-316*30558^319. 

-0307110767 Endorses selection of Factory Mutual Research Coro as subcontractor for 
FIN A*3710, "Reliability & Probabilistic Assessment of Fire Events " 

VOLLMER.R H Division of Engfneering FIN A*3710. 83/06/20. ROMANO,A J, Brook- 
haven National Laboratory. 2pp 30556 320 30558.320 

-0307180444 Forwards sld order for DOE work* "Probabilistic Response >& Response 
Spectra for Category I Structures " Order presides funding to begin project & modifies 
BNL 830302 proposal 

VOLLMER.R H Division of Engineering, FIN A‘3721-3 83/06/29 OGEKA^GJ 
Energy, Dept of 1 p 30550 345*30559 349 

-0307100445 Std order for DOE work, "Probabilistic Response & Response Spectra for 
Category I Structures " 

VOLLMER.R H Division of Engineering FIN A-3721-3. 20 63-541. 63/06/29. 4pp 
30559 346 30559 349 

-03081S0343 Forwards std order for DOE work. "Safety Evafuation of Coro* Melt 
Accidents. Operating Reactor Reviews for Indian Point & Zion " 

MATTSON.R J Division of Systems Integration (post 811005). FIN A-3712. 83/08/04 
OGEKA,GJ Energy, Dept of 1p 30559:269*30559.272. 

-03061S03SO Std order for DOE work; "Safety Evafuation of Core Melt 
Accidents .Ope rating Reactor Reviews for Indian Point & Zion," awarded to BNL. 
MATTSON, R.J. DivTsion of Systems Integration (post 811005) FIN A.3712-3 20*83* 
602. 83/06/04 3pp 30559 270*30559*272 

-6309300322 "Determination of Event Seguencea Contnbuling to Overall Frequency of 
Core Melt," monthly business Itr rept for Aug 1963.W/630926 Itr. 

WHEELER.T.A Sandia National Laboratories. FIN A-1298, 83/09/20 THADANI.A. 
Reliability & Risk Assossmenl Branch 3pp 30557*190*30557 190 

-0311040072 "Determination of Event Sequences Contributing to Overall Frequency of 
Core Melt," monthly business Itr for Sept 1963. 

HICKMAN, J.W. Sandia National Laboratories. FIN A-1298 03/10/27. THADANI.A. Re- 
liability & Risk Assessment Branch. Ip 30557*193*30557.193, 

-6401170460 Requests exception from Manual Chapter 1102 due to (ack of sufficient 
time for soficltation.recefpt & approval of proposal, "Probabilistic Assessment of Seis- 
mic Hazard to Eastern US Power Plarvt Sites.'' 

LEFEVRE.H.E. Geosciences Branch FIN A 0448 83/12/30. VOLLMER.R.H. Division 
of Engineering 2pp 30557*059-30557.060. 

-0402200007 "Probabilistic Assessment of Seismic Hazard of Eastern US Power Plant 
Sites," Itr rept covering 040118-20 EPRf Data Needs Workshop 
BERNREUTER.D L Lawrence Lfvermore National Laboratory. FIN A*O440 EG-84-011 
04/02/17. JACKSON, R E Geosciences Branch. 3pp. 90557.061-30557 083 

-6505230003 Requests review & concurrence w/NRR technical assistance project, 
"Reliability Engineering & Risk Assessment for Fire Events." Concurrences enci 
QRENIER.B L Technical Support Branch FIN A-3710. 63/03/17. HAYES.M Office of 
Nuclear Regulatory Research, Director MUIR,A.P. Director's Office, Office of Inspec- 
tion and Enforcement. EVANS,d. Office of Nuclear Material Safety 8 
Safeguards, Direct or. Opp. 80556;297-3056 0*305. 


-8505230016 Provides |ustiflcatlon for new technical assistance projoct (FIN A'372a) to 
conduct Diabfo Canyon JDVP Funds will bo diverted from FINS A-3710 & A-3723 to 
fund project 

VOLLMER.R H Division of Engineenng FfN A-3720 83/01/26 FUNCHES.J L Plan- 
ning & Program Analysis Stalf 4pp 30558 314*30558 317. 

-8505230020 Forwards execuled sld order for DOE work "Probabilistic Assessment of 
Seismic Hazard o1 Eastern US Power Plant Sites " 

ADAMS, C Energy. Dept of FIN A 0448 2 84/02/23, PAUQH.C, Olflce oi Nuclear 
Reactor Roguf a lion. Director 2pp 30567084*30557 085 

-8505230022 Forwards sld order for DOE work "Reiiability & Probabilistic Assessment 
lor Fire Events," deobllgatmg funds for diversion lo BNL FIN A-3300 W/o end 
VOLLMER.R H Division of IngfnBenng FIN A-3710 B3/O0/21 OGEKA.GJ Er> 0 rgy, 
Dept of. 2pp 30558 321*30553 322. 

-8605230024 Describes events Iransplrirvg since 840110 Issuance of RFP for “'Probabi- 
lislJc Assessment of Seismic Hazard of Eastern US Power PlanI Sites " 

LEFEVRE.H E. Geosciences Branch FIN A 0448 84/03/01 Geosciences Branch. 
16pp 30557*086*30557 101 

-8505230027 Notes lhat designation of NRR branch chief incorrect 6 reporting require- 
ments poor ur>dar FfN A-1 296 

CORLEY.D, NRC • No Detailed Affiliation Given FIN A-1298 81/03/09 NRG • No 
Detailed Affiliation G)ver> Ip 30557 102*30557:102 

-8505230029 Forwards sld order for DOE work. "Reliability & Probabilistic Assessments 
for Fire Evanls," deobligaling funds for diversion lo BNL FIN A-37a9, "Pipe Crack 
Evaluation In Operating PWRe." 

VOLLMER.R H. Division of Engineering FIN A-3710 83/09/26 OGEKA,GJ Energy, 
Dept of 2pp. 30559 274-30559 275 

-850S230030 Reiterates requirement to maintain current official project files for DOE 
work orders Listed documents missing from FIN A-1298 file 
GRENIER, BL PJanning & Program Analysis Slaff. FIN A-1 290 82/03/12 EL- 
BASSiONI.A. Reliability & Risk Assessment Branch 2pp 30557*103 30557 104 

-8505230033 Forwards std order for DOE work "Determination ol Event Sequences 
Contributing to Overall Frequency of Core Melt." 

HANAUER,S.H. Division of Safety Technology FIN A*129e 82/04/08. 

ROMATOWSKI.R Energy, Dept ol 2pp. 30557.105 30557 106 

-8505230035 Forwards sld order for DOE work* "Reliability A Probabllisllo Assessment 
for Fire Events," deobllgating funds for diversion to BNL FIN A-3703, "Fire Probabilis- 
tio l^ocidl RIovIdws '* 

VOLLMER.R.H Division of Engineering FIN A-3710 03/09/28 OQEKA,GJ Energy, 
Dept. of. 2pp 30558*323-30558*324. 

-8505230040 Std orders lor DOE work. "Reliability & Probabilistic Assessment for Fire 
Events" & "Fire & Probabilisllc Model Reviews," Issued lo BNL, 

VOLLMER.R H. Division of Engineering. OGEKA.GJ. Energy, Dept of. FIN A-3710 
20 83 673. 03/00/28 4pp. 30558 325-30558 328 

-8505230049 Forwards std order for DOE work, canceling Work Order 20 83*703 & obli- 
gating funds for "Probabilisllc Response A Response Spectra for Category I Struc- 
tures” 8 "Reliability & Probabilistlo Assessmenl for Fire Events " 

GRENIER, B L, Technical Support Branch. FIN A 3710 83/09/30 OGEKA.GJ 
Energy, Dept. of. 2pp 30558 329*30558.329. 


*8505230004 Forwards draft proposal for "Probabilistic Assessment of Seismic Hazard 
for Eastern US Power Plant Sites." Concerns re proposed budget A schedule dis 
cussed. 

BERNREUTER.D. L, CHUNQ.D.H Lawrence Livermore National Laboratory. FIN A- 
0448. EG*83*090/11igU 03/10/13. JACKSON, R.E. Geosciences Branch 16pp 
30557.022*30557*036 


-8505230005 Submits proposed mods lo LLL proposal for probabilistic assessment of 
seismic hazard lo easlern US pfant sites LLL agreed to mods. 

KIMBALL, J Geosciences Branch FIN A-044B. 83/10/26. JACKSON,R.E. Geosci- 
ences Branch. 2pp, 30557*037-30557:038 

-8605230006 Forwards std order for DOE work; "Reliability & Probabilistic Assessment 
for Fire Events," adding Incremental funding. 

VOLLMER.R.H Division of Engineering FIN A-3710 83/03/23. OGEKA,Q.J. Energy, 
Dept, of. Ip. 30558*308-30558*308 


-8505230050 Forwards executed std order for DOE work. "Determination of Event Se- 
quences Contributing to Overall Frequency of Core Melt." 

KRENZ.D.L Energy. Dept of. 02/05/06. DANDOfS.D NRC • No Detailed Affiliation 
Given 2pp 3 0557.120-30557.124 


—8505230053 Std order for DOE work; "Reliability & Probabilistic Assessment for Fire 
Events" A "Probabilistic Response A Response Spectra for Category 1 Structures," 
Issued lo BNL 

GRENIER, B.L. Technical Support Branch. OGEKA.G J Energy, Dept. of. FIN A-3710 
20*83*710 83/09/30. 4pp, 30558:330-30558*340 


-8505230056 Projaot A budget proposal* "Determination ol Event Sequences Contribut- 
ing to Overall Frequency of Core Melt " 

CLARK.RL. SPUTaK.R.Q. Sandia National Laboratories. FIN A-12GB-2. 82/05/14 
THADANI.A., EL-BASSIONI,A NRC • No Detailed Affiliation Given 5pp 3055 7*1 25* 
30557:129 


"8505230007 Forwards NRR technical assfsianco project, "Probabilistic Assessment of 
Seismic Hazard for Eastern US Nuclear Power Plant Sites," for review A 
concurrenceConcurrenceaencI 

GRENIER.B L Planning A Program Analysis Staff FIN A-0448. 83/11/23 HAYES.M. 
Office of Nuclear Regulatory Research, Director. MUIR, A P Director's Office, Office of 
Inspection and Enforcement. EVANS, J. Office of Nuclear Material Safety A 
Safe guards, Director. 20pp 30557:039*30557*058 

-8505230006 Std order for DOE work: "Reliability A Probabilistic Assessment for Fire 
Events," issued lo BNL. ^ 

VOLLMER.R.H. Division of Engineering. * Brookhaven Nallonal Laboratory. FIN A* 
3710. 20*83.352 83/03/23. Ip. 30568.300*30658:309. 

-8505230011 Responds to 830107 request for review ol RES project "Framework for 
Fire Risk Analysis In Nuclear Facllillea." Marked -up statement of work enci.Commenls 
will be Incorporated In final verslon.per NRR RES agfMmonl. 

GRENIER, BL NRC ■ No Detailed Affillallon Given. FIN 8*8957. 83/01/17. 
FOREHAND, W. Resources Managemenl Branch. 4pp. 30558.310-30558.313. 


-8505230057 Describes reasons for extending perfod of performance for FINs A-3710 
A A-d402,per 0 Corley 831 1 23 request 

MONEY, D, Division of Engineering. FIN A-3710 83/11/29 VOLLMER.R.H. Divisien of 
Engineering Ip 30658 3 4i -30650*341 

—8505230056 Notifies that DOE worl< order, "Event Sequences Contributing to Core 
Melt I," expires on 621231 Notification of extension or submittal of add! Info request- 
ed. 

GRENIER.B.L, Technical Support Branch 62/12/04 EL*BA&SfONI.A NRC - No Do 
tailed Afflliatior^ Given Ip 3^557:131-30557.131. 

-8505230061 Forwards seven copies of Sandia proposal, "Determination of Event Sa 
quences Conlnbullng lo Overall Frequency of Cora Mell," for consideration, W/o 

KRENZ.D.L. Energy. Dept of. FIN A*1 208-2. NQD.BJY(O405) 82/00/30. 
HANAUER,S-H. Office of Nuclear Reactor Regulation, Director 1p 30557:130- 
30557:130. 


-8605230012 Forwards std order for DOE work: "Probabilistic Assessment of Seismic 
Hazard of Easlern US Power Plant Sites." n a t 

VOLLMER.R.H. Division of Engineering. FIN A-0440. 64/01/10. DUVAL,R,A, Energy, 
Dept of, 2pp. 30 557,061 -30567:062. 


-8505230064 Forwards std order for DOE work "Reliability A Probabilistic Assessments 
for Fire Events," providing addi Incremental funding. 

VOLLMER.R.H. Division of Engineering RN A*^710 83/12/06. OGEKA.Q.J. Energy, 
Depl. of. Ip, 30558*342-30558 342. 


-8505230015 Std order for DOE work: '‘Probabilistic Assessmenl of Seismic Hazard of 
Eastern US Power Plant Sites." issued to LLL , , u . 

VOLLMER.R.H. Division of Engineering. ‘ Lawrence Livermore National Laboratory. 
FIN A-0448. 20 04-171. 84/01/10 13pp, 30567:063-30657.900. 


-8505230065 Forwards sld order for DOE work* "Determination ol Event Sequences 
Contributing to Overall Frequency ol Core Mell." 

HANAUER^SH Division ol Saloty Technology. FIN A‘129B. 02/OB/ie 
flOMATOWSKI.R.G, Energy, Dept of. 1p 30557:132-30557,132. 
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“8S0523O069 Std orcfer for DOE work ’'Doiermination of Evenl Sequooces Coniribuling 
Jo Overall Fiequejicy of Core Mell," Issued (o SandJa Nall Lab 
HANAUER.S H DrviSiOn of Safety Technology FW A 1298 2 20 62 567 62/08/18 
3pp 30557 133 30557 135 

-8505230071 Std order for DOE work “'ReUabJfily & Pjobabrltslic Assossmenls for Fire 
Events/' issued to BNL 

VOLLMER^RH Division of Engine ennq OGEKA.GJ Energy, Dept of FIN A 3710 
20 84 072 83/12/06 3pp 3055B 343 30S5B 345 

‘•86C5230076 Forwards executed sfd order for CX)E work. ‘"Safely Evalualion of Coro 
Well Acclcfenla CESSAR - Final Desfgn Approval, WesUnghouse Std Plant ' Final 
Design Approval " Prolect idenlificalion summary also encf W/o std order 
OGEKA,G Energy, DepL oL FIN A 3705 03/05/03 DANDOIS.DB Division of Ac 
couning&Finance 3pp 30557*226*30557228 

-0505230076 Forwards executed sld order for DOE work ■'DGlerminalion of Evenl Se- 
quences Contfibullng to Overall Frequency of Core Malt " 

KnENH.OL Energy,D6pt of NQD0YJ(O663) 62/09/08 DANDOfS.D NflC^ No De- 
tailed Affilialron cKren 3pp 30557 136-30557 138 

«05O5236O-ao Nolifies lhat changes in severe accident program require reprogramming 
of FYa3 fur>d 5 from FIN A 3705 lo FIN A-3706 Changes will enable contractor 1o 
keep pace w/required schedule milestones 

MATTSON^R J Division of Systems Integration (post ailOOSJ FJN A3705. 63/05/25. 
FLINCHES, J L Planning & Program Analysis Staff 9pp 30557 229-30567 242 

“0505230083 Notes that documents missing from official fife for listed 
project Requlremer^t for maintaining accurate files strassed 

GRENIER, 8 L Technical Supjrort Branch 92/09/29. EL-BASSIONI,A Reliability A 
Risk Assessment Branch, tp 30557 139-30557 139 

“8505230094 Standard order for DOE wofK "Determination of Event Sequences Con- 
tributing to Overall Frequency of Core Well/' issued to Sandia Natl Lab. 

HANAUEH,S H Division of Safety Technology * Sandia National Laborafones FIN A- 
1295, 20 &2-70a 82/09/29 3pp 30557 140-30567 142 

“8505230099 Forwards execuled aid orcfer for DOE work. "Safety Evaluation of Core- 
Melt Accidents CESSAR FDA.WesHnghouse Sld Plant- FDA '' W/o order 
OGEKA.GJ Energy, Dept of FINA3705 83/11/04 DANDOIS.DB NRC - No Do- 
laifed Affiliation Given 2pp. 30557*243 30557,244 

“8505230105 Project & budget proposal for NRC work "Reliability & Pxobabillsllc As 
sessmant for Fire Events " 

BOCCIQJ Brookhaven Nalfonal Laboratory. FIN A'37tO 64/01/04 NOLAN, F. NRC 
No Detailed Affiliation Given 5pp 30558 346-30558 350, 

“0505230106* Forwards std orcfer for DOE work "Determination of Event Sequences 
Ck)n‘lributin 9 to CDverall Frequency of Core Mell," transmitting FY83 funds & modifying 
statenteni o1 work 

SPEIS.TP Division of Safoty Techfiology, FIN A 1298. 83/02/01 

ROMATOWSKLRG Energy, DepL of Ip, 30557. t43-30557 143 

“8505230112 Discusses progress on (asks under FIN A 3710, "Reliability & Probabilfsllc 
Assessment for Fire Events " Draft technical repts re data base evaluation & cable 
fire calculations end. 

BOCCfO.JL Brookhaven National Uboratory FIN A 3710 84/02/10 KUBICKI.D 
NRC • No Deiallod Affiliation Qfven 2pp 30558 351 30558 352. 

-0505230113 Sld order for DOE work "Determination of Event Sequences Ckminbuting 
lo Overall Frequency of Core Melt," Issued to Sandia Natl Lab 
SPEIS.TP Division of Safety Technology * Sa/idfa National Laboratories FIN A- 
1298 3 20 83 192 83/02/10. 5pp 30557.144-30557*148 

-8505230115 "Safety Evaluation of Core-Melt Accidents CESSAR-FDA, WesUnghouse 
Sld Plant FDA," monthly highlights for Apr 1903. 

• Brookhaven National Laboratory FIN A 3705 83/04/30 Reactor Systems Branch 
3pp 30557 245-30557247 

“0505230118 "Evaluation of Available Data for Probabilistic Risk Assessnnent (PRA) of 
Fire Events a! Nuclear Power Plants A Reliability Assessment of Fire Proiecllon Sys," 
draft technical repl. 

KRASNER,LM, GANTI.CS, VINCENT,B G Factory Mutual Research Corp 63/12/ 
31. 49pp 30558 353-30559 038 

“8505230118 Forwards aid order for DOE work* "Da termination of Eveni Sequences 
Coniribuling to Overall Frequency of Core Melt." Proposal dtd 830315 
unacceptable Revised proposal requested 

SPEISJP, Drvision of Safety Technology. FIN A-1298 63/07/07 

ROMATOWSKLRG Energy, DepL of. 20pp 30557*149-30567.160 

“6505238121 Std order for DOE work "Dei erml nation Of Event Sequences Contributing 
lo Overall Frequency of Core Mali," Issued to Sandia Nall Lab. 

SPEISJ P. Division of Safety Technology. * Sandia National Laboratories. FIN A- 
1298-3. 20-63-537 83/07/67. 8pp. 30557 151*30557.150 

“6585230122 Fonvards sld order for DOE work "Reliability & Probabilistic Assessments 
for Fire Evenis " Revised proposal Incorporating changes 4o lotat program effort re- 
quested 

VOLLWER.R.H Division o! Engineering. FIN A-3710 04/03/01. OGEKA.G,J. Energy, 
Dept of Ip. 30559,1 e7'30S69 167 

“8505280126 Projecl & budget proposal for NRC work; "Determination of Event Se- 
quences Contribulmg to Overall Frequency of Core Melt " 

CLARK,RL, WHE^ER.TA Sandia National Laboratories FIN A-1298 83/03/15. 
TMADANI.A. DAVIS, S NRC - No Delafled Affiliation Given 6pp 30557.159- 
30557169. 

“8606230127 Std order for DOE work "Reliability 6 Probabilistic Assessments lor Ffre 
Events." issued lo BNL 

VOLLMER,R,H Division of Engfneerfng, * Brookhaven Nallonaf Laboratory FJN A- 
3710 4, 20 84-247. 84/03/01. 1p. 30559:168-30659.168 

“8505230130 "Reliability Engineering A Risk Assessment for F/re Event e." monthly 
highlights for Jan 1983. 

* Brookhaven National Laboratory. FIN A-371C. 83/01/31. NHC - No Oelalled Affiii- 
alfon Given 2pp. 30559.169-30559.170. 


-8505230133 Std order for DOE work "Slalion Blackout Accident Analysis (A44>," 
Issued to Sandia Natl Lab 

SPEIS.T P Division of Safety Technology * Sandia National Laboratories FIN A 
1302 3 20-83-675 63/09/19 KRENZ.DL Energy, Dept of Ip 30567170 

30657 170 

“6505230137 "Reljability Engineering & Risk Assessment lor Fire Events," monthly 
highlights lor Mar 1983 

* Brookhaven National Laboratory FIN A-3710 03/03/31 NRC - No Dolailed Affili- 
ation Given 2pp 30659 171-30559 172 

“8505230139 "Safety Evaluation of Core Molt Accidents CESSAR'FDA, Wostlnghouso 
Std Piant-FDA," monthly highlights lor May 1903 

*■ Brookhaven National Laboratory FiN A-3705 03/05/3 1 Reactor Sysloms Branch 
3pp 30557 240-30557 250 

“0505230142 Forwards std order for DOE work " Determination of Event Sequences 
Coniribuling to Overall Frequency of Core Mofl " AddI FY83 funds Iransmitlod 
SPEIS.TP. Division of Safety Technology FIN A-1298 83/09/21 

ROMATOWSKLRG Energy, Dept of Ip 30557.171-30557171 

-8505230145 "Reliability Engineering & Risk Assessmonl for Fire Events," monthly 
highlights for Apr 1983 

* Brookhaven^ National Laboratory FIN A-3710 83/04/30 NRC No Detailed Affill 
ahon Given 2pp 30559 173-30559 174 

“8505230150 Std Order for DOE work "Ootermlnatlon of Event Sequences Contributing 
lo Overall Frequency of Cora Mell," Issued to Sandia Natl Lab 
SPEIS,T.P Division of Safely Technology * Sandia National Laboratories PIN A 
1290 3 20-83-676 83/09/21 KRENZjD L Energy, Dept of. 2pp 30557 172- 
30557 173 

“8505230152 "Roliablltly Englnoaring & Risk Assessment for Fire Events," monthly 
highlfghis for May 1983 

* Brook havon National Laboratory FIN A-3710 83/05/31 NRC • No Detailed Affill 
ation Given 3pp 30559 176 30559 177 

-8505230154 "Safety Evaluation of Core Melt Accidents CESSAR-FDA, WesUnghouse 
Std Plant-FOA," monthly highlights for June 1983 

* Brookhaven National Laboratory FIN A-3705 83/06/30 Reactor Systems Branch 
3pp 30557 251 30557.263 

“85 05230 IBS Noliffos that DOE work order for projecl, "Event Sequences Contribulmg 
lo Frequency of Core Melt I," will expire on 831231 Appropriate paperwork to inlliale 
closeout or extension requested 

GRENIER, D L Technical Support Branch 03/12/02 DAVIS, S NHC • No Detailed Af- 
filiation GIvon Ip 30557 174-30557 174 

-B606230158 "Reliabifity Engineering & Risk Assessment for Ffre Events," monlhly 
highlights for June 1 963 

* Brookhaven National Laboratory FIN A-3710 83/08/30. NRC - No Dotailed Aflili 
ation Given Jpp 30559 170-30559 100 

“0S0S230161 Natilios that, due to tack of addl funding, FIN A-1290 mods & request for 
proposal canceled Contract will expire on 031231 

DAVfS.S M Reliability & Risk Assessment Branch FIN A-1298. 63/12/27 Reliability & 
Risk Assossmenl Branch 2pp. 30557:175-30557 176 

“8506230162 "Safely Evaluation of Core-Melt Accidents CESSAH-FDA, Woslinghouso 
Std Rant FDA," monthly highlights for Jul 1903 

* Brookhaven National Laboratory. FIN A-3705 83/07/31 . Reactor Systems Branch 
2pp 30S57 254-30557 255. 

“6505230164 "Safety Evaluation of Core-Melt Accidents CESSAR FDA, Weslinghouse 
Sld Piant-FDA." monthly highlights for Aug 1903 

* Brookhaven National Laboratory FIN A-3705 03/08/31 Reactor Systems Branch 
2pp 30557*256 30557.257 

“8S05230167 "Safely Evaluation of Core-Moll Accidents CESSAR PDA, WesUnghouse 
Sld Planl-FDA," monthly highlights for Sent 1983. 

* Brookhaven National Laboratory FIN A-3705 83/09/30 Reactor Sysloms Branch 
2pp 30557*258 30557 259. 

“8505230169 "Reliability Engineering & Risk Assessment for Fire Events," monthly 
highlights for Jul 1983 

* Brookhaven National Laboratory FIN A-3710 83/07/31 NRC - No Detailed Affill 
ation Given, 2pp. 30559 101-30559 182 

“8505230170 "Delerminalion of Event Sequences Conlnbullng lo Overall Frequency of 
Core Melt," monthly business Itr repl tor Jan 1982 Info partially deleted 

* Sandra National Laboratories FIN A-129D 82/01/31 NRC - No Delailod Affiliation 
Given 2pp 30557 177-30557 170 

“8605230172 "Safoly Evaluation of Core-Melt Accidents CESSAR FDA, WesUnghouse 
Std Plant-FOA," monthly highlights for Oct 1903 

KATO.W.Y. Brookhaven National laboratory FIN A-3705 83/11/17 LYON.W Reac 
tor Systems Branch, 4pp 30557*260 30557 263 

“8506230175 "Determination of Event Sequencos Contributing to Overall Frequency of 
Core Molt," monthly business Hr repl for Feb 1982 Info parlialiy deleted 

* Sandia National Laboratories FIN A-1296 82/02/20 NRC - No Detailed Affilialron 
Given 2pp. 30567*179 30557 180 

“8505239177 "RGliablllty Engineering & Risk Assessment for Fir© Events," monthly 
highlfghis for Aug 1983 

‘ Brookhaven hftlJonal Laboratory FIN A-3710 83/08/31 NRC - No Detailed Affili- 
ation Given 3pp 30559 183 30559 185 

“05O523<11i78 "Bafely Evaluation of Core Melt Accidents CESSAR -FPA, Weatinghouse 
Std Piant-FDA," monthly highlights for Nov 1983 

KATO.W.Y Brookhaven National Laboratory FIN A 3705 83/12/16 L VON, W. Reac- 
tor Systems Branch 6pp 30557 264-30557*269 

“8506230180 "RQllablliN Engineering & Risk Assessment for Fire Events," monthly 
hfghlighls for Sep 1983. 

* Brookhaven National Laboratory. FIN A-3710, 83/09/30. NRC - No Deiallod AfMi- 
atioriGIven 3pp 30559.186-30559 166 
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-8505230183 “Safely Evafualion of Core Well Accidents CESSAR*FDA, WesKnghouse 
Std Pfant-FDA “ monthly highlights for Dec 1083 

* Brookhaven National Laboratory FIN A-3705 83/12/31 NRC - No Detailed Add! 
ation Given 3pp 30557 270-30557 272 

--6505230184 "Reliability Engineering & Risk Assessment for Fire Events," monlhfy 
highlights for Oct 1003 

KATO.WY Brookhaven National Laboratory FIN A‘3710 83/11/17. NOLAN, r 
Chemical Engineering Branch 6pp 30659 100-30569 193 

-8605230105 "Safety Evaluation of Core-Melt Accidents CESSAR FDA, Wastinghouse 
Std Plant-FDA." monthly highlights for Jan 1984 

KATO,WY Brookhaven National Laboratory FIN A-3705, 84/02/13 LYON.W NRC- 
No Detailed Affiliation Given 7pp 30557 273-30557 27S 

-8505230190 ‘‘Reliability Engineering & Risk Assessm^ent for Fire Events/’ monthly 
highlights for Nov 1983 

KATO.WY Brookhaven National Laboratory FIN A.3710 83/12/16 NOLAN.F 

Chemical Engineering Branch 5pp 30559 194-30559 203 

-0505230193 “Reliability Engineering & Risk Assessment for Fire Events," monthly 
hinhilghts for Dec 1983 

KATO.WY Brookhaven National Laboratory. FJN A 3710 84/01/16 NOLAN.F 

Chemical Engineering Granch 5pp 30659 199-30559 203. 

-6505230196 “Reliability Engineering & Risk Assessment tor Fire Events," monthly 
highlights for Jan 1664 

KATO.WY Brookhaven National Laboratory FIN A 3710. 84/02/18 NOIAN.F 

Chemical Engineering Granch Spp 30559.204-30559’21d 

-8505230199 Highlights Issues & ouestions raised at 820120-29 meeting re facility 
PRA Basis for NRG questioning of PRA atudy given. Discussion of questions & Issues 
end. 

BALDEWICZ.WL AGRS - Advisory Commilteo on Reactor Safeguards. 82/02/10 
8ENDER.M. KERR.W., OKRENT.D. ACRS - Advisory Committee on Reactor Safe 
guards 14pp 30559 214 30550.227. 

-8605230202 Requests BNL proposal for technical assistance under FIN A 3712. 
"Safely Evaluation of Core-Melt Accidents Indian Point Operating Reactor & Zfon Op- 
era^ Reactor " Statement of work end. 

MATTBON.R J Division of Systems Integration (post 811005). FIN A 3712 82/1 1 /29. 
OGEKA.G.J Energy, Dept, of 18pp. 30559 228-30569-246 

-8506230211 “Determination of Event Sequences Contributing to Overall Frequency of 
Core Molt," monthly business Itr rept for June 1982,rnfo partially deleted. 

* Sandia National Laboratories. FIN A-12Qe 82/06/30 NRC - No Detailed Affiliation 
Given. Ip. 30557 181-30657 101 

-8505230213 Project & budget proposal for NRC work "Safety Evaluation of Core Melt 
Accidents Indian Point Operating Reactor & Zion Operating Reactor." 

PRATT.T. Brookhaven Natlonar Laboratory. FIN A-37ia 02/12/03 MEYER,J NRC - 
No Delailed Affiliation Given 8pp 30559 ‘246-30559:253, 

-8505230218 “Determination of Event Sequences Contributing to Overall Frequency of 
Cora Melt," monthly business Hr rept for Jul 1982 Info parllally deleted 

* Sandia National Laboratories FIN A-1298 02/07/31, NRC - No Delailed Affiliation 
Given 1p 30557- 182-30557‘ 162 

-0506230220 Forwards description of NRR technical assistance project "Safely Evalua- 
tion of Core Melt Accldenls.Mark 1 BWRs/* for review & concurrence Concurrences 
end, 

GRENIER.BL Technical Support Branch FIN A-3706. 03/03/18 HAYES, M. Office of 
Nuclear Regulatory Research, Director MLI|R,A,P Director's Office, Office of Inspec- 
tion and Enforcement. EVANS, J Office of Nuclear Material Safely & 
Safeguards, Director. 27pp 30557.280 30557.306 

-B506230224 "Determination of Event Sequences Contributing to Ov<jrall Frequency of 
Core Melt." monlhly business Hr rept for Apr 1983 Info parllally deleted 

* Sandia National Laboratories FIN A-1290 02/04/30. NRC • No Detailed Affiliation 
Given Ip 30567. 183*30557 183 

-B605230229 Forwards std order for DOE work* “Safely Evaluation of Cora Melt 
Accldenlsilndian Point Operating Reactor & Zion Operating Reactor," accepting GiNL 
621203 proposal & providing funds to begin work. 

MATTSON, RJ. Division of Systems Intecrallon (post 811006) FIN A-3712 82/12/30 
OGEKA.G.J. Energy, DepI of 2pp 30559 254-30559 265 

-B605230238 Std order for DOE work' "Safety Evaluation of Core-Melt Accidents Indian 
Point Oporaling Reactor & Zion Operating Reactor." 

MATTSON, RJ Division of Systems Integration (post 811006) OGEKA.GJ. Energy, 
Dept of FIN A-3712 20-83-207 82/12/30 3pp 30569.256-30559-250 

-6605230240 Project & budget proposal for DOE work. "Safety Evaluation of Gore-MeK 
Accidents Mark-1 BWRs " Info parllally deleted. 

KATO.W.Y Brookhaven National Laboratory. FIN A-3706 83/04/18. Gpp. 30557.319- 
30557-324 


>^8505230267 Forwards eiteculed std order tor DOE work "Salety Evaluation of Core- 
Melt Accidents Mark-1 BWRs " 

OGEKA.GJ Energy, Dept of FIN A-3706 03/06/14 DANDOIS.D B Division of Ac- 
counting &. Finance Ip 30557 327-30557*327 

-8505230281 Std order for DOE work- "Safety Evafualion of Gore Melt Acclder»ts Mark I 
BWRS," issued to BNL 

MATTSON, RJ. Division of Systems Integration (post 611005) SCHWELLER.D 
Energy, Dept of FIN A-3706-3. 20 83-495 83/06/15 2pp 30557 328-30557 329 

-8505230268 Forwards sId order for DOE work "SafeW Evaluation of Core- Melt 
Accidents Mark-1 BWRs," providing funds to complete project 
MATTSON.RJ Division ol Systems rntegretlon (post 811005) FIN A 3706 83/10/20 
OGEKA,GJ Energy, Dept of 2pp 3 0557-330-30557 331 

-8506230269 '"Oetermi nation of Event Sequences Conlrtbullng lo Overall Frequency of 
Core Melt," monthly business ftr rept for May 1983 Info parllmly deleted 

* Sandia National Laborelories. FIN A-12B8 83/05/31 NRC - No Detailed Affiliation. 
Given Ip 30557 185-30557 185 

-8505230276 Forwards executed std order for DOE work- "Safety Evaluation of Coro 
Melt Accldenis Mark-I BWRs " 

OGEKA.GJ. Energy, DepI of. FIN A-3706 03/11/04 DANDOIS.J B Division of Ac- 
counting & Finance Ip 30557 332-30557 332 

-8505230280 Std order for DOE work "Safely Evaluation of Core MefI Accidertts Mark-1 
BWRs," issued to BNL 

MATTSON.RJ Division of Systems Integration (post 811005). OGEKA.GJ Energy, 
Dept of. FIN A.3703. 20-84.012. 63/10/20 2pp 30557-333 30557 334 

-8505230265 Forwards executed std order for DOE work, "Safely Evaluation of Core- 
Melt Accldenlsilndian Point Operating Reactor & Zion Operating Reactor." 

OGEKA.GJ Energy, DepI of. FIN A-3712. 83/02/10 DANDOIS.DB. Division ol Ac- 
countings Finance, ip. 30559 263-38559-263 

-8505230286 Forwards BNL memos re Mark-I 8WR safety avalualion effort & draft ropt 
on Mark t containment loading caiculallons Related refs listed 
PERKINS.K.R Brookhaven National Uboratoiy. FIN A-3708 83/12/06 WiQOOR.M 
Instrumentation & Control Systems Branch, 6Bpp. 30557 336-30558 026 

-8505230293 Forwards containment loading calculation for accident sequences, per 
NRC request re "Phenomenological Std Problems for BWRs." Early containment fail- 
ure possible when large emouni of unreacted 2ircon1um falls onto drywell floor. 
HODGE.SA Oak RIdga National Laboratory. 83/11/07 SILBERBERQ.M Accident 
Source Term Program Office 29pp 30555 027-30550 055 

-0505230205 Forwards DOE 830225 no lice of closeout disposition of equipment for 
FIN A-3392.Requesl8 concurrence w/transfer of equipment to FIN A-3712 
GRENIER, B L. Technical Support Branch FIN A-3712 83/03/14 TINQ.P NRC - No 
Detailed Affiliation Given Ip. 30559,264 30559 264 

-8505230290 SAND77-0370 "Preliminary Model for Cofs/Concralo Inleraclions " 
MARTIN.W B Sandia National Laboratories 77/08/31 NRG - No Detailed Affjllation 
Given 44pp. 30558.056-36550' 099 

-8505230305 Forwards proporly certification of equipment purchased under FIN A- 
3392.Dj8po8ition instmclions requested by 030315 

OGEKA,G.J. Energy. Dept of. FIN A-3712 03/02/25 MATTSON, R.J Division of Sys 
terns Integration (post 1005). 2pp 30559 265-30559 266 

-8505230306 Speech entitled "Hydrogen Production During Fragmented Debris/Con 
Crete Interactions," presented at Second Inti Workshop on Impact of Hydrogen Water 
Reactor Safety, 821003 07 in Alburquorquo.NM 

TARBELL.W.W.BLOSE.RE Klech Corp 83/10/03 18pp 30558100 30558 117, 

-8505230311 "Dotermi nation of Event Sequences Con! nbuling lo Overall Frequency of 
Core Melt," monthly business Itr rept for Juno 1083 Info partially deloled 

* Sandia National Laboratories FIN A-120B. 03/06/30. NRC - No Detailed Affiliation 
Given, tp 30557.191-30567-101 

-8505230314 Speech entitled, "Attack of Fragmented Coro Debris on Concrete in Pres- 
ence of Waler*" presented at lOlh Water Reactor Safety Research fnfo Meet- 
ing, 621 01 2-5 in Galthersburg.MD 

TAR0ELL.W.W Ktech Corp BRADIEYAR. Sandia National Laboratories 82/10/12 
9pp. 30556,1 18-30550.126, 

-8505230316 “Oetermi nation of Event Sequences Contributing to Overall Frequency of 
Core Melt," monthly business Hr rept for Jul 1983. Info parllaliy delated 

* Sandia National Laboratories FIN A-126e, 03/07/31 NRC - No Detailed Affiliation 
Given Ip 30667-1 02-30567 192 

-8505230320 Requests reprogramming of funds from FfNs B-a626 & B-6634 to FINs A- 
3712 & A 3711. 

BOYD.S Division of Syslems Inlegralion (post 811<HI5) FIN A-3712 03/07/26. 
FUNCHES.J. Technical Supporl Branch 2pp. 30559 2O7-305S 9-268. 


-850523Q24S “Determination of Event Sequences Contributing lo Overall Frequency of 
Core Melt," monthly business Hr rept for Mar 1903, fnfo partially deleted, 

* Sandia National Laboratories FIN A-1298. 83/03/31 NRC - No Detailed Affiliation 
Given. Ip. 30557-184-30557 184 


-8605230321 Forwards "BWR Mark-i SId Problem" & delailed pressure temp loading 
predictions, per requesi Draft working group rept should be ready by end of Apr 1984. 
PERKINS, KR Brookhaven National Laboratory. 04/03/22. WIGDOH.M Instrumenta- 
Hon & Control Systems Branch. Ip 30550.127-30558-127 


-8605230248 Forwards std ordor for DOE work* "Safely Evaiuallon of Core-Melt 
Accldenis Mark-1 BWRs," authorizing funds to begin work. 

MATTSON.RJ. Division of Systems Inlegration (post 811005) FIN A-3706 83/00/03, 
OQEKA.Q J Brookhaven Nallonal Laboratory 1p. 30657‘326-3O557;325. 


-8505230324 Speech enlMled, "BWR Mark*l Sid Problem,” presenled at Containment 
Loads Working Group 630313-14 meeting Jn Rockville, MO 

PERKINS, K R , PRA^W.T., GREENE, g:a. Brookhaven Nallonal Laboratory. 84/03/ 
23, e2pp. 30550.128 30-55B: 189. 


-8505230249 Forwards executed std order for DOE work. "Safely Evaluation of Core- 
Melt Accldents’lndian Point Operating Reactor & Zfon Operating Reactor." 

OGEKA.GJ Energy, Dept, of FIN A‘371S. 03/01/10 DANDOIS,D.B. Division of Aq- 
coundng & Finance. 1p. 30559-269-30569-259. 

-8505230261 Notes that request lor technical assistance consistent w/NRR FY83 oper- 
ating plan & othenvlse not objecllonable 

BEflKSON.H Planning & Resource Analysis Branch. 83/06/13 Technical Support 
Branch. 1p 30557.326-30557:326 


-850S230325 "Determination of Event Sequences ConlributihD lo Overall Frequency of 
Core Melt." monthly business Hr rept for Oct 1083 Info partially deleted 

* Sandia Nationat Laboratories FIN A-1290 83/10/31, NRG - No Detailed Affiliation 
Given Ip 30557,194-30657194, 

-850523032 6 "Determination of Event Sequences Coniributing to Overall Frequency of 
Core Mell," monthly business Itr rept for Nov 1983 Info partially deleted. 

* Sandia National Laboratories. FIN A-1298. 63/11/30. NRC • No Detailed Affiliation 
Given Ip 30557:195-30557:195. 
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-6505230329 "Safety Evaluation of Coro-Mell Accidanis Mark-1 BWRs/’ monthly high 
hghU lor Juna 

* Biookhaven Malional Labofalory. FIN A-3706 53/06/3Q, Reactor Systems Branch 
2pp. 30558 190 30558.191 

-6505230331 " Dat a rmi nation of Event Saquances Contributing to Overall Frequency of 
Core Melt," monthly business Itr rent for Dec 1963 Info partially tfefeied 
'* Sandia National Laboratories. FIN A-129B. 83/12/31. NRC > No Detailed Affiliation 
Given. 2pp, 30557.198 30557*197 

-8505230332 '’Safety Evaluation of Core-Mell Accidents Mark-1 BWRs " monthly higb- 
lighlB for Jul 1083 

* BrooKhavan National Laboratory FIN A*3706 63/07/31 Reactor Systems Branch 
3pp 30556. 192>3056B-194 

-8506230333 Forwards sld order for DOE work "Datormlnation of Event Sequences 
Contributing to Overall Frequency of Core Melt.’* Order transfers funds to FIN A-1298 
from FIN A- 129 5 

HANAUER,SH. Division of Safety Techrvology FIN A-129a 92/09/29 

ROM ATOVVS Kl, R Q. Energy, DopI of Ip 305S7.198<30557.207. 

-8505230334 "Safety Evaluation of Core-Melt Aocidents Mark-I BWRs/' monthly high- 
lights for Aug 1983 

* Brookhaven National Laboratory FIN A-3706. 83/08/31 Reactor Systems Branch 
2pp. 30558*195-30558*196 

-8505230337 "Safety Evaluation of Core-Melt Accidents Mark-I BWRs/’ monthly high- 
lights tor Sept 1963 

mo.W.Y Brookhavsft National Laboralory FIN A-3706 83/10/20. MEYER ,J F, Re- 
actor Sy5temsQranch3pp.3Q558;l97*30S5B.199. 

-S505230341 "Safety Evaluation of Core-Melt Accidants'Mark-l BWRs," monthly high- 
for Oot 1 9S3 

mO,W.Y Brcokhsvan National Laboratory FIN A-370e. 83/11/17. WIGDOR.M, In-^ 
:$trunnentation & Control Systems Branch 4pp. 30558*200-30558.203. 

-8506230344 "Safety Evaluation of Core Melt Accidents* Mark-1 BWRs/' monthly high- 
lights for Nov 1963 

IWTO,W.Y. Brookhaver) National Laboralory, FIN A-370e 83/12/16 WIGDOR,M. In- 
atrumenlalfon & Control Systems Branch. 5pp 30556*204-30558 208 

-8605230347 "Safety Evaluation of Coro Melt Accldents.Mark-l BWRs," monthly high- 
lights for Dec 1983. 

l%TO,W.Y. Bfookhaven National Laboralory FIN A-3700 84/01/16. WIQOOR,M. In- 
sfrumentatlon & Control Systems Branch 5pp. 3055B 209-30568*213 

-850'5230348 Forwards executed etd order for DOE work; "Safety Evaluation ol Gore- 
Melt Accidents. Indian Point Operating Reactor & Zfon Operating Reactor." 

OGEKA,0 J. Energy, Oept. of. FIN A-3712. 83/08/26 DANDOIS.D.B. Division ol Ac- 
counting 6 Finance 1p 30556 273-30556.273. 

-8505230356 "Safety Evaluation of Core-Melt Accidents Mark-I BWRs/' morvthly high- 
lights for Jan 1684. 

KATO.W.Y Brookhaven National Laboratory. FIN A-3706. 84/02/13, Reactor Sysioma 
Branch. 16pp 30558 214-30558.229. 

-8605230357 Requesis 8NL proposal lo provide technical assistance for "Reliability & 
frobablflsilc Assessmant for Rre Events " Stetement of work 4 proposal Insiructlons 
end, 

VOLLMER.R.H Division of Engineering 82/10/19. OQEKA,GJ. Energy. Dept, of. 
12pp, 30558:230 3065&'241, 

-861)5230358 Std order for DOE work* "Reliability & Probabilistic Assessment for Fire 
Events” A "Pipe Crack Evaluation In Operating PWRs," Issued to BNL. 

WLLMER,R.H. Dfvfsfon of Engineering OQEKA,Q.J. Energy, Depi. of. RN A-3710-3. 
20 83-699 83/09/26. 4pp 30559.276-30559:279. 

-8505230359 Forwards sld order for DOE work* "Safety Evaluation of Core-Melt 
Accldenls'Qperating Reactor Reviews for Indian Point & Zion/' providing funds for 
work dunfng Oct 1983. 

MATTSOhTRd. Division of Systems IntagralEon (post 011006) FIN A-3712. 83/09/02 
0<3EKA,GJ Energy, Dept of fp 30556*258-30558.268. 

-3505330362 Forwards atd order tor DOE work* "Reliability & Probabilistic Assessments 
for Fire Ev&nfs." Order modifies work statement & provides inlllal funding for work on 
Prpteci I. 

VOLlMER.R H. Division of Engineering. FIN A-a710. 82/12/21. OQEKA.QJ. Energy, 
Oopf. ef. 2pp. 30658-242-30558-243. 

-8505230365 "Safety Evaluation ol Core-Melt Accldentsilndian Point Operating Reactor 
& 2ion OpBrailng Heacior," monihly htohflgbfa tor Jan 1904. 

KATO.W.Y Bfookhaven Nallonal Laboralory. FIN A-3712. 84/02/13. LYON,W, Reac- 
tor Systems Branch. 12pp 30559.280-30559:291, 

--6505330367 Std order for DOE work: "R suability & Probabltlstlc Assessment for Fire 
Events," Issued to BNL. 

VOILMER.R H. Division of Engineering. • Bfookhaven Nallonal Laboratory. FIN A- 
9710-3.20-83*162 82/12/21, 2pp. 30656:244-30558:245. 

-8605230371 Outlines NRC-NBS Interagency Agreement 83*001 for fire risk analysis In 
nuclear facilities 

BERNERO,R.M. Division Of Risk Arialysis & Operations (post 840429). FIN 6-B957. 
83/01/04 SHREVE.D.B, Commerce, uept of, National Bureau of Standards. 4pp, 
30556:246-30550*249. 

-6505230372 Sld order for DOE work* "Safety Evaluation ol Core-Melt 
AccldanlsiOperallng Reactor Reviews for Indian Point * Zion," Issued lo BNL. 
MATTSON, fi.J. Division of Systems Integration toosl 811006). OGEKA,G.J Energy, 
Depl. ol. FIN A-3712-3. 20.8&-e46. 83/09/02. 3pp. 30668:269 30659:261. 

-8505230378 Projecl & budget proposal lor NRC work: "Reliability Engineering & Risk 
Assessment for Fire Events," 

KATO.W.Y., 0OCCIO,J. Brookhaven National Laboratory, FIN A-3710, 83/02/10. 
NOUN,F. NRC - No Detailed A Hi lialton Given. 6pp 30568:26(>-39658*267, 

-8505230384 Forv^ards executed sld order for DOE work: "Safety Evaluation of Core- 
Melt Accldenls:Opera1iing Reactor Reviews for Indian Point 6 Zlcn " W/o end. 
OQEfCA,Q,J. Energy, Dept of. PIN A-3712. B3/09/14. DANDOIS.D.B, Division of Ac- 
eounUng A Finance. Ip. 30558 262-30659:262. 


-8S05230393 Forwards aid order lor DOE work* '‘Probabilistic Response & Response 
Spectra for Category I Structures," providing addi incremental funds 
VOLLMEfl,RH Division of Engineering FIN A-3721 B4/01/23 OQEKA.GJ Energy, 
Depl of Ip 30559:360-30559 360 

-6505230399 Requests review & concurrence w/end NRR technical assistance projecl, 
"Probabilistic Response & Response Spectra for Category I Slructures" Concur- 
rences alao end. 

GRENien,B.L Techf^lcal Support Branch. FIN A-3721. 83/01/24. HAYES,M, Office of 
Nuclear Regulatory Researcn, Director, MUIR, A P Director’s Office, Office of Inspec- 
tion and Enforcement. EVANS, J. Office of Nuclear Material Safely & 
Saf 0 guards,Dlrector. 17pp 30559 292-30559 308 

-8605230401 Forwards std order (or DOE work, "Safety Evaluation of Core Well 
Accldenla Operating Reactor Reviews tor Indian Point & Zion," providing addI funding 
to compJoto work to Oct 1983 

MATTSON,RJ. Division of Syslems Integration (post 811005) 83/10/20 OQEKA,G J 
Energy, Dept of. 1p 30558*263 30550:263 

-B505230403 Std order for DOE work '‘Probabilistic Response & Response Spectra for 
Category I Structures," Issued to BNL. 

VOLLMER.R H Division ol Engineering. SCHWELLER,D. Energy, Dept of FIN A 
372U4, 20 84-m 84/01/23, 2pp. 30559 361-30559,862 

-8505230409 Requests BNL proposal for technical assistance under FIN A-3721, 
"Probabiliisflc Response & Response Spectra for Category I Structures." Statement of 
work & proposal Instructions end 

VOLLMER.RH, Division of Engineering. FIN A-3721. 83/02/03. OGEKA,G.J. Energy. 
Dept, of. 18pp. 30559.300-30559*326. 

-6505230411 Forwards executed sld order for DOE work, "Probabilistic Response & 
Response Spectre for Category I Slruclures." 

OQ£KA,Q.J Energy. Dept of FIN A-3721 84/02/06. DANDOIS.D.B Division of Ac- 
counting & Finance Ip. 30559.363-30559 363. 

-8505230414 Project & budget proposal for NRC work: '‘Probabilistic Response & Re 
spouse Spectra for Category I Sfrucfures." 

KOUTS.KJ , KATO.W Y , REICH, M Brookhaven National Laboratory. FIN A-3721 83/ 
03/02. LEAB,G (Equipment Quafiflcaffon Branch 4pp. 3O550’327'3O5S9 330. 

-6505230417 "Probabilistic Response & Response Spectra for Category I Stfuclurss." 
monthly highlights for Juf 1083. 

* Brookhaven Nallonal Laboralory. FIN A-3721. 83/07/31. NRC • No Detailed Aifili- 
ation Given. 2pp. 30560 001-30560002 

-8505230420 "Probabilistic Response & Response Spectra for Category I Structures," 
mor>thly highlights tor Sept 1983. 

* Brookhaven National Laboratory. FIN A-3721 83/09/30 NRC - No Detailed Aifili- 
ation Given 2pp. 30560.003-30560:003 

-8505230421 Notifies that request for tochnfcal assistance under FIN A-3721 consistent 
w/NRR operating plan & other guidance 

BERKSON.H. Planning & Resource Analysis Branch. FIN A-3721 83/06/13. 
CARTER, L.d. Planning & Resource Analysis Branch, Ip 30569,331-30569:331 

-8506230422 "Probabilistic Response & Response Spectra for Category I Structures," 
mor^lhly highlights for Oct 1003. 

* Brookhaven Nallonal Laboratory. FIN A-3721. 83/ 10/31. NRC ■ No Detailed Affili- 
ation Given 2pp. 30560;004-306e0 005. 

-8505230426 Provides Justification for rev to plan for FIN A-3721, "Probabilistic Re 
sponse & Response Spectra for Category I Slruclures," to allow development of com- 
puter program. Revised project Idenllficallon summary eneJ. 

VOLLMER.RH. Division of Engineering. FIN A-3721. 83/05/13. PUNCHES, JL. Plan- 
ning & Program Analysis Staff 4pp 30569.332-30559:339 

-8506230428 "Probabilistic Response & Response Spectra for Category I Slructures," 
monthly highlights for Nov 1983. 

* Brookhaven National Laboratory. FIN A-3721. 83/11/30. NRC ■ No Detailed Affili- 
ation Given 3pp, 30560:006-30560:006. 

-8505230434 Informs that BNL proposal under RN A-3721 supports NRR goals In risk 
assessmenl. 

QRENIER.B, NRC - No Detailed Affiliation Given. FIN A.3721. 83/05/24. THADANI,A. 
NRC - No Detailed Affiliation Given. 1p 30559,340-30659 340 

-8505230438 "Probabilistic Response & Response Speotra for Category 1 Structures," 
monthly highlights for Dec 1983. 

KATO.W.Y. Brookhaven Nallonal Laboratory. FIN A-3721 84/01/17. CHOKSHl.NC. 
NRC - No Detailed Affiliation Given. 4pp. 30580 000-30560 012 

-8506230443 Std order for DOE work: "Safety Evaluation of Core Melt 
Acddenls'.Operallng Reactor Reviews for Indian Point & Zion," issued to BNL 
MATTSON.RJ, Ofvisfon of Systems fnfegraffon (post 811006). OQEKA.Q.J. Energy, 
Dept. of. FIN A-3712-4. 20-84 01 1. 63/10/20. 3pp. 30650:284-30558.266. 

-8505230444 "Probabilistic Response & Response Spectra for Category 1 Structures " 
monthly highlights for Jan 1904. 

KATO.WV: Brookhaven National Laboralory. FIN A-3721. 84/01/31, CHOKSHI.NC 
NRC - No Detailed Affiliation Given. 2pp. 30»0;01 3-30560:01 4. 

-8506230446 Confirms 830524 telcon re mods to FIN A-3721 & revs to BNL 
proposal. Re vised proposal should be requested from BNL.Funds could be pro\rfded 
tor BNL to begin work while revising proposal. 

GRENIER, B. Technical Support Branch. FIN A-3721. 83/05/24. FRIQILLANA,E. Divi- 
sion of Engineering 4pp. 30659:341-30659:344 

-8505230450 Rev 1 to project & budget proposal for NRC work: "Probabillafic Re- 
sponse & Response Speotra for Category ( Structures," 

KOUT8,H,J„ KATO.W.Y., REICH,M. wookhaven National Laboratory FIN A-3721. 03/ 
08/26, CHOKSHI.N. Structural & Geotechnical Engineering Branch. 6pp. 30669:350- 
30659:364. 

-8608230494 Forwards executed std order for DOE work. "Safety Evaluation of Core- 
Melt AccidentsiOperating Reactor Reviews for Indian Point & Zlor> " 

OQEKA,G.J. Energy, Dept. of. FIN A-3712. 63/11/16, DANDOIS.D.B. Division of Ac- 
counting & Finance. Ip. 30558:267-30550:267. 



NONDOCKETED ITEMS 325 


>‘05(]523O467 Forwards std order for DOE work’ ‘’Probabillslic Rasponse & Respor^sa 
Spectra for Category I Structures,'* modifying proposal & providing addi Incremental 
funds 

VOUMER.R H Division of Engineering FIN A-3721. fl3/09/29. OQEKA,QJ. Energy, 
Dept of 2pp 30559 355-30559 356 

•'8506230469 Forwards std order for DOE wor1< "Operating Reactor Water Chemialiy & 
Corrosion,” accepting 8NL 630713 proposal & providing addI funds for continuation of 
work 

VOLLMER.n.H Division of Engineering FIN A-3380, 83/09/19. OGEKA,Q.J Energy. 
Dept, of 2pp 30560 015-30560 016. 

-'850S230472 Std order for DOE work- “Probabilistic Response & Response Spectra for 
Category I Struclures,'* issued to BNL 

VOLLMER.R H. Division of Engineering FIN A-3721 -3. 20 63-703 83/09/89. 3pp 
30559 357-30559.369 

-8505230474 Std order for DOE work "Reliability & Probabilistic Assessments for Fire 
Events," issued to BNL 

VOLUMER.R H Division of Engineering • Brookhaven National Laboratory. FIN A- 
3710-3 20-83 672.83/09/19 2pp. 30560-01 7-30560.01 8 

-8505230476 Forwards std orders for DO^ work '"Probabilistic Rasponse 6 Response 
Spectra for Category I Struclures” & "Reliability & Probabilistic Assessment for Fir© 
Events." 

QRENIER.BL Technical Support Branch. FIN A-3721 83/09/30, OGEKA.GJ, 
Energy, Dept. of. Ip. 30560.010-30560 019 

-6605230481 "Review of Cable Fire Calculations Performed W/COMPBRN Code " 
ZALOSH.RG, NEWMAN, J.S. Factory Mutual Research Corp. 84/01/31. 128pp 
30559 039-30559*166 

-6505230462 "Safety Evaluation of Core Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Jan 1983 

* Brookhaven National Laboratory, FIN A-371Z. 83/01/31. Reactor Systems Branch. 
2pp 30558,266-30558 269 

-6505230496 Std orders for DOE work* "Reliability & Probabilistic Assessment for Fire 
Events" & "Probabilistic Response & Response Spectra for Category I Structures/* 
Issued to BNL 

GRENIER, B L Technical Support Branch. * Brookhaven National Laboratory FIN A- 
3710 20.83-710. 03/09/30. 3pp 30560.020-30560.110, 

-8505230516 "Safely Evaluation of Core-Melt Accldents'lndian Point Operating Reactor 
& Zion Operating Reactor/* monthly highlights for Feb 1983. 

* Brookhaven National Laboratory. FIN A-3712. 03/02/28 Reactor Systems Branch 
2pp 30558.270-30558 271. 


-8505240023 Transcript ol 820817 interview w/P Ag^Lfayo 
AGUAYO.PA. BechlelCorp 82/06/17. 36pp 30577 167-30577:192. 

-8505240026 Transcnpt of 820628 interview w/CD Logg re allegations of falsification of 
lermlnatlon cards for work done at facilities. 

LEQQ.C D Affiliation Not Assigned 82/08/28 2epp 30577 103 30577 220 

-850S240032 Transcript of 820617 Interview w/DJ Mast re allegations of falsification of 
termination cards for work done at facilities 

MAST.O J. Affiliation Not Assigned, 82/06/17 16pp 30577,221-30577 237 

-6505240038 Transcnpl of 820617 Irvlerview w/SJ Moody re allegation of falsification of 
termination cards for work done at facilities. 

MOODY, SJ Affiliation Not Assigned 82/06/17 16pp 30577 238-30577:263 

-6506240047 Transcript of interview w/JG Sandoval re allegations of falsification of ter- 
mination cards lor work dona at faciiilles 

SANDOVAL.J G, Affiliation Not Assigned. 82/06/28 37pp 30577 254-30577.290 

-6505240851 Transcript of interview w/JH Schuh re allegations of falsification of termi- 
nation cards for work at facilities. 

SCHUH. JH Affiliation Not Assigned 82/06/17. fSpp 30577' 291 -30577 308 

-6505240055 Transcnpt of interview w/JB Sweet re alfogallons of falslflcalion of termi- 
nation cards for work at facilities 

SWEET.J.B. Affiliation Not Assigned 82/00/28 30pp, 30577:3 0 9-3 0577.336 

-6505240059 Transcript of interview w/K Wallerstein by EJ Power A OC Shucklalon re 
allegations of falsification of termination cards for work at facilities 
WALLERSTEIN.K, Affiliation Not Assigned 82/06/16 28pp 30577:339-30578 003. 

-8505240009 Stipulation releasing withheld portions of Vaughn index. Documents 
1,3, 5, 6 & 9 26 & TaMS 42-52 to ba released within 30 days after DOJ decision to 
decline to prosecuta Related documentation end 

BERNABE1,L Qovernmenl Accountability Project DIGENORA^JE, LAMSEHTH,R.A 
Justice, Dept of 84/01/06 105pp. 30576.261-30577*092 

-8505240013 Transcript of tape recorded 020629 Interview w/HR Nunez re allegation 
of falsification of larenlnatlon cards for work at racllltles 

NUNEZ, HR Affiliation Not Assigned 5-82-009. 82/06/29 63pp. 30577-093- 
30577:137 

-8505240016 Transcrlpl of B2O017 Interview w/QA Kennard ro allegation of falsification 
of termination cable cards for work performed at facilities 
KENNARD, Q, A Affiliation Nol Assigned. 82/06/17 Ifipp. 30577. 138-30577: 166. 


-6606230647 “Safety Evaluation of Core-Melt Accidents: Indian Point Operating Reactor 
& Zion Operating Reactor/' monthly highlights for Mar 1983, 

* Brookhaven National Laboratory. FIN A-3712. 83/03/31. Reactor Systems Branch. 
3pp. 30558.272-30568 274. 

-6605230662 "Safety Evaluation of Core Melt Accldentsilndlan Point Operating Reactor 
A Zion Operating Reactor/' monthly highlights for Apr 1983. 

* Brookhaven National Laboratory. FIN A-3712. 83/04/30. Reactor Systems Branch 
3pp 30558.275-30550*277. 

-8606230673 "Safely Evaluation of Core-Melt Accidant8.lndian Point Operating Reactor 
& Zion Operating Reactor,'* monthly highlights for May 1903, 

KATO.W.Y. Brookhaven National Laboralory. FIN A-3712, 83/06/10 MEYER, J.F. Re- 
actor Systems Branch, 7pp 30 558; 278-30558 *2 64. 

-6505230586 "Safety Evaluation of Core-Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor/' monthly highlights for Jul 1903 

* Brookhaven National Laboratory. FIN A-3712. 03/07/31. Reactor Systems Branch. 
2pp 30558:205-30550*286 


-8605249023 Transcript of 820617 Interview w/P Aguayo 
AGUAYO, PA Bechtel Corp, 82/00/17. 36pp 30577.157-30377:192 


-8605240026 Transcript of 620028 Interview w/CD Legg re allegations of falsification of 
termination cards for work done at facilities. 


lEQG.C.D. Affiliation Not Assigned. 82/06/28 ZCpp, 30577:193-30577:220 


-8505240032 Transcript of 820617 interview w/DJ MasI re allegations of falsification of 
ternninalion cards for work done at facilities. 

MAST.DJ. Affiliallon Nol Assligned. 82/06/17. 16pp, 30577:221*30577:237 


-8505240036 Transcript of 620617 Interview w/SJ Moody re allegation of falsification of 
termination cards for work done at faciiilles. 

MOODY, SJ. Affiliation Nol Assigned. 82/06/17. 16pp. 30577'23a-3 0577.253 


-8506240047 Transcript of Interview w/JG Sandoval re allegations of falsiricatiort ol ter- 
mination cards for work done at facilities 

SANDOVAL, J.Q. Affiliation Not Assigned. 82/06/28. 37pp 30577 '254-3 0577:290. 


-8506230593 "Safety Evaluation of Core-Melt Accidents Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Aug 1983. 

• Brookhaven National Laboralory. FIN A-3712. 83/08/31. Reactor Systems Branch. 
2pp 30558,287-30558,280. 


-8605240051 Transcript of interview w/JH Schuh re allegations of falsification of termi- 
nation cards for work at facilities 

SCHUH,JH, Affiliation Nol Assigned 02/00/17. 18pp 30577:291-30577.308. 


-6506230599 ‘'Safety Evaluation of Core-Melt Accldents'lndian Point Operating Reactor 
& Zion Operating Reactor." monthly highlights for Oct 1983, 

KATO.W.Y Brookhaven National Laboratory. FIN A-3712, 83/11/17. LYON,W. Reac- 
tor Systems Branch 4pp, 3 0568: 28 9-30568 '292. 

-6505230604 Std order for DOE work* "Determination of Event Sequences Contributing 
to Overall Frequency of Core Melt," Issued to Sandia Natl Labi. 

HANAUER,S.ri. Division of Safety Technology. * Sandia National Laboratories FIN A- 
1298-2. 82/04/08. 7pp. 30567:107-30557:122. 


-8505230612 "Safety Evaluation of Core-Melt Accidents: Indian Point Operating Reactor 
& Zion Operating Reactor," monthly highlights for Dec 1903 
KATO.W Y Brookhaven National Laboralory. FIN A-3712 84/01/16. LYON,W Reac- 
tor Systems Branch. 4pp. 30 558. 293 -305 5 B 296. 

8506240005 Responds to appeal re denial of FOIA request for documents Idenllfled In 
Paragraph 1 of 8401 Oo stipulation In Civil Action 83-1988 Forwards related 
documents Document 52 withheld (ref FOIA Exemption 7). 

BERKOVITZ,D,M Office of the General Counsel. 84/10/24. BERNABEI.L. Govern- 
ment Accountability Project Ip. 30578:255-30576:003 


-6505240009 Stipulation releasing withheld portions of Vaughn Index. Documents 
1, 3.5,6 & 0-26 & Tapes 42-52 to be released within 30 days after DOJ decision to 
decline to prosecute Related documentation end, 

BERNABELL. Government Accountability Proiecl DIGENORA,J E., LAMBERTH.R.A 
Justice, Dept of 84/01/06, 196pp. 30576.261-30577.092. 


-6505240013 Transcript of tape recorded B20629 Interview w/MR Nunez re allegation 
ol falsification of termination cards for work at facilities. 

NUNEZ.H.R. Affiliation Not Assigned 6-82-009. 82/06/29 espp 30577.093- 
30577.137. 


-8505240018 Transcript of 820617 Interview w/QA Kennard re allegation ol falsification 
of termination cable cards for work performed at facilities 
KENNARD.G.A. Affiliation Not Assigned. 82/06/17. 19pp 30577:130-30577:166. 


-8505240056 Transcript of Interview w/JB Sweet re allegations of falsification of termi- 
nation cards for work at facilities. 

SWEET, J.B. Afllllation Not Assigned 82/06/20. 30pp. 30577.309-30577:338. 

-65Q5240059 Transcript of Interview w/K Wallerstein by EJ Power & OO Shuckleton re 
allegations of falsification of termination cards for work at facilities 
WALLERSTEIN, K. Affiliation Nol Assigned 82/06/16 29pp. 30577:339-30570.003. 

0505240066 FOIA request for license documenle & insp repte or citations re Southern 
Space, Ino of Columbla.8C & Poi1amou1h,VA. 

TERPILAK,MS Nucleon Lectern Associates, Inc 64/08/11. POTTER, J. Region 1, 
Office of Director. Ip 30002084-30602*064. 

0505 240072 Responds to FOIA request for license documents & Insp repts or citations 
re Southern Space, Inc of Go1urT>bfa,SC & Pc rtsmouih.VA. Forwards documents listed In 
Appa A1 ,A2 & A3. Portions of documents deleted (rel FOIA Examptlon 5). 
FELTONJ.M. Division of Rules and Records 84/10/11 TERPILAK.MS. Nucleon Lec- 
tern Associates, Ino. 14pp. 306 02* 065-3 0603; 160. 

-7910020536 Responds to IE Bulletin 79-19, "Packaging of low Level Radwaste for 
Transpon & BurlaL" No wastes possessed under Mali /By product license 10-12233- 
02 shipped to authorized disposal sites. 

GASE.L. Southern Space, Inc.,. IEe-79-19. 79/09/05, O'REILLY, J.P, Region 2, Atlan- 
ta, Ollice of the Director, Ip. 30803.160-30603:160, 

*-8003030195 Requests amend of Mali /Byproduct License 10-12233-02. Changes loca- 
tion of facility. 

CASE.L. Southern Space, Inc,. 02660. 80/01/22. Materials Licensing Branch 7pp. 
30602’ 350 30603,001. 

'-0004110294 Mall/Byproduct License 10-12233-02 for Southern Space, Inc la amended 
In its entirety per 600122 Ur AmerHf 4 authorizes any byproduct mail in contaminated 
g^armenls & decontamination wastes for laundering. 

GUINN, P.R. Materials Licensing Branch 80/03/12, 2pp. 30603,021-30603 022. 
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-B0071003S4 Requests amend oJ Mat I ^Byproduct License 10-12233-02, authorizing 
new facility DBagmms end 

CAS£,L Southern Space, Inc,. 04143 80/06/05 GUINN,P R Materials Licensing 
Branch lOpp 30602348 30602 357 

-8007160733 Mall/ Byproduct License 10-12233-02 ter Southern Space. Inc is amended 
per 800605 Hr Amend 5 changes Conditions 10 & 14 autborteing use of licensed malJ 
at 820 822 Seventh St & Laigh Road at Ballard Ave.Portmouth.va 
GUINN, P,R Materiafs Licensing Branch 80/06/20 2pp 30603,019 30603 020 


•8505240190 Notices of significant mealing on 820414 in Atlanta, GA to discuss decom- 
missioning of laundry facility in Portsmouth, VA 

* Region 2 , Office of Director, 82/04/08 Region 2, Office of Director Ip 30602 283- 
30602 285 

•8605240236 Forwards plan for collection of subsurface samples at Portsmouth, VA fa- 
clfily per agroemonl at 820414 meeting Related documents end 
MOSER, WC Southern Space, Inc , 82/04/30 CHAMBLESS.PM Region 2, Office o1 
Director I4pp 30602 286-30602 300 


-3103110150 Requests eyalu alien ef end licensee survey results to assist in determin- 
ing If facilities may be returned to unrestricted use ^ * 

MILLERjV.C Malanals Licensing Branch fll/07/28 HIGGINBOTHAM.L Radiological 
Safety Branch Ip- 30602 304 30602 304 


-8505240249 Requests remlltanCG of fee for 010626 application for amend to License 
39-19727-01 to remove facility from license 

JACKSON.Q License Fee Managemenl Branch 00408 81/07/10 CASE.L Southern 
Space, Inc, Ip 30602 301-30602 302 


'3103110155 Forwards ‘'Radiation Survey RepV of Portsmou1h,VA facility Requests 
approval of decommissioning plan 

CASE.L Soul hern Space, Inc , 08408 81/06/26 Division of Fuel Cycta & Material 
Safety Ip, 30602 142-30602 160. 


‘3103110153 "Radialion Survey Rapt *' 

CASE.L Southern Space. Inc . 08408, 81/06/26 lOpp 30602 143 30602 160 


-8111020088 Forwards closeout survey rapt requested in 810728 memo & recom- 
mends facility bo released for unreslricted use 

GnELLA,AW Division ol Fuel C^da a Material Safety. 81/10/16 MILLER.VL Mate 
nals Licensing Branch Ip 30602303-30602 303 


-8505240270 Responds to 631007 6 0616 requests for info re 830627 application for 
amend to License 30-19727-01 Temporary abandonment of application requested due 
to new business considerations 

MOSER.WC Southern Space, Inc , 16215 03/11/02 HOWE.D Materials Licenslnfl 
Branch Ip 30602 313 30602 313 

“8605240274 Advises that 030627 application for amend to License 39-19727 01 will 
be considered abandoned unless response received within 30 days to 630816 request 
for addi info 

HOWe.D Materials Licensing Branch 15215 03/10/07 MOSER.WC South orn 
Space, Inc , Ip 30602 314-30602 314 


-6111020091 Advises that cfoseoul survey of facility completed per 010805 
memo Readings in certain locations indicated contamination in excess of permissible 
levels for unrestricted release. 

GlBSON.A,F. Technical Inspection Branch. 81/09/23. GRELLA,A W Division of Fuel 
Cycle ^ Malerfal Safety 5pp. 30602-305 30602 312 

-8506240079 Amend 1 to License 39 19727-01 for Southern Spaco.inc. amending Con 
ditions 10 6 14. 

• Materials Licensing Branch. 91/11/09, 3pp 30602 079 30602 081 


-8605240281 Requests addI info re 810627 application for amend to License 39-19727- 
01, Including info re waste water effluent & ALAR A program for effluent releases 
HOWE.D Materials Licensing Branch 15215 03/08/16 MOSER.WC, Southern 
Space, Inc., 2pp 30602 315 30602 346, 

-8505240287 Requests change of address for main ofc & payable dept in Columbia, SC 
GORfCK.C Southern Space, Inc, 03218 81/04/15 License Feo Management 
Branch Ip 30602 347-30602 347 


-8505240084 Advises that mvestigallon re waste water storage lanh left In ground in 
bldg formerly occupied by Southern Space, Inc compleled.Sample analysis indicated 
soil not contaminated beyond acceptable NRC limits. 

WILLIAMSON, E.L Region 2, Office of Director 82/06/19. GIULS,S Affiliation Not As- 
signed Ip 30602:082-30602 082 


“8S0524008B License 39-19727 01 for Southern Space, lnc.iiuEhorizing collection & 
laundering of contaminated garments 

GUINN,PR Materials LfeensPng Branch 01/06/18 2pp 30602 033 30602 084. 


“BSOS240300 Requests remittance of foe for 800122 application for amend to License 
10 12233-02 

JACKSON,G License Fee Managemenl Branch 02660 80/02/11. CASE.L Soulhcm 
Space, Inc , 1 1pp 30603 002-30603 012 

-8505240306 Responds to 780103 request for renewal of Llcenso 10-12233 02 Com 
pfete updated renewal application requested 

GUINRPR Radioisotopes Licensing Branch (Pre 700501) 92288 78/01/27 CASE.L 
Southern Space, Inc , ip 30603.013-30603 013 


-0605240095 Region II fnvestfgation Reel 30-19161/82-01 on 820304-26 No noncom- 
pliance noled^ajor areas investigated review of ijeensee notes.exposuro 
records, waste shipment records & periodic radiation surveys taken during docontaml- 
natkin 

WJLLfAMSON.e L, ALDERSON.CE Region 2, Office of Director 82/05/14 17pp 
30602 085-30902’ 101. 

-8506240102 Forwards Region il Investigation RepI 30 19161/62 01 on 620304 & 25- 
2&.NovialBtion$ or deviations noted. 

O' REILLY, J P. Regioi 2, Office of Director. 62/05/26. CASE,L. Southern Space, Inc , 
Ip 30602 102-30602.109 

-8505240108 Afffdavll of A Goodson re docommissfonfng of Portsmoulh.VA laundiy 
facility Concrete hauled 1o dump surveyed & smaared. No delectabfe levels found, 
GOODSON, A Southern Space, fnc , 82/03/26. 8pp 30602 1 10-30602 1 1 7. 

-S605240114 AffJdavil of L Case re decommissioning of Porlsmouth.VA laundry 
facility Waste water storage tank decontaminated & left fn ground. 

CASE,L Soirthern Space, Inc . 62/03/26 12pp 30602 118-30602 129 

-8505240123 Dscusses chronology of Southern Space, Inc for period 810630- 
620302 Wrongdoing alleged on pan of L Case 8i investigator assigned to pursue alle- 
gation before aitempDng further soil sampling 

TOTTER, J.P Region 2. Office of Director 82/03/19 GIBSON, A F. Region 2, Office of 
Direclor, 2pp. 30602- 130-30602-131 

-8505240126 Affidavit of TS Gills re decommissioning of Porlsmouth.VA laundry 
facllity.Concern expressed re lank in ground & removal ol contaminated soli 
QILLSJS Affiliation Not Assigned. 82/03/04. lOpp d0602.132-30602‘l41. 

-8B95240138 Delegates authority to administer oaths or affirmations per Section 161.C 
of Atomic Energy Act of 1954 re possible false statement In Mr to NMSS by Southern 
Spacejnc 

0’flEILLY,J.P Region 2, Office of Director. 82/03/03. WILLIAMSON, E.L Region 2 , 
Office of Director. 60pp. 30602- 16L30602-221. 

-8505240146 Application for amend to License 39-19727-01, changing licensee name to 
Southern Space, Inc/Tech-Wear, Inc & increasing possession limit Fee paid. 

MOSER, W.C. Southern Space, Inc., 15216 83/06/27. HICKEY J. Matertals Licensing 
Branch 2pp. 30602 222-30602:226. 


“8505240313 Responds to 760517 Itr re request for amend (o License 10-12233 02 RL 
Zimmerman & LB Case will serve as radiation safety consultant & radiation proteclion 
officer, respectively, for facility 

BENEDETTO, B Southern Space, Inc , 1567.76/06/07 BELL.JM Radioisotopes LI 
censing Branch (Pro 790501) 3pp 30603 014-30603 016 

“8605240324 Requests addi Info re 760317 request for amend to License 10-12233 
02, including description of current & future rofes of RL Zimmerman & LB Case In con 

duct of laundry operation. 

BELL,JM Radioisotopes Licensing Branch (Pre 790501) 71027 78/05/17 

0ENEDETTO.B Southern Space, Inc , Ip 30603 017-30603-017 

-8505240331 Confirms 7SD603 telcon stating that 750122 application for renewal of LI 
cense 10-12233-02 unnecessary License expires on 78O220 
BELL,J M. Materials Licensing Branch 75/06/24 BENEDETTO, J K Southern Space. 
Inc.,. Ip 30603 018-30603 018. 

“8505240349 Amend 3 to License 1O-12233-O2,am0nding license in entirety 

* Radioisotopes Licensing Branch fPre 790501) 78/04/20 2pp 30603 023 

30603 024 

“8606240356 Amend 2 to License 10-12233 02 for Southern Space, fnc, amending Con 
ditlons 12 & 20 as listed 

* Radioisotopes Licensing Branch (Pre 790501) 76/10/06. 1p. 30603 025-30603 025 

“8506240371 Application for amend to License 10-12233 02, reflecting personnel 
changes, including appointment of LB Ca&o as radiation proteclion officer 
BENEOETTO.B. Soulhern Space, Inc .. 76/03/17 Office of Nuclear Material Safety 8 
Safeguards, Director 2pp 30603 026 30603 027 

“8505240377 Amend 1 to License 10-12233 02 for Soulhern Space, Inc, amending li- 
cense In entirely 

0RINKMAN,fiE Atomic Energy Commission - Deputy Direclor for Fuels & Mat 73/ 
02/12 5pp 30603 020-30603 032 

“8505240383 License 10-12233-02 for Southern Space, inc, authorizing collection & 
laundering of contaminated garments 

* Atomic Energy Commission 60/02/23 3pp 30603 033-30603 036 


“85052401154 Forwards application for renewal of License 10-12233-02. 

CASE,! Southern Space, fnc, 79/01/27, NRC - No Detailed Affiliation Given, 1p 
30602 226 30602‘226 

“8505240158 Applicalion for renewal of License 10-12233-02, 

CASE.L Southern Space. Inc,. 62669. 78/01/27. 21pp. 30602 227'30602'2e9, 

“8505249189 Forwards resulto of gamma apectrai analyses of aemples from Southern 
Spacejnc. 

MONTG OMERY.D M. Region 2, Office of Director, 82/06/28 CHAM6LESS.P, Region 
2, Office of Director 2pp. 30602 270-30602 271. 

“8505240176 Forwards **Rept or Sampling Program at 020-822 Seventh Street 
ForlsmoulhtVA/’ concerning soil & water samples colJecled on 620602, 

MOSER,W.C Soulhern Space, Inc.,. 92/07/15. CHAM BLESS, P.M. Region 2, Office of 
Director. Ip 30602.272-30602 272, 

“8505240182 "RepI on Sampling Program at 620 B22 Seventh Street, Por1sniouth,VA," 
• Southern Space, Inc, 02/07/16 Opp 30602 273-30602-282 


“8505240388 Application for llcense.authonzing laundering of byproduct matl received 
on clothing equipment 

BENEDETTO, JK Southern Space, Inc 68/02/04 17pp 30603 036-30603.052. 

“8505240394 Application for amend to License 10-1 2233-01, authorizing operation of 
nuclear laundry in Porlsmouth.VA 

BENEDETTO. JK Southern Space, Inc,,. 99722. 68/01/16 Atomic Energy Comm is 
Sion 4pp 30603 053-30603.056 

“8505240410 Clarifies application for license re Portsmoulh.VA facility. Entire bldg 
except ofc will be restricted, Principal isotope is Co-60 

BENEDETTO, JK Southern Space, Inc,. 0464 6B/02/16, DUBE.R, Atomic Energy 
Commission, ip, 30603 057-30603 057 

“8505240414 Confirms 680130 telcon re applicalion for license for Poftsmouth,\/A faun- 
dry facility 

BRINKMAN.RE Atomic Energy Commission 68/01/31. BENEDEHO.J Soulhern 
Space, Inc. Ip 30603.058-30603,065 
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-8505240420 Application (or amend to License 10-12233 O2,0xlending expiration date 5 
yrs 

CASe,L Southern Space, Inc, 92280 76/01/03 Alomtc Energy Commission Ip 
30603 066-30603 066 

-8505240442 Application for renewal of License 10-12233 02 Related cerrospondence 
end 

BENEDETTO, J K Southern Space, Inc . 76/01 /2a 6pp 30603 069 30603,073. 

—8605260001 Responds to 690117 Itr re alleged violations of Charleston Naval Ship- 
yard contract w/Southern Space, Inc Allegations appear to concern Navy license- 
exempt operations & Navy wilJ invoslJgale 

* Atomic Energy Commission 69/02/07 ANDERSON.CP Senate 2pp 30603 074- 
30603 075 

-■8505260004 Fon/vards instructions re employee training, entry into rest^ctod area & 
drivers. 

BENEDETTO, J K Southern Space, Inc , 68/03/23 PEERY Atomic Energy Commis- 
sion. 6pp 30603 079 30603 063 

-65QS 260006 Advises that Southern Space.Inc, completed filing application lor license 
on 680126 License issued on 660315 Response to TG Marr» Itr re licensing & Insp 
activities concerning Macon, GA laundry facility In preparation 
PRICE, HL Atomic Energy Commission 68/03/19, Atomic Energy Commission 2pp, 
30603 084-30603 085 

-8505260015 Responds to 680312 Itr fo Southern Space.Inc, Macon, GA 

facility Southern Space, Inc requested amend to License 10-12233 02, permitting do 
contamination laundry In Portsmouth.VA on 680115 

PRICE, HL Atomic Energy Commission 68/03/19. MORRIS, T.G. House of Rep 1p 
30603 086-30603 006, 

—860 5280021 Discusses preoperation at insp of Portsmouth, VA facility on 68031 4-1 5 Ap- 
proval to operate in writing not required unless cornpellino need exists, 

SUTHERLAND, J T Atomic Energy Commission 68/03/13, Atomic Energy Commis- 
sion Ip 30603 087-30603 007 

-8605260024 Advises (hat license for Southern Space.Inc decontamination laundry fa- 
cility at Portsmouth.VA ready for issuance Reasonable assurance exists that heaflh & 
safety of public will not be endangered 

MCBniDt,JA Atomic Energy Commission 68/02/20. PRICE, H L, Atomic Energy 
Commission. Ip 30603 068'30603 088. 

-8506260029 Summary of 880305 meeting w/RT Zimmerman re Por1smou1h,VA con 
laminated laundry operation RT Zimmermari will visit laundry on 680308-09 to review 
entire program 

PEERY, W.W. Atomic Energy Commission. 68/03/06 Atomic Energy Commission. Ip 
30603'089.30603 089 

-8505260036 fnsp Rept 80 01 of License 10-t2233 02 on e(KI911.No noncompliance 
noted Areas inspected organlzationjnternaf audita, employee (ralning.radlation protec- 
tion procedures & receipt & transfer of mails. 

PEERY.W, Atomic Energy Commission 80/09/16 6pp 30603:093 30603 098 

-6505260049 Responds to RN Engelken 661009 request for Insp fnsp conducted 
681024-30 of Licenses 39-11576 01,10-12233 01 & 10-12233-02 No acltve program 
under License 39-11576 01 

BOEDER, J.R Atomic Energy Commission 68/11/14, Atomic Energy Commission 
tipp 30603 099-30603109, 

-8506280059 Discusses laundry decontamination license aclions.fnsp of laundry facility 
will be requested concufronl w/RL Cunningham visit to discuss "Cnierla & Std Li- 
cense for Decontamination Laundries.” 

ROEOER.JR Atomic Energy Commission. 68/09/26 KIRKMAN.RW, DAVIS.J.G , 
WALKER,D1 Atomic Energy Commission. 4 pp 30603:110-30603 113. 

-8505260066 Insp Findings & Licensee Ack on 681030 of Southern Space, 
Inc, Portsmouth.VA facility insp fmdmgs.no item of noncompliance found, 

‘ Atomic Energy Commission 68/10/30 Ip. 30603:1 14-30603-11 4. 

-8505280075 Insp Findings & Licensee Ack on 770218 of License iO-1 2233-02.1 nsp 
find logs 'notice to workers not posted 

YOUNG, HW Atomic Energy Commission 77/02/18 11pp. 30603.1 16-30603'125. 

-B 505260081 Submits Inspector evaluation & opinion re Southern Space, lnc.Macon,QA 
facility Facility equipment & procedures appear adequate Program limited to- laundering 
moderate a mount of contaminated clothing 

PEERY.W W. Atomic Energy Commission. 60/11/21 SUTHEnLAND.JT. Atomic 
Energy Commission 10pp 30603 128'30603'144, 

-8506280096 Discusses 600314-15 preoperaliorial Insp of laundry facility & equipment 
In Portsmouth, VA Equipmenl & facility adequate Air eflluent from dryers will bo sam- 
pled frequently during aarty stages of operation. 

PEERY, W.W Atomic Energy Commission 68/03/21. Atomic Energy Commission 
9pp. 30603 147-30603 156 

-6506260109 Forwards License 10-12233-02 License Condition 13 requires 
completion, Insp & approval of facility & equipment prior to receiving coniaminated 
laundry 

BRINKMAN.R.E Atomic Energy Commission. 68/02/23. BENEDETTO, J K. Southern 
Space. Inc . Ip. 30603.167-30603 157. 

-8505280115 Requests inclusion of Identifying info w/all correspondence re license In 
cldents or operations requests & transmittal of copy of required repts to central repos- 
itory. 

O’REILLY, J.P. Region 2, Atlanta, Office of the Director. 80/04/25, Southern Space, 
Inc , 2pp. 30603* 160-3O6O3' 169. 

8505240110 FOIA request for license & amend applications w/all supporting documen- 
tation lor Licenses 12-1 8044-01 MD, 12-19333-01MD & 12-21101-01. 

MIKOWSKI,J Standard Nuclear Consultants, Ltd. 04/06/24, F£LTON.d M. Division of 
Rules and Records. Ip 30578 004-30578 004. 

8605240120 Responds to FOfA request lor license & amend appticallons for Nuefear 
Pharmacy, lno,P]harmatopes,lnc & American Testing A Insp.Foiwards Apps A & B 
documents App B documents partially withheld (ref FOIA Examptlon 6). 

FELTON, JM. Division of Rules and Records 84/10/11. MIKOWSKI,J. Standard Nu- 
clear Consultants, Ltd. 6pp, 30578.005-30580.029 


—8506240126 Application for amend to LIconso 12-18044 01MD, increasing Mo-99/Tc- 
99m possession limit fo 45 Or & depleted U generator shielding limit to 270 kg 
FULTON, J M Nuefear Pharmacy, Inc 09166 81/10/01 DELMEDJCX),J Materials Li 
censing Branch Ip 30578013-30578 013 

-8505240136 Forwards Amend 12 to License 12-18044-01 MD No change made tapes 
session limit for Mo-60/To-98m 

OELMEOICO.J Malerlata Licensing Branch 09168 81/10/22. BARAT.K. Nuclear 
Pharmacy, fnc ip 30578 014-30578 014 

-8505240143 Amend 12 to License 12- 18044-01 MD for Nuclear Pharmacy, Inc, amend 
Ing Subitem 8 L 

* Materials Lfcansiag Branch 81/10/22 Ip 30578 016 30578 015. 

-8605240143 Application for amend to License 12-16044 01 MD, adding J Fancy as au 
thorized user of licensed mat) Statements of training & experience end 
FULTON, JM Nuclear Pharmacy, I n-c 11138 82/04/22 DELMEDICO.J Materials U 
censing Branch 6pp 30576 016-30578 021. 

-8506240157 Requests addl Info re 810716 application for renewal of Lfeense 12- 
1 8044-01 MD.M in lime neoded to fulfill dukes of radiation safety officer 8 commitment 
to assure that time available requested 

DELMEDICO,J Materials Licensing Branch. 09508 82/06/18 FULTON.iM Nuclear 
Pharmacy, Inc. 5pp 30578 022-30578 026 

-66D524Q16B Applocalion for amend to License 12-18044 OlMD.aulliorlzing Q Cease, G 
Doerr.R Asm us & D Smith as users of licensed malls Statements of training & experi- 
ence end. 

MCDONALD.DD Nuclear Pharmacy, Inc 12050 82/07/19 OELMEDICOJ Materials 
Licensing Branch I6pp 30578 027-30570 042 

-8505240176 Application for amend to License 12-18044-0lMD,authorizmg C SIrobel 
as user of llconaed mall Stalemenls of training & experience ertcL 
DEGSEUS Nuclear Pharmacy, fnc. SD 682 07 82/08/19, DELMEDICO.J Materials 
Licensing Branch 4pp 30578 043 30578 046 

-6505240163 Amend 13 to Ucensa 12-18044-0 1MD for Nuclear Pharmacy.Inc, aulhoriz- 
ing listed Individuals as users of licensed mall A KL Beret as radialion safety officer 
DELMEDICO.J Materials Licensing Branch. 82/07/26 Ip 30578 047-30578 046. 

-8506240102 Forwards Amend 15 to License 48-17466 01 WD.D Smith not added as 
user of licensed matl Documentalion of training A experience must be submIlted dl 
redly to NRC by licensee 

DELMEDICO,J Materials Licensing Branch 12066. 82/09/02. DESSEL.S Nuclear 
Pharmacy, Inc ip 30578 049-30576,049. 

-8505240228 Amend 15 to Licertisa 48 17466-01 MD for Nuclear Pharmacy.Inc, authoriz- 
ing listed individuals as users of llconaed matt A QR Sullivan as radiation safety offi- 
cer. 

* Materials Licensing Branch 81/12/22, Ip 30578 050 3OS78OS0. 

-8BO5240239 Appilealion for amend 1o License 12-1 8044*01 MD.aulhonzIrvg D Smith as 
user of licensed mall. Statement of training A exparSenco A axperionce w/radlalicn 
end 

DE3SEUS. Nuclear Pharmacy. Inc 12058 82/09/14. DELMEDICO.J Materials Li- 
censing Branch, 3pp 30578 051-30578.053 

-8SQ5240258 Responds to 620713 request for addl Info ra application for amend to Li- 
cense 1 2-1 8044-01 MD Corrected documentalion of J Fancy training A experience 

DESSEL.S Nuclear Pharmacy, Inc 1113B. 62/09/15 DELMEOICO.J Materials Li- 
censing Branch, a9pp 30578.054-30578 093 

-8605240268 Forwards response to request for addl info re applEcatlon for renewal of 
License 12-18044 01MD. 

DESSEUS Nuclear Pharmacy. Inc 1663 82/10/15. DELMEDICO.J Materials Licens- 
ing Branch. 24pp 30578 094-30578.117. 

-850S240276 Forwards renewal of License 12-18044-01MD License conditions noted re 
performance of Iodine bioassays A calibr of pocket dosimeters Info on time devoted lo 
radiation safely duties may bo requested w/iuture amend roquosi 
DELMEDlCO^J Materials Licensing Branch, 00508 82/11/16 Nuclear Pharmacy, Inc 
2pp. 30576-118 30578119. 

-8505240286 Amend 16 to Ucenso 12-18044 01 MD for Nuefear Pharmacy.Inc, amend- 
ing license in entirety 

DELMEDICOpJ. Materials Licensing Branch. 82/11/10 7pp. 30576 120 30578.126 

-0505240290 Application for amend lo License 12-1 804 4-01 MO, authorizing H Jan,JF 
Diamond A F Schweitzer as users of licensed matl, G Cease as radiation safely offi 
cer A H Jan as assistant radialion safety officer.Fee paid. 

DESSEL.S. Nuclear Pharmacy, Inc. 13261. 82/11 M DELMEDICO.J Materials Li- 
censing Branch, lepp, 30578:127-30578.148, 

-8505240294 Forwards documentation of (raining A experience lor JE McCalt in re 
sponse to requesl Course outlines A cerlificalion from Mercer College end 
OESSEL,S. Nuclear Pharmacy, Inc 0233. 83/01/24. Materials Licensing Branch, 8pp. 
30578.140-30578166 

-8505240306 Forwards descrlplfona of Nudear Pharmacy courses offered through Dop) 
of Continuing Educ F Schweitzer training desenbed 

KAVULA.M,P Mercer Univ., Atlanta, QA. 13281 83/01/25. DELMEDICO.J. Materials 
Licensing Branch 1 9pp 30578. 1 57-30578: 1 76 

-8606240323 Forwards amend to License 12-15044*0lMDJan A Diamond not added 
as users of licensed mail, Continuing educ program does not provide training specified 
in end Explan-allon requested from Ravula W.o end 

OELMEDICOJ. MateHels Licensing Branch. 13281 83/02/17 DESSEL.S. Nuclear 
Pharmacy, Inc. ip. 30570:177-30578:177 

-8605240330 Amend 17 to License 12-18044 01 MO for Nuclear Pharmacy, I no, authoriz- 
ing llsled IndMcTuals as users of licensed mail A G Cease as radialion safety officer. 

* Materials Licensing Branch 83/02/17. Ip. 30578:1 78-30578* 179, 
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-«85052403dS nos ponds to roquost for addi mfo ro app/icaffon Tor amend (o Ucenso 12^ 
ia044'01MD H Jan S J Diamond training & expaffonce end Records of 831)311,16 & 
22 tetoons end 

DESSEL.S. Nuclear Pharmacy, Inc 533 83/03/23 DELMEDICO.J Materials Licans* 
fng Branch 9pp 30578 180*30578 168 

<*8505240354 Application for amertd to License 12*16044 01 MD, authorizing OL McLe 
land as user of licensed mat) McLeland authorized as user under License 37*18461. 
OlMD.f eepaid 

0ESSEL,S Nuclear Pharmacy, Inc 83/05/16 VACCA.PC Matejfafs Lfcanaing 
Branch Ip 30578 189 30576 195 

«<d505240375 Forwards Amend 22 (o License 40*17466 01 MO SebmitCa) of (aDel for 
sealed sources requested w/next request Record of 8310f2 lefcon end 
D£LMEDICO,J. Materials Licensing Branch 15200 83/06/05 DESSEL.S Nuclear 
Pharmacy^ Inc 2pp 30576 106 30578 103 

-B5052403S5 Amend 22 to License 49 1 7466-01 MD for Nuclear Pharmacy, fftc, aulhoriz* 
fng possessbn & distribution of Group VI iiiatls,in form of sealed sources,lo author- 
ized reciprents 

VACCA,PC Materials Uce ns ing Branch 83/08/10 2pp 30578:199 30578 200 

-850524 03&0 Application for amend to License 12*18044 01 MD. authorizing possession 
& redistribution of 500 mCi mail from Group VI. Similar requesi approved tor License 
48 17469 C1MD Fee paid 

DESSeuS. Nuclear Pharmacy, Inc 16066 83/10/14 MYERS*J Materials Llcer>slng 
BtaiKh 2pp. 30578 201.30570-213 

—0505240397 Amend 23 to License 48<1 7466-01 MD for Nuclear Pharmacyjnc, aulhonz* 
Ing listed Individuals as users of licensed mall & J Pancy as radiallon protecifon offi* 
oer. 

VACX:A,PCC Materials Ucen sing Branch 83/11/02 1p 30578.214-30578‘214. 

-856S240407 Amend 23 to License 12*16044 31 MD for Nuclear Pharniacy,lfic, aulhoriz* 
Iric Lsted Indivlcfuafs as users of licensed mall d G Cease as radiation protection 
onicer Cglibr forms & S Brunskl training & experience end 

VACCA.P.C Malenafs Lfcensfng Branch, 16300 83/10/18. 0pp 30578 215* 

30578222. 

-8505240413 Application for amend to License 20 21 227*01 MO.descnbing cairbr proce 
dures for survey meters Fee paid 

DESSEL.S Nuefear Pharmacy, Iac. 17070. 83/10/03, MYERS. J Materials Licensing 
Branch 3pp 30576 223*30578 225, 

-8505240433 Requests addi Info re 831014 application for amend fo License 12-18044* 
OlMD.per OelmedicQ 830804 similar request lor Ucense 48-1 7466*01 MD Labels to be 
used by Chicago,! L & Wauwatosa, Wl facilicles requested 

VACCA,P. Materials Licensing Branch 16098 83/12/05 DESSEL,S Nuclear Pharma- 
cy. tnc. Ip 30578 226-30578 226. 

-8505240445 Application tor amend to License 12'1B044*0tMOtlncreaslng possession 
limll for Mo-99 0 Tc 99m to 75 Cf each Record of 831223 lefcon end Fee paid 
OESSEL.-S Nuclear Pharmacy, fne 16862, 64/01/16 MVERSJ Materials Ucensfng 
Braruh 2pp. 30578 230*30578 233 

-8505240450 Responds to 640106 request lor addI Info re 831003 application tor 
amend to License 20*2 1 227*0 1MD Info re calibr of survey Iristruments 

B ’ ‘ d Record of 840405 teJeon end 

L,S. Nuclear Pharmacy, fnc. 15967 64/02/02 VACCA,PC Waleriala Licensing 
Branch, 4pp 30578:234 30578’239 

-8505240458 Requests addi Into re 820607 application for license, authorizing posses- 
sion & use of sealed sources & devices tor mdustrial radiography.Rev to Sections 2 2 
& 2.4 of operating instructions requested 

BASSIN.N. Wateriaf Cerlifrcation & Procedures Branch. 11708. 02/07/02. 

PRESTON, RW American Tesling 6 fnspection. 3pp 30576-240*30578 245. 

-8505240465 Advises that unless response to 620702 request for addi Into ra 620607 
application for license received wilhin 30 days, application will be considered aban* 
doned 

BAS5IN,N Material Certification & Procedures Branch 1T708 82/06/03 

PflESTON,R.W, American Testing 4 Inspactlon Ip 30578.246-3057S 247 

-8505240467 Responds to 620702 request for addi Info re license application Changes 
to, "Operating & Emergency Procedures of industrial Radiography, American Testing & 
Insp'* end 

PRESTON, H.W. American Testing & fnspection 11700 82/07/13, BASSI.N, Material 
Certificalion & Procedures Branch 2pp. 30578 248 30578 249 

-8605240471 "Operating & Emergency Procedures tor Industrial Radiography American 
Testing & Insp 

‘ American Testing & Inspoctloa 62/07/13 214pp 30578 250-30579-103 

-6505240502 Application for amend to License 12-21 101*01 .adding New Ler)Ox,fL as 
use & storage s:te,SA Huber Consullan1s,lnc as calibr & leak last sve & removing re- 
quirement for lead-fined boxes tor storage. Fee paid 

PflESTON.R American Testing & Inspection 07676 63/03/21. Region 3, Office of 
Direcfor. Spp. 30579 104 30579 108 

-8S0524950B Application lor amend to License 12*21 101-01, authorizing semiannual 
Iralnlng reviews on "as needed basis by radlallon safety officer** & changing semian- 
nual calibr checks of pocket dosimeters lo annual Fee paid 
PRESTOMR. American Testing & Inspection 63/03/25. Rogion 3, Office of Director 
Ip 30579 100-30579.109 

-8585248512 Requests addi Info re 820325 application tor amend to License 12*21 101* 
01 .Training program for In house classroom training requested, 

WANQ,JC. Materials Licensing Branch. 07676. 83/04/29. PRESTON.R American 
Tasting 4 inapecto. Ip. 30576.110-30570^110. 

-8505240517 Responds to 830429 request for addi Info re appllcritton for amend to Li- 
cense 12*21101*01 Description of training program end 

PRESTON, R American Testing & Inspection 07676 83/06/01. WANG,J.C Materials 
Ucensing Branch 14pp 30579*1 11 *30579' 124. 

-8505240518 Requests addi Irrto re 630395 & 0601 appficaljons for amend lo License 
12*21 TOf-OI .Description of efassfoom training program and Identification of training to 
be done by SA Huber Consult ant sjnc requested 

WANG,J.C Matariafs Licensing Branch 07676. 63/06/1S. PRESTON.R American 
Testing i fnspection Ip. 30579.125*30579-125 


-650524D521 Responds to 830616 request for add) Info ro application for amend lo LI 
cense 12-21101*01 Table of conients to Gamma industries training course encIS 
Huber will meet w/NRC on 630818 or 19 to review training mails. 

PRESTON, R American Testing & Inspection 07676 83/00/15 WANG,JC Materials 
Licensing Branch 12pp 30579 126*30579 137 

-6605240526 Forwards application for renewal of License 12-18044 01 MO, updating 
records & reflecling current radiation safety prog ram. Fee paid 
FULTON, J.M Nuclear Pharmacy, Inc 09508 81/00/26 DELMEDICO.J, Materials LI 
censing Branch Ip. 30579 138*30579.138. 

-8S0S240530 Application for renewal of License 12-18044-01 MD Fee paid 
DESANTIS, NP Nuclear Pharmacy. Inc. 09600, 81/07/16 102pp 30579:130* 
30579-229 

'-85DS240634 Application for amend lo License 12*1 6044*01 MD, authorizing JK Staffoy 
& J Manzi as users of licensed mall JK Steffey statement of training & experie[>cQ 
enci J Manzi authorized user under License 37-18461-01 MD Fee paid 
DESSEL.S Nuclear Pharmacy, Inc 15753. 83/08/19 DELMEOICO.J Materials Li 
censing Branch 7pp 30579 230 30579.240. 

-8505240539 Forwards American Testing & Insp appllcallon for license, authorizing use 
of sealed sources In radlographv.Fee paid 

WENNLUND.D.L Donald 1 . Wenniund & Associates 11708. 02/06/07 Materials Li- 
censing Branch, ip 30579-241*30579-241 

-850S240544 Application lor llcense.authorizing use of jr*192 & Co*60 sealed sources 
for radiography.Supportlng documentation encI Fee paid 

PRESTOHR.W. American Testing & Inspection 11708. 82/06/07, 140pp 30579 242- 
30580 029 

8605290066 Partial response lo FOIA request for documenfa produced under contract 
to NRG on reviews of PRAs for listed plants Forwards App A documents Search con- 
tinuing for addi records. 

FELTON J.M. Dfvlslon of Rules and Records. 84/10/15 SHOLLY,SC. Union of Con- 
cerned SclenUsts 12pp 30630-001-30634*184. 

-8101060037 Responds to 801126 memo requesting consequence calculations for re- 
lease sequences w/& w/o Iodines In release.DIv ol Sys Integration can perform CRAG 
runs & proposes using WA8H*1400 evacuation model & paramelere, except for evacu- 
aUonllrnlL 

KREGER.W.E. Assistant Director for Radiation Protection 80/12/12. ERNST, Ml. As- 
sistant Director for Technology Review. 2pp. 30630.205-30630.209. 

-8110230045 Discusses review of 810331 risk analysis. Basically supports 
conclusion, however lack of sensitivity sludles diminish credibility of rapt. 

VESELY.W.E Risk Methodology & Data Branch 81/10/05. BEHNERO, RM. Division 
of Risk Analysis & Operations (post 840429). tepp. 30630.348*30630.363 

-8110300023 Forwards Div ol Safety Technology evaluation of auxiliary feedwater Tech 
Spec out of SVC times & contribution to sys unavaifablllly.Three-day maint outage rec- 
ommended to reduce relaxed schedule permitted w/7'day outage. 

ERNST, M.L, Division of Safely Technology. 81/10/20 NOVAK, T.M, Assistant Diraclor 
for Operating Reactors. 13pp. 30630.262-30630 264. , 

-8112170547 Forwards summary of review of ullf probablllstio risk assessment, 
PYATT.D.W. Reactor Risk Branch. 81/11/27. BERNERO.R M. Division of Risk Analy- 
sis & Operations (post 840429), 23pp 30631-001-30631:023. 

-8202040060 Discusses review of uiil probabilistic risk assessment (PRA) Transcript 
presents case for proper application of PRA 

6ERNERO,RM Division of Risk Analysis & Operations (post 840429) 62/01/06 
HANAUER.8. Division ol Safety Technology. 2pp 30630 346-30630-347. 

-8202110243 Forwards review comments re structural area of facility probabilistic safely 
study. 

KNIQHTJ.P, Assistant Director for Comp. & Structures Engineering (Pre 830201). 82/ 
01/25. ERNST, M. Assistant Director for Technology Review. Spp 30631.024* 
30631:026. 

-8202230668 Forwards results of limited review of probabilistic risk 
assessment Concerns which should be addressed by thorough review Include reactor 
core Isolation cooling capability & exclusion of vapor suppression sys from event 

BERNERO,flM. Division of Risk Analysis & Operations (post 840428) 82/02/02 
HANAUER.S H Division of Homan Factors Safety. 24pp. 30631.027*30631.050. 

-820824D476 Discusses agreement reached at 820728 meeting w/uti) & geologlo con- 
sultants re Vogtie plant fault investigation & preliminary results Final rept will be sub* 
mined afte/presentatlon & before 621001 

JACKSON,R.E. Geosciences Branch. 82/08/17. KNIGHT, J.P. Asslstanl Director for 
Comp. & Structures Engineering (Pre 830201). Ip. 30631:129*30631:129. 

-82111B0509 NoUfles of flight cost tor helicopter needed for 821 122 geologic observa- 
tions of fault Investigation. 

JACKSON, R.E Geosciences Branch 82/11/16. REBELLO.J. Division of Contracts. 
Ip 30631:180.30631:186, 

-8212290298 Summary of 620914 meeting w/utlLSouthern Co Svcs,lnc 6 Bechtel In 
Bethesda^MD re Millett Fault study. 

ORANT.JM. Ucensing Branch 1. 82/09/23. Ucensing Branch 2pp. 30631:189- 
30631.190. 

-8301030295 Tnp rent of 821122*23 site visit to examine drill cores 6 surface features 
re Millett Fault Study.Observatlons verified that no surface evidence of faulting present 
in vicinity of postulated fault. 

ALTERMANJ.B. Geosciences Branch. 82/12/21. JACKSON, RE. Geosciences 
Branch. 2pp. 30631,191*30631:192. 

-8301270522 Recommends priorillzallon of Issue re probability of core melt due (o 
component cooling water sys failures in determining resources to be expended & 
schwufe tor resolution. 

THAOANfpA Reliability & Risk Assessment Branch. 83/01/19. MINNEflS,W. Safely 
Program Evaluation Branch, 5pp. 30631:193*30631:197. 
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“8302020170 Forwards NRG review of ulil rept. "Studies of Postulated Mdfelt FauH" 
Rept conclusion that no capable fault exists is correct 

KNIGHT, J P Assistant Director for Comp, & Structures Enoineering (Pro B30201) 83/ 
01/26. NOVAK, TM Assistant Director for Ucen sing Opp 30631:199-30631*204 

“8302170122 Summary of 821117 & 1216 meetings w/ORNL & BNL In Belhosda, MO 
re facility PRA assessment, phenomenological accident progression & containment 
loading areas.Attendance lists & presentations end 

HARDTN.W B Reactor Systems Branch 63/01 /27. SHERON.B W, Reactor Systems 
Branch 145pp 30631 ‘205-30631, 347, 

“8306240360 Requests end dralt review results of probabjllsUc safety study fire analy- 
sis from Sandia which will appear in draft Sandla/Brookhaven NDREQ/CR be for- 
warded to licensee for assessment 

THADANI,A C Reliability & Risk Assessment Branch. 83/06/20 VARGA, S Operating 
Reactors Branch 1 5pp 30631 '354-30631.358 

“8308160066 Forwards source terms for severe accldenle due to Internal events & "As- 
sessment of Fission Product Transport Processes Applicable to Limerick PRA" Com- 
ments requested by 830815. 

M)TCHEL1.J Accident Evaluation Branch 83/08/03 HULMAN,LG Accident Evalua- 
tion Branch lOpp 30632 032-30832 081 

“8308150070 "Assessment of Fission Product Transport Processes Applicable to Lim- 
erick PRA." 

POSTMA,AK. PASEDAQ.W.F. NRG ■ No Detailed Affiliation Given 83/02/17 40pp 
30632.042-30632 081 

“8309220280 Provides significant conclusions of preliminary review 6 evaluation of Apr 
1 9B3 severe accident risk assessment rept. Evaluation of geotechnical ervgin earing & 
structural fragility aspects end. 

LEAR,Q. Structural & Geotechnical Engineering Branch 83/09/12. JACKSON,R. Geo- 
sciences Branch 35pp. 30632.082-30632*116 

“8310110473 Forwards "Review of Seismic Hazard A Fragility Irv Limerick Generating 
Station Severe Accident Risk Assessment." Specific recommenda lions for Improve- 
ment & verification end. 

KNIGHT, J.P Assistant Director for Comp & Structures Engineering {Post 630201) 
83/09/23. ROWSOME.F. Assistant Director for Technology Review. 2pp. 30632.117- 
30632'116 

“8310110477 "Review of Seismic Hazard & Fragility in Limerick Generating Station 
Severe Accident Risk Assessment " 

• Division of Engineering. 83/09/23, 75pp. 6700 5 -23 2-6700 5:3 08, 

“8310180063 Forwards list of seismic & fire sequence classes & estimated frequency 
more representative of plant for DES than Info from WASH-1400.Sequence or values 
not expected to change significantly In near future. 

THADANI.A. Rollablllly & Risk Assessment Branch 83/10/06, HULMAMJ. Accident 
Evaluation Branch 4pp 30632' 194*30632; 197. 

“8311210081 Forwards branch comments on probabilistic safely study re analysis of 
component fragility & associated seismic risk Close interaction between contractor & 
NRG necessary to complete review. 

BOSNAK.R J Mechanical Engineering Branch. 03/11/14. LEAR.Q Structural & Geo- 
technical Engineering Branch. 2pp 30e32'288-30632’289. 

“8312120007 Forwards plan for documentation & filing hearing testimony on risk & dis- 
cusses problems w/DES suppi re editorial changes & policy problems w/hearing testi- 
mony on risk. 

SPEISJ.P. Division of Safety Technology 83/11/17 EISENHUT.D.Q. Division of U- 
censlng CHRISTENBURY.E, Office of The Executive Legal Director. MATTSON, fl.J. 
Division of Systems Integration (post 611005), 7pp. 67075:150 87075' 156 

“8403300216 Forwards proposed revs to DES & answers to comments in util 640206 
Hr, Results emphasize uncertainty w/ calculations of seismic hazard used In severe ac- 
cident risk assessment 

JACKSON, R E Geosciences Branch 84/03/16. HULMAN.J. Accident Evaluation 
Branch. 6pp. 30632.290-30832:294. 

“8404110522 Forwards risk evaluation rept Work performed per TMI Action Plan Item 
ll.B 6, "Risk Reduction for Operating Reactors at Sites W/HIgh Population Densities." 
HOUSTON.RW. Assistant Director for Reactor Safety, TAG 41044. 84/03/26. 
ROWSOME,F. Assistant Director for Technology Review 42pp 30632 290-30632.330. 

“8405230009 Advises that Reliability & Risk Assessment Branch In process of complet 
ing review & offering recommendations re reactor coolant pump seal cooling 
THADANI,A. Reliabllily & Risk Assessment Branch. 04/05/16. PARR.O. Auxiliary Sys- 
tems Branch. Ip. 30631:1 98-30631 ‘198. 

“8405310299 Forwards final Input to contalnmanl failure matrix & source terms for use 
In calculating severe accident risk estimates for DES.Annuaf frequencies for each re- 
lease category also Included. 

SHERON.B. Reactor Systems Branch 84/05/14. HULMAN,L,Q. Accident Evaluation 
Branch. 31pp. 30632.356-30633 024. 

“6406080318 Forwards comments on seismic- related Issues in May 1964 draft of 
"Review Insights on PRA.LImerlck Generating Station." 

REITER, L Geosciences Branch. 84/06/04. THADANI.A. Reliability & Risk Assess- 
ment Branch. 4pp 30631 360-30631 '363, 

“8406280324 Discusses review of plant probabillsUc safety assessmenil. Proposed 
schedule for review of probabilistic safety assessment by designated divs end Any 
questions on significant areas for LLL consideration requested by B40B01 
SPEIST.P. Division of Safety Technology. 84/06/21. EISENHUT,0. Division of Licens- 
ing. VOLLMER.R. Division of Engineering. MATTSON, R. Division of Systems Integra- 
tion (post 811005) 3pp. 30633:060-30633:062. 

“8407230186 Submits revised schedule for review of external events probablllstrc safety 
assessment. Dues I Ions & comments will be provided on 64081 5.Bite visit will be con 
ducted In mid-Aug i984.Dfaft review rept will be submitted by 841116. 

VOLLMER.R.H. Division of Engineering 84/07/16. SPEIS.TP. Division of Safety 
Technology. 3pp. 30633:068-30633.070. 

“8505280130 "Brief Summary of Soil Conditions & Foundation Evaluation, Units 1*4." 

* Bechtel Corp. 73/04/30. 10pp. 30630:016-30630.024 


“6505280147 Commenla on utif intent to Increase use of groundwater for makeup water 
purposes Concept of using wells as Class 1 makeup water sources justifies special 
evaluation hvofving listed cnlera Related Info end 

KILPATRICK.F.A. Interior. Depl of. Geological Survey 3123 73/05/11. 

CAMMILL.WP Atomic Energy Commission, Olrecte/ate of Licensing 13pp 
30630 025-30630 037. 

“8505280157 Forwards request for addi Info re application for license to contruct 
planls.Addl info should be availble for review by 730706 

KNIEt.K Atomic Energy Commission • Deputy Director (or Reactor Prolacts 73/05/ 
16. MITCHELL, I S Georgia Power Co 31 pp 30630 038-30630.066, 

“65052S0166 Forwards questions on geology & foundation enainearing re proposed 
plant Position paper recommending add I site exploration currently being prepared 
DENTON, HR Atomic Energy Commission, Directorate of Lfcenwng, 73/06/06 
DEYOUNG, RC Atomic Energy Commission * Deputy Director for Reactor Prolocle, 
3pp 30630 069-30630.071 

“0SO528O176 Forwards review of PSAR ro soil mechanics & geology features of pro- 
posed structures Comments pertain to anafysis of static & dynamic stability of founda- 
lions of structures & earth slopes NA Dixon 739514 memo end 
KELLY, J.L Army, Dept, of 3062.73/06/06 MU NTZINQ, L M. Atomic Energy Commis- 
sion 7pp. 30639.072-30630 078. 

-8505280182 Forwards request for addI Info In order to continue review of application 
for license to construct plant,! nfo should be available for review by 730727 
KNIEL,K Atomic Energy Commission • Deputy Director for Reactor Prolects, 73/00/ 
12. MITCHELL,! S Georgia Power Co 22pp 30630 079 30630 100 

“8505280180 Forwards RH Morns draft site exam rept for pfanl, 

BALT2,EH. Interior, Dept of. Geological Survey. 4013, 73/06/20. GAMMILL,WR 
Atomic Energy Commission, Directorate of Licensing ip, 30630:101-30630,101. 

“8505280191 Draft site rept for plant on 730424 & 25 Related info end. 

MORRIS,R,H. Interior, Depl. of. Geological Survey, 73/05/31. 62pp 30630.102- 


“8505280109 Forwards RH Moirfs second pfelimlnaiy review of geological aspects of 
planLPrevious preliminary review transmitted on 730327 

BALT2.EH Interior, Depl of, Geological Survey. 7517. 73/10/05. GAMMILL,W.P. 
Alomlc Energy Commission, Directorate of Licensing Ip, 30830. 1 64-30630.1 54 

“8505260208 "Preliminary Review 2 Geology" 

MORRIS, R.H. interior, Depl of, Geological Survey, 73/09/11. 2pp 30530' 155- 
30630*166 

-8505280220 Forwards revised Page 2 to preliminary draft review of PSAR originally 
submitted on 731005 Changes correct Identification of boundaries being discussed for 
Triasslo basin underlying Coastal Plain deposits of site. 

HOUSER, FN Interior, Dept, of, Geological Survey. 73/10/30 GAMMILL,W.P Atomic 
Energy Commission, Directorate of Llcer^sing 2pp 30630:157-30630:158. 

“8505280234 Forwards Geology Branch 740130 comments on Amend 13 to application 
for licenses, per 740139 telcon.AddI boings & lesling program havo s all sf acton ly 
proven bearing capacity of clay-marl formation for all structures 
DODSON, E.L. Army, Dept. of. 993. 74/0t/31. CARDONE.T. Atomic Energy Commls 
Sion, Directorate of Licensing. 2pp. 30630.103 30630:164. 

-8505260241 Forwards RH Morris draft review of geological aspecis of plant as pre- 
sented in PSAR & amends Final rept will be transmitted when selsmologlc review 
completed. 

BALTZ.EH. Interior, Depl of. Geological Survey. 1665. 74/02/21. GAMMflL,WP 
Atomic Energy Commission, Directorate of Licensing Ip. 30630,165 30630,165, 

“8606280245 "Draft Revfow.Qeofogy.'* 

MORRIS,R K Interior, Dept. oL Geological Survey. 74/0 2/OB 4pp 30630.166- 
30630.173 

“8506280251 Forwards SER Input to geology & foundation engineering secllons for pro* 
TOsed plant Seismology Input will be forthcoming 

uENTON.HR. Atomic Energy Commission, Direcloralo of Licensing 74/04/22 
MOORE.V.A. Atomic Energy Commission, Ofrectorala of Licensing. 6pp. 30630.174- 
30630 179 

-8506280260 Notlflcallon of 740509 meeting of witnesses >& site safety personnel ac- 
companying H Denton to Vootle hearing in Bethe&da,MO to discuss problems appll 
cant raises or potential conflicts w/H Denton testimony 

SEIFFERT.P, Alomlc Energy Commission. 74/05/08. Atomfc Energy Commission. Ip, 
30630:180-30630.180 

“8505280267 Forwards testimony of RA Thomas to be introduced by applicant at 
740500 hearing. * ri- 

BAXTEn,TA, Shaw. Pittman, Potts & Trowbridge. 74/06/07, REILLY, T.W. Atomic 
Safety and Licensing Board Panel. Ip. 30330:1 61-30630:161. 

“850526027S Teatimony of RA Thomas supporting proposed site for reactors as suita- 
ble locatlon.Certlficate of Svc end. 

THOMAS, HA Georgia Power Co. THOMAS,H.A. Southern Co Services, Inc. 74/05/ 
07, 12pp 30630.182-30030*193. 

-8505280287 Summarizas 771116 Insp of excavation for facility foundations Insp re- 
vealed no evidence of warped marker beds or offsets, shears,! olds & deformation 
zones within excavalloaJD Duftln 771215 Itr to util end 

HELLER,L,W. Qeosctefjces Branch. 77/11/21. STERP,J.C. Geosciences Branch. 2pp. 
30630*104-30630 201 

“85052B0311 DIscu&ses risk study of reactors Results presented In Task Force 
Repl,SECY-0O'283 & 800626 brieflng.E valuation of Offshore Power Sya rept using 
listed outline will be completed by 600005. 

BERNERO.R.M. Office of Nuclear Re^latory Research, Director. 60/07/18. 
MATTSON, R,J Office of Nuclear Reactor Flogulalfon, Director 3pp. 30630*202* 
30630'204. 

“8505280334 PLG-0191 "On *Two-Stage' Bayesian Procedure for Determining Failure 
Rales From Experimental Data " 

KAPLAN, S, Pickard, Lowe & Garrick, Inc. 81/06/30 13pp 30630 -21 0-30630:222 
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“0506250339 Forwards pailta^ Ira ns c rial as model for llconseo jn ussng reactor risk 
assess me n1 D Vanderwalfe presented paper to ACRS in Ju! 1981 Suggests use for 
severe accident/ re Qulatory reform rulemaking 

ROWSOME.FH Office of Wuclear Regulalory Research, Director 81/10/01 
BERNEflO.B , BURDICK, G . MINOGUE.B NRC > No Detailed Affilration Given 31 pp 
30630 223 30030 251 

*^3505280349 82^1 56 ^‘Elfecia of Late Cretaceous & Canozoic FauEIIng on Geolog/ & 
Hydrology of Coastal Pfaln Near Savannah River»GA & SC " 

FAYE,Rfc, PROWELL.RE, Interior, Dept of, Geological Survey ©2/12/31 81pp 
30630 26S-30630 345. 

“0505230367 Responds !□ TM Novak 820202 memo re uso of PRA for other 
plants PRA can be used to ideal Ify structures & components which conlrihulo sub- 
slantialCy to nsk.examlno cost benefit of upgrading of siruclurob & establish criteria 
CHOKSHI.N. NRC - No Detailed Affiliation Given ©2/02/05 SCHAUEn,F NRC - No 
Detailed Affillatioa Given Ip 30631 051-30831 053 

-.050528042© "Review ol Zion PRA Seismic Analysis," presented al ACRS Subcommit- 
tee 820325 & 28 meetings Related correspondence end 
• Jack R eenjamin & Associates, Ire ©2/03/26, 27pp 30631 054-30031 OBI 


-■0505290233 Prosentalion entitled, "Specific Methods & Results MPRA Methodology,’' 
presented to NRC on 840510 

HUBBARD, F.R Consumers Power Co HUBBARD, F R Pickard, Lowe & Garrick, fnc 
©4/05/ie 14pp 30633 025 30633 038 

“6505 290241 Notification of NRC 840621 field trip w/util & Bechtel to States of GA/SC 
coastal plain to familiarizo geosciences reviewer w/area geology 
MIILER,M A Licensing Branch 4 84/06/04 AOENSAM.E Q Licensing Branch 4 
2pp 30633 039 30633 040 

-8505290247 Forwards Final 189 proposal, "Review of Seabrook Nuclear Power Plant 
PRA " Proposal now in process for formal approval 

JOHNSON.J M Lawrence Livormoro National Laboratory FIN A 0001 NSSP 84-1162 
84/06/10 DAVIS.SM Reliability © Risk Assessment Branch Ip 30633 041' 
30633 041 

“8505290253 Project & budget proposal for NRC work "Review of Seabrook Nuclear 
Power PJant PRA” 

CLELANO,LL , GARCIA, A A , JOHNSON, J M Lawrence Livermore National Laborato- 
ry FIM A-0001 84/06/05 DAVIS.SM Division of Safely Technology ISpp 
30633 042-30633 059 


-8505200436 Forwards photographs of two geologic sections along fiolos recently 
drilled to investigate Millet Fault Section Chip samples taken from drill core noxt to 
natural gamma log shown Map oncl.W/o roforenced photographs 
CHOSBY.T.W Bechtel Corp ©2/07/06 ALTERMAN.I Geosciences Branch 2pp 
30631 082-30631 083 

-65Q5230430 E^iprosses apologies for misspc'ling recipient name In 820706 Itr which 
forwarded photographs ol geologic sections JA Bailey 020715 Ur to J Armbruster end 
WOLFF, M Bacnlel Corp, 62/07/07 ALTERMAN,!, Geosciences Branch 2pp 
30631 0B4-30631.OB5 

-8SO520Q444 Forwards "Risk Estimation Commentary on Zion Probabilistic Safety 
Study " Info on preferred way of referencing NRC support requested 
EASTERLING.RG Sandia fgalional Laboratories 62/07/21 THADANI.A Reliability & 
Risk Assessment Branch Ip 30631 086 30631 086 


“8505290272 "Review of Seabrook PRA,” Monthly Mgt Ltr 1 for May 1904 
GARCIA.A A , CUMMINGS.G E Lawrence Livermore National Laboratory FIN A-0801 
84/06/22 DAVIS, S M Reliability & Risk Assessment Branch 5pp 30633 063- 

30633 067 

“850S29028B "Review of Seabrook PRA," Monthly Mgt Lir 2 for Juno 1984 
GARCIA.A A , CUMMINGS.G E Lawrence Livermore National Laboratory FIN A 0801 
04/07/17 DAVfS.SM Reliability & Risk Assessment Branch 6pp 30633 071- 

30633 075 

“8505290305 Advises that listed responses to 840615 Ur compiled in preparation for 
discussions w/NRC at B40724 meeting, including questions re primary containment 
pressure limit Containment venting diagram end 

HELWiG.D.R Affiliation Not Assigned 04/07/17 NRC - No Detailed Affiliation Given 
11pp. 30633 076 30B33.0B6 


-0505260447 "Risk Eslinoation Comma nfary on Zion Probabilistfc Safely Study." 
EASTERLING.R Sandia National Uboralories 62/07/21, 42pp, 30631 087- 

30631 128 

-©505200460 "Presentation of Results on Studies of PosluJated Milfoil Fault," prosenl- 
ed on 820914 in 8ethesda,-M0 

• Georgia Power Co. 82/09/14. 34pp 30631:130-30631:164 

-0505280469 "Final Repi Shairow.HIgh RGSOlutiQn Seismic Profiling of Frva Georgia 
River Localities " Draft PA Sobel memo to Allerman re seismology review of Bechtel 
rept, "Studies of Poalulatod Miliatl Fault" end 

HtNRY.VJ Georgia, Univ of, Athens, QA, * SWdaway Irksliluto ol Oceanography, 76/ 
07/31 23pp 30631 165-30631 187 

“3505280519 Forwards NED & SMIRT papers.per 830617 lelcon Sensitivity studies re 
effect of acceleration truncation on seismic core melt probability complete, End table 
shows that effect minimal W/o referenced papers 

RAVIN DR A, M K Structural Mechanics Associates ©3/06/20 REITER^L NRC - No 
Detailed Affilialion Given 2pp 30631 348-30631 >349 

“8505200544 Forwards RD Campbell of Slfuctural Mechanics Assoc.Inc 830711 Ur to J 
Reed of JR Beniamin © As see, fnc re PRA review meeting on 830708, 

MARTiN.R NRC • No Detailed Affiliation Given 83/07/25. REITER, L, CHOKSHLN., 
PEARRING.J NRC - No Delailed Affiliation Given 6pp 30631 ’369 30632.001. 

“BSO520O5S2 Forwards util 830727 Itr forwarding add! Info roeultcng from ©30708 meet 
Ing at Structurat Mechanics Assoc, Inc re severe accident risk assessment 
MARTIN.R NRC • No Detailed Affiliation Given. 83/07/20 REITER, L. IBRAHIM.A , 
CHOKSHI.N NRC - No Detailed Affiliation Given, Ip 30632 002 30632 031. 

“8505290070 Forwards YH Sun.G Anavlm © K Shlu 831206 memo re questions on fa- 
cility PRA Questions generated In course of review Slides from 830805 mooting oncL 
PAPAZOQLOU.I A. Brookhaven National Uboratory. FIN A-3740 03/12/06 CHOW.E 
Reliability & Risk Assessment Branch. 42pp. 30632'205-30632 246 

•-8505290004 Forwards "Proposed Research Program on Fission Product Trar^sport 
Program • Limerick Plant Analyses Task ** Proposal expands existing contract to cover 
anawses of fission product release to environ 

QIESEKG.JA, S EWELL, H M Sattelle Memorial Institute, Columbus Lnboralorlos 84/ 
01/25, JANKOWSKI, M Fuel Behavior Branch fp 30632-247-30032 247. 

-0505290009 "Proposed Research Program on Fission Product Transport Program - 
Lfmerick Plant Analyses Task " Presentation ontlllod, "Background to BNL Fission 
Producl Source Term Calculations for Limerick," presented on 840269 end 
^ Baltolle Memorial Institute, Columbus Laboratories 84/91/25 3Bpp 30632 240- 

30632 285 ^ 

-8605290101 Commenis on ILL draft review of facility ©31222 probabilislfo safety study 
re seismic fragility, wind & external flooding, Discussion about failure mode other than 
sliding of &vc water piping should be Investigated 

CHEN,JJ Structural & Geotechnical Engineering Branch 84/92/23, CHOKSHI.N 
Structural & Geotechnical Engineering Branch 2pp 30632,286 ©0632:207. 

-6505290116 Comments on several drafi repts re containmonl/source term/ conso- 

3 uenc 0 calculations by BNL Repts described as WASH-1400 base case Calculaiions 
o not reflect any new source term Jnfo Raevafuation appropriate 
BERNE RO.R.M. Accident Source Term Prog ram Office. 03/99/12. MATTSON.R, Divi- 
sion of Systems integration fpost ©1 1005) 3pp. 30632 295-30632,297. 

“05O529O15B Forwards std order for DOE work- "ftavlevr of Seabrook Nudear Power 
Plant PRA," Issued !o ILL Requests proposal be submitted within 40 days. 

SPEiSJ P Division of Safety Technology. 84/94/03 DUVAL, R, A. Energy, Dept of 
2pp 30632 340-30632,341 

“8505290164 Sid order for DOE work: "Review of Seabrook Nuclear Power Plant 
PRA," issued to LLL 

SPEfSJ.P Division of Safety Technology, FIN A 3754-4 04/04/03. 3pp. 39632.342- 
30632,355 


— ©505290312 QNL-NUREG-31622 "Evalualion of Uncertainties fn Frequencies of Tran- 
sient Initiators In BWRa " 

PAPZOGLOU.I , LEDERMAN.L Brookhaven National Laboratory 84/10/15 NRC -No 
Dotal lad Affilialion Given 3pp 30633 087-30633 089 

“8505290321 Forwards draft labia & explanatory mail of PRA info re comparison of 
pfant-fipccific PRA w/proposerf safety goals Weslinghouse draft 820520 Ur to PASNY 
& Cen Ed re plant risk assossment & mitigation study also end 
DIRCKS.Vy J Office of the Executive Director for Operations 03/01 /O0. PALLAOINO, 
GILINSKY, AHEARNE Commissioners 26pp 30633 090-30634 184. 

8605280229 Summary of 731101 mooting w/utll,Bechtel, SSI, Southern Sves, USGS © 
Dapt of Army, Chief of Englnoors in Bothosda.MD ro geology & subsurfaco exploration 
of plant site List of attendoas & rovlow status as of 730531 end 
CROCKER, LP Atomic Enemy Commission • Deputy Director for Reactor Projects 
73/11/05 Atomic Energy Commission, Directorate of Liconsing 4pp 30630169* 
30630*162 


8605290370 FOIA request for all agency records or Info ro Od 1903 rept by Judge H 
Hovt & S Aloot ro NRC Investigations at facility 

BAllSER.D B. Shaw. Pittman, Potts & Trowbridge 04/05/22. QRIMSLEY.D.H. Division 
of Rules and Records 1p. 3O642’20O-3O642 280 

0605290381 Interim response to FOIA request for ell agency documents re Oct 1983 
rept by Judge H Hoyt & S Aloot on NRC Investigations at facility Forwards 
documents Documents partially & completely withheld {rofTOIA Exemptions 5-7) 
FELTON, JM Division of Rules and Rocords 84/12/27 BAUSER.DB Shaw, Pitlman, 
Polls & Trowbridge 22pp 30642 20 1-30650 338 

-8202160094 Advises of establishment of sys of investigative guidance memoranda w/ 
stds ©procedures ro Invosllgalions os directed by Chmrman Palladino in end 811123 
memo Schedule will bo provided when approved 

THOMPSON, D Oirector''s Office, Office ol Inspection and Enforcement 01/11/23 
CARLSON. R Enforcement & Invosligalion Sfafl ALDERSON.C. Region 2, Atlanta, 
Office of the Director WARNICK.R Region 3, Chicago, Office of the Director ©pp 
3064 3 239-30643 252 

-8605290390 Advises of plan to conduct investigation at facility ro defective welds in 
safoly related sys & manner in which safety-related Installed piping flushed 
Inadequate Related Info end 

PHILLlPS.G A. Region 3, Chicago. Office of the Director 60/03/11. APPLEQATE.T 
Affilialion Not Assigned 62pp. 30643 046 30643.101. 

“8506290395 Provides verification of agreement reached at 010107 meeting re confs 
dontlal into* 

CUMMINGS.J J Office of inspector & Auditor 81/02/04. CLARK^L Government Ac. 
countability Project Ip 30643.162-30643:182 

-8605298399 Forwards outline of allegations raised in GAP documents 
• Office of Inspector © Auditor. 81/03/24. NRC • No Detailed Affiliation Given 7ptt 
30643 183-30643 169. 


-6 505290-403 Forwards GAO draft rept on Ofc of Inspector & Auditor Memo re prepara 
lion of agency comments will follow.W/o rent. 

CUMMINGS.JJ. Office of Inspector & Audllor. 01/04/09 HENDRIE, GIUNSKY, 
BRADFORD Commissioners. Ip 30643-1 90-30643*1 90 


-©605290408 Forwards GAO draft rept, "Improvements Needed in NRC Ofc of Inspec 
tor & Auditor " GAO asked for NRC comments by 81 0508. W/o rept Nofiflcallon on 
arranjjement for preparation of comments will be forwarded 
CUMMINGS.J J, Office of Inspeclor & Auditor 01/04/10, OIRCKS.W, CHILK.S 
BICKWIT.L. NRC • No Detailed Affilialion Given. 1p 30643:191 -30643’1 91 


“-&B05290414 Forwards GAO 810408 Ur transmitting draft rept, "Improvement a Needed 
fn NRG Ofc of Inspector © Auditor." Ofc will lake lead in preparing agency comments 
on draft Proposed response vrfll bo submitted by 810501 

CUMMINGS, JJ. Office of Inspector & Auditor. 01/04/14 HENDRIE Commissioners 
Ip* 30043’ 19 2-30643*201 
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.*6505200418 Forwards, for roviQW, “Roview of Welding Records,” re l£ facility Invesli- 
nation 

^ Office of Inspector & Auditor 81/07/16 NflC - No Detailed Affiliation Given 7pp 
30643 202*30643 211 

•^6505290422 Forwards ofc rept of investigation Into allegations by T Applegate re 
faculty W/o rept 

SCHNEBELEN.A Office of Inspector & Auditor 81/08/19 THOMPSONS NRG - No 
Detailed Affiliation Given Ip 30643 212*30643 238 

.*8505290436 Forwards T Devine FOIA 81-488 for documonis ro Ofc of Inspector A 
Auditor rept on adequacy of IE Investigation at facility, Response to listed questions 
requested by 811207 W/o end Rolatodinfo end 

CARR.JC NRC ' No Detailed Affiliation Given 81/11/30 MULUNfX.W. Director’s 
Office, Office of inspection and Enforcemont BROWN, N- NRC - No Detailed Affiliation 
Given PARRISH.R Office of the General Counsel 3pp 30643 253 30643 253. 

-8505290441 Lists documents for release under FOIA 81*466 Documents maintained 
in files, but generated by other ofcs also listed 

SCHNEBELEN.A Office of Inspector & Auditor 81/12/09 CARR.J.C NRC - No De- 
tailed Affillalion Given Ip 30643,254-30643-264 

-6605290446 Lists documents originated by IE but identified by another NRG ofc as 
being $ubj to FOIA 81*488 Disclosure determination should be pro>4ded as soon as 
possible 

CARR,J C NRC - No Detailed Affilration Given 81/12/10 MDLLINIX.W Director’s 
Office, Office of Inspection and EnforcomenL Ip 30643.255-30643 255 

-6S052904S6 Advisoa that Chairman identified three listed documents subj (o FOIA re 
quest for Devine & Lowenstein on facility Commissioner Bradford identified listed 
documents, all of which should be withheld per Exemption 5 W/o end 
BROWN, NO Corresponderreo & Records Branch 01/12/11 REED, C A, Division of 
Rules and Records 6pp 30643 256 30643’319 

-8605290462 Reaffirms response to original requo9t,ln response to appeal of fnitlal do 
cision on FOIA 61 *480, Silence intended to convey message that no draft repts main- 
la Inod within files 

SCHNEBELEKA Office of Inspector & Auditor 82/02/16. PARRfSH.R. Office of the 
General Counsel Ip 3 064 3 '320*30643 -3 32 

-6505200470 Requests fisted addi info re FOIA 01 -488 from T Devine for documerits 
concerning Ofc of Inspector & Auditor rept on adequacy of IE investigation at 
facility Response requested by 611209, 

CARRJ.C NRC * No Detailed Affiliation Given 81/11/30 MULLINIX.W, Director's 
Office, Office of Infection and Enforcement BROWN, N. Office of the Secrotary of 
the Commission PARRISH.R Office of the Generaf Counsel, Ip. 30643 330' 
30643 332 

-6505290476 Forwards responses to Congressman Ollinger 020420 questions re Ofc 
of Inspector A Auditor Investigative function Responses to Questions 11 & 17 will bo 
provlcfed by 820504. Question 29a requires response from Ahearne W/o end 
MESSENGER, G R Office of Inspector A Auditor. 02/05/03. COMBS, T. Corrospond 
enco A Records Branch 1p 3 0643 ‘33 3 *3064 3 333 


-0505290634 Discusses author 030S09 lelcon w/R Fortune ro Ofc of Inspector A Audi 
tor Inveslfgallon of facility Inquiry Info listed ihal should bo developed prior to Jan 
1961 Interview w/Fortuna sch^ulad for 83051 1 

ALOOT.es NRC - No Detailed Affiliation Given 83/05/19 NRC * No Detailed Affili- 
ation Giver> 3pp 30645 292*30645 294 

-6505290641 Advises that J Sinclair will be contacted on B30512 to arrange Interview 
re Invostigalion of Applegate matter Listed info should be developed during inteArlew 
ALOOT.es NRC - No Detailed Amiialion Given 83/05/19 NRC * No Detailed Affili- 
ation Given 4 pp. 30645 2 95*30645 298 

-6505290646 Discusses 830509 arrangements for inlerview w/A Schnebelen on 
830512 ro Applegate investigation Listed info should be developed during interview 
ALOOT,CS NRC * No Detailed Affiliation Given 83/05/10 NRC - No DolaiJed Affill- 
alion Gh/en. 5pp 3064 5 299-30645 303 

-8S052906S2 Discusses 830510 telcon w/J Cummings r a Applegate inquiry 
ALOOT,CS NRC - No Detailed Affiliation Given 03/05/10- NRC * No Detailed Affili- 
ation Given Ip 30645.304-3064 5 304 

-8505290655 Fon^rards Applegate chronology.lncorporatlon of other info or comments 
requested 

EIUPERIN.S Atomic Safely and Lfcensfng Appeal Panel. 63/04/13 ALOOT.S, NRC - 
No Dfltailetf Affiliation Given 5pp 30645 305-30645 327 

-6505290661 Advises (bat, on 03071 2, rept sotting forth results of ofc Inquiry into con 
duct of Ofc of Inspector A Auditor re Applegate allegations hand delivered to N 
Haller. Related Info encf 

ALOOT.CS. Office of the General Counsel, 83/07/13 Office of the General Counsel 
24pp. 30645 328-30645-351. 

-6505290666 Forwards copies of elt Interviews conducted during course of recent In 
quiry In Ofc erf Inspector & Audltor/ZfrTimer.por 649117 talconTranscnpts should be 
treated as confidential 

ALOOT.CS. Office of the General CounseL B4/01/18 LEWIS, S. Region 3, Office of 
Director. 2pp. 30045 352-30646:353 

—6505290671 Forwards transcript of two Interviews conducted by author & Judge Hoyt 
during Invostlgatlon Into Applegate rnatter.per 630322 telcon, W'o transcripts. 
ALOOT,CS. Office of the General Counsel 83/06/23. KEPPLER,JG Region 3, 
Office of Director. 1p. 30645:354-30646 354 

>*aS053(>0062 Forwards transcripts of V Slello,J McCarlen & C Norolius 
interviews Interviews generally suggest approach taken by field investigators to health 
& safety issues W/o transcripts 

ALOOT,CS, Office of the Genera) Counsef 63/08/05, STELLO.V Regional Oper- 
ations A Generic Requirements Ip. 3 064 5' 3 55-30645 355 

-8S05300965 Forwards franscripl of Cummings Inlervfew.Certain portions lost due to 
mechanical difllcultios w/tajping ays W/o transcript 

ALOOT.CS Olfico of the General Counsel 83/08/09 HERR.F. Office of Inspector & 
Auditor. Ip. 3 0645' 356 30645 356. 


.6505290463 Forwards input to Congressman 01 linger request re activitlos of Ofc of 
Inspector A Auditor since 610901 W/o end 

CUMMINGS, J J Office of Inspector A Auditor. 82/05/08. DEYOUNG, fl.C Dfrsclor’s 
Office, Office of Inspection and Enforcement Ip 30643 334-30643.336, 


-8505300069 Forwards transcripts of A Tracy A J McCarlen Interviews conducted by 
author A Judge Hoyt during In voatFgatlon Into Applegate matter. W/o transcripts, 
ALOOT.C.S. Office of the General Counsel. 83/08/23, HERR.F. Office of Inspector A 
Auditor, Ip 30645.357*30645^357, 


-8505290487 Discusses disclosure determination ro FOIA 62*206, per 820526 
requ 0 st.No objection to release of author 610810 memo to Koppler.Cummlnga 81 11 1 1 
memo to Davis should not be released, Related Info end. 

CUMMINGS, J.J Office of Ipspeclor A Auditor, 02/06/03. FELTON, J M. Division of 
Rules and Records. 7pp 30643 337*30643 345 

-8505290494 Forwards C Kammeror 820709 memo to Commissioners re facility 
Investigation, per Ahearne request. 

’ Commissioners 82/07/12 CUMMINGS NRC • No Detailed Affiliation Given Ip. 
30043 346 30644 061 

-8505290503 Recommends that no criminal Investlgalion be conducted until civil Insp 
completed to avoid any parallel proceeding problems Assessment should be made to 
determine whether invesiigation appropriate Related Info end. 

CISSELL,JC, HANLEY, P.J, US Dlalrlct Court, Southern Dislrtct of Ohio 81/09/09 
CUMMINGS. J Office of Inspector A Auditor 93pp. 30644 062-30644:154 

-8505290509 Discusses 630519 falcon w/0 Gamble re GAO rept on Ofc of Inspector A 
Auditor 

ALOOT.C S. Office of Iho General Counsel 83/06/10, Office of the General Counsel 
Ip 30644‘1S5*30644.155. 

-8505290568 Discusses 830602 telcon w/J Cummings re Ofc of Inspector A Auditor 

h8yt,H F Atomic Safety and Licensing Board Panel. 83/06/02. Atomic Safely and 
Licensing Board Panel Ip, 30644 166-30644:156 

-8505290616 Discusses 030630 telcon w/CummIngs re repI.Repf will be transmitted to 
Commission on 830708.0fc of Inspector A Auditor Fife 81-39 wll be returned to Cum- 
mings 

HOYT.H F NRC - No Detailed Affiliation Given 83/06/30 NRC - No Detailed Affllf- 
alion Given Ip. 30644’1 57*30644.1 57. 

-8605290620 Discusses Judge HF Hoyt 030601 Interview w/Means re Applegate alia* 
gallons that fn Apr 1981, NRC diverted resources to Investigate Applegate Confidential 
info deleted 

MILLER.R.Q Atomfo Safety and Licensing Board Panel. 83/06/07. Atomic Safely and 
Licensing Board Panel. Ip 30644' 168'30644‘323. 

-8605290624 Discusses 830623 telcon w/A Bowden re certain dates reflected In 
Bowden appointment calendar for J Cummings Related inlo end. 

ALOOT.C.S Atomic Safely and Licensing Board Panel. 83/06/27. Atomic Safely and 
Licensing Board Panel 324pp. 30644.324*30645.287. 


-8505300075 Forwards Pago 72 to McCarten Interview, per 830826 telcon. 

ALOOT.CS NRC • No Dotelled Affiliation Given 83/08/28 DAVIS.BA. Region 3, 
Office of Director 3pp 3 0645' 358*30645:360, 

-8S06300082 Lists Changes that should be made to correct typos In transcript of author 
83081 6 Interview 

BERNABEI.L Government Accounlabifity Project. 83/07/24. HOYT.HF Atomic Safely 
and UoensIng Board Panel. ALOOT.C.S Office of the General Counsel. Bpp, 
30645'361 -30^6 006 

—8505300867 Advises of numerous typos A other mistakes h Irenscnpf of author 
830698 inlervlew.CorrecUons fisted 

DEVINE J Government Accountabllrly Project. 83/08/10. HOYT.H.F. Atomic Safely 
and Licensing Board Panel. 2pp. 30646007-30648.008. 

-8605300094 Advises that Tape I.SJdo 1 & Tape 4, Side 4 of Iranscript of author 
S30525 intenrlew lost due to mechanical ddflculties. Copy of alt tapes of Interview & 
any handwritten notes requested. 

CUMMINGS.JJ. Office of Inspector A Auditor. 83/08/26. HOYT.H. NRC * No Detailed 
Affiliation Given. 1p 30646.009*30646 006 

-8505300101 Forwards tapes made during J Cummings interview, deposition. Document 
147,A!oot notes, Judge Hoyt preinterview notes A Hoyl 830602 memo to file.per re- 
quest, 

HOYT.H.F, ALOOTjCS. Atomic Safety and Licensing Board Panel. 83/08/29 
CUMMINGS. J Office of Inspector A Auditor 1.769pp, 30646010*30650:338. 

9505300001 FOIA requosl for Iranscript A other records of 840730 Commission 
meeting.Tran&crtpt page rafernng to meetfng end. 

CURRAN.D. Harmon, Weiss A Jordan. 85/02/08, FELTON ,J.M. Division of Rules and 
Records. 3pp. 30651.333 30651:335, 

850S300002 Responds to FOfA reouesl for transcript A documents for morning session 
of 040730 Commission meeting No documents found. Ref to meeting of Chairman A 
general counsel w/no other commissioners present. 

FELTON, J.M. DWslon of Rules and Records. 05/03/04, CURRAN, 0. Harmon, Weiss 
A Jordan Ip, 30651.336*30651:336. 

0505300004 FOIA request for info on whether Ben Hill Rock Quarry owned by Davis 
Mineral Property In southwest Atlanta being considered for nuclear waste site. 
MADDOX.J Atranla, GA 65/01/23. TROJAN OWSKI.B Region 2, Office of Director. 
2pp. 30651 330-30651:331 


-8605290028 Discusses author 830509 discussion w/R Gamble r© arrangements for 
interview on Applegate mailer Interview scheduled for 030611 In Alexandria.VA Info 
listed that should be developed during Interview. „ ^ ^ 

ALOOT.CS. NRC * No Detailed Affiliatfon Given 83/05/10. NRC * No Detailed Affill* 
ation Given. 4pp 30646:288 30646 201. 


8805300606 Responds to FOIA request for info- on whether Ben Hill Rook Quarry owned 

S f Pavis Mineral Property In southwast Atlanta being considered for nuclear waste 
te.NRC files show no record of documents subj to requesL 
FELTON,J.M. DMelon of Rules and Records 85/02/2^ MADDOX.J. Atlanta, GA. Ip 
30651 332*30651:332. 
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850530000& FOIA request for application for Ijconso & license (or M Kramer 
MCVEY.JT Ouadrex HPS, fnc 85/02/06 Office of Admtnistralion 1p 30651 292* 
30651 292 

8505300908 Responds to FOIA request for application tor ticense & license for M 
Kramer Forwards documents listed on app 

FELTON JM Division of RlIbs and Records 85/03/11 WCVEYJT Quadrax HPS, 
Inc. 2pp 30651 293-30651 311 

‘-7905290279 Forwards application for amend of Matl/Byprodirct License 20 13864-01 
HOLTEEN.WP Emerson Hosp Concord, MA S9631 79/04/09 Radioisotopes U- 
censing Branch (Pre 790501) 2pp 30S51 295 30651 296 

-*7907130224 Submits addl info to support application fo amend Matl/Byproduct Li- 
cense 20-13864-01 re adding MW Kramer as authorized user 

HOLTEEN.W P. Emerson Hosp Concord.MA 99631 79/06/04 WALKER.WJ Materi- 
als Licensing Branch 4pp 30651 297-30651 300 

-8505300016 Amend 28 to License 20 13864 01 (or Emerson Hosp, authorizing use of 
listed matls for Groups I III diagnostic procaduraa & pulmonary & blood flow studies 
GLENN, J E Materials Licensing Branch 81/12/17. 4pp 30651.301-30651 304. 

-8 50530001 B Forwards application for amend to License 20-13664-01. authorizing use 
of Qd-153 for bone mineral analysis Fee paid 

KflAMER,W W Kramer. M W, MD. 02055 84/01/12 Region 1. Office oJ Director Ip 
30661-305-30651 305 

-*8605300022 Application for amend to License 20-13864 01. authorizing use of Gd 153 
sealed source foir bone mineral analysis & densitometry 

KRAMER, M W Kramer, W W . MD, 02055 63/12/17 3pp. 30651 906 30651 308 

-8505300028 Forwards License 20 20674 01 
JERMAN.PC Division of Engineering & Technical Programs 02056 84/03/29 
KRAMER.WW Kramer. W W . MD, Ip 30651 309-30651 309 

.* 850530003 2 Licofiso 20 20674 01 for MW Kramer, authorizing Qd-1S3 sealed source 
for bone densitometer for In vivo measurement of bone mineral content. 

JERMAN.PC Region 1. Office of Director 84/03/24 2pp 30661 910 30651,311 

8505300040 Further re^onse to FOIA request for all NRC May-Nov 1984 memos to Div 
of Licensing re draft SER & SER sections Forwards App B document Document also 
available in POR, Document parlfally withheld (ref FOIA Exemption 3). 

F ELTON. J M Division of Rules and Records 85/03/04 GRAGER.L NUS Corp 2pp 
30851312 30651.329 

-8505300046 Forwards SSER state ment.SALP Input & updated Implementing license 
condition 

MCGORKLEtGW Power Reactor Safeguards Licensing Branch 84/07/23 
THOMAS, CO Standardization & Special Projocta Branch 2pp 30651 314-30651 *315 

-8505300048 Safeguards SER supporting Rev 0 to physical security &. safeguards con 
tfngency plan A Rev 0 to training & qualification plan did 8307 28 Info deleted SALP 
Input enci, 

* Power Reactor Saleguards Licensing Branch 04/07/23 13pp 30651 316- 
30651.328 

8505300055 Further response to FOIA request for 13 categories of documents re great 
Increase In civil penalties between 1979 & 1080 Forwards App A documents App A & 
B documents available In PDR 

F6LTON.JM Division of Rules and Records 84/10/23 SAMP.RA Shaw, Pillman, 
Potts & Trowbridge 4pp 30651.140 30651 287 

*.-8505300060 Requests written statement of action re EMD 79*9. * 'Higher Penalties 
Could Deter Violations of Nuclear Regulations.” Response should be directed to Ap 
proprialionsCommiilee 

RSBICOFF.A Senate, Governmental Affairs 70/07/30 HENDRIE.J.M Commissioners, 
ip 30631.144 30651.144 

“8505300066 Notifies of Commission approval of SECY-79-397 ro proposed response 
to GAO recommendations concerning NRC higher civil penally authority. Preparation of 
iir 4 end for Chairman signature requested 

CHILK.SJ Office of the Secretaiv of the Commission 79/07/31 GOSSICK.LV 
Offco of the Executive Director for Operations. 2pp. 30651:145-30651.146. 

“8505300073 Summarizes Committee on fntorior & Insular Affairs, Subcommilloo on 
Energy & Environ 790426 mark-up of NRC authorization NRC proposal for increasing 
Civil penalties rejected Allernate proposal accepted 

KAMMEREfl.C Office of Congressional Affairs 79/04/27 HENDRIE, GILINSKY. 
KENNEDY Commissroners 14pp 30651 147-30651 160 

“8505300077 Comments on proposed changes to 10CFR2 ro NRC aulhori ration to in- 
crease civil penafiiss No punitive or regulatory action should be assoclaled w/prompt 
reporting 

PLUNKinjF Illinois Power Co 80/12/02 NRC • No Detailed Affiliation Given 4pp. 
30651 161-30651 164. 

“8505300086 Forwards "Statement of Goal & Policies of NRC Enforcement Program,*' 
in response to proposed NRC enforcement policy (SECY -80 139) Alternative enforce- 
ment program wilt be sub mil ted by Jul 1980 

COUNSIL.W.G Nsctear Utili;^ Group on EnforcemenU 60/06/06 AHEARNE,J,F 
Commissioners 1p 30651.165 30651.165. 

“8505300092 "Statement of Goal & Policies of NRC Enforcement Program." 
COUNSIL,W G Nuclear Utility Group on Enforcement 80/06/06, 36pp 30651:166 
30351.201 

-'8505300100 Requests that Commission not decide any legal or policy Issues until In- 
dustry presents wntlan & oral comments re proposed enforcement pollcy.Altornatlve 
policy anticipation by Jul 1980 

REYNOLD^N.S Debevoise & Liberman, 80/04/25 AHEARNE.J.F. Commissioners. 
4pp. 30651 202-30651 287, 

8505300109 FOIA request for all records re maoUng w/Hydrogen Control Owners Group 
held on 850206 or any time during wK of 850204 Info pertains to Issue 8, "Hydrogen 
Control,*’ of Perry OL proceeding. 

HIATT, SL Ohio Citizens for Responsible Energy. 85/02/06. ROBINSON, LL. Division 
of Rules and Records. Ip 30651 268-30051.288, 


8505300118 Responds to FOIA request for all records re meeting w/Hydrogen Control 
Owners Group held on 850206, or any time during wk of 850204 Handwritten 2*page 
note re 850206 meeting end No handouts prepared for meeting 
FELTON, J M Division of Rules and Records 85/03/20 HIATT, S L Ohio Citizens for 
Responsible Energy Ip 30651 289*30651 291 

6505300134 Appeals lack of response to FOIA request for info ra basemat 
cracking, water leakage & seepage problems 

GARDE.BP, BERNABEI.L Government Accountability Project 84/07/06 
DIRCKS.W J Office of Ihe Executive Director for Operations 1 p 30657 1 95 
30657*190 

8505300143 Further reaponse to FOIA request re listed info & re^iponse to appeal ro 
lack of response to FOIA request Forwards Apps E & F documents Documents avail 
able In PDR App F documents partially/completely withheld (ref FOIA Exemptions 5,6 
& 7) 

FELTON.JM Division of Rules and Records 85/03/01 GARDE.BP. BERNA0EI.L 
Government Accountability Project 1 1pp 30857 200-30659 149 

“8203040058 Summary of 820210 meellng w/util re open SER item concerning flooding 
in Cooling tower areas 

GONZALES.R Hydrologic & Geotechnical Engineering Branch 62/02/ 18 LEAR.G 
Hydrologic & Geotechnical Engineering Branch 7pp 30657 211-30657 217 

“620609023B Forwards SER input to Supp) 4 re problem of potential flooding of safety- 
related equipment in cooling tower areas Input addresses only outstanding item 3 
completes safety evafuatlon 

LEAR.Q Hydrologic & Geotechnical Engineering Branch 62/06/03 MtRAGLIA.F Li 
ceasing Branch 3 2pp 30657 218-30657*219 

“8306180629 Forwards draft response to Congressman Long re base mat problem in 
response to Action Control Item 13324 IE concurs w/ draft response 
COLLINS.JT Region 4. Office of Director 83/08/05 DIRCI^.W J Office Of Ihe Ex 
ecutive Director for Operations lOpp 30657 220-30657'251 

“8308180933 Highlights status of base mat crack ailegations 
JENG.D.G Structural A Geotechnical Englnoorlng Branch 83/08/12 LEAR.G Stnjc- 
lural & Geolachnical Engineering Branch 2pp 30657 227-30057 251 

“8405160346 Forwards evaluation root m foundation settlement based on info obtained 
during 840321,26 & 27 meollngs & 840327 silo visit Foundation design 
acceptable Summary of subsurface soil conditions end 

CHEN,JT Structural & Geotechnical Engineering Branch 84/05/01 LEAR.G Struc- 
tural & Geotechnical Engineering Branch ISpp 30657 337-30657 349 

--84D91B0210 "Allowable Mat Bearing Pressure ” 

PAVONE.M , EHASZ.J.L Ebasco Services, Inc (subs of Enaerch Corp 1 77/04/30 
lOpp 30657 256-30657*265 

“8506300232 SSER Input re potential flooding of cooling tower areas Requirements of 
GDC 2 met Related info end 

* Hydrofogic & Gootechnlcal Engineering Branch 82/06/03. 7pp 30657-220 
30657 226. 

“850 6300256 Requests that program to be established will not cause basemat Issue to 
become pacing item Nrmits use of all available means to effect objective 
KNIGHT. J ..obsolelo code . 84/03/31 LEAR.G NRC - No Detailed Affiliation Given 
1p 66925.358 66925 360. 

“8505300272 Handwritten request for assessment of possible rebar performance degra 
dallon & possible control measures Forwards matls re corrosion effect upon r^ar 
performance Assessmonl must bo available by 840413. 

LEAR.G. NRO - No Detailed Affiliation Given. 04/04/02 LIAW.B D NRC * No Detailed 
Affiliation Given 45pp 30657 266 30657 310 

--a5(>5300261 Handwritten request for review of end first draft of structural safety 
evaluation Proposes 640423 meeting for paragraph by paragraph discussion to finish 
draft 

JENQ.DC NRC - No Detailed Affiliation Given 84/04/19 LEAR.G, HELLER.L, 
CHEN,J NRC - No Detailed Affiliation Given 22pp. 30657 311-30657 336. 

“8505300301 Handwritten memo forwarding revised draft evaluation of slruolural ade- 
quacy & safety evafuatlon Requests decision re NDT as recommended In revised 
Qrdft RsIfllGd Ridlls O'nc) 

MA.J NRC - No Detailed Affllialfon Given. 84/04/24 JENG.D NRC - No Detailed Af- 
filiation Given 37pp 30657.360 30658 026. 

“8505300305 "Review of Waterford III Basemat Analysis " 

* Brookhavon National Laboratory 84/04/16 12pp 30668.026 30658 037 

“8605300313 HandwrlHen memo forwarding "How Safe Are Our Large Reinforced Con 
crele Beams" & excerpt from toxlbook "Reinforced Concrete Fundamentals " 

MA.J. NRC * No Detailed Affiliation Given 84/05/04 LEAR.G.. JENG.D . HELLER.L 
NRC - No Detailed Alfllialion Gwen. 26pp 30658.038*30656:065. 

“8506300323 "Geotechnical Engineering Evaluation of Concrete Cracking In Basemat " 
GHEN.J.T NRC - No Detailed Affiliation Given 84/06/21, lipp 30658 066- 
30958 082 

“8505300331 Handwritten memo Informing that B Shewmaker advised thal three 
branch personnel needed through 840604 to work on L Shao rept Related matl end. 
LEAR.G. NRC - No Detailed Affiliation Given. 84/06/01. f6^1GHT,J.. JENG.D., 
KUO.PT NRC - No Detailed Affiliation Given. 379pp 3065B 083-30659.101, 

“6605300339 Forwards "Evaluation of Concrete In Basemat .Waterford Unit Number 3," 
based on observation of record during 840430 0504. 

PHILLEO.R E Phllleo, ft.E.. P.E 84/05/07. SHAO.LC, Division of Engineering Tech 
nology Ip 30659 102-30650 102. 

“8505300345 "Evaluation of Concrete in Base mat, Waterford Unit Number 3." 
PHILLEO.R E, Phllleo, R.E., P.E 84/05/07 26pp. 30659,103-30659.128, 

“8605300351 Forwards "Evaluation of Concrete In Basemat, Waterford Unit Number 3 " 
Despite violations of spec requirements during Initial concrete pouring, const adequate 
Id ensure structural sefoty 

SHAD.LC. Division of Engineering Technology. 84/05/21 CRUTCHFIELD, D NRC - 
No Detailed Affiliation Given 21 pp 30659:129-30659:149. 
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-8203040058 Summary of 820210 meeting w/util re open SER item concerning flooding 
In cooling tower areas 

GONZALES, R Hydrologic & Geotechnical Engineering Branch 82/02/18, LEAR.G 
Hydrologic & Geotechnical Engineering Branch 7pp 30657 j211 '30657 217 

—8206090236 Forwards SER Input to Suppi 4 re problem of potential flooding of safety- 
reraled equipment in cooling tower areas Input addresses only outstanoing item & 
completes safety evaluation 

LEAR.G Hydrologic & Geotechnical Engineering Branch 82/06/03 MIRAGLIA.F, Li- 
censing Branch 3 2pp 30657 218-30657 219 

-8306180629 Forwards draft response to Congressman Long re base mat problem In 
fosponse to Action Control Item 13324 IE concurs w/draft response 
COLLINS, J T Region 4, Ofirco of Director 83/08/05 OtRCKS.W J Office of the Ex- 
ecutive Director lor Operations lOpp 30657 229-30657 251 

-6306160633 Highlights status of base mat crack allojetions 
JENG.DC Structural & Geotechnical Engineering Branch 83/08/12 LEAR.G Struc- 
tural & Geotechnical Engineering Branch 2pp 30657,227-30657 251 

-8405160346 Forwards evatualion repi re foundallon settlement based on Info obtained 
during 840321 126 & 27 meetings & 840327 site visil Foundatfori design 
acceptable Summary of subsurface soil conditions end 

CHEN,JT Structural & Geotechnical Enginoering Branch. 64/05/01 LEAR.G Struc- 
tural & Geotechnical Engineering Branch l3pp. 30657'337-30657.349 

-6409180210 "Allowable Mat Bearing Pressure *' 

PAVONE.M Ebasco Services, Inc (subs, of Ense/ch Corp) 77/04/30 lOpp, 
30657 256-30657 265. 

-6SOS300232 SSER input re potential flooding of cooling tower areas Requirements of 
GDC 2 mel.Related info end. 

* Hydrologic & Geotechnical Engineering Branch 82/06/03. 7pp 30857*220- 
30657 226 

-8506300256 Requests that program to be established will not cause basemat issue to 
become pacing item. Permits use of all available means to effect objective 
KNIGHT, J otofete code 84/03/31. LEAR.G NRC - No Detailed Affiliation Given. 

Ip 66925 358-66925 360 

-8505300272 Handwritten request for assessment of possible rebar performance degra- 
dation & possible control measures, Forwards malls ro corrosion effect upon rebar 
performance Assessment must be available by 640413, 

LEAR.G. NRC - No Detailed Affiliation Given 84/04/02 LIAW.B.D. NRC * No Detailed 
Affiliation Given 45pp 3 06 57 -26 8-3 0657 310. 

-8505300281 Handwritten request for review of end first draft of structural aafoty 
evaluation Proposes 040423 meeting for paragraph by paragraph discussion to finish 
draft 

JENG.DC NRC - No Dotalled Affiliation Given 84/04/19. LEAR.G NRC - No Do 
tailed Affiliation Given. 22pp 30657 311-30657 336. 

-8505300301 Handwritten memo forwarding revised draft evaluation of atructural ade- 
safety evaluation Requests decision re NDT as recommended (n revised 
delated metis end 

MA,J NRC - No Detailed Affiliation Given. 84/04/24 JENQ.D. NRC - No Detailed Af- 
filiation Given 37pp. 306 57.350-3 086 6 026 

-8505300306 "Review of Waterford III Basemat Analysis " 

* BrooKhaven National Laboratory 84/04/16. 12pp 30a58<026-306SB 037 

-8505300313 Handwritten memo forwardlrig “How Safe Are Our Largo Reinforced Con 
Crete Beams" 6« excerpt from textbook "Reinforced Concrete Fundamentals" 

MA.J NRC - No Detailed Afliliatlon Given 84/05/04. LEAR.G NRC - No Detailed Af- 
filiation Given 26pp 30658 038 30658 065. 

-8506300323 "Geotocbnical Engineering Evaluation of Concrete Cracking in Basemat" 
CHEN,JT NRC - No Detailed Afliliatlon Given 84/05/21 11pp. 30650.066- 

30656,082. 

-6505300331 Handwritten memo informing that B Shewmaker advised that throe 
branch personnel needed through 840604 to work on L Shao reptRetatod mail end. 
LEAR.G NRC - No Detailed Affiliation Given. 84/00/01 KNIQHT.J. NRC - No De- 
tailed Affiliation Given. 250pp. 30656 063-30659 101. 

.-8505300330 Forwards "Evatuation of Concrete In Basemat, Waterford Unit Number 3/' 
based on observation of records during 040430 0504. 

PHiLLEO.RE Philleo. RE, P.E. 84/06/07 SHAO.LC. Division of Engineering Tech- 
nology. Ip 30659- 102-30659' 102 

-8505300345 "Evaluation of Concrete in Basemat, Waterford Unit Number 3 " 
PHILLEO.RE Phllloo. R.E., P.E. 84/05/07 26pp 30669:103 30669.128. 

-6506300361 Forwards "Evaluation of Concrete In Basemat, Waterford Unil Number 3." 
Despite violations of spec requirements during Initial concrete pouring.con&l adequate 
to ensure structural safety. 

SHAD.LC Division of Engineering Technology. 84/05/21 CRUTCHFIELD, D, NRC • 
No Detailed Affiliation Given 21 pp 30659.120 30859:149. 

-8203040058 Summary of 820210 meeting w/ulH ro open SER item concerning flooding 
fn cooling lower areas 

GONZALES, R Hydrologic & Geotechnical Enginoering Branch 82/02/18 LEAR.G 
Hydrologic & Geotechnical Engineering Branch 7pp. 30657.21 1-30857'21 7 

-6208090238 Forwards SER Input to Suppi 4 re problem of potential ftoodmg of safety- 
related equipment In cooling tower areas Input addrossea only outstanding item & 
completes safety evaluation 

LEAR.G Hydrologic & Geotechnical Engineering Branch 82/06/03. MIRAGLIA,F. Li- 
censing Branch 3 2pp 30657:218-30657.219. 

-6306160629 Forwards draft response to Congressman Long re base mat problem in 
response to Action Control Item 13324.fE concurs w/draft response 
COLLINS, JT. Region 4. Office of Director, 03/08/05. DIRGKS,WJ. Office of Ihe Ex- 
ecutive Director lor Operations 10pp. 30657:229-30657:251. 

-6306180633 Highlights status of base mat crack allegations, 

JENQ.D C Structural & Geotechnical Engineering Branch. 83/08/12. LEAR,Q. Struc- 
tural & Geotechnical Engineering Branch, 2pp. 30657:227-30657:261. 


-8405160346 Forwards evafuatron fopt re foundation setllomonl based on info obtained 
during 840321.26 & 27 meofmga & 840327 site visit Eoundallcn design 

acceptable Summary of subsurface soil conditions end 

CHEN.JT Structural & Geotechnical Engineering Bmrtch 84/05/01 LEAR.G Sbuc 
tuml & Gaotechnical Engineering Branch 13pp 30657 337-30657 349 

“6409180210 "Allowable Mat Bearing Pressure " 

PAVONE.M. EHASZ,J L Ebasco Services, Inc (subs of Enserch Corp) 77/04/30 
10pp 30657*256 30657 265 

-8505300232 SSER Input re potential flooding of cooling tower areas Requirements of 
GDC 2 mot Related Info end 

* Hydrologic & Geolechnicaf Engineering Branch 82/06/03 7pp 30657*220 
3065^7 226 

-0505300250 Reouesls that program to be eslablished will not cause basemat issue to 
become pacing Item Permits use of all available means to effect objective 
KNIGHT, J „ obsolete code 04/03/31 LEAR.G. NRC - No Detailed Affiliation Given 
Ip 60925 358 66925 360 

-8505300272 Handwritten request for assossmenl of possible rebar performance degra- 
dation & possible control measures Forwards metis ro corrosion effect upon reoar 
performance Assessment must be available by 840413 

LEAR.G NRC • No Dot ailed Affiliation Given 84/04/02 LIAW.B D. NRC - No Detailed 
Affiliation Given 45pp. 30657’26B-30B57*310 

-8505300281 Handwritten request for review of end first draft of strudurat safety 
ovafuBtion Proposes 040423 meellnfl for paragraph by paragraph discussion to finish 
draft 

JENG.DC NRC - No Detailed Affilialton Given 04/04/19 LEAR.G, HELLER.U, 
CHEN,J NRC - No Detailed Alfilialror) Given 22pp 30657 31 1-30657*336 

-8505300301 Handwraien memo forwarding revised draft evaluation of slructural ade- 
quacy & safety evaluation Requests decision re NDT as recommended in revised 
draft. Related matls enci 

MA,J- NRC • No Detailed Affiliation GIvon 84/04/24 JENQ.D. NRC - No Detailed Af- 
fllialbn Given. 37pp, 30657*350 30658 025. 

--0505300305 "Review of Waterford III Basemat Analysis " 

* Brookhaven National Laboratory. 84/04/16 12pp 30668.026 30658 037 

-8505300313 Handwritten memo forwardli^ "How Safe Are Our Largo Reinforced Con 
Crete Beams" A excerpt from textbook "Roinforcecl Concrete Fundamentals" 

MA,J NRC - No Dotalled Alfllialion Given 84/05/04 LEAR.G, JENQ.D. HELLER, L 
NRC - No Detailed Affiliation Given 28 pp 30658.038-30858 065 

-8505300323 "Geotechnical Er^ginoortng Evaluation of Concrete Cracking in Basemat." 
CHEN.JT NRC - No Detailed Affiliation Given 04/05/21. 11pp 30658.066- 
30658 002 

-8605300331 Handwritten memo informing that B Shewmaker advised that throe 
branch personnel needed through 640604 to work on L Shao rept Related mail end 
LEAR.G NRC - No Dotalled Affiliation Given 04/06/01 KNIGHT.J, JENQ.D. 
KUO.PT NRC -No Detailed Affiliation Given 379pp 3065B 063-30659.101 

-8505300339 Forwards "Evaluation of Concrete In Basemal, Waterford Unil Number 3," 
based on obaorvation of record during 840430-0504. 

PHILLEO.RE Philleo, R.E, P.E 84/05/07 SHAO.LC Division of Engineering Tech- 
nology. Ip 30059*102-30659*102 

-8505300346 "Evatualion of Concrete In Basemat, Waterford Unit Number 3 " 

PHILLEO, R E. Philleo, R E , PE 04/05/07 26pp. 30659 103-30659 120 

-8506300351 Forwarrfs "Evaluation of Concrete In Base mat .Waterford Unit Number 3 " 
Despite violations of spec requirements during Initial concrete pouring, const adequate 
to ensure structural saioty 

SHAO.LC Division of Engineering Techr^olo^ 04/05/21 CRUTCHFIELO.D NRC - 
No Dotalled Affiliation Given 21pp. 30959.129-30650*149. 

-0203040058 Summary of 820210 meeting w/ulll re open SER Item concerning flooding 
In coolingtowor areas 

GONZALES, R, Hydrologic & Geotechnical En^neenng Branch 02/02/18 LEAR.G 
Hydrologic & Geotechnical Engineering Branch. 7pp 30657’21 1-30657,217. 

-0206090238 Forwards SER Input to Suppi 4 re problem of potential flooding of safely- 
related equipment In cooling tower areas. Input addresses only ou islanding item & 
completes safety evaluation 

LEAR.G. Hydrologic & Geotechnical Engineering Branch. 82/06/03. MIRAQLIA,F. LI 
censing Branch 3. 2pp. 30657.218-30657*219 

-8308160629 Forwards draft response to Congressman Long re base mat problem in 
response to Action Control lion* 13324JE concurs w/draft response 
COLLINS, JT. Region 4, Office of Director 83/08/05 DIRCKS.W.J. Ofltce ol the Ex- 
ecutive Director for Operations. lOpp, 30B57 220-30657 251 

-8308180633 HIghtIghls status of base mat crack eliegalions 
JENQ.D, C, Structural & Geotechnical Enginoering Branch. 83/08/12. LEAR.G Struc- 
tural & Geotechnical Engineering Branch 2pp, 30657 227*30657:251 

-8405160346 Forwards ovoluation repI re foundation settlement based on info oblalnod 
during 840321,26 & 27 meetings & 840327 site visit Foundation design 
acceptable, Summary of subsurface soli conditions end 

CHEN.J.T, Structural S Geotechnical EnQineering Branch. 84/05/01. LEAR.G. Struc- 
tural & Geotechnical Engineering Branch. 13pp 30657.337-30657 349. 

-8409160210 "Allowablo Mat Bearing Pressure." 

PAVONE.M , EHASZ,J L Ebasco services, Inc (subs, of Enserch Corp.) 77/04/30 
10pp. 30657,256-30667:265 

-8505300232 SSER input re potential flooding of cooling lower areas Requirements of 
GDC 2 met.Related info end 

* Hydrologic & Geotechnical Engineering Branch 82/06/03 7pp. 30857:220- 
30657:226. 
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• 85Q5300256 Refjuests that program to bo estabhshed will not cause basemat issue to 
become pacingi item Pernnkls use of all available means to effect objoclive 
KNIGHT ,J obsototo code 04/03/3.1 LEAaG NRG No Detailed Affiliation Given 
Ip €-6925 358 68925 360 

••&505300272 Handwatten request for assessment of possible rebar performance degra- 
dation & possible control measures Forwards nriatls re corrosion effect upon rcibar 
performance Assessment must ba available by 040413 

LEAR.Q NRG - No Detailed Affiliation Given 64/04/02 LIAW.B D NRC - Nt> Detaited 
Affiliation Given 45pp 30657 266 30657 310 

•-9505300261 Handwritten request for review of and fcrsl draft of structural safety 
evaluation Proposes 640423 meeting for paragraph by paragraph discussion to finisn 
draff 

JENGPC NRC . No Detailed Affiliation Giverr 84/04/19 LEAR.G. HELLERX . 
CHEN.J NRC . No Detailed Affitialion Given 22pp 30657 311 30B57 336. 

-B5053 00301 Handwritten memo forwarding revised draft avalualion of structural ado 
uacy & safety ovalualion Requests decision re NDT as recommended !n revised 
^aflHolated wiatfsoncf 
WA,J. NRC - No Detailed Affiliation Given 84/04/24 JENG.D NRC - No Detailed Af- 
filiation Given 37pp 30657 350-30658 025 

-8505300305 "Review of Waterford 111 Basemat Analysis " 

* Brookhaven National Laboratory. 84/04/16 12pp 30658 026 3 0650 037, 

-8SOS300313 Handwritten memo forwarding "How Safe Aro Our Large Reinforced Con 
crate Beams" & excerpl from textbook "Reinforced Concrete Fundamentals " 

MA.J NRC • No Detailed Affiliation Given 84/05/04. LEAR.Q . JENG.D,, HELLER, L 
NRC - No Detailed Alfilialiorv Given 28pp 30658 038 3 0658 065 

-9505300323 "Geotechnical Engir^oermg Evaluation of Concrete Cracking In Basemat " 
CHEN.J.T NRC - No Oetailed Affiliation Given 84/05/21 11pp 30650 066- 
30558062 

*•8605300331 Handwritten memiQ informing that B Shewmaker advised that three 
branch personnel needed through 840604 to work on L Shao rep t. Related matf end 
lEAR.G NRC - No Oetailed Affiliation Given 84/06/01 KrNIQHT.Ji, JENG.D, 
KUO.P.T. NRC . No Detailed Affiliation Given 379pp 30666 0B3-30659 101 

-8505300339 Forwards "Evatuaifon of Concrete in Basemat, Waterford Unit Numhor 3," 
based on observation of record durmg 840430-0504. 

PHILLEO.RE Phlltao. RE,. PE 84/05/07, SHAO.LC. Division of Engineering Tech- 
nology. Ip. 30669 102-30669 102 

-B50S30'0345 "Evaluation of Concrete in Basomel, Waterford Unit Number 3 *' 

PHILLEO.R E Philleo, R E . P.E 64/05/07 26pp 30659 103 30659 128. 

-B50 5390351 Forwards "Evaluation of Concrete in Basemat. Waterford Unit Number 3 " 
Despite violations of spec requirements during Initial concrete pouring, const adequato 
to ensure structural safety 

SHAD, LG Division of Engineering Technology 84/0S/21 CRUTCHFIELD, 0 NRC- 
No Detailed Affiliation Given 21pp 30659 129-30659.149 

6505309151 FOIA request lor renewal license applications & supporting documoniatlon 
filed by 3M Co. Medical Products Div or Lawrence Soft Ray Corp re 1-125 
seeds .implantable medical device for Interstttfal treatment of tumors 
HANTZeS.EC King & Spalding 84/10/12 FELTON,J M Divlaion of Rules and 
Records Ip 30659 306-30669 308 

6595390157 Responds to FOiA request for documents re 3M Co license for 1-125 
seeds, impfanfable medcaf device Forwards aj:^ documents Documents & rolated 
records available in PDR One record referred to FDA for disclosure determination 
F ELTON, J M. Division of Rules and Records 84/11/02. HANTZES.E C. King & Spald- 
ing. 3pp 30659 309 30661.256 

-7905040246 Forwards application for amend of Metl /Byproduct License 22-600 67- 
59WD Fee paid 

BUSH.JD 3M Co, Minnesota Mining & Manufacturing Co 99111. 79/03/15 Radioi- 
sotopes Licensing Branch (Pro 790501^ 2pp. 30660.190-30660.191 

-7605949257 Application for amend of Matl/ Byproduct License 22-00057.59MD re dis- 
Iributlonof 1-125 seeds. 

^ 3M Co., Minnesota Mining & Manufacturing Co 991 11. 79/03/15 Radioisotopes LI 
censing Branch (Pre 790501 f 1B4pp 30660 009 30660-189 

"7909129300 Ack receipt of Matl/By product License 22-00057-59MD amended for dis- 
tributpoi^ of 1-125 seeds Amend does not appear to provide max mCf required for 
Modal 6701 seedRequesis assistance in verifying llcensa condition or need to 
amend 

BIISHJD. 3M Co, Minnesota Mining A Manufaclurlng Co 99111. 79/08/03. 

DELMEDICO,J Materials Licensing Branch Bpp 30660 001-30660 006 

-0993040132 Applicalion for amend to Licenso 22-00057-69MD, authorizino dislnbutlon 
of I- 125 seeds in Model 671 f Fee paid 

fiUSHJO 3M Co* Minnesota Mining & Manufacturir^g Co. 0783. 80/02/OB. 

DELWEDlCO,j Materials Licensing Branch 65pp 30660:1 92-30 660-254. 

-6097150427 Submits addi Info requested by NRC 800612 letcon ro appIleaUon to 
amend MaH/SyproducI License 22 0057-fi9MD. Package Inserts (or 1-126 seeds will 
be revised 

BUSH.J.D 3M Co, Minnesota Mining & Manufacturing Co 1330 00/06/16. 

DELMEDICO,J.M Materials Licensing Branch 2pp, 30690.255-30660 256 

-0008130361 Confirms 809709 telcon re registered Iradamark.Phrase, "1-125 Seeds," 
considered registered I rede mark of vendor & wil-l be denoted as such in licensing 
slatamenls required by 10CFR3274(ai(3) for Model 6701,6702 & 6711 producla 
DELMEDlCOpj. Materials Licensing Branch. 02783. 80/07/25. BUSR,J.D 3M Co., 
Minnesota Mining & Manufacturing Co Ip. 30660 257'3Q660 257. 

-8008150234 Amend 3 to LlCfanse a2-90057-59MD lor MN Mining a Mfg Co, 3M Ctf Is 
amended In Its entirety per 800208 Ur. Amend 3 authorises limits of Cs-l37,Sr-60 a 1- 
125 for distribution 

Materials Licensing Branch 80/07/29. 1p 30660*260-30661:256. 

•.8605309162 Responds to 790S11 request for addt Info re application for amend to Li- 
cense 2 2-900 57- SdMD, authorizing distribution of 1-125 se6ds.Cotor samples of labels 
a revised package insert end 

BUSH.J.D 3M Co, Minoesola Mining a Manufacturing Co 99111, 79/05/30. 
DEL MEDICO ,J. Materials Licensing Branch lOpp 30659:312-30659,321. 


-8506300228 Notifies that Model 6711 sealed source design acceptable (or licensing 
purp05,ea,based on 900208,0418,0508 & 0603 submittals Certificates of registration 
lor Models 6711,6701 a 6702 end 

WRIGHT,E G Material Certification & Procedures Branch 80/06/27 3M Co , Minno 
sota Mining a Manufacturing Co lOpp 30659 322-30659 331 

—8505300236 Ro^onds to 000725 request for add! info re application for emend to Li 
cense 22-00057-59MD,authorizing oistnbution of 1-125 seeds Package Inserts for 
Models 6701.6702 & 6711 end, per 000603 & 16 Itrs & 800700 lolcon 
BUSH.JD 3M Co, Minnesota Mining a Manufacturing Co 02783 80/11/26 

DELMEDICO,J Division of Fuel Cycle & Material Safety 8pp 30659 332-30659 339 

-8505300241 Application for amend to License 22-00057-59MD, authorizing distribution 
of 1-125 seeds in carrier, Model 6720 based on end info.W/o encLFee paid 
BUSH.JD 3M Co, Minnesota Mining & Manufacturing Co 07845 81/05/01 

DELMEDICO,J Materials Licensing Branch Ip 30659 340-30659 340 

-8505300246 Submits clarifying Info re 810501 appllcatior^ for amend to Llcer^se 22- 
00057.59MDJn response to 010626,30 & 0701 requests Prototype t05»ts for Mods) 
6720 same as for Models 6701 & 6711 Supporting documentation end 
BUSH.JD 3M Co, Minnesota Mining & Manufacturing Co 07845, 81/06/30 

DELMEDICO.J Materials Licensing Branch. 20pp 30659’341 -30659 360 

-8605300267 Forwards 830301 announcement of commercial availability of Model 671 1 
1 125 seeds, distributed under License 22-Q0a57'59MDJn response to 830405 telcon 
BUSH.JD 3M Co, Minnesota Mining & Manufaclurlng Co 0561 03/04/08 

DELMEDICO.J. Materials Licensing Branch 2pp. 30659.361-30659 362. 

8505300321 Further response to FOIA request for five categories of documents pertain- 
ing to proposed hydrogen control futa.App A documents end App B document com- 
pletely withhold (ref FOIA Exemplion ^ 

Felton, JM. Division of Rules and Records 04/11/02 HIATT ,S Ohio Citizens for 
Responsible Energy. 5pp 30667 01 4-30667 306 

-B404050416 Discusses cable response during hydrogen burn-demonstration test at 
Nevada test site At high H2 concentration, extensive c^le burning noted EPRI will pro- 
vide rept by 840217 

CURTIS, RT. Containment Systems Research Branch 84/02/16 BENAROYA,V 
Chemical Engineering Branch 2pp 30667 063-30067 066 

"8404100109 Informs of recent info re hydrogen combustion tests Info should bo con- 
sidered prior to decision on final hydrogen control rule (SGCY-83-357) 

OlflCKS.W J. Office of the Executive Director for Operations SECY-83-357 84/03/ 
16. PALLAOINO Commissioners 2pp 30667.032-30667 062 

-8404100113 Forwards quick look status rept on EPRI hydrogen burn equipment tests 
SLITER.G. Efectric Power Research Institute 83/12/19 LARKINS.J NRC ■ No Do 
tailed Affiliation Given 29pp 30667 034-30667 062 

"8505300333 Returns EPRI paper re hydrogen burn equipment teals to be updated & 
resubmitted when addI Info received 

CHILK,S J Office of the Secretary of tha Commission 84/06/26 DIRCKS.W J. Olfico 
of the Executive Director for Operations Ip 3 06 67. 029 -30067 ’02 9. 

"8505300337 Advises that Commission prefers to wall for addi info Indicated in EDO 
040315 memo before proceeding w/hydrogon control ruta 

CHILK,S.J Office of the Secretary of the Commission 84/04/24 QILINSKY Commis- 
sioners, Ip 30667‘030 30667 030. 

"8605300342 Foresees no reason to delay further action on hydrogen control rule 
QILINSKY.V Commissioners 84/04/12 CHILK.SJ. Office of The Secretary of the 
Commission. 1 p 30667 031-30667.031 

"8505300350 Submits addi comments on proposed rule re hydrogen control require 
morns for Mark III BWRs & ice condenser PWRs (SECY* 63 -3 57) Extension of rule to 
farge containments unwarranted. 

REVnoIOS.NS Nuclear Utility Group on Equipment Qualification. 64/03/12 

PALLADINO.NJ Commissioners. 3pp 30 6 67.0 67-30687 -07 6. 

"8505300361 Forwards addi questions re hydrogen rule 
ROBERTS, TM. Commisslonars. 63/11/17. dTrcKS.W J Office of the Executive Di- 
rector for Operations 4pp 30667’079-30667 082 

"B50S300367 Submits addi views on recommended final rule re hydrogen control re- 
quirements (SECY-B3 357) Imposition of qualification requirements for essential sys & 
components Inappropriate 

REYN0LDS,NS. Nuclear UliHty Group on Equipment Qualification, 83/12/02. 

PALLADINO.N.J. Commissioners 3pp 30667:OB3-30667’085 

"8505300378 Comrnenls on background section of final degraded core hydrogen con- 
trol rule.Socond paragraph under "Sys & Components" should be clarified to relied 
intent to extend existing environ qualification 

HOBBS.S H. Hydrogan Control Owners Group. HOBBS, S H Mississippi Power & Light 
Co. 63/11/07 PALLADINO.NJ. Commissioners, 2pp. 30667 068-30667 306 

SSOSBOOSBB FOIA request tor License 20-18449 Dl .applications & supporting documen- 
lation 

ROSENBAUM, P J. Affiliation Not Assigned 84/10/12. NRC - No Detailed Affiliation 
Given. 1p 30663 019-30653.019 

8505300387 Responds to FOIA request for License 20-18449 01 & related 
a^dcations.Documenls listed In Apps A & B available in PDR 
FELT0N,J.M Division of Rules and Records 84/11/08. ROSEN BAUM.P.J. Affiliation 
Not Assigned 4pp. 30663.020-30663’t96 

"8505300392 Amend 13 to License 20 18449-01 for Medical Imaging Corp, revising 
Condition 12 re authorized users, 

JERMAN.P.C. Region 1, Office of Director 04/03/13. Ip. 3 0653 '024 *30053 024. 

-8605300395 Amend 12 to License 20-18449-01 for Medical Imaging Corp, revising 
Condition 12 re authorized users 

JERMAN.P.C Region 1, Office of Director, 84/03/13. ip 30653.025 30653.026 

"8505300402 Amend 11 to License 20-18449*01 for Medical Imaging Corp, revising 
Condition 10 re authorized facilities & Condition 1 2 re authorized users, 

JERMAN.P.C Region 1. Office of Director. 83/12/23. ip 30653 026-30653 028 
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-■8505300408 Amend 10 lo Liconse 20-18449 01 for Medical Imaging Corp, revising 
Conditions 10 & 12 re authorized facililiDS & users, respectively. 

JERMAN.PC Region 1, Office of Director 83/03/25 Ip 027-30653 027. 

-8505300413 Amend 9 to License 20-18449 Ot for Medical Imaging Corp, revising Con 
dilions 10 & 12 re authorized facilities & users, rospectivoly 
GLENN, JE Region 1, Office of Director 83/01/26 1p. 30653,026-30653,028 

-8505300416 Amend 0 to License 20-18449 01 for Medical Imaging Corp, amending It 
cense In enlirety 

JERMAN.PC Region 1, Office of Director 83/01/17 2pp 3 0Q53 029-30653 030 

-8506300422 Amend 7 lo License 20 18449 01 for Medical Imaging Corp, revising Con 
dtlrons 10 & 15 

GLENN, JE Division of Fuel Cycle & Material Safety 62/07/22 1p 30653031- 
30653 031 

-6505300427 Amend 6 to License 20 18449 01 for Medical Imaging Corp, revising Con 
dition 12 re authorized users 

QLENN,JE Materials Licensing Branch 82/03/05 Ip 30653 032-30653 032 

-8505300431 Amend 5 lo License 20-18449-01 lor Medical Imaging Corp, revising Con 
dilions 10,15 & 16 

GLENN.JE Materials Licensing Branch 01/08/26 Ip 30653 033-30653 033 

-8505300440 Amend 4 lo License 20-18449 01 for Medical Imaging Corp. revising Con- 
dition 12 re authorized users 

QLENN,JE Materials Licensing Branch 81/06/30 1p. 30653.034-30653 034 

-8S05300442 Amend 3 to Lfcenso 20-18449 01 for Medical Imaging Corp. revising Con- 
ditions 10 & 15 

VACCA.PC Materials Licensing Branch 81/05/21. Ip 30653 035-30653 035 

-8505300448 Amend 2 to License 20 18449 01 for Medical Imaging Corp, revising Con- 
dition 15 & Conditions 10 & 12 re authorized facilities 8t users,respective(y, 
LAMASTRA,M A Materials Licensing Branch 80/04/04 Ip. 306M'036 30653 036 

-6505300462 Amend 1 to License 20-18449 01 for Medical Imaging Corp, revising Con 
dition 16 

LAMASTRA,M.A. Materials Licensing Branch 80/03/21. Ip, 30653 037-30653. 19 6 

8508300501 FOIA request for listed documents re ATWS.BWR foedwaler & CRD nozzle 
cracking & water hammer 

PEDRO,J NUS Corp CD LIS 84-731 84/10/03 Division of Rules and Records Ip 
30653 197-30653 197 

8508300504 Responds to FOIA request for documents ra ATWS,BWR feedwater, CRD 
nozzle cracking & wator hammer Forwards App A documents App B documents locat- 
ed In PDR 

FELTON,JM Division of Rules and Records. 84/11/08 PEDRO, J NUS Corp 3pp 
30653.198 30654 013 

-880S300506 Sample for “Annual Operaling Rept** 

* NRC - No OelallGd Affiliation Given 84/11/08 38pp. 30853.201-30654.011. 

8506300510 Responds to FOIA request for documents & transcript of Commission 
640731 dosed meeting 

FELTON,J M Division of Rules and Records 84/11/02. BELUN Nuclear Information 
& Resource Service. 3pp. 30652 125-30653 002 

-850S300515 Forwards viewgrephs for Commission 840731 briefing re status rept on 
full power amend 

HOUSTON, D NRC - No Detailed Affiliation Given 84/07/27 VERRELLI,D. Region 2, 
Office of Director 107pp 30662 129 30652 294. 

"•8505300519 Notifies that facility open items inspected & found accepleble.Support ok- 
pressed for Issuance of full power OL 

O^REILLY,J.P Region 2 , Oto of Director 84/07/30 DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director 11pp 3 0652'29 5-30652 305, 

-8505300522 Questions NRC conduct of invosiigation ol possibfe mail false statements 
re operator licensing exams Issues concern Inappropriate sharing of info & euthoriza 
tlon of continued operation subsequent to learning of falsifications. 

MARKEY,EJ. House of Rep. 64/02/27 PALLADINO.NJ Commissioners 3pp 
30652‘306 30662.300 

-8505300526 Discusses NRC recommendation contained in SECY-84-209 re mall false 
statements Involving operator training & licensing Discrepancies between SECY-64- 
209 & Ofc ot Investigations rept noled 

MARKEY,EJ House of Rep 84/07/30. PALLADINO.NJ. Commissioners 4pp 
30652.309 30852.312. 

-8505300526 Notes that util aware ol Tech Spec errors as of 820816. Errors document- 
ed in plant quality deficiency repts 

JULIAN,CA Region 2, Office of Director 84/03/05 Region 2, Office of Director. Ip. 
30052 313 30663 018 

8506300601 FOIA request for three categories of documanis re NRC/ DOT agreements 
concerning transpormtion of radioactive mails 

DOUGHERTY, JB Dougherty. J.B 85/01/02. Office of Admlaislrallon 2pp. 
30650.339 30650 340. 

8506300602 Further response to FOIA request for three categories of documenis re 
transportation of radioactive malls Forwards App C documents. 

FELTON, J.M. Division of Rules and Records 85/02/13. DOUGHERTY, J.B Dougher- 
ty, J B. 3pp 30650 341-30651.073. 

-8110140470 Documents agreement w/proposed course of enforcement action re bulk 
radwasle shipments of low specific activity. Agreement based on DOT (nterpratatloa 
THOMPSON, D. Region 1, Philadelphia, Office of the Director (81/03/01), EA-ai-076. 
81/09/14. ALDEnsON,CE Enforcement & Investigation Staff, Ip. 30650 351- 
30650.361. 

-8301120497 Responds to 821007 notice of proposed rulemaking. “Radiation Level 
Limits for Exclusive Use Shipments of Radioactive MatlsJ’ Provisions clarifying 
49CFR173 393 applauded Remainder ol comments negative. 

BERNERO.RM, Division ol Risk Analysis & Operations (post 840429). 83/01/06 
Transportation, Dept of. 4pp. a0650'352-30650 356. 


-8307110765 Requests DOT delay 830701 effective date lor final rule, amending exist- 
ing rules re radioactive matls tmnsportation, until decision lo amend NRu rules 
reached Joint Implementation recommended 

DIRCKS.WJ Offtca ol the Executive Director for Operations 83/06/27 DUGOFF.H 
Transportation, Dept, of Ip 30651.026-30651 028. 

-6308190515 Forwards ACRS Subcommittee on Reactor Radiological Effects com- 
ments on radiological aspects of transportation regulations (10CFR/1),based on Sub- 
committee 830716 moot Inn w/NRC 

FRALEY.R F. ACRS - Advisory Committee on Reactor Safeguards 83/08/11 
DIHCKS.WJ Office of the Executive Director for Operations 4pp 30651 038- 
3065 V041 

-8309150465 Forwards IE 830629 memo on flexible approach to bo followed dudng 
period of inconsistent DOT/NRC transport r eguf at tons 

TAYLOR.J,M Division of QA, Safeguards & Tnsp Programa (630103 650212) 63/07/ 
13 MARTIN,! T Division of Er^meermg & technical Programs OLSHINSKI,JA 
Region 2 , Office of Director. HIND.JA Region 3, Office of Director 2pp 30651,020- 
30651.033 

-8309150469 Requasis concurrence w/ approach that during Interim period of Inconslst 
ont DOT/NRC transport regulallons.insp/ enforcement policy should be flexible 
DEYOUNG, RC Director’s Office, Office of Inspection and Enforcemenl 83/06/29 
DIRCKS,WJ Office of the Executive Director for Operations 2pp 30651 031- 
30651 032 

-8309150475 Proposes Interim solution re Inconsistent NRC/DOT transport 
re^ujatlons Where mutual compliance is not feas)ble.DOT will provide administrative 

DUQOFF,H Transportation. Dept of 83/06/29 DIRCKS.WJ. Office of the Executive 
Director for Operations Ip 30651,033-30651 033 

-8311220543 Forwards NRC responses to ACRS Subcommittee on Reactor Radrologi- 
cal Effects repl on transportation regulations in 10CFR71,W/o end 
MINOGUE.RB Office of Nuclear Regulatory Research, Director. 83/11/09 
FRALEY.F.R. ACRS - Advisory Conmllteo on Fieaclor Safeguards 1p 30651 ‘048 
30651 '040 

-8312120076 Notification of 831213 meeting w/DOT at DOT headquarters lo discuss 
package contamination regulations & development of prefiminary technical recommen 
datlons for future correettvo ruIemaWag 

COBB. LI Safeguards & Materials Program Branch 63/ 11/23 BELLAMY,R , 
GREEN MAKE, Region 1, Office of Director PAPARIELLO.C. Region 3, Office of D1 
rector 2pp 30651:053 30651:054, 

-8312120082 Requests guidance re problem of weeping spent fuel casks & associated 
enforcement action 

KEPPLEn,JG. Region 3, Ofllce of Director, 63/11/17 DEYOUNQ.RC Director's 
Office, Office of Inspection and Enforcement. 4pp. 30851 049-30651.052 

-8312120387 NoUfTcatlon ol 831213 meeting w/DOT to develop guidelines for applying 
49CFR173 443 on cask contamination & to develop preliminary recommendations for 
fuluro corrective rulemaking, in response lo Q31117 memo 

DEYOUNG, R.C. Di/oclor’s Office, Ofilce of Inspection and Enforcement 83/12/01 
KEPPLER,J.Q Region 3, Office ol Director. Ip 30651 055-30651.055. 

-8312200028 Forwards background Info on current & former rules for use as basis for 
discussions & tentative agenda for 631213 meeting w/DOT on package contamination 
rules. 

QReLLA,A.W Safeguards & Materials Program Branch 83/12/02 KLINGEfi,J , 
WIGG)NGTON,J. Director's Office, Office of Inspection and Enforcement HOPKINS,D 
Office of Nuclear Regulatory Research, Director 7pp 30a51'056 30651 082 

-8401260206 Requests clarification on shipper electives of packaged V8 unpackaged 
low speciltc activity malls Shippers would be Informed that once ^ipments described 
as packaged or unpackaged bulk mat Is, NRG expects compliance w/requiremanls 
TAyLOR,J M. Division ofQA, Safeguards & fnsp Programs (830103 65021 2), 83/02/ 
23. ROBERTS, A.L. Transperlalion. Dept of 4pp. 30661 ■934-30851 037 

-8401260540 Responds to 831117 momo re guidance concerning weeping spent fuel 
casks Upon recelpl ol wrilten reply from DOT, NRC will develop Issue appropriate IE 
info notice to advise licensees of position Proposed 4 9CFR1 73.443(a) rev end, 
DEYOUNQ.RC. Director's Office, Ofllce of Inspection and Enforcement B4/01/19 
KEPPLER.JQ. Region 3, Ofllce ol Director. 4pp. 30651.063-30651.066, 

—8402270333 Requests concurrence w/ conclusions reached on issues discussed at 
831213 meeting re clarification of DOT reguTations for removable radioactive surface 
contamination on packages Meeting notice.agenda & background Info encf 
PARTLOW.JG Division ol QA, Safeguards & Insp Programa (830103-850212). 84/ 
02/21, ROBERTS,AI.Tran8por1allon, Dept of. 3pp 306^1:067-306 51 -OeO 

-8404110314 Forwards DOT reply lo NRG 840221 request for clarification on DOT rag 
ulatlons for removable surface contamination on packages 

QRELLA,AW. Safeguards & Materials Program Branch, 84/03/30. COBB.L.!. Safe 
guards & Materials Program Branch. AXELRAD,J NRC - No Detailed Affiliation Given. 
LIEBERMAN.J. Olflce ol tlio Executive Legal Director 2pp. 30851‘070 30651-071 

-8407280454 Summarizes 840626 Interagency meeting w/Federal Railroad Administra- 
tion (FRA) & DOT re FRA plans to conduct pool lire test on obsolete rrwdilled HNPF 
cask, 

LAHS,W.R. Renulatory Analysis & Materials Risk Branch (post 84042^ 84/07/09 
BELOTEJ.C,, MALARO,J.C, Regulatory Analysis & Materials Risk Branch (post 
840429), 2pp, 30651:072-30651:073, 

-6505300804 Requests expeditious review & comment on NRC/ DDT study of packag- 
ing requirements of U ore concentrate & emergency response to transportation accl- 
denis Involving radioactive matls, per original 761106 lequesi 
DIRCKS,W.J. Office of Nuclear Matenat Safety & SafeguBrd9.Dj rector, 79/01/16, 
PALMER, J.D. Transportation, Dept. of. Ip. 3 0650' 344 -30650.3 50. 

-8805300610 “Working Arrangomenls Between DOT 6 NRC W/Rospect to Insp/ En- 
forcement AAccldenT/Incident Investigation," first rev. 

SNIEZEK,JH Dlreclpr's Office, Ofllce of Inspection and EnforcemenL PAULLIN.R L. 
Transportalloft, Dept. of. 83/06/30. 34 pp. 30650:356-30651:027. 
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^6505300823 Forwarcfs responso |o 830811 memo forwarding commeJils on ACRS 
Sutjcommdioe on Reactor Radtologicaf Effects on radmlogical aspects of 10CFR71 
transpodafion regulations TasKs mu&l be chosen carefulfv, 

DIRCKS.W J Offica of the Executive Director for Operations 83/10/31, FRALEY, R G 
ACRS - Advisory Committee on Reactor Safeguards 6pp 308^1 *042-30651 047 

8505310005 FOIA request for documents re RFP FIS SECY-S 2-473, Contract NRC-17- 
63 399 & Invitations for Bids ASB-e4-352 & SECY-B4-a27 

RILEY, A Tayfoe Associates. NRC-1 7-83 399 64/09/12. FELTON.JM Division of 
Rulas and Records 2pp 30681 119 30681*120 

6505310009 Parliaf response to FOIA request for documents re NRC contracts for court 
reporter svca Forwards documents listed in App A App A documents available in FOR 
FELTON, JW Division o! Rules and Records, NRC-17-83 3D9 84/11/15 R!LEY,A 
Tayfoe Assocfaffis 7pp 30681 121-30661311 

-^6505310016 Notifies of sefection of Free State Reporting, Inc for stenographic report- 
ing svcs contiact, 

MATTJA.M J NRC - No Delaifed Affiliation Given 64/05/25 VON SAS,J.M Science & 
ManagemenI Resources, Inc ip 30661 123 30681 128. 

•>8505310019 Informs of sefocljon of Free Stale Reporling.fnc for stenographic report- 
ing svcs contract 

MATTIA.MJ NRC - No Detailed Affiliation Given 84/05/25 OIWELLI,JJ Court Re- 
porting Services, fnc. Ip. 30681 129-30681*129 

-8505310022 NollfTos of selection of Free State Reporting, (nc for stenographic svca 
contract 

MATTIA,M J NRC - No Detailed Affiliation Given 64/05/25 Bossard Associates, Inc 
Ip. 30681*130-30681*130. 

-8505310027 Notifies of possible subconiraclinQ opporiunlijes under Invitation for Bid 
ASB-84'352 List of large businesses who requested solicitation end. 

MATTIA.MJ Division of Contracts 64/02/06 Blackstone Reporting. 2pp. 30681:131- 
30681 132. 

-SBOsa 10034 Nolifies of NRC acceptance of bid for "Stenographic: Reporting Svcs In 
VYashington.DC Metropolitan Area'* (SECY-84-327} Listed oata requested by 840326. 
MATTJA,M.J NRC - No Detailed Afiilration Given 84/03/21 KROLUH. SKS Group, 
Ltd 2pp 90681 133 30681:134. 

-0505310038 NoMes of possibfe subcontracting opportunities under Invitation lor Bid 
ASB 84-352.List of large businesses who requested solicitation end 
MATT)A,MJ Division of Contracts. 84/02/06. Qlorioso Communications, Inc Ip. 
SOSai- 135-30681.135. 

-8505310043 Forwards abstract of bids for InvItaUon for Bid SECY-64-327 W/o end. 
DAVIS, K A Administrative Contracis Branch 84/06/25. GROSS Neal R Gross & Co, 
fnc. ip 30681 136-90681:136 

-8505310051 Notifies of possible subcontracting opportunities under Invitation for Bid 
Al>B-04-362.iist of iargs boaiiwsses who laqueated aoticftalion end 
MATTfA.MJ Drvistorj of Contracts, 64/02/06 Nea) R. Gross ^ Co, Inc. Ip. 
30681 -laT-aoeai *197 

-85053100B5 Notifies of award of stenographic svca contract to Free Stale 
Reporfiftfl.fnc 

MATTfA.W J. NRC • No Delaifed Affilfation Given, 64/05/25 York Stenographic Serv- 
ices. Inc 1p. 30681:138-30681:138 

-8505310060 Notifies of possible subcontracting opportunities under fnvitafion for Bid 
ASB 84-352.Li&t of large businesses who requested solicitation end 
MAmA,M J. Division of Contracis, 84/02/06. York Stenographic Services, Inc. 17pp 
90681, 139-3068M 55 

"8505310067 Requests evaluation of whether NRG personnef can provide etenograpMo 
svca in Washing ton, DC area Info needed to facilitate decision on continuation of uin 
tract NRC-17-83 399 

HALMAN.EX Division of Contracls NRC-17.83-390 83/04/01, BIRO.P Division of 
Organisation and Personnel 5pp 30681:156-30681:180. 

-0SO531OO72 Summary of 830429 meeting w/pro|ect officers for Contract NRC-1 7-83- 
390 re invoices, fate c/eiiverjes & problems w/ defiverabfes 

MCLEAREN.T. Administrative Contracts Branch NRC- 17-83-399 83/05/09. Adminis- 
trative Conl/acla Branch 2pp. 30681 ■161*30681,162. 

-8B05310078 Summary of 830502 meeting w/Tayloe Assoc re delivery 
schedule, Invoices & transcript quality for Contract NRC-1 7-83-999, 

MCLEARENX, SMITH, PA. Adminisiralivo Contracls Branch. NRC-1 7-83-399 83/05/ 
23 Adminisiralivo Comrade Branch 3pp 30601.163-30681:165. 

-8505310005 Summary of 830512 meeling w/Tayloe Assoc re request to amend deliv- 
ory requirements under Contrafil NRC-1 7-83-399 

MCLEAREN.T, SMITHP.A. AdmlnlslralNe Contracts Branch. NRC-1 7-63-399. 83/06/ 
10, Adminlstiattve Conlrads Branch 2pp 30681:166-90681.167. 

-8505310123 Notes that Iranscnpl quality deteriorated w/change of court reporting 
svcs contractor.Tayloe Assoc transcripts have more errors & numerous iosl 
exhibits NRC should place hlgherorionty on transcript quafity. 

BRADENBURG.B. Consolidated ^ison Co, of New York. Ino. 83/07/13. MATTIA,M J. 
NRC - No Detailed AfilUatlon GNon, tp 30681,168-30681:168. 

-8505310128 Submils quarterly summary of roporflng svcs & travel reimbursement for 
Con tract NR01 7-83-399. 

HAUMAN.EL. Division of Coniracts NRC- 17-63-399, 83/09/22. CHILK,SJ Office of 
the Secretary of the Commission. 2pp 30681:189-30661:170. 

-6505310129 Notifies of need for Mod 7 to Contract NRC-1 7-83-399 Mod Increases 
conuacl ceibng A provides funds for svca rendered before 840515. 

MCLEAREN.T, Administrative Contracls Branch. HAGANJ.F, Division of Contracts 
NRCrl 7-63-399. 84/06/07. Administrative Contracls Branch Ip, 30661:171- 

30691*171. 

-9505310135 Notifies oi need for Mod S.irKreasIng cOiOlract celling A providing funds 
for travel InvofceSito Contract NRC-1 7-e3-39fl- 

MCLEAREN.T. Admlniafratlve Contracts Branch. HAGAN,T.F. Division of Contracts, 
NRC'1 7-93-399. 64/07/06. Administrative Contracts Branch. Ip 30681:172- 

30661:172. 


-8505310140 Notifies of need for Mod 9, increasing contract ceifing & providing funds 
for travel fnvoices,to Coniract NRC 17-83-399 

MCLEAREN.T. WIGGiNS.E Admlnislraiive Contracls Branch NRC 17 83-399 04/ 
08/24 Administrative Coniracts Branch Ip 30881 173-30681.173 

-8505310144 Notifies of need for Mod 6, authorizing 2-month oxtenslon, to Coniraci 
NRC-17-83 399 

MCLEAREN.T. HAGAN.TF Administrative Contracts Branch NRC-1 7-03-399 84/ 
02/24, Administrative Contracts Branch 1p 30681 174-30691 174 

-8506310147 Notifies of need for Mod 3, ratifying procurement action & setting per page 
rates.to Contracl NRC- 17-83-39 9 

MCLEAREN.T, HAGAN.T.F Ad mini si ra live Coniracts Branch NRC-1 7-83-399 83/ 
10/13 Administrative Contracts Branch 2pp 30681 175-30601 176 

-6505310152 Notifies of need for Mod l.revising delivery scheduie.to Contract NRC-I/- 
83-399 

MCLEAREN.T , SMITH.P A Adminisiralivo Contracls Branch NRC-17-83 399 63/07/ 
29 Administrative Contracts Branch Ip 30661 177-30601 177 

-8605310156 Notifies of need for Mod 2, transferring funds, to Contract NRC-1 7-83-3 99 
MCLEAREN.T, HAGAN.TF Division of Coniracts NRC-1 7-83-399 03/08/26 Divi- 
sion of Contracts Ip 30681 178-30661 178 

-8505310161 Forwards quarterly summary of total billings for travel A reporting svcs 
under Coniract NRC-17-83 399. 

HALMAN.EL Division Of Contracts NRC-1 7-83-399 84/03/27 CHILK,SJ Office of 
the Secretary of (ha Commission. 2pp 30681 179-30601 180 

-8505310165 Requests opinion on use of NRC personnel for stenographic svcs in 
Washington, DC area info needed to facilitate decision on continuation of Coniraci 
NRC-1 ^83-399. 

HALMAN.EL Division of Contracts, NRC-1 7-03-399 84/11/15 BARRY.LW Offjcoof 
Resource Management, Director tp 30601 181-30681 181 

-850S310169 Recommends contract mod to ratify unauthorized procurement action by 
h|^ectOf who ordered transcripts from outside source billed to Contract NRC-t7 83 

MCLEAREN.T Administrative Contracts Branch NRC-1 7-03-399. 83/10/13 
HAGAN.TF Division of Contracts 2pp 30081 182-30601 183 

-8505310176 Discusses action taken to resolve billing discrepancy between NRC & 
Naif Treasury Employees Union (NTEU) for transcripts provided under Contract NRC- 
17-83-399 NTEU bill tor transcripts neither received nor requested. 

MCLEAREN.T. Administrative uiniracts Branch HAGAN, T F Division of Coniracts 
NRC 17-83 399 83/10/19 Administrative Contracls Branch Ip 30681.184- 

30601-104 

-8505310181 Forwards quarterly summary of billings for travel & reporting svcs under 
Contract NRC-1 7-83*399. 

HALMAN.E.L Division of Contracls NRC-17-83 399 83/12/20. CHfLK.S.J Office of 
the Secretary of the Commission. 2pp. 30681*185-30081.166. 

-6505310185 Notes that Mod 5 to Contract NRC-1 7-03-399 provides $300,000 to 
assure continuation of stenographic reporting svcs 

MCLEAREN.T Adminlslrative Contracts ’Branch HAGAN.T.F Division of Contracts 
NRC-17-83 399, 84/01/11. Admlnlslrativa Contracls Branch Ip 30681.167- 

30681 187. 

-8505310189 Discusses 840207 lelcon w/A Riley of Tayloe Assoc re NRC decision not 
(0 exercise option for Contract NRC-1 7 83-399. Advance notice not required by con- 
tract 

HALMAN.EL Division of Contracts NRC-1 7-83-399 84/02/07 Division of Coniraci a 
Ip. 30681*188-30681.188. 

"8505310196 "Findings & Determination Under Section 302(C)(10) of Federal Property 
A Administration Svca Act of 1949, as Amended " 

HAGAN.TF.. HALMAN.EL Division of Contracts. NRC-1 7-83-399 84/02/24. 2pp 
30661*100-30681:190 

-9505310200 Requesls that ASLAB provide RFP for out-of-fown stenographio reporting 
svcs Previous RpP A Contract NRC-1 7-83-399 end for guidance 
MATrtA.MJ Administrative Contracts Branch 83/12/05 COTTER, 0.P Atomic Safety 
and Licensing Board Panel 37pp 30681*101-30681:227. 

"8505310204 Submits invitation for Bid ASa-84-352 for stenographic reporting svcs out- 
side Washfngton.DC for pubflcallon (n Commerce Business Daily 
DA VIS, K A, Administrative Contracls Branch. 84/01/05 Commerce, Dept, of 2pp 
30601:228-30681.229. 

"B5D5310210 Requests review of Soficilallon ASB-84-352, "Stenographic Reporting 
Svca Throughout Contiguous US Except Washington, DC.Metropolitan Area " 

DAVIS, K A Administraflve Coniracts Branch 04/02/07. AVERY, R. Operations A Ad 
minlslrative Division 6pp 30681*230-30681:235. 

"a50&31(>214 Forwards abstract ot bids tor posting in PDR.W/o end. 

DAVIS, K A Administrative Contracts Branch, 84/07/12, RUHLMAN.K Office of the 
Secretary of the Commission, tp, 30861*236-30681 236 

"8505310210 Requests submittal of subcontracting plan for Invitation for Bid ASB 64- 
352_^ 840723, Plan must meet tlsied criteria 

MATTiA,M J Division of Contracts, 84/07/23, MONiCK.R J. Ace-Federal Reportera, 
fnc. 4pp. 30601*237-30681:240. 

"8505310228 Notifies of acceptance of bid to provide stenographic avcs throughout US 
except for WashingtoaDC.Execuled copy of Contract NRC-2 1-84-352 A subcontract- 
ing^an end Project officers listed W/o ends 

MATTIA.M J. Division of Contracls NR 0-21-84-362. 04/08/06 Ace-Federal Reporf- 
ars. Inc, 2pp, 30691:241-30681 242. 

"8505310234 Notifies of designation as project officers for Contract NRC-2 1 -04-362 w/ 
Ace-Federaf Roportefs,fnc,Need for familiarity w/NRC Manual Chapter 5101 noted 
MATT(A,M,J Administrative Coniracts Branch, NRC-21 -84-362. 84/00/09. 

LEINS, EW„ MORAN, D.M , WILDER, P, Atomic Safety and Licensing Board Pane), ip 
30681*243-30601*243 
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••6505310241 Submits synopsis of contract award«for publication fn Commorce Business 
Daily 

DAVIS, K A AdmInfstffltivG Contracts Branch. NRC-21-64 352 84/06/13 Commefce, 
Dept of Ip 30681.244-30681 244 


-6605310331 Confirms 640530 post avyard conference to discuss issuas lislad in 
end W/o end 

HAGAN JF. NRC - No Delasled Affillalion Given NRC- 17 84-327, 04/05/25 
BECKER,0 J Free Stale Reporting, Inc. Ip, 30681 207 30681 31 1 


-8505310248 Forwards copy of Contract NRC-21-64-352 W/o end 
MATTIA,MJ Division of Contracts NRC-21 94-352 84/00/14 Commerce, Dept of, 
2pp 3O0B1 245-30601 246 

-860S31026S Requests RFP bo prepared for stenographic reporting svcs for 
Washington, DC area 

MATTIA,M J Administrative Contracts Branch, 83/12/05 CHfLK.S.J Office of the 
Secretary of the Commission 3pp 30681,247 30681 '249 

-8605310269 Submits invitation for Bid SECY-84'327 for stenographic svcs in 
Washington, DC area, for publication in Commerce Business Dally, 

DAViS,KA Administrative Contracts Branch 64/01/05 Commerce, Dept of Ip 
30681.260-30681 250 


S5053 10347 Fiirlhor response to FOIA request for four categories of documents re pro- 
posed rule to reduce use of highly ennched U at research 8 test reactors Forwards 
App 0 documents Oocumanls mso available in PDR 

FELTON, JM Division of Rules and Records, 84/11/21 HIRSCH.D California, Dniv 
of. Santa Cruz, CA 3pp 30582 001-30682 253. 

-6404230396 Requests concurrence on end marked up draft Commission paper pro 
posing amend 1o 10CFR50 to limit use of high enriched U in nonpower 
reactexs.responsivo to Commission 640223 request 

BERNERO.R M Office of Nuclear Regulatory Research, Director, 84/03/28 
CUNNINGHAM.GH. Office of the Executive Legal Director DENTON, HR Office of 
Nuclear Reactor Regulation, Director DEYOUNG,R C Director's Office, Office of In- 
speclionand Enforcement 61pp, 30682,030-30682.084. 


-8605310265 Ack receipt of RFP SECY-84-a27 K Davis will interface to discuss request 
& establish milestone schedule 

MATTfA.M.J Administrative Contracts Branch 84/01/10 SULLIVAN, P.A NRC - No 
Delflifed Affiliation Given 5pp 30681 261-30681 '255 

-6505310269 Forwards Tayloe Assoc questions for consideration at 840213 
conference W/o end 

DAVfS.K NRC • No Detailed Affiliation Given 83/02/08. Atomic Safety and Licensing 
Board Panef Ip 30681 256-30681 256. 

-8505310273 Forwards A Riley Itr re NRC decision not to exercise option on contract 
for stenographic reporting svcs.W/o end 

BARNES, Mb House of Rep 84/02/09. PALLADINO.NJ Commissioners Ip. 
30681.257-30681 257. 


-8505310276 Requests notification of whether NRC will exercise option yr under con- 
tract w/Tayfoa Assoc for court reporting svcs 

FAUNTROV.WE House of Rep 84/02/13. PALLADINO.N.J Commissioners 2pp. 
30601 258-30681 259, 


-6505310264 Expresses concern over NRC withdrawal of court reporting svcs requlre- 
menl from SBA sol-aside program Explanation roquesled. 

MITCHELL, P.J. House of Rep 84/02/24 PALLADlNO,N J. Commissioners 2pp 
30681*260 30681 261 


'8505310268 Forwards bid for stenographic reporting svcs In Washington, DC area In 
response to Invitation for Bid SECY-84-327 

BECi<ER,0.J. Free Stale Reporting, fnc 84/03/09. GURON,P Division of Contracts 
14pp 30681 262-30681 275 

•8505310269 Forwards Invitation for Bfd SECY-04-327 for posting in FOR. W/o end 
DAVfS.KA Administrative Contracts Branch. 84/03/12 RUHLMAN.K Office of the 
Secretary of the Commission Ip 30681 278-30681.276 


-8405150072 Forwards proposed Commission paper providing NMSS revised approach 
in implementing Improved physical security ei nonpower reactors Nonconcurirence 
recommended Reasons listed. Std rulemaking process suggested 
EISENHUT.DQ Division of Ucansiiw 84/04/18 DENTOWR Office of Nuclear Re 
actor Regulation. Director 2pp 30682*111-30682 112 

—8405170320 Comments on basic Implementation; provisions of proposed rule to limit 
use of HELf In research & test roaclor8.Eslabllshlng criteria for acceptabilfly of re 
placemen! fuel under 3niplementaljon provisions appears mator task, 

LAHS.WR Regulatory Analysis & Malormls Risk Branch (post 840429). 84/05/02 
GARTER, R. Standardization & Special Projects Branch, 2pp 30682* 114-30682.1 15 

-8505310357 Statement of PL Levenihal on 840127 before NRC re need to convert 
domes tic research reactors from highly enriched to low enriched U fuela. 
LEVENTHAL.pl, Nuclear Control Institute, 84/01/27 16pp 30602 006-30662.024. 

-8505310361 Responds to 631221 request for Info re effects of flux/power ratio of re- 
actor on cost of radioisotopes &. nuclear medical diagnostic study bstlmates of costs 
associated w/converslon to low enriched U fuel presented 

MCGOVERN, Union Ca/Wde Corp, 84/03/26 KELBER.CN Division of Accident 
Evatuallon 4pp. 30682 025-30662 026 

-8505310355 Requests cfarification oi Info presented at 631219 briefing re conversion 
of test & research reactors from hlah enrichod to low enriched fuel Effects of change 
on costs of radfoisolopes & medical procedures requested 

KELDER.cn Division of Accident Evaluation. 63/12/21 MCGOVERN, J,J. Union Car- 
bide Corp Ip 30662.026-30682 029 

-0505310377 Forwards graphs.charts & printed malts used In 840323 presenlatlon re 
Implications of proposed rule regarding use of highly enriched U in domestic research 
reactors. 

GRAHAM,J B. GA Technologies, Inc /General Atomic Co. 04/03/29 MINOQUE.R.B 
Office of Nuclear Regglato/y Research, Director. 26pp. 30682 ’085-30682.1 10 


-6506310290 Justifies NRC decision not to exercise 1-yr option on Contract NRC-17- 
63-399 Reasons for withdrawal of portion of court reporting svcs from SBA set-aside 
program described. 

NORRY.PQ Office of Administration. NRC-1 7-83-399. 84/03/12. BARNES, M.D. 
House of Hep 2pp 30601 277-30681 '270 


-8505310364 Marked up memo raising concerns re 840429 Commission briefing on 
conversion from highly enriched to fow enriched U. Responsibilities of RES questioned 
lAHS.W.R Office of Nuclear Regulatory Research, Director, 84/04/16 BELOTE,JC, 
MALARO.JC, BlJCHBINDER,0 Olllce of Nuclear Regulatory Research, Director Ip 
30682,113-30602:113 


-6605310291 Informs that 1-yr option w/Tayloe Assoc to provide court reporting svcs 
not exercised due to cost considerations. 

NORRY.P.G Office of Adminisirallon 84/03/19. FAUNTROY,WE House of Rep tp. 
30601 279-30601 279 


-8505310295 Discusses reasons for NRC withdrawal of portion of court reporting svcs 
from SBA sol-asIde program NRC small business contracting practices & record de- 
fended 

NORRY.PG. Office of Administration 64/03/27, MITCHELL.PJ House of Rep. 3pp. 
30681*280-30681*282 

-6605310298 Informs of 840403 preaward survey of SKS Group, Ltd Copy of SKS bid 
for court reporting svcs & certification sialoment end. W/o ends. 

MATTfA.M J Administrative Contracts Branch. 64/03/27 HOYLE, J C. Office of the 
Secretary of the Commission FITTI.C.J, Atomic Safety and Licensing Board Panef. 
NEWMAN, A.L. ACRS • Advisory Committee on Reactor Safeguards 2pp 30681*283- 
30681:284. 


-8506310304 Forwards abstract of bids for Invitation for Bid SECY-84-327 for posting in 
PDR W/o end. 

DAVIS.KA Administrative Contracts Branch. 84/04/06 RUHLMAN.K. Office of the 
Secretary of the Commission Ip 30601 28B 30661 ;2fl5. 


-8505310307 Forwards J Gallo FOIA request (FOIA-64-334} re Invitations for Bids 
SECY-B4-327 & ASB-84-352 Search for relevant documents reques(ed.W/o end. 
GRIMSLEY.DH. Division of Rules and Records 84/05/01. MATTIA.M.J. Division of 
Contracts. SHOEMAKER.E Office of I ho Executivo Legal Director. BROWN,N. Office 
of the Secretary of the Commission 3pp 30681.288-30601:288 

-6505310312 Confirms preaward survey of fadlillas on 840504 Data required for survey 
listed in end 

MATTIA,M j Division of Contracts 64/05/04 BECKER.D L Free State Reporting, 
Inc. 4pp, 30681:289.30681 292. 


-8505310316 Clarifies J Gallo FOIA request (FOIA -84-334) for documents re Invitations 
for Bids SECY-84-327 & ASB-a4-352 

GRIMSLEY.DH Division of Rules and Records. 84/06/08. MATTIA.MJ. Division of 
Contracts. BRIDGERS.M. Office of the Executive Director for Operations 
BECKWITH.C Office of Resourco ManagemenI, Director. Ip, 30681 ;293-30881:293. 


-6505310322 Informs of selection as contractor for stenographlo reporting 
svcs.Executed Contract NRC-1 7-84-327 end, W/o end. ^ 

MATTIA.M.J. NRC - No Detailed Affiliation Given, NRC-1 7-84-327. 04/05/16, 
BECKER,B.J. Free State Reporting, Inc Ip 30681:294-30681 '294 


-8505310326 Designates recipients as project officers for Contract NRC-1 7 B4-327, 
MATTIA.MJ. Administrative Contracts Branch NRC-1 7-84-327. 84/06/26. 

SULLIVAN, P A , BAILEY, A.R. NRC - No Detailed Affiflation Given. 2pp 30681 295- 
30681 296 


-0605310393 Invites presontallon on proposed rule re highly enriched U to low enriched 
U core conversion at Nudear Engineering Dept Hoads Organization meellng on 
640604 In Now Orleans. Attendance at special technical session suggested. 
TURINSKY.P.J North Carolina State Unlv., Ra lefgh, NC. 84/04/26 l^HS.W Office of 
Nuclear Regulatory Research, Director. Ip 30662.116.30682' 116 

-8605310398 Accepts 840426 Invitation to make presen taflon on proposed rule to limit 
use of highly enriched U In research & lest reactors,at 640604 ANS meeting. 
LAHS,W.R. Regulatofy Analysis & Materials Risk Branch (post 040429) 84/05/09 
TURINSKY.PJ North Carolina State Unlv, Raleigh, NC. Ip 50662:1 17-3O002'1 17 

-8505310403 Marked up memo discussing proposed security Improvements In draft 
Commission paper Proposals case of ov0rk)II.RES concurrence In proposed paper 
could be taken for much more than Intended 

LAHS.WR Regulatory Analysis & Materfals Risk Branch (post 640429) 84/06/10 
BERNERO.R OiviBlon of Risk Analysis 8 Operations (post 840429). 2pp 30662*118- 
30682*1 19. 

-8505310406 Responds to 840410 request that NRC provide press w/roview o( avail 
ability of highly enriched U In research reactors. Release of Info not appropriate until 
Commission decision on proposed nile for conversion to low enriched fuel. 
D1RCKS,W.J. Office of the Execullvo Director for Operations. 04/05/24. CLABK.L. 
MasBachuaetts Institute of Technology, Cambridge, MA 2pp. 30682.120-30682:122. 

-8505310410 Responds to Inti Programs 940522 request tor comments on proposed 
info paper on research reactor fuel conversion 8 related developments, Request for 
Commission guidance more appropriale than suggested supporting action 
LAHSjW.R. Regulatory Analysis &. Maledals Risk Branch {poal 849429). 84/05/25. 
BERN£RO,R.M. Division of Risk Analysis & Operations (post 840429). 5pp 
30602. 123-30682'1 27. 

-8505310412 Conveys thanks for presentation al Nuclear Englnsering Dept Heads Or- 
ganization meeting In New Orleans Concerns ol unEv community noted. 

TURIMSKY,P.J. fvorth Carolina Slate Unlv. Raleigh, NC. 64/06/11. LAHS,W NRC • 
No Detailed Affiliation Given 1 p. 3068 2. 128-30682, 1 20. 

-8505310419 Trip fopt of 040604 06 attendance at ANS m eatings In New 
Orleans Fresentatlona lo Nuclear Engineering Dept Heads Organization A ANS ses- 
sion on nuclear waste transport at ton Issues & lechnology not ad. 

LAHS,W.R, Regulatory Analysis A Materials Risk Branch (post 840429). 64/06/13. 
MALABO, JO. Regulatory Analysis A Materials Risk Branch (pos! 640429) 2pp. 
30682:129 30662:130. 

-6505310420 Informs of status of Commission action on proposed rule to limit use of 
highly enriched U In research reactors W Lahs undated note to R Bernero A draft pro- 
posed rule encl. 

LAHS.W.R, NRC - No Detailed Affillalion Given. 64/06/14. MjNOGUE,R.B NRC - No 
Detailed Affiliation Given. 2epp, 30662:131 30692.156 
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-0505310423 Forwards EPRI repl fo proposed rulo on highly ennched U reducKon in 

GARNER^D^ CPmrT?fs?o^efs 84/06/04 ^OLpSWITKR . LOPEZ^OTIN.M , AUSTIN.J 
NRG - No Deialed Affiltalion Given Ip 30682 158 30682 178 

-8505310427 Forwards siatemenls re proposed rules on highly ennched en 

nched U converson Statements rocewed at ACRS Subcommittee on Safeguards & 

^lAINic^ACflS^ A^isory ' 

Advisory Committee on Reactor Safeguards Ip 30682 179-30682 222 


AS0S030ia2 InsD Reel 50-289/85 08 on 850208 0308 No violation or dovlaliori 
notedMamr S inipected routine shutdown plant activitios. induci ng atoam (tonorn- 
tor tubo fopair.LER review & licensee action on pmvrous regdalpry itoms 
CONTE, R ; BAYNAGK.W , YOUNG, F Region 1. Office of Director 1^8-04-03, 0,)/O4/ 
17 14pp 30144 161-30144 174 

8505030542 Application for amend to Ucansos pPR-24 & DPR 
Spec Change Request 104, modifying auxiliary bldg rectilinear era no to sin glo-f allure 
proof status, par NUREG 0612 Fee paid ^ 

pAY,CW Wisconsin Electric Power Co 85/04/26 DENTON, HR. Ofheo of Nudonr 
Reactor Regulation, Director 3pp 30130 081-30130 115 


S? “rerh^»^ -8^030553 « -d 0, a.»„arv ..do roC.near c.nd .0 


^tO^R^WR S^TechnoIoges. Inc /General Atomic Co 84/06/12 ACRS • Arfvisory 
Committee on Reactor Safeguards 6pp 30662 223 30682 234 

-6505310449 Statement of PL Leventha) on 840612 before ACRS Subcommittee on 
Safeguards S Security re conversion of domestic research reactors from highly en 
nched to low ennched U fuels Supports proposed conversion 
LEVENTHAL.P L Nuclear Control Institute 84/06/12 ACRS • Advisory Committee on 
Reactor Safeguards fipp 30682 235 30682 242 

-8505310455 Requests FR publication of end proposed rule re limiting use of highly 
enriched U in domestic research & test reactors Vv/o stated encJ ox/nftyoR 

BERNERORM Division of Risk Analysis & Operations (post 840429) 84/06/26 
FELTON.j 'm Division of Rules and Records 1p 30682 243 30682 243 


failure proof status.per NUREG-0612 

* Wisconsin Electric Power Co 85/04/26 21 pp 30130 064-30130 104, 

8505060434 Forwards SER on util 841031 6 850315 II rs re mods to corroct cfeslan jjolj 
ciency in emergency core cooling electric distribution sys.ldenlifiod in UNl 
study Proposed design changes acceptable . . ^ w Ln 

VARGA.S A Operating Reactors Branch 1 05/04/22 MCNEILL.C A New York Power 
Authority {formerly Power Aulhorily of the State of Now Vorh) 4pp 30108 170 
30108 186 

-8505060438 SER re uli! 041031 & 850316 proposed mods to corroci design doilcioiicy 
in emergency core cooling electric distribution sys Identified in BNL study ,por Unro- 
solved Safety Issue A-1 7 

* WRH - No Detailed Afliliabon Given 85/04/22 4 dd 30108 1 03-30168 106 


-8505310458 Submits Cost Analysis Group comments on regulatory analysis of pro- 
posed rule limitng use of highly ennched U in research reactors Many cost elernenls 
not quantified Alternatives to proposed rule not considered 

CuAkjw Office of Resource Management, Director 04/00/27 LAHS.WR Trans- 
poftalon & Materials Risk Branch 2pp 30682 244 30682 245 


8505070310 Provides updated info to 841024 submittal ro pJans for resolving Qonoilp 
Issue A-2 on asymmetric blowdown loads Wostinghouse authorized to Identify a qua I 

M Icabfe Unit 2 pipe sections by 850701 ^ „ , 

-F^D Northern States Power Co 85/04/29 Office of Nuclear Reactor Rogula 
tion, Director 2pp. 30178 168-30178 169 


-8S053 10462 Handwntten memo forwarding Lucey ftr & RES response Response 
stales that Points 4 8 5 will be transmitted for consideration W/o lU . ^ 

lAHS.B NRC No Detailed Affiliation Given 84/07/20 DUBE.B NRC • No Detailed 
Affiiiaijon Given Ip 30682 246 30682 246 


-8505310466 Responds to 840523 Itr commenting orr proposed rule limiting oso of 
highly ennched U in domestic research & test reactors Further comments soncitep 
mFnoGUE.RB Office of Nuclear Regulatory Research, Director 84/07/17 Notre 
Dame, Unrv of, Notre Dame, IN 2pp 30682 247-30682 248 


8506070497 NUREG/CR-3703 ASSESSMENT OF SELECTED TRAC AND R CLAP 6 
CALCULATIONS FOR OCONEE- 1 PRESSURIZED THERMAL SHOCK STUDY- , 
ROHATGI.US, PU,J. SAHA.P. Brookhavon National Laboratory FtN A-3266 BNL^ 
NUREG-51760 85/04/30 Division of Accident Evaluation. 90pp 30211.005 
30211 100 


6505090116 Forwards SER for heavy load handling over reactor vosse) . 

SNYDER.B J. TMi Program Office. 85/05/02 STANDERFER.F R Gonaraf Public Uhlf 
ties Corp • GPU Service Corp 2pp, 30253'348-30253 356 


-8505310471 Forwards preliminary version of Itr re 840925 heanng concerning use of 
low enriched U in domestic nonpower reactors Collegial representative should 
attend Background mall sent on 840821 ^ ^ 

FRAIEY.RP ACRS • Advisory Committee on Reactor Safeguards 84/08/30 
EBERSOLE.JC. MARK.JC, REMICK.FJ NRC • No Detailed Affiliation Given Ip 
30682249 30682 249 

-8505310475 Draft Hr inviting NRC & ACRS to testify at 840925 joint hearing of Sub- 
committees on Energy Development & Applications & Energy Research & 
Production, re impact of conversion of nonpower reactors to fow enricned U fuel 
FUGUA.D House of Rep , Science & Technology LLOYD, M House of Rep 84/09/ 
06 PALLADINO.N J Commissioners 4pp 30602 250-30602 253 

8402020014 Informs that issue re external events (pnmanly earthquakes) & offsite emer- 
gency planning will be added to list of generic safety issues issue would be idonlified 
as partially resolved based on draft Commission paper 

SPclS,TP Division of Safety Technoiogy 04/01/10 DENTON, HR Office of Nuclear 
Reactor Regulation* Director Ip 67143 101 67143 101 

8505D90427 Forwards status rept on augmented insp program Based on licensee 
schedules & progress, bimonthly meetings w/licensee expected to continue through 
CYS4 Program sufficiem as ongtnally outlined 

STAROSTECKI.R Division of Project & Resident Programs 84/01/05, 
EfSENHUT.DQ Division of Ucensing 11pp 30248 226-30248 246 


-6505090124 Safety evaluation supporting heavy toad handling over reactor vessel. 

* Office of Nuclear Reactor Regulation, Director 65/05/02 7pp 30263 350 
30253 356 

8505100008 Further response to FOIA requests dtd 840223 & 0730 Forwards App R 
documents Documents available In PDR 

FELTON.JM. Division of Rules and Records 84/10/00 KALER.R J Gndaby & 
Hannah 8pp 30205.056-30295 063, 

-8209150180 Forwards CJ Anderson & CY Liang affidavits re UnroaoJvod Solely Isquos 
A- 4S & A-46, respectively. 

SCHROEDER,F Assistanl Director for Generic Projects 82/08/27, NOVAK.T Assist 
ani Director for Licensing 14pp 30296 307-3029 6,(J03. 

-8209230041 Forwards TY Chang affidavit ro Unresolved Gonorlo Safety fasuo A 40 on 
seismic qualifications of equipment Affidavit responds to ASLB order. 

JOHNSTON, W.V Assistant Director for Matls & Quo I Engineering (Pro B30201) 82/ 
00/20 NOVAK.T H. Assistant Director for Licensing 6pp. 30265*301-30205.300 

8505130316 Partial response to FOIA request for memos re licensing of (acllity which 
provided draft SER.Forwards App A documents Documonta also evallablo in 
PDR Search for addf records continues 

FELTON.JM. Division of Rules and Records 85/01/30. GRABER,L NUS Corp 2pp 
30209 314-30299 329 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8504170683 Forwards request for addi info re heavy load handling sys, per NUREG- 
0612, "Control of Heavy Loads at Nuclear Power Pianls" Util response to INEL Aug 
1083 rept re heavy loads not yet received 

KNIGHTON.G W Licensing Branch 3 85/04/04 HARflISON.R J Public Service Co 
ol New Hampshire 4pp 29909 153 29909 158, 

8505010474 Fonvards propnelary Rev 1 to "PWR Secondary Water Chemistry Guide- 
lir>es" endorsed by Steam Generator Owners Group for use of member utils re water 
chemistry control parameters & analytical methods Rept withheld 
WITHERS, 8 D Steam Generator Owners Group WITHERS, 0D Portland General 
Electric Co 66/04/05 DENT(3N,H R Office of Nuclear Reactor Regutalioni Director 
3pp. 30090 056-30090 057 


6505020413 Forwards "Qualitative Screening Questions for Examining LWR DHR Capa- 
biJibes," & "Preliminary Assessment of DHR Capabilities of Operating & Soon-To Be 
Operating LWRs,*’ Task Action Plan A-45 milestone repts 

ERICSON.DM. Sandia National Laboralones. 85/04/24 MARCHESE.AR Generic 
issues Branch Ip 30104 060-30104 060, 


-8505020417 "Qualitative Screening Questions for Examining LWR DHR Capabilities," 
Task Actioii Plan A 45 milestone rept 

SANDERS, G A Sandia National Laboratories FIN A-1309 84/06/30 Division ol 
Safety Technology 38pp 30 104 -06 1-30 104 098, 


-8505020423 "Preliminary Assessment of DHR Capabilities of Operating & Soon-To Be 
Operating LWRs," Task Action Plan A-45 milestone rept 

LAWSON.CG , PARSLY.L F Oak Ridge National Laboratory FIN A-1309, 84/09/15, 
DMsion of Safaty Technology 150pp 30104 099-30104 247 

8505030189 Forwards Insp Rept 60 289/05 00 on 850208-0308 No violation noted 
KISIJR.H B Regjpn 1, Office of Director 85/04/19 HUKILL,H D. General Public Utili 
ties Corp - GPU Service Corp 4pp 30144 157-30144.174 


-8409180374 Forwards request for add! info resulling from recent ACRS concorna In 
volving handling of heavy loads (SRP Section D 1 .5). 

PARR,OD Auxiliary Systems Branch. 04/09/11 KNIGHTON.G Llconslng Branch 3 
2pp 30299 330-30299 331 

8506150452 Expresses appreciation for utd parllcipalion In NRC- eponsorod throo ptiil 
pressurized thermal shock study, per Unresolved Safety Issue A-40-Do8lgn data S op 
eratlng procedures hefped study team to understand plant operation 
DENTON, HR Office of Nucloor Reactor flegulation, Director, 05/06/07 
LUNDVALL.A.E Baltimore Qos a Electric Co 2pp. 30416.357-30416 358 

8505160135 Final response to FOIA request for six categories ol documents Documonla 
1-6 a 8-12 available in PDR Portions of Document 7 withhold & documonla iislod in 
App B withheld In entirety (ref FOIA Exemption 6) 

FfcLTON,JM. Division of Rules and Records 04/12/17. JORDAN.WS Harmon* 
Weiss & Jordan. 4pp 30453 202-30453 253. 

-8407230363 Forwards response to 040616 request re canceled CommlBslon maollng 
& briefing charts on Unresolved Safety Issues A 44 re station blackout & A 45 ro ahul- 
down DHR. 

DIRCKS,W J Office of the Executive Director for Operations. 84/07/13 ASSELSTiNE 
Commissioners 10pp. 30453 235-30463 253. 

-8407230369 Submits questions re briefing charts for 840616 canceled Commission 
meeting on Unresolved Safety Issues A 44 ro station blackout & A-45 re ahultlown 
DHR 

ASSELSTINE,J.K, Commissioners, 84/06/16. DIRCKS,W.J. Office of Ihe Executive Di- 
rector for Operations, 2pp. 30453'233-30453’234, 

-8407230383 Forwards response to 840616 request r© canceled Commlasion maoilnn 
& briefing charts on Unresolved Safety issues A'44 re station blackout & A 46 ro shut- 
down DHR, 

DIRCKS.W J. Office of the Executive Director for Operations, 84/07/13. ASSELSTINE 
Ck?mmissioners lOpp 30453’235-3045a,253 
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-6407230369 Submils questions ro briefing charts for 840615 canceled Commission 
meeting on Unresolved Safety Issues A 44 ro station blackout & A-45 re shutdown 
DHR 

ASSELSTfNEJ K Commissioners 84/06/15 DIRCKS.WJ Office of the Execuluve Di 
rector for Operations 2pp 30453 233-30453 234 

8505170638 Commonls on Basdekas transient Bounding cafculalions indicato that tran- 
sient may not have serious impact on pressurized thermal shock ruleACRS should 
recommend that rule be issued as Is 

CATTON.I ACHS - Advisory Committee on Reactor Safeguards 85/03/18 IGNe,A 
ACRS - Advisory Commiltoe on Reactor Safeguards lOpp 30477:180 30477,189 

8506200193 Discusses use of unmodified Unit 3 dryer-separator sling fifling beam to re- 
assemble Unit 2 reactor until lifting beam alignment probfem corrected Poslufated load 
drop analysis performed to support use of Unit 3 bram 

KEMPER, JS Philadelphia Electric Co 85/05/13 THOMPSON.H L Division of Ucans- 
fng 3pp 30468 255 30466 257 

8505200260 Notifies of 650716 scheduled delivery date of listed lifling devicos referred 
to in ultl 850206 Hr providing response to Section 2 1 of NUREQ 0612, ‘’Control of 
Heavy Loads at Nuclear Power Plants " 

MCCLOUD.de Tennessee Valley Authority 85/05/15 ADENSAM.E LIcensino 
Branch 4 1p 30468 022-30468 022 

8605200636 Proposed summary o1 ACRS Safety ‘Refalad Equipment Subcommillee 
640320 meeting in Washington, DC re status of Unresolved Safety Issue A-46, "Seis- 
mic Qualification of Equipment In Operating Plants,” 

* ACRS • Advisory CommiUee on Reactor Safeguards 84/05/02 ACRS - Advisory 
Committee on Reactor Safeguards 14pp, 30501*131-30501.144 

8505210526 Forwards Inap Root 50 302/85 20 on 650408-12 & nolice of violation 
BROWNLEE, V L Region 2, Office of Director 85/05/02 WILGUS.W.S, Florida Power 
Corp (subs Florida Progress Co rp.) 2pp 30515 OS7-30516 097 

-8606210533 Insp Repl 50 302/66-20 on &50408-12.Violation noted; inadequate QA 
records documenting visual Insp of safety related anubbars 
lENAHAN.JJ, JAPb,F Region 2, Office of Director 85/05/01, 7pp 30515 091- 
30515 097. 

8605230001 Partial response to FOIA request for records contained in 15 FIN 
files Forwards documents listed in App E Search continuing, 

FELTON. J M Division of Rules and Records 04/10/02 S HOLLY, S.C Union of Con- 
cerned Scientists 1 7pp, 30557 001 -30557 019 

-8605230133 Std order for DOE work "Slallon Blackout Accident Anatysla (A44),'" 
issued to Sandia Natl Lab 

SPEIS.T P. Division of Safely Technology. * Sandia National Laboratories FIN A- 
1302 3 20-03-675 83/09/19 KRENZ.D L Energy, Oept of tp 30557.170- 
30557 1 70 

6S05230216 Oiscussos AEOO transient & SECY-82-206 Galculalions of steam generator 
behavior under normal operalirg condlliona difficult Question remains as to whelher or 
not calcuiallons can be made w/tolereble uncertainty. 

CATTON.t ACRS • Advisory Committee on Reactor Safeguards 85/02/22. 
BOEHNERT.P ACRS ■ Advisory Committee on Reactor Safeguards, 3pp, 30550 295- 
30550 207 

8505230500 Summary of ACRS DHR Sys Subcommittee 850122 meeting In 
Albuquorquo.NM re Sandia shutdown DHR analysts plan, per Unresolved Safely Issue 
A 45 Viewgraphs end 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/22. ACRS - Advisory 
Committee on Reactor Safeguards 40pp 30544’285 30544 324. 

8606230603 Expresses appreciation for participation Jn NRC-sponsored Ihree-pfant 
study on pressurized thermal shock.Resofullon reflects strong technical efforts by both 
industry & NRG 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 85/05/03 
TUCKER.H0 Duke Power Co 2pp 30545172-30546*173 

6506230659 Summary of ACRS Electrical Sys Subcommittee 850226 meeting W/Nucte- 
ar Util Group on Station Blackout & EPRI In Washington,DC re NRC & industry work 
on Unresolved Safely Issue A-44, “Station Blackout" 

* ACRS - Advisory Commilteo on Reactor Safeguards. 85/03/16 ACRS - Advisory 
Committee on Reactor Safeguards 6pp 30544; 196-30544.21 2. 

8505240243 Expresses appreciation for parlfcipaling In NRC-sponsored three-plant 
prossurized thermal shock study led by ORNL, 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 86/05/10. UTLEY, EE 
Carolina Power & Light Co, 3pp 30576.03 6-30 5 7 6' 03 7 

8606260225 Responds to open items identified In 940201 Generic Ltr 84 04 to obtain 
final resolution of Generic Issue A-2 re elimination of postulated pipe 
breaks Application for exemption from GDC 4 end Fee paid 
KAY.J A Yankee Atomic Electric Co. FYR 85-56 85/05/09. 2WOLINSKI.J.A. Operal- 
Ing Reactors Branch 5 5pp 3 056 2 *24 3-30 5 62 *24 7. 

8605290457 Nolifjcallon of 650522 meeting w/Nuclear UtH Group on Station Blackout In 
Bcthesda,MD to discuss technical Issues In 650506 proposal to resolve Unresolved 
Safety Issue A-44 ro station blackout 

SCHROEDER.F Assistant Director for Generic Projects 06/05/13 SPEISJ.P Divi- 
sion of Safety Technology. 2pp 3061 6:355-3061 5 356. 

8506300665 Forwards prioritization evaluation for Generic Issue 37, "Steam Generator 
Overfill & Combined Primary & Secondary Blowdown" Safely concerns re Issue 
should be addressed In Unresolved Safety Issue A’-47 

DENTON,HR Office of Nucfoar Reactor Regulation, Director, 06/06/17, 
BERNERO.RM. Division of Systems Integration (post 811005). KNIGHT, JR. Division 
of Engineering. RUSSELL, W.t Division of Human Factors Safety 6pp. 30652.068- 
30652092. 

8505310663 NUREG-0B44 FC NRC INTEGRATED PROGRAM FOR RESOLUTION OF 
UNRESOLVED SAFETY ISSUES A-3.A‘4 AND A-6 REGARDING STEAM GENERA- 
TOR TUBE INTEGRITY.Draft Report For Comment. 

MURPHY.E.DIvisionof Licensing. 65/04/30 166pp 30666 007-30666.172. 

8505310663 NUREQ-0044 NRC INTEGRATED PROGRAM FOR RESOLUTION OF UN- 
RESOLVED SAFETY ISSUES A-3,A-4 AND A-6 REGARDING STEAM GENERATOR 
TUBE INTEGRITY Draft Report For Comment 

MURPHY, E. Division of Licensing 85/04/30 152pp. 30666:007-30660*172 


l&E mSPECTlOW AND ENFORCEMENT 


8501240317 EN 84-047Aon 850122, order imposing civil penalty in amount $80,000 
Issued re failure to maintain mail access area barriers In reliable condition Proposed 
penalty partially mitigated on basis of prompt .extensive corrective actions 
ROBINSON, P, AXELRAO.J Dsfector’s Office, Office of Inspection and Enforcemeni, 
85/01/22 Ip 28532158-28532 158. 

8502140144 EN 65 007 on 6502 1 2, notice of violation & proposed imposition of civil pen- 
alties In amount of $250 to be issued to licensee Action based on loss of injection tool 
containing 1131 

FLACK, E , AXELRAD,J Diroclor'a Office, Office of Inspection and Enforcement 85/ 
02/07 Ip 28801.249 28681 249 

8504240074 PNO 111-05 032A on fl50410Jhree reportedly stolen syringes of Tc-99m 
found along street near facility by iicensoe employee Portions of contents had leaked 
onto pavement Fire dept washed down street 

MULLAUER.J, WIEDEMAN.D Region 3, Office of Director 85/04/10 Ip 29976 067- 
20976 067 


8504260452 IE Info Notice 65 034, "Heal Tracing Contributes to Corrosion of Stainless 
Steel Piping " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineermg Response (Post 
830103) 65/04/30 Consolidated Edison Co of New York, fnc 107pp.30116:18S- 
30115*201 


8SO42504S5 IE Info Nolice 85 035, "Failure of Air Check Valves to Seat " Svc list and 
JOnDAN,EL Djvfsion of Emergency Preparedness & engineering Response (Post 
8301031 85/04/30 Consolidated Edison Co. of New York, Inc foapp. 30115 077- 
30115:184 


8505010330 Corrected PNO-I-B5-030 on 650425, operafions personnel discovered RCS 
leakage at pregsurizer manway covar Leakage less than 1 gpm & below Tech Spec 
feekage limits Plant shutdown for repair planned, 

MCCABE, F, TRIPP.l Region 1, Office of Director 85/04/26 Ip 30092.221- 


8505010495 PNO-l 85-020 on 05O425,nianual trip from 100% power followed failure of 
two shaft seals on reaclor coolant pump 21 A. Dump vafva 21 failed to fully 
close.Cause not stated Plant cooldown & 5-aay outage planned, 

HOLDEN, C, ELSASSERiT Region 1, Office of Director. 85/04/26 Ip 30091 061- 
30091 061 


8605010497 PNO-lV-65 018’on 850420, safely Injection signal received Caused by fow 
steam line pressure, Approx 2,000 gallons berated water Injected Into RCS Licensee 
issued press release on 850428 Stale of KS notified 

MARTIN,L E Region 4, Office of Dfroctor 85/04/29, Ip. 30091 -■062 30091 062. 

860601 0599 PNO-III-8B 037 on 85O417,ni)8wIr0d switches of aulomalic depressurization 
sys B rendered Inoperable Lfeensee declared alert which was termlnatad after switch- 
es rewifod & tested, Possibty caused ^ environ qualification mod. 

CHHISSOTIMOS.N , NORELIUS.C Region 3, Office of Director. 85/04/18 Ip 
30093*273-3009 3 273 


8505020244 PNO-l 11-85 031 :two Ohmart 6000 Profiler industrial gaugas found to have 
tost 200 mCl Kr-Q5 each Caused by brazing failure of source capsule seal Two gauge 
owners & respective state health organizations notified 

SRENIAWSKliD., AXELSON.W. Region 3, Offfco of Director, 85/04/04 Ip 
30119023 30110.023 

8506020406 PNO-l 1-85 044 on 850430, unit flipped from 20% power due to faulty oil 
pressure switch on operating main feedwater pump Unit shut down (or 2 
wks Snubbers will be visually Inspected. 

PICK.G,. ELROD, S. A Roglofi 2, Office of Director 85/04/30 Ip. 30103 355- 
30103 355 


8605020441 PMO-V-B5 017A'on 660426, ulll wifi hold press conference to announce 
thal.based on evaluation of release of liquid radwaste^no regulatory limits 
exceeded NRC review continuing, 

YUHA3.G.P,, CILLIS.M Region 5, Office of Director 85/04/26. Ip 30103 332- 
30103 332 


8605030082 PNO-lll-as 028C'on 8504 17, Oak Ridge Associated Univs personnel & NRC 
Inspector began (nilial sit© work for decontaminallon of lab.Mound Lab dolermlning 
quanllty of Ain-241 In containers conllscated on 850326, 

AXELSON,W, HIND,J Region 3, Office of Director 85/04/26, 1p 30126.027- 
30126.027. 


8605030089 PNO-l 86 031 :on 650430, five employees contaminated while performing 
venting & filling operations on Spent Fuel shipping Cask TN-9.Caused by leakage 
from von I fitting due to missing O ring In assembly.Clear>up oporations initiated. 
WEADOCK.A.. SHANBAKY.M., aELLAMY,R Roglort 1, Oflfco of Dtrector 85/04/30, 
2pp. 30 126 01 8-301 25:01 9 

8506030220 EN-86-034*on 850501 , nolice of violation proposed imposition of cfvil pen- 
allies In amount of $18,750 will be Issued to llcensee.Acifon based on health physics 
vlofatlons re failure to perform evaluations of employee exposures. 

HOB)NSON,P, AXELRAD,J Director's Offfee, Office of inspection and Enforcemenl. 
05/04/26. Ip, 30125 029-30125:020 

8505030440 EN 64-047Boo &50501,inod of order Imposing cfvil penally fn amount of 
$50,000 issuod to iicensao.based on failure to maintain mall access area barriers Site 
visit on 850400 determined mitigation of penalty from $60,000 warranted 
ROBINSON, P , AXELRAO,J. Director's CJilfce, Office of Inspecllor^ and Enforcement, 
EN-84-047B. 65/05/01, Ip, 30120*164-30128:164. 

850S0304S6 PNO-li-85-046,louf Kay-Ray Model 7062 level 8 density gauges contafnfng 
Ca-137 determined unaccourited for by stale licensee Uniroyal Tire Co fn 
Opelika ,AL Gauges may have been delivered lo scrap salvage yard Search fn 
progress, 

TROJANOWSKI.R. Region 2, Office of Director. 05/05/01 Ip. 30128.107-30128:167 
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B50S060231 PNO-I 85 032 on 860 S02, region notified by licensee lhat vehicle returning 
dispensed unit doses in syringes involved in accident In Harrisburg, PA Mali placed 
Inside container & driver taken to hasp 

DAVIS, J, KINNEMANpJ Region 1, Office of Director 85/05/02 Ip 30157 360 
30157360 

8505060353 PNO III 85 038 on 860429, unusual event declared when worker fell inside 
containment Protective clothing not removed from worker due to back injury State of 
Ml notified 

SUERMANN,J, SHAFER.W, Region 3, OlhCQ of Director 05/04/29 Ip 3015S168 
30155160 

8505060359 PNO II 85'046 on 850502, while working in torus^worker struck by 
chalnfall Worker taken 1o hosp Survey showed no contamination to patient or 
clothing No broken bones apparent from initial X rays 

HARDIN,AK. FREDRICKSON, P Region 2, Office of Director 85/05/02 %p 
30155155 30155.155 

8505060418 IE Info Notice 84-52, SuppI 1, "Inadequate Mat! Procurement Controls on 
Part of Licensees & Vendors " 

JORDAN. E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/08 Consolidated Edison Co of New Vo/k, Inc. lOpp 30615 330- 
30615 347 

8505060463 Comments on draft federal preparedness circular, "Emergency Planning 
Procedures for Water Resources,” in response to CG Goad 850402 request No con 
cerns w/apj>roach or content 

PER KINS, KE Incident Rosponse Branch 85/04/30 BARR.J D, Army, Dept, of, 
Corps of Engineers Ip 30168 009-30188 009 

6505070097 PND IV 85-0 1 BA on 850426 & 30.w/plan1 In Mode 3.fnadverten1 safety In- 
jection occurred duo to low stoam line pressure Licensee evaluating short duration 
dips in steam l^no pressure (nstrumenlation 

MAflTIN.LE Region 4. Office of Director. 85/04/30 Ip 30181 353-30181.353. 

5505070529 IE Info Notice 85-036, ''Malfunction of Dry Slorago, Panoramic. Gamma Ex- 
posure l/radlator,” (o all licensees possessing irradiators 

PARTLOW,JG Division of Inspection Programs (Post 850212) 85/05/09 4pp 
30606117-30606.120 

6505060226 PNO-V 85-023 on 85050 1 .licensee commenced shutdown from full power 
& early entry into malnl outage originally scheduled for 650510 to fnvestigale In- 
creased motor bearing temp on safety refatod west main feedwater pump 
NARBUT.P. D’ANG^O,A Region 6. Office of Director 85/05/02 Ip. 30201.3 1 2- 
30201 312 

8505090057 EN-85-002Bon 850507, notice of violation 8 proposed imposition of civil 
penalties in amount -of $112,500 will be issued AclEon based on violations re seal table 
leak & thimble tube ^eclion event on 840419 

8EACH,B , AXELRAuJ. Director's Office, Office of Inspection and Enforcement 65/ 
05/07 Ip 30219'1 13-30219 113 

8505090064 EN-&5 00'2A hold placed on enforcement action consisting of notice of vio- 
lation 8 proposed impasilion of civil ponalttes in amount of $25,000 Issued on 8501 1 1 
BEACH,B., AXELRAl 5,J, Director’s Office, Office of Inspection and Enforcement 85/ 
01/11 Ip 30219-11230219112 

8505090078 PNO 1 85 033 on 850429, generator containing 600 mCl Mo 99 burned fn 
hosp fncfnerator Malnt personnel mistook generator for trash Contamination suivays 
perrormed Radioactivity evaluation will be performed on 850506 
PICCONE. KINNEWAN.J Region 1. Office of Oi/ector 65/05/03. 2pp 30220 306- 
30220307 

6505090268 PNO 1 85 034 on 85QS03,rept recerved from State of NJ lhat Burlington 
County Consumer Affairs Ofc received two Cabbage Patch Dolls which glowed In dark 
& seemed to be radioactive Inspector found no radioacllvlly above background 
FRIEDMAN. GLENN Region 1. Office of Director 85/05/06. Ip 30219 047- 
30219 047. 

8505090264 PNO 11-85 047’<m 950502,125-volt dc relay on standby gas Irealment sys 
control panel caught fire Cause undetermined Fire brigade deenergized pane) & bldg 

9VSlCUdt€{J< 

HARDIN, A. WEISEA Region 2, Office of Director 85/05/03 2pp 30219-110- 
30219111 

8505090363 EN 85 002 on or about 6501 15, notice of violation & proposed impositfon of 
civil penally in amount of $25,000 will be Issued Action based on violation re 840419 
seal table feak & thimble tube o|0Clion. 

0EACH,B, AXELRAO.J, Director's Office, Office of Jnspection and Enforcement 85/ 
01/11 Ip 30223 211-30223 211, 

8505090395 PNO-fl-6 5-046. on 650502, feak discovered from truck carrying low level 
waste on 1-9 5, Cause not etated.Truck driven to nearby SI Lucie plant Surveys showed 
no detectable contamination .Waste disposal on hold pending further fnsp 
HOSEY.C M , COLLI NS.D M Region 2. Office of Director. 85/05/03. 2pp 30223*209- 
30223 210 

9505100133 PNO IV-B5 019,on 850506, safety signal received Caused ^ low steamline 
pressure due to cold water combining w/no heat source from reactor ESF actuated as 
designed Notification of unusual event declared 8 Immediately rescinded. 

MAFfTIRl.E. Region 4, Omce of Director. 65/05/07 Ip, 30246-235 30246:235 

8505100169 PNO-l-85-007.on 850505,guard in main access control facility received tefo- 
phone bomb threat Plant employees evacuated & stale police notilfed.Threat as- 
sessed by mg t as hoax. 

MADDEN.W., KEIWIQ,R Region 1. Office of Director. 85/05/06 Ip 30240 345- 
30246 345 

8505100316 EN65 036:on 650508, notice of violation & proposed Imposition of civi) pen- 
ally in amount of $25,000 will be Issued Action based on weaknesses Identified In 
execution of licensee preeperational teat program 

BEACH, B, AXELRAD.J Director's Office, Office oi Inspection and Enforcemenl. EN- 
65-036 05/05/03 Ip. 30245:263-30245:263. 

6565130034 IE Info Notice 85-037, “Chemical Cleaning of Steam Generators at Mllf- 
stons 2 ’’ Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14. Yankee Atomic Electric Co 4pp 30B4S 272-30640 014. 


8505130087 PNS-V 85 001 on 05O5O4,dual security computers out of order Tamper 
alarm annunciated when Computer A placed back in operation Caused by tampering 
w/cover 8 wires In reader Vital area searched Investigation continuing 
MCQUEEN,AD, SCHUSTER.M D Region 5, Office of Director 85/05/06 Ip 

30274 217-30274 217. 

B505130091 PNOV-85 024on 850501, four lf.192 seeds.containif^g 0 7 mCl 

each, unaccounted for after removal of implant from patient Radiological surveys of pa* 
tient & various locations in hosp performed Invesligalion continuing 
THOMAS, n D Region 5, Office of Director 05/05/03 Ip 30274 216-30274 216 

6505130312 PNO 11-65 049 on 850503 until 850506, reactor shut down Initial trip caused 
by turbine trip due to loss of generator stator cooling water following small (ire On 
050504, main feedwater Isolation valves found damaged Repairs conlmuing 
IGNATONIS.AJ, WEISE.SP Region 2, Office of Director 85/05/06 2pp 30279040 
30279 041 

8505130414 PNO 111-85 028D on 850326,10 56 Cj Am'241 confiscated by NRC & 
FBI Offsite property surveys, soil & water samples, bldg tenants personal property & 
whole body counts showed no contamination Charges against JC Haynes dismissed 
on 650507 

AXELSON.W, HIND.J Region 3, Office of Director 85/05/08 Ip 30275189 

30275 1 89 

6505140046 PNO'IV-85 020 on 8 5050 6, mechanical failure occurred In sample irradiator 
causing source transfer rod to disconnect from source while in shielded 
position Caused by missing pin used to fasten threaded source holder to source rod 
SPITZBERG.D 0 . EVERETT.RJ Region 4, Office of Director. 85/06/09 Ip 

30367 110 30367.110 

6505140307 PNO lf-85 050.on 850509, unusual event declared as result of Inoperability 
of two Colt diesel generators First generator declared Inoperable on 850506 after 
automatic voltage regulator failed during Tech Spec surveillance test 
flUUNO.W., WEISE.S. Region 2, Office of Director. 85/05/09 2pp 30374 323 

30374 324 

8505140341 PNO III 85 039 on 050507, two contractor ennployoos Injured when electrical 
cable contacted 346 kW fine Workers received burns on hands & taken to hosp for 
treatment Electrical short occurred causing power problems. 

CHRISSOTIMOS.N , SHAFER, W Region 3, Office of Director 85/05/06 Ip 

30375 085-30375 085 

8505140422 EN-85 037 on 850607, notice Of violation & proposed imposition of civil pen 
ally in amount of $500 issued to American Can Co Action based on unauthorized re 
moval of radioactive matt from unrestricted area 

KUNGLER.G , AXELRAD.J. Director's Office, Office of Inspection and Enforcement 
85/05/10 Ip 30375 354-90375.354. 

8505150093 EN-85 038 on 050513, notice of violation & proposed imposition of civil pen 
ally In amount of $2,500 will be Issued to licensee. Action based on 1 6 violations of 
NRG requirementa including unsupervised use of radioactive mail 
FLACK.E , AXELRAD,J Director's Office, Office of Inspection and Enforcement 85/ 
05/08. Ip 30308.029 30398.029. 

8505150169 PNO-V-85 024 on B50507,unit achieved 100% commercial 

operalion.Considerablo media Interest shown In declaration 
DODDS.RT, MENDONCA,M Region 6, Office of Director 66/05/07. Ip. 30395-260 
30395 258 

8505150206 PNO‘V-e5-025 on 860607, first fuel assembly loaded into reactor 
vesseLInltial core loading expected to take approx 1 wk 

DODDS,R T , MENDONCA.M Region 5, Office of Director 85/05/07 1p 30304 195* 
30394.195 

8505150272 PNO II 65 045A one Kay Ray Model 7062 level density gauge unaccounted 
for by Uniroyal Tire Co found In scrap yard fn Alexander City,AL.Soarcn conlinuing for 
three other gauges 

TROJANOWSKLP Region 2. Office of Director. 85/05/10 Ip 30399 003 30399 003. 

8505150293 PNO 1-85-035 on 850506, shipment of 2 6 Cl byproduct mail w/removab!e 
radioactive contamination level of approx 40,000 dpm/100cm2 arrived at Chem Nude 
ar Sy&,lnc burial site at Barnwell, SC Mali shipped from facility on 050504. 
HOLSOPPLE,K , PASCIAK,W Region 1. Office of Director. 85/05/10 2pp 30399 032* 
30399.033. 

8506150410 EN-05 032A’On 860405, order issued requiring JC Haynes to permit entry 1o 
facility to allow removal of radioactive mall posing Imminent hazard to public 
health, based on Haynes B50326 arrest by FBI for unlavnul possession of Am'24i. 
FLACK,E , AXELRAD,J Director’s Office, Office of fnspection and Enforcement 85/ 
05/13, ip. 90399.003-30399 083. 

8505160073 PNO-lll-05-040 on 850509, bomb threat received by telephone from un- 
known male.Llcensee notified & plant searched Threat considered hoax 
MADEOA,T, CREED, J. Region 3, Office of Director 85/05/10. Ip 30429.073 
30429.073 

8505170003 PNO-ll-85 051. on 85051 0,dufing containment tendon anchor Insps, crack In 
vertical tendon field anchor discovered by magnetic particle testing cause not 
slated.Util expanded sample of anchors Insp.FIndings will be evaluated. 

RUUND,W. CANTRELL,FS Region 2, Ollice of Director. 85/05/13. Ip 30443:128- 
30443-128 

8505170102 EN-85 039 on 850515,order to show cause why Met Lab, Inc License 46- 
09963 01 should not be revoked issuecLper SECy-85-132. 

HOLLER,G , AXELRAD,J. Director's Office, Office of Inspection and Enforcement 85/ 
05/16 Ip 30443 049-30443.049. 

8505170204 PNO-ll*85-052-on 05051 2,p1ant reached 100% power. Facility In final phase 
of power ascension testing since full power OL Issued on 840831 .Util responaed to 
media inquiry re event, Stale of MS informed 

CARROLL.FI, BROWNLEE, V. Region 2, Office of Director. 85/05/14. 1p. 30442:163 
30442:163. 

8505170236 PNO-IV-e5-022:on 85061 0,maln feedwater pump B sheared 
coupling, damaging hydraulic line & spraying hydraulic fluid on floor.On 85051 1,RCS 
leak Identified Possibility of relationship between Incidents under review. 
CR0SSMAN,W.A. Region 4, Office of Director 05/05/13. 2pp. 30442.140-30442.160 
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8505170360 PNO-III 05 041 by Ur did 850509Jicansee notrfied NHC of plans to closo U 
alorago facility In East St Louis, IL by 850831 UF6 no longar In fitorago Requosta that 
NRC cease license renewal process & authorize use until 850831 
MALLETT.BS. AXELSON.WL Region 3. Office of Director. 85/05/14. Ip 
30442 177-30442 177 


8505280133 PNO V-85 030 on 850521 .Region V notified that facility shut down based 
on USGS declaration of volcano alert Pacility located 50 milas south /southwest of 
Mount St Helens No significant ihreal to facility expected 

YUHAS.G, DODDS.R Region 5, Office of Director 85/05/21 Ip 30572 233 
30572*233 


8605170446 PNO IV 86 021 'on 8 50 5 00. operator a noticed loud nolao whan opening aide 
A steam supply valve to start emergency feedwater pump AB for monthly 
surveillance On 850509, damage to snubbers & several steam line supports obsorveo 
CROSSMAN.WA Region 4. Office of Director 85/05/13 Ip. 30443*361 •30443*361 . 

8S05200037 PNO-V-85 026 on 850511,30,000 galions of Water spilled from condensate 
sys Into Diablo Creek Caused by open condensate demlnerafizer drain valve that 
should have been programmed closed by computer valve control sys. 

DODDS.RT, PADOVAN.M L Region 5, Office of Director 85/05/13. Ip 30406 036- 
30466 036 

8605200043 PNS-V-85-002 on 850513 six present & former employees arrested for off- 
site drug safes to undercover state police ofl(cer8.Work compfetad by arrestees Is 
being reviewed re Involvement In safety related activities 

SCHAEFER, D. SCHUSTER.M D Region 5, Office of Director 85/05/13 Ip. 
30466 042-30466 042 

8605200080 Partial response to FOfA request for three categories of documents re ef- 
teged 1967 accident at Radiation Effects Lab or **hot ceir’ at Georgia Nuclear 
Leo.Forwards documents fisted* In App A. Documents also available In PDR. 

FELTON, J M Division of Rules and Records 84/10/26. BREMAN.VA. Legal Environ- 
mental Assistance Foundation 5pp 30506 309-30507*275 

••8505200371 PNO 78-1 13 on 7a05l2,RegiQn II notified of media Interest re concern 
that unrestricted use of docommissloning facility allowed by State of QA from 1971 
until 1970 & fenced area not adequately policed Related Info end. 

MeVer.R J , HIQGINBOTHAM.L Director's Office, Office of Inspection and Enforce- 
ment. 78/05/15 40pp 30507 190 30507 231 


8505280243 PNO-V-65 029 on 850516 & 20.reactor trip A safety Injection occurred due 
to loss of vital inslrumonl ac powor.Caused by failure of transformer in vitaf instrument 
ac Inverter IY-13 & IY-12 output breaker tripping open. 

DODDS, R.T.. MENDONCA.M Region 5, Oftice of Director 05/05/20 Ip 30571 153 
30571*153 

B6062B0340 PNO-f-8S 039 on 850 5 22 .severe I fires identified & extinguished outside fa 
cility structure A inside industrial security area Caused by apparent arson Investigation 
initiated A security measures increased 

0LOUGH. CHAUDHARY, STROSNIDER Region 1. Office of Director 85/05/23 Ip 
30574.068-30574 080 

8505290130 PNO-V-85 031*on 6 50521, during chemical cleaning of boiler, sight glass fit- 
ting on large auxiliary boiler failed white boiler at approx 130 psi steam 
pressure.Cause not stated Plant shutdown since 85031 5 for reruefing outage 
ECKHAflDT,J, MYERS.C Region 5, Office of Director 85/05/2 f. Ip 30599 344 
30599.344. 

8505290176 En'65-040on or about 850524, notice of violation & proposed imposition of 
cfvif penalties in amouni of $130,000 will be Issued to licensee Action based on viola- 
tion re unacceptabte quality of and product 

eEACH,AB, AXELRAD,J. Direcloj’s Office, Olflca of Inspection and Enforcement 
85/05/21 Ip 30590 352-30590 352. 

8506290226 PNO'V-85 027.updatas PNS-V-85-02 re arrest of six licensaa & contractor 
employees for offsite drug eales.On 850515,13 addi employees suspended pending 
Investigation Course of action expected by 850520 

COOK.GN. Region 5. Office of Director 65/05/16. Ip. 30599 243-30599 243 


8506200166 IE Info Nolice 85 038, "Loose Parts Obstruct CRD Mechanism.*' 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
030103). 05/05/21, Consolidated Edison Co of New York, Inc. 4pp. 30667 356- 
30667 359 

8605200205 EN-05-O35B on 0505 16, civil penalty in amount of $50,000 will be Issued for 
safeguards violation Hold placed on onforcement action on 650502 Escalation of pro- 
posed civil penalty unwarranted based on licensee corrective actions. 

KLINQLER,G , AXELRAD.J. Director’s Office, Office of Inspection and Enforcement 
85/05/13 Ip 3O4eO'26O-3O460 260 

8505200206 PNO-I 05 036 on 840007 .patient injected w/10 mCl M31 instead of 400 
uCI 1-123 to assess thyroid function Patient received appropdale medical care, Special 
insp will be conducted wk of 850520 to review misadmfnistraMon. 

KfNNEMAN, JOYNER Region 1, Office of Director 05/05/15. Ip. 30468.265 
30460*265 

8505200374 PNO-II 85 041 A updating FNO-a5 042 on 860423.Uti( completing removal 
of surface Indications found inside welds of all steam generaiors^Latest findings A ac- 
tions listed Responsibility for review will be transferrecT to NRR. 

BLAKE,J., ELROD.S Region 2, Office of Director. 85/05/16 2pp. 30470.247- 
30470*240 

8505200402 PNO 11-05 054 on 85051 5, employee strike occurred w/ ewlratlon of con- 
tract between company A Oil, Chemical A Atomic Workers Unlon.Plent procossoe 
safely shut down. Monitoring of situation during strike will coni hue 
MCALPINE,EJ., BARR.KP. Region 2, Office of Director. 86/06/16 2pp 30471.343- 
30471*344 


8SD52 10347 PNO-TMI 85-004 on 85051 5, Upper plenum assembly removed from TMI'2 
reactor vessel A placed In storage Removal will permit unobstructed access to core 
region for defuellng.Defuellng schodufed to commence In Gepi 1085. 

MOSLAK,T, COfclLL,C„ TRAVERS, W. TMI Program Office. 05/05/16. Ip 
30406 170 30495*170 


8605210406 PNO-V-85 028 patient overexposure occurred.Causod by breakthrough of 
Mo 09 Into Tc 99 in generator sold to Nuclear Pharmacy*! nc A resold to Scrippa 
Mosp State of CA Investigating incident. 

MONTGOMERY, J., THOMAS.R , HORNOR.J. Region 5, Office of Director. 86/05/17 
Ip. 30409.260-30499.266 


6506230263 PNO 1-06 037:on 05051 6, reactor shut down after one of two diosef genera- 
tors A one of four LPCI pumps found inoperable Cause not statod.Dlesel generator B 
returned to sve A LPCI pipe supports repaired. 

MCaRIDE.M. TRIPP, L Region 1, Office of Director, 86/05/17. Ip 30633 362- 
30533:362, 


8605230292 PNO‘l-06-030:on 05OBO7,contaminatlon of lab A worker occurred when vial 
containing P-32 opened Individual received approx 41 rem to portion Of skin, In excess 
of NRG limit of 7 5 rem. Insp planned 

COSTELLO. KINNEMAN Region 1. Office of Director. 86/05/17. Ip 30634:179- 
30534:179 


8505240271 PNO-ll-65 O60*an 0506 17, reactor tripped .Caused by ioss of offsite power 
due to fire disabling 500-kV Una near util substation Unusual event declaredAII safety 
sys funolloned normally Power restored , ^ . 

OtCK.G., BROWN LEE,V, Region 2. Office of Director. 86/05/17. Ip 30666:261- 
30556*261. 


8506240343 EN-05-035A'ho1d placed on nolice of violation A profosed Imposition of 
civil penalties in amount of $76,000 scheduled lo be Issued to licensee on 850502 
KLINGLER.Q., AXELRAD.J. Director's Office, Office of Inepection and Enforcement 
05/05/02. Ip. 30562:281-30562.281. 


8505290236 PNO IV-85 023*on 850 5 2 2, facility achieved Initial criticality. Low power test- 
ing In progress NRG does not plan to issue press release, birl will respond to media 
inquiries 

OENISE.fl P Region 4* Office of Dfreclor, 85/05/22 Ip. 30599.337-30599 337. 

S50629D259 EN-BS 043;order to show cause why ficense should not ba suspended A 
modified Issued on 850624 Action based on falsified training records A licensed activi- 
ties being performed by unauthorized Individual, 

FLACK, E., AXeLRAD,j Director’s Office, Office of inspection and Enforcement 85/ 
05/24 ip 30599.124-30599*124. 

8505290548 PNO-l-d5 037A OH 850 523, reactor shutdown Initiated due to fubneating oil 
circulation pump motor tripping on diesel generator B Generator declared 
Inopexable.Shutdown will bo terminated after oil circulation pump motor replaced. 
MCBRIDE, M., TRIPP Region 1, Office of Director 85/05/23 1p. 30593.317- 
30593:317. 

8506300221 EN-&5-041,on 850528, nolice of violation A proposed imposition of civil pen 
aftlea in amount of $5,000 wiN be Issued to lice n see. Aclion based on failure to make 
necessary surveys A evaluations resulting In overexposure 
FLACK, E, AXELRAD,J Director’s Office, Office of Inspection and Enforcement, 85/ 
05/22. Ip. 30623*361-30623:361 

8506310336 PNO 1(1-85 028E:on a50510.ordsr issued prohibiting access to lab facility by 
unauthorized Indivlduafs due to full decontamination activities that began on 
850523.Order Issued lo prevan>l unnecessary radiation exposure. 

AXELSON.Wo HfND.J. Region 3, Office of Director, 85/05/24 Ip 30642.128 
30642.128. 


MISC PlIBLia DOCUMENT ROOM MISCELLANEOUS 


8301270464 Forwards guldanco on review of process control programs End guidelines 
should not be applied to waste classification A segregation, which are not yet burial 
ground requirements. 

WILLIS, C A. Meteorology A Effluent Treatment Branch. 83/01/07 PANDEY.S. Frank- 
lin Inslllule/Ffanklin Research Center. 5pp. 30389.288-30389,202 

85<060202 73 Concurs In submitting draft reg guide, Task CE 025 4, "Assuring Availability 
of Funds for Decommissioning Nuclear Reactors," to CRGR. 

THOMPSON, H.L. Division of Licensing 85/04/22, SPEISJ.P. Division of Safely Tech 
nology. 2pp 30140*1 18-301 40. 11 9. 

8605020454 Nofiflea of NRC/JDCOR 850430 meeting in 8elhesda,MD to seek resolu- 
tion of outstanding technical Issues for severe accidents. 

ROSZT<^ZY,Z.R. Research A Standards Coordinallon Branch, 85/04/26 
DENTON, H , EISENHUT.D,, THOMPSON, H. NRC • No Detailed Affiliation Given. 4pp 
30141.208-30141:211. 

6505060184 Forwards updated comments on ANSI/ANS 56.8-1961 to determine ac- 
ceptability for inclusion iin next draft.Commenls also forwarded to ANS 66 8 Working 
Group members 

PULSIPHERJ.Q. Office of Nuclear Reactor Regulation, Director 85/04/19, 
BROWN, TM, WIss, Janney, Elstner A Associates, Inc lOpp, 30188:039 30186*045 

6508060264 Forwards review of draft call for papers & proposed Info request re NEA 
symposium planned for 1986 on reducing reactor scram frequencles.Supports sympo- 
sium A concurs w/scope A direction of program 

DENTON, H.R, Office of Nuclear Reactor Regulation, Director. 85/04/20. 
HELTEMES,C.J. AEOD, DIreolor's Office. 3pp, 30189.264 30189.274. 


8605240359 EN-85-036 on 650502,notlce of violation A proposed ImiKisitlon of civil pen 
allies In amount of $76,000 will be Issued to licensee. Action based on one safeguards 
violation In which vital equipmant not protected properly. 

KLINGLER,Q., AXELRAD,J. Director’s Office, Office of Inspootfon and Enforcement 
86/04/29. Ip 30562:205 30562.286. 


-8S04 190476 Requests review of end draft call for papers A questionnaire re NEA 
aympo&fuin on reducing reactor scram frequencies to be held In Japan in early 
1986 Cornments requesied by 850424. 

HELTEMES,C.J. AEOD. Director'^ Office, 85/04/11, DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director, 18pp, 30189*267-30109.274 
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8505060334 NolifiGB of conitnualiofi of 850326 meeting on 650430 w/IDCOR in 
Bethesda.MD lo cfiscuss GutBlanding technical issues for severe accidents Tentative 
agenda end 

ROS2TOCZy,ZR Research & Standards Coordination Branch 85/04/25 
DENTON, H . EISENHUT.D, THOMPSON.H NRC ♦ No Oelatled Affiliation Given 4pp 
30218 346-30218 349 

8505f0D084 Commenls on proposed final rule on badditimg Recorrmonds that ru]o not 
be adopted Ma^or effect of proposal wilJ be to shift burden of proof to 
Commission Cfanticalron of certain terms requested 

DENTON, H R Office of Nudear Reactor Regulation. Diroclor B5/04/30 STELLO.V 
flegiorrat Operations & Generic Re^^uirennents 8pp 30272 256 30272 3 03 

-8504190467 Forwards proposed final rule on backfilling for conside ration & future 
discussions Paper based on responses to questions posed In advanced notice of 
comments on addi views of Commissioner Assefstmo 

TOURTELLOTTE.J Regulatory Reform Ta sir Force 85/04/00 DIRCKS^WJ Office of 
the Executive Director for Operations 39pp 30272 264-30272 3 02 

6506130006 Forwards AEOD/S502 "AEOD Semiannual Reptjul-Dec 1984” Repl in 
eludes selected comments & observations from review & provides summary of aotivi 
ties & accomplishments during period 

DIRCKS,WJ Office of the Executive Director for Operations 85/05/06 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 30383 135 30383 266 

-6505130011 “AEOD Semiannual Rept.Ju! Dec 1984 " 

‘ AEOD. Director's Office AEOD/S502 65/04/30 125pp 30383 136 30383 266 

8505200032 Ack roceipl of comments on draft resource mgt plan/EfS (RMP/EIS) re 
rangeland mgt, special mgt areas & land tenura adjustment Conmnenls will ba ad 
dressed In final RMP/EIS 

RATHBUNiDC Interior, Dept of. Bureau of Land Management, 1616 WSRMP. 85/ 
05/06 KNIGHT.J.P Division of Engineering Ip 30486 0 Do 30486 085 

8505246037 Tra rescript of 650430 meeting in Sethasda.MD to discuss die sat generator 
reliability Issues Pp 1-161 Supporting documentation end 
* Commissioners GL 84-15 85/04/30 2a0pp 30663 023 30563 3 02 

8505240085 Recommends response to generic lira be requested within 30 days of Hr 
receipt not within 30 days of fir date 

SELLS.D.E Operating flea dors Branch 3 85/05/10 THOMPSON.HL Division of Li 
censing 1p 30576 236-30576 336> 

850524025S SummarY of IDCOR 860326 meoting w/ listed utils & conlraclors re resolu- 
tion of outstanding technical issues concerning severe accidents &. outlining proposed 
1985 IDCOR program List of attendees encf 

ROSZTOCZY.ZR Research & Standards Coordination Branch 86/05/09 SPEIS.TP 
Division of Safely Technology 7pp 30682 275 30682 281 

0505240613 Forwards Iranscripl of B50430 meelirg re diesef generator refiabilily 
issues Action completes Div of Licensing assignment re industry input forum for clanfi 
cation of Generic Ltr 84-16 W/o end 

CRUTCHFIELD, D Assislant Diredor for Safely Assessment GU-84-15 65/05/15 
RUBENSTEfN.L Assistant Director for Core & Plant Systems Ip 30566’335 
305e6'336 

8505280499 Ack receipt of 850412 memo providing concerns re prlorltlTation of Generic 
Issue 55, “Failures of Class 1E Safety-Re fated Switchgear Breakers to Close on 
Demand " Div of Safety Technology will reaxam issue 

DENTON, HR Office of Nuclear Raaclor Regulation, Director 85/05/09 
HELTEMES.CJ AEOD, Director’s Office 1p 30606 332-30606 332 

-->8504290003 Advises that impEementalion of AEOD Recommendations 2 & 3 of Case 
Study C301 be verified lo ensure valid prioritization evaluation of Generic issue 55, 
“Failures of Class IE Safety Related Switchgear Circuit Breakers 
HEtTEMES.C J AEOD, Director’s Offlco. 85/04/12 DENTON.H R. Office of Nuclear 
Reactor Regulation, Director, ip 30606 333 30606;343 

•6400230490 Forwards review of potential for unmonitored failures of Class IE safety 
related switchgear circuit breakers & power supplies performed at selected Region III 
nuclear plants Info provided for consideration during Nflft ongoing reviews 
SPESSARD.R L Division of Emeraency Preparedness & Operational Support 84/06/ 
01 EISENHUT.D.G Division of Licensing 1()pp 30606 344 30606 353 

6505260518 Discusses schedule for resolving & completing Generic tssuo 101, "BWR 
Water Level Consistency," Prion tizatfon evaluation to be Included In NUREG-0033 
end 

DENTON.H R Office of Nuclear Reactor Regulation, Director. 85/04/06 
BERNERO.RM Division of Systems integrallon fpost 811005) 1lpp 30606 171- 
30606 162 


NUREQ NUREQ REPORTS AND RELATED CORRESPONDENCE 

8408030199 Forwards SER concerning NUREG 0737,TMI Action items IIF,1 4 r® con 
tainment pressure moni1or,ILF 1 5 re containment water level monitor & II F,1.6 re con- 
tainment hydrogen monllor Hams rasolved 

VASSALLO.DB. Operating Reactors Branch 2. 84/07/26 BAYNE, J.P New York 
Power Authority (formerly Power Authority of the State of New York) lipp 
25935,114-25935*124. 

9502110396 Requests extension until 8504 26 for response to 841216 request for addI 
info re 1082 relief & safety valvo fesis, per NUREG 0737, Item 11 D 1 
ENOS.JT. Arkansas Power & Light Co, 0CAN01861O. 85/01/25 MfLLEn,JM. Oper- 
atlng Reactors Branch 3. ip 28816 246-26816:246 

8502250819 Forwards Supp! Ill lo NUREG-0846, ‘'Agency Procedures for NRC Incident 
Response Plan." Oocument supersedes Region III emergancy response implementing 
procedures Ack of receipt requested W/o end 

PAPERIELLO.C J, Region 3, Office of Director. 65/1)2/13 EDELMAN.MR Cleveland 
Eleclnc Illuminating Co 2pp. 290B6 251-29086.262 

8503260250 SECY 65-081 Recommends thorough review of results of BNL study to be 
sent to Congress re need for Independent agancy to investigate incidents el NRC fi- 
fsciiitldB 

DIRCKS,W J. Office of the Executiva Director for Operations 85/03/05, Commission- 
ers 250PP 30666.001-30668.332 


8504030425 NUREG-1104 TECHNICAL SPECIFICATIONS FOR WOLF CREEK GENER 
ATING STATION. UNIT 1 Docket No 50 482 (Kansas Gas And Electric Company) 

* Division of Licensing 85/03/31 500pp Available at NRC $9 50 29601 054 
29603 122 

8504030439 NUREG 1117 TECHNICAL SPECIFICATIONS FOR WATERFORD STEAM 
ELECTRIC STATION UNIT 3 Docket No 50 382 (Louisiana Power And Light Compa 
ny) 

* Office of Nuclear Reactor Regulation, Director 85/03/31 504pp Available at NRC 
$10 00 20600 178 29601 321 

0504160060 Forwards Insp Repis 50 335/05 05 & 50 389/85 05 on 850225 0305 No 
vio)atior> or deviation noted 

BROWNLEE.VL Region 2, Office of Director 86/03/22 WILLIAMS, JW Florida 
Power & Light Co ip 29820 065 20820 103 

“8504 160072 Insp Repts 50 335/85 05 & 50'389/B5 05 on 850225 0305 No violation 
or deviation noted Major areas Inspected liquid & gaseous radwaste mgt, environ pro- 
grams & evaluation of NUREG-0737,ltem II 8 3 re post-accident sampling sys 
STODDARTP, HARRIS,vi, MONTGOMERY.D M Region 2. Office of O/reclor 50- 
389/85 05. 86/03/20 18pp 29820 086 20820’ 103 

8604170683 Forwards request for addi Info re heavy load handling sys, per NUREG 
0612, “Control of Heavy Loads at Nuclear power Plants ’’ Util response to INEL Aug 
1983 rept re heavy loads not yet received 

KNIGHTON.QW Licensing Branch 3 85/04/04 HARRISON.R J Public Service Co 
of New Hampshire 4pp 29909 153-29909 150 

8504240071 “Evaluation of Detailed Control Boom Design Review Program Plan for 
Brunswick Steam Electric Plant, Units 1 & 2 “ 

* Science Applications International Corp (formerty Science Applications, Inc) NRC 
03*82-096. TAG 51147 85/03/15 NRC - No Detailed Affiliation Given 16pp 
30502 01 1 30502 026 

8505010088 NUREG/Cfl-4004 CLOSEOUT OF IE BULLETIN 79 25 FAILURES Of 
WESTINGHOUSE BFD RELAYS IN SAFETY-RELATED SYSTEMS 
FOLEY.W J , DEAN.R S , HENNICK.A Parameter. Inc FIN B-1302 IEB-79 2 5 65/04/ 
30 Division of Emergency Preparedness & Engineering Response (Post 830103} 
44pp 30112 260 30112 306 

8505010117 NUREG 0887 S06 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF PERRY NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket Nos 60 
440 And 50 441 (Cleveland Efectric Illuminating Company) 

* Division of Licensing 85/04/30 150pp Available at NRC $5 50 30114 204> 
30114*351 

8605010129 Forwards Science Applications Inti Corp 850322, "Detailed Conlrol Room 
Design Review In-Prcgroas Audit Rept for Peach Bottom Station, Units 2 & 3," pot 
Suppl 1 to NUREQ 0737 & Generic Ltr 82-33 

STOLZ.JF Operating Reactors Branch 4 QL 82-33 85/04/19 BAUER. EG Phifadol 
phia Efoclrlc Co 2pp 30112 136-30112 174 

8505010131 Forwards draft Rev 5 to NUREG 0452, “STS for Weslinghouse PWAs.’-in 
corporaling radiological effluent & ETS into updated draft version of Tech Specs NRC 
comments expected m June 1985 

CUTTER.A0 Carolina Power & Light Co NLS-05 112 86/04/23 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 593pp 30003 O05-3G0B4 237 

0505010214 Forwards comments & detailed evaluation of util 841031 detailed conirol 
room design review program plan.per Suppl 1 lo NUREG 0737.ln-progress audit tonia- 
ttvely scheduled lor 850513-16. 

ZWOLINSKI.JA Operating Reactors Branch 5 LS05 85 04-019 66/04/10 

KOSER.R W Rochester Gas & Eloclffc Corp 4pp 30095 100-30095’ 117. 

“8505010221 Safety evaluation re detailed control room design review program 
pfan Plan addresses most requirements in Suppl 1 (o NUREQ-0737 Cloriflcation moot 
ing requested to resolve fisted concerns 

* NRC - No Detailed Affiliation Given 85/04/16 14pp 30095 104-30095 1 17 

8505010215 Ostermlnes that util 650320,21 & 28 submittals amending 841016 offsllo 
dose calculation manual consistent w/ methodoiogy & guidelines in NUREG 0133 
NOVAK,T,M Assistant Director for Licensing 85/04/15 PARRIS, H,Q, Tennoasoo 
Valley Authority 2pp. 301 12.175 301 12 176 

8505010228 Forwards safety evaluation based on review of 840B14 response to requasi 
for addi info re inadequate core cooling sys info acceptable Schedule for Implementa- 
tion of emergency procedures requested within 30 days to complete review 
MILLER.JR Operating Reactors Branch 3 86/04/18. COUNSIL.WG Northeast Nu- 
clear Energy Co (subs of Northeast Utililfes) 2pp. 30112.309-30112 314 

“8505010237 Safety evaluation based on ulil response to request for addi Info on Inad- 
equate core cooling instrumentation sys Design of sys in conformance w/ NUREG - 
O73/Ji0m It F 2 requirements 

* Offpce of Nuclear Reactor Regulation, Director. 85/04/18. 3pp 30112,311- 
30112^314. 

8605010277 NUnEG/Cn.4051 ASSESSMENT OF JOB-RELATED EDUCATIONAL 
QUALIFICATIONS FOR NUCLEAR POWER PLANT OPERATORS 
SAARI.L M , MELBER.B.D , WHITE.A S Battelle Human Affairs Research Centers FIN 
B-2360 PNL-5303 85/04/30 Division of Human Factors Safety 77pp Available at 
NRC $4 50 301 1 44352-301 1 6 076, 

8605010316 Forwards update lo 841115 submittal of add) Info re Amend 83,Suppl 1 to 
License DPR-54,comparing NSEB fire proieclion design w/NUREQ-0000 (SRP 0 51) 
design criteria, per 850219 meeting 

MAtilMOE.JJ Sacramento Municipal Utility District RJR 85-141 05/04/16 

THOMPSORHL Dwislon of Licensing, 12pp 30095 049-30095,060 

8505010358 Grants delay until 850617 for submittal of detailed control room design 
review summary repUser B60227 request Extension allows Incorporation of NhC 
Human Factors Audit Team rept of mid-Feb 1 985 audit In summary rept, 
THOMPSON.HL Division of Licensing 85/04/16. WjLQUS.W.S, Florida Power Corp 
{subs. Florida Progress Corp.). 3pp. 30100 045-30100 047. 
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65050 103G& Requests response to end NRC position re operator protection concerning 
NUREG 0737, Itom HID 3 4, “Control Room Habilabllity'' & test results within 2 wks 
after completing mods & tests to control room habitability sys 
STOLZ.JF Operating Reactors 9 ranch 4 86704/15 TUCKER, H B Dake Power Co 
7pp 30100 030 30100 036 


8505030066 Suppis SER (NUREG~0654) & Jnsp Repts 50^400/34 15 & 5Q-409/84-13 
by approving eliminahon of four unusual event emergency action level classifications 
from table E-1 of LACBWR emergency plan.por 650313 request 
PAPERIELLO.CJ Region 3. Office of Director 85/04/2S UNDER, FW- Dairyfand 
Power Cooperative 2pp 30145 326'3014S327 


0505010395 Forwards response to concerns re accident monitoring inslrumenlatloapor 
NUREG<0737,ltem II F 1 Sampling procedure revised to Include requirement or contfn 
uous collection Shield monitors will be installed by 850021. 

DOMERJ.A Tennessee Valley Authority 85/04/26 ADENSAM.E Licensing Branch 
4 3pp 30092 062-30092 065 

8505010494 Forwards Insp Repl 50-247/85 07 on 850301-31 No vioialions obsorved, 
COLLINS, SJ Region 1. Office of Director 85/04/26 O'TOOLE, JO Consolidated 
Edison Co of New York. Inc 2pp 30000 276 30090 286 

••8505010498 Insp Rept 50 247/85 07 on 850301 -31. No violations or items of concern 
noted Major areas Inspected operational safety verification, maint,survelllBnce, review of 
monthly repl.LER followup & lb info notice & bulletin followup 
KENNY.T, ROSSBACK.L, NOHRHOLM.L Region 1, Office of Director lEB 80-12 
85/04/22 flpp 30090 278-30090 286 

8505010583 Fonvards safety evalualion re Technical Data Ropt 638, "Evaluation of 
Eddy Current Indlcalions Detected During 1984 Tech Spec fnsp" Indications due to 
initiation of new corrosion NUREG-1019 snoufd remain unchanged 
STOLZ.J.F Operating Reactors Branch 4 85/04/17. HUKILL.H D General Public Utii- 
ilies Corp • GPU Service Corp, 4pp 30095 293-30096:302, 

••8505010585 Safely evaluation re cause of ateam generator tube defects identified 
during eddy current testing Current Indications due to previously existing 
corrosion Adequate reactor coolant chemistry conlro! maintained 
‘ Office of Nuclear Reactor Regulation, Director 85/04/17 6pp. 30095.297- 
30095 302 

6505010602 Forwards NUREG/CR-4026, "Performance of Enoineared Barriers in Deep 
Geologic Reposilories for High Level Nuclear Waste (HLW)iVol 2,Techr>ical Review'* 
Vols 3-5 in final stages of production W/o ropt. 

PENTZ.DL Goldor Associates NRC 02-81-027 101.05/03/12 PITTIGLIO.CL Divi- 
sion of Waste Management Ip 30095 320 30095-320 

8505010611 Forwards NUREG/CR-4026, "Performance of Engineered Barriers In Deep 
Geologic Repositories for High Level Nuclear Waste, Vol 9A - Basall’Barrfer Sys 
Design," final rept (Task 3) under Contract NRC 02-81 027, W/o end. 

PENTZ.DL Qolder Associates NRC-02-81 027 1987 05/03/18 PITTIGLiO.C L. Divi- 
sion of Waste Managemeni Ip 30095 338 30095 336 

8506010639 Ack receipt of phofo ready mats for NUREQ/CR-4134 review of "Method- 
ologies br Assessing Lorig-Torm Performance of High-Level Radwaste Packages" & 
Feb 1985 progress repl Corrected photo ready mats requested by 85041 6, per ends 
CHANG, K Engineering Branch {Post 031001) FIN B-0208 1904 85/03/21 
WHATLEY, S K Oak Ridge Nalional Laboratory 6pp 30099:083-30009 088. 

8SOS020014 Forwards SSER 6 (NUREG 0887) W/o end, 

YOUNGBLOOD, 0 J Licensing Branch 1. 65/04/19 EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 3pp 30140 338-30140 340 

8505020310 Concludes that util proposed procedure for estimating degree of reactor 
core damage following accidents meets Criterion 2 of NUREG-073/,ltem II B 3, per 
850226 & 0314 Itrs Issue complete 

STOLZ.J F Operaling Roaclors Branch 4 MILLER, J.R. Operating Reactors Branch 3 
85/04/15 GRIFFIN.J Arkansas Power & Light Co 2pp 30140:240 30140 241 

8605020320 Forwards Insp Rept 50 483/85 06 on 050401 -OS.NovIdalion noted 
PAPERIELLO.CJ Region 3. Otfice of Director. 86/04/19 SCHNELL.D.F, Union Efec- 
trie Co 2pp 30118'173.30118 184 

-8505020331 Insp Repl 50 483/86 06 on 050401 05.No violation or deviation 
noted Major areas inspected radiation protection & radwaste program, including startup 
radiation surveys & radwaste sys startup 

LOVENDALE.P C , GILL.C F . GREGER,L R. Region 3. Office of Director. lEIN 86-006 
86/04/19 lOpp 30118 175-30118 184 

8505020407 Forwards safely evaluation re NUREG 0737, Homs I A.2 1 & !l B.4 re reactor 
operator & senior reactor operator training & qualifications & mitigating core damage, 
respectively Requirements met 

VASSALLO.DB Operating Reactors Branch 2 85/04/12 FARRAR, DL Common- 
weaflh Edison Co. 21pp 30141.31 6-30141 ‘336. 


0605020489 Forwards Amend 106 to License NPF-1 & safety evaluation. Amend 
ebangoa Tech Specs re overlimo limits & calibr of input sensors based on turbine trip 
& post-accident sampling.por Generic Lira 82-16 & 83-3 7. 

TRAMMELL, C M. Operating Reactors Branch 3 GL.82-16 85/04/24. WITHERS.0.D. 
Portland General Electric Co 2pp 30141 102-30141.118 


■8505020498 Safely evaluation supporting Amend 106 lo License NPF-1 . 

* Office of Nuclear Reactor Regulation, Director. GL-62-16, 85/04/24 6pp. 
30141-114-30141.118 


8505030169 Forwards Insp Repl 50 269/85 08 on 050208-0309 No violation noted 
KISTER.H 8 Region 1, Office of Direclor. 85/04/19 HUKILL.H D. General Pubicc Ufill 
lies Corp - GPU Service Corp 4pp 30144 157-30144 174 

--8605030182 Insp Repl 60 289/85 08 on 850208 0300 No violalion or deviation 
noted Major areas Inspected routine shutdown plant aclivilpesjn eluding steam genera- 
tor tube repair, LER review & licensee action on previous regulatory Items. 

CONTE.R, BAYNACK,W.. YOUNG.F. Region 1. Office of Direclor IEB-84 03 85/04/ 
17 14pp. 30144,161-30144 174 

8605030212 Forwards schedule of corrective actions per NUREG -0654 for Category B 
deficiencies died during 841017 offsite radiological emergency preparedness 
exercise Two Category A deficiencies addressed at 850410 remedial exercise 
KRIMM.RW Federal Emergency Managoment Agency B5/05/01 JORDAN.E.L Dm 
Sion of Emergency Preparedness & Engineering Response (Post 630103] 12pp 
30124 317-30124 331 


8505030218 Advises that addi Info re NUREG 0737.ltem II D 1 concerning relief & 
safety valves program 8 Implemenlalion will be submitted by 85081 5, per NFTC 650204 
request Weatinghouse will address request by 850731 . 

Ml)S0LF,0 Northern Stales Power Co. 85/04/26 Office of Nuclear Reactor Regula- 
tion. Director Ip. 301 26.1 06-301 26' 108 

8505030229 NUREQ/Cft.3944 TRAN 0-3 EXPERIMENTAL INVESTIGATION OF FUEL 
CRUST STABILITY ON MELTING SURFACES OF AN ANNULAR FLOW CHANNEL 
MCARTHUR.OA. MAST.P,K Sandia Nalional Laborotorfes. FIN A-1016 SAND84- 
1646,85/04/30 Division of Accident EvafualJon 61 pp 30160 30 2'30 160 361. 

8505030237 Forwards Insp Rept 50-409/65-04 on 8501 10 0415 No noncompliance 
noted 

SHAFER.WD, Region 3. Office of Director. 05/04/26 LINDER, F.W Oalryland Power 
Cooperative 2pp, 30126.093-30128 104 

-8505030246 Insp Repl 60 409/85-04 on 050 1 1 9 04 1 5.No noncompliance or deviation 
noted Major areas Inspected previous Insp findlngs.oparational 5afety,!ong-term 
shutdown, maint, surveilldnco,LERa.lE bullotins & TMI actioj) Items 
BOYD.D Region 3, Office of Director IEB-84 01. 85/04/26 lOpp 30126-095 
30126:104. 


8605030474 Forwards "Prairie Island Sito-Specinc Offsite Radiological Emergency Pre- 
paredness Alert & Nolilfcatlon Sys OA Verification " Based on review, sys meets spe- 
cific design requirements of NURtQ-0654. 

SPECK, sW. Federal Emergency Management Agency. 85/04/26 DIRCKS.WJ 
Office of the Executive Director for Operations. 1 p 31^1 26 276 30127 139 

8505030542 Application for amend to Licenses DPR- 24 & DPR-27,consisting of Tech 
Spec Change Request 104 .modifying auxiliary bldg rectilinear crane lo slngfeTalluro- 
proof status, per NUREG-0612,Fee paid 

FAY.CW WiBConsIn Eiectric Power Co. 85/04/26. DENTON.H R Office of Nuclear 
Reactor Regulation, Director MILLER, JR Operating Reactors Branch 3. 3pp 
301 30.081-30130' 116 

-8505030553 Proposed Tech Specs re mod of auxiliary bldg recUllnoar crane to single 
failure proof status, per NUREG 0612 

* Wisconsin Electric Power Co 66/04/26. 21pp 30130 OB4-30130’104 

6505030738 Confirms 0504 1 1 brfafing of headquarters staff re QA approaches appropri 
ate to developmertl of geologic repository for radwaste. 

BROWNING, R.E, Divisron Of Waste Management. 85/03/22 PURCELL,WJ. Energy, 
Dept. of. 3pp 30160*297-301 60' 299 

6605080020 foAvarda add! pages of emergency planning publfo info brochur6,aler4/notI 
ficaiion sys rept & evaluation 8 analysis of siren prompt notfflcation sys In response to 
SER (NUREG 1038) Open Item 12 

ZIMMERMAN, S R. Carolina Power & Light Co NLS 05 142 85/04/30. DENTON.H R 
Office of fsfucl ear Reactor Regulation, Director. 8pp. 301 67:139-301 57' 146 

6605060046 Ack receipt of 060313 Hr informing NBC of steps taken to correct violations 
noted in Insp Repl 60.352/84-66. 

MARTIN,T.T Region 1, Office of Director. 85/04/22 DALTROFF.SL. Philadelphia 
Electric Co 4pp 301 04*263-301 84 206 

8505080121 Application for amend lo License DPR- 71, re vising Tech Specs to reflect 
mode to provide dedicated purge sys for post-accident combustible gas control which 
meets requirements of NUnEQ-0737,ltein II.E.4.1 . 

CUTTER, A B. Carolina Power & Ught Co. NLS 85 072. 85/04/30. VASSALLO.D.B 
Operaling Reactors Branch 2. 2pp. 30167:340«30167’346. 


8505020510 Forwards NRC & LLL "Comments on Detailed Control Room Design 
Review Program Plan for Grand Gulf Nuclear Power Slallon Unit 1," based on review 
of 841219 aubmiltal.Plan moots most of Supp1 1 lo NUREG-0737 reouirements. 
NOVAK,! M. Assistant Director for Licensing. 85/04/22 RiCHARD,J,B. Mississippi 
Power & Light Co 5pp 30141 066-30141 070. 

“8604240710 "Comments on Detailed Control Room Design Review Program Plan lor 
Grand Gulf Nuclear Statlon,Unlt 1 " , ^ ^ 

MOORE, J.W Lawrence Livermore National Laboratory. 86/03/20. 16pp 30141.071- 
3O141'0B5 

8505030076 Remlta foe for 840217 application lo amend License DPR-64, changing 
Tech Specs for certain NUREG 0737 items Fee paJd under protest, pending resolution 
of legalily of fee schedule. . . ^ i 

8AYNE,J P New York Power Authority (formerly Power Authority of the Stale of New 
York) IPN‘85-23 85/04/25 DIGGS, R.M. License Fee Management Branch. Ip 
30130146 30130 146 


-8505060125 Proposed Tech Specs reflecting mods to provide dedicated purge sys for 
post-accident combustible gas control which meets requirements of NllREG- 
0737, Item II E 4.1. 

* Carolina Power & Light Co. 85/04/30. 6pp. 301 57'3 42-30 167.348. 

6505060140 Advises that addillon of anlicipatory reactor trip upon turbine trip to Tech 
Specs necesaary,P0f Generic Llr 82-1 6. Submittal of Tech Specs requested within 30 
days of receipt of Itr 

VARQA.S.A. Operating Reactors Branch 1. QL-82-ie. 86/04/22, O'TOOLE, J.D. Con 
solldaled Edison Co. of New York, Inc 3pp. 30106:1 94-^0106 196, 

6505080241 Forwards input lo draft proposed events to be Included in First Quarter 
CY85 AO rept to Congress & Info re license suspension, orders & new generic safety 
(ssuos 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director 05/04/26 
HELTEMEaCJ. AEOD, Director's Office. 7pp. 30189.341-30169:347. 
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--3S04110749 Submits proposed events for AO repi lo Congress (NUREG 0090) for 
Firs! Quarter CYGSAssisfanco in proparcnig rept requested Reply should be submitlod 
by 350410 

HELTEMES.CJ AEOD, Director’s Offico 85/04/01 DENTON.H R Office of Nuclear 
Reactor Regulation, Director. DAVIS, JQ Office of Nuclear Matenal Safely & 
Safeguards, Director MINOGUE.R B Office of Nuclear Regulatory Research, Director 
1fpp 33189 348 33189 353 

8505060339 Requests exomption from requirements of NLfREG‘0737,Jteni II F.1 re 
noble gas effluoni monitor tipper range capability, based on smaller site of LACBWR 
LINDE R.F Dairyland Power Cooperalivo. LAC 10783 85/04/28 ZWOLINSKI.J Oper- 
ating Roaclors Branch 5 4pp 30164 156 30154 159 

8505060493 NUREG /CR-2726 ERR Errata lo "Light Water Reactor Hydrogen Manual," 
replacing Pages 3 27 & 3-28 

CAMP.A L . C0MMINGS.J C , SHERMAN.M P Sandia National Laboratories. SAND02- 
1137 85/05/02 Division of Accidei^l Evaluation (Pro 040101} 3pp 80188 029 
30180831 

8505060499 NUREG/CR 4010 SPECIFICATION OF A HUMAN RELIABILITY DATA 
BANK FOR CONDUCTING HRA SEGMENTS OF PRAS FOR NUCLEAR POWER 
PLANTS 

COMER, M K , DONOVAN, M D. General Physics Corp ‘ Sancfia National Laboratories 
FIN A 1108 SAND85 7151 05/04/30, Division of Risk Analysis & Operations (post 
840429) 400pp 301 30 331 -301 OS 01 7 

8505080503 NUREG CR-4155 TRAC-PFI/MODI INDEPENDENT 

ASSESSMeNT:NORTHWE6TERN UNIVERSITY PERFORATED-PLATE CCFL TESTS 
DOBflANiCH,D Sandia National Laboralorfes FIN A- 1205 SANDa5.0172 85/04/30 
Oiviaion of Accident Evaluation 42pp 30190 241 30190'286. 

8505060509 NUREG/CR 4124 NDE OF STAINLESS STEEL AND ON LINE LEAK MON- 
ITORING OF LWflS Annual Recort October 1903 - September 1984 
KUPPEHMAN.D S , CLAYTOR,TN . PflINE.O W Argonne Nalional Laboratory. FIN A- 
2250 ANL-B&5 85/04/39 Division of Engineering Technology 39pp 30190 287- 
30190 330 

8605060514 NUREG/CR-4004 STRUCTURAL RESPONSE OF URGE PENETRA- 
TIONS AND CLOSURES FOR CONTAINMENT VESSELS SUBJECTED TO LOAD 
INGS BEYOND DESIGN BASIS. 

KULAK, RF Argonne Nalional Laboratory • Sandia National Laboratones FfN A- 
1375 ANL-B4-41 65/94/30 Division of Engineering Technology. 1O0pp 30193 010 
39193 138 

6605060530 Forwards SER re SPDS analysis & design process, per util 840208 & 1105 
submiltals Conlinuatlon of i/npfemenletl-on of SPDS program acceptable, par Suppl 1 lo 
NUflEG.0737 

MiLLER.J,R Operating Reactors Bra Jtch 3 65/04/29 STEWART, WL Virginia Power 
(VlrflEnia Electric & Power Co J. 2pp 30187:246-30187'255 

-•6505060537 Safety evdlualfon re SPDS Continuation of Implemenlation of SPDS pro- 
gram acceptabJe.per StippI I lo NUREG 0737. 

^ Office of Nuclear Reactor BegufaifOn, Director 85/04/29 9pp 30107 247- 
30187.255. 

8505060S34 NUREQ/Cfl-OaSS CHARACTERtZATfON OF NUCLEAR REACTOR CON- 
TAINMENT PENETRATfON - FINAL REPORT. 

SHACK ELFORD,M Argonne Nalional Laboratory * Sandia Nalional Laboralorfes. FIN 
A-1376 SAND34-7139. 85/04/30. Drvision of Engineering Technology 361 pp 
30192 018-30183:018 

8505070906 NUREG/GR-390S VOS SEQUENCE CODING AND SEARCH SYSTEM FOR 
LICENSEE EVENT REPO RTS, Cedar’s Manual 

GALUHEaRB, GUVMON.RH, MAYS.G.T, Oak Ridge National Laboratory FfN A- 
9451 ORNL/NSlC-223. 85/04/30 AEOD, Director’s Office. 3B1pp Availabre at NRC 
$8 50 30213 Q01 -3021 4 021, 

8505070062 Forwards Tech Spec P^e 3/4 3-54a fnadvertenlly omilled from Amend 45 
lo License NPF-5 Amend revised Tech Specs to be consistent w/QenorIc Ltr 83-86 

S uldelinea re NUREG 0737 Items 

fVENQARK.GW Operating Reactors Branch 4 GL 63-86 85/04/26 BECKHAM, JT. 
Georgia Power Co 2pp 30217361*30217 363 

-8505070068 Errala lo Amend 45 to License NPF-5, consisting of Tech Spec Pag© 3/4 
3 54a re operability of primary & secondary channefs 

RIVENBARK.G W Operating Reactors Branch 4 GL-83-80 85/04/26. Ip 30217.363- 
30217363 

0505070063 Responds to 850312 & 29 Itrs re NUREQ*0680,Supp) 5 No basis found to 
change NRC conclusion that Bechtel mgt officials harassed R Parks w/utll knowledge. 
RUSSELL.W.T Division of Humarr Factors Safety. 86/05/01. CURK.P.R. Generat 
Pebiic Utilihes Co/p - GPU Sorvice Corp 4pp 30218 056-30210*059 

8505070170 NUREG/CR .3905 V02 SEQUENCE CODING AND SEARCH SYSTEM FOR 
LICENSEE EVENT REPORTS Code Listings. 

GALLAHER,R B . GUYMON.R H., WAYS^G T. Oak Ridge Nalional Laboratory FIN A- 
9451, ORNL/NSIC223 85/04/30, AEOD. Dl/ector'a Olfice 27tpp. Avaltabfe at NRC 
$7.00 30214:022-30214:292. 

0505070173 NUREG/CR.4181 LEACHABfLITY OF RADIONUCLIDES FROM CEMENT 
SOLIDIFIED WASTE FORMS PRODUCED AT OPERATING NUCLEAR POWER RE- 
ACTORS. 

CRONE Y.S.T. EG&G, Inc. FIN A 6359 EGG-2355, 85/04/30. Division of Radiation 
Programs & Earth Sciences (post 840429). 130pp 30217 1 61-30217:288 

8605070182 NUREG/CR-3905 VOU R1 SEQUENCE CODING AND SEARCH SYSTEM 
FOR LfCENSEE EVENT REPORTSUser’s Guide. 

GREEN, N.M. MAYS,GT, JOHN SON, M P. Oak Rfdge Nalional Laboratory. FIN A- 
0451 ORNL/NSrC-223. 85/04/30 AEOO, Dlreclor'a Office. 164pp, Available at NRC. 
$5,50, 30216 139-30216:302. 

8505070184 NUREG/CR-SSOS V04 SEQUENCE CODING AND SEARCH SYSTEM FOB 
LICENSEE EVENT REPORTS.Coder'8 Manual 

QALLAHER,n B,. GUYMON.R.H., WAVS.GT. Oak Ridge Nalional Laboratory. FIN A 
9451. ORNL/NSIC-223. 85/04/30 AEOD. Ofrectoris Office. 347pp. Available et NRC. 
$8 00 30212 001-30212,347 


850507022$ Forwards request for addi Info re NUREQ-0737,lt6m II D 1 concerning por- 
formance testing of relief & safety valves Response requested within 30 days of ltr 
receipt List of followup questions end 

VARGAS A Operating Reactors Branch 1 05/04/24 OTOOLE.J D Consofldorod 
Edison Co of New York, fnc 4pp. 3021 7 336 3021 7 399 

8505070289 Discusses schedule for completion of detailed control room design review 
audit rept in response lo NUREG 0737,suppl 1 Probable action plan addressing MRC 
recommendations re summary rept submitted on 850204 end 
PILANT.JM Nebraska Public Power District NSL8500077 05/04/30 

VASSALLO.OB Operating Reactors Branch 2 8pp 30172 325 30172 332 

8505070289 Fonvards Insp Rept 50-450/05-17 on 050325-29 No violations noted, 
JOHNSON.EH Region 4, Office of Director 85/05/02 CAM ILL. WJ Gulf Slates UiJii* 
ties Co 2pp 30177*323-30177.348 

-8505070294 Insp Rept 50-458/65-17 on 850325-29 No violations or dovlatfons 
not0d.Major areas inspected'open items In chemlstry/radrochemisliy 
program, radiochomlslry confirmatory measurements & whole body counting sys meas- 
urements 

NICHOLA$,JB. WISE.R , MURRAY.B Region 4, Office of Director 05/05/01, 24pp 
30177 325-30177.348 

8505070356 Forwards addI safety Issues requiring resolution prior to TMI-1 restart More 
Kerns requiring resolution prior to Commission vote on restart exist than Identified in 
850417 presenlatlon Issues purportedly setlled unclear, 

POLURD.R.D . WEISS.E.R Union of Concerned Scientists 871. SP, 05/05/03 
PALUDINO.N J., ROBERTS.TM, ASSELSTINE.J K Commissioners ICpn 
30177 268-30177.283. 

6S0SD70386 Forwards Safety Insp Rept 50 440/85-08 on 86041 5-1 9.No noncompliance 
noted. 

PAPERIELLO.CJ Ragion 3, Office of Direclor 86/05/01. EDELMAN.MR Cfoveland 
Efeclric il/umirtating Co, 2pp 30173 075-30173 008 

-8505070390 Preoperatlonal Insp Rept 50-440/85'OB on 850415-19 No violation or do 
viation noted Major areas inspected radiation protection & radwasto 
programajncluding organization & slaf/fng & training ALARA program. 

MILLER, O.E, QILL.CF., GREGER.LR Region 3, Office of Director 85/05/01. IHpp 
30173,077-30173:088 

850S070396 Addresses concerns In Section 4.20 2 of Suppl 1 to NUREG 0824 by nriDdl 
tying three lines w/pipe caps or blank fianges.per 650402 commitment re SEP Topic 
VJ-4 Sections of insp hopl 50 245/84-27 resolved 

COUNSIL,W.G Northeast Nuclear Energy Co. {subs of Northeast Utilities) B 1 1 524 
85/04/25 ZWOLINSKf,J A, Operating Reactors Branch 5 2pp 30173 122-30173.123 

$505070401 Forwards detailed control room design review final summary ropls for 
facilities, per 830414 commitment Schedule for completion of corrective action aubmJh 
ted 

RYBAK, B Commonwealth Edison Co 0054K 85/05/01 DENTON, H R Offic© of Nu- 
clear Reactor Regulation, Director 2pp 30239 001-30242' 169. 

.•6505070403 Vol 1, "Program Implementation" to "Dresden Station Detailed Control 
Room Design Review Final Summary Repi " 

* Commonwealth Edison Co, 85/05/31 160pp 30239 003-30230’162. 

-8S0S070406 Vol 2, Sections 1-13, "Review Findions" to "Dresden Station Detailed 
Control Room Destan Review Final Summary Rept 

* Commonwealth Kmon Co 65/05/31 521 pp 30239 '163-3 024 0 323. 

-^6505100083 "Detailed Control Room Design Review Final Summary Rept " 

* Commonwealth Edison Co. 08/05/31 420pp. 30240 324-30242 169 

8505070439 NUREG/CR-4160 HISTORICAL SUMMARY OF OCCUPATIONAL RADI 
ATfON EXPOSURE EXPERIENCE IN US COMMERCIAL NUCLEAR POWER 
PLANTS. 

MOELLER, M.P, STOETZEL,QA, MUNSON.LH. Battolle Memorial Institute, Pacific 
Nofthwesi Laboratories FIN 0-2954 PNL-5404 85/04/30 Division of Safety Toctinol 
ogy. 65pp. Avaifahle at NRC $4 50 3021 4*293-3021 4'357. 

8505070484 NUREG/CR 4237 MOBILITY OF RADIONUCLIDES IN HIGH CHLORIDE 
ENVIRONMENTS. 

SIMPSON, H J., HERCZEG^A L . ANDERSON, R F Columbia Univ , New York, NY. FIN 
0-7057 85/04/30 Division of Radiation Programs & Earth Sciences (post 840429) 
77pp Available at NRC $4 60.30210.210-30210.294 

8505070489 Board Notification 86-0 4 2. forwards final draft NUREG-1116 re PWR steam 
exploslons,More precise quantification of estimates In NUREQ-1116 to follow In next 
several months. 

THOMPSON, H.L, Division of Licensing 85/04/23. PALIADINO, ROBERTS, ASSEL- 
STINE Commissioners 408pp 30216 00 1-3021 6' 138 

8505070497 NUREG/CR-3703 ASSESSMENT OF SELECTED TRAC AND RELAP6 
CALCULATIONS FOR OCONEE-1 PRESSURIZED THERMAL SHOCK STUDY 
ROHATGLU.S . PU.J . SAHA,P Brookhaven National Laboratory. FIN A-3280 0NL- 
NUREQ-51780. 85/04/30 Division of Accident Evaluation. 68pp. 30211*005- 
30211.100, 

8505070505 NUREG/CR 4000 HUMAN RELIABILITY DATA BANK Evaluation Results. 
COMER^MK, OONOVAN,MD, GADDY,C.D General Physics Corp. FIN A-11B8 
SANDfl5-7150 85/04/30 Division of Risk Analysis & Operations (post 840429). 76pp, 
30210:295-30211:004 

6505070526 NUREQ/CR-3990 ERR Errata to "Charcoal Performance Under Accideni 
Conditions In Light-Water Reactor Final Report," adding missing lirs from item 3 fnad- 
verlently omitted. 

DEITZ.V.R Navy* Dept of. Naval Research Lab. FfN B-7232. 6528. 85/04/23, Divi- 
sion of Accident Evaluation Ip 9021 T359-302 11.369, 

8506070543 NUREG/CR-3746 V03 LWR PRESSURE VESSEL SURVEILLANCE DO- 
SIMETRY IMPROVEMENT PROGRAM, 1984 Annual Report October 1,1983 • Soptem- 
berSO, 1984, 

MCELROY, W.N. Hanford Engineering Development Laboratory FIN B-608B HEDL- 
TME 84-31. 05/04/90 Division of Engineering Technology, IIOpp Available at NRC, 
$4.75 90208*270-30209.019 



NONDOCKETED ITEMS 345 


8505070548 NUREG/Cn-4212 IN-PLACE THERMAL ANNEALING OF NUCLEAR RE- 
ACTOR PRESSURE VESSELS 

SERVER, WL EG&G, Inc FIN A-6318 EGG -MS 6708 85/04/30 Division of Engl 
neoring Technology 250pp Available ol NRC $6 60. 30211 101-30211.356 

8505070652 NUREG/CR 4226 NEW MADRID SEISMOTECTONIC STUDY Activities 
During Fiscal Year 1903 

BUSCHBACH.TC St Louis Univ, St Louis. MO FIN B-7242 85/04/30 Division ol 
Radiation Programs & Earth Sciences (post 840420). 153pp Available at NRC. $5 50 
30209 297-30210 091 

0505070557 NUREG/CR 2000 V04 N3 LICENSEE EVENT REPTORT (LER) 
COMPILATION For Month of March 1985 

* Oak Ridge National Laboratory FIN A-9135 ORNL/NSlC-200. 85/04/30. AEOD, Di- 
factor’s Omce 78pp 30210 092-30210 168 

8605070680 NUREG/CR 4035 A HIGHWAY ACCIDENT INVOLVING RADIOPHARMA- 
CEUTICALS NEAR BROOKHAVEN, MISSISSIPPI ON DECEMBER 3,1983 
MOHR.P B . MONT.M E , SCHWARTZ, M W Lawrence Liveririore National Laboratory 
FIN A-0291 L(CRL-53587 85/04/30 Division of Fuel Cycle & Material Safety, 52pp 
Available at NRC. $4 00 30210 169 30210 218 

8805070562 NUREG/CR 3746 V02 LWR PRESSURE VESSEL SURVEILLANCE DO- 
SIMETRY IMPROVEMENT PROGRAM Semiannual Progress Report, April 1084 - Sep- 
tember 19B4 

LIPPINCOTT,E P . MCELROY, W N Hanford Engineering Development Laboratory. FIN 
0-59BB HEDL-TME 84-21. ^5/04/30 Division of Engineering Technology 220pp, 
Available at NRC $6 00. 30209 020-30209 239 

8505070671 NUREG/CR- 1755 ADD 01 TECH NOLOG Y.S A FETY AND COSTS OF DE- 
COMMISSIONING NUCLEAR REACTORS AT MULTfPLE REACTOR 
STATIONS Effects On Decommissioning Of Interim Inability To Dispose Ol Wastes 
Offsite. 

MOORE, EB Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B-2117 
85/04/30 Division of Engineoring Technology. 41pp Available at NRC $3.76 
30209 200*30209 239 

0506070580 NUnEG-1061 VOS REPORT OF THE U.S NUCLEAR REGULATORY 
COMMISSION PIPING REVIEW COMMITTEE. Volume 6’Summary - Piping Review 
Committee Conclusions and Recommendations. 

* Piping Review Committee 85/04/30 65pp, Available at NRC. $4,25. 3 0209*240' 
30269 296 

8605070502 NUREG 0740 V05 N02 OPERATING REACTORS LtCENSfNQ ACTIONS 
SUMMARY.Data As Of February 28,1985.(Oran9e Book) 

* Management Support Branch 65/04/30 33Spp. 30207,295 30208 269 

8506080052 Confirms util participation in NPRDS program & compliance w/ 
10CFR60 73 Participation fufjills requirements of NUREG 0737, Item II K 3.17 for re* 
porting of ECCS oulago Info Withdrawal of util 850222 commitment requested. 
DALEXf Mississippi Power & Light Co AECM-05/0113. 85/05/00. DENTON, H.R 
Office of Nuclear Reactor Regulation, Director 2pp 30201:129-30201.130 

6506080060 Forwards Amend 81 to License DPR-16 & safety evaluallon Amend 
changes dote In 830617 confirmatory order when post- accident sampling sys required 
to be implemented per NUREG 0737,HGm II.B.3 to next shutdown of adequate length 
ZWOLIfvfeKI,J A Operating Reactors Branch 6. LS05-85 04 040. 86/04/29 
FIEDLER,PB Genera! Public Utilities Corp - GPU Service Corp 3pp 30201:120- 
30201 12D 


8505080376 NUREG/CR 4210 MATADOR A COMPUTER CODE FOR THE ANALYSIS 
OF RAOfONUCLIDE BEHAVIOR DURING DEGRADED CORE ACCIDENTS IN LIGHT 
WATER REACTORS 

BAYBUTT,P . RAGHURAM.S, AVCI.H.I Battelle Wemo/faf Institute. Columbus Labora 
torfes FIN B-7499. BMI 2125 85/04/30 Dtvjslon of Risk Analysis & Operations (post 
840429) 62pp Available at NRC $4 50 30218 271*30218 336 

6505000392 Forwards SER re 3PDS design, per SuppI 1 to NUREG-0737 Sys design ac- 
ceptable to contrnue SPDS program Implementation Staff review Incompfete Onsite 
audit of SPDS must be performed to close out Issue 

YOUNG BLOOD, B J Licensing Branch 1 85/04/29 EDELMAN.MR. Cleveland Elec- 
tric Illuminating Co, 3pp 30229*23 1-30229 246 

8S05090016 NUREG-loei V02 REPORT OF THE US, NUCLEAR REGULATORY 
COMMISSION PIPING REVIEW COMMITTEE Volumo 2 Evaluation Of SelamSc De 
signs - A Review Ol Seismic Dasign Requpremenls For Nuclear Power Plant Piping 

• Piping Review Committee. 85/04/30, 213pp 30254 043-30254:255 

8505090033 Applrcation for amends to Licenses DPR'53 & DPR-69, revising Tech Specs 
lo relocate requirements for wide range Iodine & particulate samplers from Tech Spec 
3 3 3 8 to Table 3 3-6 lo meol requirements of NUREG -0737, Item fl F 1 Foe paid 
LUNDVALL.AE Ballimore Gas & Electric Co 85/04/26 MILLER. JR Operating Re- 
actora Branch 3 12pp 30219 120*30210*170 

-6505090039 Proposed Tech Specs, relocating requirements for wide-range Iodine & 
particulate samplers from Tech Spec 3 3 3 8 to Table 3 3 6 to require operation & sur- 
veillance of wide-ranga sampler, par NUREG-0737, Ham II F.l 

• Baltimore Gas & Elec trie Co 85/04/28. 39pp. 30219 132-30219*170 

0505090035 Forwards Insp Rept 50-346/85-10 on 850312-0408 & notice of 
vrolallon Training accreditation schedule also end. 

SHAFER.W.D Hegion 3, Office of Director. 85/04/10. CROUSE, R P. Toledo Edison 
Co. 2pp 30235*01 6-30235 050 

-8505090-042 Insp Rept 50-346/85-10 on 850312*0408 Noncomplianco noted failure to 
meet action statement of limiting condition for operation & failure to implernent re- 
quired shift technical advisor requalification program per NURE(3'0737 
JACKIW.I.N Region 3, Office of Dfrector. 85/04^/19, 32pp 30236 019-30235050, 

8605C900B3 Concurs w/plan lo relocate backup emergency opera Ilona facility (EOJH to 
New OrleanSiLA Final approval of olher features of facility & approval of other EOF 
will be determined during post Implementation appraisal 

KNIGHTON, Q.W. Licensing Branch 3. 85/04/19 LEDDICK.RS Louisiana Power 8^ 
Light Co 3pp 30254.004*30254 006 

8505090116 Forwards SER for heavy foad handling over reactor vessel 
SNYOER.0 J TMI Program Office. 85/05/02. STANDERFEH.F.R, General Public Utili- 
ties Corp - GPU Service Corp 2pp 30253.348 30253 356 

-8505090124 Safety evafuation supporting heavy load handimg over reactor veasof. 

• Office of Nuclear Reactor Regulation, Director 85/05/02 7pp 30253*350- 
30253 366 

8505090151 Forwards FR notice re Issuance of rapt lo Congress on AOs at licensed 
nuclear facilities (NUnEQ-0090) Commissioner lira of IransmTlIal to Congress one). 
DIRCKS.WJ, Office ol the Executive Director for Operations 05/04/25 CHILK,SJ 
Office of the Secretary of the Commission. Ip. 30253 332-30263 330 


-8505080063 Amend 01 to License DPR-10, changing date In 830817 confirmatory 
order when post accident sampling sys required to be Implemented per NUREQ- 
0737,l(8m II 13.3 to next shutdown of sufficient durallon 

ZWOLINSKI.J A, Operating Reactors Branch 5 85/04/29 2pp. 30201.123*30201*124 

-8505080066 Safety evaluation supporting Amend SI to License DPR 16 

* Office of Nuclear Reactor Regulation, Director 65/04/29, 4pp, 30201:125* 
30201 120 

6505080167 Advises that mods in response to Generic Ltr 84*23, "Reactor Vessel 
Water Level Instrumentation In BWRs'' & NUREG 0737. item II F 2 will not ba com- 
pfeled until after first refueling outage based on reasons listed 
ALEXANDER, Q Commonwealth Edison Co 0070K 86/05/03 DENTON. H R. Office 
of Nuclear Reactor Regulation, Director 2pp. 30202 096 30202 097 

6606080239 Forwards Rev 1 to Addendum 2 to Startup Test Procedure 3.1, "Motor 
Driven Auxiliary Feedwater Pumps Initial Startup," providing performance of 40 h en- 
durance lesl,per NUREG-OBII, NUREG-0737,Hem K.E.1.1 & SSER 14. 

SNIFFER, J D Pacific Gas & Electric Co DCL-86-170. 85/04/28 KNIGHTON.G.W. Li- 
censing Branch 3. 2pp. 30190 255 30199 291. 

8605000269 Forwards info ro prompt noiiflcatlon sya In response to 810720 requesLSys 
consists of 92 sirens Eighty sirens Inslalfod & tested to be functional as of 
650326.Addl 12 sirens will be Installed & functionally tested 
0OOKER,J.E Gulf Slates Utilities Co. RBG.20.780. 85/04/19. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director 62pp 30201*145 30201:251. 

6605060291 Application for amend to License DPR -23, re vising Tech Specs In response 
to Generic Ltr 03-37, "NUREG 0737 Tech Specs." Applicalfon supersedes 
640207,0720 & 860131 requests. Request Involves NsHC.Fee paid, 

CUTTER, A B Carolina Power & LIghI Co GL-03-37. 86/05/02 VARGA, S A. Operat- 
ing Reactors Branch 1 Gpp 3020T261 -30201. 278. 

-8605080296 Proposed Tech Spec changes In response to Generic Ltr 83*37, 
"NUREG 0737 Tech Specs " 

• Carolina Power & Light Co GL-83 37 85/06/02. 12pp, 30201 *207-3 0201 *278 


-8505060154 Forwards rept to Congress on AOs at licensed nuclear fad lilies (NUREQ- 
0090), per Section 208 of Energy Reorganization Act of 1074,for Third Quarter 
1984 W/o end 

PALLAOINO.NJ Commissioners 86/04/29. 0'NEILL,TP House of Rep. 2pp 
30253,333 30253.334. 

-8605090160 Forwards rept lo Congress on AOs at llconaed nuclear fad lilies (NUREG- 
0090).pef Section 208 of Energy Reorganization Act of 1974, for Third Quarter 
1984.W/0 end. 

PALLADINO,N,J. Commissioners 05/04/29 BUSH,G H Senate 2pp 30263:335- 
30263.336 

-8505090164 Notice of Issuance & availability of repi lo Congress on AOs at licensed 
nuclear facilities <NUREQ-0080),per Section 208 of Energy Reorganization Act of 

HOyLE.J.C. Office ol the Secretary of the Commission 85/04/26. 3pp. 30253:337- 
30253*339 

85D 509021 9 FOIA request for dccumoftls re SSER 26 (NUREG-0676) concerning oper- 
ation of Diablo Canyon plant. 

DEVINE.T. Government Accountability Project 64/09/13. Office of Admlnlslfation, Ip 
30263341-30253*341 ^ 

8606090230 Further response lo FOIA request for documents re SSER 26 (NUREG- 
0676) concerning operation of Olabfo Canyon plant Forwards App B 
documents Documents also available fn PDR 

FELTON, JM Division of Rulas and Records. 84/12/11. DEVINE,T. Government Ac- 
countability Project. 2pp 30263 342-30254*140 

8505090318 Forwards response to SER (NUREG 1031) Coriffrmatory Item 14 ro margin 
available to accommodate DNBR penal ties resulting from fuel rod bowlng.DNBR 
margin used to olfset worst case rod penalty not used In any other analysts. 

OPERA, J.F Norlhoasl Nuclear Energy Co. (subs ol Northeast Utilities) OPEKAJ.F. 
Northeast Utllilies. B11530. 05/05/02. YOUNGBLOOD, B.J. Licensing Branch 1. epo. 
30221 '038*30221:045. 


0SO6O8D348 NUREQ.1131 FINANCIAL ANALYSIS OF POTENTIAL RETROSPECTIVE 
PREMIUM ASSESSMENTS UNDER THE PRfCE-ANDERSON SYSTEM. 

WOOD,R S Office of Slate Programs, Director. 05/04/30, 17pp Available at NRC. 
$3 00 30218 171-30210 191. 

8505080373 NUREQ/CR.4211 MATADOR (METHODS FOR THE ANALYSIS OF 
TRANSPORT AND DEPOSITION OF RADIONUCLIDES) CODE DESCRIPTION AND 
USER’S MANUAL 

AVCI.H.I., RAGHURAM.S., BAYBUTT,P Battelle Memorial fnstilute, Columbus Labora- 
tories. FIN 8-7499 BMI-2126 86/04/30. Division of Risk Analysis & Operations (post 
840429) 76pp. Available at NRC $4 60. 30210,192-30218:270. 


8506090329 Further responsa to FOIA request for all memos wriUen by NRC during or 
since 1983 re 96 LERa 8 SALP for TMI. Forwards documanls lislee In Apps A,B & 
C.Documents also ptsced fn PDR. 

FELTON, J.M Division of Rules and Records, 84/10/02. BARFJELD.K. Critical Mass 
Energy ProjacL 6pp. 30248.034-30248 046, 


-8506090390 Forwards slalus summary of NUREG-0737 Tech Specs to determine con- 
slstervcy w/Qenorlc Ltr 92-16 Items satisfactorily completed except for Tech Specs re 
limiting overtime & reporting safety & relief valve challenges 
STAROSTECKLR. Division ol Project & Resident Programs, TAG 49764 83/06/14 
EISENHUTAQ, Division of Licensing. 3pp. 30246; 157*3024 8. 169. 
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850509046^ Partial response to FOIA request for tt catego/ios of documents re 
screening of personnel at mrcloar power pfanls Forwards App A 
documonls Documents also available in PPR Searcf; for add I documents continues 
F ELTON, iM Division of RuJes and Records BAh2f\3 LAY.C Scbuchat, Cook & 
Werner 2pp G 02 55 229 30255 3t5 


8505100341 Advises that control room pressurization tesi profected (or compleljan 
850531 Test results will be submitted by 85061 4.alor}q w/ response to NFtC 8504 1 6 lir 
re util actforts per NUREG 0737Jtem III D 3 4, "Contrd Room Habitability '* 

TUCKER, HB Duke Power Co 86/06/01 DENTON, HR Office of Nuclear Rsaclor 
Regulation, Director Ip 30245 258-30845,256 


8505090582 Forwards question n a ire re licensee perception of regional review of licens- 
ing actions Response requested as part of audit required par NUnEG-1075 
STOLZ.JF Operating Reactors Branch 4 85/04/24 TUCKER,H,B Duko Power Co 
5pp 30235 311-30235 315 

8505100009 Fuilber response to FOIA requests did 8^0223 & 0730 Forwards App B 
documents Documents available In PDR 

FELTON, JM Djviscon of fluies and Records 64/10/09 KALER.RJ Gadsby A 
Hannah 8pp 30295 056 30295 063 

-830S260077 Forwards Suppi 5 to SER re Ihcrmal hydraulic design A SER Input tor ubi 
response to NUREG 0737, dem II F 2, ''Inadequate Core Cooling Jnsfrumentabon *' 
Correction to LPO penally faclor required prior to OL issuance 
RUBENSTEINjLS, Assistant Director for Core d Plan! Systems 63/05/ 1 8 NOVAK.T 
Assistant Dll DCior lor Licensing 23pp 30296032-30296 057 

8505100034 NUflEG/CR-4101 ASSAY OF LONG LIVED RADIONUCLIDES IN LOW- 
LEVEL WASTES FROM POWER REACTORS 

CLINE, J E , NOYCE,J R , COE^L J Scienco Applications International Corp (formerly 
Science Applications, Inc) PIN B-7356 85/04/30. Divisior) of Waste Management 
615PP Avaifableal NRC S11 00 30271 001-30272 255 

0605109041 NUREG /CR-4 139 THE MAILED SURVEY.A TECHNIQUE FOR OBTAINING 
FEEDBACK FROM OPERATIONS PERSONNEL 

MCGUJRE.MV, WALSH.ME, MORISSEAU.DS Baltolle Human Affairs Research 
Centers FIN B-2360 PNL'5381 86/05/31 Division of Human Factors Safety 07pp 
Available at NRC $4 60 30270 125-30270 213 


9605100048 NUREQ/CR3179 STRUCTURAL AND TECTONIC STUDIES IN NEW 
YORK STATE Final Report July 1901 - Juno 1982 

ISACHSEN.y W. New York, Slate Untv oi, Albany, NY. * Boston College, Chestnut 
Hill, WA FIN B-596t 85/04/30 Dwision ol Radiation Programa & Earth Scfences 
(post 840420) 84pp Available at NRC $4 60 30270 214-30270 299> 

8505100053 NUBEG-0020 V09 N03 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Of Febuary 28,1985 (Gray Book J) 

• Dniislon of Budge! A Analysis 85/04/30 403pp 30289 082-30270 124 


8B0S 100057 N<JREG.1061 ADD V02 REPORT OF THE US NUCLEAR REGUUTORY 
COMMISSION PIPING REVIEW COMMITTEE VOLUME 2 ADDENDUM Summary And 
Evaluation Of Histo/fcal Strong Motion Earthquake Seismic Response And Damage 
To Aboveground Industrial Piping 

* Piping Review Commiltee * Stevenson & Associates 85/04/30 2ilpp Available at 
NRC $6 00. 30268-005-30288 212 


9505100062 NUREQ-0910 SOS R01 NRC COMPREHENSIVE RECORDS DISPOSITION 
SCHEDULE 

* Division of Technical fnformalion & Document Control 85/04/30 22pp 30280*119- 
30288 141 


6505100342 Advises that deletion of proposed mod re core spray sys does not changa 
030527 safety evaluation Requlremenls of Item fl K 3 21 of NUREG 0737 have been 
mel 

2WOLfNSKI,J A Operating Reactors Branch 5 LS05 85 05 007 85/05/08 

FIEOIER.PB General Public Ulditles Corp - GPU Service Corp Spp 30237,353- 
30237 359 

8505100345 Board Notification 85 051 forwards $SER 31 re operateon of 
facilitiesjncluding basis for certain license conditions Included in Unit 2 low power OL 
A addresses matters applicable to Unit 1 NUREG 0737 items also addressee/ 
THOMPSON,HL Division of licensing 85/05/02 PALLADINO, ROBERTS, ASS EL 
STINE Commissioners, ICOpp 30488 263-30489 073 

6505100357 Requests add! Info to complete review of 840731 subminai including do 
scriplron of SPDS & critical function monitorfng ays Response requested wiihin 100 
days of receipt of Itr 

ZWOLINSKI.JA Operating Reactors Branch 5 LS05-85 05-010 85/05/09 

VANDEWALLE.DJ Consumers Power Co 5pp 30243*291.30243 205 

8505100407 Forwards SSER 10 (NUREG-0797) Rept provides resolution of 400 lechnl 
cal concerns & allegation in mechanical & piping area re const practices W/o end 
NOONAN,V S Comanche Peak Proiect (tecnnical Review Team) 85/05/03 
SPENCE,M 0 Texas Utilities Electric Co (formerly Texas Utililies Generating Co) 
2pp 30272346-30272 347 

8505100494 Partial response to FOIA request for records relevant to &/or generated in 
connection w/SSER 26 (NUREG 0675) Forwards App A documents App A documents 
also placed in PDR Review continuing 

FELT0N,JM, Drvfsion of Rules and Records 84/11/19 DEViNEJ Government Ac- 
countability Project 2pp 30293 042-30293.043. 

6505100437 FOIA request for records relevant to &/or generated in conneclfon w/ 
SSER 26 (NUREG 0675) 

OEVINE,T Government Accountability Project 84/09/13 Office of Administration Ip. 
30293044-30295 055 

8505130061 Certifies that utif has met requirements of Attachment 2 to License NPF-34 
for all six shift crews, based on listed info re training of J NiedermeyeqR BiJzard,J 
Garza & L Brrner per SSER 7 {NUREQ'0057) 

VAN BRUNT, E.E Arizona Public Service Co ANPP.32575.EEVB 65/05/08 
THOMPSON, H L Division of Licensing 2pp 30274 229 30274 230 

6505130152 Forwards “Conformance to Reg Guide 1 07iArkansa8 Nuclear One, Unit 2,” 
interiiD repLbased on util 840413 response to Generic Ltr 82-33, Suppi 1 to NUREG 
0737 re emergency response capability Response requested within 60 days 
MILLER,J.R Operating Reactors Branch 3. QL-82-33. 85/04/30 GRIFFIN. J.M Arkan 
sas Power & Light Co. 2pp 30383 032-30383 052 


8505100069 NUflEG-0675 S28 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF DIABLO CANYON NUCLEAR POWER PLANT.UNITS 1 AND 
2 Docket Nos 50-276 And 60-323 (Pacific Gas And Electric Co ) 

• Division of Licensing 85/04/30 635pp Available at NRC $11 00. 30286*156 
30266 070. 

0505100072 NUREQ-0940 V04 N01 ENFORCEMENT ACTIONS SIGNIFICANT AC- 
TIONS RESOLVED Quarterly Progress Report, January March 1085 
" Enforcement Staff. 85/04/30 S41pp 30288 071-90289.251. 

9605100112 Responds 1o FOIA req^ues! for correspondence re EAD Mstaliurgicaklnc 
from 840101 to present Forwards Apps A & B documents Documents also available to 
PDR 

FELTON, J M Divlslcrr of Rules and Records B4/11I/21 WELDON, D Doc-Search As- 
sociates 5pp 30291 016-30202,127. 

..^9605100224 Djscusses State of NY request for technical assistance to evaluate siablll- 
zallon of ash conlamlnated w/Am-241 In Town of Tonawanda landfill Meeting w/elale 
necessary, due to ditncuity In developing data per NUflEQ/Cft-3585 
ALLANS M. Region 1. Office ol Director 84/09/19 CUNNfNGHAM.R E Divlsfon of 
Fuel Cycle & Material Safety 1p. 30291 087-30291 097. 

“8565100231 Rcquoals NRC assistance to evaluation of option of gtabilizlng ash con.- 
lammated w/Am-24l to Town ol Tonawanda landfill. Methods used to NUREG/CR- 
3585 applicable to problem Supporting documen ration enct 

RlMAwl.K New Yor)«, State of 84/0^9/13, LOHAUS.P Region 1, Othce ol Director 
8pp. 30291.068-30291 076 

9505100140 Responds to FOJA request tor four categories of documents re Oontato- 
menl Loads Working Group 8 conlainmenl Performance Working Group Forwards App 
A dtjcumenls subf to Categories A.B & C Documents also available In PDR.Search 
coni! nu tog 

FELTON, J M Division of Rules and Records. 84/12/04. SHOLLY,S.C. Union of Con- 
cerned Scientists 2pp 30296 296-30297*317 

-8410190032 Forwards issue papers on Section 13, “Response of Containment &. 
Other Equipment," for Commission paper on severe accident issues 
VOLLMERRH. Division of Engineering 84/10/12 ROSS,DF SARP Review Group 
36pp 67565 234-67666 270, 

9605100194 NUREQ/CR 4191 SURVEY OF LICENSEE CONTROL ROOM HABfTAflIL- 
tTY PRACTICES 

aOLAND,JF* 0ROOKSKlRE,n C., DANIELSON.WF. Afgonne National Laboratory 
FIN S2325. ANL.05.t3 85/04/30. Dwiafon of Systems Integration (post 811005), 
225pp. Available at NRC $6 50 30263 2 13-30269, -081. 


-.8604250266 "Conformance to Reg Guide 1 97, Arkansas Nuclear Ona.Unil 2 " 
STOFFEL,J W. EG&G, Inc, FIN A.6483 GL-B2-33 85/02/28 NRC - No Detailed Affili 
ation Given. 10pp 303B3 034-30383 052 

9505130916 Partial response to FOIA request for memos re licensing of lacility which 
provided draft SER.Forwards App A documents Documenis also available fn 
PDR Search for addi records continues 

FELTON.J.M Division of Rules and Records 85/01/90 GRABER,L. NUS Corp. 2pp 
30299,914.30299 329 

-.8409160374 Forwards request for addI info resulting from recent ACRS concerns in- 
vohrlng hanidllng of heavy loads (SRP Section 0.1 5). 

PARR.OO Auxiliary Systems Branch. 84/09/11, KNIGHTON, Q Licensing Branch 3 
2pp 30299:330-30299 331 

8505130321 Forwards response to SSER 2 re detailed control room design 
review Response addresses implementation schedule per Suppi 1 to NUREG 0737 5 
Generic Ltr 82-33 Addi Info re HED M-1-0152 also end, per 850301 request 
TUCKER, H B Duke Power Co GL-82.33 85/05/03 DENTON, H fl Office Of Nuclear 
Reactor Regulation, Director 39pp 30276 207-30275 246 

8505130329 Requests relief from Ucenso Condition 2 C 10(b) to allow time for util to 
investigate operability problem of two atmospheric dump valves.per SSER 7 (NUREG* 
0857) JusttilcaUon (or continued operation end. 

VAN BRUNT^EE Arizona Public Service Co. ANPP-32608-EEVB 85/05/10, 
KNIGHTON.Q.W Licensing Branch 3 5pp 30274 287-30274.291 

8595130332 Forwards draft NUREG-0829, “Inlegratad Planl Safety Assessment SEP'* A 
FR notve© Equipment & pro^^dural changes rdontifled Final version wii! form part ol 
bases for considering fuil-lerm OL Issuance W/o FR notice. 

ZWOLlNSKt.J.A Operating Reactors Branch 5 LS05-85-05-003 85/05/01 

BASKIN, K P. Southern California Edison Co 565pp 30278 107.30277,311 

860S 130450 Responds to NUREG 0737, Item lf.F2 re installation of In-vessel hardware 
associated vy/fnadequate core coofinjg level monitoring sya Util unable to make cuts 
dunng fourth refueling outage Probes installed Instead 

ENOS,J T. Arkansas Power & Lfght Co. 2CANO405O7 85/04/30 MILLER. J R. Operal- 
Ing Reactors Branch 3. 8pp 302/9 059-30279 0B6. 

85051304S1 Notifies of dismantling of Interim post-LOCA sampling sys. Permanent 
sys.SENTRY post-accident sampling sys, operable & meets NUREG -073 7, 1 tern II B 3 
requirements Ack of receipt of mat! requested 

SHfFFER.J.D Pacific Gas & Elactnc Co DCL.8S-179 85/05/07 KNIGHTON, GW LI 
censing Branch 3 ip, 30278 349-30276,349. 


8505100222 Forwards Insp Rept 60-336/85-17 on 850408-11 8^ notice of violation 
WENZiNQER.E.C. Region I. Office of Ofrector. 86/05/03. OPEKA.JF. Northeast Nu- 
clear Energy Co. (subs of Northeast UlilitiesJ 2pp 30246 177-30246 183 


8605730480 FOIA request for draft Rev 2 to NUREG-0313 to be placed to PDR 
BUCKLES, R. NUS Corp, CDLIS-84-658 84/09/14 Division of Rules and Records 
tp. 30299 350-30299*350 


•8695100230 fnsp RepI 50 336/85-17 on 650408-11 Violation noted failure to follow 
focal leak rate procedure. 

ROBERTSON.J.A , MCCABE.E.C. Region 1, Office of Director 85/05/01 4pp 
30246 180-30246 183 


8505130481 Re^onds to FOIA request for draft Rev 2 to NUREG 0313 Document 
withheld (ref FOIA Exempilon 6), 

FELTON, JM, Division or Rules and Records 04/10/11 8UCKLES.R NUS Corp 1p. 
30299 349 30299,349. 
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8505140174 Forwards Amend 19 to FSAR for River Bend Station Anoend provides re- 
sponse to various open & confirmatory items of SER (NtIREG 0989) 

CAHtlLUWJ Gulf States Utilities Co R0G.2O933 85/06/10. DENTON, HR Office of 
Nuclear Reactor Regulation, Director 4pp 3037G001'30378 236 

8605140262 Submits updated response to NUREG 0737 SuppI 1 re present status & 
tasks performed over previous 6 months In control room design review, Reg Guide 
1 07, emergency operating procedures & SPDS/emergency response facdity 
ENOS.JT Arkansas Power a Light Co, 0CAN0585O4 95/05/07 THOMPSON, HL Di- 
vision of Licensing, 6pp 30373 105-30373 201, 

8506140322 Transcript of ACRS SubcommiUe on Safeguards & Security 850507 meet- 
ing in Washington, DC Pp M 96, Support mg documontalion end. 

* ACRS • Advisory Committee on Reactor Safeguards 85/05/07 42fipp 30371*325- 
30373 030 


-8S0S16O247 Safely evaluation ra Mark I containment tong lorrn program slruclurar 
review for plantMods follow NLIREG-0661 guidelines & acceptable Analyses verified 
& apDifovocI 

* Olfjce of Nuclear Reactor Regulation, Drfoclor 85/05/06. 3pp 30450 174- 
30450.176 

850S160213 Forwards FES & notice of avaifabilily A issuance of FES (NUREG* 
1065) FES includes discussion of comments from floral, stale & local agencies or of- 
ficials & private organizations & individuals W/o FES 

BUTLEH.WR, Licensing Branch 2 85/05/09 HIRSCH.A Environmental Protection 
Agenicy, Spp 30450. 132-30450;1 36 

-8505160220 Notice of Issuance & availability of FES (NUREG- 1085), 

BUTLER.WR Llconsing Branch 2 85/05/09 2pp. 30450 1 35-30450 1 36 


6505140334 Requests payment of fee for 841006 application within 15 days of recelpl 
of llr.AppJicatlon proposed Tech Spec changes to NUREG-0737 items 
MILLER, WO License Fee Management Branch 85/05/08 TUCKER, HB. Duke 
Power Co 1p 30309 333 30389 333 

8605140335 Forwards response to Generic Ltr 84-23, "Reactor Vessel Water Level In- 
strumentation In BWRs Plan & schedule for addressing NRC position on Inadequate 
core cooling instrumentation per NUREG 0737, Hem 11 F 2 described 
GLfCWA.LT Georgia Power Co NED B5 333 05/05/00 STOLZ.J.F. Operating Reac- 
tors Branch 4 Bpp. 30376 010 30375 015 

8505150164 Forwards fee for 850420 exemption request from NUREG 0737, Item liF 1 
re noble gaa concentration upper range capability. 

LINDER, F Dalryland Power Cooperative. LAC-10848 85/05/09. DIQGS.RM, License 
Fee Management Branch Ip 30395 257-30395 257 

8605150204 Forwards fist of addi info needed for review of 840801 changes to emer- 
gency plan Guidance of NUREG-0G54 not adequately addressed, Reply requested 
within 30 days 

HUNTER, DH Region 4, Office of Diroctor 05/05/10. GRIFFIN,JM Arkansas Power 
& Lfpht Co. 4pp 30399 101-30399 104 

8506150208 Forwards third interim findings on adequacy of Rev 6 lo Slato of LA peace- 
time radiological response plan Plans show great Improvement since FEMA 850212 
supplement^ finding Disposition of NUREG 0654 elements fisted in end. 

KFiMM.R W Federal Emergency Management Agenw 85/05/10. JORDAN, E,L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 7pp- 
30399 084-30399.090 

8505160308 Forwards Anacapa Technical Root TR-550-1, "Human Factors & Perform- 
ance Evaluations of Emergency Response Info Sys," Rept should resolve questions 
raised by NRC re amount of info contained in GESSAR displays W/o end 
SHERWOOD.G.G, Genoral Electric Co MFN064 85 85/(15/69 THOMPSON, HL DI- 
vision of Licensing Spp 30399 026 30399.029 

8SO615O370 Advises of add! lime needed to provide Info re NUREG 0737, Item II DI, 
'"Performance Testing of Reactor Relief & Safely Valves," duo to participation in EPRI 
test program Info will be provided by 850701 

DOMER.J A Tennessee Valley Authority 85/05/09. ADENSAM.E Licensing Branch 
4 2pp 30398 314-30398 315 

8506150400 Forwards third interim finding of offsite radiological amorgency response 
plans for facility Progress made in resolving inadequalo efements of NUREQ0664 
provided fmprovomont fn emergoncy/preparednoss plans noted. 

KRIMM.R W Federal Emergency Management Ageniw 85/05/10 JORDAN, E L. Divi- 
sion of Emorgency Preparedness & Engineering Response (Post 830103} 7pp. 
3Q396'232 30398*338 


8505160222 Forwards response to 641218 request for add I Info re NUREG 0737,TMt 
Acflon Item HOI, "Pa/formance o1 Relief & Safety Valves " Response supports NRC 
finding that RCS valves function under design basis transients 
ENO^JT. Arkansas Power & light Co 0CAN058505 85/05/07. STOLZ.J F Operat- 
ing Reactors Branch 4. MILLER. XR Operating Reactors Branch 3 14 Bpp. 30427 149- 
3O427;206, 


8505160274 Final resporise to FOIA request for minutes from CRGR meetings & docu 
ments re CRGR Forwards /^p A documents Documents also available in 
PDR Documents listed (n Apps BAG withheld (ref FOIA Exemption 5) 

FELTON ,J.M* Dfvfsfon of Rules and Records 84/12/10 ADATO.M Union of Con- 
cernetl Scientists Spp 30448010 30446-130. 

-860616031$ Informs lhal unadvisable to disregardpsychologlcal screening of new em- 
ployees in nuclear industry as advised in NUREG (^R-2076To do so would change 
repi dramatically & bulk of NUREG CR-2070 research would have to bo redone 
DAvI 3.S.L, MEYER.P MDA Consulting Group, Inc 83/06/14 MONTGOMERY. J. 
Office of Policy Evaluations $pp. 3O440-Ofifl-3O446.O93. 

-850616 9363 Forwards ltr from principaf authors of NUREG/CR 2076, "Behavioral Reli- 
ability Program for Nuclear Industry," which provides ralionsle & program datailg for 
portion of proposed Insider safeguards rule. W/o end. 

2EflSE,JE (jffice of Policy Evaluations. 83/06/28 DIRCKS,W J Offme of tha Execu- 
tive Director for Operalfons 2pp. 30446:100-30446.101. 

$595160276 Responds lo FOIA request for all documentallon re SuppI 5 to NUREG- 
0680 re evaluation of licensee mgl Integrity affecting facility restart Forwards docu- 
ments fisted In App A Search conlfnumg 

FELTON, J.M Division of Rules and Records, 84/09/12. DETJEN,J, Philadelphia In 
quiror, Phlladerphia. PA 2pp. 30461 212-30451 232 


-8412060931 Forwards revfsod Section 11 for SSER 5 re restarl/mgt fntegnly.Rev 
takes Into account Ofc of Investigation rept on change In operator testimony re 0541 
HP) actuation.No Issues of uti) mgt Integrity idenlilied 

RUSSELL, W.T Division of Human Faclors Safely. 84/07/17. DENTON,H R. Office of 
Nuefenr Reactor Regulation, Director. 9pp. 30451 *233-30451 242 


-8505160371 Discusses error in SuppI 5 lo NUREQ-0680 re Section 10 writeup con- 
cerning P Clark statement that 640225 telcon to L King was to set up 
meeting.Statement correct. 

CAPRA, R A. NRC - No Detailed Affiliation Given 84/07/27 RUSSELL, W T. NRC - No 
Detailed Affiliation Given. 2pp 30461.243 30451.255 


-8505160364 Forwards draft comments for review of Section 10 to NUREG 0680 
GOLDBERG.J NRC • No Dotalied Affillallon Given 04/00/08 DENTON.H, 
RUSSELL.8, GmERRE,J. NRC • No Detailed Affiliation Given. 11pp. 30451 245- 
30451:256. 


0506160466 Forwards "Evaluation of DCRDR Program Plan for HB Robinson Steam 
Eiectric Planl.Unil 2," per SuppI 1 to NUREG 0737 Meeting to discuss concoffts 
requested Proposed agenda end. 

VARGA, S A Operating Reactors Branch 1 TAG 61197 G5/05/02. UTLEY.EE, Caioli 
na Power & Light Co 3pp 30431 285 30431 313 


8505160279 Informs of further staff actions on Requests 9,10,11 & 13 in petition for 
emergency & remedial action on environ qua li f leal br> Staff evaluation & responses 
adoqualety address concerns. 

PALLADINO.N J. Commisalonois 05/06/08 WEISS.B R Harmon, Weiss & Jordarr 
tp. 30460.030 3 0450.036. 


S506160157 Forwards justification for value less lhan 14.7 psia for min containment 
pressure based on conservatisms In EGGS analysis as discussed on Page 6 9 of SER 
(NUREG- 1038). 

ZiMMERMAN.S R Carolina Power & Light Co NLS 85-115 85/05/13. DENTON, H.R 
OI (ice of Nuclear Reactor Regulation, Director. 3pp 30428* 14 8-30428:1 50. 


8605160172 NUREG/CR-3820 V03 THERMAL/HYDRAULIC ANALYSIS RESEARCH 
PROGRAM Quarterly Report, July-Soptombor 1984 

THOMPSON, S L. Sandia National Laboratories, FIN A'1206. SAND04-1O25. 86/04/ 
30 Division of Accident Evaluation 85pp 30451.130 30451 211, 


8605180288 Forwards Vol /.Number 3 to NUHEG 0090, "Rept to Congress on AOs," 
Jul-Sepl 1984.Four AOs occurred at nuclear power planla licensed to operalo. 
PALLAOlNO.N J. Commissioners 85/04/29 O'NEILL, T.P- House of Rep , Speaker of 
the Houso BUSH.QH Senate, President of (he Senate. 72pp. 30457*110-30457 180. 

8505160380 Forwards changes to FSAR Chapters 13 & 14 resulting from 850426 telcon 
re draft SER open ilems.tncludir^g EGGS outage data collection procedures in accord- 
ance w/NUREG 0737. Hem IIK.J IT.Changes incorporated in Amend 17. 

BAILEY. J A Georgia Power Co. GN-606, 85/05/10 ADENSAM.E.G. Licensing Branch 
4, 7pp. 30427:060 30427.066 


8605180176 NUREG/CR-3757 TRAN B 2.THE EFFECT OF LOW STEEL CONTENT 
ON FUEL PENETRATION IN A NON-MELTING CYLINDRICAL FLOW CHANNEL 
MCARTHUR.DA. MAST.P K Sandia National Laboratories A 1016. SANDB4 0814 
B6/04/30 Division of Accident Evaluation 72pp, 30457*029-30457.109 

6605100179 NUREG 0540 V07 N02 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE February 1-28.1085. 

* Division of Technical Information & Document Conlrol. 85/04/30 699pp. 
30457*296 30459.274 


8505160182 NUREG 0000 V07 N03 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES July-Saptember 1984 

* AEOD, Director’s Office 05/04/30. 70pp. 30455.326 30457.028. 


8506180204 Forwards safely evaluations & BNL technical evaluation rept re posHmple' 
menlaiion audit review of plant-unique analysis rept Mods (n accordance w/NLfREG- 
0661 or acceptable Tech Spec changes requested. « 

VASSALLO.DB, Operating Reaclors Branch 2 QL-83 02. 86/05/06 PARRIS, H.G. 
Tennessee Valley Authority 3pp 30450*145*304BO:176 


■8505160214 Safety evaluation re Mafk I containmenl long term program pool jjrnamio 
loads review for plant Pool dynamic loads meet acceptance crllerfa of NUREG 0661 
or allernallve criteria acceptable ^ 

Office of Nuclear Reactor Regulation, Director. 85/05/06. 2pp 30450148- 


30460:149 


8505160389 Forwards info requested In NRC 850304 Ur re SPDS parameter 
&efeclfoi>.lnlo addresses requirements of Generic Ltr B2-33 & safely functiorvs Idenll- 
(led In NUREG 0737, SuppI 1 Revised schedule for SPDS I mpf omenta lion submittad 
WILLIAMSJW Florida Powers. Llghl Co L-CB-IOO. 86/05/14 VARGA. S A Operal- 
ing Reactors Branch 1 0pp. 30427 070-30427.078 

8505180389 Forward drall commcnla In response lo 840602 Commission Order re mgl 
concerns which, led io 1979 ahutdown orders. Draft NUREG 0980, SuppI 5 end 
G0LDBERG,J. NRC - No Dolailed Affiliation Given. 84/07/20. DENTON, H. NRC - No 
Oolelfed Affiliation Given. 194pp. 30452 001-30452,003 

85051 6044 6 Forwards Vols 1 & 2 of "Procedure Generation Package " per auldelines of 
NUREG 0737, SuppI i, Evaluations of emergency procedures re ATWS & deviations 
from BWF1 Owners Group emergency program oulclellnes end 
CURTfS.N W. Pennsylvania Power & Light Co. PLA.246B 85/06/13 BUTLER.W.R Li- 
censing Branch 2. 27pp 30426*226-30426* 1 98 

6505160446 Forwards SER re SPDS, per SuppI 1 lo NUREG‘0737.SPDS program ac- 
ceplablo. 

VARQA.SA Operating Reactors Branch 1. 65/05/02, STEWART, WL Virginia Power 
(Virginia Electric & Power Co), 3pp 30446:296-30448 312, 

-8S05160454 SER supporling SPDS, per Supp1 1 lo NUREQ-0737 
• NRC - No Delaifed Affiliation Given 05/06/02, 12pp 30448 299-90448312 
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8505160544 Commenls on draft biannual ropl for FfN A 3164, NUREG/CR'2482,Vol 6, 
’‘riQviaw of DOE Waste Package Program List of ropls reviewed should be placed at 
beginning of apes App 5 should be App 1 ^ 

WICK, e A Engfneenng Branch (Post 331001) RN A 3164 2030 85/04/18 SOO,P 
Broohhaven National Laborafory 2pp 30445 182-30445 183 


6605170542 Forwards commenls on supply sys program plan for detailed control room 
design Staff approval of plan not required Review based on NLJREG-0737,Suppl 
l.NUREG 0700 & draft NUREG-0801 feouiremonls 

BUTLER.W R Licensing Branch 2 85/05/09 SORENSEN.G C Washington Public 
Power Supply System tOpp 30403 240-30403 257 


B505160575 NUREG/CR-4031 V01 ER Errata lo ^‘Neutron Spectral Characterization for 
Fifth Heavy Section Steel Technology {HSSTl trradiation Senes. 'Simulator Expari- 
menls/" adding Page ii 

BALDWIN.CA, KAM.F.B . STALLMANN.FW Oak Rdge National Laboratory RN B- 
0415 ORNL/TM-9423/Vt 85/04 /€B Division of Engineering Technology 2pp 
30445 295-30445 296 


6505170627 Commenls on Yankee Atomic Electric Co evaluation of NUREG/CR 
3766, Dames & Moore rept to utlt & Weston rept to util NUREG doficient in listed 
areas 

TRIFUNAC.MD ACRS • Advisory Committee on Reactor Safeguards 85/04/05 
SAVfO.R ACRS - Advisory Commllleo on Reactor Safeguards 2pp 30477192- 
30477193 


6506166629 NUREG/CR 4036 TENSILE PROPERTIES OF IRRADIATED NUCLEAR 
GRADE PRESSURE VESSEL WELDS FOR THE THIRD HSST IRRADIATION 
SERIES 

MCGOWAN ,JJ. Oak Ridge National Laboratory. FIN 0 0119 ORNL/TM-9477 85/05/ 
31. Division of Engineering Techr\o!ogy 23pp 30439 28B 30439 310 


05OS2OOO8O Partial response to FOIA request for three categories of documents re al- 
leged 1967 occidonf at Radiation Effects Lab or "hot cell" at Georgia Nuclear 
Lao Forwards documents listed In App A Documents also available in PDR 
FELTON, JM Division of Rules and Records 84/10/25 BREMAN.V A Legal Environ- 
ment at Assistance Foundation 5pp 30506 a09'30S07'275 


850S160B35 NUREG/Cn-3889 THE MODELING OF BWR CORE MELTDOWN AGCl 
DENTS - FOR APPLICATION (N THE MELRPI WOD2 COMPUTER CODE 
KOH.Q fl , KIM,S H . TAL£YARKHAN,R Oak Ridge National Laborato^ FIN B 0452 
65/QS/31 Division of Accident Evatualion 27gpp 30444 230-30445 148 


8S05200102 Forwards Insp Repts 50-321/85 07 & 50 366/85-07 on 850205-07 & notice 
of violation 

WALKER, R.O Region 2, Office of Director 65/04/01, KELLY, R J Georgia Power Co 
4pp 30406 167-30486 170 


8505160044 Forwards Vol 4 ol NLIREG-4026. "Performance of Engineered Barriers In 
Deep Geologic Repositories for High Level Nuclear Waste/’ Bedded Sail, Final Rept 
(Tasks 3 & 4] 

PENTZ^DL Golder Associates FIN 8-6986. NRC 02-81-027 85/04/22 

PITTIGIIO.CL Divislonof Waste Managemenl HOOpp 30456 016 30456.324 


8505160847 NUREG/CR-403t V03 NEUTRON SPECTRAL CHARACTERIZATION FOR 
THE FIFTH HEAVY SECTION STEEL TECHNOLOGY (HSST) IRRADIATION SERIES, 
"Neutron Exposure Parameters" , r. 

REMEC.I. SmLWANN.FW, KAM.FB Oak Ridge National Laboratory FIN B0415, 
ORNL/TM-9423/V3. 85/05/31 Division of Engineering Technology 3tpp 30457.101- 
30457 210. 


-6S0S2OO12S Insp Repts 50-321/85-07 & 50 366/85 07 on 850205 07 Violations 
noled.faiture to implement NUREQ-0737 requirements for mitigating core damage 
training & feedback of operating experience to plant staff 

FALCONER,D P . POERTNER.K., BROCKMAN.K E Region 2, Office of Director 50- 
366/85-07 85/03/15 8pp 30486 163 30486 170 

8505200193 Discusses use of unmodified Unit 3 dryer-separator sling lifting beam (o re- 
assemble Unit 2 reactor until lifting beam alignment problem corrected Postulated load 
drop analysis performed to support use of Unit 3 beam 

KEMPER,J S Philadelphia Electric Co 05/05/13 THOMPSON, H L Division ol Licens- 
ing 3pp. 30468 255-36460 257. 


8505170007 NUREG/CR-2531 R03 INTRODUCTORY USER’S MANUAL FOR THE U S 
NUCLEAR REGULATORY COMMISSION REACTOR SAFETY RESEARCH DATA 

HARDy,HA, LAATS.ET. EG&G. Inc FIN A-6102 EQQ-2t64 65/05/31 Division of 
Accident Evaluation 95pp 30483 079 30463 178 


8605200199 Forwards comment on Science Applications Inti Corp evaluation of 841227 
submittal re program plan for DCRDR In-progress onsite audit scheduled for Aug 
Sept 1905 

VASSAllO.D.B Operating Reactors Branch 2 85/05/06. UTLEY.E.E. Carolina Power 
& Light Co 6pp 30502 005-30502 026. 



"Neutronics Calculations " 

WILLIAWS.L, REMEC.I, KAM.FB Oak Ridge Nahonat Laboratory FfN B0415. 
ORNL/TM 0423 V2 95/05/31 Division of Engineering Technology 42pp 30404 001- 
30484 043 

a SOS 170028 Forwards FES (NUREG 1085) re operation of facility & FR notice of 
availabihty.W/oFES 

BUTLER.W R Licensing Branch 2 85/05/09 HOOTEN.B J Niagara Mohawk Power 
Corp 3pp 30463 297-30483 301. 


8505200260 Notifies of 650718 scheduled delivery date of listed lifting devices referred 
to In util 850206 Ur providing response to Section 2 1 of NUREG-0612, "Control of 
Heavy Loads at Nuclear Power Plants " 

MCCLOUD.de Tennessee Valley Authority. 85/05/15 ADENSAM.E Licensing 
Branch 4. Ip. 30460 022-30460.022. 

8505200261 Confirms GE review of emergency operating procedures, per NUREG- 
0737, TMI (tom l,C,7,ResoluUon of GE comments expected by Jul 1986 Impfementalion 
processes reviewed & approved by NRC per SER (NUREG -006 3, Section 13.6 3) 
SPANGENBERG,F Illinois Power Co U 600001 85/05/16 BUTLER.W R Licensing 
Branch 2, 2pp 30460“ 130-30460 137 


6505170033 Forwards supplemenlal safety evaluation re 850417 response to TMI Item 
llt,D.3.4. "Control Room Habitability" Inclusion of redundant radiation monitor In addi- 
tion to pre'^ously approved mods acceplebte 

VARGA.SA Operating Reactors Branch 1. TAG 57533 85/06/08 WILLI AMS. JW 
Florida Power a Light Ck) 5pp 30483,309-30463-313 

6505170886 Partial response to FOfA request for documents re potential effect of plant 
performance stds Imposed by state legislation & util re^lators on plant 
safety. Forwards documenis listed on app Documents available in PDR 
FELTON, JM Division of Rules and Records 64/10/03 BELL.N Nuclear Information 
& Resource Sendee 3pp 30476:151-30477.081 

-8505176098 Provides comments re NUREG-1055, "Improving Quality &. Assurance of 
Quality in Design & Const of Nuclear Power Plants" No confllcl presented by study 
that support proposed fmaaclal qualifications rule 

PETERSEN, JG. Assistant Director for Slate & Licensee Relations 84/08/31. 
KAGAN .C F Office of lha General Counsel. 4pp. 30476 328-30476:331 

8505170184 Forwards CO Miller B41227 Itr commenting on NUREQ/CR-4152, "Indo 
pendent Safely Organization ” 

DIRCKS.W J Office of the Executive Director for Oparallons 85/04/30. PALLAOINO 
Commiss loners Ip 30664 24 030684.246 


8505200298 forwards Insp Rept 50-416/85-09 on 050316 0411 & notice of violation 
WALKER.RD. Region 2, Office of Director 85/04/26 RICHARD, J.B Mississippi 
Power & Light Co 2pp 304B5.17B-30485 187. 

-8505200319 Insp Rept 50-41 6/86-09 on 850316 041 1 Violations noted, steps in SP 
06 EL-1E31-M 0001 performed out of sequence resulting In ESF containment Isolation 
valve actuation & causing Isolation of RCIC sys 

BUTCHER.RC, CALDWELI.J.L , PANCIERA.V.W Region 2. Office of Director. 85/ 
04/24. lOpp 30405.178 30405.187 

8505200328 Responds to Open item in Insp Rept 60 403/84-35 re lino loss correction 
factor for iodine sampler.per NUREG 0737, Item II.F.1. Empirical determination not 
technically feasibfo Sampling sys will be operated & maintained per Tech Specs 
SCHNELL.DF. Union Electric Co ULNR6.1095 85/05/14 DENTON, H.R. Office of 
Nuclear Reactor Regulation, Diroclor 4pp 30467.356-30467 362 

8506200390 Forwards Rev 2 to Procedure COP- 1050, "Post- Accident Estimation of 
Fuel Core Damage," completing util response to Criteria 2 of SER Confirmatory Item 
50 re NUREG 0737. Itemfl.BS. 

fiOOKER.J.E Gulf States Utilllias Co. RBG.2O960. 85/05/13 DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. Ip. 30470*337-30470 362. 


-8505179188 Forwards CO Miller 841227 comments on BNL draft rent re Independent 
safely organization Miller agrees w/ recommendations that Indapencfenl ofc of nuclear 
safety reporting would provide best approach. 

FLACK.J.H. ACRS - Advisory Committee on Reactor Safeguards. 85/01/08 
LEWIS.KW ACRS • Advisory Gommlltee on Reactor Safeguards Ip 30684*241- 
30684 246 

-8S05 170192 Commenls on BNL draft rept, ‘Independent Safety Organization." Agrees 
w/main thrust of rep! re Independent ofc of nuclear safety reporting 
MILLER, C.0 System Safety. Inc. 04/12/27. FLACK, J.R. ACRS - Advisory Committee 
Oft Read o r Safeguards . 5pp 30 684 . 242-3 0664 * 2 4 6 

8505170274 Forwards safety evaluation re util 831106 4 650118 responses to Qenenc 
Llr 03 28,ltems 42 18 4.2.2 a SuppI 1 to NUREG-0737 on preventive malnt & sur- 
veillance program lor reactor trip breakers Program acceptable. 

VARGA.SA Operating Reactors Branch 1. GL-83 28. 85/04/29. WILLIAMS, J.W, Flori- 
da Power & light Co 2pp. 30479 352 30479.357. 

8505170389 Withdraws 841101 request for mod of NRC 840302 order re Installatioft of 
noble gas steam efflirent monitor.per NUREG-Q737,ltem II F,1 1 .Installation completed 
during next outage of sufficient duration following 841231. 

POINDEXTER.C^ Baltimore Gas & Eteclnc Co 65/05/09 MILLER JR Operating 
Reactors Branch 3 Ip 30443 323-30443:323 


8505200432 Forwards revised pages to NSEB fire protection comparison between 
NUREG 0000 (SRP 95.1) & ays design described In Amend 83, SuppI 1 to License 
DPR 64 Comparison on conduit seals revised. 

RODRIQUEZ;rJ Sacramento Municipal Utility District RJR 85-220. 66/05/14. 
THOMPSON, H.L Divislonof Licensing. 7pp 30470:012-30470 018 

8505200549 Forwards request (or addi Info to clarify or commit to dose assessment 
methodology described in radiological emergency plan, Sections 9 & 10 Emergency 
action levels conform to NUREG-0654 Response requested within 60 days 
BUTLER.W R. Licensing Branch 2. 85/0^08. MITTL.R L. Public Service Electric & 
Gas Co of New Jersey 12pp. 30501 236-30501 245, 

8505200606 Board Notification 85-052 notifies of Issuance of SSER 10 (NUREG-0797) 
re operation of facility.Rept contains technical review team assessment of certain 
onslle actlviltes re mechanical & piping issues. 

NOONAN, VS Comanche Peak Prolecl (Technical Review Team). 85/05/17. PALLA 
DINO, ROBERTS, ASSELSTINE Commissioners Ip. 30671:351-30671*351. 

8S0521 0*041 Forwards Insp Rept 60-413/85-12 on 85031 8-22.No violations or devi- 
ations noted 

BROWNLEE,V.L Region 2, Office of Director. 85/04/28. TUCKER.H B. Duke Power 
Co. Ip 30509,333 39509.352, 


8505170427 Forwards response lo open items Identified In NRC 850304 evaluation of 
conformance w/Rag Guide 1,97,Rev 1 to Reg Guide 1.07 repts encIReple differenli 
ale between SPOS & supporting safety assessment sys Inslrumente 
WILLIAMS, JW. Florida Power 8 Light Co L 85-176. 65/05/10 VARGA,SA. Operat- 
ing Reactors Branch 1. flpp, 30444:060-30444 216. 


•8605210046 Insp Repl 60 413/85-12 on 850318-22 No violations or deviations 
noted Major areas Inspected surveillance testing, main! activities, operational activities 
& 0V3nt fovlow 

JULIAN.C A, GIBSON, A.F. Region 2, Office of Director. 85/04/26 19pp. 30609*334- 
30500 352, 
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0505210095 Informs of withdrawal of 650321 commitment to install line type thermal de^ 
tcctors In nuclear svc electric bldg fnstaffation will not signlftcantlv Increase level of 
fire protection 

RODRIGUEZ, RJ Sacramento Municipal Utility Dlstnct RJR &5 23S 85/06/'14 
STOLZ,J Operating Reactors Branch 4 Ip 30493 294-30493 294 


B5O6210576 NUREQ/CR-4114 VALENCE EFFECTS ON THE SORPTION OF NU- 
CLIDES ON ROCKS AND MINERALS II 

MEYER.RE, ARNOLD.WD, CASE,F I Oak Ridge National Laboratory FIN B 0462 
ORNL-6137 85/05/31 Division of Radiation Programs & Earth Sciences (post 
840429) 5dpp 30521 328-30522 017 


6505210121 Fonvards Insp Rept 50 302/85-01 on 8501 14- IB Certain activities appear 
to be in violation & are under consideration for escalated enforcoment action 
GRACE, JN Roflion 2, Ofl/ce of Director 86/04/25 WILGUS.WS Florida Power 
Corp (subs Florida Progress Corp ) 3pp 30514 001-30514 037 

--8&OB210126 Insp Rept 50 302/85 01 on 850114-18 Violations noted failure to take 
adeq^ualo corrective action to prevent recurrence of violations as required by 
1 OCFR50 ,Adp B, Criterion XVt & to implement roqualification program 
STADLEaSD, JULIAN.CA Region 2. Office of Director 05/04/25, 34pp 
30514 004-30514 037 


8505210124 Forwards "Safely Relief Valve Failures & Challenges for 1984/' fn accord- 
ance w/NUnEG-07a7,ltem I) K 3 3 

BRONS,J C Now York Power Authority (formerly Power Authority of the State of New 
York). JPN 85-43 85/05/17 VASSAL LO, D B Operating Reactors Branch 2 3pp 
30494 161-30494.163 


8595210169 Forwards draft Vol 1 of NUREG/CR-4236, "Progress In Evaluation of Radi- 
onuclide Geochemical Info Developed by DOE High Level Nuclear Waste Repository 
Site PfOiocts," quarterly progress rept for Oct-D0ci984. 

WHATLEYS K Oak Ridge National Laboratory FIN B 0290 2127- 85/04/24. 
BRADBURYJW. GootechnlcahBranch (Post 031001) 76pp 30623 003-30523 158 

B505210216 Forwards Insp Rept 50-418/85 06 on 850216 0316 & notices of violation & 
dovlallon. 

WALKER, R D Region 2, Office of Director 85/04/05 RICHARD, J B. Mississippi 
Power 8i Light Co 2pp 30511.180-30511 192 

-8505210242 Insp Rept 50-416/85 06 on 850216 0315. Vjolafion & dovlatton 
noted, in adequate procedure for collbr reactor vessel water level instruuiont & failure 
to submit annual repts on ECCS outages as commillod in FSAR 
0UTCHER.RC, cAldWELL.JL, PANCIERA,VW. Region 2, Offico of Director. GL- 
83'28 05/04/05 9pp 30511 184-30611 192 

850S210267 Forwards FEMA 850425 Itr & evaluation of atert & notification sys lor 
plant Sys meets guidance of Rev 1 to NUHEG-O054/FEMA-REP-1 & FEMA 43 Review 
of offsite plans & preparedness will be completed at later date. 

PAPERIeClO.CJ. Region 9, Office of Director 86/05/16 LARSON.C E Northern 
Slates Power Co 2pp 30402 1 49 30493 013 

8605210266 Provides suppi Info In response to request for addi info ro SER (NUREG- 
0976) Oulslanding Issue 9 concerning LOCA-rofated pool c^namlc loads Issue 
resolved W/elglit oversize drawings Aperture cards available in PDR. 
SPANQENBERQ.F Illinois Power Co U-600020 85/05/16 BUTLER.W fl Licensing 
Branch 2 11pp. 30500 282-30500:326. 

8606210267 Documents withdrawal & reason for withdrawal of 860227 roquosi for ex- 
emption from requirement that post-accident hydrogen monitors be capable of provid 
ing dalo 30 minules after ECCS Initiation. per NUREG-0737Jtom II.F 1,6. 
HARRlNGTONtW D. Boston Edison Co BECO 85-90 85/05/16. VASSALLO,D B Op- 
or-aifng Reactors Branch 2 Ip 30493 322-30403 322 

8605210297 Forwards status summary of eight SEH confirmatory items discussed at 
850506 06 site audH.RespOfise to Confirmalory Homs 30,34,36,40 ^ 42 end Item 42 
response submitted per NUREG-0737, Item ILF.1 

OPEKAJP Noftheasl Nuclear Energy Co (subs, of Northeast Uliiillos) OPEKAJ F. 
Northeast Ulilltioa. 011543 05/05/14 YOUNGBLOOD, 0J. Licensing Branch 1 9pp 
30494 20O-3O494-276 

8505210298 Requesia NRC review & approval for use of Nuclear Energy Svcs.inc NES- 
5 cask filling device to shield acllvalecf reactor components during transport to li- 
censed disposal site Foe paid ^ 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. FVY 65-45. 05/05/17, 
VASSALLO.D 0 Operating Reactors Branch 2. 2pp 30494.277-30494*270 

8505210309 Requests exempllon from installation of reactor vessel level In&lrumenla- 
tion sys to conform lo NUREG -0737, 1 tern fl F 2 duo to ays cost & lack of correspond- 
ing increase in plant safety niargin 

RODRIGUEZ, RJ Sacrarnento Municipal Utility District RJR 85-205 05/05/10 
STOLZ,J F. Operating Reactors Branch 4 3pp. 30494 260 30494:262. 

85052 103 SO Informs of proposed defolion of roquiromont to irvslall second automatic 
cenlatnmonl Isofalion valvo In seal relurn line, per review of SEP Topic VM. "Conlain 
meni tsolailon Valves (Mechanical)/’ due Ip costs Involved. 

KOBER.RW Rocheslor Gaa &. Efoctric Corp 85/05/15. ZWOLINSKI.JA. Operating 
Reactors Branch 6 Ip 30500*196-30500.195, 

S505210419 NUREa'0540 V07 N03 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE March 1-31,1985 ^ ^ 

" Division of Technical Information & Document Control 65/04/30 430pp 
30522 01 e-30523'082 

8 S 062 10446 Applicalion for amend to License DPfl-23, revising Tech Specs In response 
to Genetic LU 82-16, "NUREG 0737 Tech Specs," Fee paid. ^ ^ 

MCOUFFIE.M A Cprollna Power A Lig^ht Co. NLS-85-15B, 85/05/16. VARGA, S,A. Op- 
erating Reactors Branch 1 2pp 30499 110-30499*122 

-8505210449 Revised Tech Spec 9 ,c ha aging shift mannlna overlfma xSiJ! 

safely & relief valve failures & challenges, per Generic Ltr 02-16 re NUREG 0737 Tech 

^?5)nsumersPowerCo. GL-82-16 05/05/16 3pp. 30499*120-30499.122. 


9SQS2l0BSfi Forwards Inso Rept 60 302/85-20 on 050408-12 & notice of violation. 
BROWNLEeTl roffico of Director 65/05/02. WfLGUS.W.S FJorida Power 

Corp. (subs Florida Progress Corp,), 2pp. 30516 087-30615097. 


-8506210639 Insp Rept 60-302/85-20 on 860408-1 2 Violation noted: Inarfaqifate QA 
records documentinivlsual inap of safety- .^notibers, nm 

LENAHAN.JJ., JAF%,F. Region 2, Office of Director. 85/05/01. 7pp. 30516 OBI- 


SOB 15,097. 


8505220056 Forwards "In Progress Audit of DCRDR for JM Farley Nuclear Plant Units 1 
& 2," for 850311-13 Audit relates to Aciton Plan Item I D 1 of NUREG 0660 as clan 
lied by Suppf 1 to NUREG 0737 

VARGA.SA Operating Reactors Branch 1 85/05/08 MCDONALD, RP Alabama 
Power Co 3pp 30536008 30536035 

850522006S Advises that 950103 request lo delay power lo flow mod until 1086 refuel- 
ing outfigo.per NUREG-0B27, Section 42 6 3, "Isolation Between Reactor Protection 
Sys Channels & Power Supplies," acceptable to prevent overloading of 1A inverter 
2W0LINSKI.JA Operating Roaclora Branch 5 LS05 85-05-010 85/05/16 

LINDER, F Dairyland Power Cooperative 3pp 30510 194-30519 196 

850523D087 Submits addI Into ro NUR£G-0737.Hem fl D,1 on performance testing of 
relief & safety valves, per 850212 request Rev 0 to "Evaluation of Prassurizor Safety & 
Relief A four oversize drawings end Aperture cards available in PDR 
BRJTT.R W Wisconsin Electric Power Co 85/05/16 DENTON, H R. Offico of Nuclear 
Reactor Regulation, Derector MILLER, J R Operating Reactors Branch 3 20pp 
30633 117-30533 252 

-8505230092 09-0870-0014 ROO Rev 0 to "Evalualion of Pressurizor Safety A Relief 
VafvG Sys/' fin-al rept 

RAMSEY.BL, sMeTTERS.J, WAR A PIUS, KC Impell Corp 84/07/31. 125pp 
30633 137-30533 252 

S505230167 Forwards insp Rept 50-020/ 6 5 05 on 850304 08 Procedures for post acci- 
dent sampling A monitoring reviewed Concern expressed re ability to colfeci repre- 
sentative samples, per NUREG 0737, 1 terns II B 3.11 F 1 & If F 2 A III D 3 3 
MARTIN, T.T Region 1. Office of Director 85/05/16 HEIDER,L H Yankee Atomic 
Electric Co 2pp 30534*226-30534 248. 

-6505230171 Insp Rept 60 029/85 05 on 860304-08 No violation noted Major areas 
inspected Implementation A status of NUREG 0737 task actio ns, Including pesl-acci- 
dent sampling of reactor coolant A containment atmosphere A offlueni monitoring 
WH)TE,J R , DRAGOUN.TD, KNOX^W, Region 1. Office of Director. 85/05/02 21pp 
30534 228-30534 248 


8SD5230322 Summary of AGRS flogulalojy Pollcias A Pracllces Subcommlltoo 850305 
meeting in Washington.DC re review o1 fmal BNL rept, NUREQ/CR-4152, "Independ 
en! Satety Organization/" Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards 85/03/19 ACRS - Advisory 
Committee on Reactor Safeguards 7pp 30546 35^8 30547 081, 

8505230400 Forwards Rev 1 lo Plant Emergency Procedure PEP-362, " I r^lorpr station of 
Liquid A Gas Samples for Core Damage Assessment, *’ to fulfill requirement of SER 
(NUREG 1038), License Condition 3 re post accident sampling sys. 

ZIMMERMAKS R Carolina Power A Light Co NLS-85 419 85/05/13 DENTON, H B 
Offico of Nuclear Reactor Rcgolalion, Director Ip 30531 081 90531 140 


8505230468 Forwards SER ro NLfREG/CR-351 1, "fntenm Reliability Evaluation 
Progrom'Analysis of Calvert Cliffs Unit 1 Nuclear Power Plant." 

MJLIeR.J.R. Oporating Reactors Branch 3. 85/05/09 LUNDVALL.A E Baltimore Gas 
A Electric CJo zpp 30546 353 30546 357. 

-8505230473 SER ro NUREG/CR-351 1, "Interim Reliability Evaluation 
Program Analysis of Calvert Cliffs Unit 1 Nuclear Power Plant " Use of PRA results out 
of PRA context clearly Inappropriate. 

* Offloo of Nuclear Reactor Regulation, Director 85/05/09. 3pp 30546355- 
30546 357 


8505230485 Requests roqulrod due dates for submittal of control room design review A 
Rev 2 lo Reg Guide 1 B7 be changed to 850930 A 861 130.f aspect ivoly.ln full power 
OL due to current startup schedule 

JENS.W.H Oolrolt Edison Co NE-85 0705. 85/05/21. YOUNGBLOOD, B J Lfeensing 
Branch 1 app 30531,165-30531 167 

BSOS2305O3 Notification of 850517 meoiing w/util In Bothesda.MD lo discuss fnleractioo 
between design review of control room A proceduroa generation package (Suppi 1 lo 
NUREG 0737) 

LYNCH, M D Lfeensing Branch 1. 85/05/14 VOUNGBLOOO.S J, Licensing Branch 1. 
3pp 30544.270-30544272 

8505230519 NUREQ/CR 3805 V03 HIGH-TEMPERATURE GAS CCHDLED REACTOR 
SAFETY STUDIES FOR THE DIVISION OF ACCIDENT EVALUATION Quarterly 
Progress Report* July t - September 30,1984 

BAU.S J„ CLEVELAND.J.a, HARRINGTON, H M Oak Ridge National Laboratory FIN 
a-0122 ORNL/TM 9267/V3 85/04/30 Division of Accident Evaluation 28pp 
30540 063 30549.089. 


6505230521 Forwards FES (NUREQ-1033) ro Washington Nuclear Project 3 A FR 
notico. 

KNIGHTON, GW, Licensing Branch 3. 85/05/13 MAZUR.DW Washington Public 
Power Supply System. 2pp 30543.242-30543.246 

-5506230526 Notice o1 Issuance A availability of FES (NUREG-1033) for Washington 
Nuclear Protect 3 

KNIGHTON, GW. Llconslr^g Branch 3. 85/05/13. 3pp 30543*244-30543*246 


8605230524 NUREQ/CR-4015 EFFECT OF STAINLESS STEEL WELD OVERLAY 
CLADDING ON THE STRUCTURAL INTEGRITY OF FLAWED STEEL PLATES IN 
BENDING SERIES 1 ^ 

CORWfN,W.R. ROQfNSON.GC, NANSTAD,R K Oak Ridge National Laboratory FIN 
BCH19, ORNL/TM-93BO 05/04/30. Division of Engineering Technology f03pp 
30549 090 30549:191 


8505230631 NUREG/CR-4 1 05 AN ASSESSMENT OF THERMAL GRADIENT TUBE 
RESULTS FROM THE HI SERIES OF FISSION PRODUCT RELEASE TESTS. 
NORWOOD, KS Oak Ridge National Laboratory FIN B0127 ORNL/TM-950e 85/ 
05/31 Division of Accident Evalualion 04pp 30540.192-30549:265. 
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f’OLE OF PERSONAL AIR SAMPLING IN RADL 
PROGRAMS AND RESULTS OF A LABORATORY EVALUATION OF 
PERSONAL AIR-SAMPLINQ EQUIPMENT 

»^OVICK.V J EG&G, (nc FIN A-6371. EGG-2352 85/ 
05/31, Dwision of Radiation Programs & Earth Scie/vces (posi 840-420) BOpp 
30540 256-30549 334 r t't' 


0505240378 Forwards topical rept evaluation of NS-NRC-S 5*3025, "SSER on DART A1 
Computer Code Input Methodology Mod " RopI acceptable for roferenclng in license 
applications under [imitations delinoaled 

THOMAS, GO Slandardizabon & Special Pfolects Branch 85/05/09 RAHE,E P, Wos* 
tinghouso Electric Corp 3pp 30567 358 30567 363 


NUflEG/Cn 3B03 the effects of POST-LOCA COMD3TIONS ON A 
COATING <PA!NT) FOR THE NUCLEAR POWER INDUSTRY 
k9y.9!;^'y^' WOMELSDUFF.J E Sandta National Laboratories FIN A-1255 
SANDB4-OB06 85/05/31 Divisfon ol Accidenl Evaluation 50pp, 30549 014* 
30549,062 


6505240460 Forwards request for addi Info re rosponse to NyREG*0737, Hem II K 3 5 & 
Genenc Ltr 03-10 concerning reactor coolant pump trip Response requested by 
850601. 

KNIGHTON.G W Licensing Branch 3 QL*83*10 05/05/06 BASKIN,K P Southorn 
California Edison Co HOLCOMBE, JC San Diego Gas & Efectric Co 5pp 30576 116* 
30S76 120 


8505230643 Requests add! info lo determine whether elfeclrvo blofouling surveillance & 
wnlrol melhoos implemented to limit blofouling failures per IE Bullelin 81-03 .& 
NUflEG/CR-3054 

NOVAK, TM Assistant Director for Ucervsing lEB B1-03 85/05/06 TUCKER,HD 
Duke Power Co 3pp 30545 300*30545 302 

8505230554 Informs of review of 641113 response to requesi for info re TMI Item 
11 K 2 16 concerning fnlegrity of reactor coolant pump seals dunng loss of offsite 
power event Licensee commitmonls acceptable 

STOLZ,JF Operaing Reactors Branch 4 85/05/06. RODRIGUEZ, RJ Sacramento 
Municipal Utility District. 2pp 3054 5 267-3054 5 268 

8505230560 Forwards FES fNUREG-IOSG) re operallon of Washington Mucfear Project 
3 & FR notice W/o FES 

KNIGHTON,GW Licensing Branch 3 65/05/13 WOOD.J M Commerce, DepL o-f, 
Natl Oceanographic & Almosph enc Administration 4pp 30543 251-30543 266 

8505230561 Forwards revised SER re rosponso to Hem 1.1 of Genenc Ltr 83*28 Struc- 
tured systematic safety assessment program acceptable Implomenlatjon of 850422 
SER recommendations unnecessary 

STOLZ,JF Oporallng Reactors Branch 4 GL83 28 85/05/07 CROUSE»R,P Toledo 
Edison Co. 2pp. 30545 259 30S45 266 

-8505230565 Revised SER re response to Genenc Ur 83 28,1 tern f 1 concerning post- 
Inp revlo-w Post-trip review program & proceduros acceplable 
* NRC - No Detailed Afflialion Given GL-a3*28 85/05/07 6pp. 30545 261- 
30545 268 

8505230574 NUREG/CR.3a72 DATA ACQUISITION AND CONTROL OF THE HSST 
SERIES V IRRADIATION EXPERIMENT AT THE ORH 

MILLER,LF, HOBBS.RW Oak Ridge National Laboratory, FIN B-0415 ORNL/TM- 
9253 85/04/30 Division ol Enginoenng Techrwlogy. 97pp 30547 232-30547*325 

8505230585 NUREG/Cfl 3455 A COMPARISON OF fODINE.KRYPTON.AND XENON 
RETENTION EFFICIENCIES FOR VARIOUS SILVER LOADED ADSORPTION MEDIA 
HUCHTON,RL, TKACHYKJW, TAYLOR.JT IWeslmgnouse EfocInc Corp FIN A- 
8287 WINCO-1024. 65/04/30 Division of Risk Analysis &. Operations (post 840429). 
80pp 30546 254 30546338 

8505230600 Forwards Insp Repts 50-390/85 25 & 50*391/05 20 on 85030i-31.No vio- 
lations or deviations noted 

VERRELLI.DM Region 2, Oince of Director 85/04/17, PARRIS, HG Tennessee 
Valley Authority 2pp. 30540 122-30540 136 

-B505230614 Insp Repts 50-390/85-25 & 50-391/85*20 on 850301-31.No violation or 
dovition noted Major areas inspected unresolved Hems, followup on inspector-identified 
items & liconseo'idcnbfied items & fire prevention 

SHYMLOCK,MB, WEISE,SP Region 2, Office of Director IEB-76 06. 85/04/17 
13pp. 30540 124*30540136 


6505240506 Forwards request for addI info re procedures generation package review 
per Genenc Lfr 82-33, Simpl 1 to NUREG*0737 Review based on NUnEG-Q099 since 
cnlena no! included m SRP Info requested within 60 days of Hr receipt 
BUTLER.WR Ucensmg Branch 2 GL-82-33 85/05/14 MITTL.R.L Public Sorvlco 
Electric & Gas Co of Now Jersey lOpp 30576 096-30576 1 05 

8505280066 Partial responso to FOIA request for documents produced under conUacI 
to NRC on reviews ol PRAa for listed plants Forwards App A documents Search con* 
tinuing for addi records 

FELTON.JM Division of Rules and Records 84/10/15 SHOLLY.SC Union of Con 
corned Scientists 12pp 30630001-80630 1SS 

-8202040060 Discusses review of util probabllisllc risk assessment (PRA) Transcript 
presents case for proper application of PRA 

GERNERO.R.M Division of Risk Analysis & Operations (post 840429). 82/01/06 
HANAUER.S Division of Safety Technology 2pp 30630 346-30630 347 

-6302170122 Summary of 821117 & 1216 mootings w/ORNL & BNL in Bethosda, MO 
re facility PRA assossmont.phenomenological accidenl progression & cental nmonl 
loading areas Attendance lists & presentations end 

HARDTn.W.B. Reactor Systems Branch 83/01/27, SHERON.BW, Reactor Systoms 
Branch 145pp 30631*205-30631 347. 

-6308150066 Forwards source terms for severe accidents duo to interna! events & "As- 
sessment of Fission Product Transport Processes Applicable to Limerick PRA Com- 
ments requested by 830815 

MITCHELU Accident Evaluation Branch. 83/06/03 HULMAN.L G Accident Evalua 
bon Branch IDpp 30632 032-30632.081 

8505280074 NUHEG/BR 0051 V06 N8 POWER REACTOR EVENTS November Docom 
ber 1084. 

MASSARO.SA AEOD, Director's Oirice 05/04/30 45pp 30604 123 30604 168 

6505280076 Verifies completion Of testing & installation of auxilia^ feedwater pump 
comparlment fl«>d protection seals, per Item 2 C(12) of SSER 7 (NUREG 0857). 

VAN BRUNT, EE Arizona Public Service Co ANPP-32705-EEVB 85/05/23 
KNIQKTON.G.W Licensing Branch 3 Ip 30572127*30572.127. 

6505280003 Forwards applications for amend to Licenses DPR-80 & DPR B1 , consisting 
of Rev 4 to Change Request 85-01 & Change Requests 85-02 & 85 03,rovlsing Tech 
Specs re min shift crew composition & electrical power sys 
SNIFFER, JD PaciRc Gas & Electric Co DCL-05-185 06/05/14 DENTON,H R Office 
ol Nuclear Reactor Regulation, Director 2pp 30568 001-30570 302 

-6505260094 Proposed Tech Specs, eliminating typos, providing flddJ 

clarification, imp roving consistency & adjusting nomenclature 
• Pacific Gas & Electnc Co 85/05/14 531pp 30568 005-30569.175. 


8505230705 Forwards evafuaton ol util 050315 responso to NRC ropl on oonformonce 
to Rev 2 to Reg Guide 1 97 Evaluation lists items whore addi justification &/or efanri- 
calion needed 

NOVAK,T.M Assistant Director for Licensing 85/05/14. FOSTER, DO Georgia Power 
Co 6pp 30543*267-30543 272 

8505240050 NUREG-1110 ENVIRONMENTAL ASSESSMENT FOR RENEWAL OF 
SPECIAL NUCLEAR MATERIAL LICENSE NO SNM-1 107 Docket No 70-1151 (Wes- 
ting house Electric Corporation) 

' Division of Fuel Cycle & Material Safety. 85/05/31. 140pp 30566 199-30566334 

850S240207 NUREQ0304 VI 0 N01 REGULATORY AND TECHNICAL 

REPORTS Compllallon First Quarter 1 985 

* Division of Technical Informallon & Document Control. 85/04/30 129pp 
30564:195 30584 320 

8505240228 Requests rev to NRC 840614 order, extending schedule for control room 
design review summary, per Supp1 1 to NUREG 0737,unl>l 660228 Completion date for 
control panel enhancements unaffected 

* Philadelphia Elec life Co. 85/05/22. STOLZ,J F. Operating Reactors Branch 4. 3pp. 
30556 262-30556,264, 

8605240238 Forwards request for addi Info re NUREG-0737.llom II D.1, “Performance 
Tesling of Relief & Safety Valves/' Response requested by 650614 In order to ac- 
commodate review schedule for Item 

VARGA, S A. Operating Reactors Branch 1 85/05/09. UTLEY, E E Carolina Power & 
Llgtit Co 4pp. 30576 048-30576 051. 

8505240251 Forwards safety evaluation re Generto Ltr 02-33 Rev 2 to Reg Guido 1.97 
acceptable ‘‘Conformance lo Reg Guido 1 97, Brunswick Steam Electric Plant Units 1 
& 2, Informal rept also end. 

VASSALLO,DB OperaUng Reactors Branch 2 QL-82-33. 85/05/14 UTLEY, EE 
Carolina Power & Ughl Co 2pp 30576.001-30576 023 

-8605240207 EGG EA-6734 “Conrormance to Reg Guide 1 97,Brunswfck Steam Etec- 
IrkJ Plant Units 1 & 2," Informal rapt, 

TAWFIK,M.S EG&G, too FIN A-6483. TAG 51076. 65/03/25. NRC - No Detailed Af- 
liliation Given 19pp 30576 005*30576.023 

8506240307 Informs of three spoafio aspects of failure mode & olfocts analysis to be 
ievl6Wed,per NUREG-0737,ltem III D.3,4 re control room habitability Dose assessment 
of beta radiation & operator slay time addressed 

HUKILUH D General Pubfio Utilities Corp • GPU Service Corp 5211-05-2085 85/05/ 
?0 STOLZ,J F. derating Reactors Branch 4 Spp, 30556 286-30556 290. 


-6505260107 Proposed Tech Specs, eliminating typo8,provIding addi 
clanficatlon, improving consistency & adjusting nomenclature 

• Pacific Gas & Electnc Co 85/05/14 477pp 30569 178-30570 204 

8505280086 NUREQ/CR.4263 RELIABILITY ANALYSIS OF STIFF VERSUS FLEXIBLE 
PIPING FINAL PROJECT REPORT. 

LU,SC, CHOU.C.K Lawrence Livermore National Laboratory FIN A-03fl3. UCRL- 
20410 85/05/31. Division of Engineering Technology 7flpp 30604 169-30604 246 

8505280093 NUnEG/CR.4075 DESIGNING PROTECTIVE COVERS FOR URANIUM 
MILL TAILINGS PILES' A REVIEW 

BEEDLOW,P.A , PARKER,G B Battelfo Memorial Institute, Paclllc Northwest Labora 
forlos. FIN B-2406 PNL-5323. 85/05/31 Division of Radiation Programs & Earih Scl 
ences (post 840429) 29pp 30604.247*30604 275 

8505280104 NUREG 0750 V21 N03 NUCLEAR REGULATORY COMMISSION IS 
SUANCES FOR MARCH 1985 Pages 471-659 

• Division ol TEJChnical information & Document Control 85/03/31 7Bpp 30608270 
30606 331 

65052801 65 Fororards SER re ulil 840027 proposal for certain changes lo Tech 
Spoc,Seclion 4712 concerning NUREG-0737,llGm II. E. 1,1 on auxiliary feedwalor 
sysCeitain changes unacceptable Revised application requested within 45 days 
STOLZ,J.F Operating Reactors Branch 4 85/05/09 CROUSE,R P. Toledo Edison 
Co Spp 30607,029*30607.033 

8505280192 Forwards SW Speck 650425 ltr transmitting "Montlcello Nuclear General 
Ino Plant Site-Specific Ofisite Radiological Emergency Pr^aredness " Based on 
FEMA evaluation, sys meets roquirements of Rev 1 to NUREG*0654/FEMA-REP 1 
PAPERIELLO.CJ Emergency Preparedness Branch 85/05/17 LARSON ,CE. Norlli 
ern States Power Co 1p 30573 176-30574 060 

8505280231 Agrees that SER Open Item 13 re compliance w/NUREQ 0737,1 lem II G 1 
concerning power supply requirements lor PORVs & associated block 
vatv 0 s,closed PORV train arrangement for valves will be changed, per 850326 meoling 
OOUNSIL,W G Northeast Nuclear Energy Co (subs of Northeast Utilitiesl 
COUNSIL.WG Northeast Utilities B11511 85/04/11 YOUNQBLOOD,B J Lfconslrg 
Branch 1. 2pp. 30571. 2864J0571 287 

8505280236 Withdraws 840719 Tech Spec change requests re Generic Ltr 83 
37 Change requests will be addressed In subsequent submittals 
ALEXICH,M P Indiana & Michigan Electric Co GL-83-37 85/05/21 DENTON, H R. 
Office of Nuclear Reactor Rogulalion, Director, 2pp 3057T 161 -30571 162. 
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8S0S280254 Confirms complotion of physical work & tasting ro firo protection design 
changa packagesjrer SStR 7 (NUREG 0857) 

VAN BRUNT, EE Arizona Public Service Co. ANPP-32704 EEVB 05/OS/23 
KNIGHTON.GW Licensing Branch 3 2pp 30572 360*30572361 

8505280361 NUREG-0017 R01 CALCULATION OF RELEASES OF RADIOACTIVE MA- 
TERIALS IN GASEOUS AND LIQUID EFFLUENTS FROM PRESSURfZED WATER 
REACTORS (PWR-G ALE CODE) 

CHANDRASEKARAN, LEE.J Y , WILLIS, C A Division of Systems Integration (post 
811005) 85/04/30 208pp 30603 161 <30604 007 

8505280399 Forwards SSER approving info submiUod to demonstrate abihty of safety 
valves to function under OKpocted operating conditions for design basfs transients & 
accidents defined, per N UR M *073 7, 1 tern It D 1 W/o end 

STOLZ.J F Operating Reactors Branch 4 85/05/14 HUKILL,HO General Public Util- 
llies Corp. • GPU Service Corp 3pp 30601 320-30601 322 

8506280412 Forwards Insp Repts 60-520/85*11.50*529/85 16 & 50*530/05-10 on 
850408 1 9 No violelion noted 

KinSCH,D F Region 5, Office of Direclor 85/05/03 VAN BRUNT.E E, Arizona Public 
Service Co Ip 30581 339-30581 349 

»85062e041Q insp Repts 50 526/65-11,50*520/85-16 & 50-530/65-10 on 650400- 
lO.No violation or deviation noted Major areas inspected TMl action plan itoms,OA for 
power ascension testing & IE buHelins 

SORENSEN.fl C. Region 5, Office of Direclor (£8*04 03 85/04/30 lOpp 30581 340- 
30581 349 

8505280416 NUREQ/CR-4071 EXPLORATORY TREND AND PATTERN ANALYSIS 
FOR 1981 LICENSEE EVENT REPORT DATA 

HESTEH.OV. GENTILLON.CD EG&Q, fnc FIN A-6231 EGG-23B2 85/04/30. 
AEOD, Director’s Office 216pp 30601 072-30601 286 

8505280442 Requests review of status & identification of changes made to plant sys & 
procedures after NflC certification of 155 items necessary to be complotod pnor to 
TMI*1 restart Responso requostod by 850516 SSER one! 

THOMPSON.H L Division of Licensing 85/05/13 HUKILL,H D. General Public Utili 
lies Corp • GPU Service Corp 6pp 30601 296*30601 301 

B 505280466 Forwards page changes providing clarification to 850301 topical ropt oval 
uallon of Rev 6 to Amend 7 to NEDb-24011>P, “QE Std Applicallon for Reactor Fuel.*' 
Rept acceptable for referencing in license applications 

THOMAS,G O Standardization & Special Projects Branch 05/05/09. CHARNLEY.J S 
General Electric Co 3pp 30607 010-30607 028 

8505280497 Forwards Amend 4.ronowing License R-123,SER (NUREQ-1119) & FR no- 
tices of issuance & no significant environ irnpact A environ assessment 
THOMPSON, HL Divisfon of Licensing 65/05/17 MULDER, RU. yirginla, Univ. of. 
Charlottesville. VA 3pp 30604 008*30604 122 

-8B052G0534 Environ assessment supporting renewal of Uconso R-123 SER (NUREG* 
1110) encL 

^ NRC - No Dotaifed Affiliation Given 65/05/01 104pp 30604,010 30604 122 


8505290709 Forwards FSAR rovs which suppi previous response to SER (NUREG* 
0909) Confirmatory issue 1 Rovs indicate in lent to maintain crossiri'g of WesI Creek 
upstream of lined portion & verify tomporary const crossing removed 
BOOKER,JE Gulf States Utilities Co RBG 20,950 05/05/13 DENTON,H R. Office of 
Nuclear Reactor Regulation, Director 5pp 30616 136-30616 140 

8505300140 Confirms compietion ol acLons taken to correct fistod Suppi 1 to NUREG- 
0737 on humar» erigmeering discrepancies re control room design review desenbed 
841029 lu Llcenso Condition 2 C(19>(b) closed 

VAN BRUNT.ee Arizona Public Service Co. ANPP-32741-EEVB. 85/05/28 
KNIGHTON.GW Ucensing Branch 3 2pp 30622 177 30622178 

8505300291 Confirms responses to concerns ro program plan do sending molhodelogy 
for conducting DCRDR & updatos DCRDR schedule per Generic Ltr 02-33 Rev to ro- 
qmred submission data for summary ropt to 860331 roquosted 
BRITT, RW Wisconsin Etoclric Power Co GL-C2-33 85/05/21 DONTON.HR Ofnee 
of Nuclear Roaclor Hegi/lalion, Director MILLER J R Operating Reactors Branch 3 
12pp 30623192-30623 203 

8505300474 Responds to NRC 850409 ltr ro violalioms noted in Insp Rept 50-216/05- 
09 Corrective aclions revised foakage reduction program developed.fnstltuting adminis- 
trative controls per Toch Spocs A NUREG 0570 

FIEDLER, PB General Public lllilltjos Corp - GPU Service Corp. 85/05/10 
KISTER.HB Region 1, Oilico of Director 3pp. 36838 347*30836.349 

B50530047S Forwards topical rept evaluation of Addendum 1 to NEDO-10466A. "Power 
Gonerallon Control Complex Design Cnteria & Safely Evaluation " Rept acceptable for 
roterencing in Ifcenso applications 

THOMAS.CO. Standardization & Special Projects Branch 85/05/17 

PFEFFERLEN,H C Goneral Efoctnc Co. 2pp 30651.088 30851.DQ1 

8506310085 NUREG-1033 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE 
OPERATION OF WPPSS NUCLEAR PROJECT NO 3 Dockot No 50*50Q.(Wash6ngton 
Public Powor Syslem) 

* Olfico of Nuclear Reactor Regufation, Director 85/05/31, 247pp 30671:001- 
30Q71.255 

8505310223 Fowards listed riocumcnls refer enced In 850308 "San Onofre Nuclear 
Gonoraling Slation Unit I.Solsmlc Program for Long Term Svc.” per 050402 & 03 ro- 
quosts 

MEDFORD,MO Soulhom California Edison Co 65/05/14 ZWOLINSKI.JA Operalino 
Reactors Branch 5 2pp 36664 001*30664.357 

8505310253 Forwards Amend 41 to License DPH-45 & safety evaluation Amend 
changes Tech Specs ro exclusion aroa,coolant water punly fimils & containment air- 
Jock door soaIsJssues discussed In June 1983 NUREG-0027 
ZWOLINSKI.JA Operating Reactors Branch 5 LS05 85*05*03 0 0 5/06/20. 

LINOER.F Dairyfand Power Cooperalivo 2pp 30642 076-30642 008 

-8505310262 Safety evaluation supporting Amend 41 to License DPR-45 

* Olfico of Nuclear Reactor RGgulation, Director 85/05/20 6pp 30642 004- 
30642 000. 


6606280528 Final doficloncy rept ro lack of sufilcloni documontatjon to vonfy onviron 
qualification of electrical equipmenl.per NUREG-058d initially reported on 
810729.0e8ign section created to oversee environ qualification program 
HUFHAM,JW Tennessee Valley Authority 05/04/30 GRACE,J N. Hegion 2, Officoof 
Direclor 3pp 30580 236 30600 238 

8506280636 Forwards Insp Ropt 50 312/85 09 on 850327-0403 No violation noted, 
KIRSCH,D.F. R^ion 5, Office ol Direclor. 85/05/01 RODRIQUEZ, R Sacramento 
Municipal Utility Pisirici Ip 30580 239-30580 246 

-8505280549 insp Ropt 50*312/85*09 on 650327*0403.No violation or deviation 
noted Major areas inspected implementation of selected TMl action Items. 

IVEY,K D . KANOW.L R., YOUNG,T Region 5, Olfice of Director. GL-e2-33 85/04/26 
7pp 30580 240 30580 246 

8505290079 Application for amend to Llcenso DPR*20,modilyir>g Tech Specs concern* 
fno operability of primary coolant ays leakage detection sys per NUREG 0820, Section 
4 15 2, ‘’Integrated Plant Safety Assessment Rept,” Fee paid. 

VANDEWAL|.E,D J Consumers Power Co 85/05/23 Office of Nuclear Reactor Regu- 
lation, Director 6pp 30599’22 1-30599 231. 

8505290406 Advises that position Of not Incorporating edd I reporting requirements for 
safety & relief valve failures & challenges Into Tech Specs acceptablo.por util 640530 
response to NUREG 0737, Item II K 3 3 

ZIELINSKI, J A Operating Reactors Branch S, LSO5 85 028 85/05/22. OPEKA,J.F, 
Connecticut Yankee Atomic Power Co. OPEKA,J F. Northeast Nuclear Energy Co 
(subs, of Northeast Utilities) 3pp. 30595-267-30595*259 

8505290420 Forwards supplemental response to NRC position re facility drywoK/con* 
tainment purge sys idonlified in SER (NUREG 0980) Soclion 6 2.4,3 as Confirmatory 
Issue 18 U 111 will minimize use of containment purge sys 

BOOKER.J E, Gulf Slates Utilities Co RBG-21.037 05/05/17 OENTON.H R Office of 
Nuclear Reactor Regulation. Director. 4pp 30592*182*30592 185 

8505290425 AcK receipt of NRC 850327 request for application fee for renriew of certain 
NUREG-0737 criteria, per util 850227 submittal Check forwarded directfy to GAO on 
650424. 

HARRINGTON.WD Boston Edison Co. BECO 85-093 85/05/21. DIGGS.RM U- 
cense Fee Management Branch. 2pp. 30592:1 00*30692’ 101. 

6505290426 Discusses review of 850212 ltr re Issue 063, "Containment Purge & Vent" 
In si a nation of debris screens to protect ventilation sys isolation vatves acceptable & 
will be verified NUREG*086B.Sectlon 5 3.6.2 satisfied 

ZWOLINSKI.J.A. Operating Reactors Branch 5 LS05 85 05-020, 85/05/24 
VANDEWALLE,D.J. Consumers Power Co. 2pp. 30592.178*30592*179 

6506290694 Forwards revs to FSAR which suppis 841203 rapt re IE BufleUn 70-27, 
"Loss of Non-Class IE fnstrumenlation & Control Power Sys Dunng Oporatlon.” End 
completes response to Confirmatory Item 31 of Table 1.4 of SER (NUREQ-09e9) 
BOOKER.J.E. Gulf States Utdilles Co RBG-20, 960. 65/05/13 DEf^ON,HR Office of 
Nuclear Reactor Regulallon, Director 6pp 30616,357-30616:381. 


850S3 10344 Fofwords safely evaluation supporting licensee response to Generic Ltr 83* 
02 ro Tech Spocs for TMl action plan items. AddI Tech Specs requostod for Korns 
IA13.IIE427&nK319 

ZWOLINSKI,JA Operallnn Reactors Branch 5 LS05-&5 05 032 85/05/30 

FIEDLER.PB Gonoral Public Utilities Corp - GPU Service Corp. 3pp. 30842 080- 
30642 099, 


-B505310373 Safety ovalaallon supporting liconseo responso to Generic Ltr 83 02 ro 
Tech Spocs for TMl action plan itomsAddl Tech Specs requostod for itoms 
IA1.3.IIE.4.2 7 8;ll.K3.ie 

* Office of Nuclear Reactor Regulation, Direclor GL-03 02. 85/05/30. Opp. 
30642.092-30642 099 

8505310409 Forwards SSER 10 (NUREG 0707) W/o onci 
NOONAN.VS. Comanche Peak Proloct (Technical Review Team) 85/05/17, 
SPENCE, M D Texas Ulilitios Electric Co (formerly Texas Utilities Generating Co.) Ip. 
30601 328-30601.320. 


8505310421 NUREQ/Cn*41C9 COMPARISON OF THE 1001 INEL DISPERSION DATA 
WITH RESULTS FROM A NUMBER OF DIFFERENT MODELS 
LEWELLEN.WS. SYKES.R L, PARKER,SF Aoronaullcal Research Associates of 
Princeton FIN B-0446 ARAP NO 505 85/05/31, Division of Badlatfon Programs & 
Earth Sciences (post 840429) 202pp 30670001-30670,202 

$505310469 Forwards supplemenlai info for high energy line break evaluation 
ropt, addressing reduction in feedwater temp event Info compleles util responso to 
SER (NUREG 0989), Confirmatory Item 4 1 

BOOKER.J.E Gulf States Utilities Co RBG-20,a69 85/05/10. DENTON.H.R. Office of 
Nuclear Reactor Regufallon, Diroctor. 2pp. 30665 206-30665.207. 

8505310609 Forwards draft full power License NPF*43,roflQcCing Irwroasod auihoiiied 
max alfowablo powor lovol.lor review & common 1. Items ro Suppi 1 to NUREG-0737 
afso end Commonls reqwsted within 2 wks of Hr rocelpt 

NOVAK, T.M. Assistant Direclor for Licensing, 85/05/20, JENS,W, Dolroll Edison Co 
12pp 30684*137-30684:148 


0605310683 NUREQ*Oe44 FC NRC INTEGRATED PROGRAM FOR RESOLUTiON OF 
UNRESOLVED SAFETY ISSUES A-3.A-4 AND ^ 5 REGARDING STEAM GENERA- 
TOR TUBE INTEGRITY Draft Report For Comment. 

MURPHY, E. Oivision of Licensing 85/04/30. 1 66pp. 30666 007*30668 1 72 


8505310603 NUREG-0844 NRC INTEGRATED PROGRAM FOR RESOLUTION OF UN- 
RESOLVED SAFETY ISSUES A-3.A-4 AND A 5 REGARDING STEAM GENERATOR 
TUBE INTEQRlTY.Draft Report For Comment 

MURPHY, E. Division ol Ucervaing. 85/04/30. 152pp. 30666007*30666.172 


8505310669 NUREG-0936 V04 NOl NRG REGULATORY AGENDA Quarterly 
Rqport,January-Marctt 1985. 

• Division of Rules and Records. 85/05/31. 201 pp 30666 173*30667.013 
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Ono CORRESPONDENCE WITH OTHER ORGANIZATIONS 


6504260452 IE Info Nolice 56-034, "Heat Tracing Conlnbutes to Corwsion ol Stainless 
Sleef Pipl^ " Svc list end 

Division oJ Emergency Preparedness S Engineering Resportsa (Post 
830103) 85/04/30 Consolidated Eoisoa Co of New York, Inc f07pp 301 fS 185- 
30115201. 


® SO 42^455 IE Info Notice 85-035, "Failure o1 AU Check Valves to Seat " Svc kst end 
JORDAN.E L Division of Emergency Preparedness A Englnoenrrg Response (Post 
030103} 85/04/30 Consolldatecf Edison Co of New York, Inc TO0pp. 30116>077. 
30115104. 


8605010264 Summary of 850320-22 meelings w/ulif.Bechlel.WestingfwJUso & Sotflhern 
Co Svcs in Belhesda.MD ra SER open Ilem8,fncfud(ng containment sump design & 
in-slrumontalion for process moasuremenis used for safety functions. 

MILIER.MA Licensing Branch 4 85/04/18. Licensing Branch 4 lOpp 30100 281- 
30101.050. 

-8505010207 Responds to 830323 question re qualification of personnel performing 
NOE Roquiremenls of SNT-TC-IA 19&0 mandatory rather than guidance In MB-6521 
ro quail ficallort procedures. 

ENNIS, K American Society of Mechanical Engineers 83/06/13 BAKER.E.T NRC - 
No Oolalled Affiliation Given 37pp 30101-014-30101 050. 

8505028031 Forwards comments on hydrology data & procedures In support of poten 
Hal DOE license a pplica Hon Concerns re fntegratlon of data sets expressed W/o 
stated end. 

COPLAN.SM Repository Projacts Branch (Post 831001) 600. 65/03/28 VIETH.DL 
Energy, Dept of. 5pp 30140 244-30140 246 

8505020033 Forwards "Anivijal Status Rep! on UMTRAP.*' 

VOIGT, WR Energy. Dept of. 85/04/09 HIGG IN BOTH AM,L Low-Level Waste & Ura- 
nium Recovery Projects Branch Ip 30140 260-301 40-316 


-8505030278 *'FEMA Region III Exercise Evaluation RepI of 841 1 15 Exercise ” 

• Federal Emergency Management Agency 85/01/18 77pp 30124 185-30124 261, 

6505030386 Forwards "Exercise Assessment, Joint Slale & Local Radiological Emergen 
cy Response Exercise for Haddam Neck Plant on 840512 " FEMA 841001 44CFn350 
approval will rerrialn In effect 

KRIMM,R.W. Federal Emorgency Management Agency 85/04/24 JORDAN.E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103} Ip 
30125.193-30125-280, 

-8505030373 "Exercise Assessmenl.JoJnt Slale & Local Radiological Emergency Re 
sponse Exercise for Haddam Neck Plant on 840512 " 

* Federal Emergency Management Agency 84/11/28 espp 30125 194-30125 260 

8505030380 Forwards State of Wl schedule of corrective actions for deficiencies noted 
In final repl of 84001 1 offsite radjologlcal emergency plan exercise Schedule ade- 
quate, 

KRIMM.R,W. Federal Emergency Management Agency 85/04/24 JORDAN.E L Dn/I 
Sion of Emergency Preparedness & Engineering Response (Post 830103} 12pp 
30126 001-30126 012 

6505030431 Responds to B50419 request for review of uti! response to License Condi 
tion 23, Item 2 re content of warning signs & decals In emergency planning 
zone, Revised wording for signs & decals complies w/ASLB conditions & acceplabte 
KRIMM.R.W. Federal Emergency Management Agency 85/04/30 JORDAN.E L Dtvi 
Sion of Emergency Preparedness A Engineering Response (Post 830103) Ip 
30129.291-30120 291. 

8505030468 Forwards "Monticelfo Nuclear Generallng Plant Site-Specific Offsite Radio- 
logical Emergency Preparedness Alert A NolificatTon Sya QA verification." Prompt 
alert A notification sys adequate, 

SPECK.SW Federal Emergency Menagement Agency 85/04/25 DIRCKS.W.J 
Office of the Executive Direclor for Operations Ip 30129 051 -301 29 293 


“BS06020038 DOE/NE-0025/3 "Annual Status Rapt on UMTRAP." 
' Energy. Dept. oL 84/12/31. 2 /pp 30140.290-30140.316 


8505020416 Forwards request for addi info re 831107 response to Generic Ltr 83- 
28, Item 222 Info requested within 60 days of ltr receipt HL Thompson 850320 ltr to 
INPO discussing NUrAC rept on Generic Ctr 63-28 also end 
VAS8ALLO,Da, Operating Reactors Branch 2. GL-83-26. 85/04/23 LTTLEY.EE. 
Carolina Power A L^htCo 3pp. 30141 291-301 41*300. 


8505020470 Forwards request for add! Info re responses to Generic Hr 03-28, Hems 
2 1,2 2 2 A 4.6.3 Info for Items 2.1 A 2 2 2 requested within 60 days A wilhin 60 days 
for Item 4 6.3 HL Thompson 850320 ltr to INPO end 

VASSALLO.D.B Operafing Reactors Branch 2 GL.83-28 85/04/23 FARRAR.DL 
Commonwealth Edison Co. 4pp 30141.197-30141 207 


>-6505030483 "Monticello Nuclear Generallng Plant Site Specific Offsite Radiological 
Emergency Preparedness Alert A Notification QA Verification." 

• Federal Emergency Management Agency 85/04/05 242pp 30129.052-30129 293 

8505030474 Forwards "Prairie Island Site-Specific Offsite Radiological Emergency Pre- 
paredness Alert A Notification Sys QA Venficatlon " Based on review, sys meets spe- 
cific design requirements of NUREQ-0654. 

SPECK, SW Federal Emergency Management Agency. 85/04/25 DIRCKS.WJ 
Office of the Executive Director for Operations ip 30126 275*301 27' 139. 

-8505030483 "Prafrie Island Site-Specific Offsite Radiological Emergency Preparedness 
Alert A Notification Sys QA Verification " 

• Federal Emergency Management Agency 85/04/05. 224pp 30126'276'30127.139 


6545020520 Forwards request for addI Info re licensee response to Generic Llr 83- 
28 J terns 2 1,2 2,4 A 2 A 4 S. 3. Addi info for Hems 2.1 A 2 2 requested within 80 days A 
wllhin 90 days for Homs 4 5 2 A 4.6 3 HL Thompson 850320 Ur also end 
VASSALLO.D.B. Operating Readers Branch i. GL-83-2e 85/04/23, MUSOLF.D.M 
Northern Slates Power Co Spp 30141 015-30141*019. 


8505030594 Forwards radiologic A engineering assessments for Edaemont Vicinity 
Properties 60-00655 RS,ED-00190-RS;ED-00660-RS. 60-00359 CS, 60-003 64- CS, ED- 
00455-RS A ED-00650 RS for review.comment.rev A/or concurrence 
GRANDBOUCHE.G. Energy, Dept, of 85/04/06. HIGGINBOTHAM, L Low-Level 
Waste A Uranium Recovery Projects Branch Ip 30161 *008-30161 *181 


-85041506 17 Forwards revlaw of NUTAC repl on Generic Llr 83 28, Section 2.2.2 re 
vendor equipment technical Info program Ropt falls to address concerns re exchange 
of Irtfo between all vendors of safety-related equipment A utils 
THOMPSON.H.L. Division of Licensing QL*03-2a 85/03/20. ROSEN, SX. Institute of 
Nuclear Power Operations 7pp. 30162 011-30162 017 

8505030019 Forwards request for addf Info re responses to Generic Ltr &3-2e.ltem8 
2.1,2 2 2,3,1 .3,3 23 A 4.5 3.lf>fo for Kern 4 6.3 requested within 00 days A within 60 
days fer remaining Items HL Thompson 050320 11/ end. 

VASSALLO,D8 Operating Reactors Branch 2. QL-83-2a. 85/04/23 

HARRINGTON, W D. Boston Edison Co- 6pp 30163.294-30163.305 

8505430041 Forwards request for addi info re responses lo Generic Ltr 83-28, 1 terns 
2J,2 2 2 A 4.5.3.rnfo for Items 2 1 A 2 2.2 requested wfthln 60 days A wilhin 90 days 
for Item 4 6 3. HL Thompson 850320 Hr to INPO end 

VASSALLO.D.B Operaling Reactors Branch 2 GL>03>2e, 65/04/23 LIU.L. Iowa Elec- 
Iric Light A Power Co, 4pp. 30162064-30162.074, 

6505430099 Confirms fisted FEMA re presen (alives on NRO/FEMA Steering 
Comnii1tee,per revised MOU.Kames of NHc representalNes requested al eariiesl con- 
venience. 

KR)MM,R.W Federal Emergency Management Agency 85/04/25 JORDAN,EL, Divi- 
sion of Emergency Preparedness A Engineering Response (Post 830103) Ip, 
301 26*248-301 26‘24B 

6S05034103 Forwards schedule of correoltve actfona submitled by Slate of MN for defi- 
ciencies noted In 0502 20 ffnal repl lor offsite radiological emergency preparedness 
exercise conducted on 641245 Sch^ule adequate. 

KRIMM.R.W. Federal Emergency Management Agency, 85/04/24, JORDAN,E L, DM 
Sion of Emeroency Proparednesa A Engineering Response (Post 834103), Spp 
30126:020 30125:624. 

8505034212 Forwards schedule of corrective aclions per NUREQ-0654 for Category 8 
dencleiHiles cited during 841017 olfsile redioloclcal emergency preparedness 
exercise.Two Calagory A deficPencies addressed at 654410 remedial exercise. 
KRIMM.R.W Federal tmergency Managemenl Agency, 05/45/01, JORDAN, E.L. Divi- 
sion of Emergency Preparedness A Engineering Response {Post 030103). 12pp. 
30124.317-30124:331 

8505030221 Foiwerds schedules of correcitve actions aubmllted by State of OH A 
Counties of Ashtabula, Geauga A Lake for deficiencies noted in final rapt for 841128 
olfsile radiological emergency preparedness exercise. 

KRIMM,n W, Federal Emergency Management Agency. 85/05/01. JORDAN, E.L PM- 
sfon of Emergency Preparedness A Engineering Response (Posl 830103). 17pp, 
30126.109 30126*125 

6505030265 Forwards "FEMA Region Ilf Exercise Evaluation Repl of 841116 Exercise" 
of offsite radiological emergency preparedness p Ian s.Correc live actions schedule sub- 
mltled by Commofiwoallh oT VA also end. . , , 

KRIMM,m.W. Federal Emergency Management Agency. 55/06/01. JORDAN,EL. Divi- 
sion of Emergency Preparedness A Engineering Response (Post 830103), 24pp 
30l24H61-3Qf24;261. 


-8505030634 "Radiological A Engineering Assessment for DOE Idenllficallon ED- 
001 90-RS." 

MADSON.M.E BendixCorp 85/03/31 27pp 30161.009-30161.035. 

-8605030638 "Radiological A Engineering Assessment for DOE Identification EO- 
00660-RS " 

MADSON,M.E. Bendlx Corp. 85/03/31 23pp. 30161 .036-301 61:068. 

-8505030643 "Radiological A Engineering Assessment for DOE Idenlificatlon ED- 
00658 RS." 

MADSON,M.E. BendixCorp. 85/03/31. 27pp, 30161:059-30161:085 


-6505030448 "Radiologic A Engineering Assessment for DOE Identification £0-00465- 
MADSON.ME Bendix Corp. 65/03/31. 21 pp 30161*086-30161 106. 


-6505030553 "Radlologlo A Engineering Assessment for DOE Identification ED-00304 
CS " 

MADSON,M E, Bendix Corp. 85/03/31 28pp 30161.107-30161.134. 


-8605030661 "Radlologlc A Engineering Assessment for DOE Identification ED-00359 
MAbsON,M.E. BendixCorp. 65/03/31. 2 1pp 30161 135-30161.155 


-6505030687 "Radfologlo A Engineering Assessment for DOE Identification ED-00555- 

MADSOM,M.E. Bendix Corp 86/03/31 26pp. 30161*158-30161*161 

0SO545O418 IE Info Nolice 84*52.Suppl 1, "Inadequate Mat! Procurement Conirols on 
Part of Licensees A Vendors." 

JOHDANX L Division of Emergency Preparedness A Engineering Response (Posl 
830103}. 86/05/08, Conaolidated Edison Co of New York, Inc. iOpp 30615:338 
30615947. 


0605060467 "Pofnls of Agreement,DOEATAC/NRC 650326 Meeting on UMTRAP Hy 

vI^R^JS^F,, QNUQNOLI.G NRC - No Delalled Affiliallon Given. BALL,D. Energy. 
Dept of. 05/03/20. 2pp. 30188.010-30188 012. 

0505070343 Response lo applicant 850114 motion for summary disposition of Eddla- 
man Contention 213 re emergency p)annlng.Motfon should be granted 
ROCHLIS.S.M. Federal Emergency Management ^ency. #286 876 OL 85/05/02. 
Atomic Safety and Licensing Board Panel. 6pp 30177:228-30177:246. 

8505000071 Requests Inlerprdtatlon of portions of ASTM A-106,A-333 A A-590 require- 
ments for assuring that min wall thickness requirements for seamless pipe 
meiOoestlons listed, 

ZECH,G.Q. Vendor Program Branch. 85/06/08. JONAS, E A Affiliation Not Assigned. 
2pp 30220.304-30220'.3b5 
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6505090121 Further response to FOIA request for SECY-a4-249 & nJocumonts re op- 
tions tor handling altegations Revised App A documents available in PDR AddI docu- 
ments being reviewed 

FELTORJ M Division of Rules and Records 84/09/24 ADATO.M Union of Con- 
cerned Scientists 7pp 30250 329 30251 260 

<"6301100030 Forwards signed MOU between NRC & Dept of Labor Accoss (o NRC li- 
censed facilities essential to enable Dept of Labor to conduct investigations 
DONOGHUF,CS Labor, Dept of 82/10/28 AXELRAD.J Director's Office. Office of 
Inspection end Enforcement Ip 30251 261-30251 274 

8505090241 Forwards supplemental interim finding re adequacy* of revised Oct 1934 
Monroe County, Ml emergency operations pfan per 850111 request Plan adequate & 
enable of implementation in event of plant emergency 

KRIMM.R W Federal Emergency Management Agency OS/OS/OS JORDAN.E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 13pp 
30219 013-30219 025 

8505090329 Further response to FOIA request for ail memos written by NRC during or 
since 1983 re 96 LERs & SALP for TMI Forwards documonls lislea In Apps A,& & 
C Documents also placed In PDR 

FELTON, J M Division of Rules and Records 84/10/02 BARFIELD, K Critical Mass 
Energy Project 6pp 30248 034-30248 046 

-8505090367 Forwards INPO evaluation roptSite evaluation conducted during wKs of 
810525 & 0601 

BRUNNER.EJ Division of Project & Resident Programs 03/03/14, TAYLOR, JM Di- 
rector's Office, Office of Inspection and Enforcement Ip 30240 040 30240 076 

B505090545 Forwards requasl for 0MB review & supporting statemonl tor proposed 
revs to 10CFR40,tOCFR70 & 10CFR150 re domestic licensing of source mall & SNM 
& regulatory authority in Agreement Stales & offshore waters 
NORRY.PG Office of Administration 05/06/07 MACRAE.JB Office of Management 
& Budget 21pp. 30235 338-30235 361 

8505090545 Forwards request for 0MB review & supporting statemonl for proposed 
revs to 10CFR40,10CFR70 & 10CFR150 re domestic licensing of source mall A SNM 
A reoulatory authority in Agreement Slates & offshore waters 
NOFIRY.PG Office of Administration 85/05/07 MACRAE,J B Offtco of Management 
A Budget 1p 30884,113-30684 136 

6505100417 Responds to 850328 request for review A comment on Federal Prepared- 
ness Circular &2 A Fodoral Proparodness Guidos (FPG) 52100 A 6 104 FPG 6 104 
wordingshould bo changed to reflect real value of exercises 
TAYLOR, JM Director's Office, Office of Inspeclion and Enforcement 85/05/02 
MAGUIRE, B.A. Federal Emergency Management Agency 3pp 30206 003-30286 085 

6 5051301 54 Discusses status of FEMA review of facility alert A notification sys design 
submitted by applicant, in response to 050329 memo Review tentatively scheduled for 
completion by Fall 1905 A dependent on 0MB approval of phone sun/oys 
KRIMM.R.W. Federal Emergency Management Agency 85/05/07 JOFIDAN.EL Divi- 
sion of Emergency Preparedness A Engineering Response (Post 030103) Ip 
30274*192-30274 192 

6505130270 Forwards ''Interim Findings Rept on Adequacy of Radiological Emorgancy 
Response Preparedness for Walla Bar Nuclear Power Plant, IN " 

KRIMM.R W. Federal Emergency Management Agency, 05/05/06. JORDAN.E L Divi- 
sion ol Emergency Preparedness A Engineering Response (Post 830103). 1p 
30279 010-30279 039. 

-8505130281 "Interim Findings Rept on Adequacy of Radiological Emorgoncy Re- 
sponse Preparedness for Walts Bar Nuclear Power Plant, TN " 

* Federal Emergency Management Agency 85/04/02. 31pp. 30279.011-30270 039 

6 SOS 130340 Forwards "Final Radiological Emergency Preparedness Exercise Rept" for 
850116 exercise No Calogory A deficiencies noted. Stale of LA schedule of corrective 
actions for Category B dollcioncies contained in rept 

KRIMM,R W Federal Emergency Management Agency 85/05/07 JORDAN, E L Divi- 
sion of Emergency Preparedness A Engineering Response (Post 030103). Ip 
30276.001-30276 1 06 

-S505130351 "Final Radiological Emergency Preparedness Exercise Rept " 

* Federal Emergency Management Agency. 05/04/05 104pp 30276 002-30276. 106 

8505130458 Requests delelion of sentence In Federal Preparedness Guido 62,100 that 
Infers actual emergency procedures woufd differ from procedures used In actual 
emergency, per Guiflrida 050328 request for review. 

TAYLOR, JM. Director’s Office, Office of Inspeclion and Enforcement 85/05/07 
MACQUinE,BA Federal Emergency Management Agency. Ip 30209 350-30299. 3B6 

6505160001 Further response to FO)A request for documents from INPO A NRC that 
describe, analyze or evaluate INPO role or procedures in reporting Info to NRC App A 
documents end App B documents segregated A all factual portions releasod 
FELTON, JM Division of Rules and Records. 84/11/21 TOTTEN, T. Critical Mass 
Energy Project. 4pp, 30417.001-30417:193 

-8207060079 "Evaluation of Fort St Vrain Nuclear Generating Station." 

* Institute of Nuclear Power Operations 81/12/31 35pp. 30417*276 30417*310 

-82101S0566 Forwards util 820831 Itf transmitting INPO 1082 evaluation of ulif.por NC 
Moseley 810508 request A V Stello 810626 memo 

SMITH,G.H. Division of Emergency Preparedness A Operational Support 02/09/15 
TAYLOR,J M Region 1, Office ol Director. 1p. 30417:194-30417*230 

-8210150568 Forwards INPO 1082 evaluation of facility 
COUNSIL.WG Northeast Utilities. B10650. 82/08/31. HAYNES.R.C. Region t, Offico 
of Director. Ip 30417.105 30417*236 

-8210150573 "1982 Evaluatlon.GT Yankee.CT Yankee Atomic Power Co," covering 
820405-12. 

* Institute of Nuclear Power Operations. 82/12/31 41pp 30417:106-30417.236. 

-8301060525 Marked-up "Performance Objectives A Criteria for Plant Evaluations,"’ 
showing changes as of 820817. 

* Institute of Nuclear Power Operations 82/08/17. 103pp. 30419*310 30420,043 

-6505150011 ''Evaluation of Sequoyah Nuclear Plant.'' 

" Institute of Nuclear Power Operations 01/11/30. 62pp 30417 ooa 30417:185 


-85051 5001 5 "Evaluation of Palisades NueJear Plant.Consunners Power Co " 

* Institute of Nuclear Power Operations 82/12/31 42pp 30417 106-30417 147 

-8505150'024 "Surry Power Slation.VEPCO," 1982 evaluation 

* Institute of Nuclear Power Operations 83/03/31 46pp 30417 148-30417 193 

-8505150051 Evaluation of Hatch Nuclear Pianl, Georgia Power Co " 

* Institute of Nuclear Power Operations 03/05/31 39pp 30417 237-30417 275 

-8505160066 "Duane Arnold Energy Ctrjowa Electric Light A Power Co," 1981 ovalua- 
lion 

* In slitulo of Nuclear Power Operations 02/07/31 3Bpp 30417 311-30417 349, 

-8505150059 Forwards INPO ropl re tacility.per Mosley 010506 A Stallo 810626 re- 
uosls 

MfTH.GH Division ol Emorgoncy Preparedness & Operational Support 03/06/02 
TAYLOR, JM Region 1, Offico o I Director 28pp 30417 350-30410 014 

-8505150071 "Evaluation of Oconee Nuclear Power Station " 

* In sti lute of Nuclear Power Operations 01/07/31 40pp 30418 016-30416 055 

-8505150074 ■"Evaluation of Oconee Nuclear Station.Duke Power Co '’ 

* In stitulo of Nuclear Power Operations 03/01/31 31pp 30418 056-30418 006 

-8505150061 Forwards second "Calvert Cliffs Nucloar Power Pianl, BGAE, 1982 Eva I 
uatfon " Evaluation conducted m Aug 1982 

BRUNNER.EJ Division of Project A Resident Programs 03/02/02 TAYLOR. J M Di 
rector’s Office, Office of Inspection and Enforcement 1p 30418 087-30416 0B8 

-8605150086 Forwards "Calvert Cliffs Nuclear Power Plant.BGAE,1902 Evaluation ’’ 
Evaluation conducted during Aug 1 082 

TIERNAN.JA Baltimoro Gas A Elociric Co 83/01/17. HAYNES, RC Region 1 , Offico 
ofDiroclor Ip 30418 889 30418 089 

-8605160092 '"1982 EvaluatJorr Calvert Cliffs Nuclear Power Plant, BGAE " 

* Institute of Nuclear Power Operations 02/11/30 43pp 30418 090-30418 223 

-8S0S16O103 "Evaluation Ropl Feb t982,WcGuire Nuclear Glelion.Duke Power Co" 

* fnstilulo of Nuclear Power Operations 02/02/28. 26pp- 30418 225-30418 293 

-8505160113 "Browns Ferry Nuclear PlaalJVA," 1902 evaluation 

* Institute of Nuclear Power Operations 82/12/31 52pp 30418 294-30418 345 

-8605160121 "HB Robinson Unit 2, C PAL, Evaluation Rept Ju! 1981 " 

* fnslitute of Nuclear Power Operations 01/07/31 45pp. 30410 346-30419.027 

-8505160124 Forwards "1982 Evaluation of Vermont Yankee Nucloar Power 
Station, Vermont Yankee Nuclear Power Corp " 

* Vermont Yankee Nucloar Power Corp 82/07/06 HAYNES, RC Region 1, Office of 
Director. Ip 30419 026 30410 028 

-850S16D135 "1082 Evaluation of Vermont Yankee Nuclear Power Station, Vermont 
Yankeo Nucloar Power Corp " 

* Institute of Nuclear Power Operations 82/12/31 33pp 30419 029-30419 081 

-8605160150 "1982 Evaluation Beaver Valloy Power Slation,Duquoano Light Co " 

‘ Institute ol Nucloar Power Operations 02/12/31 Ip 30419 062 30419 100 

-8506150163 "1982 Evaluation DC Cook Nucloar Pianl, Indiana A Michigan ElGolrcc 
Co" 

* Institute of Nuclear Power Operations 82/12/31 63pp 30419 101-30419 153 

“6506160167 Summarizes key Issues ra INPO effort in evaluating design control A 
const Majority of efforts focus on Idenlifylng deficloncles A weaknesses in mgt sys 
WILKINSON ,E P Institute of Nucloar Power Operations 83/04/20 PALLADINO.N 
Commissioners 2pp 30419 164-30419 165 

-8506160174 Reviews status of Phase I of INPO const project evaluation prelect A!) koy 
target dates met Utils preparing to conduct selNnltiatod evaluations Supporting docu 
mentation end 

WILKINSON, EP Institute of Nuclear Power Operations 02/00/20. PALlADINO,NJ 
Commissioners 80pp 30419*160-30419 302 

8505160097 Forwards INPO rept, "Evaluation Rept Feb 1082, McGuire Nucloar 
Station, Duke Power Co," per Stello 810626 mem.o 

MARTIN.RD Region 2, Office of Director 02/05/26 TAYLOR.J M Director’s Office, 
Office of Inspection ana Enforcement, Ip 30410 224-30418 224. 

8505160101 Forwards FEMA Exhibits 1 A 3 from Commission 850412 hearing for Inser- 
tion Into transcript. 

MONICK.rJ Ace Federal Reporters, Inc 85/05/02 NRC - No Detailed Affiliation 
Given 231pp. 30390 207-30397:167 

8505160180 Forwards FEMA 841130 ropl ol emergency oxordse on C40822 A 850107 
corrective action rept for remedial drill on Q4121B Calogory A deficiency noted re 
Stale of MA ability to delormlne whether local emergency operation ctrs activated 
HARPSTER.T.L Roolon 1, Office of Director. 85/05/08. HEIDEn,L H Yankeo Atomic 
Elecldc Co 2pp 30305 076 30305 180 

-8505160186 "Joint State A Local Radiological Emergency Response Exorcise for 
Yankee Nuclear Power Slalion.840822.'* 

* Federal Emergency Monagemonl Agency. 84/11/30. ospp 30395 078 30396*180 

8505160296 Forwards third Inlorim findings on adequacy of Rev 6 to Stale of LA peace 
lime radiological responso plan.Pians ahow greai improvement since FEMA 860212 
st^plemenlal finding Disposition o( NUREG-0654 elements tisted in end. 

KRIMM.R W Federal Emergency Management Agency 65/05/10 JORDAN.E L Divi- 
sion ol Emergoncy Preparedness A Engineerlno Response (Post 830103) 7pp. 
30309 084 30399.090 

8505150333 Forwards final DIroclor's Decision DD-BS-oe.denying portion of Songiblo 
Maine Powar 830400 petition requesting action aoalnsl OL due to Inadequalo omer- 
gencyplan evacuation on State Route 27 

TAYLOR, JM Director's Offico, Office of Inspection and Enforcement. #285 997. 
2.206 85/05/13 MILLER.DS. Miller, P.S MILLER.DS. Sensible Maine Power 1p 
30396:073 30396*241. 
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-8505150380 Notice of isaiiance of final DireclOf's Decision DD 85 06, danying fomain- 
Ing portion of Sensible Maine Power 830408 petilion requesting lhal Commission lake 
action to remody daficiojides in emergency plans 

TAYLOR. J M Directox’s Oflfca, Office of Inspection and Enforcement 2 206 85/05/ 
13 f62pp 30396 080 3039G 241 

-8310070135 Nolice of issuance of interim Director’s Decision 83*15, granling in 
part.Sen6ible Maine Power 030408 10CFR2 206 petition 

DEYOUNG, RC Director’s Offjco, Office of Inspection and Enforcoment 2 206 83/ 
09/30 43pp 30395 254-30396 290 

8505150400 Forwards third ir^lenin findjng of offsite radiological emergency rospor^se 
plans for fad fity Progress made In resolvmg inadequate elements of NUREG 0654 
provided Improvoment in emergency/ preparedness plans noted 
KRIMM.R W Federal Emergency Management Agency. B5/0S/I0 JORDAN,EL Divi- 
sion of Emergency Preparedness & EngineenriQ Response (Post 830103) 7pp. 
30390 232-30390 236 


-B5O52OO206 Executed std order for DOE work "Safety Evaluation of Cor© Molt 
Accidents GESGAR-FDA, Limerick OL/NP-ML," issued to BNL 
MATTSON.RJ Division of Systems Integration (post 811005) FIN A 371 1 4 2 0 84- 
010 83/11/16 1 3pp 30503.269-30503 281 

-850520030S Forwards unexecuted std order for DOE work for FIN A 3711, "Safely 
Evaluation of Core Melt Accidents QESSAR-FDA, Limerick OL & FNP-ML,*" authormng 
fncrementel funding \o continue work 

MATTSON, R J. Division of Systems Integration (post 81 1005) FIN A-371 1 84/01/16. 
OGEKA.G J Energy, Dept of 2pp 30603 282-30503 283 

6^05200557 Forwards FEMA 850327,14 & 0409 Hrs.repI of 850307 remedial exorciso 
fit Gratertord prison & summary of remaining offsite deficiencies in emergency plan 
ning & preparedness Coordination w/alate & local govts requested 
BUUeR.E G. Licensing Branch 2 85/05/09 BAUER, E G Philadelphia Electric Co 
Bpp 30501 203-30501 207 


850516015^ Forwards RW Krimm 850212 memo & FEMA status repls on offsite radio- 
toglcal emergency response plana Great Improvement made since 840967 status 
rept Remaining deficiencies should be coordinated w/slate & focal offictafs 
BUTLER.W.R Ucensing Branch 2 05/05/07 CAH1LL,WJ Gulf Slates Utifilies Co 
4pp. 30449 21 1*30449 275 

6505170455 Forwards final "Radiological Emergency Preparedness Exercise Rept," for 
850227 exercise of offsite plans No Category A deflciencfea Identified 
KRIMM, fiW Federal Emergency Mfinagem&nl Agentjy 85/05/14 JORDAN, EL Drvl 
slon of Emergency Preparedness & Engineering Response (Pest B30103) Ip 
30443147*3044^188 

-8 5 05 f 70466 Final ’’Radiological Emergency Preparedness Exercise Rept," for 650227 
exercise 

* Federal Emergency Management Agency, 85/04/30 39pp 30443148 30443186 

8605170511 Transcript o1 Commission 650508 meollnp in Washingtor>,DC re brfoflng by 
AIF on state of nuclear industry Pp 1-Bl. Supporting documentation end 

* Commissioners 65/05/08. 56pp. 30478 001 30476 056 


-8505010330 Discusses 850307 remedfal exorcise at Gratertord Slate Correctional In 
slilution In support of facility Portion of Category A deficiencies cited on 040725 cor 
reeled 

KRIMM, R W Federal Emergency Management Agency 85/03/27 JORDAN, E L DM 
slon of Emergency Preparedness & Engineering Response (Post 830103) 4pp 
67620342-67029 345, 

8505200562 Forwards request tor 0MB review & supporting statemonl re 
tOCFRSO.domestic licensind of production & ulilizolion faclfilles 
NORRY,P,G Office of Administration. 85/05/13 MACRAE J 8 Office of Managemaitl 
a Budget. 1p. 3050 1 >194-30501 202 

8505216088 Responds to 04 f 029 a 850419 requests for vanfication of complotlon of 
four licensing conditions a two confirmatory items ro offsito emergency 
preparedness conditions met a items completed 

KRIMM, RW. Federal Emorgency Management Agency 85/05/16 JORDAN, EL. DM- 
slon of Emergency Preparedness a Engineering Response (Post 0301 03) 2pp 
30494 295-30404 296. 


8S0526D001 Further response 1o FOIA request that records re 16 listed FIN files be 
made available in PDR App C a D records avaijabfa In PDR Review conDnuIng 
FELTON, J M Division of flulos and Records 84/09/20 SHOLLY.S C. Union of Con- 
cerned Sole nllsts 12pp 30503 072 30503 0B3 

-8301 280 4 08 Forwards s(d order for DOE work* "Safety Evaiuahon of Core Melt 
Accidents GESSAR - FDA.LImonck * OL,FNP - ML." 

MATTSON.R J Division of Systems IntegralJon (post 61 1005) FIN A-371 i 83/01/24 
OGEKA,QJ Energy, DepL of tp 30503 205-30503 216 

-830 128040 9 Std order for DOE work* "Safety Evafualion of Core-Melt 

Accidents GESSAR - FDA,Umorlck - OL,f NP - ML," issued to BNL. 

MATTSON,RJ Division o1 Systems IntegralJon (post 811005) FJN A 371 1-3, 2083- 
217. 63/01/24 lipp 30503.206-30603 216. 

-6308240640 Std order for DOE work: "Safe^ Evaluation of Core Melt 

Accidents Casework Reviews for GESSAR, Limerick, FNP.'' awarded to BNL 
MATTSON.R J Division of Systems fntegralion (post 811005) FIN A 3711-3 20 63- 
605, 83/08/08 4pp. 30303-229-30503 241. 

-8S05200096 Fonvards 8ld order for DOE Work 20 03*209 for FIN A-371 1. "Safety 
Evaluallon of Coro Melt Accidents GESSAR-FDA, LfmorIck-OL a FNP-ML " 
OGEKA,GJ. Energy, Dept of FIN A-371 1. 03/01/11 DANDOIS.DB Dwlslon of Ac- 
counting a Finance, ip 30503 202*30503*202. 

-6505200173 Forwards unexecuted std order for DOE wark,au1horlzing transfer of funds 
from FIN A 3346, "Containment Sys Case Reviews" to FIN A-371 f, "Safety Evalua- 
tion of Core Men Accidents GESSAR- FDA. Limerick a FNP " 

MATTSON.R J Division of Systems fnlegratforv (posi 611005). FfN A*3711 83/08/25 
OGEl<A.Q.J Energy, Depi of. 3pp. 30503 242-30503 244. 

-8505208209 Ferwards executed sId order for DOE work for FIN A-371 1, "Safety Evaf- 
uatlon of Core Melt AccidanlsiCasawork Reviews for GESSAR,Llmerick a FNP 
OGEKA.GJ, Energy, Dept of FIN A.3711. 83/08/26 DANDOIS.DB Off/co of Re- 
source Management, Director, tp, 30503 245*30503 245, 

-6505200220 Executed std order for DOE work* "Safety Evaluation of Core Melt 
Accldenls.CflSowork Reviews for GESSAR, Umorrck,FNP,‘Ms8ued to BNL 
MAHSON.R J Division of Systems Integration (post 011005) FIN A 371 1-3 20 83* 
605. 83/08/08. Ip. 30503 246 30503.246, 

-B505200233 Forwards executed std order for DOE work fox FIN A-334e, "Safely Eval- 
uation of Core Welt Accidents GESSAR FDA, Llmerlck-OL a FNP-ML " 

OGEKA.GJ. Energy. Depi. of. F/N A-3340 83/09/14. DANDOIS.DB Office of Re- 
source Managoment, Director Ip 30503*247*30503.247- 

-8605200251 Executed std order fox POE work "Safety Evaluation of Core Melt 
Accfden Is: GESSAR FDA,Llmorlck.OL,FNP*MU " Issued to BNL 
MATTSON.R J Division of Systems Inlsgrallon (post 811005) FIN A*371 1 20-83-631, 
83/00/25 lOpp 30503*248-30503 257. 

-3605200262 Forwards executed atd order for DOE work for FfN A-3399, "Safety Eval- 
uations of Core Moil Accidents CP,ML & OL Applicants." Equipment transferred to 
FIN A.3711. 

OGEKA.G.J Energy, Depi of. FIN A-3399. 83/09/21 DANDOIS.DB, Office of Re- 
source Management, Director 1p 30503 ’258 30503*258 

-8505200269 Executed std order for DOE work "Safety Evaluation of Cora Mefl 
Accidents CP,ML 0 OL Applicants,’* Issued to BNL. 

GRENIER, BX. Technical Support Branch OGEKA,GJ. Brookhaven Nalronaf Labora- 
lojy. FIN A-3399-2 aO-&3-SeO 83/08/30. 4}>p, 30503 259*30503*262 

6605200275 Forwards unexecuted aid order for DOE work fox FIN A-371 1, "Salaly 
Evaluation of Core Mell Accidents Casework RevJewa for GESSARXimedek A FNP. ’ 
MATTSON, R.J. Division of Syalems Jnleflfalion (post 811005). FfN A-371 1. 83/11/01 
OQEKA.Q J Energy, DapI of. 5pp 30503.263 30503 287. 


6505210257 Forwards FEMA 860425 Itr & evaluation of alert & notification sys for 
plant, Sys meets guidance of Rev 1 to NUREG 0654/FeMA REP-1 & FEMA- 43. Review 
of offsite plans & preparedness will be completed at later date 
PAPERiEUO.C J Region 3, Office of Director 65/05/16. LARSON,C.E Northern 
Slates Power Co 2pp 30492 149 30493.013. 

8605210292 Ack receipt of end FEMA 860425 Ur which included schedule of corrective 
actions submitted by State of Wl for recommedatlons Idontified as result of 640911 
offsite emergency plan exercise Schedule adequate 

PAPERIELLO,C J. Region 3, Office of Director 85/05/16. FAY.CW Wisconsin Eloc 
trie Power Co 2pp 30494 279*30494 292 

8505210456 Forwards FEMA 850501 Itrjncfuding schedule of corrective actions submit 
led by Stale of OH for recommendations identified fn OhIo,Lake,A8h tabula & Geauga 
Counties resulting from 841 1 28 exercise 

PAPEHIELLO,CJ Region 3, Office of Director 85/05/16 EDELMAN.MR, Cleveland 
EIrctric Illuminating Co 2pp 30499.271-30499.295 

850S22OO24 Forwards 850516 motion & 850520 suppi to motion for Stay of ASLB third 
partial initial decision on offsite enoergency planning, authorizing Issuance of full power 
OL.Commteslon consideration requeafed 

2<T2ER,P Limerfck Ecology Action #285 083. 85/05/20. CHILK.SJ Office of the 
Secretary of Ihe Commission. Ip 30518 201-30518 281 

-8505220033 Motion for stay of ASLB order authorizing issuance of lull power OL for 
facility, Proposed evacuation plans do not provide reasonable assurance of Implemoa 
latlon of proteclive measures in emergency W/Cerlificate of Sve 
ZITZER.P. Limerick Ecology Action 85/05/16. Atomic Safety and Licensing Appeal 
Pane) 20pp 30518.282-30510 301, 

8505230388 Forwards "Post Exercise Assessment 050410 Remedfal Exercise of Radfo* 
logical Emergency Preparedness Plans of NY State & WesichesterfRockiand.Orango 
& Putnam Countlea for Indian Point Nuclear Power Station " 

KRIMM, RW. Federal Emorgency Management Agency 85/05/17. JORDAN^E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp 
30532 319*30533 oW. 

-8505230404 "Post- Exercise Assessment 850410 Remedial Exercise of Radiological 
Emergency Preparedness Plans of NY Slate & Westchester, Rock land, Orange $ 
Putnam Counties for Indian Point Nuclear Power Station *' 

* Federal Emergency Management Agency. 85/05/10, I18pp 30632 321-30533.077. 

6505230441 Responds to 850415 request for FEMA to confirm adequacy of offsite pre- 

f iaredness re funding Issues raised by Coalition for Responsible Energy Educ Fundmg 
ssues irrelevant. -State/loca) emergency response plans adequate 
KRIMM,n W Federal Emergency Management Agency 86/05/10 JORDAN, E L Dlvl- 
sPon of Emergency Preparedness & Engineering Response (Post 830103) Ip. 
30531 -ZOS-aOSOl '205 

850 5230563 Summarizes 850502 meeting w/DOE In Silver Spring, MD re spent fuel 
storage, R&D & demonstration efforts to be performed under Nuclear Waste Policy 
Acl List of altendees & agenda end. 

ROBERTS, JP Advanced Fuel & Spent Fuel Licensing Branch 85/05/07 
ROUSEXC, Advanced Fuel & Spent Fuel Licensing Branch. 6pp 30546 264 
30545*268 

8505230761 Responds to 850306 concerns re technical adequacy of assessment aids 
In exercise evaluation, simulation facility & presentation of capability fn training 
pregrame Development of training program recommended 

JORDANiEL, Di^slon of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/14. KRIMM, R.W. Federal Emergency Management Agency. 4pp 
30543'276 30S43 279, 


“605200287 Forwards std order tax DOE work for FIN A-3711. "Safety Evaluation of 
Jore Molt Accidents GESSAR FDAXImerlck-OL & FNP-ML " 

)QEKA,Q.J. Energy, Depi of. FIN A-371 1. 83/11/16. DANDOIS.O.B Office of Re* 
DUrce MartagemeoL Director. Ip. 30503*260*30503*208. 


6505240224 Staff reqiilremenis memo re AIF briefing on 850508 In Washington, DC con- 
cerning state of nuclear Industry.No requirements raised at meeting 
CHILI^S J. Office of tha Secretary of ihe Commission M85O5O0 85/06/16 Office of 
the Secretary of the Commission Ip, 30576,073-30576*073 
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8505280036 Partial response to FOIA request for documertts produced under contract 
to NRC on reviews oi PRAs for fisted plants Forwards App A documents,Search con 
tinuing for addi records 

FELTuNiJ M Division of Rules and Records 84/10/16 SHOLLY.S.C Union of Con- 
cerned Scientists 12pp 30830 001-30630158 

-8505290168 Forwards std order for DOE work "Review of Seabrook Nuclear Power 
Plant PRA issued to LLL Requests proposal be submitted wlthfn 40 days* 

SPEIS.tP Division of Safety Toctinology 04/04/03 DUVAL, R A, Enerijy, Dept of 
2pp 30632 340 30632 341 

-0505290164 Std order for DOE work "Review of Seabrook Muclear Power Plant 
PRA," issued to LLL 

SPEIS.T P Division of Safety Technology FIN A-3754-4 84/04/03. 3pp 30632 342- 
30632 355 

-8605290253 Project & budget proposal for NRC work "Review of Seabrook Nuclear 
Power Pfanl PRA '* 

CLELAND.LL Lawrence Livermore National Laboratory. FIN A-0B01. 84/06/05, 
OAVIS,S M Division of Safety Technology lapp. 30633’042-30633 050 

660S260159 Forwards FEMA 050415 Itr re final exercise avaldallon on 841010-11 off- 
site emergency preparedness exercise Deficiency noted for Grundy Counly.NRC 
course of action will bo determined 

PAPERIELLO.C J Rogion 3, Office of Director, 85/05/20. REED.C Commonwealth 
Edison Co 2pp 30570 303-30570 361. 

8505280192 Forwards SW Speck 850426 Itr transmitting "Monticello Nuclear Gonerat- 
Ing Pfanl Site-Specific Offsfte Radiological Emergency Prwarednesa,...** Baaed on 
FEMA evafualion,sy8 meets requiremants of Rev 1 to NUnEG-0654/FEMA'REP.1 
PAPERfELLO.C J. Emergency Preparedness Branch 65/05/17 LARSON, C.E. Norlh- 
ern States Power Co Ip. 30573.176 30574:060. 

8506260304 Forwards 850416 & 25 draft "FEMA Region Ml Exercise Evaluation Rept," 
of 850410 & 22 remedial exercises, respeclivefy, 

KRIMM.R.W Federal Emergency Management Agonw. 8B/05/21. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response {Post 830103). 3pp. 
30573.003-30573 054. 

-8605280308 Draft "FEMA Rogion III Exercise Evaluation Repl" for 860410 exercise 

• Federal Emergency Management Agency 65/04/18. 37pp 30673’006 30573 042 

-8505200390 Draft "FEMA Region III Exercise Evaluation Rept" for 850422 exercise. 

* Federal Emergency Management Agency. 85/04/26. 12pp. 30573 *043-30573’054. 

8505290157 Forwards revised schedule of corrective actions for State of OH & Counties 
of Ashtabula, Geauga A Lake for deficiencies cited in final rept of 841120 offsite radio- 
logical emergency exercise _ 

KRIMM.R.W. Federal Emergency Management Agency. 85/06/23. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 030103). lOpp 
30600 001-30600 010 

6505290302 Forwards partial marked-up rev & ASME rev to "Guidelines- Joint A NS/ 
ASME Topical Meetings" Meeting to discuss continuation of concept requested due 
to Inability to attend future ANS meetings. 

DEMAStflYJA Florida Power & Light Co 85/06/22 QRIMes,B.K NRC - No De- 
tailed Affiliation Given 6pp 30590.068-30500 076 

S5052903S3 Forwards "Exercise Repl, Zion Nuclear Power Station, Commonwealth 
Edison Co Joint Exercise," of 650306 exercise Deficiency noted for Lake Coun^.lL. 
KRIMM.R W Federal Emergency Management Agency 85/05/23 JORDAN4E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post G30103). ip. 
30509:134 30599.209. 


-8505300810 "Working Arrangements Between DOT & NRC W/Respect to Insp/ En- 
forcement & Accldeni/fncldent Investigation," first rev 

SNIEZEK.JH Direclor*3 Offico, Office of Infection and Enforcemenl PAULLIN.R L 
Transportation, Dept of 03/05/30 34 pp 30650356-30651 027 

8505310154 Fon^aids response I0 SuppI II to Now York PIRQ 841213 petitiort re emer- 
gency planning for protection of school children Response may not reflect all changes 
contained in county emergency plans 

KRIMM.R.W. Federal Emergency Menaqemenl Agency. 05/05/28 JORDAN,E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103) 2pp. 
30641:310-30641 '346, 

-8505310103 "FEMA Analysis & Response to SuppI II to New York PIRG.Et Af Petition 
for Suspension of Operation of Indian Polnl Units 2 & 3." 

* Federal Emergency Management Agency 85/05/09. 2epp 30641 316-30641.346 


PR PROPOSED RULE 


0503050408 Comments on proposed rule 1 0CFR40 re U mill tailings regulatfons NRC 
should undertake thorough & Independent reevaluation of EPA Solid waste Disposer 
Act requirements In course of promulgating conforming regulations, 

DESANTI.R J, Covington & Burling STILL,E.T, Kerr McGee Chemical Corp. (subs, of 
Kerr-McGea Corp) 49FR46425 009. 85/03/01. NRC ■ No Detailed Affiliation Qlvan. 
20pp 29206.045 29206M41. 

-6503050412 Comments on proposed rule 10CFR40 re disposal of tailings or wastes at 
U mllfs Amends do not go far enough In conforming to requirements of EPA stds & 
1963 U MIItTallIncs Radiation Control Act. 

* Covington & Eurling. * Kerr-McQee Chemical Corp. (subs, of Kerr McGee Corp) 
49FR46425. 85/02/11. NflC - No Detailed Affiliation Given. 67pp 29296 oH- 
29206.141. 

6503070407 Comments on proposed rule 10CFR40 re amends to Commission U mill 
lallinga regulations Commission should move expeditiously to Implement EPA stds & 
protect human heaith environ from nonrad lolog lea I hazards. 

MARTIN, J.B. Environmental Defense Fund 49)^R46425 000, 86/02/20. Docketing A 
Services Branch. 17pp. 29265:211-26255:287 

-8503070412 Forwards response lo several questions re Implemenlalion of EPA 
40CFR192 aids by Agreement States 

NUSSBAUMER.O A. Assistant Director for State Agreements Programs. 49FR46425 
83/1 11/I4. Texas, Stale of 4pp. 20255:226-29255 231. 

-8503070416 Provides sentence In Item 4 Inadvertently omilled from 831 114 submittal 
re implementing EPA 40CFR1fi2 std EPA has no role in Implementing std. 
NUSSBAUMER,D.A. Assisiant Director for Slate Agreemenls Programs 49FR46426. 
83/12/16 Texas, Stale of. Ip. 2925S'232-2625S’232 

-8503070417 Discusses actions taken lo resolve Inconsistencies between 40CFR192 G 
10(7FR40,App A.Reviaw of monitoring program against end acceptance criteria to de- 
termine whetner mods necessary requested 

SMITH, R.D. Uranium Recovery Fl^d Office 49FR46426. 84/07/10 Exxon Corp. 
40pp. 29265’233-292S5:287. 

B506010040 Commenia on proposed rules 1'OCFR30,40i60,61,70 8 72 re decommis- 
sioning criteria for nuclear facililles Proposed emenda to regulations should retain re- 
quirement for EIS but permit use of ref lo generic EIS on decommissioning 
BLANCHARD.B. Interior, Dept, of. 60FR5600 002. 65/04/23. CHILK.SJ. Offico of the 
Secretary of the Con^mlSBlon. Ip. 30087:304-30087:304. 


-8505200305 "Exercise Repl,Zlon Nuclear Power Statlon^Commonwealth Edison Co 
Joint Exercise," of 860306 exercise. 

* Federal Emergency Management Agency. 85/04/30. 76pp 30699. 136-30699 '209. 

8506300602 Further response to FOIA request for three categoriea of documents re 
transportation of radioactive malls. Forwards App C documents 
FELTON, J M. Division of Rules and Records 85/02/13. DOUGHERTY, J.D, Dougher- 
ty, J B 3pp. 30650.341-30651:073 


-8901120497 Responds to 021007 notice of proposed rulemaking, "Radiation Level 
Limits for Exclusive Use Shipments of Radioaclivo Malls " Provisions cfarlfylng 
49CFRt73 393 applauded. Remainder of comments negative. 

BERNERO.H.M. Division of Risk Analysis & Operations (posl 840429). 83/01/06, 
Transportation, Dept, of 4pp. 30e50‘35Z'30650 365. 

-6307110766 Requests DOT delay 830701 effective dale for final rule, amending exist- 
ing rules re radioactive malls transportation, until decision to amend NRO rules 

reached Joint implementation recommended. 

DIRCKS^W.J. Ofjice of the Executive Director for Operations 03/06/27. DUQOFF.H. 
Transportation, Dept. of. 1p 30651:028-30651:028. 

-8309150475 Proposes Interim solution re Inconsistent NRC/DOT transport 
regulatlons.Whero mutual compliance is not fea8lbl0,DOT will provide admlnlslratlve 
relief. 

DUGOFF^H. Transportation, Dept. of. 83/06/29 DIRCKS,W.J. Office of the Executive 
Director for Operations 1p 30651:033-30661.033. 

-B4012S0206 Requests clarification on shipper electives of packaged vs unpackeged 
low specific activity mails. Shippers would be Informed that once snipmenta described 
as packaged or unpackaged bulk matf8,NRC expects compliance w/requlrements. 
TAYLOR, J M. Division of QA, Safeguards & Insp Programs (830103 850212) 83/02/ 
23. ROBERTS, A, L Transportation, Dept, of 4pp. 30651 •034-306511037. 

-8402270333 Requests concurrence w/concfuslons reached on Issues discussed at 
831213 meeting re clarification of DOT regulations for removable radioactive surface 


contamination on packages, Mealing notice, agenda & background Info end. 
PARTLOW.JG. Division of QA. Safeguards & Insp Programs (03O1O3-S5O212). 84/ 
02/21 ROBERTS. A I. Transportation, Dept of. 3pp. 30661:067-30651 -069 


02/21 ROBERTS, A I. Transporlation, Dept of. 3pp. 


8506010135 Comments on proposed rule 10CFR35 re physician use ol radioactive 
drugs Amount of technical review of applicant procedures or revs prior lo Issuance of 
license or amend of major concerr>. 

LACKER, D.K Texas, ^tale of 60FR16762 005. 65/03/20. Docketing & Services 
Branch, 4pp. SOOaS'OOl -30083.004. 

B505010172 Commenia on proposed rufe 10CFR2 re NRC enforcement policy. Changes 
should be made to minimize present adversarial environ & promote more cooperauve 
atUluda between regulator & power reactor licensees 

HARRINQTON.W.D. Boston Edison Co. 60FR1142 030. 95/04/24. Docketing & Serv- 
ices Branch, 4pp. 30084-261-30084.264. 


8505010160 Comments on proposed rule 10CFR36 re use of radloaclive drugs by 
physicians. Licensees should not be allowed to modify procedures.equipmenl & loca 
lions of use w/o appropriate regulatory review. ^ ^ 

0EARE.JA Washlrwton. State of. 60FR15752 006, 86/03/28. PALUADINO.N. Com- 
missioners. 8pp. 3 0064 ’246-3 0084. 250. 


6505010356 Comments on proposed ruts 10CFR35 re radiation salely 
requirements Proposal lo revise proposed rule supported. Proposal to change Keens 
Ing procedures nol supported _ , 

GODWIN.A.V. Alabama, Slate of. 60FR16762 003. 86/02/14. PALLADINO,N, Com- 
missioners. 4pp 30092 214 30091217. 


8505060049 Requests end six public comments In response to 641003 FR notice re 
program plan to review effecllvenesa of LVVR regulatory requirements In limiting risk 
be ^rwarded to PDR. 

TSE,A,N. Regulatory Analysis A Materials Risk Branch (post 840429), 49FR39066. 
85/04/16, Fi^fd Services Branch (Document Cortlrol Desk). Ip 30187:147- 
301871173. 


-8505060053 Comments on program plan to review effectiveness o1 LWR regulatory 
requirements In limiting risks Extensive review & concurrence by outside organTzallons 
Impeiattve. . . . 

HIATT, S.L Affillallon Not Assigned. 49FR39066. 84/11/06 TSE,A.N. Regulatory Anal- 
ysis & Materials Risk Branch (posl 640429). 2pp. 301 87:1 48-301 67- 149. 


-6506300604 Requests expeditious review & comment on NRG/DOT study of paokag- 
fng requirements of U ore concentrate & emergency response to Iranaportatton acci- 
dents involving radloaclive matl3,pGror)gIrial 781106 request. 

DIRCKS,WJ. Office of Nuclear Material Safety & Safeguards, Director. 79/01/18. 
PALMER, J.D Transportation, Dept. of. Ip 3 0650: 344 -30850*360. 


-8505060056 Requests copy of NRC program plan for review to determine If regula- 
lions counterproductive to Intended purpose. Recommends seismic design of piping 
sya lor part of program. 

SMITH, P.D. EQE, Inc, 49FR39086. 64/12/14. TSE.A N. Regulatory Analysis & Materi- 
als Risk Branch (post 840429). 4pp, 30187:160-30187:163. 
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'•850SD&0062 Comm^ruls on regulalory roquirGmanls which if deleled would improve ef- 
fecltven&as of regu]alorv program.per 841003 FH notice 

RAHE,EP WeslinghousB EfQClric Corp NS NRC 85*3005 05/03/27 TSM N Regu* 
latory Analysis & Materials Risk branch (post B40429) 14pp 30167 154 30167 167 

-0505060063 Commonls on program plam to review effectiveness of LWR regulatory 
requirements in limllrng risk Plan shoufd include packfitting recemmendatior^s for near 
term & operaling plants 

HUFHAM.JW Tennessee Valley Aul homy 49FR39066. 85/03/04 TSE.AN Regula- 
tory Analysis & Maierfals Rrsk Branch (post 640429) 3pp 30187:186*30187*170 

“8605000066 Comments on program plan to review effocttveness of LWR regulatory 
requirements In limiting risk Owners groups existing technrcal data & PRA modeling 
should be effectively utilized 

ZIWMERMAN.S R Carolina Power Jk Light Co NLS-B4*51'4 B5/01/03* TSE.A N Reg* 
ufalory Analysis 6 Materials Risk Branch ^posl 840429) 2pp 30197 171-30187 f 72 

•"8605060069 Comments on program plan re effectiveness of LWR regulatory require- 
menis In limiting risk GDC sKouTd be Wluded in screening process of existing require- 
ments that are candidates for mod or deletion 

MEDFORO.MO Southern Caldornla Edison Co 49FR39066 84/12/27 TSE.A N 
Regulatory Analysis & Malerrals Risk Branch (posi B40429) Ip 30187173- 
30167.173* 

8505070902 Comments on proposed rule 10CFR35 re requiremanls for matfs 
kcensees tfconsees should be required to submit license amend to change radiation 
procedures & equipment 

MOUNTED K South Dakota. Slat© of 50FR 15762 004 95/03/11 NUSSBAUMER.D A 
Assistant Direcler for State Agreements Programs 2pp 30172 1 13-30172 114 

8505070078 Proposed rule lOCFRSO, "Specific Exemptions'' Rule would cfanfy stds ap- 
plied when considering whether to grant exemptions from regufaiory requiremervls 
codified in 10CFR50 

HOYLEiJ C Office of Iho Secretary of Ihe Commission 50FR 16506 85/04/23 22pp 
30172 122-30172143 

8505070063 Commenls on proposed rules 10CFR30, 40, 60.5 1,70 & 72 re nuclear facility 
decommissioning rcquIrements.Ex tension of commenf period until 861115 requested 
to perrnil public parficipallon in review process 

WIIEY.W, Oregon. Slate of S0FR560O 003 85/04/11 STCYER.K Olflce of Nuclear 
Regulatory Rflsear-ch, Director 2pp 30181 270 30181 271 

8505070104 Comments on proposed rules 10CFR30,40,50,5I,70 & 72 re decommis- 
sioning criteria for nuclear facilities Supports rules 

PETERSON, K B Minnesota. Stale of 50FR5600 004 85/04/26. Docketing & Serv- 
ices Branch 2pp 30181.354-30181355 

850S070205 Comments ora proposed role 10CFfll35 re radiation safety 
requirements Supports concept of Incorporating ossential radiation safety require- 
ments 

WHATIEV,KE Afabama. Slalo of 50 FBI 5752 002 85/02/13 Office of the Secretary 
of the Commission 6pp 30179 1B9-30I79 194. 

8505070220 Comments on proposed rule 10CFR35 re -combining all requirements 8 
regulations on physical use of redioaclive drugs Rule will improve compliance among 

IlC^n S 6*09 

DEyE,JA American Association of Physicists In Medicine. 50FRI5762 001. 85/02/ 
12 GHILK.S J Office of ihe Secretary of Irto Commission Ip. 30179.173-30170 173 

8505070239 Proposed rule lOCFBas, "Physicians Use of Radioactive Drugs" Rute 
would amend regulations to allow use of Tc*99m for gastroesophageal 
fmaginoLaVeen, ventriculo-atrial & ventriculo pentoneal shunt dacryocyslography, 
OIRCKS.WJ. Office of the ExoculivQ Director for Operations A072-1 85/04/05 8pp 
30180.103 30180 200 


8505100364 Package of five commenls opposing proposed rules 10CFR30,40, 50,51.70 
& 72 re decommissioning reactors Rule opposed 

PELLAR.H, KATZ,K L , STEKETEE,M L Affiliation Not Assigned 50FR5600. 05/05/ 
08 Docketing 6 Services Branch 1 0pp 30243 276 30243 283 

8506170268 EPA 620/1*83 010 "Regulatory Impact Analysis of Final Environ Sids for U 
Mill Tailings at Active Sites " 

* Environmental Protection Agency 49FR46418 83/09/30 245pp 30482194- 
30483 078 

8505170278 EPA 520/1 83 008-1 Vols I & il of "FES for Stds for Control of ByproducI 
Malls From U Ore Processing (40CFR192) " 

* Environmental Protection Agency. 49FR4e418 83/09/30 552pp 30461 '002- 
30482 1 93 

65052004D6 Package of five comments opposing proposed rules i0CFR30,40, 50,61.70 
& 72 re decommissioning criteria for nuclear fecilltios 

RUNKLE.J Conservation Council of North Carolina SHINNOCK.J B American Eleclrlc 
Power Service Corp ELDER.J.H Concerned Citizens for SNEC Safely 60FRS600 
85/05/14 Docketing & Services Branch lipp 30471 332-30471 342 

6S0520041S Offers no comment on proposed rules 10CFfl30,40,50,51,70 8 72 re de- 
commissioning enterfa for nuclear power plants 

ALLARD. H Wrginia, Commonwealth of 50FR560D 069 85/04/30 WEISSBERG.S 
Office of Stale Programs, Director Ip 30471-345-30471,345 

8506200424 Informs of coordination of commenls on proposed rules 
10CFR30.40,60,61,70 & 72 re decommissioning cnlerla for nuclear fac il if les Several 
agencies preparing comments Consideration of commenls after 650513 deadline re- 
quested 

TflfPLETT.T. Minnesota, State of SOFReoO 089 05/05/13. Office of Ihe Secrelaryof 
the Commission Ip 30471:009-30471 009. 

8505200439 Comments on proposed rules 10CFR30,40.60,51,70 & 72 re tfocommis- 
sioning criteria tor nuclear facilities, Rule opposed In pari due to Inadequacy of gener- 
alized procedures & funding for accidents 

RILEY,JL Sierra Cfub 50FR6600 092 85/05/13 Docketing & Services Branch 3pp, 
30471 346-30471-348. 

8505200446 Package of three comments supporting proposed rufes 
10CFR30,40,50,51,70 & 72 re decommissioning crileria for nuclear facilities 
WITHERS.B.D Portland General Electric Co DEfESO.PA New Jersey. State cf 
KINTZ,DC Wisconsin Public Service Corp 50FR6600 85/05/16 Docketing & So rv 
fees Branch 7pp 30472 039-30472 045 

850S20D472 Commenls on proposed rules 10CFR30,40, 50.51 ,70 & 72 re decommis- 
sioning crderla for nuclear facilities Estimated cost of decommissioning full-size power 
reactor Inadequate 

BARBOWS.JM Safa Power for Maine. 50FR5600 036 85/05/00 Docketing fi Sorv 
ices Branch Ip 30471-279-30471.279 

6505200460 Comments on proposed rules 10CFR30,40,SO,51,70 & 72 re proposed do 
commissioning criteria for nuclear facilities Rules & regulations for power reactors 
should be considered separately from research reactors 

LEVINE, SH Pennsylvania State Univ, University Park, PA 60FR6600 035. 85/05/07 
Docketing & Services Branch 2pp 30471.027-30471:020 

8505200487 Comments on proposed rules 10CFR30,40,50,61,70 & 72 re proposed do 
commissioning criteria, Requirements for decommlssfonlng funding plan places re 
search reactor licensees In disadvantageous position 

CLARK.L, HARLINQ.O.K Massachusetts Institute of Technology, Cambridge, MA 
SOFR6600 034. 85/05/07, Docketing & Services Branch 2pp 30470 031-30470032 


8505070349 Forwards comment on proposed rule lOCFflso re property Insurance Enel 
misdirected & should be treated as comment on proposed rute 
WOOD.R S. Office of Stale Programs, Director 49FR44645 034 05/04/29. OocKetino 
8 Services Branch ip 30170:030-30178 032 

“8505070354 Comments on proposed rule 10CFR50 re property Insurance Certain re- 
quirements contemplated by proposed rule would require mods to poliefos of insur- 
ance prasenlly written by Nuclear Mutual Ltd & Nuclear Electric Insurance Ltd 
LEDERER,PD Baker & McKenzie 49FR44045 034 85/04/15 WOOD.B.S Office of 
Stale Programs. Director. 2pp 30178 031 30178 032 

6505070367 Commenls on proposed rule 10CFR2 ro NHC enforcement policy. Redefini- 
tion of matr false statement A rev to severity categories & escalated enforcement pro- 
posed 

KNUTH.OF. KMC. tnc 50FR1142 031 05/04/20 Docketing & Services Branch 3pp 
30177-264-30177 286 

8505070376 Package of four comments opposing proposed rules 10CFR30.40, 50,51,70 
& 72 re decommlsstoning of nuclear reactors. 

CUFF.K , MAXON.Y,, DREYFUSS,M J. Affiliation Not Assigned 50FR5600 06/05/08, 
Dockeling & Services Branch 6pp 30173.105-30173 110 

8505080006 Forwards "Diamaniling Myths About Nuefear Decommlssionfng," as partial 
comment on proposed rules 10GFR 30,40.60,61, 70 A 72 re decommissioning criteria 
CLAYBROOK,J Public (^tizen Litigation Group CAPLAN,R, Environmental Action, 
Inc. 50FR5600 009 85/05/03 Commissioners 2pp. 30202347-30203,001 

“8505060091 "Dismanlling Myths About Nuclear OecommissionEno *’ 

HINOMAN.S, Public Citizen Li ligation Group HINDMAN, S. Environmental Action, Inc,. 
50FR5600. 85/04/30. e5pp 30202,349 30203.054. 

8505100154 Commenls on proposed rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning Riles Suggested developments re regulations, procedural stda & funding sub- 
mitted. 

MITCRELL.P.R Affiliation Not Assigned 50FR5600 016. 85/05/05. Docketing & Serv- 
ices Branch 2pp. 30246.236 d024&237 

8508100365 Comments on proposed rules lOCFR 3 0,4 0.50,51 ,70 & 72 re decommis- 
sioning cf nuclear power plants. Approves prepayment method onfy, 

SMITH, R.F. Affllidtion Not Assigned, SOFHSaW 012. 85/05/04 D^kefJng A Services 
Branch, ip. 30245.200 3024 5-«0- 


6505200492 Comments on proposed rules 10CFR30,40,60,51,70 & 72 re proposed de 
commissioning criteria for nuclear facilities Delinltion of nuclear facilities similar to 
definition In background to proposed rule recommended 

PAQUETTE, JF Philadelphia Electric Co. 50FR6600 032 85/05/10. Dockeling S 
Services Branch 2pp. 30470.029-30470 030. 

8505200496 Comments on proposed rules lOCFRa 0,4 0,50,5 1,70 & 72 re decommis- 
sioning criteria NRG should choose & regulate decommissioning methods Stds to mini- 
mize worker exposure needed Prepayment funding approach supported. 

BAR6ER,L M. Affiliation Not Assigned 50FR5800 039. 65/05/10. Dockeling & £eiv- 
Ices Branch. Ip 30471 113-30471-113 

6505200504 Commenls on proposed rules 10CFR30,40,50,61,70 8 72 re decommis- 
sioning cnterla Clarification of types of facilities covered by proposed rules urged, 
PEVEBLEY.D. FMC Corp 50FR6600 043 05/05/08. Docketing & Services Branch, 
2pp 30470.042-30470:043. 

8506200506 Comments on proposed rules 10CFR30,40,60,61,70 & 72 re decojTimls- 
slonind criteria Supports case-by-caso method oi permitting research & lest reaclors A 
malls licenses to be consldereo Financial condition should determine funding. 
SHERWOOD.G G, General Eleclrlc Co 50FR6800 025. 85/04/29 Docketing & Serv- 
ices Branch 14pp 30470.044-30470.057 

8505200509 Comments on proposed rules 10CFR30,40,60,S1,70 & 72 re decommis- 
sioning crileria. Endorses Publlo Citizen & Environ Action reco m me nda lions Funding 
should be externally segregated.NRC should be required to prepare EIS 
QAUNTT.A Affilialfon Not Assigned. 50Ffl5600 042 85/05/10. Docketing & Services 
Branch 2pp 30470 068-30470.059. 

8605200512 Comments on proposed rules 10CFR30,40,60,61,70 A 72 re decommis- 
sioning criteria for nuclear facrlilles State Public Sve Commission supports transfer of 
responsibility to federal agency. 

BHATIA,H.C Michigan, State of. 60FR5600 038 65/05/10. Docketing A Services 
Branch. 6pp, 30470*1 85-30470, 1 90. 

8505200514 Comments on proposed rules 10CFR3 0,4 0,60,6 1,70 & 72 ro decommis- 
sioning criteria .Opposes new criteria based on adverse & possibly unwarranted hard- 
ship imposed upon majority of nuclear medicine facilities. 

HJCKEy,J E. Rhode Island, Slate of. 60FR5600 085. $5/05/10. Dockeling A Services 
Branch, 2pp, 30470,183-30470.184. 
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6505200516 Comments on proposed rules 10CFR3Q, 40, 50,51,70 & 72 re decommls 
stoning criteria Roles of regulator & Internal Ravenuo Svc In funding of decommission 
Ing discussed Internal reserve method deficient 

DOUDIET.JT Dean Witter Reynolds, Inc (subs of Dean Witter Financial Services, 
Ino ) S0FR560O 046 05/05/06 Docketing & Services Branch 4pp 30470 170- 
30470 102 

6506200519 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re docommis 
siojning criteria Proposed use of certification alternate for providing financial assurance 
□f decommissioning funds should be reconsidered 

SOLICY,AR Yankee Atomic Electric Co 50FR5600 023 05/05/09 Dockoling & 
Services Branch 2pp 30470.177-30470 170 

6506200520 Comments of certain publlcty-owned electric sys & public power agencies 
opposing adoption of proposed rules 10CFR30,40,S(},51,70 & 72 re decommissioning 
criteria for nuclear facilities 

FRANCIS, F E , VAN EATON, J Spiegel & McDiarmld 50FR5fiOO 062 85/05/13 Com 
missloners 56pp 30471 050-30471 112 


6505200530 Commenls on proposed rules 1OCFR30, 40,50.61, 70 & 72 re decommis 
sloning criteria Acceptable levels of residual radioactivity for release of property for un 
reslricted use should be defined before final izatior^ of rules 

MITLDER.RU Virginia, Unlv of, Charlottesville, VA, 50FRS600 019 85/05/06 Dock- 
eting & Services Branch Ip 30472 104-30472 104 

6S05200S4Q Comments on proposed rules t0CFRa0,4O,50,51 ,70 & 72 re decommfs 
sloning criteria Internal rosarve method of decommissioning provides assi/rence that 
util will be able to finance decommissioning effort Criteria should be modilJcd 
JENS,WH Detroit Edison Co 50FR56DO 026 85/05/07 CHILK.SJ. Olfice of the 
Secretary of the Commission 4pp 30472 046 30472 049 

6S06200S44 Commonts on proposed rules 1QCFR30,40,50,51 ,70 & 72 re decommis 
sionmg critoria for nuclear facilities Factors ulils should consider In choosing potential 
docommisslonirig alternatives not specified 

PROCTOR.G P. Affiliolion Not Assigned SOFRSSOO 055 65/05/09. Docketing & Son/- 
Icos Branch 2pp 30472 110 30472 1 1 1 


6505200522 Package of four comments opposing proposed rules 10CFR30,40, 50,61,70 
& 72 re decommissioning criteria for nuclear facilllles 

KUTZfC Bedford County Environmental Committee PATE.DS Affiliation Not As 
signed KLUGE, H Lakeland Audubon Society, Inc SOFR5600 85/05/15 Docketing & 
Services Branch 9pp 30470 166-30470 174 

850S200523 Commenls on proposed rules 10CFR30.40,50,51,70 & 72 re decommis 
sfening criteria. Proposed rule 'should have Included NRC unrestrictocf use levels 
needed to reallsticaffy assess proposed decommissioning costs 
TARAS,0 N Army, Dept of 50FR6600 024 85/05/06 Docketino & Services Branch 
2pp 30470176 30470-1 76 


6605200548 Comments on proposed rules 10CFR30.40, 50,5 1,70 & 72 ro decommis- 
sioning criteria Current In house safety program Involves constant monitoring o1 
air, water, surface, employee exposure & surface contamination Financial roliof request- 

COtTON.E Cerac, Inc S0FR56O0 026 05/05/07 Dockoling & Services Branch 3pp 
30472 050-30472 051 

8505200547 Comments on proposed rules 10CFR30^40,50,S1,70 &. 72 re decommis- 
aloning criteria Supports May 1085 commonts by Nuclear Info & Resource Svc 
CRANE, T R Coalition for the Environment, St Louis Region 50FR5600 064 85/05/ 
10. Office of Iho Secretary of the Commission Ip 30472 109 30472 109, 


6585200524 Endorses end commonts on proposed rules 10CFR3l>,40,50,51,70 & 72 ro 
decommissioning criteria W/o end 

CLAPPER.JK, CESSNA.JB, EBERSOLE.QW Bedford, PA 60FFi5600 050 05/05/ 
10. DMketing & Services Branch Ip 30472 173-30472.173 

0605200526 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning criteria Supports tax exempt treatment for decommiaslon-ing funds Delinltion of 
silo should be more specific 

KERR>J E , SIMPSOffj C , DUMAS, G California, Slate of, Public Utilities Commission 
5OFR56OOO07 85/05/10. Commisslonora 7pp. 30470 159-30470.165 

B505200526 Package of 16 comments opposing proposed rules 10CFR30,40, 50,51,70 
& 72 re decommissioning criteria. 

DOLTZ.B N Citizens Association for Sound Energy SCHWARZ, B , MCQOWAN.V Af- 
fihation Not Assigned 50FR5600 06/05/13 Docketing & Services Branch, 33pp 
30470’ 126 30470.160 

8606200527 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning criteria Requirement for cost estimate of 6 yrs prior to pro|Gcted end of oper- 
ation may force premature commitment to uneconomic plan of action 
IeRNARD.L San Diego Gas & Electric Co 50FR6600 022 05/05/06 Dockoling A 
Services Branch 7pp 30471 051*30471 057 

6505206526 Commonts on proposed rules 10CFR3O,40,BO,51.7O & 72 re docommis 
sloning criteria Concerns on Internal resen/e method for funding decommissioning 
costs addressed 

DAVIDSON.D E Association of the Bor of the City of Now York 50FR5600 064. 85/ 
05/13 Docketing a Services Branch. 21 pp 30470,191-30470,211 

S5052O0629 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning criteria, External sinking funds must be required of all licensees to provide ade- 
quate funding for decommissioning activilles 

gOOLEMAN.W Eddleman, W. CDDLEMAN.W Public Intorosl Research Group. North 
Carolina 50FR5600 016 85/05/07 NRC ■ No Detailed Affiliation Given. 4pp 
30470.212-30470 216. 


S505200530 Comments on proposed rules 10CFR30,40,60,6t,70 & 72 re decommis 
sloning criteria Financial & rate regulatory aspects of proposed ornonds discussed No 
reason to doubt security of Internal reserve in multl-assol util. 

VOIQT.H.H. LeBoeuf, Lamb, Lolby & MacRao 60FR5600 063. 86/05/13 Dockoling & 
Services Branch 4pp 30470:221-30470.224 


0505200531 Comments on proposed rules 10CFR30,40,60.51,70 & 72 ro decommis- 
sioning criteria. Opposes allowing utils to collect funds for decommissioning facillllos In 
advance & allowing monies to be invested In current &/or new faculties 
SKORAPA^MZ Skorapa, M.Z, MD, 6 OF R5 600 027 85/05/06. Office of tho Secre- 
tary of the Commission 1p 30470.220*30470'220. 

8505200532 Comments on proposed rules 10CFR30,40,50,51,70 & 72 fo docommis 
stoning criteria Any projection of decommissioning coals dependent on exlslonce & 
accessibility of disposal facilities, 

KRAMER, H H Atomic Industrial Forum. 50FR5BOO 053 85/05/10 Docketing & Serv- 
ices Branch 4pp. 30470:216-30470-210 


8505200633 Commonts on proposed rules 10CFR30,40,BO,51,70 & 72 re decommis- 
sioning criteria Not necessary for Commission to determine cost to satisfy health & 
safety stds for decommissioning ^ ...... 

REYNOLDS, RS Bishop, Liberman, Cook, Purcell A Reynolds REYNOLDS, N S Utility 
Decommissioning Group 60FR6600 061 85/05/13 CHILK.S J. Office of the Secre- 
tary o1 the Commission 22pp 30470.226-30470 246 


8505200534 Comments on proposed rules 10CFR30,40,60,61,70 & 72 re decommis- 
sioning criterla.ENTOMB molhod should be forbidden. DECON method would sub) 
workers to dangerous radlallon levels Funding discussed. 

OQBURRF.M Kershaw County Safe Energy Project 50FR5600 044. 85/05/08. 
Docketing & Services Branch. 2pp 30471.049 30471.050. 

8505200535 Requests extension of 60 days to comment on proposed rules 
10CFR 30.40.50,61, 70 & 72 re do com mission I no criteria. 

WILLIAMS,J W Florida Power & Light Co 60FR5600 85/05/06. Dockoling & Sarv- 
Ices Branch Ip. 30472:1 72-3047 2: 17 2. 


0505200636 Comments on proposed rules 10CFR30,40,60,61,70 0 72 re decommis 
sloning criteria Annual adjustment of decommissioning cost e&timato by twice con- 

Wl^r^^UR^R^Houslo^*^Ll9hllng & Power Co. 50FR5606 075. 05/05/13. 
CHILK.S J. Office of the Secretary of the Commission 3pp. 30472:052'30472'064 


6505200546 Comments on proposed rules 10CFR30,40,50,51.70 & 72 ro decommis- 
sioning criteria Nonpower reactors should be provided for specifically in applicable 
regulations 

DIMEQLIOAF. National Organization of Test, Rosearch & Training Reactors, 
DIMEGLIO, A F Rhode Island, Slate of. 5OFR50OO 021 85/05/07 Docketing & Serv- 
ices Branch 2pp 30472 062-30472 063 

65D5200S53 Comments on proposed rules 10CFR30,40,60,51,70 & 72 re decommis- 
sioning criteria. Builders of nuclear pfants should be required to pre pay costs of de- 
commissioning 

WEEKS.C. Affiliation Nol Assigned 50Ffl5600 017. 85/05/09 NFC - No Detailed Af- 
filiation Given 2pp. 30472’ 105 30472 1 06 


6S05200SB4 Package of six comments supporting proposed rules 10CFR30,40,50,61,70 
& 72 re decommissioning criteria 

SHIFf ER,J D Pacific Gas & Eleclrfc Co ROGOFF,J P Iowa Electric Light & Power 
Co HrRSCRA Environmental Protection Agency 50FR5600 05/05/13 Docketing & 
Services Branch 20pp 30472 075 30472 103 

6505200566 Comments on proposed rules lOCFRS 0,40, 50,51, 70 & 72 re decommis 
sloping criteria Strict rules spelJing out all ossential safety practices & ways for utils to 
meat requirements recommended 

SAUTZMAN.D. AIMialion Nol Assigned, BOFRSeOO <>79 65/05/10 Commissioners 
2pp 30472 107 30472.100 

6505200 5SG Comments or> proposed rules 10CFR30.40,50,51,70 & 72 re decommis 
atoning criteria (mplemenlailon of proposed action may Impose requiromonis that are 
expensive & llmo consuming, Medlcaf Ifconseos should be exompl from proposed 
rules 

HALVERSON.P, Morey Medical Cerilor, Coon Rapids, MN 50FR5B00 020 05/05/07 
Dockoling 6 Services t3rancl> Ip 30472 071-30472.071 

8505200559 Commonla on proposed rulos 10CFR30.40,60,51,70 & 72 ro docommis 
stoning critoria Reexam of cost estimates at least once every 5 yrs over life of facility 
recommended 

DOUGHTY, J Soacoast AnlkPolfut Ion League 50FR 5000 080 85/06/10 Docketing & 
Services Branch Spp 30472057 30472 061 


65052005 S4 Comments on proposed rules 10CFR 30*4 0,60, 5 1,70 & 72 re decommis 
sloning criteria Requiromont that eppllcenl provido info re assurenco of funds for do- 
commissioning should bo clarified, 

EDELMAN.MR Cleveland Eletlflc liluminatlnj Co BOFR560O 087 05/05/10. Office 
ol the Secrelaiy of the Commission 3pp. 30472.072-30472 074 


6505200567 CommonU on proposed futea 10CFR30.40,50,B1,70 & 72 re docommis 
stoning criteria Removal of requirement for maint of separate set of records for de- 
commissioning purposes recommended 

SMITH, L R El du Pont de Nomoura & Co., Inc 50FR5600 07B 05/05/00 Dockoling 
& Sorvicos Branch 2pp. 30472 055 30472 056. 


8505200670 Advises rocipienis of commenls on proposed rules 10GFR30,40, 50,51,70 
& 72 that Comment 74 duplicate ol Comment 51. Number 74 will not be used again. 
* Deckeling & Services Branch, 6OFR560O 85/05/16, Docketing A. Services Branch 
Ip. 30472,064-30472.064 


6505200575 Comments on proposed rules 10CFR30,40, 60,61 ,70' & 72 r© decommis 
stoning criteria, Recommends Commission develop comprehensive set of regulations 
for decommissioning, 

JOHNSON, BJ Mlnnesda Public Interest Research Group, 50FR5G00 086. 85/05/09. 
Office of the Secretary of the Commission 6pp 30472.065-30472,070 


6505210104 Comments on proposed rule tOCFROO, *’Oispo3ai of High Level Radwasto 
In Geologic RepositortosrAmends 1o Lfconsing Procedures" Rule opposed duo lo In 
comptota understanding of concerns of Interested parties 

FRISHMAN.S. Texas, Stale of B0Ffl2579 85/05/06 PALLADINO.N J Commission 
OfS. 1p 30494 096 30494 096 

6505210206 Commervts on proposed rufo 10CFR60 ro curbing use ol highly 
Gnrjched.weapons-usable U In domestic research & test re a ctora. Proposed rule should 
be revised to shorten conversion schedule lo tighten ‘'unique purpose" exemption 
(.EVENTHAL,P, Nuclear Control Institute. LeVENfHAL,P. Working Group on Nuclear 
Explosives Control Policy. 49FR27769 131. 85/05/16. PALLAOINO.N. Commissioners 
4pp, 30493’31 8-30493*321. 
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0505210236 Forv/ards soveri page$ omitled from corrected comment on proposed rules 
10CFFI 3 0,40.50^5 1,70 £ 72 re decorrt missioning criteria fiied w/NRC on 850516. 
FRANCIS.F Spiage) a WcDiarmid 50FR5600 062 85/05/17 CHILK.SJ Office olttio 
Secretary of the Commisston 8pp 30494 334*30494 341 

8 S 05210344 Commenls on proposed rures 10CFR30,40,50,51,70 & 72 re decommis- 
sioning criferia Only DECON & SAFSTOR aliematives should be considered 
accepTabSe ENTOMB option should be dropped from consideration 
ZICHELLA.CA Redwood Alliance 50FR5600 995 05/05/14 Docketing & Services 
Branch 13pp 30500 269-30500 281 

B505210366 Proposed rules 10CFR40J0 & 150, “Mali Balance Repts ” Rule would 
elimlnale requirement 1o rept Invenlones on Form 742 for all licenses oKcepI licensees 
reporting under US/IAEA safeguards agreement 8; on Form 742C, except nuclear ra* 
aclors 

D3RCKS,WJ Office of the Executive Director for Operatrons 65/04/22 10pp. 
30500 251*30500 260 

0505210359 Comments on proposed rules 10CFR30', 40.50,51 ,70 & 72 re deco-mmfa* 
slonlr^g cnterfa fnternaf reserve funding method will provide reasonable degree of as 
suranca of availability of decommissioning funds in most cost efficient manner 
MCDONALO.RP, Alabama Power Co. &0FR669O 101 05/05/15 CHILK.SJ Docket 
ing & Services Branch. Spp 30500.125-30500:127 

0506210369 Comments on proposed rules 10CFR30,40,50.51,70 & 72 re decommls- 
slonfag criteria Rule overly restnctive by placing unnecessary & costly constraints on 
initiatives of nuclear power industry. 

TUCKER.HB Duke Power Co 50FRS600 102 66/05/13 CHILK.SJ Docketing & 
Services Branch 4pp 304 98 342*30498-345. 

8505210370 Comments on proposed rule lOCFRSO ra SECY B4-453A regulatory policy 
for advanced reactors Nuclear industry could bo enhanced If regulatory approach re- 
duced doper^dence on presenptiva regulations 

ZANE,JO EG&G. fnc 50Fni1B82 002. 85/04/22 Docketing & Services Branch 4pp 
30500 12B-30500 177. 

>^0505210376 PPD'NT*84 001 "Require menis for New Power Reactor Concepts,” inter* 
nal technical rept. 

ATKINSON.SA, DICKSON.PW.. GRIE0ENOW.M L. EG&Q, Inc. 50FP1ia82 85/02/ 
28. 46pp 30500 132-30500 177 

6605210303 Comments on proposed rules lOCFRSO, 40,50.51 ,70 & 72 re decommis- 
sioning critaria.Q0n0ric coal estimates should ba utilized w/provis1on that unique char- 
act erfslfcs of nuclear unit & site be considered 

MEDFORD, M O. Southern California Edison Co 50FR5600 009 05/05/13. CHILK.SJ 
Office of the Secretary of the Commlssroh Ip 30499 238 30499.238 

8505210304 Comments on proposed rulas lOCFR 30, 4 0,50,5 1,70 & 72 ra decommis- 
sioning criteria Definitions of DECON.SAFSTOR & ENTOMB short & 
nonspecific Funding assurances not guaranteed 

LEWrS,M L Lewis, M 50Ffi6600 093 85/05/17 Office of the Secfetary of the Com- 
mission. 1p 30500083*30500 063 

0505210305 "Emergency Planning & Preparedness," 10CFR50 final ruloNHC findings 
will ba baaed on review of FEMA findings as to v/hother slate & focal emergency 
pians adequate, 

HOYLE, JC. Office of the Secretary of the Commission 60FR18323 65/05/03. 5pp. 
30499 239-30499 243 

6605210393 Comments on proposed rules 10CFR30,40,50,61,70 & 72 re decommls* 
atoning criteria Rule should conlain provision to allow Individual licensee to submit dif- 
ferent plans for decommissioning to NRG for approval 

ANDREWS.BL. Omaha Public Power District 60FR5600 097. 85/05/13 CHILK.SJ 
Office of the Secretary of the Commission, 3pp 30500 080*30500.082 

6505210397 Comments on proposed rules 10CFR30.4 0.50,51, 70 6i72 ra cfecommisslon* 
ing criteria Supports external segregated funds not controlled by private utils or fnvast* 
00 In u!il assets 

VV'ILLIAMS,CC. Affijratlon Not Assigned SOFR50OO 094 85/05/12 Office of the Sec- 
retary of the Commission Ip 3049 8 '3 5 8*30498-356 

8505210402 Projposed Arles 10CFfl2 & 50, "Elimination of Review of Financial Qualifi- 
cations of Electric Utiis In OL Review & Hearings for Nuclear Power 
Pfanls:Canrectlon " Rufe corrects final rule ra financial qualificatlor> review & findings. 
MALSCH.MG Office of the General Counsel 60FRie852. 85/04/29 4pp 
30498354-30498-357. 

8505210404 Comments on proposed rules 19CFR30.40,50.61.70 & 72 re decommis- 
sioning criteria Inclusion of Internal reserve method as funding alternative strongly sup* 
ported, 

WEST0ROOK,W.L. Georgia Power Co 50FR5600 100 65/05/15 CHILK.SJ Office 
of the Secretary of the Commission 0pp 30499 055*30499.060. 

0505210410 Comments on proposed rules 10CFR30.40.50,51,70 A 72 re decommls* 
stoning criteria Supports AIF subcommittee recommendation that decommissioning 
costs DO based on site specific study w/appropria!o adlustments 
ROCHE, MB Saxton Nirclear Experimenlal Corp. 60FR56O0 098. 85/05/13 
CHILK.SJ, Office of the Socrelary of the Commission. 13pp 30499.323-30499-336 

0506210447 Fo/wards errata to 660513 comments of certain publtoly*owned efectnc sys 
& public power agencies opposing, In pari, adoption of proposed rules on 
decommissioning Corrected copy of comments & supporting documentation also end. 
FRANCIS.FE. Splogef & McDiarnnJd 50FR5600, 85/05/16, CHILK.SJ Docketing & 
Sarvjces Branch Ip. 30499063*30499-117. 

>-85O521O40(> Errata to com menis of certain pubfiefy-owned electric sya & power agen* 
cfas opposingjn part, adoption of proposed rules 10GFR 30,40, 50,$i, 70 a 72 on de- 
commissioning 

FRANCIS, F.e. Spiegel & McDlarmid SOFflSeOO. 85/05/16. Comitilsstoners 2pp 
30499.064-30469.065. 

-*0505210453 Corrected comments of certain pubJtofy-owned electric sys & public power 
agencies opposing, In part,adopllon of proposed rules 10CFR30, 40.50,61, 70 8 72 on 
decommissioning Supporting documentation end 

FRANCIS.F.E. Spiegel a McOiarmId 50FR5600. 85/05/13. Commissioners 52pp 
30490 066-30499:117. 


0605210458 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis 
sloning criteria Lower limits on quantity of rddloaclive matl established fn Paragraph 
30 3S[c} as criteria tor financial assurance too restrictive 

LACKER.DK Texas, State of 50FR5600 096 85/05/10 Dockeling 8 Services 
Branch Ip 30495 167-30495 167 

0505220026 Comments on proposed rules 10CFR30,40,50,51,70 0 72 re decommrs- 
stoning criteria for nuclear facilities Untimely or unprogrammed termination resufling 
from accident or unpredictable technological event should be Included 
ESCHELS.C Washhglon, Slate of 50FR5600 110 86/05/14 Dockeirng & Sorvicos 
Branch 2pp. 30518 279-30518 280 

0505220032 Comments on proposed rules 10CFR30,40,50,51,70 & 72 ra decommis- 
sioning criteria for nuclear facilities Proposed inflation adjustment rate excessive 
VANDEWALLE^D.J Consumers Power Co 50FR6600 107. 85/05/10. CHILK.SJ 
Office of the Secretary of the Commission 2pp 30521 016-30521 016 

0505220049 Comments on proposed rules 1OCFR30,4O,50,51,70 & 72 re decommis- 
sioning criteria for nuclear facjllties Criteria for residual radioactivity fimlls essential pre- 
cursor lor any decommissioning planning 

THORPE.J R General Public IJtilities Corp - GPU Service Corp 60FR5600 112 85/ 
05/13 CHILK.SJ Office of (he Secretary of the Commisston. 2pp 30519,200- 
30519 201 

B505220053 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re rfacommiSr 
sloning criteria for nuclear facilities Recommended Inflation adjustment factor exces- 
sive. 

MITTL.R L Public Service Electric & Gas Co. of New Jersey 50FR5600 111. 85/05/ 
13. CHILK.SJ Office of the Secretary of (he Commission Ip 30520 242*30520 242 

8506220060 Package of three comments opposing proposed rules 1OCFR30, 

40.50.51.70 & 72 re decommissioning criteria for nuclear facilities 

ENOS.JT Arkansas Power & Light Co. CAREY.J J Duquesne Light Co. BELL.N. Nu- 
cfear rnformatlon & Resource Service 50FR6600 85/05/20 Docketing & Services 
Branch. 63pp 30519-133-30510.193 

0505220070 Package of tour comments supporting proposed rules 10CFR30, 

40.60.51.70 & 72 re decommissioning criteria for nuclear facilities 

BRADY, T,F, Rochester Gas & Electric Corp BEQLEY.D A, Public Service Co of New 
Mexico VARL6Y,A Iowa, State of 60FR5600 05/05/20. Docketing & Services 
Brar>ch. 5pp 30519.130-30519 134. 

6505230291 Requests placement of end documents re final rule, "Reglonat Nucloar 
Matfs Licensing for Certain Federal Facilities" Into Document Control Sys, per Dereks 
650405 memoUst of documents & accession numbers requested 
OEEQAN.G J. Division of Fuel Cycle & Materia! Safety. AB81.2 85/05/15 Record 
Services Branch (Document Control Desk), 3pp 30543 076-30543 229 

-8506230298 "Index Lis! of Documents to be Placed Into Document ControJ Sys for 
Final Rule Entifled, 'Regional Nuclear Malls Licensing for Certain Federal FacMes 

* NRC - No Detailed Affillallon Given A081.2, 85/05/16 2pp 30543 077-30543 229 

-85062S0304 FR notice of final rules 10CFR30,40 & 70 re regional nuclear malls lice ris- 
ing for certain federal facilities 

* Office of Ihe Federal Register AB81-2. 85/04/15. 3pp 30543 079 30543.081 

-8505230309 Requests FR publication of end final rules 10CFR30,40 & 70 re regional 
nuclear malls licensing for certain federal facilities Congressional Itrs sent eeparateh 
CHAPPELUDR. Division of Fuel Cycle & Materlaf Safety AB81-2 6^/04/05 
FELTON.J.M Division of Rules and Records, Ip 30543.082-30543 082 

-8605230316 Notice of final rules ioCFR30,4O & 70 re regional nuclear malls licensing 
tor certain federal facilities 

DIRCKSfW J. Office of the Executive Director for Operations AB81-2 85/04/02 9pp 
30543 063*30543.091 

-8505230320 Delegates & assigns certain matl licensing actions for all federal facilities 
except US Air Force & Navy to regional administrators, w/fisled exceptions A concfl- 
tlona 

DIRCKS.W J Office of the Execuliva Director for Operations DAVIS, J Q Office of Nu 
clear Material Safety & Safeguards, Director. A881-2 65/04/02 Region 1, Office of 
Director, 3pp 30543.092-30543 094. 

-8605230335 Notifies of FR publication of rev to 10CFR30,40 & 70, extending licensing 
authority to regional ofes for federal activities, except tor US Air Force & Navy, Rule wi» 
take effect on 850401 

DAVIS, JQ, Office of Nuclear Material Safety & Safeguards, Dlreclor AB81-2, 86/03/ 
20. SIMPSON.A Senate, Environment & Public Works. Ip 30543 095 30543.005 

-6505230336 Forwards, for signature, final rule amend & delegation of authority re licens 
Ing actions scheduled tor decentralization on 850401. 

DAVfS,JG, Office of Nuclear Material Safety & Safeguards, Director A881-2. 85/03/ 
28, OIRCKS,WJ Office of the Executive Director for Operations. 16pp. 30543.096 
30543111. 

-8505230343 Submits preferred wording for llrs,FR notice & staff notes re extension of 
regional aulhonty over malls licensing lor federal agencies 
DAVIS,J.G NRC - No Detailed Affillallon Given. AB01‘2 85/03/25 

MAUSSHARDT.D B NRC - No Detailed Affillallon Given. Ip 30543-112-30543 1 12 

-8606230350 Forwards, for signature & cone urre nee, FR nolice.detegalion of authority A 
Congressional Itrs re rev to tDCFR30,40 0 70 for decentralization of licensing author* 
Ity lor federal facilities 

CUNNINGHAM.fl E Division of Fuel Cycle & Material Safety AB81-2 85/03/18. 
DAVJS,J G. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 30543.113- 
30543,114 ^ 

-8605200380 "Policy Statement on Regionalization" Documentation re final rules con- 
cerning regional mall licensing for federal facilities end 

CHILtViS.J Office of the Secretory of the Commisston ABei-2, 64/02/27 21pp 
30543-1 15*30543 136. 

-6S05230396 Provides Rules & Procedures Branch concurrence w/final rules re region- 
al licensing of federal licensees, Minor editonal changes end. 

PHILIPS,J, Division of Rules and Records A081-2. 85/03/07 DEEGAN^G J Division 
of Fuel Cycle & Material Safety 4pp, 30543 136-30543.139. 
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**8505230^69 Forwards commonts on final rules 10CFR30,40 & 70 ro regional malls li 
censing for federal facilities 

PINELES.B Office of the Executive Legal Director A081*2 85/02/26. DEEGAN.G 
NRC ‘ No Detailed Affiliation Given 16pp 30S43 140-30543 157 

-6505230376 Confirms 650219 telcon re final rule implementing docentrafized licensing 
of federal facilities Language must be changed for acceptability by Ofc of FR MarkecT 
up final rule end 

LESAR.MT Division of Rules and Records Aa81-2 85/02/21 DEEGAN.GJ Divfsfon 
of Fuel Cycle & Material Safely 13pp 30543 158-30543 170 

-8B0523OSB0 Requests review of end draft FR notice & accompanying documents ro 
decentralized licensing of certain federal facilities J Philips 850207 suggestions Incor 
porated Into draft 

DEEQAN.G J Division of Fuel Cycle & Material Safety AB61-2 85/0i//13 PHILIPS, 
LESAR,M. Division of Rules and Records DORIAN, T. Office of the Executiv© Legal 
Director 19pp 30543 171-30543 109 

-6605230387 Forwards marked up draft final rule concerning regional matls keen sing 
for certain federal facililiesjncorporatfng Rules & Procedures Branch comments Draft 
forwarded to Document Mgt Branch 

PHILIPS J Division of Rules and Records AB01-2 85/02/07 DEEGAN.QJ Division 
of Fuel Cycle & Material Safely 23pp 30543 190-30543 212. 

-8505230392 Forwards draft FR notice & delegation of authority for 850401 regionaliza- 
tion of federal malls licensing Afr Force & Navy licenses will be held at 
NMSS Suggests seeking final rather than proposed rules Comments requested 
DEEGAN.G J Division of Fuel Cycle & Material Safely Ae81-2 GS/O2/01. PHILIPS, Ji 
Division of Rules and Records PINELES,B Office of the Executive Legal Director, 
17pp 30543 213-30543 229 

8505240006 Commenla on proposed rule 10CFR60 re communications proceduroa 
amends Requirements for nonpower reactors should be collected In single place for 
easy understanding & application 

DIMEGLIO, A F National Organization of Test, Research & Training Reactors 
DIMEGLIO, A. F. Rhode Island, State of 50FR1 1084 001 65/05/13 Docketing & Serv- 
ices Branch Ip 30555 067-30555 067 

8505240116 Comments on proposed rule 10CFR50 re communications procedures 
amends Recommonds subparagraph be added to Section 50.4 extending duo dales 
occurring on weekends & holidays to next working day 

DALTROFF.SL Philadelphia Electric Co. 50FR11884 002 05/05/20 CHILK.SJ 
■OffLCO of the Secretary of the Commission 3pp 30SS6 168-30556,160 

8505240236 Comments on proposed rule 10CFR35 ro training & experier>ce cntoria for 
medical use of radioactive matls Commission urged to Increase training sids to 1 yr & 
not adopt dual stds 

HAYES.M Memorial Hosp. Medical Center, Long_ Beach, CA,. 60FR 15752 009, 85/ 
05/16 CUNNINGHAM, R Docketing & 5 ervi cos branch 2pp 30556.278*30656 270 

8505240265 Comments on proposed rule 10CFR35 re physician usa of radtoaclive 
drugs Amend would not Impose economic burden, would result In somo economic 
relief & would give added flexibility to addi physicians & hosps 
LASH.TR Illinois, Slate of, Dept of Nuclear Safety. 50FR15762 008. 05/05/14 
Docketing & Services Branch 2pp 305&4'142-30554*143 

8S05240310 Comments on proposed rule 10CFR35 re physician use of radioaclivo 
drugs Supports proposed amend w/exceptlon of Inlection of particulate labeled com 
pounds into cerebral spinal fluid shunt tubing 

ROBINSON, R.G. Kansas, Univ of. Medical Center, Kansas City, KS. 60FR 15752 007 
65/05/17. Docketing & Services Branch 2pp 30550 358 30556 359. 

8505240366 Comments on proposed rules 10CFR19,20,21, 30, 32.39, 40, 61.70, 71 & 150 
ro regulations for well logging operations Specific min training requ1remont,ospocially 
for use of tracer mails, recommended 

QORCHERT.HR Nebraska, Stale of 60FR1 3797 001 05/05/07 Docketing & Serv 
ices Branch 1p 30556 360 30556 360 

8505240367 Comments on proposed rule 10CFR50 requiring conversion of highly on 
riched U fueled reactors to low enriched U Rule supported since use of highly on 
riched U Inappropriate in academic environ where security measures inadequate. 
DOHERTY,JF. Doherty, JF 49FR27769 130 05/05/10 PALLADINO.NJ Commls 
s loners 2pp 30554 360 30554 361 

8506200060 Comments on proposed rules 10CFR30,40,60,61,70 & 72 ro decommis- 
sioning criteria Decommissioning supported as having legitimate costs that can be rea- 
sonably factored into commercially operating nuclear power plant rate baso. 
LEONARD,J.D. Long Island Lighifng Co 60Fn5600 114 85/05/20 CHILK.SJ. Office 
of the Secretary of me Commission 2pp 30572 125-30572.126. 

650528D092 Comments on proposed rule 10CFR35 re physician uso of radioaclivo 
drugs Proposed uso of Tc-99m sulfur colloid for gastroesophageal imaging & To 99m 
pertechnotate for cystography supported. 

LINTON, OW American College of Radiology. 50FR15762 012. 05/06/22 Docketing 
& Services Branch. Ip 30572 147-30572-147 

0505200161 Final amend to proposed rules 10CFR1 & 60, "Minor Conecting Amends*’ 
Rules amend regulations to update addresses of NRC principal ofes & conforms 
changes for reproduction of environ documents at PDR to changes in 10CFR9. 
DIRCKS.W.J, Office of the Executive Director for Operations &0FR21036 85/05/06 
5pp 30572102-30572188 

8505200166 Proposed rule 10CFR1 "NRC Size Std for Making Determinations Roqui/ed 
by Regulatory Flexibility Act of 1 980 " Rule would adopt size std for deter mining virhlch 
licen.soes are small entitles 

D!RCKS,WJ. Office of the Executive Director for Operations 65/05/14, 10pp, 
30572 168-30572-177 

8505200100 Comments on proposed rules 10CFR30,40,60,51,70 & 72 ro decommis- 
sioning criteria for nuclear facilities Inclusion of listed method of assuring decommis- 
sioning funds Into 10CFR40 36 requested 

STAUTER.JC. Kerr-McGeo Corp STAUTER.J.C Sequoyah Fuels Corp. (subs, of 
Kerr-McQee Nuclear Corp) 50FR5B0O 115. 86/05/13 Docketing & Services Branch 
2pp 3067T302-3057 1*303 

05052801 B6 Comments on proposed rules 10CFR30,40,60,6t,70 A 72 re decommls- 
sioningcrlteriaSupportsrules. 

SORENSEN, GC. Washington Public Power Supply System 60FR5600 116. 85/05/ 
17 CHILK.SJ Office of the Secretary of the Commission 1p 30571:326 30571-325, 


B 50520025 5 Package of two comments supporling proposed rule 10CFR35 re uso of 
certain radfopharms for clinical procedures. 

MCKUS1CK,JCA.. WELCH.M J American College of Nuclear Physicians. SIEGEL.BA 
Mallmckfodt Institute of Radiology. 50FR15762 65/05/22 Docketing & Services 
Branch 5pp. 30573' 170*30573*1 74 

65OS20O262 Corrected interfn> proposed rule IDCFRO, "Govt fn Sunshine Act Regula 
lions *' Change conforms definition of "maeling" to statutory Intent.off active on Interim 
basis on 850521 Comments should ba received by 850620 
CHILK,SJ Office of the Secretary of the Commission, 85/05/20 14pp 30573166 
39573169 

8595200350 "Stalomenl of Policy on Emergency Plenn.lng Std 1iOCFR60,47(b)(12) " 
CHILK,S J. Office of the Secretary of the Commission 50Fn20893 85/05/16 tOpp 
39573 087*30573.096 

8595200351 Comments on proposed rules tOCFR 19, 20, 2 1,30, 32, 39, 40, 5 1,70 , 71 & 150 
ro regulations for well logging operations Identity of logging suponrlsor on ullllzalion 
records should be sufficient 

PEVETO*E H. Gearhart-Owen rnduslrfes, tnc SOFA 1 3797 0 92 85/05/20 Docketing A 
Services Branch. Ip 30573 073 30573073 

8505260369 Comments on proposed rule f0CFR2 re enforcement policy A 
practices Commission should consider posiliva Incentives lo encourage licensoes to 
find A correct violations w/o fear of punishment 

LONQ,FJ. Region 2. Office of Director 60Ffl1142 032 &5/04/04. WILKINSON.E P 
Advisory Committee on Enforcement Policy. 0pp 30574 051-30574,087. 

-8505260374 Comments on proposed rule 10CFR2 re enforcement pollcy.For licensed 
Individuals, willful violations should be punished by suspension of licenses either per- 
manentTy or for set period of lime, 

LONG,F.J. Region 2. Office of Director. 50Ffl1142. 05/01/11 O’REILLVJP. Region 
2, Office of Director. 2pp 30574.069-30574 070 

-8505260378 Commenls on proposed rule 10CFR2 re ideas on regulatory reform on 
Insp A enforcement, civil penalties on federal & municipal licensees, QA program 
enforcomont, enforcement of nonrequirementa & determination of amount of civil pen- 
alty. 

LONQ.FJ. Region 2. Office of Director 50FR1142. 81/12/14 O'REILLY, JP. Region 
2. Offico of Director. 6pp. 30574.071-30574 976 

-8605200381 Commonta on proposed rule 10CFR2 re enforcement policy Recom- 
mends major change in direcllon toward safely assurances A away from self-serving 
practices which era not conducive to plant safety 

LONG.FJ, Region 2* Offico of Director. 60FRi142. 64/ 11/05 Region 2, Olfico of Di- 
rector. 12pp. 30574:078-30574-087. 

65052004 S3 Draft regulatory analysis for current proposed amend revising 
10CFR50 55a, "Codes A Stds," to endorse A in corpora to new edition A addenda or 
ASME Section III. Supporting statement for Info collocIFon end 
MILLMAN,G NRC • No Detailed Affiliation Given. 85/05/17 9pp 30691-267- 
30601.295. 

6505200249 "Delegation of Subpoer^a Authority," 10CFR1 final rule Authority for Issu 
a nee of subpoenas will bo delegated lo Ofc of Invea ligations to focllitale conduct of 
Investigations, effective 859610 

CHILK.SJ Office of the Secretary of the Commission 50FR20741 65/05/14. 4pp 
30509.130*30590.133. 

6505200411 Proposed rule 10CFR59, "Codes A Sida for Nuclear Power Plants." Aclop 
lion of amends would permit use of improved methods for const A insorvjce Insp of 
nuclear power plants. 

ROE.Jw Office of the Executive Director for Operations 6OFR20574 85/04/10 9pp 
30595321*30595 320. 

8505200442 Commenls on proposed rule 10CFR60 re regulatory policy for advanced 
reactors Supports issuance of policy statoment. Policy must recognize different ap 
roaches that may be taken to aevefop advanced reactor design 
AYLORiJJ. Eloetde Power Research Institute 50FR11682 003. 05/05/23 
CHILK,S J, Offico of the Secretary of the Commission 7pp 30690;354 39590-360. 

850526044S "Export of Reprocessing Plant Components," 10CFR110 final 
rule. Regulations amended clarirying components especlaliy designed or prepared for 
use in nuclear fuel roproceasing plant A subi to NRG export ficonslng authority. 
CH(LK,S J Office of the Secretary of the Commission 50FR20742 85/05/14 12pp. 
30596.284-30595 295 

6505200504 Comments on proposed rule 1 0CFR50 re policy for regulation of advanced 
nuclear power plants Recommends objective of future designs be to obtain compara- 
ble levels of safety fn simpler A more demonstrable fashion 
EDWARDS,D.W. Yankee Atomic Electric Co. 60FR1 1862 094. 85/05/23 Docketing & 
Services Branch 3pp 30591-359 30591-361. 

6505310109 Comments on proposed rule 10CFR50 re regulation of advanced nuclear 
power plants Commission Intent lo establish basis for evaluating technical merits of 
safety provided by design features of advanced reactors endorsed 
VAUGHAN.J.W. Energy, Dept. of. 50FR11802 005 85/95/24. CHILK,S J Offico of the 
Secretary of the Commission 7pp 30642.162-30642.168 

6505310104 Comments on proposed rule 10CFR35 re physician use of radioactive 
drugs Inappropriate of NRC to evaluate routes of admlnistratEon A give eppoaranco of 
approving new FDA approved products 

ABEL,N.M. Affiliation Not Assigned 60FR 16752 013 65/05/23 Oflice of the Secro- 
lary of Ihs Commission. 2pp. 3 (>64 1.06 1*3064 1.062. 

S505310134 Package of eight comments supporting pro-posed rule 10CFR50 re regula- 
bon of advanced nuclear power plants. 

YOUNG, JC. rnternational Enemy Associates, Ltd. 8ERNATH,L San Diego Gas A 
Eletlrlc Co BRADBURY, R.B Slone A Websler Engineering Corp 50FRll882. 65/ 
05/28 Docketing A Services Branch 41 pp 30641:271 3064f,3i1, 

9505310193 Comments on proposed rules 10CFH 30,40, 50,61, 70 A 72 ra decommis- 
sioning criteria for nuclear iaci1Ille8.Not alt classes of facilities licensed under Parts 60 
A 72 likely to demand significant decommissioning effort 

HOQAN,JP. GA Technologies, Inc /Genera! Atomic Co 60FR6800 117. 65/06/22 
Docketing A Services Branch. 3pp 30641.123-30641*125 
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3505310198 Commonts on proposed ru^o 1 0CFR9 Transcript should be prepared for 
any "meeting" NRC conducts re nuefear reactors Transcript essenUal for maintain irrg 
adequate & proper records 

ECKERT, J R fgTonroe County, Ml 50FR208&9 001 85/05/23 Docketing & Services 
Branch 1p 3064 T1 43-3064 1 143 


8605210429 Denial of NRDC 760806 petition for rulemakfng requesling Commission 
adopt Interim rogufations for shallow land disposal of low level radwasto Denial based 
on grounds that issues in petition encompassed In Part 61 requirements 
DIRCKS.WJ Office of the Executive Director for Operations S0FR20306 05/03/29 
Natural Resources Defense Council 12pp 30499 224^30499 235 


8505310201 Corrmenls on proposed rule 10CFR50 re communJoalions procedures 
amends Supports rule Need for number of copies specified questioned 
TLICKEFr.KB Duke Power Co 50FR1iaa4 004 85/05/28 Docketing & Services 
Branch. 2pp 30641 033*30641 034 

8505310205 Comments on proposed rule 10CFR60 re communications procoduros 
amends Opposes rule NRC administralnra duties should not be managed by 
rulajegulation or order .per Atomic Energy Act of 1954 

2IMMERMAN.S.R. Carolina Power & Light Co 50FR11884 003 85/05/23 CHILK.SJ 
Office of the Secretary of the Commission 2pp 3084 r03 1*30641 032 

8505310209 Comments on proposed rule 10CFR50 w stds for granting exemptions 
from regulatory requirements Supports rule Adoption of "no undua nsk" std endorsed 
OPEKA.J F. Connecticut Yankee Atomic Power Co OPEKA.J.F Northeast Nuclear 
Energy Co (subs of Northeast Utilities). OPEKA,JF. Northeast UfilJbes 50FR16506 
005 95/05/28 CHILK.SJ Office or the Secretary of the Commission 6pp 
30641 001-30641 020. 

«fi505310221 Comments on potential Impact of SECY*B4-290 & 290A & 840516 Shoro^ 
ham daefsion on exemption process Commission appropriately limited criloria to spo^ 
CliiC CQSO 

COLIN6iL4WG, ConneclicuJ Yankao Atomic Power Co COUNSIL,W.G Northeast Nu* 
clear Energy Co (subs of Northeast UliUiesJ COUNSIL,WG Northeast Utilities 
50FR16SOa 84/08/31 PALLADJNO.NJ Commissioners 9pp 30641007*30641.026 


860S240568 Forwards comments received by NRC re Univ of Utah peiiiion for rulemak- 
ing PRM*20'l4,summar(O3 of comments & data on disposal practices & costs submi!- 
ted by commentors W/o ends 

PETERSON, HT Health Effects Branch (post 840429) 85/05/15 SALSMAN.J Texas. 
Stale of ip 30584 330*30664>330 


PROJ PROJECTS - PREDOCKET LICENSING 

8602260401 Forwards Rev 0 to Repi B 13/79 dtd Jan 1980 & Rev 0 to Rept 0 18/92 
did Apr 1082, per 820430 application Repta withheld (ref 10CFR2 790) 

ROLUNS.JD Gesetlschait (u&T NuWoar Servjco, mbH 24812 84/01/30 Drviston o1 
Fuel Cycle & Material Safety 2pp 29112 361-29112*363 

8505020112 Forwards Rev 0 to "OA Plan for CASTOR Dry Spent Fuel Storage/Trans- 
port Cask," for review Responses to NRC 841113 Hr aubmitlod 
aARNHART.VJ General Nuclear Systems. Inc 24915, 85/03/04. ROUSE.LC Ad 
vanced Fuel & Spent Fuel Licensing Branch 5pp. 30139 027-30 139, 137. 

“8605020362 Rev 0 to "QA Plan for CASTOR Dry Spent Fuel Storage/ Transport 
Cask " 

QON1FAC1O.A0. BARNHART.V.J General Nudear Systems, Inc 24915 84/12/20 
105pp 30139 031-30139137 


8S0S31O217 Recommends con side ratio rt of listed comments on proposed rule 10CFR50 
re communications procedures amends Having documents sent to control desk In- 
stead of NRRtNMSS or IE could cause probfems w/proper distribution 
OENTON.hr. Office of Nuefear Reactor Regulation, Director 50FR11884 005 85/ 
06/29 NORBY,PG Office of Administration 2pp 30642 017-30642 018 

8SD5310233 Comments on proposed rule 10CFR5Q re procedures for submiltfng 
correspondence, rep Is, appifeations 8 written communicstlons.Requirernent to provide 
37 copies of all documents under 10CFR50.4 excessive 

THORPE, JR. General Public Utilities Corp - GPU Service Corp. 50FR116a4 002 85/ 
05/24 CHILKiSJ. Office of the Secretary of the Oommfeslon, Ip 30641,347- 
30641 347. 

8505310294 Comments on proposed rule 10GFR50 re exemptions from regulatory 
requirements Supports proposed rewording of 10GFR50<12 & proposed listing of 
stas Issues re waiver of temporary noncompliances Inadequate 
VOfQT»H.H. LeSoeuf. Umb. Leiby A Macflae 50FR1650e 002, 85/05/28 CHILK.SJ 
Office of the Secretary of the Commission 4pp 30642 178-30642 181. 

8505310317 Commerjts on proposed rule 10CFR50 re specific exemptions from regula 
tory requirements Supports codifying existing NRG stas for evaluating exempflon re- 
quests. 

MCGARRy,J W Bishop, Liberman. Cook, Purcell 6 Reynolds 60FR 16506 003 85/ 
06/28. CHILK,SJ Office of the Secretary of the Commission 9pp 30642.129 
30642:137 


6505310324 Comments on proposed rules tOOFRI 9,20,2 1.30,32,39,40,61.70. 71 & ISO 
re regufatfons for wall logging operations Costs should be reduced for licensees en- 
gaged In well-logging & regulatorv agencies licensing well-logging operations. 
KSH.T.R. Illinois, state of, Depl of Nuclear Safely 60hRl3797 003, 05/05/22. 
Docketing & Services Branch. 2pp. 30642 104-30642‘I05 


8505020239 Forwards public version of "Assessment of Cask-Specific Questions of Oiy 
Intenm Storage of Spent Fue) Assemblies In Shipping-Cask Storage Site at AHAUS'* 
ROBERTS.JP Advanced Fuel & Spent Fuel Licensing Branch. 26093 05/04/16. Ad- 
vanced Fuel & Spent Fuel Licensing Branch 1p. 301 39.1 36-30 1 39.268. 

“8505020248 Forwards public version of "Assessment of Cask-Specific Questions of 
Dry Interim Storage of Spent Fuel Assemblies In Shipping-Cask Storage Site el 
AHAUS," BAM OpTnlon.File 1.02/3 023.Nov 1982 

BARNHARTpVJ. General Nuclear Systems, Inc 85/04/04 flO0ERTS,J.P Advanced 
Fuel & Spent Fuel licensing Branch. 2pp, 30139.139-301 39*266 

“8505020254 "Assessment of Cask-Specific Questions of Dry tnterlm Storage of Spent 
Fuel Assemblies In Shipping Cask Storage Site at AHAUS." 

* Germany, Federal Republic of $2/11/30. 127pp 30139*141-30139 266 

8B050B0077 Summ-ary of 860417-18 meetings w/NUTECH,fnc In San Jose.CA re NRC 
comments on NUH 001, Rev 0, "Topical Rept for NUTECH Horizontal Modular Sys for 
Irradiated Fuel.^* 

ROBERTS, J.R Advanced Fuel & Spent Fuel Licensing Branch 65/05/02 
ROUSE.LC Advanced Fuel & Spent Fuel Licensing Branch 7pp 30229 355 
30229 361 

8505160001 Further response to FOIA request for documents from INPO & NRC that 
describe, analyze or evaluate INPO role or procedures In reporting Info to NRC App A 
documents end. App G documents segregated all factual portions released 
FELTON, JM. DIvislori of Rules and Records. B4/11/21. TOTTEN.T, Critical Mass 
Energy Project. 4pp. 30417.001*30417 193 

“8505150189 "OA & Data Review of NPRDS.Jan 1981 - Jul 1982 " 

LOVELL.C J , GROH.M R EG&G, fnc 02/07/31. NRC - No Detailed Affiliation Given 
53pp. 30420.048*30420*100 


8505310342 Comments on proposed rule 10GFR50 re regulation of advanced power 
piants.Uncfaar if NRC ftnaly given up on Idea of cooling fast breeder reactors w/llquid 
sodium 

NEMETHY.E. Ecology/Alert 50FR1ia82 014. 05/05/24. Docketing & Services 
Branch Ip 30642 175-30642 176 


8505210193 Partfal response to FOfA request for records re migration of radloaclfvelv- 
contaminated kerosene at NRC licensed burial ground at West Valfey.NY Forwards 
App A document8.Search continuing 

FELTON JM. Ofvislon of Rules and Records. 85/01/03 RESNIKOFF.W. Sierra Ciub 
3pp 30524 206-30524:301. 


8505810354 Commeriils on proposed rule 10CFR50 ro specitic exemptions from regula- 
tory requlremenls Oefrnlllon of public Interest aid coufd reflect current equitable bal- 
ancrr>g (est more accurately & completely. 

TUCKER, HB. Duke Power Co. 60FR 16508 004 85/05/28 CHILK.SJ Office of the 
Secretary of the Commlssloa 6pp 30642 106-30642 113 


“8405140272 Trip rapt of 831219.0401 17,18 & 24 Visits to Weal Valley, NY, ORNUBNL 
& Pennsylvania State Unlv, respectively re hydrogeology of facility disposal areaXIst of 
attendees encf 

CLARK,AT. Advanced Fuel & Spent Fuel Licensing Branch 04/02/16 ROUSE.LC 
Advanced Fuel & Spent Fuel Licensing Branch lOpp 30624 302-50524.31 1. 


8505310360 Comments on proposea rule 10CFR50 re exemptfon from regulatory 
requirements Util supports comma nls of Bishop* Lib0rman,Cook,Purcell & 
Reynofds.Comments submilted urtder separate cover. 

WtSTAFER.G R. FJorida Power Corp. (subs Florida Progress Corp,) 60FR16606 001 
85/05/24 Docketing & Services Branch Ip 30642 1 16 3O042:115 


PRM PETfriON FOR RULEMAKING 

0505010141 Commerrts on petition for rulomaking PRM 71-10 re addi means for evalua- 
bon & approval of shipments o1 spent fuel Opposes rufemaking on basis that proposal 
redundant to axlsling requirements. 

HUFHAMJ.W. Tennessee Valley Authority. 50FR4866 045 85/04/24, Docketing 8 
Services Branch. 2pp. 30084:244-30084.245 

8505070352 Notice of receipt of petition for rulemakfng 60-2 from States of NV & MN 
requesting Commission adopt regulation governing impfemenlallon of certain environ 
stas proposed by EPA. 

HOYlE.JC. Office of the Secretary of the Commission SPFfl 18267 85/04/25, 7pp. 
30178:016 301 70;O22. 

0505070370 Forwards pelltlon for rufemaking PRM 80-2 ooncernlng new regulation for 
Implementation of 40CFR191 re mg I & disposal of spent nuclear fuel & high level & 
Irans uranic radwaste. 

DAVENPORT.J H Duryea, Houchins, Murphy & Dave report. SOFR 18267. 85/01/22. 
CHILK,S J. Docketing i S0f>dces Branch. lp. 30173,1 11-30173.121 

-8505070302 PetiUons NRC lo exercise rulemaking authority & adopt regulallon govern- 
ing impfemenlallon of proposed 40CFR191 re mgt disposal of spent nuclear fuel & 
high (eve) & transuranlc radwaste, 

SWAINSTON.H.S . MURPHY, M R, Nevada, State of. OLSON. J F, Minnesota, Slate of. 
85/01/21. 10pp. 30173:112-30173:121, 


“0407120004 Forwards "Plan for Diagnosing Solvent Contamination at West Valley Fa 
cility Disposal Area." draft rept W/o end, 

NKifHOLSON.T J, Division of Health, Siting & Waste Management. 64/07/05, 
FAKUNDINY,R.H. New York, State of. Ip. 30524*31 6 30524*316 

6505230463 Discusses 850506 meeting w/EPA re monitored retrievable 
slorage Monitored retrievable storage carries lower environ Impact priority than reposi- 
tories. 

CLAHK,A.T Atfvanced Fuel & Spent Fuel Licensing Branch 85/05/15 ROUSE,L.C. 
Advanced Fuel & Spent Fuel Licensing Branch Ip. 3 0644, 34 5-3 054 4 *34 5 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

0505010175 Pari 21 & aeventh Interim deficiency rept re design probfems w/B&W 
steam generators, Initlaliy reported on 820 830, Supports & drawings will be modified to 
reflect revised B&W field change packages Next rept expected by 860325. 

HUFHAM.J W. Tennessee Valley Authonty. 85/03/22 GRACE, J.N Region 2, Office ol 
Director 2pp 30095 205-30095 206. 

8505010176 Part 21 & Interim Deficiency Rept 85/30 ro MSIV failure to remain In closed 
position due to failure of Automatic Switch Co dual solenofd.fnitlally reported on 
850321. Listed matl nonconformance rapt Issued.Updated rept expected by 8504S{> 
DALE,L.F Mississippi Power & Light Co. 85/30 85/03/26 GRACE, J.N Region 2. 
Office of Director. 4^pp, 30094*359-30094.362. 

0505010209 Final Part 21 & Deficiency Repl PRD 82/34 re Incorrect wipe setting on 
closed GE contacts on HFA relays which may not activate during seismic 
ovenLlnillally reported on 820802. Item not reportable per l0CFR50.55(e} or 
10CFR21. 

DALE,L F, Mississippi Power & Light Co, AECM 86/2*0000. 86/03/22. GRACE.J.N* 
Region 2, Office of Director. 4pp 30095.118*30095 121. 
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6S05010249 Part 21 & intorim Deficiency Rept 85/02 re TDI air start valve lor emeroen 
cy diesel generalor engine Inilially reported on 850319 Valves on both diesel genera 
tors replaced & 800 h linnlt placed on use Updated rept by 850428 
DALE.L F Mississippi Power & Ligtil Co AECM 85/0094 8 5/03/25 GRACE J N 
Region 2, Office of Director 6pp 30095 093*30095 097 

9606010260 Part 21 & second interim Potentialiy Reportable Doflcloncy Rept PRD-B2/ 
14 ro sheared bolts on diesel generator rear crankcase cover Deferment of further up- 
dates requested until resumption of normal const activities 

DALE.L F Mississippi Power & Light Co AECM-05/2-0005 95/03/22 GRACEJ N 
Region 2, Office of Director 2pp 30095 036-30095 037 

8505010270 Final Part 21 & Deficiency Rept (NCR*84-2332Kltem 198 ro Brasch Mlg Co 
electric heating coil air flow switches w/limited operation temp Initially reported on 
85011 7.VGndQr replaced switches 

PARSONS, RM Carolina Power & Light Co NRC-341 85/03/29 GRACE.JN Region 
2. Office of Director 5pp, 30095 065 30095 069 

6505010275 Final Part 21 & deficiency rept, Item 152 re failure of capstan spring compo- 
nent In four PSA-1 *1801 102 05 mechanical shock arrestors supplied by Pacific Scien- 
tific Co (nilially reported on 831100 Components replaced 

PARSONS.RM Carolina Power & Light Co NRC-340 86/03/29 GRACE.JN Region 
2. Office of Director 4pp 30095 079-30005 082 

8505010307 Part 21 & final deficiency rept.ltem 130 re design discrepancy In Westing 
house retaining ring on undervoltage attachment pivot shafts fniti ally reported on 
830410 Vendor provided replacement undervoltage attachments. 

PAR SONS, R.M Carolina Power & Light Co NRC-335. 85/03/29 GRACE, J.N, Rogfon 
2, Office of Director 4pp 30095 061-30095 064 

8505010612 Part 21 & Interim deficiency repljtem 209 re secondary disconnect fingers 
on 6.9 kV switchgear circuit breakers supplied by Siemens Allis Initially reported on 
650213 Vendor revising mfg process Next rept expected by 850830. 

PARSONS.R.M. Carolina Power & Light Co 209 85/03/26. QRACE.JN Region 2, 
Office of Director 4pp 30003 260-30093 263. 

8505020193 Supplementary Part 21 r^t re failure of Anchor Darling MSIV airline check 
valve Initially reported on 850321 Caused by poppet In valves cocking on stem 
guide Valves replaced w/ Parker CPI chock valve 

QUERIO, R.E. Commonwealth Edison Co BYRON 86 0589 05/04/19. KEPPLER.JQ. 
Region 3, Office of Director 3pp 30118 242-30118.244 

6505020426 Folfowup Part 21 ropt re lost generator bearing seal during site test at 
West! nghouse, Caused by faulty assembly of bearing seal weatinghouso will inspect 
Kori plant Meeting on 850410 determined defect not reportable per Part 21 
GRAYSON, M.D. Morrison Knudsen Co., Inc L-QTS*a5 005, 85/04/24. TAYLOR, J 
NRC - No Detailed Amiiation Given 4pp 301 04.001 -301 04*004. 

8505030161 Followup Part 21 rept re overcom press ion of power fead gland assembly 
sealant during factory assembly Procedures revised to specify that only one coat of 
threaded lubricant will bo applied Proprietary root oncI.Rcpt withhold 
FOX,RA Conax Corp 85/03/05, Director's Onice, Office of fnspoclfon and Enforce- 
ment 3pp 30124*263-30124 269, 

3505970286 Part 21 & Deficiency Rept SSH M-85/01 ro defective circuit broakara for 
recombiners supplied by Rockwell Inti Initially reported on 841124.Equlpmont deficien- 
cies corrected prior to Installation Rockwell Inti requested to follow up action. 
MUSOLF.D Northern States Power Co. SSH-M-05/01 85/05/03. Director's Office, 
Office of inspection and Enforcement 3pp. 301 77*354-301 77 356. 

8605090246 Part 21 rept ro Ruskin fire dampers installed at facility. Initially roporled on 
850426 Fire dampers found in discrepant condition will be reworked In order to assure 
integrity & proper functioning 

KOESTER,Q L. Kansas Gas & Electric Co KMLNRC 85-100. 85/06/01 DENISE, R.P 
Wolf Creek Task Force. 2pp 30210:035 30219.036 

8505090463 Pert 21 & Interim Potenllaljy Significant Deficiency Rept [RDC 125(05)] re 
closure problems of Ruskin Mfg Co supplied fire dampers under normal air 
Dow Initially reported on 850129 Evaluation continuing 

EDEtMAN.M.R. Cleveland Electric Illuminating Co. PY/CEI/OIE0030, 65/04/30. 
KEPPLER,JG Region 3, Office of Director 2pp 30232*360*30232.301. 

6S651 40418 Part 21 rept re discrepancies In Limitorque actuator weights for valves sup- 
plied to Bellefonte Units 1 & 2 & Washington Nuclear Project Unit I.LIst of affected 
valves encf Listed B&W-dosIgned plants notified of problem 

TAYLOR, J H. Babcock & Wifeox Co 85/05/08. TAYLOR, J.M Director’s Office, Office 
of Inspection and Enforcement. 6pp 30368*1 16-30368*120. 

6505160170 Part 21 repi re errors In safety grade core exit thermocouple sys during & 
fallowing postulated high energy lino brook Probably caused by moisture ingrossfon & 
thermal expansloaQuallflcatlon program completed 

RAHE,E.P. Westinghouse Electric Corp. NS-NRa85 1326 8 5/05/00. TAYLOR, J.M. 
DIroclor’s Office, Office of fnspecllon and Enforcement 6pp 30427*1 12*30427:116. 

8505160314 Part 21 rept re Hatch transfer starters & transfer stortor 
assemblies.Evaluatlon of Implementation of OA program performed on 660420* 
0503, Results of evaluation verified seismic odequacy of equipment. 

HATCH,AE. Hatch, Inc 85/05/14 Director’s Olllce, Office of Inspection and Enforce 
ment Ip 30427:135-30427*135 

6605210294 Part 21 & interim deficiency rept re Brown Boverl 400-volt unit substeffon 
circuit breaker auxiliary switch wiring damags.lnllially reported on 05O4O2,Clrcult 
breakers Inspected Sponge rubber strip fnsialled on dust shield. 

DEVINCENTIS,J Public Service Co of New Hampshire. 8BN-79Q 65/05/07. 
STAROSTECKI,R Region 1. Office of Director 3pp 30513 360-30513 362 


8505230427 Part 21 rept re Incorrect short time delay band lever madoqualely installed 
in low voltage Klina circuit breakor electro mechanical overcurrertt trip device Visual 
insp to de term me if correct lover fnslalfed recommended 

KA1SER.AF Brown Boverl Corp (subs of Brown Boveri & Co, Ltd) 85/05/13 
DEYOUNG, RC Director's Office, Office of InspaclJon and Enforcement 6pp 
30531 223-30531.220 


BS95230491 Forwards Titus Products 840730 & 850210 Itrs re participation in nuclear 
projects per 850516 lelcon Rework procedure developed by Titus Products Dw of Phil- 
lips Industries to correct Part 21 notification 

USINGER.RW Zack Co 85/05/17 PETROSINO.J NRC - No Detailed Atfilialion 
Given 3pp 30531 14 5 30531 147 

0505240452 Part 21 rept ro local generator control panel Initially reported on 
05(>401 AddI info provided In 650510 meolmg w/Colt lnduslriQS,lnc Inoicates potential 
ventilation problem isolated to power sect'or> of control cabinet 
LEUSINK,HH Louis Allis Co HCCNRC3 85/05/14 MURLEY,TE Region 1, Office 
of Director 2pp 30553 1 65*30553 1 65. 


6595240457 Port 21 rept ro dlessl generator ovorspeed (np allegodly due to mechanical 
binding linkage Instruction manual requires chock of operation & calibr of control & 
shutdown devices Item not roporleblo under 19CFfl21 

BEMILLER.ee Cooper Bessemer Corp PER 5096 05/05/13 BAER.R L Engineer- 
ing & Generic Communfcalions Branch 2pp 30553 260 30553 263 

jiency Rept CQL-e255,NCR 64-24a6,HQm 100 re de- 
kVA inverter capacitor terminations supplied by 
n 641024 Revised pull tost cnterion imptementod 
& Light Co NRC 353 85/04/16 QRACE.J.N Region 
082-30SD3 005 


85052B0031 Pari 21 & final Deix 
formed solder lugs in 7 5 
Westinghouse Initially reported o 
PARSONS.R.M. Carolina Power 
2, Office of Director 4pp 30583 


0005280095 Part 21 & final dolicioncy repUlem 139 ro contact bounce in mercury relay 
of Weatinghouso temp channel lest card Inilially reported on 830630 Roloy cards 
modified. 


PARSONS, R.M. Carolina Power & Light Co NRC-354 
2. Office of Director. 4pp. 30582 330*30582 342 


05/04/24, GRACE, JN Region 


8505290108 Part 21 & final Deficiency Rept 85 02 re TDI diesel genarator air start 
header chock valve failure Design cnange initialed to replace eight existing check 
valves on Div I & II w/approprlate chock valves suitable for design 
DALE.L F, Mississtoi Power & Light Co. AECM-0S/O133. 85/04/26 GRACEJ N. 
Region 2, Office of director. 5pp, 30582 322 30582 326 


8606280134 Pari 21 & sixth interim Deficiency Rept NCR 2086,2087 &. 208D ro raw 
cooling water chiller unit flow control valve deficloncfes Initially reported on 621126 In 
vestigaliort Incomplete Next rept will be submillod by 051003 
HUFHAM,JW. Tennessee Valley Authorily. NCR 2086 85/04/18 GRACE.JN Region 
2, Office of Director Ip. 30562 316-3 0562 316 


8505280286 Pari 21 & final Deficiency Ropt NCR R-30 re 6&W plant Internal bolt 
failure (nilially reported on 030513 All Identified bolts being replaced w/ Inconel X-760 
HTH bolls w/now locking devices. 

HUFHAM.JW Tennessee Valley Authority NCR R-30 05/05/03 Q RACE. J N. Region 
2, Office of Director 3pp 3 0581 360 3 0501:302 

8505260333 Part 21 & final doflciency root, Item 211 re TDI crankshaft oil plugs for 
emergency standby diesel genera tors Initially reported on 850412 Crankshaft oil plugs 
repfaceef w/16 gauge oil plugs 

PA RSONS, R.M. Carolina Power & Light Co NRC 361 85/06/09 GRACE.JN Region 
2. Office of Director 3pp 30580 3 60 3 0500 302 

8505290096 Part 21 & second Inlerim Deliclency Repi RD-86/03 ro MSIV failure to 
remain closed due to (allure of Aulomallo Switch Co dual solenoid to transfer when 
deenergized Initially reported on 850321 Next repi by 050630. 

DALE,LF. Mississippi Power a Light Co. RD-a5/03 85/04/30. GRACE, J N Region 2. 
Office of DifOClOf. 2pp. 30620.163-30620 104, 


6505290607 Part 21 a seventh Interim deficiency repi re failure of Basics Inflow Inc 
(General Signal Corp),butteffly valve seals.lnltlalfy reported on 820511 Damaged valve 
seats replaced, Next rept will be submitted by 850627. 

HUFHAM.JW Tennessee Valley Authority 65/04/25 GRACE.J N. Region 2, Office of 
Director. Ppp. 30816 362-30016 363, 


6505300192 Part 21 reel ra heal numbers to be added & deleted from Subllsl Shoot 
Abased on review of NRC 650424 Itr. 

KALE, Oft. Bonney Forge 05/05/24. ANDERSON, WF Director's Office, Office of In- 
spection and Enforcomenl 8pp 30622 08 2-30522.089. 


8505310374 Part 21 ropt re defective light wall product Vendor 850500 Ur sent to nucle- 
ar tubular cuslomars end Conditions not slgnlflcanl proportion of product 
shlppect, Program of definition & development of new insp methods continuing 
BROOKS,R.L. Phoenix Steel Corp 85/05/10, BAKER.ET Director's Office, Office of 
Inspection and Enforcement. 6pp. 30605 270-30665.276 


QA999 QUALITY ASSURANCE INSPECTJONS 


8407170121 Forwards list of documents responsive to B Garde FOIA Request 64 441 
ro insps Into eloclrical equipment qualilfcalion of Rockbastos caWo 
POTAPOVS, U. Vendor Program Branch. 04/07/13 MULLINEX,W. Director's Office, 
Office of Inspection and EnrorcemenL 9pp, 30267*284-30267:292, 


8605210323 Part 21 rept re potential defect In engine generator conlrol partels of DSR 
or DSRV-16 standby diesel generator.Revlew of generator control panel Installation by 
each facility recommended 

80YEn,R,E. Transamerica Dolaval, Inc 130 85/05/17 Director's Office, Office of In- 
spection and Enforcement 5pp 30489:339-30469*343 


B601O8O369 Ack receipl of 041109 tir informing NRC of steps taken 1o correct noncom- 
pliance noted In QA Program Insp Ropt 99900033/83-01 

ZECH,Q.Q, Vendor Pfogram Branch 85/01/04. RUPP£L,H D Westinghouse Electric 
Corp Ip 28230*216-26230:216, 


6505220068 Part 21 & Final Deficiency Rept (RDC 131(85)1 re control wire insulation of 
480*vojl circuit breakers mfg by Brown Boveri Electrlo Co-tnitially reported on 
650403 Mods designed to prevent control wiring damage will be performed 
EDELMAN.MR. Cleveland Electric illumlnaling Co. PY-CEl/oiE0037. 05/06/03. 
KEPPLeR,J G. Region 3, Office of Director 3pp. 30526:3 4 6-30 526: 347. 


0506010046 Ack receipl of 050408 Hr Informing NRC of slops taken to correct noncon 
formance noted in OA Program Insp Rept 99900880/84-01 AddI Info re preventive 
measures & fmplemenialion ef QC manager reviews requested 
ZECH,G,G Vendor Program Branch. 86/04/29 WiNDT.W.E Texas Boll Co Ip. 
30067.303-30067 303. ^ 
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8S05030255 Responds lo NRC 650300 Itr re nonconformance noted in QA Program 
Insp Rapt 99900693/84 01 Corrective actions deptd w/activilies that impact on quality 
will conduct & (focumeni QA trarning sessions at feast twice yearly 
LAWLESS. J, Hoxcel Corp 05/04/29 ZECH.G G. Vendor Program Branch 24pp. 

30125 163 30125 191 

&5O503O283 Ack receipt of 350312 ftr clarifying nonconformance noted in OA Program 
Insp Rapt 99900097/85-01 Item of nonconformance withdrawn Terminal blocks fur- 
nished under Brown & Root spec meet UL Sid 1059 

ZECH.G G Vendor Program Branch 85/05/02 TYLER, J WoidmulJer Terminations, 
Inc Ip 30125 359 30125 359 

8505030305 Forwards OA Program Insp Rept S09009Q6/85-Q1 on 650123 31 & notices 
of violation & nonconformance 

ZECH.G Q Vendor Program Branch es/OS/CI MOLNAR.JSK American Environ- 
ments Co Jnc 2pp 30126 063-30126 082 

-8505030311 Notice of violation from insp on 350126 31 

* Vendor Program Branch 85/05/01 Ip 30126 065 30126 065 

-8505030315 Noire a of nonconformance from msp on 850128-31 

* Vendor Program Branch 85/05/01 3pp 30126 066 30126 060 

-8S05030322 QA Program fnsp Rept 90900906/85 01 on 850128-31 Violation 
noted purchase orders for irradiation aging of Class 1E componenia dtd not specify 
that Part 21 provisions apply Nonconformances noted re fncomplela documentation 
ALEXANDER'S D , POTAPOVS.a Vendor Program Branch 85/04/19 14pp 

30126 069-30128 082 

8S05030423 Ack receipt of 650114 & OSId tt/s informing NRG of steps taken to correct 
ronconformanca noted in OA Program Insp Ropt 001900882/64-01 
ZECH.G G Vendor Program Branch B5/05/0t TVVENTYFIVE.J Buffafo Forge Co 
1p 30127-261-30127 261 

8505036 4 59 Responds to NRC 650419 Itr re nonconformance noted In OA Program 
Insp F^ept 99900277/85 Ol.CorrocUva actions* proceduro for use of alternate batch 
sailing method of monilonng spray pH will be generated prior to LOCA testing 
LITreHALES.Q Rockbastos cfo 85/04/30 ZECH.G G Vendor Program Branch 
4pp 30t29 010-30129 022 

8505030561 Responds lo NHC 860307 Hr re nonconformance noted in QA Program 
Insp Rept 99900279/84 01 Corrective actions will be submitted by 650530 
ERHAnDT,J.V Telemecaniqua. Inc 85/04/30 ZECH.G.G Vendor Program Branch 
ip 30129 318-30129 318 

6505030531 Forwards QA manual Appreciation expressed for foan of manual to 
inspectof.W/o end 

M^SCHOFF.E W Vendor Program Branch 85/05/01 MOTZ.S Reliance Electric 
Co (subs of ExxohCorp J Ip 30130116 30130.116 

8505G60328 Forwards QA Program Insp Ropt 99900720/86-01 on 050204-05 No non- 
compliance noted Weakness in Implementation of 10CFR21 reporting procedures In 
area of e value lion of polenllal defects noted 

ZECH.Q.G Vendor Program Branch 86/05/03 FITCH, OW Terry Corp 2pp 
30155124 30166:132 

..8506000336 QA Program Insp Repi 99900720/85 01 on 850204 05 No noncompli- 
ance noted Major areas inspected review of 1QCFR21 & 50 55(e) deficiency repts re 
Terry Corp products. 

MIEQEL.NJ, MERSCHOFF.EW Vendor Program Branch 85/04/11 7pp 
30165.126-30155 132 

8505060388 Forwards QA Program Insp Ropl 99900510/84-02 on 841126-30 & notice 
of r^onconformance.Concern re failure of circuit breakers to trip at vendor set values 
dunng field testing discussed 

ZECH.G Q Vendor Program Branch 85/05/03 80RRESS.H P. United Engineers & 
Conalruclors, fne (subs of Raytheon Co) 2pp. 30164.160-30154 191 

«8 50 5060390 Notice of nonconformance from insp on 041126-30. 

* Vendor Program Branch 65/05/03 2pp 301^:1 71'-301S4:172 

-0505060392 OA Program Insp flepi 99900510/04-02 on 841126 30 Nonconfor- 
mances noted design change documents incorrectly revised & Tech Spec 143-1 did 
no1 include test reculremenls for Class IE switchgear. 

MILANO, PD, CRAIG.JW. Vendor Program Branch 85/05/01 16pp 30154 173- 
30154 191 

8605070146 Responds lo NRC 050405 Itr re nonconformance noted in QA Program 
Insp Repl 09900026/85 01 Corrective actfons moetirrg held on 850429 to caution film 
interpreters lo identify & classify all Indications found on radiographs 
BORNES.R P Southwest Fabricating 6 Welding Cc. (subs o7 lU International Corp) 
05/05/02 ZECH.G G Vendor Program Branch 2pp 30172 188-30172.189. 

05OSO9OO6B Confirms QA program insp at Valley Forge, PA ^ San Jose.CA planis on 
850603 07 & 1O-14.fespeclive|y,p0r 050426 telcon. 

ZECH.G Q. Vendor Program Branch 85/05/08 SHIRLEY, NC General Eleciric Co 
ip 30220 269-30220289. 

6505090197 Ack receipt of 860123 ftr informlnig NHC of steps taken to correct noncon- 
formance noted in OA Program Insp Repl 99900031/84 01 
ZECH.G Q. Vendor Program Branch. 85/05/08. WOOD,J.L. Bingham-WiPlametle Co 
Ip. 30219-171-30210 171 

6505090208 Ack receipl of 850326 ftr informing NRC of steps taken lo correct noncon- 
formance noted In QA Program Insp ffepl 99900827/04-01. 

ZECH.G Q Vendor Program Branch. 65/05/08 BENO.TA Elma Engineering Co Ip. 
30221:128 30221.128. 

8505190103 Ack receipt of 650222 Hr informing NRC of steps taken to correct noncon- 
formance noted In OA Program Insp Repl 99900507/84-03. Implementallort of correc- 
tive actions will be reviewed during future fnsp. 

ZECH,G G Vendor Program Branch 85/05/09. ACKMANN,L.E. SarganI & Lundy, Inc, 
Ip. 30246 238-30246-238, 

8505 100215 Ack receipl of 050215 & 0412 Mrs fnformir^g NRC of steps taker) to correct 
nonconformance & violation noted in QA Program Insp Rept 9990086 1/64-01, Approv- 
al of response to Noncomforrnance B pending response from ASTM 
ZECH.GG Vendor Program Branch. 65/05/08. ■SPINETTI.RS LTV Tubular Division 
ip 30246:160-30246.162. 


<"0505100217 Requests interpretation of requirements for assuring that mm wal) Ihick- 
ness requirements meLdue to difference of opinion over Interpretation of ASTM A- 
10d,A-333. & A-530 during fnsp of manufacturer of seamless pipes 
ZECH.G Q Vendor Program Branch 85/05/08 JQNAS.E A Affiliation Not Assigned, 
2pp 30246 161-30246-162. 

8505100221 Confirms QA program Insp at HuntsviHe.AL plant on 85061 0- 1 4, per 050501 
telcon 

ZECH.G G Vendor Program Branch 85/05/00 SMITH, E W Wyle Laboratories Ip 
30246,166-30246 166 

8505100262 Sanitized version of Itr requesting that info be withhold from vendor 840713 
Ur before release beyond NRC Info deleted (ref 10CFR2 790) 

LITTLEHALES.G Rockbeslos Co 84/07/26 POTQPOVS.U NRC - No Del ailed Afflli- 
alionGwen ip 30206 090-30286 090, 

6505100274 Sanitized Ur discussing basic malls used as primary insulations on Class IE 
productsper Insp Repts 90900277/83 01,02 & 04 Info deleted (ref 1OCFR2.70O) 
SHORT.P A Rockbestos Co 84/07/13 POTAPOVS, U Vendor Program Branch 3pp 
30266114-30266116 

6505100303 Confirms OA program insp at Westfleld.MA A Wren, G A plants, per 650416 
telcon Insp postponed fnsp will be rescheduled 

ZECH.GG Vendor Program Branch. 85/06/08 WRIGHT, R. Reed National Corp Ip, 
30245 335-30245 335 

6505100379 Discusses potenllaf problem In hydrogen recomblners associated w/pltting 
of nickel plated aluminum bus bars, per 850629 Itr Energy Sys Group recommended 
periodic fn^ & repair action 

EMPEy.D.C Rockwell International Corp 86RC05867 85/04/18 COLLINS.J Region 
4, Office of Director Ip 30237 360-30237,360 

8505130146 Responds to NRC 850408 Itr re nonconformances noted in QA Prog/am 
Insp Rept 99900764/85-01 Correcliva actions slalement “provisiona of 10CFR21 
apply'" win be added lo purchase order for Zircaloy hollowa 
BOWLES,KC, ASTLEY.ER Sandvik Special Metals Corp 85/05/07 ZECH,GG 
Vendor Program Branch 4pp 30274,208-30274 211 

8605140423 Forwards QA Program Insp Rept 99900898/05 01 on 850120 0201 A no 
tices of violation & nonconformance 

ZECH.G.G Vendor Program Branch 85/05/13. SOMMER, HR Advanced Products 
Co.2pp 30368 091-30360115 

-8505140427 Notice of violation from Insp on 850128.0201 

* Vendor Program Branch 85/05/13 Ip 30368-093*30368 093 

-8606140430 Notice of nonconformance from insp on 850128 0201 

* Vendor Program Branch 85/05/13 4pp 30368 094-30360 097 

-6606140433 QA Program Insp Rept 99900898/85 01 on 050128-0201 Violation & non 
conformance noted copies of Energy Reorganization Act not posted, procedures lo 
evaluate or Inform Jlcensea of deviations nonexistent & listed proceduros absent 
CONWAY.J.T., MEflSCHOFF.E.W Vendor Program Branch 85/04/23 iapp 
30368 098 30368116. 

8506140435 Ack receipt of 050304 Itr informing NRC Of steps taken lo correol noncon 
formance noted In QA Program Insp Rept 99900001 /04-O1 

ZECH.GG Vendor Program Branch 85/05/13 IHDE.R H. Babcock & Wilcox Co. Ip 
30367-285-30367.205 

0505160111 Requests response to listed questions within 30 days re 650328 rept Idsnli 
lying problem w/tack welds on main feedwater check valves per 10CFR21. 

ZECH.GG. Vendor Program Branch. 85/05/13 CHAPPELL, J Anchor/ Darling Valve 
Co (subs of Anchor/Darling Industries, tnc ) 2pp 30398 033-30398 034 

8505160198 Advises that addi confirmatory calculatiens re seismic quafificalions of 
safety-related Category I HVAC ducting complete for Nine Mile Point 2, per QA Pro- 
gram Insp 99900609/84 03 Beaver Valley 2 will be compfeted by 850815 
KELLY, RB Slone & Webster Engineering Corp 85486 85/05/10 ZECH.G Vendor 
Program Branch Ip 30394*159-30394 159 

0605150200 Ack receipt of 860114 Itf informing NRC of steps taken to correct noncon- 
formance noted In OA Program fnsp Rept 99900081 /e4 OZ.RequesIs addi Info re 
Items 0,1,D 2 a & D 2 c within 30 days Responses re remaining items satisfactory. 
ZECH.G G. Vendor Program Branch 85/05/13 VOLMER.C J Exxon Nuclear Co , Ire 
(subs, of Exxon Corp,), 2pp 30395-068-30395-071 

8505160376 Request extension until 050610 to respond to notice of nonconformance in 
850409 QA program Insp rept re test on nuclear sve control valves at Palo 
Verde Investigation still In progress 

HINKLEMAN.L G, Bechtel Corp 85/05/07. ZECH.GG. Vendor Program Branch Ip. 
3039B 313-30390 313 

8505160195 Confirms QA program fnsp el New Haven, CT plant on 850622, per S50510 
telcon 

ZECH.QQ Vendor Program BrarySh. 05/05/14 JONES.G. Rockbestos Co Ip 
30427.297-30427 297 

8505160462 Discusses results of Insps of implementation of QA program. Irvsp results 
Indicate QA program described In Rev 8A to Topical Rept ETR-IOOI implemented sal- 
fsfactorily. 

SEYFRif.KV. Region 4. Dallas, Office of the Director 80/04/18. TENZER.0 E 
Ebasco Services, Inc, (subs of Enserch Corp ). 2pp. 30440-150-30440.169 

8505170421 Forwards request for add! rnfo re Rev 2A to P-TOP-QA1, including which 
editions of ANS1/ASME NOA-1 & NQA-2 vendor commits to comply within forward of 
rapt 

ZECH.GG Vendor Program Branch. 85/06/15. FRIAS.R, Ralph M. Parsons Co. 4pp 
30444:056-30444 059. 

8505200500 Forwards OA Program Insp Rept 99900900/85-01 on 850318-22 No non 
compliance noted, 

ZECH.G G. Vendor Program Branch 85/05/16. GALLAGHER, J.L. Westing house Elec- 
tric Corp 2pp, 30470.033-30470*041. 
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-B505200501 QA Program Insp Ropt 99900900/05 01 on 05031 S-22 No ncnwonnpli- 
arvco noted Major areas inspected environ qualification test plans A lOCFflgl & 
60 65(0) repts re Westinghouse 7300 process protection sys, 

HUBBARD.QT Director’s Office, Office of Inspection and Enforcsement 
POTAPOVS, U Vendor Program Branch 05/05/09 7pp. 30470 03 5 •30-470041 

6605210061 Ack receipt of 850114 & 0404 Itrs Informing NRC of steps taken to correct 
violation noted In QA Program insp Repl 99900803/04-01 

2ECH.GQ Vendor Program Branch 05/05/17 BYRNES, R Pyrotronlcs, Baker Pro- 
taction Services, Inc 1 p 30404 300-30494*300. 

650521006S Ack receipt of 050110 & 0416 Itrs Informing NRG of steps taken to correct 
nonconformance A viofalion noted in QA Program insp Ropt 99900286/84 01 
ZECH,QQ Vendor Program Branch 85/05/17 BOPP,R GaulinCorp Ip 30404*299- 
30464*209 


6505210216 Confirms QA program insp at Newark, OE plant on 850521 -22,per 050515 
tofcon 

2ECH,Q.G Vendor Program Branch 05/05/20. LILLY, G Kenneth G Uly Fasteners, 
Inc Ip. 30403 274-30493 274 


6505210228 Forwards QA Program Insp Rept 99900539/85-01 on 850400-12 No In- 
stance of failure to meet NRC requirements noted 

ZECH,GG. Vendor Program Branch. 05/05/20 LAPiCOLA,JJ. Multi-Amp Series 
Co. 2pp. 30494 203-30494 212 


'8505210240 QA Program Insp Ropt 99900539/05 01 on 86O409-l2.No violation or 
nonconformance noted Major areas inspected allegation re deficiencies In Imptemen- 
talfon of QA program 

OLLER,RIE., M^SCHOFF,E.W Vendor Program Branch 05/OS/15- 0pp, 30494.205- 
30494,212 


6505210460 Ack receipt of 850325 Hr Informing NRC of stops taken to corset noncon- 
formance noted In QA Program Insp Rept 99900896/85-01 
ZECH,GG Vendor Program Branch. 05/05/20 BEnNARDlNI,A J. Litton Systems. 
Inc. (subs, of Litton Industries, Inc) Ip 30499.014-30499 014 

6505220043 Advises that request for withholding propdetaty Info te QA Program Insp 
Repl 99901002/85 01 wifi oe aubmlUod by 060610 & response 1o notico or violation 
by 85O616,p0r 060517 lelcon Ropt contains proprietary Info per 10CFR2. 
QORMLEY!j.W, Damon & Morey. 85/05/17. CONW/(Y,JT, NRC - No Detailed Affili- 
ation Given Ip 30518 339 30518*339 


6505220077 Summary of 050326 meeting w/lnlerstato Sleet Suppfy Co In Belhesda.MO 
re insp conducted on 85111316 & vendor response & proposed corrective 
action Wndor agreed to review OA manual & response & submit revs 
BAKER, ET. Vendor Program Branch. 85/05/21. Vendor Program Branch, ^pp 
30510.202-30519 203 


8S05220079 Forwards notification sent to customers who have purchased power sup- 
plies specified for Class IE nuclear safely-related sve re proper mounting & correct 
application In power circuit 

BEN0,T.A. Efma Engineering Co. 65/05/17. PETROSINO.J.J Director’s Office, Office 
of Inspection and Enlorcemenl 12pp. 30520:230 30520.241 

0505220062 Forwards QA Program Insp Rept 99900914/05 01 on 8S0304 08 & notice 
of nonconformance 

ZECH,G.a. Vendor Program Branch 05/05/20 (SON.W.J. National Technical Serv- 
ices 2pp. 3051 9.2 1 2-305 1 9 228. 

-6505220063 Notice of nonconformance from Insp on 650304-00 
* Vendor Program Branch. 65/06/20 2pp 30519,214-30519.216. 

-6506220064 QA Program Insp Rept 99900914/65-01 on 050304-00 Nonoompllance 
noted;tast technicians did not initial & date corrections to recorded data on data 
sheets for master ob order A job traveler forms not initialed. 

HU&BARD,Q,T , POTAPOVS, U. Vendor Program Branch. 05/05/14. 14pp. 30519.216- 
30519*228. 


8505230114 Advises that possible missing test repts, transmitted by Amlac Pipfr^g 
Co, accounted for during 850128 0201 insp. 

ZECH.Q Q. Vendor Program Branch 85/05/21 DAER,R U. Engineering A Generfo 
Cominunlcatlons Branch. Ip. 30533.278-30533.286. 


8605230231 Responds to Insp on 860501. Photocopy of ortafnal BG Ryland 701109 noti- 
fication Hr to GE,addres8ing healing problem resulting from Improper appficalion of 
Elma Engineering Co ferroresonant power supplies encl 

8EN0J A. Elma Engineering Co 05/05/03 PETROSlNO,J.J. Director’s Office, (Tffice 
of Inspection and Enforcement 3pp 30534 006-30534 010. 


0605230415 Folwards QA Program Insp Repl 99900289/85-01 on 850320-26 No non- 
compliance noted, 

ZECH.G Q Vendor Program Branch. 86/05/21. MOORE,N. Borg-Warner Corp. 2pp 
30531.229-30531.244. 


-6505230436 QA Program Insp Rept 99900289/85-01 on 050326-20. No nonoompll- 
ance noted, Ma[or areas inspecled’llcenseo A vendor Interface Into colfecllonjolfowup 
on Pari 21 repts A status of previous insp findings. . 

OLLER.R.E., MERSCH0FF,E.W. Vendor Program Branch. 85/05/15. 14pp. 
30531:231-80531:244. 


8505230439 Ack receipt of 650430 Itr Informing NRC of steps laken to correct iwncon- 
formance noted In QA Program Insp Rept 99900277/85-01. ^ ^ ^ ^ 

ZECH.Q.G. Vendor Program Branch. 66/06/21. JONES,Q, Rockbestoa Co. Ip. 
30531.206-30531.206. 


AS05230467 Forwards QA Program Insp Rept 99900912/65-01 on 660401*05 & notice 
of nonconformance. ^ ^ 

zeCH,G Q Vendor Program Branch. 06/05/22. OOWD,Q. National Technical Sys- 
lems. 2pp. 30531*062-30631080. 

-0505230463 Notice of nonconformance from Insp on 650401-05 
* Vendor Program Branch 86/05/22. Ip. 30531:064-30531:064. 


“6506230471 QA Program insp Rept 99900912/86-01 on 850401-05, Noncomptiance 
noted.tesl plan or procedures did not list teat equipment requirements or accurados A 
qualification tost rept approved by unauthorized Individual ^ _ 

HU0BARD,Q.T., POTAPOVS, U. Vendor Program Branch, 05/05/13. 16pp. 30531:065 
30531.060. 


6505230487 Forwards QA Program Insp Rept 89900913/65-01 on 6504D8-t1 A nollce 
of nooconfofrnanco, 

ZECH.Q Q. Vendor Program Branch 85/05/22 DIETZ, GR Isomodnf, Inc {subs of 
Masefield Enterprises, Inc ) 2pp 30531 148-30531*164 

-6505230488 Nollce of nonconformance from fnsp on 650408-11. 

^ Vendor Program Branclv 85/05/22 2pp 30531*160 30531*151. 

-85DS230490 QA Program Insp Repl 9990091 3/65-01 on 850408-1 1 . Nonconfonnaoce 
noted failure to IdenljN lest Items by senaf numberjailuro to have irradialion lest re- 
sults In customer results A failure to explain dose rata deviation, 

ALEXANDEfl.SD, POTAPOVS.U Vandor Program Branch 05/05/21. 13pp 
30531:162-30531 164 

6505230491 Forwards THUS Froducls 640730 & 850218 Itrs re partidpatJon in nuclear 
projects per 850515 tetcon, Rework procedure developed by Titus Products Div of Phil 
lips Industrlas to correct Part 21 notification 

USINQER.RW. Zack Co 85/05/17. PETROSINO,J. NRC - No DeUifed Affiliation 
Given. 3pp. 30531*1 45-30531 *147 

0505260183 Submiiis revised response 1o NRG 65051 3 itr re nonconformance noted in 
QA Program Insp Repl 99900081/84 02 .Corrective actions QA Procedure XN NF-POO- 
023 witl be revised to require G-yr retention for audit qualibcatlon records. 
VOLMER,CJ. Exxon Nuclear Do , Inc (subs of Exxon Corp) 05/05/20. ZECH,G G 
■Vendor Program Branch 4pp, 30572.178-30572.101. 

8505290391 Responds to NRC 850425 fir re nonconformance noted In OA Program 
Insp Ropt 99900537/85 01, Corrective actions QA procedures for computer program 
error notification under rev to incorporalo requirad time limitations for aclbn 
NICOLERIJ.P. URS Corp 86/05/24 ZECH,G Q. Vendor Program Branch 9pp 
30596069-80596 077. 


8505300340 Forwards OA Program Insp Rept 99900403/84-04 on 841015-19 & notice 
of nonconlormance 

ZECH.G Q. Vendor Program Branch. 85/04/29. QRUQGEMAN.WH General Electric 
Co 3pp 30639*170-30639 205 

-8505300346 Notice of nonconformance from inso on 841016-19. 

* Vendor Program Branch. 05/04/29 3pp 30639.173-30639.175. 

-8505300359 QA Program insp Repl 99900403/84-04 on 841015-19 Nonconfor- 
mances noted Engineanng Operating Procedure 40-3.00 does not require Identiflcalion 
of destan documents affected by computer code changes or errors. 

SEARSp. CRAIG, J.W. Vendor Program Branch. 85/04/25. 30pp. 30639. t76- 
30639.205 


0505300425 Rounds to NRC 650307 Itr re rtonconfornnarvee noted in QA Program 
Insp Repl 09900279/84 01 Nonconformances ro QA of nuclear 1 E items A field test- 
ing of circuit breakers disputed. 

ERHARDT.J.V. Telemecankiue, Inc. 05/05/16. 2ECH,G Q Vendor Program Branch. 
3pp, 30635.360-30636'362 


8505310026 Forwards Encl 2 to author 860616 Hr.conslsting of App B (Insp data sheets) 
lo OA Program Insp Repl 99900900/65*01, per 850520 lelcon 
zeCH,G.Q. Vandor Program Branch 85/05/28. QALUGHER.J L WasUnghousa Efec- 
IfIcCorp 20pp 30641:070-31)641.099. 


8505310130 Responds to NRC 650590 Hr re nonconformance noted In QA Program 
Insp Repl 09900827/84*01 .Corrective actions final tovef of QA approval prior (a ship- 
ment aaded,requlnno sign-off by QA manager or president on all lest repls. 

BENO.T A, Elma Englnaering Co. B5/05/23. zeCH,Q.G. Vendor Program Branch 2pp 
30641:144-30641:145 


8505310148 Rounds to NRC 850429 Itr re nonconformance noted In QA Prowam 
Insp Repl 99900403/04-64 Corrective actions; Engineering Operating Procedure EOP 
40-3 00 revised. Requirements of EOP 42-6 60 emphasized In QA newsfetters 
BOHl,L.S. General Electric Co, 85/05/22 ZECH.Q.Q. Vandor Program Branch. 4pp. 
30641:312-30641.316. 


6605310202 Advises that QA program described In Rev 3A to BOTOP-1 being imple- 
mented satisfaclonly NRC approval of QA program does not assure acceptable quality 
of product or sve to customer, 

COLLINS J.T Region 4, Office of Director. 82/12/20 HINK6LMAN,L G. Bechtel Corp 
2pp. 30665:276-3^5:277 

8505310332 Responds to NRC 650415 Hr re nonconformance noted in QA Program 
Insp Repl 99900279/84 Ol.Telemecanlquo 85051 5 response to NBC insp encl 
VeVSEY.MC, Gould, Inc. 65/05/23. 2!eCH,G Q Vendor Program Branch. Ip. 
30642:162-30e42*166, 


REQQO REGULATORY GUIDES 

8504190492 Forwards NUS Corp 859228 repte re TRANSFIX waste [processing svs A 
package of pfopdetary Drawings 891 l-M 2000,2001,2006 & 0402-M2t0o!W/four 
oversize drawings Aperture cards available In PDR.EncI withheld Jref 10CFR2.790). 
JENS.W.H, DelfOll Edison Co NE-854)338 65/02/27. YOUNG BLOOD, BJ Licensing 
Branch 1. 6pp. 30536.069-30536:134 

-4504190615 "Comparison of NUS Process Sves Corp Mobile Rattwaste Processing 
Sya W/QiMelines of NRC Reg Guide 1 .143.” 

MCCOy.S a, NUS corp- 66/02/28. lepp, sosse-l 18-30536;134. 

6505010440 Reg Guide 3.55, Task CE 227-4, "Sid Format & Content for Health A Safety 
Sections of License Renewal AppUcaHons for U Hexafluoride Production,*' 

• Of 600 of Nuclear Regulaloiy Research. Director, 85/94/30. 33pp. 30090*204- 
30099 239. 

-4505010444 Value/ImpAct statement of Reg Guide 3,65,Ta9K CE 227-4, *'Sld Format 
A Content lor Heelth A Safely Sections of License Renewal AppUcatlons for U Hexa- 
fluodde Production." 

* Office of Nuclear Regufatery Research, DIreclor, 64/04/30. 3pp. 90099:236* 
30099 239. 



364 NONDOCKETED ITEMS 


B505020637 Forwaids correlalion of Reg Guide 4 17 w/arnotatGd outline Correlation 
prepared as aUachmanl to 850124 annotated outfino to demor>s irate consistency w/ 
reg guide & explain format changes & additions 

STEIN, fl Energy. Dept of 85/02/11 BROWNING, R E Division ol Waste Maf>age- 
ment 31pp 30t19 285-301 10 315 


8505030518 Forwards juslifi cation for continued operation of primary coolant sys redi- 
alion monitors required lo meet guidance of Reg Guido 1 97, Rev 2 Review of all oltier 
mslrumentalion to insure that equipment fully qualified initiated 
VAN BRUNT, EE Arizona Public Service Co ANPP-32541-EEVB 85/05/01 
KNIQHTON.GW Lice nsmg Branch 3 6pp 30130 140 30130145 


8505070081 Commenls on Ihird proposed Rev 2 lo Reg Guido 1 8. “Personnel Selec- 
tion & Training” Some guides difficult to interpreLas iffuslrated by end ItrsRev 2 
should ref listed reg guides & incorporate Rev 1 to Reg Guide 1,58 
ANKRUM,GT Division of OA. Vendor & Techr>rcal Training Center Programs (Post 
850212) 85/04/24 CROCKER, LP Licensee Qualifications Branch 2pp 30172 U4 
30172 148 


-8505010844 Addresses confusicn re Reg Guide 1 58 on personnel qualification & cer- 
tification requirements caused by lack of clearly written NRC policy & inspector 
training Forwards proposed policy for NRC consideration W/o encJ, 

CALLAHAN, CJ Comp banco Engineering, Inc 83/11/04 STELLO.V Regional Oper- 
ations & Generic Requirements 3pp 30f72 146-30172 14B 

-8505010645 Requests that definition of ’‘Plant Personnel" be mcluded in response to 
631104 Itr 

CALLAHAN, CJ. Compliance Efigineering, Inc 64/01/25. STELLO.V Regional Oper- 
ations & Generic Requirements ip 3017^2 149-30172.149 

6505070315 Provides supplemental response^ to five open items identified in B50227 
SER in response to Rev 2 to Reg Guide 1 97, including addi justification for adequacy 
of in strum enl alien described In 840221 ftr, 

GUCWA.lt Georgia Power Co NED-85-306 85/04/29. STOLZ.J F Operating Reac- 
tors Branch 4 5pp 30178 166 30176 170 

8505090052 Notification of 850516 meeting w/util in Bethesda.MD to discuss appeal of 
requirements on Reg Guide 1 26 application to auxiliary sys aroas excluded by reg 
guide Meeting agencm end 

NERSES, V. Licensing Branch 3 65/05/01 KNIGHTON, G W Licensing Branch 3. 6pp 
302S4 019 30254 023 


8505090167 Reouests add! Info re detailed description of conformance to Reg Guide 
1 97 Items identified as unjuslifjed exceptions Response requested within 30 days oJ 
receipt of 11/ 

KNIGHTON.G W Licensing Branch 3, 85/04/1 3 CAREY.J J Duquesne Light Co 4pp. 
30253 215-30253242 


-B503250083 "Conformance to Reg Guide 1 97.Beaver Valley Power Station, Unit 2 " 
UOYAC E6&G, inc. FfN A 6493 65/02/28. NRC - No Detailed Afiiliatfon Given 
24pp 30263 219 30253 242 

B505090483 Partial response to FOIA request lor 11 categories of documents ro 
screening of personnef a! nuclear power pFants Forwards App A 
documents Documents also available in POR. Search br acfdl documenls continues 
FELTON, J M Dwislon of RuJes and Records 84/12/13 LAY,C Schuchal, Cook & 
Werner 2pp 30254 229 30265053 

-8505090406 “For Comment" issue of draft Reg Guido, Task SQ 301*4, "Std Format & 
Content Guide for Access Authorization Plans for Nuclear Power Plants" FR notices 
end 

* Office of Nuclear ReguTalory Research, Director. 84/09/30 07pp 30264.231- 
30254 315 


0505100448 Forwards EG&G repl, "CoJTformance to Reg Guide 1.97," per Generic Ur 
82 33 Response to open Items requested within 30 days, Commenls ra Incorrect as- 
sumptions or commitments beyond Intent of previous responses requested 
WILLBR,J.R Operating Reactors Branch 3 GL-02-33 85/04/25 WILLIAMS, J W Flor- 
ida Power & light Co Ip 30272.303 30272,324. 

05O513Ot52 Forwards "Conformance to Reg Guide 1 97 .Arkansas Nuclear Ono.Unll 2," 
interim rept, based on util 840413 response to Generic Ltr 82-33.Suppl 1 lo NUREq- 
0737 re emergency response capability Response requested within 80 days 
WILLEaJR Operating Reactors Branch 3 GL-B2-33 65/04/30 GRIFFIN.J M Arkan 
sas Power & Lighl Co 2pp. 30383 032 30383,052 

-8504250265 "Conformance to Reg Guide 1 97.Arkansa9 Nuclear One, Unit 2" 
STOFFBL.J.W EQ&G, Jnc FIN A-64B3. GU-82-33 85/02/28 NRC - No Detailed Affili 
ation Given 19pp 3 0383, -034-30363 052 

1505130241 Requests info required by end Apps A,0 & C of Reg Guide 3 8, “Prepara- 
lion of Environ Repls for U Mills" by 850509 In ordar lo complete review of 850130 
ai^licalton for renewal of License SUA-1358. 

JIERREE.CG Uranium Recovery Field Office 85/04/29 SPARLING.DK UMETCO 
Minerals Co/p (subs, of Union Carbide Corp), lOpp 30378 242-30370251 

0505130378 Informs that all Reg Guida 1.97, Rev 2 post-accident moniloriog lostruments 
either fully qualified for use or Justification for continued safe operation 
provided Review conducted per 850501 Hr ra environ qualification. 

VAN BRUNT, EE. Anzona Public Service Co. ANPP-32610-EEVB 05/05/10 
KNIGHTON.G W Licensing Branch 3 2pp. 30275'204-30276'205 

8595140241 Forwards response to items fdenUfied by EG&Q as insufficient re conform- 
850508 ^ ^ original response will be submitted by 

DOMER,J A Tennessee Vail w Authority. 85/0S/Q7. VASSALLO.D.B Operating Reac- 
tors Branch 2. 16pp. 30373’ 179-30373 194. 

8595140262 Submils updated response to NUHEG 9737 SuppI 1 re present status & 
tasks performed over previous 6 monlhs in control room design rflivlew,Reg Guido 
1.97, emergency operating procedures & SPDS/emergency response facility 
ENOS.JT Arkansas Power & Light Co. 0CAN05B5O4. 65/05/07 THOMPSON.H L Di- 
vision of Licensing 6pp 30373.195-30373.201 

'505149322 Transcript of ACflS Subcommllte on Safeguards A Security 860507 moot- 
ing in Washington, DC Pp 1-1 96 Supporting documentation end 
ACRS - Advisory Commiltoe on Reactor Safeguards 85/05/07 426pp. 30371*325- 


85(05140367 Forwards partial response to NRC 850208 request for add! info re conloim- 
ance w/Reg Guide 1 97 Qualified limit switches will be installed on emergency 
damper Remaining info will be provided by 850530 

STEWART, W.L Virginia Power (Virginia Electric & Power Co) 05 094 85/05/10 
DENTON, H R Office of Nuclear Reactor Regulalion, Director MILLER. J R Operating 
Reactors Branch 3 7pp 30368 140-30360 146 

8505140463 Discusses instrument setpoint methodology program used in delorminlng 
trip setpoints Methodology consistent w/intent of Rev 1 to Reg Guide 1 105 & proper 
for Instrumentation design & vintage Procedures enct 

SORENSEN.G C Washington Public Power Supply System 002-85-238 flS/05/06 
SCHWENCER.A Licensing Branch 2 2pp 30367*289-30367 316 

85051 601 86 Forwards add! Info ra Hems 2,6 & 15 in NRC 850219 Hr concerning con- 
formance to Rev 3 lo Reg Guide 1 97, Util will install containment spray inst/umonla- 
tfon per reg guide during 1968 refueling outage 

STEWARTTwL Virginia Power (Virginia Electric & Power Co) 85.123A 85/05/ 10 
DENTON.HR Office of Nuclear Reactor Regulation, Director VARQA.aA Opofaling 
Reactors Branch 1 4pp 30395 253-30395 256 

&5061 50497 "For Comment" issue of proposed Rev 2 to draft Reg Guide lO.d.Task FC 
409-4, "Guide for Preparation of ^plications for Licenses to Process Source Mall " 

* Office of Nuclear Regulatory Research, Director 05/04/30 32pp 30431 331- 
30432 004 

-8505150503 Draft value/impact assessment of proposed Rev 2 to draft Reg Guido 
lOa.Tesk FC 409 4. "Guide for Preparation of Applications for Licenses to Procosa 
Source Mail " 

‘ Office of Nuclear Regulatory Research, Director. 85/04/30 4pp. 30432001- 
30432 004. 

8505160084 Forwards response to NRC request for add! Info re conformance lo Reg 
Guide 1 97 (SER Open Item 6) on post accident instrumentation Info will be included 
In Amend 11 to FSAR 

MITTL.RL Public Service Electric & Gas Co. of New Jersey 85/05/14 BUTLER. W 
Licensing Branch 2 5pp. 30429075-30429 070 

8 505 160603 "For Comment" Issue of Reg Guide 3 4, Rev 2, Task CE 404-4, "Near Ciib- 
cality Safety in Operations W/Fissionable Malls Outside Reactors " 

* Office of Nuclear Regulatory Research. Director 85/04/30 3pp 30455352- 
30455 359 

-8505160507 "For Comment" issue of value/impact assessment of proposed Reg 
Guide 3 4, Rev 2, "Near Crillcallly Safety In Operations W/Flsslonabfe Malls Outside 
Reactors." Proposed action will update two reg guides re nuclear crillcallly safoty. 

^ Office of Nuclear Regulatory Research, Director 85/04/30 5pp 30455355- 
30455 359 

8506170427 Fomards response to open Items Identified In NRC 850304 evaluation of 
conformance w/Reg Guide 1 97 Rev 1 to Reg Guide 1 .97 repts end Repts differenti- 
ate between SPDS & supporting safety assessment sys Insiruments 
WILUAMS,JW. Florida Power & Light Co 1-85-176 85/05/10 VARGA, S A Operat- 
ing Reactors Branch 1. 8pp 30444,060-30444’216 

-8505170434 Rev 1 to "Turkey Point Plant Unit 3 Englnaering Evaluation of Insirumon- 
tation Sys for Reg Guide 1 97,Rev 3," 

* Florida Power & Light Co 85/04/30 76pp 30444 068-30444.142 

-8505170440 Rev 1 lo "Turkey Point Plant Unit 4 Engineering Evalualion of insirumon- 
iallon Sys for Reg Guide 1 97,Rov 3 " 

* Florida Power & Ught Co 85/04/30. 73pp 30444.143-30444’216 

8605210299 Reouesls exemption from 60% power pseudo drop test based on pfolo 
type concept allowed by Reg Guide 1.68.W/NRC approval of (osi exemplioaulil w!lh 
draws request for changes to Tech Spec 3 2 3 FSAR changes will be made upon NRG 
approval. 

KOESTER.Q.L Kansas Gas & Electric Co KMLNRC 85-110 05/05/ »7 

DENTON, HR Office of Nuclear Reactor Regulation, Director. 3pp, 30404*265 
30494 267. 

8505210335 Advises that util will respond to Reg Guide 1,97 open items by 650705, per 
950425 Ur 

WILLIAMS.JW Florida Power & Light Co. L-85 195. 86/05/15. MILLER, J.R. Operai 
mg Reactors Branch 3 Ip, 80494:199-30494.199. 

S505220002 Affirms that util will Implement Reg Guide 1 33, "Surveillance Requiro 
ments," prior to fuel load EPRI alfiHaiion will be conlalned io monitor progress ol 
cablo study being performed by Unlv of Connecllcul 

SPANGENBERG.F Illinois Power Co U-600032. 86/05/20 BUTLER.W.H Licensing 
Branch 2 Ip 30520 271-30520 271. 

8505230485 Requests required due dates for submlllal of control room design review A 
Rev 2 to Reg Guide 1.07 be changed to 850930 & 861130,respectively,ln full powor 
OL due lo current startup schedule. 

JENS.WH Detroit Edison Co NE-86 0705. 85/05/21 . YOUNGBLOOD.B J Licensing 
Branch 1 3pp, 30531.165-30531.167. 

8505230502 Summary of ACRS Subcommittee on Quality A QA In Design & Conal 
850103 meeting In Washington, DC re review ol Reg Guide 1.28, Rev 3, "QA Program 
Requirements, for approvm & integrated design Insp program & IDVP, 

‘ ACRS - Advisory Committee on Reactor Safeguards. 85/03/1 2 ACRS - Advisory 
Committee on Reactor Safeguards. 12pp. 30544.273-30544:284 

8505230640 Requests add! info re util 85021 1 response to Question 423 45 re Rav 1 to 
Reg Guide 1 108, Ref to specific test abstracts where testing accomplished (o meet 
guidelines of guide requested. Response requested within uQ days 
YOUNGBLOOD,B,J Licensing Branch 1. 85/05/14. FARRAR,D.L. Commonwealih 
Edison Co 3pp. 30544’21 7-30544:21 9 

8505230765 Forwards evaluation of util 850315 response to NRC rept on coriformance 
to Roy 2 lo Rag Guide 1.97. Evaluation lists items where addI justlNcatlon A/or clanfr- 
catlon needed. 

NOVAK, T.M. Assistant Director for Licensing 85/06/14. FOSTER, D.O, Georgia Power 
Co 6pp. 30543*267-30543 272 
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6505240251 FcJOArards safety (r.aJuatxjn to Generic to 62'33 Re'v 2 to rteg Gu-^Je 1 97 
accejptafe ' Conforrr.artce to Reg Gudo t 97, SrunswiOc Steam EteeJne Ptant Un-fj ! 
A 2 ' in^ormaJ rept a'so oncJ 

VASSALLO.DB Operaing fleaciofs Branch 2 GUe2 33 85/05/14 UTLHV.EE 
Ca/ofna Power & Lrght Co 2pp 30576 001^30576023 


BM50705W NJn£G 1C<61 V05 REPORT Gi= Tli^E S NUriF^R PHauL^ATOR'' 
COMV'SSO‘J P.FA'3 f'EViE/; COWyiTTCC Vc'jmo R-pin.^ 

^'*"r(Meo Ccr<c''Ji zr,^ aM necc-‘n"r»cr.d3*'!:ris 

* Pip<ng Re*,tiiw CoT'^-'tee 65/04/50 ^'’pp at j at P^RC ■£■4 55 20 aG'j *40 
305C3J96 


“6505240260 Safety evaluauon sypppftng utjl conformance to Rev 2 to Reg GuitJe 
1 97 

• OfT^e of NL>cJeaT Reactor Regu'atori, Director 0162 33 65/05/14 2pp 

50576 003-30576 004 


“6505 240267 EGG EA~6734 Conformajnee to Reg GumJo t 97,Bfunsi#?cK Steam Elec 
trie Plant Unjta 1 & 2, ’ mforrnal rent 

TAWFiK,WS EG&G loc RN A 6463 QL-82 33 85/03/25 NRC - No Detafed Aff'i 
tlon Given 1 9pp 30576 005 30576 023 


6505240552 Forwa/ds evafuaion oJ 850225 rev’aed ernefoency plan Plan rr.eet 5 require 
ments oP 10CFR50 App E Reg Guide 2 6 & ANSt/ANS-1 5 16-1982 & 
acceptable PnnpJefT>enlalion sJhoukj b^n immed-alety w/fufi impPemc-nlahon within 120 

fK?MAS.CO SurxIa/drzatOA & Sp^c-al Projecla Branch 85/05/21 KEGEL, CH 
Idaho SlafQ Urw . Pocatello, ID 3pp 30564 334-30564 336 

a 505290 144 Requests approval for alternate rrwlhod of meeting Sechon C 2 a of Rev 1 
to Reg Qtwle 1 1 06 for penodw testing of drosof generator units by runn-ng either 24 h 
tost or running cboseJ at 100% power Approval requested by 650621 
SPANGENSERG.F IhinoiS Power Co 11600016 65/05/24 BUTLER.WR Licensing 
Branch2 ip 30600 064-30600 064 


B 5052902 66 Addresses License Condition 2C(19)(0 re implementatjon of Reg Guide 
\ 97,Rev 2 ^ 65053 l.pw 840801 & 1205 IlfS Condition complete w/lhroo listed ex 
cepllons re racEabon monitors core cooling & post-accidenl sar^lino 
VAN 0 RUNT.ee Arizona Public ^rvic© Co ANPP-32695EEVB 85/05/22 
KNfGHTON.G W Licensing Branch 3 3pp 30596 229-30596231 


6505310057 Forwards inadequate core cootmg instrumentation sys «mpIementabor> rept 
for rovTOw.per License Condilion 2 C(8) A App 0 lo SSER 6 AM requirements met to 
close out license condition A 850522 commitrnent re Reg Guide 1 97 
VAN BRUNT.ee Arizona Pubfic Service Co ANPP-32746 EEVB 85/05/29 
KNIGHTON,^G W Licensing Branch 3 4pp 30641:041-30641 044 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 

6505300674 ' Shrtl Schieduling A Overtime Cnlicaf Review of Uteralure,'* technical eval- 

lIw!s!p^M Banell© Wemonal Insbtute, Paofic Northwest Laboratories FIN 8^2360 
PNL-5391 85/03/31 NRC ' No Detailed Affiliation Given 129pp 30640 236- 

3064 0 3 58 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

0411140156 Forwards "NRR Procedures/Guidance for Conducting Closeout fnlennews 
W/AMegers re Coma-ncho Peak Steam Electric Station;’ for review A 
appr ova I rmme^le implementation I ecommended 

NOONAN.VS Comanche Peak Project (Technical Review Team) 84/11/06 
EISENHUT,DG Dr,nsK)n of Licensing Ip 30450 036-30450 049 

“8411140163 "NRR Procedures /Guidance for Conducting Closeout Interviews W/AI- 
legers re ComarichQ Peak Steam Electnc SUtion ” 

NOONAN.VS Comanche Peak Protect (Technical Review Team) 84/11/06 13pp 
30450 037-30450 049 

8504240166 Board Nooncation 85-046 forwards DG Eisenhu! 850416 memo re faolity 
schedule utenufying all activities that must be completed prior to resumption of ASLB 
hearings A orgaruzaixinal chart for accoi^ishing act^es , * 

NOOf^N.VS CofTvanche Peak Project (Technical Review Team) 85/04/23. PAILA- 
DfNO ComrTMSSronefS. 2pp 30161,001-30161 007 

6504240202 Board NoUfication 85-044 provides iranscnpls of meetings w/CYGNA 
Energy Svea re Comarvcho Peak design ad 0 <wacy r^ew , i * 

NOONAN.VS Comanche Peak Prolwl (Technical Review Team) 85/04/22 PALLA 
DINO Commissioners 2pp 30193:137-30195 147 

6504240510 Board NoWicalion 85 043 provides coJIecUon of recent Itrs betweeir 
evGNA Energy Svcs.appJjcants & slaff re ongoiog CYGNA review of design adequa 

3cX)NAN,VS Comanche Peak Project (Technical Review Team) 65/0^22 PALLA- 
DINO. ROBERTS, ASSELSTIME CommisstoneiTS 4pp 30163 021-30163 293 

6505010146 Board Notification 85-039 summarizes 650323 meeting w/CASE & uW in 
Arirralon.TX re WaJsh & Dwie plant concerns ntniA 

NOON/*^ V S Comanche Peak Project (Technical Review Team) 85/04/25 PALLA- 
Dt NO. ROBERTS, ASS ELSTINE Comrrwssjonefs 244pp 30230001-30230 244 

6505010474 Forwards propnetary Rev 1 lo "PWR Secondary Water Chemist^/ Guido- 
lines'* endorsed by Steam Generator Owners Group for use of member uWs re water 
chemistry control parameters A anaMicat methods nep\ withheld ^ 

WITHERS 0 O, Steam Genera lor oimms Group WITHEBS.B.D Portland Genwal 
Electnc Co 85/04/05 DENTON.H R Office of Nuclear Reactor Regulabon. Oireclor, 
3pp 30090-050-30090057 

6505060303 Forwards 850423 Itr re review of Amend 53 to FSAR Requests SSER input 
OT^tmg revised commilmenls in encl by 850515 in order lo incorporate revised 

evaluation in fprdTcoming SSER oi-zAc/fn 

NOONAN. V-S CJomanche Peak Prefect 

RUSSELVWl- DNtwon of Human Factors Safety 2pp 30187 .19 1-30187 198 

6505060309 Forwards reqoeal ^or addl info re responses lo Generic Ljr 63*28,11^8 
4 1,4 2,1 S 4.2,2 concermno reactor trip sys refebilily & preventive nwnt program Info 

Project (Technical Review Team) GL-lW-28 65/05/01 
SPENCE MD Texas UliJities Electnc Co. ((ormerly Texas Utilities GerveraUng Co) 
topp 30187 199-30187.208 


8505060356 cf CRGR P/ec'ng 75 cn 65':514 in B^’hesdaWO Id diet.'' 5 

posed r...5 to lbCFR60 (Cs’rgcfy z J A K cf lOCFfiSO 2 

i*«m) 

STELLOV Co.Ti'^i.tlea to Re.,cw Gc'^cnc Rcq-jircmen's 65/05/G5 GEfif-rn-OR 
Offee of PJuc'oar Reac'or fiegiYa’-on Dr^ctDr JORDAN E L Director a 0*^<ce 

of Inspection and En'orc^r.erT CUNN NGHAMR E Off^'o cf N^jcFear l/ato'-aJ 
A Safegvia/ds Direc^cr 2pp 3-0202 233 3^202 340 

8505090016 NUREG 1061 V02 REPORT OF THE US NUCLEAR REGULATOF^V 
COWM5S10N FiP'NG REVIEW CCWMlTTEE Vo'oma 2£val!jatDn CH S€i':'r'C O' 
sms - A R€r.Fiew Of Sc-vr.i? Oes-sn Reqvj crr.<.r:l5 For Nu:leaT Pc»*(<r Ran! Fip ng 

• R 4 >ng Rev re-# Corm-rtea 65/04 /30 2 l3pp 30254 043 30254 255 

6505090292 Forwards aid) recrjcsted cha^vges to Tech Specs a*^cl^g 640X34 fnal 
draft Tech %)ecs arKCided on 84 JO 19 

SECKJ W Teraj Ut'*,e3 Elect/jc Co (formerfy Texas ULlit es Genera'’ Coj TXX- 
4418 85/04/30 NOONAN.VS Oorr,an-;ho Peak PrOjOcI fTechriH>at Rev*£w Tca/r) 
3Jpp 30219 052 30219 082 

6505090332 Requesis NRC approval of use of a?'firnatr^e ppe brea^k ertena cUm.-.a^ng 
arbitrary intefm€d.ate p^pe breaks A assoc'ated d/Tiamic effects ppo >irhip rfislrem's A 
»t sti^s S^<fT,mar) of bonef-ls & techrYcai pjst^'catjon enc' 

BECKJ W Texas Ut/rbes E)eca»c Co (fermerfy Texas UUfTyCs Generating Co) TXk 
4471 85/05/02 fJOONAN.V S Comanche Peak Pro^ocl (Technical Re-.h^w Tea,m) 
16pp 30221 29330'221314 

8505100057 NUREG 1061 ADO V02 REPORT OF THE US NUCLEAR REGULATORY 
COMMISSION PIPING REVIEW COMMITTEE VOLUME 2 ADDENDUM Summary Arid 
Evaltiabon Of Historical Strong Motion Earthquake Seismic Response Artd Damage 
To Aboveground Industrial PiOfng 

* Piping Review (^mrrvnee * S'evenson A Assoc-dtea 65/04/30 511pp Ai/a’abiGa1 
NRC WOO 30268 005 30268 212 


8505100346 Board NoUicat-on &S-0 53 forwards sumT.ary A transenpt o1 850422 meet 
ing between NRC A utJ re sampling program for lorq^ on cached down U bo’Ss 
NOONAN VS <^nnar>cho Peak Project (TechnicaJ Review Team) 65/G5/C8 PALLA 
OINO. ROBERTS, ASSELSTINE Commissioners 3pp 30567 001 30567 055 

-8505240071 Summary of 050500 meeting w/util Bishop, Dber man Cook, Puree’ll & 
Reynolds A CASE m Bethesda MD ra sampling program for cnchod down U bol's cn 
Drift 2 

TRAMMEL.C Comanche Peak Pro.-ect (Techncal Review Team) 05/05^08 Coman- 
cbe Peak Prcyecl (Technical Review Team) ip 30667 004-30667 004 

-0505240076 Transcfipl of 850422 techn-caJ conference m Belhesda.MD re whether U- 
bdt sample submittng by applicant is representat/ve of Unil f Fp 1 71 Supporting dec- 
umentaiidn encl 

* Comanche Peak Project (Techrucal Review Team) 65/04/22 91 pp 30567 005- 
30567 09S 


8505100407 Forwards SSER 10 (NUREQ-0737J Rept provides resoluton of 400 techni- 
cal concerns & aflecauons in mochanical A ^log area re consi practices W/o enc) 

NOONAN.VS Cotnancho Peak Profit ffechnicaJ Review Team) 85/05/03 

SPENCE MO Texas Utikties Electnc Co (forrrvefly Texas UUM-es GerveraUng Co) 
2pp 30272 346 30272-347 

8505130136 Forwards acfdl comments cn 841031 proposed offsite dose ciicuUUon 
manuaf Submission of revised offSJla doso calcutauon nunuaJ resof/mg encl com- 
ments requested _ ^ 

NOONAN.VS Comanche Peak Protect (Techrucal Review Team) 85/05^07 

SPENCE.M D. Texas Ubiities E1ectr*c Co (formerfy Texas UbJiues Gerverating Co ) 
7pp 30363025 30383 031 

8505140289 Confirms 8S0625 26 onsite audits of SPDS Background A audit agenda de- 
scribed in NRC 850418 It; ^ . r, T. . 

NDOiNAN.VS Comanche Peak Project (Tcchrvcal Review Team) 65/05/07 

SPENCE.MO Texas Utilities Efeclnc Co (formedy Texas Uuiities Generating Co) 
3pp 30369336-30389 338 

0505150493 NobFicabon of cancel labon of 850508 meelir^ w/uW fi CYGNA m 
Belhosda.MD to resotva design rssues . 

VIETTfAL Licensir^g Branch 1 85/04/25 NOONAN.VS Comanche Peak PrOiSCl 
^echritcal Review Team) 4pp 30447 101-30447,104 

6505150532 NoUficdUon of 550514 meetirg w/ubl tn Bethesda WD 10 review status of 
outstanding ficen^ng Issues listed in SSER 6 „ r, t. 

0URWELUSB Licensing Brar^ch 1 85/05/10 NOONAN.VS Comanche Peak 

Project (Technical Review Team) 4pp 30445 347 30445 350 

8505170029 Partial response to FOIA request for Regulalo^ Reform Task Forw draft 
lept A Senior Advisory Group & Ad Hoc Commattea for Review of Nuclear HeaclOf 

Ucensing Reform Proposals reviews Forwards App A doevm^ts 

FELTO^JM Dhfision of Rules ai^ Rocords. 84/06/28 HIRSCH.D Conwtiee W- 
8nd^ the Gap 2pP- 30473 032-30473 1 48 

-8505170032 “Rept of Ad Hoc ComiTirtleo for flevww of Nuclear Reactor Reform Pro* 
posaJs/* review ol proposed Nuclear Stand arrfizatoon Act of 1 982 ^ ^ 

* Ad Hoc {Jornmitlee for Review of Nuclear Reactor Reform Prc^>o$aJs 64/06/88, 
42pp 3CM73 934-30473 074 

-8505170035 *Rept of Ad Hoc CorvTuttee for Review ol Kucloaf Reactor Uceneing 
Reform Proposals cm Proposed Nuclear Lkiensirw Reform Act of 1 903 ” 

CHARNOFFG , EOGAH.G L , LONG.S Ad Hoc Corrimjttee for Review of NueJear Re- 
actor Reform Proposals 82/12/15 32pp 30473 075-30473148 

8505170237 Advises that CRGR 850514 Meeting 76 agenda modified Bnefing re pro- 
posed rev Of l0CFn50.AppJ deleted from agenda ftem will 

STELLO.V Corwfitttee to Review Gervenc Requirements 85/05/13 BERNERO.R. 
Office of Nuctear Reactor Regulation, Dirftclor JORDAN.E L. Direcior s Office, pfjee 
of inspection arxl EnforcemenL CUNNINGHAM.R E Office of NoeJear Material Safely 
& Safeguards.DirectOr I p. 3044 2 23 7 30442 237 
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“dlwJu bolfsTn^U?!! 2 '"""""8 * ^o-'^ullanls m sampfcng fo, cached- 

WILLIAMSlN H CyQNrE™r9;iarvfcet?3p^®^^^^^^^^^ 85/05/03 

piopraed* <ev7™0CFR50 Apn*^NMl?S^DfODoa^^to^ Jortbcooilng 

^ NRC reporting & record 

SEOV POSITION PAPEflS BEFORE THE COMMISSION 

era JMpp OOSSS 00°-3ol6S*332*''^* Oireclor for Operallona 85/03/05 Commission- 

30654!307.366570|3°' ‘'’® '°' OPe™llons. 85/04/22 8l7pp 

SOrtSI-aOMOrtsSja '*'® Executive Director for Operallons 85/04/28. 10pp 

SAMPflt W'r®°'/^'^®«'““'"«"‘sw^h«W(feiro * * ® 

^riri^iw‘^St^A5l■"2^4^3^^^^^^ ™S.»w, P,«m.n. 

SECV.76.129A Disouasea fourth altornaOve for publicizing cW monelary 
‘flRIS,J,A OIBce of Public Allalfs. 76/05/07, 5pp 30252 248-30262 252 



corned S'elenllsl^7pp. 302B0.329t3£!25f.26O^‘ 8^''8®''2^ ADATO.M Union of Con- 

30250 338-'3D25o! 342,°* ***® Executive Director for Operallons 84/01/20 7pp 

« S-I-SOO to be 

FOIA Exempllorr 5) avaiiawe In PDRApp B documents withheld (ref 

302ffi;3626a" 84/11/13. GRAB£n.L NUS Corp 3pp 

3M58.300.^ ALAB-TeO. 84/05/18. Spp 30268.059- 

850M|004e9 Responds to FOIA reouest for SECY-84-089 & SECY-84.089A Documents 
Cook, PtVcefl ^'eynolds-^p'loST-all^^^ WISE,J.fi. Bishop, Liberman, 

30297;l^629a006,°^ **’* Execuliva Director for Operations. 84/02/22 44pp. 
Sb ^30298 ols O^rallons. 


^ I wi9iai|i^O 

6ncJ, 

Opera^tons. 84/05/14 23pp, 


TSf?S3!r®“«^“«'5W' ffiwcKa 

?sWckil«khart.®6pM^^^^ BEt-AIR.R.R Klric- 

-e^MHOIIO 3EQy.B3-1 24 Discusses eurrenl offsite emergorcy plan oonirovsrsy re fa- 
PIAINE.H.H. oince ol the General Counsel. 83/04/04. Ip. 30390;187-30390’191 

‘^8“' tip 83 21 83/^/03. 4pp. 30390.192- 


■liSFiSSSiS—Jcw 

"^no^syolhtah consider proposed rule for limit 

aMMf&saSIM®' 'O' Operations 84/05/22 49pp 

cl!:I3'iystll°‘3py."30«3 281-3^^^^^ LEVENTHAL,PL Nuclatu 

1^^o*ban^Bt*^i5'powM*re^or 6nan?l'’"n®*°” concurrence In allached rosponso to 
OIRCKS W J Offi/'o ^ fhf ^ Japan to United Kingdom 

3fl5f3:fs4io4?3308 ^’'®““^® “'®'‘°' Operations I4/O3/OI 26pp 

8ponsy*to*DOE?/rsb'ay^sr'o?SO?snBnt'riiju®'®® concurrence in end proposed re- 
froni Japan to FranM I Unl flrf WnlnE™ li ^ assembles containing mall ol US ongm 
OIRCKS WJ nf fhn c ^®Proc 08slng Recommends approval 

m33 169^30433 337.^ Operations 84/047^ Wpp 

®®ADATO M SECy-84-290 to be placed In PDR 

?nd R^“de, ip"304w!lX®04f2l?^^^^^ ’^^LTON.JM Dhrlslon of Rule) 

850WO267 Responds to FOIA rsquest for SECY-84-290 Documsnt being placed In 

Cdnld^iemlsto^ ""lo" C«1 

DteWy Wllfiheld (relFcSlA E^pllon 1)*^^ * ®"®l App B document conv 

ResponsrMM 

STATE PHOG STATE PROGRAMS 

&a&ch,l7S™ffi^ ®5'®2/28. Oookellna & 

‘^||^e2jsl|’yyXU31Us“™™' ~ '"'Ptementalfon of EPA 

83/1 UldVrlxas State ot.XM92My2e^l^^^^^^ 

’^re^SrnentKp^dOCFm^^^ inadverienlJv omitted from 831114 submittal 

NUsIbAuHd A A^tetant 'S'® ''' "®Pl«'®®®«n9 sW 

83/12/15. Texas, Stale of! 1?! “SMMMss^sr®'"®"'® «FR««5 

drugs*Amoun?onTClinteal tsvlBw^nf P'*/®'®'®" “a® of radioactive 

Ifcenee or amend “m£- eoftrola ®®"' P'o®«8i'res or revs prior to Issuance ol 

Branoh.^4 pp^ 30083 001 -30083:604^*^*^^^^®* Docketing A Services 

'XlcTnlte^ahoW^ '®'''®®?"^® '"‘'0® Py 

bIabf i’a® w® ?PP'?P'I®'® ragutatof}?2;4w P'<«®8ures,equipmenl « loca- 
mfastonm^syptoofel-IM 85/03/26 PALlADINO,N Com- 

3oSJ^™®'®*® “““'“it!' 85%3/?^ “SotoTsCe'-Ke^p 301 13:314- 

3W^9;30n??4-,,“®P'' ‘^'“'"0®®. stale ol Spp 
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SS05ti10308 Notification of B50S02 & 03 mootings w/Stato Triba.DOE & NRC in 
BaltimorOiMD to discuss high tovol waste program Agenda end Program status info 
wifi be fopoated at 650514-15 meetings in Kansas City 

FfllSHMA^N.S Texas, Slate of 1015 05/04/16 RUSSELL.C NRG - No Detailad AffHI 
aUon Given 2pp 301 1 2.337-301 1 2 338 


^8505060114 Forwards revised CNS1-WF-C-01-NP, '‘Waste Form Ceriificalion Cemenl 
Chem-Nuclear Sya.Inc submitted new formulations & leal results along w/response lo 
NRC original set of qu astlons W/o repL _ , 

NUSSBAUMER.D A Assistant Director for Stale Agreements Programs SA/KNS. 85/ 
04/23. KIRNER.MP Washington, Stale of Ip. 30186 348-30186340 


8S05010366 Comments on proposed rule 10CFR35 re radpfttion safety 
requirements Proposal to revise proposed rule supported Proposal to change licens- 
ing procedures not supported 

G&DWiN.A.V Alabama, State of 50Fn 15752 003 85/02/14 PALLADINO.N Com- 
mlssloners 4pp 30092 214-30092 217 

8505010393 Ack receipt of 850415 Hr re notices of meetings on plant- related 
matters Requests notification by telephone of any meeting when written notice would 
not arrive 1 wk before meeting date 

BISBEE.G D New Hampshire, Stele of 85/04/25 NERSES.V Licensing Branch 3. 
ip 30090 210 30090 210 

85050105S8 Forwards design summary for B50419 meeting to discuss design options 
lor stabilization of Grand Junction taiilngs mail. 

STASSl.P J Jacobs Engineering Group, !nc 85/04/12. FERRARO, P Colorado, Stale 
of 24pp 30090 1 54-300^99 177 

6505010635 Forwards weekly notice of upcoming meetings re NRC high level waste 
mgt program, per 840827 Ffl notice NRC & DOE will meat on 850408-09 In Silver 
Spring, MD to discuss NRC comments on DOE DES Contact lists end. 
bunting. J.O. Policy & Program Control Branch (Post 031001). 1001. 85/04/01 Af- 
filiation Not Assigned lOpp 30009 068-30090:077. 

8605020068 Forwards data rept (o accompany Attachment 3, "Law Engineering Geohy- 
drologlcal Study Repi," of 850207 closure plan for Beatty low level radwaste disposal 
facllity.W/o end 

WRIGHT, SV LIS Ecology, Inc (formerly Nuclear Engineering, Inc.). -85/04/10. 
QRIEPENTROG.J Nevada, Slate of Ip 30140 283-30 140’ 283, 

8605020061 LIsIs upcoming meotings.per 830719 20 meetings. 

NEFF, JO Energy, Depl of 999 85/04/06. LINEMAN J. NRC • No Detailed Affiliation 
Given. SPURQIN.P Utah, State of. FRISHMAN,S Texas, Slate of Ip 30140^282- 
301 40282 

S50S020232 Forwards revised CNSi-WF-C-01-NP. "Was to Form Certification Cemonl " 
Rev should be transmitted to Stales of SC & WA W/o end. 

HiO QINBOTHAM,L Low-Level Waste & Uranium Recovery Pro|ecl9 Branch 85/04/ 
04 NUSSBAUMER.D. Assistant Director for State Agreements Program# Ip 

30139 308-30139 308 

8505020260 Forwards proposed response to Slate of WA re proposed requlremenl for 
vents in Nuclear Packaging,lnc,ferratium high Integrity containers. 

HIGGINB0THAM,L Low-Level Waste & Uranium Recovery Projects Branch. 85/03/ 
22 NUSSBAUMER.D A Assistant Director for Stato Agreements Programs dpp. 

30140 098-30140.101, 


-8505020266 Responds lo 840923 request for NRC view on Installation of venle in high 
Iniegrily contalnera due to gas generation of unknown orlglnsJnBlallation ^li minimize 
effects on hand ling, personnel safety & long term container integrity. 
NUSSBAUMER,O.X Assistant Director for State Agreemonia Programs. 84/12/10. 
SHEALY.H.Q South Cflrollna, State of Ip 30140:101-30140.101. 

85DS02032S Agenda for State of OR, Energy Facility Siting Council 860426 26 meetings 
In Lekewew.OR to discuss Lakovlow U Mill cleanup Minutes from Lakeview Remcdfat 
Action Committee B50129 & 0326 meetings & Lakeview activity alatua repI end 
* Oregon, Slate of 65/04/25 Oregon, State of 26pp 00139.31 1-301 3&:336. 

9506020345 Requests technical assistance in reviewing "Submerged Demlnaralfzer Sys 
Uner Qualdlcatlon as High Integrity Contalner-Hanford Burial.” Comments will be for- 
warded In Apr 1985. 

STRONQ.TR Washington. Stale of, Dept, of Social & Health Services. 85/03/08. 
NUSSBAUMER.D Office of Stale Programs, Director. 2pp 30140.317-30140 318. 

8505030037 Fonvards "Evaluation of Draft Environ Assessments for Deaf Smith S 
Swisher Counties.” End constitutes compendium of preliminary reviews.Complote 
comments will be submitted by 050520, per author 050205 commitment. 

FRISHMAN.S Texas, Slate of 10f8 85/03/10. RUSCHE.BC. Energy, Dept. of. 2pp. 
30162.244-30163 020. 


-6505030040 "Evaluation of Draft Environ Assessments for Deaf Smith & Swisher 
Counties " 

JARnETT,JE, REED.JB. Texas. Stato of. 85/03/15. 136pp. 30162.246-30163020. 


6505030366 Requests NRC participation In Subcommittee on General 
Oversight, Northwest Power & Forest Mgt 860416 hearing In Pcr(land.OR to present 
testimony on possible selection of Hanford Reservation as repodtoiy for high level 

I &s\o 

WE aver. J Oregon. Slate of 1300. 85/04/05. NRC - No Detailad Affiliation Given. 
3pp 30163’334-30ie3 336 

6505030456 PNO II 85 045 lour Kay-Ray Model 7062 level & density gauges containing 
C8-137 determined unaccounted for by stale licensee Uniroyal Tire Co In 
Opellka.AL, Gauges may have been delivered to scrap salvage yard, Search In 

fl?8jANOWSKI,R Region 2. Olfico of Dfrector. 85/05/01. Ip. 30126:167-30128:167. 

6505030606 Forwards comments on "Draft Environ Assessment - Richton Dome 
Site.MS.Dao 1084,” (DOE/RW-0013).FurthGr detailed comments will be transmuted 
BALL.W.G Mississippi. State of. 997. 06/03/19. Energy, Dept of. 25pp. 30162.076- 
30102:243 


8505060553 Notifies of upcoming meotings.per 830719-20 meeting. Including 850502-03 
meetings of repository slates & affected tribes In Baltimore.MD & NCSL 850504-05 
meetings In Charleston, SC 

NEFF Jo Energy, Dept of 1022 85/04/19 LINEHAN.J NRC - No Detailed Affifl- 
ation Given SPURGfN,P Utah, State of FRISHMAN.S Texas, State of Ip 
30187:335*30187.335 

8505070062 Comments on proposed rule 10CFR35 re requirements for matfs 
llcensees.Llcensees should be required to submit license amarvd to change rarfiatlon 
procedures 6 equipment 

MOUNT, D K. South Dakota, Slate of 60FR15762 004 05/03/11 NUSSBAUMER»D A 
Assistant Direclor for State Agreementa Programs. 2pp 30172.113 30172,114 

8503070030 Requests info re Jobs re end capsule description Sifor use In classification 
& establishment of requirements compensation for posM ions. Info requested by 
850501 

PBESTRIDQEDD Mississippi, Slate of. 1023 85/04/15, BROWNING, B Division of 
Waste Management. 8pp 30216.016-30216 023 

8505070032 Requests end draft comments on HItIman topical repi ro cement solidifica- 
tion process be transmitted to participaling Agreement Stales for review, 
HIGGINBOTHAM, L Low-Levef Waste & Uranium Recovery Projects Branch. 85/04/ 
16. NUSSBAUMER.D, A Office of Slate Programs, Director. 13pp 30218 060 
30218072. 

8S05070063 Commenls on proposed rules 10CFR30,40, 60,61, 70 & 72 re nuclear facility 
decommissioning requirements Extension of comment period until 851116 requeated 
to permit public pamclpallon In review process. 

WlLEY,W. Oregor>, State of. 60FR5600 003 85/04/11. STEYER.K. Olllce of Nuclear 
Regulatory Research, Director. 2pp 3018 1-270-30161 *27 1 . 

8506070104 Commenls on proposed rules 10CFR30,40,60,51,70 4 72 re decorrunfs- 
sioning criteria for nuclear facilities Supporls rules 

PETEnsON,K.B Minnesota, Slate of. 50FR560O 004 85/04/26. Docketing A Serv- 
ices Branch. 2pp. 30181:354-30181.355 

8505070205 Comments on proposed rule 10CFR35 re radiation safety 
requirements Supports concept of Incorporating essenllal radiation safely require- 
ments 

WHATLEY, K.E. Alabama, State of S0FR15752 002. 85/02/13. Office of the Secretary 
of the Commission 6pp. 30179. 189-301 70’ 194. 

8506070349 Forwards comment on proposed rule 10CFR50 re property Insurance End 
misdirected A shouftf be treated as comment on proposed rule 
WOOD.RS. Office of Stale Proprams, Director. 4DFR44e45 034 85/04/29 Dockalfng 
A Services Branch, Ip. 30178.030-30178 032 

-650S070354 Comments on proposed rule 10CFR50 ro property insurance Certain re- 
quirements contempfatod by proposed rule would require mods to policies of Insur- 
ance presently written by Nuclear Mutual Ltd A Nuclear Electric Insurance Ltd. 
LEOERER.P.D. Baker A McKenzIo. 49FR44645 034 85/04/15. WOOD.RS Office of 
State Programs, Director. 2pp. 30176.031-30176:032. 

6505070352 Notice ef receipt of petition for rulemaking 60-2 from States of NV A MN 
requesting Commlssfon aaopt regulation governing Implemanlation of certain environ 
atos proposed by EPA 

HOYLE, J.C Office of the Secretary of the Commission 50FR 10267. 85/04/26 7pp, 
30178,016 30178 022 

8505070376 Forwards pelillon for rulemaking PRM-60-2 concerning new regulation for 
implemontatioji of 40CFR191 re mgt A disposal of spent nuclear fuel & high level A 
transuranlo radwaste. 

DAVENPORT, JH. Duryea, Houchins, Murphy A DavenporE 6OFR18207 65/01/22 
CHILK,S J. Docketing A Seivlces Branch. 1p 30173'1 11-30 173:121. 

-8505070362 Pelilions NBC to exercise rulemaking authority A adopt regulation govern- 
ing implementation of proposed 40CFR1d1 re mgt A disposal of spent nuclear fuel A 
high level A Iransuranic radwaste. 

SWAINSTON.HS, MUflPHY.M.R, Nevada, Slate of. OLSON, J-F Minnesota, Stale of, 
66/01/21 1 0pp. 50 1 73.1 1 2-30 1 73:1 2 1 

8505070466 Respond# to 650215 Itr re US/Canadian bilateral agreomenl. US has per- 
formed stress measurement work A borehole logging Instrument development for 
resea rch.Agreomenl provides mechanisms for sharinq research data. 

MANN.S.A. Energy, Dept. of. 85/04/22 KALITOWSKl.T. Minnesota, State of. 2pp. 
30216 380-30210:361 

6605060364 Confirms 060220 discussion following review A evaluation of stale radiation 
control program Determination of adequacy of program being withheld due to prob- 
lem# w/Jnsp backlogs. Response to and comments A guide line# requested in 45 

M^/i|RTIN,J.B, Region 5, Office of Director. 65/04/26 KIZER.K.W. Callfornls, State of. 
11pp. 30226:182 30228:102. 

8605090329 Further response to FOIA request for all memos written by NRC during or 
since 1083 re 96 LERs A SALP for TMI Forwards documents Haled In Apps A,B A 
C.Documants also placed In PDB. 

FeLTON.J.M. DMBlon of Rules and Records 84/10/02. BARFIELD.K. Critical Mass 
Energy Project, epp. 30248.034*30248:046. 


-8505030509 "Review Comments on Draft Environ Assessment Riohlon Dome Site, MS 


Oaa 1984.” 

* Mississippi, State of. 06/03/20. 144pp 301 62:1 00-301 62'243. 


95050«0107 Forwards revised CNSI-WF-C-01-NP, "Waste Form Certllicatlofi Cement.” 
Chem-Nuclear Svs,lnc submitted new formulations A lest reaulls along w/response (o 

Stale Agreement# Programs. SA/KNS. 65/ 
of. ip. 30186.347-30186:346, 


NRC original set of questions W/o rapt. 
NUSSBAUMER.D.A. Assistant Director for 
04/23. SHEALY.H.Q. South Carolina, Slate 


8505100096 Forwards draft "Annex D lo Georgia Radiological Emergency Plan,Plent 
Voglle,” "Burke County Emergency Mgt Agency Radiological Emergency Plan..." A 
"South Carolina Operational Radiological Emergency Response Plan ...” 

FOSTER, D.O. Georgia Power Co. QN'687 85/06/03, Office of Nuclear Reactor Reg- 
ulation, Director, 2pp 30246.346-30247:274. 


-6505100101 Preliminary draft "Annex O to Georgia Radiological Emergency Plan, Plant 
Vqgtie." 

• (feorgla, State of. 86/04/30. ©Spp. 30246348*30247.063. 
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-8509100110 “Soulh Oarolind Oporalional RadioFoglcaF Emergency Response 
Plan,SCOREPP-a4 Jn Suppon of Fixed Nucfear FaciNf/ea “ 

MOORE. J P South Carolina, Stale of e4/(M/30 ISOpp 30247 127 50247 274 

8505100112 Responds to FOJA request for correspondence re EAD MetallurplcaMnc 
from G40101 lo present Forwards Apps A A. B documents Documents a^so available in 
PDR 

FELTON.JM DtviSfon of Rules and Records 84/11/21, WFLDON.D, Doc Search As- 
sociates 5pp 30291 018-30292 127 

-8405160268 Responds to 840501 requests for guidance re acceptable limits for Am- 
241 cont&mmation In inctnorafor ash disposed or at focal sanitary landfiK.underground 
sewer fine & EAD metallurgical facility in TonawandapNV 

MURLEY.TE, Region 1. Office of Director* 84/05/10 WJLLIAMS.HQ, New York, 
Slate of 6pp 30291 227-30291 279. 

-8605100188 Discusses curren>1 status of EAD MelaliurgIcaMnc sitiiallon dunng review 
of NY Stal0 Dept of Labor radiation control program, per 840820 converaatfon w/P 
Lolhaus 

MURLGV.TE Roofon 1, Offica of Director 84/08/22 SrrAS)NK.W. New York, Slate 
of 4pp 302&1 060-30291 063 

-8505100224 Discusses State ol NY request lor technical assistance lo evaluale stabili- 
zation of ash contarrrnated w/Am 241 in Town of Tonawanda Jandfiil Mealing w/slate 
nocessary.due to difficulty In developing data per NUREG/CR-35a5* 

ALLAN.J W Region 1, Ofllce ot Direclor. 84/09/19 CDNNiNGHAM.RE. DMsIion ol 
Fool Cycta A Material Safety ip 30291 067-30291.067. 

-8605100231 Requests NRC asslstanca In evaluation of option of stabilizing ash con- 
taminetod w/Am'241 in Town of Tonawanda land fdl Methods used In NOFIEQ/CR- 
3566 applicable to probfem Supporting documentation oaoL 
RlMAWl.K New York, Stale ol. 84/09/13 LOHAUS.P Region 1, Oiftce of Dkecloi 
8pp 3029l.0e8-30291.07&, 

-6506100320 Extends Invitalron to attend 640612 meeting of Advisory Committee on 
Radioaclive Malls in Environ in Albany, NY to discuss Am-241 contamination problem 
In Tonawanda, NY 

RIMAWJX New York, Slata of. 84/06/05 KERR.Q.W. Offrea ol Stale Programs. Di- 
rector 64pp 6029M63 30291.226 

-8505 1903 3 4 Responds io 840605 Ur te 840612 meeting of Advisory Committee on Ra- 
dioactive Malls in Environ to discuss Am'241 conlamlnation In TonawafKia,NY.F Cos- 
lefio will bo attending In place of P Lohaus,who had prior obligations 
KERR.G W Office of State Programs, Director 84/06/14. RlMAWf.K. New York, State 
of, fp. 30291 280 30291,260. 

8SD5 190161 Forwards comments & questions re util rept, "Results of Ouafity Programs 
for Const of Clinlon Power Station '■ Further comments may be submitfed^pending 
evaluallon of results of 650422 meeting 

SAMELSON.A Illinois, State of 86/04/12 KEPPLER,JQ Region 3, Office of Djrec- 
lor 6pp, 30246 239-30246 244 


-8 505159364 Forwards proposed rulemaking & advance notice of ruiemaWng ro b m\\ 
tail/ng regulations scheduled for publication in FR on 8408D2 U recovery licensee 

comments on proposed rule & aovance notice due by 840917 & lOOI.respeclilveN 

NUSSSAUMER.D A Assistant Director for Stale Agreements Programs 84/07/31 
Texas. State of Ip 30422 149-30422 149 

-8595160371 Forwards draft "Impact of EPA 40CFR192 Stds on Waste Mgl Pfogra/ns 
at U Recovery Facilities” for review & comment by 840907 Preliminary documonl 
fifiould not be construed as NRC findings , _ 

NUSSBAUMER.D.A. Assistant Director for Slate Agreements Programs 84/08/62 
Texas. Sfale of Ip* 30422 150-30422 150. 

-8506150364 Forwards proposed rulemaking & advance notice of rulemaking re U miy 
tai fling regulalions scheduled for publication In FR on 840802,11 recovery licensee 

connmonis on proposed rule & advance notice du© by 840917 & 1001 .respoc lively 

NUSSBAUMEn,DA Assistant Director for Slate Agreements programs 84/07/3! 
Texas, State of Ip 30422- 149-304221 49 

-8505150371 Forwards draft "Impact of EPA 40CFR192 Stds on Waste Mgl Programs 
at U Recovery Facflities" for review & comment by 840907 Preliminary documeal 
should nai be construed as NRC findings 

NOSSSAUMER.OA Assistant Director for Slate Agreements Programs 84/08/02 
Texas, State of 1p 30422.150-30422-160 

-8505160364 Forwards proposed rulemaking & advance notice of rulemaking re U mill 
tailing regulations scheduled for publication in FR on 640802,1) recoveiy licensed 
comments on proposed rule & advance notice duo by 840917 & lOOl.respectiveiy 
NUSSSAUMER.D.A Assistant Direclor for State Agreements programs 84/07/31 
Texas. State of. Ip. 30422-149-30422 149 

-8606150371 Forwards draft "Impact of EPA 40CFR192 Stds on Waste Mgt Programs 
at L) Recovery FacilfDes” for review & comment by 840907 Preiiminary document 
should not be construed as NRC findings. 

NUSSSAUMER.O.A. Assistant Director for State Agreemenla Programs 84/08/02 
Texas, State ot 1p 30422'150.30422.150. 

8S0S15018O Forwards FEMA 841130 rept of emergency exercise on 840822 A 850107 
corrective action rept for remedial dull on 84121 B. Category A deficiency noted to 
S tale of MA ability to determine whether local emergency operation cirs activated. 
HARPSTER.TX Region 1. Office of Direclor. 85/05/08 HEIDER.LH Yankee Atomic 
Electric Co, 2pp. 30395 078-90395-180, 

-8505160166 "Joint State & Local Radiological Emergency Rosponae Exercise ter 
Yankee Nuclear Power SI atfon.840822 " „ , 

* Federal Emergency Management Agency 84/11/30 93pp 30395 078-30396,180 

8505160272 PNO-fl 85 045A one Kay-Ray Model 7062 level density gauge unaccounted 
for by Unlroyal Tire Co found in scrap yard In Alexander Cjty,AL Searen continuing fer 
Ihreo other gauges 

TflOJANOWSKI.P, Region 2, Office of Director 85/05/10 Ip 30399.003-30399.005 


8505100419 Offers no cbmmenls on 850220 amend request for 2-yr extension of plan 
for Integrated scheduling of plan! mods, Basis for NSHC A notice of amend request 
Included In monlhty nollco of amend apolicallons to Ols. 

HOUVENAGLE,TL, fowa, State of 85^/05/08 VASSALLO.O.B Operating Reactors 
Branch 2 Ip 30245*119-30245:119 

8505130222 Ack receipt of 850415 ftr In response to 856316 fir re receipt -of meethg 
notices after meeting held Telephone number & Xerox 400 tefacopler verification 
number supplied for contact for meetings w/fess then 1 wk notice 
AHRENS, P. Maine. State of 8S/05/02 NEflSES.V. licensing Branch 3. Ip. 
30273 349-30273 349 

8505130333 Forwards replace mo n1 pages that con &ti tula Change 2 to State of NC 
emergency response plan In su^^ori of facility W/svc lisl & two oversize 
figures Aperture cards available In PPR Related correspondence 
TOLLAR.DE Carolina Power & Light Co. #285 944 OL 85/05/08. KELLEY, JX., 
BRIGKT.GO. CARPENTER, J H. Atomic Safety and Licensing Board Panel 160pp 
30279 241-30280033 

8505140236 Further response to FOIA request for documents re selected NRC con- 
tracts for court reporter sves Forwards App B documents Oocumenta also available In 
POR Reviaw of eadi records, so b| 1o request.fn progress* 

FELTON.J M. Division of Rules and Records 84/12/14 RILEY, A, TayJoe Associates. 
5pp* 31>390'235-393901J45, 

-8505140386 Responds to MJ Mattia 831205 memo re stenographic reporting sves 
contracfOfc will need stenographic reporting sves for alf Agreemenl Stales meetings 
to be held fn Oct 1984 for 2-1/2 days 

KERR.G W. Office of State Programs, DIroclor 83/12/16. DAVIS, K DMsIoo of Con- 
tracts. Ip 30390.294-30390.294, 

8505160084 Further respoi^ae to FOiA request for nine categories of documents re U 
mill tailings regulatior>s App B documanls forwarded App B documents aiso avaifabfa 
in FDR App C documents withheld (ref FOIA Exemption 5). 

FELTON, JM. Division of Rules and Records 64/12/18. BERfCK.D Environmentef 
Policy fnsllluto 7pp 30421:011-30422257. 

-85051S0364 Forwards proposed rulemaking & advance notice of rulemaking ro U mill 
tailing regulalions scheduled for pubfpcaflon fn FR on 840802. iJ recovery licensee 
comments on proposed rule & advance noUce due by 840917 & 1001, respectively 
NUSSBAUMER.O A. Assistant Director for Slate Agreements Programs. 84/07/31. 
Texas, Stale of Ip. 30422-149 30422 149, 

-8605156371 Forwards draft "Impact of EPA 40GFR102 Sfds on Waste Mgt Progranos 
at U Recovery Faciliffes” for review & comment by 84 0907. Preliminary documenl 
should not be consiaiad as NRC findings 

NUSSBAUMER.DA Assistant Director for State Agreamonta Progranris. 84/08/02* 
Texas, State of, Ip. 30422-160-30422.160. 

-8505160382 Forwards comments on "Draft impact of EPA 40<JFR192 Stds on Waste 
Mgl Programs at U Recovery Facllllles/* EPA ack of Table 5*0-1 findings would be 
helpful to Ofc of Slate Programs & Agreement Stales 

NLfSSBAUMER,DA* Assistant Director for State Agreements Programs* 84/08/07 
DRAGONETTE.KS, Low-Level Waste & Uranium Recovery Projects Branch, 2pp 
30422:152-30422 163 


6505160296 Forwards third interim findings on adequacy of Rev 5 to State of LA peace- 
bme radloJogical response plan Plans show great Improvement since FEMA asOal-a 

suppiomania) finding Disposition of NUREG-0654 elements listed In enci _ ^ 

KRIMM.R W. Federal Emergency Management Agency 85/05/10. JORDAN, E L. DM 
ston of Emergency Preparedness & engineering Response (Post 830103) 7pp 
30390*084-30399.090. 


850S1 60688 Notification of contract execution, Mod 4ito "Environ Monltortog Frograni 
W/State of GA." Conlractor.State of QA. 

SlLVtS.R.M Admlnlslralive ConUacte Branch FIN B-5203 NRC-OS 80-279. 85/05/08 
D6yoUNG,R, Director’s Office, Office of Inspection and Enforcement COHEN, L,K 
NRC -No Detailed Affiliation Given Ip 30438 065-30438-086 

-6505160590 Mod 4,de oblige ling remaining balancejo "Environ Monitoring Program W/ 
State ^f OA " 

IVEY,F.S. Georgia. State of. THOMPSON, R D Division of Contracts FIN B 5203. 
NRC-05-80.279 85/05/08 1p. 30438.066-30438 066 


8505 10DO56 Submits notice of upcoming meetings. Notice will be updated weekly, 
NEFF.J.O, Energy, Dept, of. 9872A. 85/04/25 LINEHAN.J NRC - No Detailed Affili- 
ation Given* Ip 30449:169-30449.169. 

8505160137 Requests comnsenta within 46 days re Chichibu Cement Co.Ud topical 
rept, "High integrl^ Conlalner for Disposal of Low Level Radwasta " Revised versions 
of nonptopTteiary topicat rept aubrniited Fab 19B6 enci W/o ancl. 

NUSS0AUMER,b.A. Assistant Director for State Agreements Programs 85/05/06 
SHEALY,H Q. South Carolina, State of. 1p. 30460.313-30460.313 


6505100209 Forwards comments on '‘Annotated Outline for Site Characlerizallon 
Plans," did Feb 1985. ^ 

LOUX,aR. Nevada, State of 85/06/01, VIETH.D.L Energy, Dept. of. 8pp 30450.137- 
30460:144. 


8506160241 forwards Slate of WA 850404 Itf to R Haelslg Of Nuclaar 
PackBging,lnc,authonzlng addl high Integrity containers under specified conditions 
NUSSBAU.MER*D A Assistant Direclor for State Agreements Programs. 0S/O4/29 
HIGGINBOTHAM, L Low Level Waste Licensing Branch, GRBEVES.J.T Engineering 
Branch IPost 831001). 3pp 30450.093*30450095. 

8505180380 "Review Comments on Draft Environ Assessments, Rich ton Dome 
Slle.Cypross Creek Dome Site, MS.” 

^ Mississippi, State of. 1028, 85/03/20, 65pp 30449:284-30449.340. 

8605100313 Forwards MA Dept of Public Ulils decision concluding that earliest comple- 
tion date projected for Ur>lt 1 on record Is Aug ISee.ln response to ASL0 request for 
applicant current const status rept.W/o end Related correspondence. 

SHOTWELLJ, Massachusetts, Commonwealth of #285 006 OL 85/05/10 
HOYT,H.S Atomic Safety and Licensing Board Panel 1p. 30426*3 10-3 0426.3 10 

0605160492 Summarizes 850211-12 meelings w/Stste of UT lo discuss lechnlcaj 
Issues & stele concerns re Pavla & Lavender Canyon slles.Meetlng agenda & lisl of 
attendees end. 

GRACE.S R. Repository Projects Branch (Post 831001). 1042. 85/05/01. MILLER,H.X 
Repostto/y Projects Branch (Post 831001), 4pp. 30447:105-30447:108. 
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8505170006 Parllal rosponso 1o FOIA request for documenta re potential effect of plant 
pcrforn^ance stds Imposed by state legislation & util redolalors on plant 
sefeW Forwards documents listed on app Documents available In PDFt. 

F ELTON, J M Division of Rules and Records 84/10/03 BELL,N Nucloar rnformallon 
8c Resource Service 3pp 30476 151*30476 353 

-8505170104 Forwards WL Brown 840906 memo re PUC of CO Incentive plan Ex* 

f resses concern that principle thrust of incentivo plans appears to be significant 
rpact on cost of power resulting from efforts to comply w/NRC requiremenla 
COLUNS.J T Region 4. Office of Director 04/09/06 SALTZMAN.J. Asslalanl Dirac- 
tor for State & Licensee Relations 2pp 30476 332-30476.333 

6505170171 Ack receipt of "Geohydro logic & Tectonic Evaluation of Proposed Davfs 
Canyon High Level Nuclear Waste Repository, Paradox Basfn.South a astern UT." NRC 
unable to participate In Investigation or sites Info on investlgalions requested. 
IINEHAN.JJ Repository Projects Branch (Post 831001). 1043, 85/06702, 
HUNTOORPW. V^omlng, Statoof Ip 30484 323*30404.323. 

6685170194 Forwards preliminary comments on "Toplcat Rept for High Integrity Con- 
tainer for Disposal of Low Level Radwastea," submitted by Cnichibu Cement 
Co, Ltd Revlaod nonproprielary version of topical rept end W/o repi 
QREHVES.JT Engineering Branch (Post 831001) 85/05/02 NUSSBAUMER.D A As- 
sistant Director for State Agroementa Programa 5pp 30484:307-30484,311. 

850517030S Confirms 850220 telcon re S Frishman 850111 Itr to JG Da\48 Arrange- 
ments for Stale of TX to fnloracl w/slaff during preparation of comments on DOE 
draft environ assessment on potential repository site located at Deaf Smith discussed 
BROWNINQ.RE Division of. Waste Management 1029 85/02/26. FRfSHMAN,S. 
Texas, State of. Ip 30484.233-30484 233. 

6B051 70316 Trip ropi of Visit to Salt Lake City & Clivo.UT for 860416 meeting w/ 
DOE.UT Depts of Health & Transportation & CO Dopls of Health 4 Geofogfcal Survey 
Tfr Steto of UT bid specs 

GILLEN, DM Low Level Waste & Uranium Recovery Projects Branch. B6/04/29. 
HIGGINBOTHAM, L. Low-levol Waste & Uranium Recovery Projocls Branch. 4pp. 
304a4-228 30404 231, 

8505170346 Confirms 850220 telcon on 850111 Hr to JQ Davis re comments on DOE 
draft environ assessment on potential repository site [ocalod at Yucca Mour^taln 
BROWNING, R.E. Division of Wosto Management 628 86/02/26, LOUX.R R, Nevada, 
State of Ip 304Q4'20B-30484 206 

8506170406 Requests execution & return of end documents In order to complete re- 
newal of self-bonding to Mining Permit 309G 4 amend & initial self bonding to Permit 
492,\V/o ends, 

BRYAN, VJ Wyoming, State of 00522. 85/04/01. TUFTS, R F Rocky Mountain 
Energy Co. 2pp 30404'1 61-30484 162 

8505170415 Responds to 050107 proposal to seal wells at Collins Draw U In Situ Leach 
Projoct instead of recQn(ouring,retop3Qillng & reseeding area, Identifies problems that 
must bo worked out before approval given ^ 

MOONEY, 0 Wyoming, State of 00528. 85/04/04 LOUDERBACK.T.E. Cleveland- 
Cllffs Iron Co. 4pp 30484 145-30484 140 

5505170422 Notifies of 050426 meeting w/NRC in ChGyonn 0 ,Wy to discuss groundwat- 
er restoration & roclamation for Clevdand Cliffs* Collins Draw In Situ Leach site. 
RANDEN.LD Wyoming, State of 00551. 05/04/09. LENNOX, D, MOONEY, Q , 
HOQQ.S Wyoming, State of. Ip. 3O4O4*144-3O404'144. 


-8505200304 Forwards InspRept 50 172/71-02 on 710714 No safety signficance or 
noncomplianco observed lormlnatlon of License R-e6 recommended, per 710412 
Lockheed decommissioning plan Facility will be placed under State of GA license 
SEIDLE.WC Region 2, Allania, Office of the Director 71/08/10. KEPPLER.JG 
Regfon 2, Allania, Offico ol the Director 1p. 30507 072-30507.072 

-8605200309 Special Insp Rept 50 172/71*02 on 710714 Major areas 
discussed, decommissioning plan & stale license 

LEWIS, R.C Region 2, Manta, Office of the Director 71/08/09 3pp 30507 073 
30507.076 

-6505200317 Discusses Insp Rept 50-172/71-02 on 710714 No noncom-pllance 
detected Major areas discussed decommissioning activUies, transferring records & se- 
(ected eKsm procedures 

DAV1SJG Region 2. Atlanta, Oflica of the Dl/eclOf 71/08/12 ORMSBY.R B Lock- 
head Aircraft Corp 5pp 30507.076-30507 080 

—8505200327 Forwards list a1 licensees & licensee names for slate tiles per agreement 
between AEC & Stale of GA re regulatory functions Following effective date cf 
agreement, AEG will perform regulatory Tunclions only for federal activities 
DAVIS, JG Region 2, Atlanta, Office of the Director 69/12/10 VENABLE, J H Geor- 
gia, Slate or. 7pp, 30507,081-30507.087 

-8505200354 Advises that Lockheed Corp applied ior authority to dispose of internals & 
lo decommission reactor per 710412 Itr Stale of GA will assume regulatory control of 
remaining mall. 

WOODRt)FF.R W. Operating Reactors Branch 1 (Pro 791030) 71/06/27. Operating 
Reactors Branch 1 (Pro 701030). Ip 30S07.097-30S07.097. 

-6505200359 Requests addi statement from AEC re present position w/ respect lo 
Stale of GA licanse & final ameltoralions of resirfctlona on property.Sfatement will be 
used as explanation to City of Atlanta to satisfy option agreement. 

FORBES,G R Lockheed Aircraft Corp 72/03/30 Atomic Energy Commission. 2pp 
30507.098*30507:099 

-6505200362 Forwards 10CFR150 of AEC regulations, per 720330 request for definition 
of Agreement Stale. AEC regulatory authorit/ over Licenses 10-91425-14 & SNM-260 
ceased w/listed termination dates W/o ends, 

BLANC, G A Atomic Energy Commission. 72/05/05. FORBES,G.R, Lockheed Aircraft 
Corp. 2pp, 30507.100 30507.101. 

-6505200363 Forwards list of cases Investigated during 721204-05 visit te Georgia Dep) 
of Human Re50urcos,AtlBn1a,(3A State of GA noted for Issuing licenses based on In 
sufficient Info. ProbJam caused ^ turnover of personnel Related info end 
DAVIS, F.C Atomic Energy Commisslonr Directorate of Licensing. 73/01/04 
BLANC, G, A Atomic Energy Commission. 20pp 30607' 102-30507:1 89. 

-6505200371 PNO-78-1 13'on 78051 2,R0gron II notified of media Interest re concern 
that unreaiflcled use ol decommissioning facility allowed by Slate of QA from 1071 
until 1976 & fenced area not adequately policed Related into end. 

MEYER, flJ. Director's Office, Office of Inspection and Enforcement 78/05/15 40pp 
30507. 19D'30507'23i 

-8505200378 Notifies of 781020 meeting In Allante,QA to discuss results of Dawson- 
vilfe overflight conducted by EQ&G 

HUFHAM.JW. Region 2, Atlanta, Office of the Director 79/10/18. ASHLEY, E.C As- 
sistant Director for Stale Agreementa Programs 1p 30507.232*30507.232 


8505170455 Forwards final "Radiofogical Emergency Proparodnesa Exercise Repl," for 
850227 oxerciso of offsite plans No Category A deficiencies fdentifledi 
KRIMM,R W Federal Emergency Management Agency. 86/05/14. JORDAN,E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip 
30443:147-30449 186 


-8505260383 Forwards 720336 & 0505 ftra between NRC & Lockhead-Gaorgia clarily- 
Ing disposition of site & ack Slate of GA regulatory atrthohty over decommissioning of 
facility & NRC 710631 order terminating License H 86. W/o encia 
KERR, GW Assistant Director for State Agreemenls Programs 76/10/18 
TEOFOflD.C Georgia, Stale of Ip. 30507-233-3054)7 233, 


-8505170466 Final ‘'Radiological Emergency Preparedness Exercise Repl,” for 850227 
exorcise 

‘ Federal Emergency Management Agency. 85/04/30. 99pp 30443.148*30443:186. 

6565170660 Confirms 650220 telcon ro errangomenl for State of WA roprosontatlvo to 
fnloracl w/NRC during preparation of comments on draft DOE environ assessment on 
poionlial repository sito at Hanford ^ ^ ^ 

BROWNfNG,R E Division of Waste Management. 1340 05/02/26, STEVENS AW. 
Washington, State of. Ip 3O48O'357-3O40O'357 

8606170610 Forwards Slate of SC 060411 Hr re Dow topical rept on solidification proc- 
ess (or low level radwaste 

NUSSBAUMER.D.A, Assistant Director for Stale Agreements Programs. 85/04/29. 
GREEVES,J. Engineering Branch (Post 831001). Ip. 30477:240-30477.241 

-6505170612 Finds qijesllons re toploel ropi on Dow solidification process for low level 
radwaste adoquato.Furltief review of rept roquoslod upon recelpi of responses. 
AUTRY. V R Soulh Carolina, Slate of. 05/04/11. NUSSBAUMER.DA. Asslslanl DIrec- 
lor for Stale Agreements programs. Ip. 30477-241-30477:241. 

8605260060 Parllal response to FOIA request for three categories of documents re al- 
leged 1967 accident at Radiation Efiocls Lab or "hoi ceil" at Nuclear 

Lw, Forwards documents listed In App A Documents also ovailobta In PDR. 

FELTON, JM. Division of Rufos and Records. 84/10/26 BREMAN,V.A Legal Environ- 
meniaf Assistance Foundation. 5pp. 30506.309 30507.276, 

-8605260150 Advises that cor lain aulliority re License SNM-260 will be Iranafered to 
Stole of QA effective on 691216 Slatus of AEC license conditions listed 
MCBRIDE, J A Atomic Energy Commission. 69/12/12. DEWAR, M A. Locknead Alrcran 
Corp. 2pp. 3O5O0’358‘3O5O6.359. 

-8686200172 Advises that Pu/Be sources have been picked up under Stale of QA 
flcens 0 .Slalo amends authorizirig mall forwarded w/ 720405 Hr 
HAMMM. Lockheed Aircraft Corp. 72/05/02. JOHNSON, LE Atomic Energy Com- 
mission. Ip. 30607.003*30507 003, 


-8605 200387 Ack receipt ol 760830 Hr re Slate of GA role aa Agreement State.Meeling 
to discuss program, tour fab, fad 11 lies demonstrate equipment & present rogulalory 

C olley & long-range plans welcomed 

EDBETTER.JL Georgia, State of. 78/11/02 RYAN,R Office of Stale Programs, Df- 
roclor. 2pp. 30507:234*30507.236 

-8505206393 Summarizes 761020 briefing w/EG&Q & Stale of GA In Pawsonvlire,GA 
re flyover survey of Lockheed -Georgia faciPity Agreement reached to show oiedia 
survey reaulls Related Info end 

ASHLEV.EC Office Of Slate Programs, Director 76/11/30. Office of Slate Programs, 
Director. 37pp, 30507.239 30507 276. 


6505200415 Offers no comment on proposed rules lOCFRSO, 40, 66,5 1,70 & 72 ro de- 
commissioning criteria for nuclear power plants 

ALLARD.H Wginia, Commonwealth of 60FR5600 069. 85/04/30. WEISSBERQ.S. 
Office of Slate Programs, Director Ip, 30471:345 30471 345 


8565200424 Informs of coordination of comments on proposed rules 

10CFR30, 40,60,51, 70 & 72 re decommissioning criteria for nuclear faci lilies Several 
agencies preparing comments, Consideration of comments after 850513 deadline re 
quested. 

TfilPLETTT. Minnesota, Stale oL SOFRBOO 069. 85/05/13 Office of the Secretary of 
the Commission. Ip. 30471:009 30471 009. 

8505200446 Package of three comments supporting proposed rules 

10CFR30,40,50,61,70 A 72 re decommissioning criteria tor nuclear facllilfes 
WITHERS.B,D Portland General Electric Co 60FR5600. 85/05/16. Docketing & Serv- 
ices BTsneh 7pp 304?2'.039-3a472.045. 


6505260512 Comments on proposed rules 10CFR3 0,40,50,5 1,70 Sk 72 re decommis- 
sioning criteria for nuclear facilities State Public Sve Commission supports transfer of 
responsibility to federal agency 

BHATIA,H.a Michigan, State of. 60FR6800 038. 86/05/10 Docketing & Services 
Branch, 6pp. 30470.185.30476:190. 


-8S05200255 Lists elements of decommissioning plon,per State of GA & AEG 710211 
agreement Termination of OL R-86 will occur simultaneously w/issuance of Stale of 

D^aIiMA. Lockheed Aircraft Corp. LQD/304537. 71/02/22 Atomic Energy Com- 
mission. 2pp, 30507 029-30607:030. 


6508200614 Comments on proposed ruled 10CFR30',4D,60,6I,70 & 72 re decommis- 
sioning criterla.Opposea new criteria based on adverse & possibly unwarranted hard 
ship Imposed upon majority of r^uctear medicine facililias. 

HICKEY.J E. Rhode Island, State of. 60FR6600 085. 85/05/10. Docketing & Services 
Branch 2pp. 30470:1 83-30470:184. 
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ft50520054B Coflimonls on proposed rules 10CFR30,40,50,51.70 & 72 r© decorfimis* 
sioning cnteria Nonpower reactors should be provided for specificarty fn applicable 
regul3lK>ns 

DlMEGLfO,A F, NationaJ Organizalfoni of Test, Research 5 Training Reactors 
50Tfl5600 021. 85/05/07. Dockelrnfif A Services Branch. 2pp 30472 062-30472063 

8505200626 Submits analysis of data re restore bon & stability of RRO North Pfatte 
Project Protection of grounctwater resources of paramount irnportanc© Ad(horer>ce to & 
Implementation of SSOSas operating plan expected by 050601 
RANDEN.LD, GARLAND, B Wyoming, Stale of 85/64/16 PEUZZA.M Uranium Re- 
sources, fnc 2pp 30501 129-30501 130 

8505200650 Requests commenls on encJ reguesl for ^dd) Info geriorated in review of 
Hillman Corp 840612 topical rapt on cem-anl solidification process Comments should 
be provkfed within 45 days-W/o end 

NUSSBAUMER.OA Assistant Director lor State Agreements Programs 85/04/29 
KIRNER.NP- Washington, Slate of, Dept of Social & Health Services 2pp 
30500345-30500.346 


8505240366 Comments on proposed rules lOCFR 19, 20, 2 1,30, 32, 39, 40, 6 1,70, 71 & 150 
re regulations for well logging operations, Specific min training requiromenl.ospociai’V 
for use of tracer malls, recommended 

eORCHERT.HR Nebraska, State of SOFR 13797 001 05/05/07 Dockotjng & 

Ices Branch ip 30556 360-30556 360 

650524D566 Forwards comments received by NRC re Unlv of Utah petition for rulomak. 
mg PRM 20-1 4, summaries of commenls 8 data on disposal pracipces & costs submd 

PETERSON.HT Health Effects Branch (post 840429) 85/05/15 5ALSMAN.J. Texas, 
State of. Ip 305641330-30564 330 

8505260384 Forwards 850418 & 25 draft "FEMA Region III Exercise Evafuallon Bept/' 
of 050410 & 22 remedial exercises, respectively 

KRIMM,RW Federal Emergency Management Agency 85/05/21 JORDAN,E L Orw- 
Sion of Emergency Preparedness A Engineering Response (Post 830103) 3pp 
30573 003-30573 DM, 


05OS2OO652 Forwards Crystalline Reposjloiy Project designated stale contacts list per 
OOE request 7 r- y r- a r- 

MCCLAIN, T, Batfelie Memonal Jnstitute. 85/05/03. STfLUN NRG - No Detailed Affili 
Btlon Given, 16pp. 30501:015-30501 030 

8605210156 Responds to 650304 request for review & comment on revised US Ecology 
closure plan for Beatty low level radwdste disposal facility fssues invotvlng site closure 
coinplex & underslanaing by alt parties necessary 

NU^BAUMER.DA. Assistant Director for State Agreemenis Programs 85/04/30 
VADEN.J.D Nevada, State of. 1p. 30523.179-30523 179, 

850S210194 Comments on proposed rule IOCFR0O. ''Disposaf of High Level Racfvrasle 
In Geologic Repositories Amen cfs to Ucenslng Procedures ” Rule opposed due to In- 
compiete understarKling of concerns of fnte rested parties 

FRfSHMAHS. Texas, Stale of 50Ffl2579 85/05/06 PALLADINO.N J. Commission- 
ers Ip 30494:096-30494 096. 

6505210348 Change 2 lo base plan of State of GA radiofogicaf emergency pfan,W/ 
850517 tlr, 

CUCK,B J. Goorgia, Slate of FOSTER.DO. Georgia Powor Co GN 611 85/05/17 
DENTON Office of Nuefear Reactor Regulation, Direclor 72pp 30495.192-30495 261. 

8506210406 PNQ-V 85-028 pa Went overexposure occurred Caused by breakthrough of 
Mo-99 into Tc-99 in generator sold to Nuclear Pharmacy J no & resold to Senpps 
Hosp State of CA invesUgating incident. 

MOI^GOMeRY,J„ THOMAS.R . HOnNOR,J Region 5. Office of Director. 86/05/17 
Ip 30499:266-35499 266 

8505210458 Comments on proposed rules 10CFR30.40,50.51«70 & 72 re decommis- 
slonirKi criteria Lower limits on quantity of rac5oactive mati established in Paragraph 
30,35m) as entena for financlaf assurance loo restrictive 

LACKER, DX Texas. Stale of. SOFRSeoo 096. 85/05/10 Dockebnd A Services 
Branch. Ip 30495:167-30495.167, 

6505210633 Ack receipl of treasury bill as repfacemani bonding Instrument lo Permit 
352. 

BRYAN, VJ. Wyoming, Slate of 00503. 85/03/21. FERGUSON.J C Amencan Nuclear 
Corp.3pp 30523;19S.30523;105. 

8505220028 Comrrianls on proposed rules IDCFR 3 0,4 0,50,5 1,70 & 72 re decomnnls- 
sioning crjtaria for nuclear faciirties Untimely or unprogrammed termination resulting 
from acddenl or unpredlc table lechnologlcal event should be included 
ESCH£LS,C. Washington, State of 6OFR5e0O 110 65/06/14 Dockebno & ServicDS 
Branch 2pp. 30516 279-30518 200 

6505220080 Package of three commenls opposing proposed rules 1OCFR30. 

40.50.61.70 & 72 re decommissioning crilerta for nuefear facifiUes 

ENOSJ.T. Arkansas Power A Light Co 60FR56O0 86/05/20. Docketing & Services 
Branch 63pp. 30519.136-30519 103 

8505220070 Package of four comments supporting proposed rules 10CFR3O, 

40.60.51.70 & 72 re decommissioning cnterla for nuclear facilities. 

BRADY, TF. Rochester Gas A Eiectifc Corp. 50FR5600. B5/06/20. Dockeling A Serv- 
ices Branch, 6pp. 30519.130-30519.134. 

8506230009 Forwards B Kearney 850314 comnionls on review of final reclamation plan 
for Htohfand U Operations Tailing Basin. 

MCCARTY, C Wyoming, Slate of 00504. 85/03/26. PETTENGILL.H J, Uranium Re- 
covery Field Office 2pp. 30 545' 36 1-30545-362 

3505230366 Forwards ‘’Post Ekerdse Assessment 850410 Remedial Exercise of Radio- 
logical Emergency Preparedness Wans of NY Slate A Westchester, Rockland, Orange 
A Pulnam Counbes for Indian Point Nuclear Power Slabon.'' 

KRIMM.R W. Federal Emergency Mar»gement Agency. 85/05/17 JORDAN, E L. Djvf- 
skffi^^of ^l^^f^^Preparedrwss A fcngineering Response (Post 830103). 2pp 

-8505230404 "Post- Exercise Assessmenl 850410 Remedial Exercise of Radiological 
Emergency Preparedness Plans of NY Slate A Wes IchesienRockfarKf, Orange A 
Putnam Counties for Indian Polnl Nuclear Power Station " 

* Federal Emergency Management Agency. 85/05/10. liapp 30532:321-30533 077. 

8505230441 Responds to 850415 reqwsl for FEMA lo confirm adequracy of offsite pre- 
paredness re fufKljng issues raised by Coaftlion for Responsible Energy Educ Funding 
issues Irreievanl. Stale/local emergency response plans adequate. 

KRIMM.RW. Federal Emergency Management Agency. 85/05/16. JORDAN, E L Divi- 
sion of EmergoirWY Preparedness A Bngfneering Response {Post 830103) Ip. 
30531 .20wio^1r205. 

6505330839 Responds to 850322 ttr re review of State of TX radiation controf 
program Sug^tions made lo cons^idate requests for written tnfo A review written 
responses ofiof lo onsite review. Responses to NRC staff comments end 
BERNSTEIN. fl. Texas. State of. 86/05/01 MART)N.F D. Region 4, CWfke of Direclor. 
3pp. 30540.091-30540 093 

6505240265 Comments on proposed rule 10CFR35 re physician use of radioactive 
drugs Amend would not impoM economic burden, would resufi in some economic 
relief A would ^ve added flexibiNty to addi physlclarra A hosps. 

LASHJ.R. Illinois, Slate of, Dept of Nuclear Safety. SOFR 15762 000, 65/05/14 
Docketing A Services Branch. 2pp 30554:1 4 2-30 554* 143 


-8505280390 DrafI "FEMA Region III Exercise Evaluation Repl" for 850422 exo/CfSe 

* Federal Emergency Management Agency 85/04/25 12pp 30573 043 30573 054 

6505280526 Notification of grant execution, Mod 3,to '’Investigation of Recent Crustal 
Movemente tn State of ME Grantee Maine Geological Survey 
STEWART, S Drviston of Contracts FIN G-1041 NRC-G-04 82-009. 85/05/09 
FOREHAND,W. SCHMjTT,T. NRC - No Detailed Affllialion Given Ip. 30506 15^ 
30606170 

-8505260542 Mod 3,extending grant period to 660630 A extending dollar amountto 
’‘fnvostigallon of Recent Crualal Movements in State of ME " 

ANDERSON, W A Maine, State of. EDGEWORTH.P J. Division of Contracts FIN Q- 
1041 NRC-Q.04-82.009 85/05/09 1p 30506 170-30606.170. 

8505290100 Comments on proposed Tech Spec amend involving economic gonorsticn 
control, per R Gilbert 850o15 request No adverse findings determined Response de- 
layed duo to Implementation of program for providing comments 
PARKER,MC Illinois, State of. Depl of Nuclear Safety DOE-05 074 85/05/20 
DENTON, H Office of Nuclear Reactor Regulation, Director. Ip. 30599:246-30593 246 

8505290255 Advises of completion of review of amend to Tech Specs re addition of 
suppression pool monitonng Instrumentation lo remote shutdown monitoring No ad- 
verse findings id&nUfied. 

PARKER, MC Illinois. State of, Dept of Nuefear Safely DOE-B5-O7t. B5/05/20 
DENTON, H. Office of Nuefear Reactor Regulation, Director Ip. 30599,125-30599 125 

8505290262 Advjsos that no adverse finding exists for proposed Tech Spec invcMog 
reactor coolant activity limits to M31 dose equivalent value A 125 volt A 250'Vo31 sta 
lion batteries, par RA Gilbert 850516 request. 

PARKER, MC Illinois, State of, Dept of Nuclear Safety DOE-a5-t)78 85/05/21 
OENTON.H Office of Nuclear Reactor Regulation, Director Ip 30596 232-30596 232 

8505290346 Advises of no adverse find/ngsbased on review of proposed Tech Sp$c 
amend re revised ECCS analysis 

PARKER, M.C (Ifinois, State of, Depl of Nuclear Safety DOE.85 073 S5/05/20 
OENTON.hr Office of Nuclear Reactor Regufallon, Director 1p, 30690.149 
30596 149 

8506290353 Forwards "Exercise Reel, Zion Nuclear Power Station, Commonwealth 
Edison Co Joint Exercise,” of 850306 exorcise Deficiency noted for Lake County,! 
KRIMM.RW Federal Emergency Management Agency 05/05/23 JORDAN.E.L DM- 
Sion of Emergency Preparedness A Engineering Response (Post 830103). ip 
30590 134-30599.269. 

-8505290365 "Exercise Rept.Zlon Nuclear Power Station, Commonwealth Edison Co 
Joint Exercise,” of 850306 exercise. 

* Federal Emergency Management Agency 85/04/30 75pp 30599-135 30599 209 

8505290384 Advises of no adverse findings based on review of proposed Tech Spec 
amend re Table 3.7.1 per 050515 request 

PARKER.MC filinols, Stale of, Dept of Nuclear Safety DOE-05-076. 85/05/20 
DENTON, HR Office of Nuclear Reactor Regulation, Director. Ip 30596>t49- 
30586 143 

8505290410 Confirms 850501 discussion re status of radiation control program A elfwl 
on status of State of NY Agreement Slate program NRC cannot prowde direct eperat 
log support for Agreement State program 

MURLEY.T.E Region 1, Olfico of Director. 85/05/24. WILDAMS.H Q. New VorK. 
State of. 2pp 30595:225-30505 229 

-8505290427 Requests NRC provide one fuil-Ume prof until new staff properly function 
(ng A trained Grant requested to assist in implementing Agreement Stale program 
WILLIAMS, HG New York, State of. 85/02/11 MURLEY.T.E. Region 1, Office of Dh 
reclor 3pp. 30595.227-30595 229 

8505290492 Advises that no adverse findings determined, based on review of util 
B50417 application for amend Licenses NPF-i 1 A NPF-1 8, revising Tech Specs 
PARKER,MC Illinois, State of, Depl. of Nuclear Safety. DOE-85-077. OB/05/21 
DENTON, HR. Office of Nuclear Reactor Regulation, Director tp 30592 245* 
30S92’245 

8505290520 Advises of no adverse findings, based on review of proposed Tech Spec 
amend re revised section of 10CFR50.72 A new Seebon 1QCFR60.73 
PARKER.M.C Illinois, Stale of, Depl of Nuefear Safety. DOE-85-070. 85/05/21 
DENTON, H Office of Nuefear Reactor Regulation, Director 1p. 30590 345-30590.345 

8505290740 Comments re hydrologic review of final reciamatlon plan for Highland D op- 
erations tailing basin Tailings dam should be reclaimed lo 10.1 slope lo result In more 
eroslonally stable design. 

KEARNEY, 0. Wyoming, State of. 00557. 85/03/14, Wyoming, Stale of fp 
30629,274-30629:274. 

8505310163 Speech entitled "Rept on NRC Activitlea,” presented at Seventeenth 
Annual Natl Conference on Radiation Control on 850522 In Milwaukee^Wl 
KERR.G W, Office of Slate Programs, Director. 85/05/22 7pp 30668.349-30668.355 
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6505310324 Commonts on proposed rules 10CFR 19^20, 21, 3 0,32, 39, 40, 51 ,70, 71 & 150 
re regulations for weJMogging operations Costs should be reduced for ficensoas en- 
gaged in wolMogglng & regulatory agencies licensing well-logging operatlor>s 
LASH.TF fllinois, Stale of, Dept of Nuclear SaTety 50FR13797 003 65/05722 
Docketing & Services Branch 2pp 30642 104-30642,105 

6506310424 Forwards 860404 memo re analysis of water quality data from wells at A3 
In situ site & acceptability of restoration work Data does not snow improving or stablo 
U concentrations Suggests meeting to discuss info 

ENGELMANN,FI Wyoming, Slate of 00572 85/04/21 WESTLER.S, Uranium Recov- 
ery Field Office lOpp 30671 295-30671 313 

65Q&3106S6 Summary of 850425 meeting w/ Rocky Wou/ilain Energy Co & State of WY 
ro Slate Dept of Environ Quality inlorprelation of realoration effort & to obtain notice 
roquiremenla per Nine Wile Lake Project List of attendees and 
BflICH.R F , HAWKINS, E F Uranium Recovery Field Office 85/05/09 Uranium Re- 
covery Field Office 3pp 30684 105-30664 107 


TOPREP VENDOR REPORTS AND REUTED CORRESPONDENCE 

6411160062 Submits design verification audit rent for QE safety parameter display ays 
a( San Jo se.C A, conducted during 840724 26 at San Josa,CA 
WEISS, SH Human Factors Englneenng Branch 64/11/02 THOMAS, C StandardJza 
lion & Special Projecla Branch 23pp 30112 237-30112 259 

8603130167 Forwards 2,800 kW crankshaft torsional analysis & support package for do 
felSon repl on Component 03 650c, per 850221 request Table re nominal sheer 
slressea for each cylinder at load of 3,500 kW end 

RAY,C L TDI (Transamerica Delavol, fnc) Owners Group RAY,C L Duke Power Co 
OQTP-072-N-67 85/02/26 BERLINGER.C H Office of Nuclear Reactor Regulation, 
Director. 70pp 29332 228-29332.297. 

0506010157 Application for amend to License OPR 72 consisting of Tech Spec Change 
Request 135 re current reactor refueling for Cycle VI Certificate of Svc end 
WESTAFER.G.fl. Florida Power Corp (subs Florida Progress Corp) 3F04B5 16, 05/ 
04/26 DENTON,H R Office of Nuclear Roactor Regulation, Director. 2pp 30007 1 67- 
30087.292 

-8606010164 0AW-186O "Cycle 0 Reload Rept " 

• Babcock & Wilcox Co 85/04/30, 76pp 30087,217-30087 292 

8605010249 Part 21 & interim Deficiency Rept 65/02 re TDI air start valve for emergen 
cy diesel generator engine Initially reported on 85031 G Valves on both diesel genera^ 
tors replaced 8 BOO h limit placoa on use Updated rept by Q50426 
DALE,LF Mississippi Power & Light Co 85/02. 85/03/25. GRACE.J.N Region 2, 
Office of Director S)p. 30005.093-30095 097 

B505010256 Final Deficiency Repl DR-291 re ruptured 22 gouge crankshaft plug on 
Blandby diesel generator supplied by TDIfnitially reporled on 850318 All 22 gauge 
crankshaft plugs replaced w/16 gaugo plugs 

BOOKER, JE Gulf States Ulilltloa Co RBG-20.746 05/04/17 MARTIN, R.D Region 
4. Office of Director 3pp 30005'090-30095 092. 

8505010474 Forwards proprietary Rev 1 to "PWR Secondary Water Chemistry Guide- 
lines" endorsed by Steam Generator Owners Group for use of membor utils re water 
chemistry contro! parameters & analytical methods Ropl withheld 
WITHERS,BO Steam Generator Owners Group. 65/Q4/0&, DENTON,HR Office of 
Nuclear Reactor Regulation, Director. 3pp 30090 056 30090,057 

6505010504 Forwards lislocf NRC staff memoranda ro propoaod Shoreham Tecli Spec 
changes resulting from TDI diesel review.Rolated corresponcfenco 
BORDENICK.BM Hearing Branch 3 #285 784 OL. 65/04/20. BRENNER, L, 
WORRIS,P,A., FERGUSON,G.A. Atomic Safety and Licensing Board Panel. 19pp 
30090,267-30090 276 

6505020070 Fonvards SER of ATI-VR-001-P, “Associated Technologies, (no Vel Roduc 
lion & Bitumen Sol Id ill cal ions Sys " Rept ecceplable for rof In license applications. 
THOMAS,C.O. Standardization & Special Projects Branch 86/04/24 DAy,J E Assoc! 
ated Technologies, Inc. 2pp 30130 351-39130,360. 

-8505029083 Topical ropt evaluation of ATI-VR-OOl-P, Associated Technologies, Inc 
Vol Reduction & Bitumen Solidlllcatlons Sys " Rept acceptable for ref In future I Icenso 
applications for LWRs. 

^ Meteorology & Effluent Treatment Branch. * EG&G, Iqc. 05/04/24. Spp. 30130 353 
30130'360 

8505020977 Forwards SER of 8AW<101S2, "NOODLE - Multi Dimensional Two- Group 
Reactor Simulator.” Rept accoptoblo for ref In license applfcallons NOODLE code ac- 
cepleble for calculation of steady-state core ohysics parameters. 

TMOl^AS.CO. Standardization & Special Ro/ects Branch 85/04/24 TAYLOR. JH. 
Babcock & Wilcox Co. 2pp, 30140 049-30140.061, 

-6505020081 Topical rept evaluation of BAW-10152, *'NOODLE » Multi Dimensional 
Two Group Reactor Simulator." Rept acceptable (or ref In license appHcatlons.NoodIo 
code acceptable for core design & safety-related noulronlcs calculations 

• Core Pe nor man CO Branch. 85/02/28 lipp 30140 051*30140 061. 

8505020066 Forwards safety evaluation of Rev 6, Amend 0 to NEDE-24011, "Thermal 
Hydraulic Stabillly Amend to GE5TAR II " Rept acceplable for ref In license 
applications Accepted versions of rep I, proprietary & non proprietary should be pub 
11 a had 

TH0MAS,C0 Standardization & Special Projects Branch. 85/04/24. 
PFEFFERLEN,H.C. General Electric Co. 2pp 30140.030-3014 0 040. 

-8505920089 Topical rept evaluation of Rev 0, Amend 6 to NEDE'2401t, "Thermaf Hy- 
draulic Stability Amencf to GESTAR II.” Ropl acceptable for ref in license applfcallons, 

• Core Performance Branch. 85/03/31 17pp 30140.032-30140.048. 

8505020142 Noiificatlon of S50426 meeting w/utl( & BNWL fn Bethe&da.MD re technical 
discussion of TDI diesel capacity at facility. 

STERN, SM Licensing Branch 2. 85/04/25. SCHWENCER.A. Lfcensing Branch 2 
3pp 30130 203*30130 205. 

8505020164 Forwards Endorsement 111 to NELIA Policy NF*83. 

DUCK.J.R. Marsh & McLennan, Inc. 05/04/17 SALTZMAN.J. Assistant Direolor for 
Slate & Licensee Relations. 2pp. 30106:352*30106:353. 


8505020237 Forwards nonprop rlalary & promietary GE rept "Clinton Plant-Unique En- 
croachments Final Test flopi;* resolving Confirmatory Issue 71 Proprietary rept with- 
held (ref 10CFR2 790) 

SPANGENBERG.F. Illinois Power Co U 600000 86/04/29 SCHWENCER.A Licens- 
ing Branch 2 3pp 30106179-30106 208 

-650 5020249 MDE-36-0285 "Clinton Plant-Uriique Encroachments Final Tosi Rept " 
KING.MN. UM.ST, WINT2,S General ieclflc Co DRF-T23 00801 05/02/22 
27pp 30106 184*30106 206 

8505020261 Forwards Endorsement 116 to NELIA Policy NF-111 & Endorsement 52 to 
MAELU Policy MF-05 

OUCK.JR Marsh & McLennan,, Inc 85/04/24 SALTZWAN.J Assistant Director for 
Slate & Licensee Relations 3pp 30108 213-30106 215 

8505020*440 Informs of organizational change ro corporate reporting relallenship of rail 
ability & OA deplRoliabTlity & QA dept transferred from administration div to project 
controls & svcs div headed by M Pal 

BUflRESS.HP United Engineers & Conatruclora, fnc (subs of Raylheort Co) 05/ 
04/2G CRAIG, J Vendor Program Branch 1p 30103 354-30103 354. 

8505020629 Forwards request for addi Info on Amend 10 1o NEOE-24011 P-A-6, "QE 
Sid Application for Reactor Fuel ” Response rquesled by 050628 
THOMAS.CO Standardization & Special Projects Branch 05/04/24. CHARNLEY,JS 
General Efoclrlc Co. Spp. 30137.350-301 37 360. 

8606020652 Forwards SSER 1 for Rev 2 to CEN-152, "C-E Emargency Procedure 
Guidelines” Rev 2 acceplable, w/notod exceptions, for Implementation ^ will provide 
linprovod guidanca for emergency operating procedure dovolopmeni 
ZWOLINSKI.JA Operating Reactors Branch 6 05/04/16, WELLS, R W C-E Operating 
Plants Owners Group 2pp 30110 346-30110 356 

-860B020B53 SSER 1 lo topical repl evaluation of Rev 2 to CEN-152. ”C-E Emergoncy 
Procedure Guidelines," Rev 2 acceplable, w/notod exceptions 
* Office o1 Nuclear Roactor Regulation, Director 65/04/10 9pp 30119 348- 
30110 356 

8505030204 Forwards SuppI 2 1o Rev 2 to XN-NF-04 21, "DC Cook, Unit 2 Cycle 5 5% 
Steam Generator Tube Plugging Limiting Break LOCA-ECCS Analysis K(Z) Curve." 
Cunra will bo used for heal flux cnannel factor surveillance. 

ALEXICH,MP Indiana a Michigan Eleclric Co AEP-NRC 066OAB 65/04/26 
DENTON, H R, Office of Nuclear Reactor Regulation, Director, 2pp 30124‘332- 
30125 914 

-8605030213 XN NF 84 21 S02 R02 Suppf 2 to Hev 2 to "DC Cook, Unit 2 Cycle 5 5% 
Steam Generator Tube Rugging Limiting Break LOCA ECCS Analysis K(Z) (jurvo " 
TAHVILl.T Exxon Nuclear Co, Inc (subs of Exxon Corp) 85/04/30 43pp 
30124 334-30125.014 

8605030254 Forwards response to 850406 request for addI info on NEDE-24011-P-A- 
6,Am©nd 10.nesponso withhold (ref tOGFR2.70O) 

CHARNIEY,JS Genoral Electric Co MFN- 053-8 5. 85/04/26 THOMAS, C,0 Stand 
ardizallon & Special Projocts Branch, ip 30124,262-30124 202. 

8505030330 Application for amend to License DPR 7 prevising Tech Specs ro min enti 
cal power ratio value s,MAPL KG R values for new Fuel Type BP8DBB26D & deletion ol 
ref to old 8x8 fuej typo No slgnllicanl hazards fdenlifiod Fee paid 
CUTTER, A.8. Carolina Power & Light Co, NLS-85 120. 65/94/26 VASSALLO.DB 
Operating Reactors Branch 2 2pp 301 24* 270*301 24 316 

-8505030340 23A4663 ROO Rev 0 to "Supplemental Reload Licensing Submlllsl for 
Brunswick Steam Electric Plan!, Unit 1 .Reload 4 (W/o necirculation Pump Trip) " 
LAMBERT,PA, ZARBIS.WA, CHARNLEY.JS General Eleclrlo Co 85/O4/Y0 32pp 
30124.209*30124 310. 

8505030443 Forwards propnelary 041114, "Presenlalion on GE0X6E/GEOX8E0 Fuel 
Designs," re Amend 10 fo NEDE-24011-P-A Info withhold (rof 10CFR2 790), 
CHARNLeY.JS General Efoctrfc Co MFN-055-a5 8 5/04/29 THOMAS.CO Sland- 
ardlration & Special Projects Branch. Ip. 30130 072-30130 077. 

-8606030456 Forwards proprlotary 041114, "Presentallon on QE8XOE/GEOX0EB Fuef 
Designs, ” ro Amend 10 to NEDE-24011-P-A Affidavit end. Info withheld (ref 
1OCFn2,706) 

CHARNLEY,J.8. General Electric Co. MFN 166 84 64/11/14. LOBEL,R. Coro Por- 
formanco Branch Spp 39130 073-30130 077 

6505030489 Forwards revised & updated ref section to steam generator lube rupture 
Chapter III E of owners group emergoncy operating procedures technical bases docu- 
ment 

BLACK,RL Babcock & Wilcex Operating Plants Owners Group ESC-251, 65/04/29. 
VISStNQ.G, Office of Nuclear Reactor Regulation, Director. 10pp 30120*144- 
30128:162 

8606030602 Motion to reopen record on Issue 6 for limited purpose ol admitting end 
document into evidence Docuipont discusses malfunction of TDI diesel generators re- 
sulting from breakage of metalj}ln Certificate of Svc end 

HIATT.S.L Ohio Citizens for Hosponslbl© Energy. #285 612. OL 65/04/30 Atomic 
Safety and Ucensing Board Panel Spp 301 30*1 02-301 36; 186. 

$605000009 Requasls rereview of CNSI'FRP-14571-OI-P, "Rberglass Reinforced Plas- 
tic High Jnlegrity Containers," based on Chom-Nudear Sys, Inc detailed design draw- 
ings Comments should be provided by 650426 

gReeVES,JT. Englrteoring Branch (Post $31001). 05/04/05 MACDONALD, C. Trans- 
portation Certification Branch. Ip 30186*354 30180 354, 

$505060105 Submits supplemental Info re 650228 Hr concerning Addendum 1 to NEDO 
10468, "Power Genoraflon Conlrol Complex (PGCC) Fire Suppression Licensing Topi 
cal Ropt" Establishment of Hafan concentration requirement for control room dis 

CU8 80Cf 

VILLA, R. General Electric Co. MFN-60-85, 65/05/01. THOMAS.CO. Standardization 
$ Special Projecla Branch. 2pp. 30157:223-30157 226. 

6595000107 Forwards revised CNSI-WF-C-01-NP, "Waste Form Certification Cemant.” 
Chem Nuclear Sysjnc submitted new formulations & lest results along w/rosponse to 
NRC original set of questlons,W/o rept. 

NUSS0AUMEB,D.A. Assistant DIraclor for Stalo Agreeuionta Programs SA/KNS 85/ 
04/23 SHEALV.KQ South Carolina, Slate of. Ip. 30106:347*30180,348. 
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— M060601 14 Fofwardg revjscd CNSI-WF C 01 NP, "‘Waste Form Certification Cement ” 
Chenri'Nueloar Sy$,lnc submitted new formulations & lest results alor^g wAesponse to 
NRG orloinal sot of questions Wfo ropt 

NUSSBAUMEH.O A Assistant Director for State Aoreoments Programs SA/KNS 85/ 
04^23 KIRNFR.NP Washington, State of Ip. 30186343 30180348 

8605050164 Forwards msp plan matrix tor TDI diesel engine quality revahdatior^Olasel 
2A tearcfown & Insp should be completed by 850701 Diesel 20 msp will begin when 
Diesel 2A returned lo svc Marked up FSAR page end 

TUCKER, -HB Duke Power Co 85/04/30 DENTON,HR Office of Nuclear Reactor 
Regulalion, Director ADENSAM.EG, Licensing Branch A 7pp 30167 333-30157*339 

B606<W0191 Provides 15 addi responses lo 840511 request tor Info re 197 questions on 
Ocl 19B2 "RELAP5YA • Computer Program LWR Sys Thermal Hydiraufic Analysts,” 
per schedule callmg for submitfal of responses to 26 questions by 85DS01. 

KAy.J A Yankee Atomic Electric Co FYR 35 48 85/04/30 ZWOllNSKI.JA Operat- 
ing Reactors Branch 5 21 pp 3 01 57.238-301 67*258 

8SQ5060486 Transcript of T Johnson 650312 deposition fn Atlanta.GA re Conteniron 14 
concerning TOt diesel generators Supporting oocumenfatlon onci Related correspond- 
ence, 

JOHNSON,! Georgia Power Co #285 S52 OL 85/03/12 280pp 30164 032- 
30104 305 

8S0S0701O3 Notification of 850515 meeting w/GE In Bethesda.MD to review NEDO 
30638, "Product Depi Qualificatiorv Methodology"' 

MORAN, PH Stancardization & Special Projects Branch 85/04/29 THOMAS,CO 
Starvdardizatlon & Special Projects Branch. 3pp 30217 35B-30217 360 

8S0507Q1B5 Forwards exam repi of exam administered on 350416-17 
REYES, LA, Region 3. Office of Director 85/05/02 SCHOLAND.J Westinghouse 
EfectricCorp Ip 30170 352-30170 361 

-8505070160 Exam rept on B5Q415.Exam results seven instructor candidates passed 
written & BlmiJlBtor exam 

FERRELL^R , JAQGAR.F, HEMMING. 8 Region 3. Office of Director 85/06/01 9pp 
30170,353-30170 361 

8505070203 Advises that applicable rev to Supp! 1 to XNNF82 06(n, referred to In 
640417 Hr, Is Rev I.Subj of §409 14 Itr should be noted as SuppI 2 to Rev 1 of XN-NF- 
62 06(P), "Qualification of Exxon Nuclear Fuel for Extended, ” 

CHANDLER.J.C Exxon Nuefear Co , Inc. (subs of Exxon CorpJ JCC085 85 85/05/ 
01. THOMAS, C.O Standardization & Special Projects Branch Ip 30172‘158- 
30172158 

6505070364 Application for amends to Licenses NPF-4 & NPF-7, revising Tech Specs re 
pressure-temp limit curves to be applied during heal up 6 cooIdown.Fee paid 
STEVVART.WL Virginia Power fvlrglnia Efeciric & Power Coi 05 200 85/04/30 
DENTON, H.R Office of Nuclear Reactor Regulation, Oireclor, WiLLER.J R. Operating 
fl eactors Branch 3 4pp. 30 1 76 337-3 0 1 77 227 

-8605070372 BAW-1072 "Reaclor Vessel Prossura • Temp Limit Curves for VEPCO 
North Anna Unils 1 & 2.*' 

LOWE,A,L. KING.SQ. TAYLOR.CV Babcock & Wilcox Co 65/04/30 48pp 
30176 353-30177*227 

8505070386 Forwards draft responses lo NIRC comments on leak before-break rept 
0AW-1847. 

WALTERS, JF. BabcoCk & Wilcox Operating Plants Owners Group. ESC-243. 05/04/ 
25 VISSING.G S NRC - No Delaiied Affiliation Given 106pp, 30176 169 30176 264, 

8605080051 Revised final Deficiency Rept OR-265 re deterioration of TOJ shielded 
cables In excilallon cabinets of standby diosef generators Sub] wiring changed using 

drgLi-U plK Hi 

BOOKER,JE Gulf Slates Utilities Co Dfl-205 65/04/26 MARTIN.R D Region 4, 
Office of Diroclor 3pp 30228.233-30228 235. 

8S06080338 Interim Deficiency Rept DR-299 re fuel oil back pressuro valve mfg by 
Target Rock Corp fer TDI supplied standby diesel goneratora Next rept will be provid- 
ed by 850515. 

BOOKER.JE Gulf Slates UIIIHIes Co RBG-20841. 85/04/29 MARTfN.R D Region 4, 
Office of Director. Ip 30228.168-30223,159 

8505080486 Provldea followup lo 850419 Itr re mollon to compel Board accepted possi- 
bility of steam generator tube rupture as contanlian ir) proceeding Certificate of Sve 
end Related correspondence. 

JOHNSONT. Campaign for Prosperous Georgia JOHNSON.!. Georgians Against Nu- 
clear Energy. #285 911 OL. 85/05/03. JOlN^ER,J. Troulmart, Sanders, Locaerman & 
Ashmojr© 3pp 3021 Bi1 40-30218. 142 

6606080501 Forwards corrected pages to license condillons & Tech Specs attached to 
Btaff 350425 proposed finding of fact re TDI emergency diesel generators List of cor- 
roctiona provideeJ 

BORDENICK.B.M Hearing Branch 3. #285 908 OL 85/05/06. BRENNER.L, 
FEHGUS0N,Q a , MORR!S,P.A. Atomic Safely and licensing Board Panel 5pp 
30218.096-30216060. 

8605090064 Foiwards Endorsement 68 to NELIA Policy NF-193 & Endorsomont 37 lo 
MAELU Policy MF-04 

ASHBURN.OJ, Marsh 4 McLennan, Inc 85/05/01 SALTZMAN.J. Assistant Director 
for Slate* Ucensea RoJatlona 3pp. 30221.035-30221^037. 

8505090304 Forwards proprielary Vol 2 to XN-NF-85-ie(P), "PWR 17x17 Fuel Coolrng 
Test Pro g ram ,Ref food Quench Carryover & Heat Transfer Correlations *' Repl withheld 
ef10CFfl2 7e0) 

NANDLER.JC Exxon Nuclear Co , Ino (subs of Exxon Co rp) JCC 089 95, 85/95/ 
03 THOMAS.CO Slandardlzatlon & Special Prcjecto Branch 2pp. 39219*251- 
30219 252. 

0505090321 Forwards proprietary NEDE-30t30-P-A, "Steady State Nuclear Methods " 
Roptwithheld (ref t06FR2.790J 

CfftRNLEY.JS General Efeclnc Co MFN 956-85. 85/04/30. THOMAS,C.O Stand 
ardization & Special Projecls Branch Ip 30219,263-30210 253. 


8505100212 Partial response to FOIA request for documents re receipt, analysis & 
denial of C Stewart show cause petitions Forwards App B documents Apps A & B 
documents available in PDR Search for add! documents continues. 

FELTON, JM Division of Rules and Records 84/11/13 BELL,N Nuclear I nfo/m alien 
& Resource Service. 6pp 30293.296-30298*301 

-8406240014 Forwards SER re review of reliability of Div I & )l diesel generators TDI 
diesel engines wili provide reliable standby source of onsite power per uDC 17. 
CRUTCHFIELD.D Assistant Director for Safety Assessmerit 84/07/24 NOVAK J W 
Assistant Director for Licensing 1p 30299,022-30290 022 

-8505100265 Requests response to Issues in end 2 206 petition requesting revocation 
of low power OL & denial of full power Depending resolution of TDI diesof generator 
issues Response requested within 2 wks 

EISENHUT.D.e. Division of Licensing. 84/05/30 MCGAUQHV.J P Mississippi Power 
& Light Co. Ip 30299,032-30299 032 

-8505100402 SER re reliability of TDI Divs 1 & II diesel generators TDI dies el engines 
will provide reliable standby source of onsite power per GDC 17 

* Division of Licensing 84/07/24 8pp 30206:023-30299 030 

8505100304 Forwards Rev 0 to “Loss of Component Cooling Water Study for Reactor 
Coolant Pump Internals & Motor Bearings, In response to Auxiliary Sys Branch 
841 101 telcon request Open item re primary component cooling water closed 
CAREY, J.J Duquesne Light Co 2NRC-6 067. 65/05/06 KNIGHTON, G W Licensing 
Branch 3 1p. 30245:287-30245 303 

-6505100307 Rev 0 to "Loss of Component Cooling Water Study for Reactor Coolant 
Pump Internals & Motor BeBrings" 

* Westinghouse Elec Inc Corp. 85/03/20 37pp. 30245 260-30245 303 

8505100349 Advises that qualified wiring to crankcase fans & starting solenoids re 
placed at Shoreham. Replacement not performed at Catawba, but will bo impismonled 
in near-term, per BNWL Inquiry 

SEGRESTAM Duke Power Co MTS-4006 85/05/07. BERLINGER.CH DJviston ol 
Ucensing ip. 30245:112-30245*112 

8505100356 Summarizes C E Owners Group 850329 meeting w/NRC re CPC address 
able constan(s,ParticFpatIng utils prepared to submit license amend request to remove 
Table 2.2-2 concerning Type 1 constant values from Tech Specs 
WELLS.R W. C-E Operating Plants Owners Group WELLS, R W Northeast Utilities 
RWW-05 26 85/04/11 RUBENSTEIN.L S Assistant Director for Core & Plant Sya 
terns Ip. 30246*201-30245:201. 

8505100372 Informs that based on General Physics job/task anafysis.utll position that 
TDI emergency diesel generators can be effectively operated w/33D0 kW qualifjod 
load aubatantiated General Physics recommendations lo Improve procedures one! 
lEONARD.JO Lonn Island Ughttng Co SNRC-1169 65/05/06 DENTON.HR Olt.co 
of Nuclear Reactor Regulation, Director. 6pp 30245 144-30245.149 

8505130072 Answer opposing CORE 050430 motion to reopen record on Issue 16 re 
ID) diesel generator rellabllity.OCRE failed to meet burden of establishing that errors 
endanger safe plant operation 

SILBERGJ.E Cleveland Electric Illuminating Co. SILBERGJ.E Shaw, Prttman, Potts 
& Trowbridge #205 943. OL 85/05/09. Atomic Safety and Licensing Board Panel, 
16pp. 30274:231-30274:261. 

-6505130076 Affidavit of EC Christiansen re NRG weekly Info rept for wk ending 
850322 concernirw TDI diesel generators Certificate of Sve end 
CHRISTIANSEN,^ Cfavelancf Electric lllomlnaljng Co OL 85/05/09 16pp 
30274-246-30274:261 . 

8505130110 Disagrees w/ statement In util 850502 reply to findings of fact re emergency 
diesel generator contentions NRC would prefer to follow customary process or con- 
sulting w/app)lcant prior to finalizing Tech Specs.Related correspondence. 

BORDEN lcfK,B.M. Hearing Brancl) 3 #286 932. OL 85^5/07 BRENNER.L, 
FEHGUSON,QA, MORRIS, P.A Atomic Safety and Ucensing Board Panel 2pp 
30274:212-30274:213. 

8505130178 Suppis response to FOIA request for documents re TDI diesel generators 
at facility & list of problems & defects which occurred w/TDI generators used or 
tested Forwards Apps A & B documents Documents also placed ln>DR 
FELTON.JM. Division of Rules and Records 84/10/30, bELL.N Nuclear Information 
& Resource Service 4pp. 30366:192-30366:195 

-8402170129 Forwards transcript of 640126 meeting w/Tr ansameric a Delavaljnc (TDI) 
In Gethesda,MD to discuss problems re emergency diesel generators mig by TDf. 
CARUSO, R. Licensing Branch 2. B4/02/01. Licensing Branch 2 17pp. 30306 196- 
30307.054 

-6404260430 Forwards comments on "Design Review of Connecting Rod Bearing 
Shells for TDI Enterprise Engines" & "Emergency Diesel Generator Rocker Arm Can- 
screw Stress Analysis," Rept does not present sufficient data to support bearing life. 
BERUNQER,C.H Division of Licensing. 04/04/11 MCGAUGHYJ.P Mississippi 
Power & tight Co. 7pp 30307-332-30307:330 

-6407000357 Summary of 640426 meeting w/TDI Owners Group In Wading River, NY re 
status & progress of program to establish reliability of diesel generator.Tran script & 
vlawgrapns end 

MIUEIIM A. Division of Ucensing. 84/06/26. Division of Licensing. 5Bpp 30307:352- 
30308:179. 

-8505130214 Summary of 040127 meeting w/uti) re Oelaval diesel Issue. Meeting 
agenda,handouts & supporting documentation end. 

OlSHINSKI,J.A. Region 2, Office of Director. 04/02/02. 0'REILLY.JP HegloR 2, 
Office of Director. 165pp 3O387:O55-3Ob07:213. 

-8506130221 Advises of 840116 detail to A/D for safely assessment as TDI Project 
Group Manager for purpose of resolving Issues re TDI emergency diesel 

g en9rator8,Charter for TDI Project Group end. 

»ENTON,H.R Office of Nuclear Reactor Regulalion, Director. 84/01/25. 
BERIINGER.C.H Core Performance Branch. 6pp 30387:2 14-30307*21 8. 


05060905 10- Interim Deficiency Rept DR 298 re TDI check valves In on-engine mounted 
starting air piping tor standby diesel generators Next rept will be submitted by 850514 
BCX)KEfl.J E. Gulf States Utilities Co. DH.298, 85/04/29, MARTfN,n.D. Region 4, 
Office of Director. Ip. 30231*368 30231.366. 


-8505130226 Summary of 840126 meeting w/TDI Owners Group for NRC lo present 
concerns on Delaval diesels & TDI to re8pond.W/Q listed end 
OLSKINSKI.J.A Division of Engineering & Operational Programs, 84/02/02 
O'REILLY, J.P. Region 2, Office of Director. 2pp 30387:219-30387*331, 
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BOS 1302 02 Forwards monlhly status rapt for TO I Diesel Generator Owners Group 
technical program as o( 840525 Next monthly status repl will be fissued 840620. 

RAY,C L TDI (Tronsamerfca Dolaval, Inc) Owners Group RAY.C L Duke Power Co 
OGTP-43 B4/'05/25 DENTON, H R Office of Nuclear Reactor RopulaUon, Director 
ip. 38307 339*30387:339 


6S05170080 Partial rosponse to FOfA request for NRC mernos during or since 1983 re 
06 LERs or TMI SAlP root Documents listed m App A end Documonis Eisted In App B 
available In PDR Search lor addi records continuing 

FEtTON,JM. Division of Rules and Records 84/09/14 □ARFfELD,K Critical Mass 
Energy Project lOpp 30473 318 30476 150 


—8505130260 Monlhly status repl as of 640525 
RAY,C L TDI (Ti'finsamerica Delaval, Inc) Owners Group RAY.C, L Duke Power Co. 
84/06725 12pp 30307 340-30387 351 

0SO61SO32O Forwards remittance of application fee for Ming toplcat repl 
RARTLETT.B R Bartlett Nuclear, Inc 85/05/10 MILLEIR.W.O. License Fee Manage- 
mont Branch ip. 30308 295*30398 295 

0506150367 Forwards Insp Rept 50-458/65-30 on 650401-12 No violations or dovi- 
Bhona noted. 

JOHNSON.E H Region 4, Office of Director 85/05/10 CAHIIL,W J Gulf States Ulill- 
lies Co 2pp 30390 249-30398 269 


*•8312230029 Discusses GE Typo AK-2 25 reactor tnp breaker undervoltage Inp reliabll 
ily In C E & B&W plants Current program for improving main! practices not 
working Long term rellaotliiy cannot be achieved through maint alone 
EISENHDT,DG Dwlsfon of Licensing GL-83 23 83/12/12 DEN TON. HH Office of 
Nucfear Reactor Regufalion, Director 2pp 30474187*30474 189 

“8461110373 DIbcussos preliminary Info re problems w/Westinghousa OS-416 
breakers Repl from Texas Utils Generating Co IdentifEed failed lack weld on one 
breaker A 10 addi defective breakers 

BAER.R L Dn/Jsion of Emergency Preparedness & Engineering Response (Post 
630103) 83/12/29, LEWIS, RC Division of Project & Resident Programs 3pp 
30474.190-30474 201. 


-G6051&0372 Insp Rept 50 458/85*30 on 650401-12 No violation or deviation 
noted Major areas Inspected actions taken re IE bulletins & correction of previously 
Identified deficiencies per 10CFR5Q 65(e] 

SMITH.W.F . JAUDON,J P Region 4, Office of Director IEB-70-07. 85/05/09. 19pp. 
30398 251-30390:269 


0605160075 Further response to FOIA request for documents re operation of Grand 
Gulf Nuclear Station since 6401 01 .Including operalfon w/TDJ diesel generators & use 
of TDI generators at facillNApp A documents in PDR 

FELTON.J M Division of Rules and Records 84/09/20 GELL,N. Nuclear Information 
A Resource Service 3pp 30454 105-30454.351 

-0402170131 Discusses elements Of Transamerica Delaval, Inc (TDI) Diesel Ownera 
Group program to qualify TDI generators Meeting suggested for wk of 840206 for 
technical discuss ions & documentation of program delaifs. 

BERLINQER.CH Division of Licensing. 84/02/02 MCGAUGHY.J.P. Mississippi 
Power & Light Co 2pp. 30455' 160-3O455-1 57. 

-6404120045 Summarizes principal comments & questions raised by preliminary review 
of repl on invosllgalion of types of AF & AE plalon 8klrl8.FaAA-84'2*14 Response to 
questions requosled within I wk 

dERLINGER.CH Division of Liconsing 84/03/20 MCGAUGHY,J.P TDI (Transamorl* 
ca Dolaval, Inc ) Owners Group 4pp 30455*162*30455155 

“0407020563 Forwards Hr responding to util Inquiry advising that liquid penetrant Insp 
should bo deleted from required Insp scope for TDI diesel engines. Visual fnsp ade 
quale to dolocl contact spalling, scuffing A scoring of cylinder liners 
QERLINGER.C Division of Liconsing B4/0G/20. NOVAK, T Assistant Director for LI 
censing. 1p 30454.353-30454 353 

“0407030224 Deletes liquid penetrant insp requirement for cylinder flners In TDI diesel 
engines from 840522 order Visual insp will detect scuffing, spalling & scoring on iinors, 
EISENHUT,D.G Division of Licensing, 64/06/20. RICHARD, JB. Mississippi Power & 
LIghICo Ip 30454 a54*30455'107. 

“8505160104 Forwards allondanco list,handouts & slides used at 040126 meeting w/ 
TDI Owners Group 

CARLISO,n, Licensing Branch 2. 84/02/02 Licensing Branch 2. 113pp. 30454:110* 
304S4'351 


6506160162 Forwards Rev 1 to 'TDI Diesel Generator Design Review A Quality Revalf 
da lion Repl Revised Sacllons E A F pages encl.Ulil proceeding w/ const/ mod 
work One engine to b-o operating by end of JufloCB. 

CUTTER.AB. Carolina Power A Light Co NLS-85 104 85/06/13 DENTON,H.R 
Office of Nuclear Reactor Regulation, Director. 2pp 30427:313-30428 147. 


-0606160104 Rev 1 to “TDI Diesel Generator Design Review A Quality Rovalidatlon 
Repl “ 

0EEBE,R.J.. RAY«C L. TDI (Transamerica Dolaval. Ino) Owners Group. 85/02/26, 
200pp. 30427 315-30428.147. 


0505160167 Proposed findings of fact A conclusions of lew in form of partial Initial deci 
sEoa re amorgoncy plannirm A TDI diesol generators Certificate of Sve oncL 
SILBERQ,J b Claveland Eeclrlc Illuminating Co. SILBERG.JE Shaw, Pittman, Potts 
A Trowbridge. #205 005 OL 85/05/13. 162pp 30428.1 6 1-30428*3 12. 

0005180293 Forwards nonproprleta^ followup response to Request 1 for add) Info ro 
WCAP*10444(P), 'Vantage 6 Fuel Assembly Ref Gore Rept'' Response addresses 
NRG question ro WRB-2 critical heat flux correlation 

RAHE.E.P. Wesllnghouse Ejectric Core NS-NRC 05-3033 85/05/08. THOMAS, C.O, 
Standardization & Special Projects Branch. LOBEUR,* HSII.G Core Performance 
Branch. 5pp. 30427.138-30427 142 

0505170046 Rosponds to FOIA request for C E repts CEN2P (Doc 1976) A CEN42P 
(Jan 1974) ro steam generator ropairs. Forwards no npropriolary versions of repts, per D 
Lavins felcon. 

FELTON, J M. Division of Rules and Records. 84/10/22 KERDILES.J. Framatomo. Ip. 
30472.225 30473*030 


-3506170063 Forwards non proprietary C-E Repl CEN-2(P), “Palisades Steam Genera- 
tor Tube Exam A Repair '' ^ ^ 

SEWELL, R.B. Consumers Power Co. 76/01/26, O'LEARY ,J.F, Atomic Energy Com 
mission, DiroGtorale of Licensing Ip 30472.226*30472:226. 

-0505170060 CEN*2(P) Nonproprietary “Palisades Sleam Generator Tube Exanii A 
R-flOftlr 

• Combuslion Enginaoring, Inc. 74/01/31. 61pp 30472:227*30472,276, 

“0505170066 Forwards proprietary A non proprietary versions of C-E repL “Palisades 
Sleam Generator Tub© Repair Sleeving.'^ Proprietary rept withheld (ref 1OCFR2.70O) 
BIXEL,D.A Consumers Power Co, 13931. 76M2/22. S(5 hWENCER,A. Operating Re- 
actors Branch 1 (Pm 790625). 2pp 30472'277.30472.278, 


8505170200 Forwards comparison of velocities A thicknesses of water column at corv 
lalnment wall lor 1/10-scalo pool swell tests, per 850328 commilmenl End corrpari 
son can bo used to calcutato momentuin ol water column at containment wall 
SMITH, G.W Conlainmoni Issues Ownera Group SMITH,G W Mississippi Power A 
Light Co GWS-OQ 145 86/05/15 DENTON, HR Office of Nuclear Reactor Regula- 
tion, Director. 6pp 30442.1 54 30442 159 

8505170260 Forwards two affidavits required to satisfy requirements of 10CFR2,790 for 
withholding proprietary repts, transmitted by &5D404 Itr.from oublic disclosure 
COPELAND, R A Exxon Nuclear Co,, Inc (subs of Exxon Corp) RAC 031 85, 85/04/ 
10. MOHAN, D.H Slandafdizatlon A Special Projects Branch Ip 30442.164 
30442.188. 


8S05170377 Responds to 8 50507 request for add! Info justifying use of BAW critical 
heat flux correlation In LYNX2 code Comparison Indicates B&W-2 produces essentially 
same results as TEMP analysis of correspondlng^ofata points 
TAYtOR,JH. Babcock A Wficox Cc 85/05/09 THOMAS, CO Standardization A Spo 
dal Projects Branch 9pp 30443 200-30443 216 

8505170304 Forwards acfdl info requested in response to Item 6 re TDI diesel genera- 
tors at facility fnfo revises 650411 response A completely addresses all Hems in re- 
quest 

BOOKER, JE Guff States Utilities Co RBG-20790 85/04/22 DENTON, H R Office of 
Nuclear Reactor Rogutation. Director. 72pp 30462 014 30462 097 

0505170421 Forwards roqu&st for addl Info ro Rev 2A to P-TOP-OA1. Including which 
editions of ANSI/ ASM E NQA-1 A NQA-2 vendor commits to comply within forward ot 
rept 

ZECH,QG Vendor Program 0 ranch 85/05/15 FRIAS, R Ralph M. Parsons Co 4pp 
30444:056-30444' 059 

8505170550 Forwards revised response ta Hems 8 A 10 of 631229 request for addl Info 
re TDI diesel generators AIJ Hems addressed completely 

0OOKER.JE. Gulf States Ulilillos Co R BG -2070 1 . 85/04/22 OENTON.HR Office of 
Nuclear Reactor Regulation, Director 185pp 304G1'138 30461 302 

0505170610 Forwards State of SC 850411 Hr ro Dow topical repl on solidification proc- 
ess for lew level radwasle 

NUSSBAUMER.0 A Assisfanl Director for Stale Agreemonia Programs 85/04/29 
GHE6VES.J. Engineering Branch (Post 831001) Ip. 30477.240 30477 241 

“0506170612 Finds quesKena re topical repl on Dow solidification process for low level 
radwaste adequate Further review of rept requested upon receipt of responses 
AUTRY.VR South Carolina, Slate of 85/04/1 1 . NUSSBAUMER,0 A Assistant Direc- 
tor lor State Agreements Programs Ip 30477*241-30477 241 

6505200083 Notification of 050510 meeting w/util In Bethesda,MD,fQr exploratory dis- 
cussion on possible util initiative to te&aen emergency electrical loads on TDI diesel 
generators 

STERN, SM. Licensing Branch 2 85/05/Q9 BUTLER, WR Licensing Branch 2 4pp 
30502 001-30502 004 

6505200444 Response opposing OCRE B50430 motion to reopen record re Issue 16 to 
admit one page of NRC weekly Info rept on defect In chock valve In diesel 
generator Into neither significant nor likely to affect results of proceeding 
WOODHEAD.C.P. Hearing Branch 4. #285 051 OL. 85/05/15 Atomic Safety and Li- 
censing Board Panel. 3pp 30471.017-39471 025 

“9505200452 Affidavit of O Persinko re OCRE assertion that recent rept of defect In 
check valve In air slarl sys In diesel generator fndlcallon of failure of TDI Owners 
Group program Ce/tiflcate of Sve end 

PERSINKO.O. Office ot Nuclear Reactor Regulation, Dkeclor OL. 85/05/16. 6pp 
30471 020 30471*025 

B60S20Q642 Summarizes ACRS ECCS Subcommittee 850403 meeting in 
Washington, DC re review of Wesllnghouse BART/ BASH ECCS codes A revised 
small break LOCA models for TMI Item II K 3.30, WCAP-9561 on BART A*1 code ac- 
ceptable 

TIEN, CL. California, UnIv. of, Berkeley. CA. TIEN*C.L ACRS - Advisory Committee on 
Reactor Safeguards, 85/04/10 BOEHNERT.P.A ACRS - Advisory CommiUeo on Re- 
actor Saleguards 2pp. 30601.146*30501:146. 

B50S2{}06SO Requests comments on end request for addl Info generated In review of 
Hillman Corp 640612 topical rept on cement solidification process Comments should 
bo provided within 46 days-W/o end 

NUSSBAUMER.D A Assistant Director foj Slate Agroemenls Programs, 86/04/29 
KIRNER,N.P, Washington, Stale of, Dept of Social A Health Services 2pp 
30590*346-30500*340. 


“0 BO 5170070 GEN 42 (P) Nonproprietary “Palisades Steam Generator Tube Repair 


icHEFllR,A E, Combustion Engineering, Inc. 76/12/10, 115pp. 30472.279- 
30473.030. 


65O521O440 Forwards nonproprietary Rev 1 to Vols 1-3 of NEDO-23785-1-A. "GESTR- 
LOCA A SAFER Models for Evaluation of LOCA 

GRIDLET^R.L. General Electric Co. MFN-O60-B5 85/05/14 THOMAS,C.O Standard! 
zation A Special Projects Branch Ip, 30498098 30498.278 
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-8505210451 N E DO-23785* 1 -A R1 V1 Rev 1 to Vol 1 of "GESTR-LOCA & SAFER 
Models for Evaluation of LOCA GESTfl-LOCA-Model for Prediction of Fuel Rod Ther- 
mal Performance " 

AKEBLUND.S.O., PROEaSTLE,R A , WOOD.J E General Elecfric Co 85/02/28. 
900pp 30496099 30498-276 

-8506210452 NEOO 237a6-1-A R1 V2 Rev 1 to Vol 2 Of ”GESTR LOCA & SAFER 
Models for Evaluation of LOCA SAFER-Long-Term Inventory Model for BWR Loss-of- 
Coolant Analysis " 

CHAN.KC, SHUM,F.O, WOOD J E. General Elaclrfc Co 85/02/28, 3S1pp 
30466-294-30497 264 

-8505210454 NEDO 2378S.1-A R1 V3 Rev 1 to Vol 3 of "GESTB-LOCA & SAFER 
Models for Evaluation of LOCA-SAFER/GESTR Applfcallon Methodology " 
SHIRALKAR.BS, WOODJ.E . PROEBSTLE.R A. Qerteral Electric Co. 85/02/28. 
354pp. 30497.285-30496 278 

8505210459 Forwards NEDO-30B83, *'Nuc]ear Measurement Analysis & Control Loga- 
rithmic Radiation Monitor (NUMAC-LRM) ” Rept describes microcomputer based loga- 
rithmic radiation monitor ol nuclear measuremeni analysis 8 control family ol Instru- 
ments 

ARTIGAS.R General Electric Co- MFN 068-85 85/05/17. THOMAS.C.O, Standardiza- 
tion & Special Projects Branch. 2pp. 304 95. 262- 304 95' 3 18. 

-8605210481 NEOO-30883 "Nuclear Measurement Analysis & Conitrol Logarithmic Ra- 
diation Monitor (NUMAC-LRM) " 

REIGEL.DW. ARTIGAS,R. General Eleciric Co. 85/04/30. 54pp 30496 284- 
30465 318. 

8505210598 Forwards util total Insp rept & TDf Owners Group mod repi for TD] standby 
diesel generators, for review. 

BOOKER, J E Gull States Utilities Co. FBG 20-891. 85/06/03. DENTON, H.R. Office 
of Nuclear Reader Regulation, Director. 38pp. 30514-290 30514-330. 

6505220013 Proposed corrections to Irenscnpt of 850409-12 evidentiary hearings ra 
Issue 1 on emergency planning & Issue 16 re TDI die&el general ora.Ceriflcate of Svo 
end. 

SILBERQ,J,E. Cleveland Elaclrfo Illuminating Co SliBERQ,J E Shaw. Pittman. Polls 
& Trowbridge, #265 068 OL 65/05/20 21pp 30620 280 30520 301. 

8505220036 Reeuasts approval for method of control rod withdrawal further enhancing 
safety operation of 6WR/48 currently using group notch method of rod 
withdrawal Change Incorporated as Amend 12 to NEdE- 2501 1-P-A (QESTAR-11) 
CHARNLEY,JS General Electric Co MFN-070.06 85/05/10 THOMAS, CO. Stand- 
ardization & Special Projects Branch 3pp. 30519:136-30516.137. 

8505230141 Forwards WCAP*10736, “Analysis of Capsule T From Wisconsin Electric 
Power Co Point Beach Nuclear Plant Unit 1 Reactor Vessel Radiation Surveillance 
Pfogmm." Results support use of Tech Spec operating pres sore-temp limits Fee paid 
BRITT, R W, Wisconsin Electric Power Co 85/05/16 DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director. MILIER.J.R, Operating Reactors Branch 3 4pp. 
30532’222-30632 3ie. 

-6505230149 WCAP-10736 "Analysis of Capsule T From Wisconsin Electric Power Co 
Point Beach Nuclear Plant Unit 1 Reactor Vessel Radlalion Surveillance Program." 
YANICHK0.8.E., PERONE.V.A . KAISER.WT. Weslinghouae Eleclrlo Corp 84/12/31 
102pp. 30532:226-30532-318 

8505230210 Foiwards proposed Amend 12 to Rev 6 to NEOE-2401 1-P-A, “QE Std Ap- 
plication for Reactor Fuel " AmerKf Incorporates all changes In Amends 7-1 1 & in- 
cludes licensing credit for CRD wilhcfrawal End withheld. 

CHAnNLEY,JS General Electric Co. MFN-069-85. 86/05/17. THOMAS.C.O. Stand- 
ardization & Special Projects Branch 2pp, 30533.259-3 0533 '260. 

8505230235 Final Deficiency Rept DR-280 re polycarbonate air filter bowls In engine 
control panel for standby dieset generators supplied by TDI. Initially reported on 
650403 Bowls revealed to be melaLConditlon not reportable, per 10CFB60 5S(e}. 
BOOKER.JE. Guff States Utilities Co DR.20a. 85/06/03. MARTIN, R.a Region 4, 
Office of Director. Ip. 30638.291-30538 201 

8505230390 Forwards responses to NRC questions re treatment of fitting errors In re- 
sponse surface model & adjusted ONBR In BAW-10146 concerning statistical core 
de8lgn,Encf withheld 

TAYLOR, J H, Babcock & Wilcox Co 85/05/13. THOMAS, CO. Standardization & Spe- 
cial Projects Branch. Ip. 30531:141-30531:141. 

6505240317 Forwards fee for review of BAW 1803. "Correlation for Predicting Effects of 
Neutron Radiation on Linde 60 Submerged • ARC Welds" & Rev 2 to BAW 10048, 
"Methods of Compliance W/Fraclura Toughness Operational. . " 

TAYLOR,J.H. Babcock & Wilcox Co, 86/05/20, DIGGS, R.M. License Fee Manage 
ment Branch, Ip. 305 56 291-30556:291. 

8505240378 Forwards topical rapt evaluation of NS.NRC-86-3026, "SSER on BART-A1 
Computer Code Input Methodology Mod." Rept acceptable for referencing (n license 
applications under limitations delineated 

THOMAS.CO. Standardization & Special Projects Branch. 8B/05/09, RAHE,E.P. Wes- 
Ifnghouse ElecWc Corp. 3pp 30567:368-30567.363, 

-8505240382 Topical rept evaluation of NS-NRC-85-3026, "SSER on BART-A1 Com- 
puter Code Input Methodology Mod.*^ Rept acceptable for referencing In license appli- 
cations under limitations delineated, 

• NRC - No Detailed Affiliation Given. 86/05/09. 3pp, 00567:361-30667:363. 

8505280005 Proposed findings of fact 81 conclusions of law In form of partial Initial deci- 
sion for Issue 16 re TDI diesel generators OL applications should be denl0d,Certiflcale 
of Svo enol, 

HIATT,S.L, Ohio Citizens for Responsible Energy. #285 131, OL 85/06/22. 66pp, 
30571:328-30672,031. 

8506280106 Part 21 & final DeflclerK:/ Rept 05-02 ra TDI diesel generator air start 
header check valve failure Design change Initialed to replace eight existing check 
vaNes on Dlv I & II w/appropriale check valves suitable for design. 

DALE,LF. Mississippi Power A Light Co. AECM-66/0ia3. 85/04/26. GRACE, J.N. 
Region 2, Office of Erector. 5pp. 30^2-322-30582-326, 


8505260279 Confirms 850503 telcon between J Villalva & WJ Johnson ra falluro of 
diesel generator at Philippine Nuclear Power Plant No Weatmghouse diesel ger^omior 
of type described supplied to US nuclear facilities 

8AHE,EP Weslinghouse Electric Corp NS-NRC-05-1331 85/05/20 TAYLOR, J Di- 
rector’s Office, Office of Inspection and Enforcement ip 30573 165-30573:155 

6S05280333 Part 21 & final deficiency repl.iiem 211 re TDI crankshaft oil plugs for 
emergency standby diesel generators Initially reported on 850412 Crankshaft oil plugs 
replaced w/ 16-gauge oil plugs 

pAhSONS.HM Carolina Power & Light Co 211 85/05/09 GRACE, J.N Region 2, 
Office of Director, 3pp. 30560 360-30^0 362 

8505260464 Forwards revs to DRQR rept issued by TDI Owners Group.Revs reflocl 
mods to Phase I component repts already Issued A agree w/testimony presented 
before ASL0 hearings on TDt engines W/o end Related correspondence. 
QERMANO.e.E Long Island Lighting Co #285 501 OL 85/04/15. PERLIS.R Hear- 
ing Branch 3 3pp 30580 030 30580 032 

8505260466 Forwards page changes providing clarification to 850301 topical rent oval 
uatlon of Rev 6 to Amend 7 to NEDE-2401 1-P, "GE Std Application for Reactor Fuel " 
Rept acceptable for referencing In license applications 

THOMAS.C O Standardization & Special Projects Branch 85/05/09, CHARNLEY.J S 
General Electric Co. 3pp. 30607.019-30607 028 

-8505280475 Page changes clarifying 850301 topical rept evaluation ol Rev 6 1o 
Amend 7 to NEDE'24011'P, "GE Std Application for Reactor Fuel." Rept accoptable 
for referencing in license applications 

• NRC - No Detailed Affiliation Given 85/05/09 7pp. 30607.022-30607 028. 

8505260046 Forwards propria laiy & nonproprietary versions of "Baseline Insp of Once 
Through Steam Generator Sleeved Tubes," per 850228 request. Proprlelary version 
withheld {ref 10CFR2.790) h y 

ENOS.J.t. Arkansas Power & Light Co. 1CAN050503 85/05/10 STOLZ,J F Opoial- 
Ing Reactors Branch 4 11pp 30620' 124-30620 164 

-8505290049 Nonproprietary "Baseline Insp of Once Through Slaam Qeneretot 
St&ovod Xijb08 ** 

^ Babcock & Wilcox Co. A2014. 84/11/26 20pp. 30620 135-30620 164. 

8605290102 Remits fee for review of WCAP-10698. "SGTR Analysis Melliodofoiiy lo 
Determine Margin lo Steam Generator Overfill," submillod to DQ Elsenhut an 841220 
LORDl,T.A Weslinghouse Electric Coro WOG -SGTR 004 85/05/08. MILLEn,WO 
Division of Accounting & Finance 2pp 30599 213 30599 214 

8505290162 Board Notification 85*055.fonvRrds supplemental safety evaluation support- 
ing conclusion in SB Sun 6 GN Lauben affidavits that revised data transfer procedure 
& peak cladding temp meet requirements of 10CFR50 & 10CFRS0.46. 

LAINAS.G.C. Assistant Director for Operating Reactors 64-496 03 LA. 65/05/16 
LAZO,R.M , COLE,R.F., LUEBKE,E.A, Atomic Safety and Licensing Board Panel. 2pp 
30634:334-30634‘362. 

-6605290176 Advises that review of Special Rept NS NRC-06-3025 (NP), "BART WRE- 
FLOOD Input Rev," revising methodology for Input of WRENFLOOD data lo 
BART, accept abl0.Rev to WCAF 9581, Incorporating NS-NRC-es 3 025, requested 
THOMAS, GO. Standardization & Special Projects Branch 85/05/09. RAHE,E.F. Wes- 
tinghouse Electric Corp. 2pp. 30634'336-30634'340 

-6506290185 Topical rept evaluation of Special Rept NS-NRC-e5-3026. "BART-WREN- 
FLOOD Input Rev." Rept acceptable Data transfer procedure modified so good agroo- 
ment exials between WRENFLOOD & BART 

LAUBEN, N. NRC - No Detailed Affiliation Given. 85/05/09. 3pp. 30834-336- 
30634:340. 

8505290498 Forwards revised program plan for TDI standby diesel generators. Poat-tosl 
insps will be completed during May 1085. 

800KER.J.E. Gulf Stales UtlRtlee Co RBG.21,026. 05/05/17 DENTON,H.R. Olfico ol 
Nuclear Reactor Regulation, Director. Ip 30595-141-30595:172. 

-6606290601 Revised program plan for TDI standby diesel goneralors 

• Gulf States Utillllos Co. 85/05/17. 29pp. 30595 142-30595:172. 

0605300046 NEDO-11209-04A R05 Rev 6 to "Nuclear Energy Business Operallons QA 
Program Description." 

CA5E.J.M. Genera) Electric Co 78NED116R. 85/03/01. 71 pp 30822-223-30622-294. 

8605300109 FOIA request for all records re meeting w/Hydrogen Control Owners Group 
held on 850206 or any time during wk of 850204. Info pertains to Issue 8, "Hydrogon 
Control," of Perry OL proceeding. 

HIATT, S L. Ohio Citizens for Responsible Energy. 86/02/06. ROBINSON,LL Drviskw 
of Rules and Records. 1p. 30651:268-30651.288. 

8606300112 Advises that Commission decided to allow QE opportunity to submil sddl 
Info as GE deems appropriate re whether to withhold document (GE Reed rept) under 
FOIA Exemption 4, In response to 841 228 request 

CHILK.SJ. Office of the Secretary of the Commission. 05/05/13. EDGAR.GL 
Newman & Holtzlngor, dpp, 30659:241-30656 243. 

86053001 IB Responds to FOIA request for all records re meeting w/Hydrogen Control 
Owners Group held on 850206, or any time during wk of 850204 Handwritten 2-page 
note re 850206 meeting enci No handouts prepared for meeting 
FELTON, J.M. Division of flules and Records 85/03/20. HIATr,S L. Ohio Citizens for 
Responsible Energy, Ip. 30651:289-30651:291 

8505300254 Forwards job task analysis performed by General Physics Analysts evaluat- 
ed applicable emergency procedures.trainlng programs & Instrumentation re operation 
of TD) emergency diesel generators .W/o end Refated correspondence. 
QERMANQ.B.E, long Island Lighting Co #285 188. OL 85/05/22. PER LIS, R. Hear- 
ing Branch 3. 3pp, 30622:330-30622.332. 

8606300264 Responds to 850429 offer of technical assistance re advanced 
reaotors.Offer will receive full consideration. 

DIRCKS.WJ. Office of the Executive Director for Operallons. 85/05/21. ZANE.JO 
EGAQ, \no, 2pp. 30659:160-30650.160. 
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-0505300260 Olfers iQchnical asalslanc© to flupport NRC regufalory policy for ad- 
lIv!?iBS*^8ubniil?od ^ background staloments applicable to listed licensing ac- 

ZANE.J O EQ&G, Inc ZAW-58‘85 85/04/39 DIRCKS.WJ. Office of the Eyeculive Di- 
rector for Operalions Qpp, 30659 t52-30659.160 

Discusses utii comprehensive insp program for IGSCC "Weld Summary/' 
j Overlay Design for Indications in Duane Arnold Recfrculatfon Riser Pipe," 
^ "Ultrasonic Test Data" end 
Etectric Light & Power Co. NQ 85*2480 85/05/24 
R Office of Nuclear Reactor Regulation, Director Ip 30628.156* 

30620*297 


-66050 10206 ’■Implementation Plan for Environ Assessment in Lakeview.On " 

• Energy, Depi of 85/03/31 200pp 30113 353*30114 203 

8505010211 Forwards NRC comments on draft environ assessments for Hanford, Yucca 
Mountain, Rlctiton Dome, Cypress Creek Dome, Davis Canyon, Vac hena Dome,Lavander 
Canyon,Swi5her County,Deaf Smith County & Cypress Creek Dome sites 
DAVIS,JG Office of Nuclear Material Safety & Safeguards, Director 1325, 85/03/20 
RUSCHE.BC Energy, Dept of 2pp 30096 001.30099 045 

-8S05D10216 "NRC Comments on DOE Draft Environ Assessment for Hanford Site" 

* NRC • No Detailed Ainiiatlon Given 85/03/20 180pp 30096 003 30096 173 


-850530^60 SASR 05 25 R02 Rev 2 to "Weld Overlay Design for Indications In Duane 
Arnold Recirculation Riser Pipe," 

STEVENS.QL, CAINE.TA, RANGANATH.S. General Electric Co MDE-57.0485 05/ 
05/31. 17pp 30620*161*30628,177 

-8505300390 SASR 85*34 "Weld Overlay Design for Indications In Duane Arrtofd Recir- 
culation RHR Piping Sys " 

HERRERA.ML. MEHTA,HS. RANGANATH.S General Electric Co MDE.105 0485 
05/04/30 16pp 30620.178 30820,193 

8605300470 Forwards topical rept evaluation of Addendum 1 to NEDO-I0466A, "Power 
Generation Control Complex Design Criteria S Safety Evaluation '* Rept acceptable for 
referencing in license applications 

THOMAS.CO, Stanoardizatlon & Special Projects Branch. 85/05/17. 
PFEFFERLEN,HC General Electric Co 2pp 30851.008*30851.091. 

-0505300487 Topical rept evaluation of Addendum 1 to NEDO*10466Aj "Power Gen* 
eratlon Conlrol Complex Design Criteria & Safety Evaluation." Rept acceptable for ref* 
erencing in llconse appIical)on3,aub| to fisted condlllons. 

* NRC • No Detailed Affiliation Given. 05/05/17 2pp. 30651.090*30651:091. 


-8506D10218 "NRC Comments on DOE Draft Environ Assessment for Yucca Mountain 
Site " 

* NRC * No Detailed Affiliation Given 85/03/20 140pp 30096 1 74*30096 320 

-8505010222 "NRG Comments on DOE Draft Environ Assessment for Rich ton Dome 

sue " 

* NRC -No Detailed Affiiiation Given 85/03/20 IIOpp 30096321*30097.060 

-8605010227 "NRC Comments on DOE Draft Environ Assessment for Cypress Creek 
Dome Site " 

* NRC * Mo Detailed Affiliation Gwen 05/03/20 fiOpp 30097.061*30097 149 
-8605010230 "NRG Comments on DOE Draft Environ Assessrrrent for Davis Canyon 

sue" 

* NRC * No Detailed Affiliation Given 85/03/20 125pp. 30097.160*30097 284 

-8505010236 "NRC Comments on DOE Draft Environ Assessment for Vacherie Dome 
Site," 

* NRC -No Detailed Affiliation Given 65/03/20 94pp 30097*285.30098014 


0605310090 Forwards Info for use In determining fee for review of Addendum 1 to 
NED0*10466A, "Power Gonerallon Control Complex Design Criteria & Safety Evalua- 
tion " 

THOMAS.CO. Standardization & Special Projects Branch 85/05/17 SOUNDER.L 
Planning 4 Resource Analysis Branch. 3pp 30670 323 30670*325 

8505310102 Forwards Endorsement 132 to NELIA Policy NF-1 & Endorsement 36 to 
MAELU Policy MF-95 

MURAT, A. Marsh & McLennan, Inc 85/05/20. DINITZ,! Assistant Director for Stale & 
Licensee Relations 3pp 30641.117-30641*119 

8505310177 Forwards amended "QA & Data Review of Nuclear Plant Refisbility Data 
Sys, Third Quarter 1983 Through Third Quarter 1984," for comment. 

HEBOON.FJ, Program Technology Branch 85/05/22 SfMARD,R.L Institute of Nu- 
clear Power Op orations Ip 30669 001*30666:241 

"8505310188 EGG EA*6790 Amended "OA & Data Review of Nuclear Plant Relfabltity 
Data Sys, Third Quarter 1903 Through Third Quarter 1984 " 

FISH,L,W, HAROLDSEN,FO. Idaho National Englr^eering Laboratory. FIN A 6290 
05/04/30 NRC * No Detailed Affiliation Given. 240pp 30669 002*30660*241 


"8505010239 "NRC Comments on DOE Draft Environ Assessment for Lavender 
Canyon Site." 

* NRC * Mo Detailed Affiliation Given 85/03/20 138pp 30098,015*30098152 
-8505010241 "NRC Comments on DOE Draft Environ Assessment for Swisher County 

sue." 

* NRC ■ No Detailed Affiliation Given 85/03/20. 126pp. 30090.163-30098 278 

"6505010244 "NRC Comments on DOE Draft Environ Assessment for Deaf Smith 
County Site." 

* NRC * No Detailed Affiliation Gwen. 05/03/20 127pp 30093 279*30099.045 

8505010278 Submits excerpts from P Preslhcll Nevada Nuclear Waste Site Investiga- 
tions site rept for wks of 850128 & 850204 

TIKTINSKY.DH. Engineering Branch (Post 831001). 85/03/07. NATARAJA,MS.. 
QREEV£S,J T. Engineering Sranch (Post 831001} 2pp 30112 361*30112 362. 

8505010202 Minutes of Nuclear Waste Board 650315 meeting in Lacey, WA 

* Washington, State of 1317. 05/03/15 Washington, ^te of 36pp. 30113*314* 
30113 350. 


8505310213 Forwards "Woslinghouse Owners Group Guidelines for Preparing Submit* 
lals Requosting Rev of Reactor Protection Sys Tech Spec.*' per 050109 
request Guidelines created for NRC to spend minimal lime on reviews Comments wel- 
comed. 

BUTTERFIELD, L Wealinghouse Operating Plants Owners Group BUTTERFfELD.L 
Commonwealth Edison Co OQ-1S0 05/05/16. OENTON,H.R. Office of Nuclear Re- 
actor Regulation, Director. 2pp 30665 334*30666 006. 


.*0505310226 "Wesfinghouso Owners Group Guidelines for Preparing Submittals Re- 
quoatlng Rov of Reactor Protection Sys Tech Spec " 

• WealinghouBo Operating Plants Owners Group 05/05/16 34pp 30685.336* 
30660 006. 


8506010267 Advises that supplemental stda In 40CFR192 inappropriate for vicinity prop- 
erties in^Duran^o,CO Proposal should be resubmitted w/adequale iusliilcation for 

Hf^GH^BOTHAMX. Low-Level Waste & Uranium Recovery Projects Branch. 85/03/ 
18. THEMELIS,J G Energy, Dept. of. 2pp 30112 344*301 12 345. 


8506010294 Comments on Monthly Mol Ltr 23 for Feb lOas.Progress to date 
satIsfaclory.Heview matl being considered for use fn critique of Science 
Applications, Ino rept "Tectonic Stability & Expected Ground Motion at Yucca Moun- 
tain '* 

BiACKFORD,M E. Geotechnical Branch {Post 831001) FIN A-0294. 2005 85/03/28. 
CHUNG,D. tawrence Livermore National Laboratory. 2pp 30112,342-30112.343. 


WASH REGULATORY PUBLICATIONS * PRE*NUREQ SERIES 

8506200088 Partial rosponse to FOIA request for documents produced under contract 
to NRC on reviews of PR As for listed plants Forwards App A documents Search con- 
tinuing for add I records 

FELTON, 4 M Division of Rules and Records. 84/18/16. SHOLLY.S.C, Union of Con- 
cerned Sclenliets. 12pp, 30630,001*30630.158. 

"8506290116 Comments on several draft repts re conlainment/source term/ conse- 
quence calculations by BNLRepts described as WASH-1400 base case Calculations 
do not rflfloct any now source terrn fnfo.Reevaluatlon appropriate. ^ ^ , 

BERNE RO.R M. Accident Source Term Program Office 83/09/12. MATTSON, R. Divi- 
sion of Systems Integration (post 81 1005) 3pp. 30632,295 30632.297. 

WASTE MQT NUCLEAR WASTE MANAGEMENT 

8602190444 Discusses 041100 briefing of Nevada Nuclear Waste Site Investigations 
Prolect personnel by NRC In Las Voga8,NV re licensing process. 

VIETH D L Energy. Dept, of 508 86/01/24. HUNTER, tO. Sandia NalSona Ub^^^^ 
rles. RAMSPOTtXd Lawrence Livermore National Laboratory. DUDLEY.W.W, Interi- 
or, Dept, of. Geological Survey, 2pp. 2901 1:350*29011 '351. 

8502280114 Forwards notice of upcoming meellnga re NRC high level waste mgt 
proaram.Notice will be updated weakly.W/o draft & final technical 
BUNTING JO. Policy & Program Control Branch (Post B31001) 1197. 84/11/06 Af- 
filiation Not Assigned. 2pp. 29146.360*29146:361 

8503010304 Regrets that critics of MCG/MRB sys have failed to concerns re 

lest methods directly w/ANL & allow ANL to share of ^wctlon that methodot- 

inwgy. Dapi q( 3pp 2918 ei 281 - 2010 e' 283 . 

8B05010205 Fowards 'Implemanlallon PlanJor.g Mjqn uJfS'wfl'Sri 

THEMELIS JQ Enerov. Dept, of. 85/04/10. HIGGINBOTHAM, L. Low-tevel W^to & 

Umnlum '®&r?iIoJacrs Branch- SMITH S 

BAUBLITZ.J. Energy, Dept. of. 2pp- 301 19*351 *301 14:203. 


8505010302 Responds to 850131 request for explanation of rationale & significance of 
disqualifying factors & proposed regional screening variables relaled to population 
density & proximity to highly populated areas 

MANN, S A. Energy. Dept. of. 85/04/04, JAQER,LE. Michigan, State of. 3pp 
30112*339*31)112.341 

8605010308 NoMication of 850602 & 03 mealinga w/StaleTnbe.DOE ^ NRC In 
Baltlmofo.MO to discuss high level waste program Agenda enclProgram status info 

will ba repealed at 850514*16 meetings In Kansas City. ^ .. 

FR)SHMAN,S. Texas. State of. 1016. 85/04/16 RUSSELL, C NRC * No Detailed Affili- 
alien Given 2pp. 301 12.337-301 12 330 

8505010313 Forwards ilnal draft of Gulf Coast Salt Dome Project repl "Investigation of 

Inferred Fault In Portion of North Louisiana Salt Basin." ^ ^ , 

PAULS,P.E. Law Engineerino Testing Co. 1011. 81/10/27. DURHAM, C.O. Affiliation 
Not Assigned 2pp 3^112*33^30112 336 

0505010324 "Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters, Experimental Stralegles.Lab Techniques & Procedures," monthly 
progress rept for Mar 1985, 

WHATLEY, SK. Oak Ridge National Laboratory. FIN B-0290. 2002. 85/04/11. 
BRADBURY, J.W. Geotechnical Branch (Post 031001) 14 pp. 301 12*320-301 12 933. 

8S05010333 Comments on Feb 1985 monthly progress rept for 'Technical Assistance 
in Qeochomlsify " Progress to dale satisfactory, ^ 

0ROOKS,O,J. Geolechnical Branch (Post 031001). FIN B 0207 1999 85/03/28 
WHATLEY, S.K. Oak Ridge National Laboratory. 2pp 30100.200-30100.210. 

6505010338 Comments on monthly !tr for Jan 1985 Installation of ADINA codes at BNL 
expected to be completed by end of Mar. Specific comments on technical slalus sum- 

8RSoKsIi?P,^Re^8ft(?ry Branch (Post 031001) FIN B 6985 2CKK). 85/03/ 

25 VOGT.O.K. CorSTAR Research, Inc, Ip 30100*219 30100.219 

8605010345 "States/ Tribes Monthly Status Rapt," for Feb 1985. ^ ^ , 

THEMELIS J.G. Energy, Dept of. 85/04/11. MARTIN, D. NRC * No Detailed Affiliation 
Given 166pp 30100:049-30100*205. 
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8505010436 Dtscusses review of environ assessments of nine sites for possible future 
use as nuclear waste reposHones fmporlant baseline Info missfrig Site ranking should 
give precedence to post closure & long-term isolation guidelines Details end 
HIRSCHpA, Ertvifonmental Protection Agency 1313 85/03/26 RUSCHE.B Energy, 
Dept of 60pp 30100 220-30100 280 

8505010449 Comments on review ol 850316 monthly progress rept lor Feb 
1985 Progress satisfactory Unsaluraied zone hydrology & geochemistry workshop ten- 
tatively scheduled for 840624-28 

POHLE^JA. Geotechnical Branch (Post 831001) FIN B-7378. 1976. 66/04/01 
BUSS.DR GeoTrans. Inc ip 30099 241-30099 241 

8505Q10492 Forwards final rept to Natl Park Svc re geohydrologic & lectonic issues at 
Davis Canyon Site Reguests that S Grace Join proposM site Investigation re exten- 
sional fractures W/o rept 

• Wyoming. Univ of, Laramie, WY 991 85/03/19 JOHNSON.RL, GRACE, S Divi 
Sion ol Waste Management ip 30099 240 30099 240 

8505010537 Comments on review of 850311 “Lab Evaluation of CX)E Radionuclide Sol- 
ubility Data 4 Selected Retardation Parameters, Expenmental Strategies, Lab Tech- 
niques & Procedures,” progress rept for Feb 1985 Progress acceptable 
BRAOBURy.JW Geotechnical Branch {Post 831001) FIN B-0290 1975. 85/04/01 
WHATLEY, SK Oak Ridge National Laboratory 2pp 30099185-30099186 


S505010634 Submils errata for Geology Goophysica Section comments on DOE DES 
for Hanford site 

WESTBROOK, KB Geotechnical Branch (Post 831001) 1309 05/04/01. 

JUSTUS,PS Geotechnical Branch (Post 831001). Ip. 30095-3 6 1-3 009 5 361 

8605010635 Forwards weekly notice of upcoming meetings re NHC high lovoi wasio 
mgl program, per 640827 FR notice.NflC & DOE wiil meet on 850408-09 In Slfvor 
Spring, MD to discuss NRC comments on DOE DES, Contact lists onci, 

BUNTING, JO, Policy & Program Control Branch (Post 831001) 610 05/04/01 Alfiil 
atlon Not Assigned lOpp 30099'068-30099'077 

8505010637 Notifies that Shiprock fuel rod analysis program unaccoptablo doe to cfoli- 
clencies fn DOE evafuation of seismotectonlc hazard Selsmotoctonlc stability must bo 
Identified as open item in (ochnlcal evaluation memo 

KNAPP, MR Goolechnicai Branch (Post 831001) 85/03/21 HIGGINBOTHAM. L 
Low-Level Waste & Uranium Recovery Projects Branch 5pp 30009 078*30000 082 

8505010639 Ack receipt of photo-ready mats for NUREQ/CR-4134 review of "Molhod- 
ologies for Assessing Long-Term Performance of Hlgh-Levef Radwaste Packages’* fi 
Feb 1985 progress rept Corrected photo-ready mats requoslod by 05O416,por oners 
CHANG, K. Engineering Branch (Post 831001) FIN B 0208, 1004. 06/03/21 
WHATLEY, S.K Oak Ridge Nallonaf Loboralory 6pp 3 009 9 00 3- 3009 9.000 


8505010541 Comments on monthly progress repts for FIN A-1158, "Repository Site 
Definition & Technology Transfer" & FiN A-IISe, “Mainl of Computer Programs** 
Scaling procedure for Jacobian matnx used in FIN A-1 1 58 requested 
DEIl,R Divi 


bcaiing procedure for Jacobian matnx used in FIN A-1 1 58 requested 

CODElUR Division of Waste ManagemenL FIN A-1158 1977 85/04/01. 

CRANWELL.R Sandia National Laboratories ip 30099 184-30099 184 

8505010558 Forwards design summary for 850419 meeting to discuss design options 
for stabilization of Grand Junction tailirigs matl 

STASSf.PJ Jacobs Engtneeiing Group, Inc 85/04/12. FERRARO.P Coiofado. Stale 
of 24pp 30099 154-30099177 

6505010567 Comments on Sept 1985 review of Nevada Nuclear Waste Site Investiga- 
tion (NNWSI) geotogy/geophystes data & data colfection proceduras.DOE advised 
Itf re NNWSJ geology data review nol received 
COPLARSM Repository Projects Branch (Post 831001) 615. 86/03/28. VI ETKOL 
Energy, Dept of Spp 30099 149-30099.153 

8505010572 R^uests attendance a| Nevada Nuclear Waste Site investigation docu- 
meeUngs in SiNer Spring, MD Engineers Inti design Info needs 
^ performed under Task Order 010 of NRC-02-82-030 
^f>9foeenng Branch (Post 831001). FIN 6-7328. 1982 85/04/05 
RAJAHAM.V Engineers Inlemabonal, Inc Ip. 30089 145-30099 145 

8BOM10577 R^ests rwew of Nevada Nuclear Waste Site Investigation (NNWSi) doc- 
^ upcoming NNWSI technical meetings on 

^ design Review requesled by 850426. ^ 

(Post 831001). FIN B 6934 2001. 85/03/27 
MUNDELUL Interior, OepL of, Bureau of Mines 2pp 30099.143-30099 144 

of attendance at 850327-28 debnefing meetings In Silver 
dffiJIS rae*n7infeA of Sail ,epo„(ory cooceptual 

fjemabonaf. Inc FIN 8-7328. 1085-010 08 85/04/11 
TIKTINSKY,D Engineenng Branch (Post 831001). 2pp 30095 317-30095 318 

8MW10602 Forwwds NyREQ/CR-4026, "Performance of Engineered Bamers In Deep 

Nuclear Waste (HLW)^ol 2, Technical Review^ 
Vots 3-5 in final stages of production W/o rept. neview 

PE^NT^DL GoWer Associates FIN B-6986 813-1177. 85/03/12, PITTIGLIO CL Dl- 
vision of Waste Management Ip 30095 320-30095 320 imLiu.Wf l di 

850^106^ Forwards schedule for U mill tailings remedial action Droesasma sltoR inHi 

<<«vaW byKonlnllds^^ 

Energy, Dep^l of 85/04/18 HIQQINBOTHAM.L. Low-Level Waste & 
Uranium Recovery Projects Branch 2pp 30095 322-30095 323 

Comments on Feb 1985 progress rept for FIN A-4165.Favors use of aimnla 
Otodea psrforma we assessment NRC comments on "Draft MethocL 

oldies for Assessing long-Term Performance of High Level Radwaste Packages" 

831001) FIN A-4165. 1973. 85/04/02 

STEPHeNS.KW Aerospace Corp 6pp 30095 324-30095 329 o3/u4/u<'. 

actwn requested by 8504201 

W«s.e i 

vision of Waste Management. Ip. 30095 338-30095 338 ^ PITTIGLIO, C L, D)- 

arv(ron asse,»manlfj,, Yuc«Moi draft 

WH I 831001). FiN 8-7377, 1974 85/04/01 

WILLIAMS.RE Williams A Associates Ip 30095'3 44430095 344 o»/D4/01. 

Waste Management 1017. 85/04/ 12 BROWNING n p /v« 
Sion of Waste ManagemenL 22pp 30099.046-30099,067. huwwng.R E Dwi- 

6505010632 Submits Salt Repository Profect site reel for wka of 

O' confaC^iSSSI; 

I Waste ManawmenL 998 65/04/05 BROWNING R P rww 

sfon of Waste Management 2pp 3009^359-30095 360 huw/v/nu.h.e, DM- 


8505020001 Trip rept of NRC/DOE 850204-06 sampio distribution mosllnn In 
Mercuiy,NV & tour of Q tunnel LASL procoduro for dolormlnation of eornllon 
falios,summary of 860204 meeting & attendance lists end 

BRADBURY. J.W. Geotechnical Branch (Post 831001). FIN B-0200 1963. 05/03/13 
STARMER,R J. Geotechnical Branch (Post 831001) 4pp. 30140 353 30140,383. 

*•8505020005 Surnmary of 850204 meeting w/DOE In Mercury, NV re sampio dlalribgllon 
studies Agreements for provisions of samplas noted Allen dance lie I 

Management CLANTON, U. Energy, Dept. of. OB/ 

02/04 Division of Waste Management. 3pp 301 4O’301 -30 140.363. ^ 

Discusses "Geochernical Sonsillvity Analyala,*' progress root for Fob 
Significantly smaller dislancos & limes approprlnto 
tor transport modeling ^ 

^Irci uri I’’?®' A-1768, 1888, 86/03/28. 

SIEGEL, M.D Sandia National Laboratories. Ip 30140.264-30140:264, 

8505020028 Ack receipt of Feb 1005 monthly progress replWork sa tls la clorv Action 
menUevflw^documen^e^^ ^ 050310 correction re NRC BWtP onvlrot>as8os8^ 

PJN B.7372. 1006. 05/04/04. 

WILLIAMS,R.E. Williams & Associates 7pp. 30140:247*30140 263, 

hydrology data 8 procedures In support of polon- 
sfated^ncl flpplteallon. Concerns re Inlograllon of data sets oxproaso8.W/o 

* Rei» on UMTflAP ” 


®®?7«??™,*^.'?“'PLof rept summerlilna aclivllles during Feb 1805 lor FIN A- 

WaN'aKeNe/t« revrw.'’ «®®®»»"'®nl« & WP fapl» by K 

OTANWffiU’nil FIN A.1766 1006. 8S/03/1D. 

^>HANWELL,R.M Sandia National Laboratories Ip. 301 30:278-301 30'275. 

631001). FIN A.17B7 1907 flS/ni/pa 
CRANWELL.R.M. Sandia National Laboratories. 3pp. 30130:274-30130.276. 

0^ avallablllly of draft Issue oriented site lachnirfli nr. 
**®" 

J. Roppellory 

" to Woes':'''*'’®®'’'’’®'' * '’'®''®‘'® ^®®' Slla,Pro)ool monthly proaroaa Ur ropi 
Waff9'M?ne'^S'’V'36lK30^^^^^^^ POHLE,J.A, DMsian ol 

® WINTER Mar 1866. 

Xl Wa8ta'Ma”e!l!lnl.6pp®3^^^^^^^^^^ 85 ''‘M /03 flOSS.F Division 


- RU8CHE.e. 


droloScafstudy®RepC ot'e§0207 efosura Dlan'ift’^^^ ^nfl'nnn^nB Qeohy- 

(aclfeW/o anal ® P'®" ^®a«7 low levol radwaMe dlspos^ 

'n«>- 86/04/10 
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8606020061 Lists upcoming moelmgs.per B30710'20 meelings. 


NEFF.JO Enemy. Dopl of 000 85/04/05 LINEHANJ f?RC * No Detailed Affiliation 
Given SPURQIRp Uleh. State of FRISHMAN.S Texa ‘ 


30140 282 


Texas, Slate of Ip. 30140 282> 


8605020116 Forwards radiological & ©nglneerfr^g assessment prepared by Bendix Field 
Engineering Corp for listed property in Grand Junction, CO Review & concurrence re^ 
quested 

TUCKER.MK Energy. Dopt of 85/04/16 HIGQINBOTHAM.L Low-Level Waste & 
Uranium Recovery Pro|octs Branch. Ip 30139 267-30139 307, 

-86060201 19 “Radiofoglcal & Englneonng Aseessmanl for DOE Property GJ-07784- 
RS 

• Bendix Field Engineering Corp TUCKER.W K. Energy, Dept of 65/04/30 40pp 
30139 268-30139 307 


6506020151 Fonvards NRC comments on DOE waste repository draft environ assess- 
ments re potenlial high level nuclear waste disposal sites W/o end 
DAVfSJG Office of Nuclear Material Safety & Safeguards,Dlreclor 614. 85/03/29 
MURLEY.T E Region 1 , Office of Director GRACE, J.N. Region 2, Office of Director 
KEPPLER.JG Region 3. Office of Director Ip 30130 282-301 30-282 

$505020160 Notifies that tritium measurements in onsile monitoring wells at faciJity 
exceed action levels specified In State of NV license & findings not documented in 
facility docket file Tritium monitoring data end. 

GOODE, D Goolochnical Branbh (Post 63 1001), 05/04/22 FLIEQEL.M. Geotechnical 
Branch (Post 831001) 2pp 30142-025-30142:026 


6506020326 Forwards draft comments re 840627 repi concerning Hitlman cement so- 
lidification process for low level radwaste Comments also sent to Agreement 
States.Fortficomtng NRC Info request will incorporate stale comments 
PETERSON.CH Engineering Branch (Post 831001) 85/04/11. LEDUC.RJ Westing 
house Hittman Nuclear, Inc 13pp 30139 336 30139 348 

8505020345 Requests technlca) assistance in reviewing "Submerged Demineralizer Sys 
Liner Quafificalion as High Integrity Container Hanford Bunal " Comments will be for 
warded in Apr 1985 

STRONG,! R Washington. State of. Dept of Social & Health Services 85/03/06 
NUSSBAUMER.Q Office of Slate Programs, Director 2pp 30140 317-30140 318. 

6505020347 Requests separate evaluation & comment on draft environ assessment & 
radiological assessment program re Lakeview, OR UMTRAP site DOE will be provided 
w/comments on adequacy in meeting Intent of NEPA & in satisfying EPA stds 
HIGQINBOTHAM.L Low Level Waste & Uranium Recovery Projects Branch 85/03/ 
22 SMITH.R.D Uranium Recovery Field Office 2pp 30139 360-30130 361 

8505020392 Forwards technical evaluation memorandum for geotechnical engineering 
review of Salt Lake City remedial action plan Rept Includes discussion of design re- 
viewed & conclusions re basis for final acceptance of each aspect 
aREEVES.J Engifieering Branch (Post 831001). 85/03/20 HIGQINBOTHAM.L. Low- 
Level Waste & Uranium Recovery Projects Branch Ip 30141-346-30141 353 

-6505020399 Technica! evaluation memorandum supporting Salt Lake City remedial 
action plan Plan consistent w/EPA stds re stability & radon control 
GILLEN.OM Geotechnical Branch (Post 831001) 85/03/20 7pp 30141 347- 
30141 353 


6505020166 Forwards review comments ra adequacy of licensee response to previous 
NRC comments concerning 840604 draft site closure plan & cursory overall review of 
05020B post closure pie, per work plan LU-3 

QREEVES.JT. Engineering Branch (Post 831001) 85/04/16 HIGGINBOTHAM, L 
Low-Level Waste & Uranium Recovery Projects Branch. 7pp 30140 331-30140*337 

8606020232 Forwards revised CNSI-WF-C-01-NP. "Waste Form Certificallon Cement " 
Rev should bo transmitted to States of SC & WA W/o end 
HIGGINBOTHAM, L Low-Levof Waste & Uranium Recovery Projects Branch. 85/04/ 
04 NUSSBAUMER.D Assistant Director for State Agreements Programs Ip 
30130:308-30139 308 


8506020252 Requests that each particJpanl provide eetimale of future sample needs In 
order for Nevada Nuclear Waste Storage Investigallons to efficiently use remaining 
core samples 

VIETH.D.L Energy, Dept of 622 85/04/10. STABEIN.K NRC - No Detailed Affili 
alion Given Ip. 30140 109-30140 109. 

6606020260 Forwards proposed response to State of WA re proposed requirement for 
vents In Nuclear Packaging, lnc,ferralfum high Inlegri^ containers 
HIGQINBOTHAM.L Low-Lovel Waste & Uranium Recovery Projects Branch 85/03/ 
22, NUSSBAUMER.D A Assistant Director for State Agreements Programs. 3pp 
30140-090.30140 101. 


*•8506020266 Responds lo 840923 request for NRC view on installation of vents in high 
Integrity containers due to gas generation ol unknown origins.ln3tallatioh will minimize 
effects on hand ling .person no! safely & long-term container Integrity. 

NUSSBAUMER.D A Assistant Director for Slate Agreements Programs. 64/12/10 
SHEALY.HG. South Carolina, State of. Ip. 30140-101-30140.1101. 

0605020287 Requosts end IlstocJ documentation re Nevada Nuclear Waste Site Investi- 
gations bo revlowod under Task Order 010 to Contract NRC-02-82-030, ’’Technical 
Assistanco for Design Reviews," for upcoming technical meetings. 

TIKTINSKY.D Engineering Branch (Post 831001) FIN 8-7328 1083. 95/03/21 
R AJAR AM, V Engineers International, Inc 2pp 30140,113 30140-114. 

8505020294 Forwards preliminary dralt of DOE/RW-0018, "Pfo)ect Decision Schedule *' 
Schedule idoniifiod key ectlvliies, decision points & deadlines for federal agency ac- 
tions Integral to initiation of oporallon by 1990 .... 

RUSCHE3C Energy, Dopt of 8S/01/15 DAVIS, J.Q Office of Nuclear Materfal 
Safely & Safeguards, Director. 2pp 30140'127-30140-227. 

-8505020306 DOE/RW 0018 DR FT Preliminary draft "Project Decision Schedule." 
•Energy. Dept of 05/01/31 92pp 30140.129-30140.227. 

8S06020296 Offers no comments on Hittman STD-R'05*005, "Cement Solidified Wastes 
to Meet Stability Requirements of 10CFR61." Rept excludes solidification process & 

SAf^MILL^W^P^'^^liete^^^^^^ & Effluent Treatment Branch 85/04/12 
PETERSON ,C.D Engineering Branch (Post 031001). Ip. 30130.281-30130:281 

8505020314 Forwards listed documents lo be used In propafalion for 941210-12 QA 

OlIoToL. Energy. Dept o(. 1327 84/11/30. WRIQHT.RJ. Repository Pfo|ools 
Brsnch (Post 831001). 11pp. 30140;229-30140’239. 

8505020316 Forwards comparative text version of MOU Incorporating needed rev8.Text 
sufficiently reflective of NRC concerns to begin discussions Comments requested 

H?Gg1nBOTHAm!l* Low-Level Waste 8c Uranium Recovary Projects Branch. 85/02/ 
15. BAUBLITZ.J. Energy, Dopt, ot, 27pp. 30141'027-30141.066. 

0606020319 Forwards draft comments end in 850306 Hr lo HE Filter for transmittal lo 

RtaGl^fBO^H^Ml^ Low^Uv^^ Waste & Uranium Recove^ Projects Branch ®5/03/ 
26 NUSSBAUMER.D A Assistant Director for Stale Agreements Programs, Ip 
30140.320 30140 330. 

8505020324 Returns, per instructions, eight copies of re^onses to comments & ques- 
tions submitted by llr on 850301 Two copies retalned.Revfsed responses will be sub 
mitted & will Include index,pag0 numbers & cros8-r0fs.W/o 

TOKAR.M Engineering Branch Post 831001). 85/04/11. QEOTSCH.S.D Nuciear 
Packaging, Inc. Ip 30140,319-30140,319. 

8505020325 Aoenda lor State of OR, Energy Facility Siting Council 850426-26 meeUngs 
In Lakeview 8 r to discuss Lakeview U BJil cleanup. Mlnu tes frorn Lakeview Ramedial 
Aotipn Commltloa 850129 & 0328 maPlinos & 

* Oregon, State of 85/04/25 Oregon, State of, 25pp 30139.311-30139.335. 


S6DS020393 Forwards draft abstract for paper entitled, "Geochemical Controls on 
Groundwater Quality at U Recovery Sites, to be presented at Inti Symposium on Mgl 
of Hazardous Chemical Waste Sites on 851009-10 

DAM.WL Geotechnical Branch (Post 831001). 85/03/18. SALEEM.ZA JRB Associ- 
ates 2pp 30141.344 30141 345 

8505020430 Submits list of candidate topics for waste package workshops for Basalt 
JOHNSON, TC. Engineenng Branch (Post 831 001). 1310. 85/04/11 WRIGHT, RJ 
ReposHoty Projects Branch (Post 831001) Ip 30141-247-30141 247 


6505020435 Notifies of need to schedule meetings prior lo issuance of characlenzatton 
plans between Sept 1985 & Oct 1986. Resolution of contracts .mails procurement & 
test siting requested 

MILLEfl.HJ. Repasitory Projects Branch (Post 831001) 85/01/25 PURCELL.WJ 
Energy. Depi o1.2pp 30141.212-30141.246, 


8505020603 Comments on Beatty low level waste site closure plan Closure plan inad- 
equate re flood protection measures Surface water mgt ays should be reevaluated in 
ligtit of site location In floodplain of Amargosa River 

fCNAPP.MR. Geotechnical Branch (Post 831001). 85/04/12 HIGGINBOTHAM, L 
Low-Level Waste & Uranium Recovery Projects Branch 21pp 30140001-30140021 


8505020607 Advises of current status of QA program of ofc of geologic repository de- 
ployment (OQRD) & planned actions Approval received for full-time QA position in ofc 
of civilian radwaste mgt & OGRD A GA coordinating group established 
BENNETT,JW Energy, Dept of 84/06/14 BROWNING.RE Division of Waste Man- 
agement 2pp 30137 364-30137:355. 


8505020633 Tentative schedule for 850506-09 NRC-DOE UMTRAP site tour. 

CARLSON, K.A Energy, Dept of 85/04/16 Energy, DepI of 3pp 30137 361- 
30137.363 


8505020637 Forwards correlabon of Reg Guide 4,17 w/ annotated outline Correlation 
prepared as attachment to 850124 annotated outline to demonstrate consistency w/ 
reg guide a explain formal changes & additions 

sfeiN.R Energy, Dept. of. 85^2/11 BROWNING.RE Dwisfon of Waste Manage- 
ment 31pp 30119 285 30119 315. 

8505020640 "Coupled Thermal-Hydrological Mechanical Assessments & Site Character- 
ization Activities for Geologic Repositones," monthly rept ior Mar 1685. 

CRANWELL,R.M. Sandla National Laboratories FIN A-1755 1994 85/04/09 

NATARAJA,MS Engineering Branch (Post 831001) 24pp 30119316-30119.330 

8506020643 "Technical Assistance fn Seismo-Tectonic Impacts in Repositories," 
Monthly Mgt Ur Rept 24 for Mar 1985. 

CHUNG.D H., CUMMINGS, G.E. Lawrence Livermore National Laboratoiy FIN A 0294 
1095. 85/04/10 BLACKFORD.M.E. Geotechnical Branch (Post 831001) 2pp 
30119 342-30119.343. 

8505020651 Comments on draft "Key Programmatic Steps & ActMties for ImplemenUng 
UMTRAP." Flow chart does not relied any Interpretation of black color code for bar 
representing certHIcation step. , ^ „ , . „ 

HleGINBOTHAM,L Low-Level Waste & Uranium Recovery Projects Branch 85/03/ 
26. THEMELIS.J G. Energy, Dept, of Ip 30119 345-30119.345 

8505020664 "Maint of Computer Programs," monthly ^epHor Mar 1005 
CRANWELU,RM. Sand la National Laboratories FIN A-1166 1990. 85/04/09 
CODELL, fl. Geotechnical Branch (Post 831001). 2pp 30119 357-30119 358 

5505030037 Forwards "Evaluation of Draft Environ Assessments lor Deaf Smith & 
Swisher Counties" End constitutes compendium of preliminary raviews.Completa 
comments will be submitted by 850520,per author 850205 commitment. 

FR1SHMAN,S, Texas, State ol 1018. 85/03/19 RUSCHE,B.a Energy, Dept of. 2pp 
30162.244-30163 020 

-8505030040 "Evaluation of Draft Environ Assessments for Deaf Smith & Swisher 

JARRm,J.E,r REED,J.B. Texas, State of. 85/03/16 135pp. 30162 246-30163.020. 

6505030053 "Technical Assistance In Geochemistry" & "Recommendations on Geo- 
chemical Modeling of Radionuclide Solubility/ Speefation," monthly progress & Itr repls 

WHATLEY?! K. Oak Ridge National Laboratory. FIN 8-0287. 2003 85/04/11 
BR00KS,0 J, Geotechnlcd Branch (Post 831001), 14pp 30162 047-30162 060. 

8605030121 Agenda for NRC/DOE 850417 meeting on site characteristics plan per- 
formance allocation In Silver Sprlng.M0, 

♦ Energy, Depi of. 85/04/12 Energy, Dept oL 2pp. 30160.300 30160 301 
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8505030252 ’'Reposrtofy aie Description & Technology Transfer/’ monthly repl for Mar 
1985 , , 

CRANWELL,RM Sandia Nalionaf Laboratories FIN A-1158 1991 85/04/09 
CODELL.R Geotechnical Branch (Post 831001) 4pp 30161 357^30161 360 

8505030266 “Effect of Repository Environ on Performance of Waste Packaga/Engh 
neared Sys Components/' monthly progress rept for Mar 1985 
WHATLEY.sk Oak Fidge National Laboratory FIN BO280 1989 85/04/11 
CHANQ.KC Engmeenng Branch (Post 031001) 2pp 30161 355 30161 356. 

8505030300 Forwards vicinity properties monthly rept for Mar 1985 Rept summarizes 
status of vicinity property remedral action at each site & progress of engineenng & 
mat activities 

KRISHNAN.R Jacobs Engineering Group, Inc 85/04/11 THEMELIS.JG. Energy. 
DepL of, 9pp. 30161 346^0161 354 


8605060008 Requests rerevlow of CNShFRP-14571 01 -P, "Fiberglass Reinforced PI as 
tic High Integrity Containers,'' based on Chem Nuclear Sys, Inc detailed design draw 
ings Comments should bo provided by 850426 , ^ 

GREEVES.JT Engineering Branch (Post 831001) 85/04/05 MACDONALD.C Trans- 
portallon Certification Branch 1p 30186 354-30186 354 

8505060048 Forwards "Technical Evaluation Memoranda for Remedial Acllona al Vdro 
Processing Site, South Sail Lake,UT/' in response to Technical Assistance Request 
84095 Potential for ground rupture al or near site not adequately defined 
KNAPP.M.n. Geolechnfcal Branch (Post 831001) 85/03/19 HIQQINBOTHAM.L 
Low-Level Waste & Uranium Recovery Projects Branch 2pp 30187 026 30107.070 


>8505060050 "Technical Evaluation Memoranda for Remedial Actions at Vitro Process* 
fng Sile.Soulh Salt Lake.UT." 

* Geotechnical Branch (Post 831001) 85/03/19 51 pp 30187 027-301 07'07fl 


8505030309 -"Preparation of Engineering Analysis for High Level Waste Packages In 
Geologic Repostlones," monthly rept for Mar 1985 

STEPHENS.KW Aerospace Core FIN A-4165-5 5810 01.85.KWS 65/04/16 
CHAND.KC NRC - No Detailed Affiliation Given 21pp 30161 325-30161.345 

8505030333 Forwards Draft 2 of radiological & environ assessment lor Vicinity Property 
RT-O34,for review & approval Prompt response requested 

HOPKINS.RE Momson-Knudsen Co, Inc 85/04/16 HIGGINBOTHAM, L , 
SOLLENBERGER.D Low Level Waste 8 Uranium Recovery Projects Branch, Ip 
30160 363-30160363 

8505030368 Requests NRC partidpallon Jn Subcommittee on General 
Oversighl, Northwest Power & Forest Met 85041 5 hearing In Portland, OR to present 
testimony on possible selection of Hanford Reservation as repository for high level 
r&dwB5t0 

WEAVER.J. Oregon, Stale of. 1308 85/04/05 NRC - No Delalled Affiliation Given 
3pp 30163 334-30163*336 

8505030606 Forwards comments on "Draft Environ Assessment • Rlchton Dome 
Sile.MS Dec 1984," (DOE/RW-0013) Further detailed comments will be transmitted. 
0ALL,WG Mississippi, Slate of 997 85/03/10 Energy, Oept. of. 25pp 30162 075- 
30162 243 


8505080054 Advises that NRC will be unable to complete review of Lakoview draft onvl- 
fon assessment & RAP by 850425 due to lack of info, per 850321 lofcon 
HIGGINBOTHAM, L Low-Leva) Waste & Uranium Recovery Projects Branch. 05/03/ 
26 MATTHEWS.M Energy, Depl. of 1p. 30187 176-30187.176 

8505060103 Forwards branch comments on const specs for Phase II const of remodfal 
action at Sbiprock Site, per Technical Assistance Request 85005 Revised cafculallon 
being reviewed Re suits wilt be documented In technical evaluation memo, 

GRAVES, JT Engineering Branch (Post 83 1001), 85/04/19. HIQQINBOTHAM.L 
Low-Level Waste & Uranium Recovery Projects Branch. Ip. 30ie6'339-30186'a44. 

-8505060106 "Geotechnical Engineering Review of Specs for Phase II Const Shlpiock 
Remedial Action Plan " 

JAGANNATH.BN Engineering Branch (Post 831001). 85/04/10 6pp 301 86.340- 
30186:344. 

8505060107 Forwards revised CNSI WF-C-01 -NP, "Waste Form Cerfificatjon Comonl." 
Chem-Nuclear Sys, Inc submitted new formulations & tost results along w/resporso to 
NRG original set of questfons.W/o rept. 

NUSSBAUMER,D,A, Assistant Director for State Agreements Programs SA/KNS. 86/ 
04/23 SHEALY.H Q. South Carolina, Slate of 1p 30ie6'347-30106 348 


-8505030509 "Review Comments on Draft Environ Assessment Richton Dome Site.MS 
Deo 1984 " 

* Mississippi, Stale of 65/03/20 144pp. 301 62.1 00-301 62*243 

8505030594 Forwards radiologic & engineering assessments for Edgemont Vicinity 
Properties ED-00555-RS,ED^t90 RS,ED 00680-RS. ED 00359 CS.E(5-00364 CS.ED- 
00455-RS & ED-00656'RS for revlew.commenl.rev 8 /or concurrence, 
QRANDBOUCHE.G Energy, Depl of 05/04/08 HIGGINBOTHAM, L Low-Level 
Waste & Uranium Recovery Projects Branch, ip. 30161.008 30161 181 

-8505030634 "Radiological & Engineenng Assessment for DOE Identification ED- 
001 90-RS " 

MADSON.M E Bendix Corp. 85/03/31. 27pp 30161 009*30161 035. 

-8505030638 "Radlologfcal & Engineenng Assessment for OOE Identification EO- 
MADSON.M E BendrxCofp. BS/03/31 23pp 30161 036-30161 058 


-8505060114 Forwards revised GNSI-WF-C-01-NP, "Waste Form Corliflcallon Cemenl 
Chem-Nuclear Sys, Inc submitted new formulallons & lest results along w/responso la 
NRC original set of questions W/o rept 

NUSS0AUMer,D,A. Assistant Director for State Agreements Programs. SA/KNS. 85/ 
04/23. KIRNER.N P Washington, State of 1p 30186:348 30186.348. 

8505080110 Summarizes BWIP 860404 meeting In Richland, WA re project status of 
geosciences studies Agenda,llst of attendees & viewgraphs end 
LEHMAN, L.L. Lehman, L.L, PG, 1334 05/04/17. rIi^ELL,J Yakima Indian Nation 
62pp. 30186:267-30186.336. 

85050601 19 Forwards LIr Rept LR-207-2, "Review of Geochemical Sensitivity Analysis 
I ..." In response to 850328 request Erickson rept covered same mat! as App P of 
Siegel, Erickson & Vopicka rept, so no separate review made W/o Erickson rept. 
WHATLEY, S.K. Oak Ridge National Laboratory, FJN B 0207 2014. f6/04/1Q 
BROOKS, D J. Geotechnied Branch (Post 831001 . Ip. 30166.062-30106:138. 


-8505030643 "Radiological & Engineering Assessment for DOE Identification ED- 
00658-RS " 

MADSON,M E. Bendix (^orp 85/03/31 27pp 30161.059 30181.005. 

-i50M30e48 "Radologic & Engineenng Assessment for DOE Identification ED-00456- 
RS " 

MADSON.M E. Benda Corp. 85/03/31 21pp 30161 086-30161.106 

-8^^30853 "Radiologic & Engineenng Assessment for DOE Identification ED-00364- 

MAOSON.ME BandbeCorp 85/03/31 2epp 301 6T 107-301 6 VI 34 

-8505030661 "Radiologic & Engineering Assessment for DOE Identification ED-00359- 
CS." 

MADSON.M B Bendix Cofp 85/03/31, 21pp 30161:135-30181*165, 

“WOM30697 "Radiologic & Engineering Assessment for DOE Identification ED-00555- 
RS« 

MAOSON,M.E Bendix Corp 85/03/31. 26pp. 30161.156-30161:181. 


unresolved quesUons raised in Mar 1985 progress rept for FIN 
controlling groundwater pH using carbon dioxide gas unclear 
HACKBARTHO. Waste Management Branch (post 840429) FIN B-0290. 2016. 85/ 
M/23 BRAbBURY,J. Geolectinical BrancfifPosl 831001) 2pp 30100.269- 
oQ1 oO 27l)» 


-8505060127 LR-287-2 "Review of Geochemical Sensitivity Analysis I. Ido nil flea Non of 
Conditions & Criteria for Design of Transport E^erlments When Radloslomenl Specl- 
atlon Must Be Considered In High Level Waste Repository Risk " 

JACOBS.Q.K. Oak Ridge National Laboratory. FIN 0-0287. 86/04/16 Goolochr^lcnl 
Branch (Post 831001) 3pp. 30188 063-30166:138. 


6505060133 Forwards UMTRAP status Info package Briefing will be hold on B50502. 
QNUGNOLI.Q.N. Low-Level Waste & Uranium Recovery Projects Branch 85/04/10. 
BROWNING, R.E., BELL.M.J., HIQQINBOTHAM.L NRC • No Detailed Affiliation Qlvon. 
16pp 30186:168-30166.183. 


8505060159 Submits rept of observations, com men Is & recommendations ro BWIP for 
850316 041 9 Increased levels of U nollced In groundwater near radwaslo disposal 
crib on Hanford Reservation. 

COOK,FR. NRC • No Detailed Affiliation Given. 1336. 85/04/10. BROWNING. R.E Di- 
vision of Waste Management. 67pp. 30187*080 30167:146 

DocumQn\ Accession List Monthly Rept for Period Ending eB0326." 
• NRC - No Detailed Affiliation Given. 1333, 85/04/17 413pp. 30180:187-30189:239. 

8505060187 F'orwards draft scope of work for floodplain characterization ro 
Shfprock.NM UMTRAP site. 

PRICE, J.B. Jacobs Engineering Group, jno 85/04/26. WEBER, M.F. Geotechnical 
Branch (Post 63 1001). f3pp. 301 86.046-301 86.061, 


8M50M716 Infwms ^ review of 850922 8 28 radiological & engineering assessments 

Concurrence based on submitted conditions, 
Waste & Uranium Recovery Profects Branch. 85/04/ 
12 THEMELIS,JG Energy, Depl of Ip 30160 260-30160.260 

8505030728 Requests participation In 050417 design Info moellng & 850418 position 
paper on performance allocation meeting ^ 

8310011. FIN D-1004, 2023. 86/04/17. 
CUMMINGS.R A. Engineers International. Inc. Ip. 30160.257-30160 267, 

*^M3?9Vl SfvIneCA®^^ observations at Salt Project Coordination Meeting on 

^^'Slheers international, Inc FIN 8-7328. 2010. 05/04/17, 
TIKTINSKY.D. Engineering Branch (Post 631001) 0pp. 30150:354-30150:361. 

Requests performance of comparison of WAPPA code Tapes Ne3280 a 
N9081 3.Qual((atlve descrfptfon of differences requested ^ 

WIC)<,E.A. Er^neerirm Branch (Post 831001). FIN A-3164. 2020, 85/04/03 S(X).P. 
Brookhaven National Laboratory. 3pp. 30160 341 -301 50:353. 

«50W30738 Confirms 850411 briefing of headquarters staff re QA approaches approprf- 
9®ofoplc repository for radwasle ^ 

PURCELL, WJ En«gy. 


8605060301 Trip rept of 060226-0308 visit to USQS training course ro theory a appilea- 
tJpn of wochemistry & geochemical computer codes In modeling groundwater sva.Llst 
of attendees encf, 

Pm 331001). 06/03/29, STARMEH.R,J. QoolOchn) 

cat Branch (Post 831001). 4pp, 30187:187-30187.190. 

8506060316 Forwards Work Plan LU-3 for review of draft closure plan for Beatty new 
SstatePfcwrams’on^^^^ requested by 650401 ¥or submillal lo^ 

'^®®’® * Ufanlum Recovery Prolecls Branch. 85/03/ 
19. GREEVES,J.T. Engineering Branch (Post 831001). BUNTING, JO. PoHw & Pro- 
ipp"™30^a9^e0-30^8fe^ 03^01)* KNAPP, M R. Geotechnical Branch (PosIXsiOOl)! 

8605060326 Advises that revi^ Of 841214 responses to NRC comments on final reme- 

wMlnffiflflnS. '''®‘ 

rararttfe' S'®®®'- 06 '°^' 

“SWu,eS2rorc’pen1sU'Li°c,,°°" P'®" 

<5eo1echr.ca. 



B&OS06O334 Advised of tenfative schedule for meeting on 650509 w/00£ & contractors 
in Denver, CO to discuss NRG initial technical review of draft site characterization repl 
HIGGINBOTHAM, L Low-Levo! Waste & Uranium Recovery Projects firanch 85/04/ 
22 THEMELIS,J Energy, Dept of Ip. 30186 066-30188 065. 

8505060420 Trip rent of quarterly DOE/stolea/lribes UMTRAP 650226-27 status meet* 
mgs In San Antonio, TX viewgraphs .draft agenda fk attendee list enci 
GNUGNOLI.G N, Low Level Waste Licensing Branch. 85/03/19. HiQQiNBOTHAM.L, 
Low Level Waste Licensing Branch 47pp 30188 090-30188 1 37 

6505060427 Forward draft topical repl, "Brine Migration in Salt " Important aspects of 
brine migration that stiould be focused on listed Intercrvstallina brine migration not 
well understood process 

KELLY, WR Geotechnical Branch (Post 831001) 85/03/29, STARMER,R.J. Geotech- 
nical Branch (Post 831001) 2pp 30180 138-30188.164 

-8606060429 "Brine Migration in Salt.TopIcat Repl " 

KELLY.W Geotechnical Branch (Post 831001) 85/03/28 23pp, 30180,140- 
30188.164 

0505060431 Forwards draft comments on CNSI FRP-14571-01, "Fiberglass Reinforced 
Plastic High Integrity (Containers.'' for info only*duo to change in topical rept review 
procedures Draft comments withheld 

TIKTINSKY.D Engineering Branch (Post 831001). 86/04/19 POPPE,LK Chem-Nu 
clear Systems, Inc Ip 30i88’1 65 30186 165. 

SS05080433 Requests R Codell assistance in reviewing end BNWL revs to hydrological 
models in LADTAP computer code 

CONGEL,F.J Radiological Assessment Branch 85/04/25 KNAPP, M. Gsotechnica) 
Branch (Post 831001) Ip 30168 166-30188-178. 

-8605060435 "Task Plan Rev 2 Review of Hydrologic Surface Water Components Com- 
prising NRC LADTAP II Computer Code " 

* Battelle Memorial Institute, Pacific Northwest Laboratories 88/03/26 lipp 
30188.167-30186-178. 

0505060437 "Technical Assistance for Design Reviews," monthly rept for Mar 1085. 
RAJARAM.V. Engineers Intornationaf, Inc. FIN 8-7328. 2011. 85/04/19 

TIKTINSKY,D. Division of Waste Management 5pp 30165:302-30185.306, 

0505060443 Provides written authorization for KK Wahl &. JJ Daemen to attend DOE- 
NRC 850417-18 meetings in Silver Spring, MD. 

NATARAJA.MS Engineering Branch (Post 831001), FIN A-1755. 2021. 85/04/15. 
CRANWELUfl M. Sandia Nahanal Laboratories. Ip 30105.315-30185*315. 

8505060449 Comments on Feb 1965 progress Hr re "Review of DOE Waste Package 
Program" & "Review of Waste Package Verification Tests " 

WICK.EA Englnearing Branch (Post 831001) FIN A-3ie4. 2024 65/04/11. SOO.P 
Brookhaven National Laboratory 2pp. 30105-316-30105.324 

-8SQS060453 Trip rept of attendance at 650321 meeting at BNL re DOE waste package 
performance assessment code 

VOQLEWEDE.J C. Engineering Branch (Post 831001). FIN A-3164 2020 85/04/08. 
JOHNSON, T.C. Engineering Branch (Post 631001) 7pp. 30165 316-30185-324 

6505060460 Lists currently scheduled Ofc of Civilian Radwaste Mgt short-term program 
milestones & selected events 

* Energy. Dept, of 85/04/25. Energy, Dept of. 2pp 30105 325-30185 326 

0505060407 "Points of Agreemenl,OOE/TAC/NRC 860326 Meeting on UMTRAP Hy- 
drogeology " 

WEBER, M.F., GNUGNOLI,Q. NRC - No Detaired Affiliation Given BALL.D Energy, 
Dept of, 85/03/26. 2pp, 30168 010-30188,012 

6505060488 Concurs w/remedial actions recommended in 850406 radiolegical & engi- 
neering assessment of Edgemon1,SD Properties ED-00369 CS,ED-OQ364 CS, ED- 
004 55-RS.ED-OO 660 RS, ED 00100-RS & ED-00650 RS 

HiGGINBOTHAM,L Low-Levei Waste & Uranium Recovery Projects Branch 85/04/ 
17 CREW,Me Energy, Dept of Ip 30186 013*30188.013. 

8505060490 Provides scheduie for Lakeview UMTRAP draft environ assessment & draft 
radiological assessment program review 

GNUGNOLI.G N. Low-Level Waste & Uranium Recovefy Projects Branch. 85/04/22 
JOHNSON, TX, Geotechnical Branch (Post 831001) 2pp 30188:014-30186.016, 

6505Q6D491 Forwards preliminary review of surface water hydrology & erosion protec- 
tion design for Lakeview UMTRAP site Present design does not meek EPA inactive 
site aids. 

HIQGINBOTHAM.L. Low-Level Waste & Uranium Recovery Projects Branch. 85/04/ 
22. SMITH.R.D Uranium Recovery Field Office. 8pp 3O180-O16-3O180 023 

8505060492 Reviews supplementary info on well logs at Riverton Site. Cross section 
reviewed that shows hyorologic Interconnection w/oeeper sand of wind river (ormallorr 
thought to be separate from contaminated gravel unit. Maps end 
FORD,W.H Geotechnical Branch (Post 031001). 85/04/12 HIGGINBOTHAM, L Low- 
Level Waste & Uranium Recovery Projects Branch 5pp, 30188.024-30186 028 

0505060511 Advises of status of UMTRAP DOE/NRC MOU.DOE incorporating NRG 
concerns Into next rev Draft expected by end of Mar 1985 Trip repl from most recent 
negotiation session enci 

HIQGINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch 85/03/ 
26 BROWNING, R.E Division of Waste Management, Ip. 30107:211-30187.213. 

8505060521 Forwards NRC Manual Chapter 4114, "Intergovernmentat Personnel As- 
sistance," per 850201 request for add! info on how atlecled Indian tribes could be 
detailed to work at Dtv of waste Mgt 

MAnsON.DR Policy & Program Control Branch (Post 831001). 85/03/01. 
HOLDEN, R National Congress of American Indians. 13pp 30187.219-30187.231. 

8505060531 "Review of DOE Waste Package Program" & "Review of Waste Package 
Verification Tests," monthly mgt repls for Mar 1905 

KATO,W.Y., SOO,P Brookhaven National Laboratory FIN A-3164. 2012. 85/04/18. 
WICK.E.A. High Level Waste Licensing Management Branch. 17pp 30187:266- 
30107,272 

8505060540 Trip rept of 65041 1 & 12 visits to NRC 6 DOE to participate In briefing 1o 
NRC on recommended aerospace techniques applicable to high level radwaste repos- 
itory program Viewgraphs end 

LEVINE, J H. National Aeronautics & Space Admin, FfN D-1014. 2013. 85/04/16 Na- 
tional Aeronautics & Space Admin 44pp 30187 273-30187.316 


8505060545 Suggests that task order be written for most complete evaluation of all 
geologic data suites for Hanford, WA site & preparation of rocommentfallons for further 
data gathering & processing be authorized 

MURPHY.VJ Weston Geophysical Corp FIN D-1003 2017 85/04/24 IBRAHIM 
NRC - No Delatled Affiliation Given Ip 30187 330-30187 330 

8505000549 Forwards "Radiologic & Engineering Assessment for DOE GJ 05400 RS" 
6 "Radiologic & Engineering Assessment for DOE GJ*07869-RS." NRC Concurrence 
w/recommendod remedial action requested 

TUCKER.MK. Energy. DopL of. 85/04/25 HIQGINBOTHAM.L Low Levo! Waste & 
Uranium Recovery Projects Braf>ch 1p 30182-295-30183 001 

-8505060550 "Radiologic & Engineering Assessment for DOE GJ 05400 RS " 
TUCKEaM Energy, Dep! of 85/04/23 50pp 30102 296 30182 345 

-8505060552 "Radiologic 6 Engineering Assessment for DOE GJ 0766 9-RS " 
TUCKER,MK Energy. Dept of 65/04/22 34pp 30102 346-30183 024. 

6505060563 NoUfies of upcoming m 0 etings,p 0 r 830719 20 meGting, including 850502 03 
meetings of repository states & affected tubes in Ballimore.MD & NCSL 850504 05 
meetings In Charleston.SC 

NEFF.J.O. Energy. Dept of. 1022 85/04/19. UNEHAN,J NRC - No Detallod Affili 
ation Given SPURGIN.P Utah, State of. FRISHMAN.S. Texas. State of. Ip 
30187*536 30187 335 

8505060855 Forwards review of DOE procedures for groundwater sampling at UMTRAP 
sites Procedures promote proper conduct of data coliecjion.but can ensure conduct 
only through procedures w /latitude for collection of most representative samples 
KNAPP, m!r Geotechnical Branch (Post 031001). 85/04/09 HIGG1NBOTHAMX 
Low-Level Waste & Uranium Recovery Projects Branch 6pp 30187 336-30187 341 

8505060557 Forwards estimajos of Geotechnical Branch response limes for UMTRAP 
documents.Effecta of DOE schedule changes noted, 

FUEQEL.M. Geotechnical Branch (Post 831001). 85/04/18. MARTIN.D Low-Level 
Waste & Uranium Recovery Projacls Branch 3pp 30187 342-30187*344. 

8606060559 Forwards draft SRP re DOE/UMTRAP radon barrier melhodofogy per 
Technical Asslslance Request 04976 Paper requires exlensh/e reviow.Discusslon of 
future directions for finalizing plan requested 

NATARAJA,MS Engineering Branch (Post 831001) 85/04/23 MARTIN.D B Low- 
Level Waste & Uranium Recovery Projects Branch 12pp. 30188.032-30188043 

6605060561 Concurs w/re medial action recommendod in 850304 radiological & engi- 
neering assessment for Vicinity Property QJ-13483 MR in Grand 
Junclion.CoCloncurrence based on listed conditions 

HIQGINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch. 85/03/ 
25 CREW.Me Energy, Dept of Ip. 3Ot07:345-3O197-346 

8506060682 Forwards data review guidance package for info Seminar re QA will bo 
scheduled after completion of environ asse8sm.ant review 

MILLER, HJ Repository Projects Branch (Post 831001). 85/03/28 BARRETT.L.H. En- 
gineerfng Branch (Post 831001). BUNTING, J.O, Policy & Program Control Brar^ch 
(Post 631001) KNAPP, M.R. Geotechnical Branch (Post 031001) 23pp 30187 346- 
30108 005, 

6505060563 Lists codes (liat should be transferred to branch if codes are not identical 
to versions currently used by branch staff Jn response to 850402 request 
KNAPP,MR. Geotechnical Branch (Post 031001). FIN B-6985 2022. 85/04/11. 
MILLER, HJ Reposilory Projects Branch (Post 831001) Ip 30180 006-30188 006. 

0505078010 Discusses proposed paper, "Gource Term for Radionuclide Migration From 
High Levef Waste on Spent Fuel Under Realistic Repository Conditions^ Furlher In 
signt can be obtained through algebraic treatment. 

PETERSON, C.H. Engineering Branch (Post 831001). 05/02/1.4 WICK.EA. Engineer- 
ing Branch (Post 831001) 4pp. 30216.086 30218069 

0506070013 Trip rept of attendance at 171h Inti Assoc of Hydrogeologists on 850107-12 
in Tucaon,A2Concopt8,ll3tof papers presented & revised pfogram summary end 
GOODE, D. Geotechnical Branch (Post 831001) HUNTJ Engineering Branch (Post 
831001) 85/04/08. QREEVESJ T Enpineefing Branch (Post 831001) KNAPP.MR 
Geotechnical Branch (Post 631001). MILLER, HJ Repository Projects Branch (Post 
831001) 12pp 30210 074-30218.085 

8505070019 Advises that concerns re const specs & CK) conveyed to DOE in NRC 
05011 1 Itr, satisfactorily resolved .Concurrence in performance of remedial action will 
nol be given until const specs received from Slate of UT Issued through DOH. 
HIQGINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch. 85/03/ 
20.THEMELIS.J Energy, Dept of Ip. 30218 073-30216.073. 

6605070030 Requests info re jobs ra one) capsule descnptions.for use in classification 
& establishment of requirements & compensation for positions Info requested by 
850501. 

PRESTRIDGE O.D. MiBsissippI, State of 1023 65/04/16 BROWNING.B. Division of 
Waste Management 8pp 30210-016 30210 023. 

S50S070032 Requests end draft comments on HIttman topical rept re cement solidifica- 
tion process be transmitted to participating Agreement States for review 
HIQGINBOTHAM.L. Low Level Waste & Uranium Recovery Projects Branch, 85/04/ 
16. NUSSBAUMER.DA Office of State Programs, Director. 13pp. 30218:080 
30218,072 

6605070450 Responds to 85021 5 Itr re US/Canadlan bilateral agreement. US has per- 
formed stress measurement work & borehole fogging instfument development for 
research Agreement provides mechanisms for sharing research data, 

MANN.SA. Energy, Dept, of 85/04/22. KALITOWSK1J. Minnesota, State of 2pp 
30216-360 30216-361 

8505070468 Requests permission to pursue NRC methodology for evaluating effective 
porosity of basalts at BWfP sHe.Uas of barometric & fluid pressure data to corroborate 
effective porosity values obtained from tracer tests proposed 
WILLI AMS, R E. Wllliama & Associates. FIN B-737^3 2010, 85/04/15 GORDON, M 
Division of Waste Management. 8pp. 30216:305*30216 312. 

0505070474 Monthly slatua rept for 060316 0415 under FIN D*1014. 

BLAND, W.M GeaB’s, Inc FIN D-1014. 2016, 86/04/18. DELL1GATTI.M.S. Policy & 
Program Control Branch (Post 831001), 2pp 30216*303-30216:304 
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8505070 S28 Cot\cvt$ w/re medial aclions /ecommended in 850306 & IS radiological & 
ead nearing assess men Is for vicinity propertios m Salt Lake City, LIT 
HIGGINBCjtHAM.L Low-Level Waste & Uranium Recovery Projects Brancfi 85/03/ 
25 THEMELIS.JG Energy. Dept of Ip 30211 359 30211 35B 

8505080394 Concurs w/remedral actions recommended In 850228 & 0315 radiological 
& eriolneenng assessmenis for vicinlly properties in Durango.CO. 

HIGgINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch, 85/03/ 
25, THEMELIS,J Q Energy, Dept of Ip 30229 S30-3 0229 230 

8505090287 Forwards draft "Slalislical Evaluation of AddI Hydrochemical Data from 
Saddfa Moun tains, Wanapum & Grande Ronde Basalts, BWIP.Hanford Sde " 
WILLIAMS, R E Williams & Associates. FJN B 7372 2019, 86/04/16 GORDON.M. Di- 
vision of Waste Management Ip 30253 144-30253.144 

-8505090295 “Statistical EvaliialBon of AddI Kydrochemicaf Date from Saddle 
Moun tains, Wanapum & Grande Ronde Basalts, BWIP.Hanford Site “ 

WILLI AMS.R E Williams & Associates. FIN S-7372 85/04/04 Division of Waste Man- 
agement 66pp 30253 14 5 30253 212 

6505160055 Submits notice of upcoming meetings Notice will be updated weekly 
NEFF.J 0 Energy, Dept. of. 1026 65/04/25 LINEHAN,J. NRC - No Detailed Aflili- 
allon Given FRISHMAN.S Utah, Slate of FORSYTHE.R Texas, Slate of. Ip. 
30449-169 30449159. 

6505160077 Forwards minutes of DWPF/repositories interslle coordination group 
B50326 meeting Agenda & list of altendees also encL 

HENNELLY.E J, El. du Pont de Nemours & Co, Inc 65/04/30, COWAN.8P. Energy, 
Depl.of 21pp. 30449*116-30449:136 


6505160253 Notifies of interest in direct communications & coordinalron w/NRC re 
Nevada Nuclear Waste Site Investigations Project environ program & future planning 
efforts Organization chart of project environ staff end 
FOLEY, M I Science Applications International Corp (formerly Science 
Inc) L85 EC.MIF097. 85/04/30 LILLY.W NRC - No Detailed Afflliatioi 
30460 272-30450 274 


Appllcallons, 
Givan 3pp 


8506160260 Forwards listed document reviews under Contract NRC-02.B2 OOO.Task 
Order 10 Other document reviews will be sent during next 2 wks 
RAJARAM.V Engineers inlernallonaf, Inc FIN 0-732B 2026 86/04/24 

TIKTINSKY.D High Level Waste Technical Development Branch 3Bpp. 30450 232 
30450 269 


8505160265 Forwards supplemental Info requested by C Flory re application of sutwle- 
mental stds for Salt Lake City fire station 

BALL.D M. Energy, Dept of 85/04/30 SOLLENBERGER.D NRC - No Detalfod /Affili- 
ation Given 3pp 30450’229-30450.231 


8505160281 Submits points of contact between Salt Repository Projecl & NRC to Inter- 
face w/poJnts of contact Identified In NRC 841206 Itr List reflects changes & additions 
discussed between Salt Repository Project & NRC on 850419 
NEFF, JO Energy, Dept of. 1025 85/04/24 LINEMAN, JJ Repository Projecls 
Branch (Post 831001) 2pp 30449-360 30449 361 


6505160297 Discusses completion of draft environ assessment reviews by NR R & ex- 
tends appreciation for high level of effort given review DOE has lead responsibility lor 
assessing environ effects of repository 

MfLLER,H.J, Repository Projects Branch (Post 831001) 1360 85/05/19, 

BALLARD.RL Environmental & Hydrologic Engineering Branch Ip. 30449348- 

HAo V V I- 


8505160062 Requests mealino during 85D604-05 NCSL meeting In Charleston^SC to 
discuss MOU between NRC & Yankee Indian Nation re participation In BWIP activill&s 
* Ho vis, Cockrill, Weaver & Bjur 1339. 85/04/25 BUNTINQ.X Policy & Program Con- 
trol Branch (Post 831001) Ip 30449 115-30449 115 


B5051 60306 "Review Comments on Draft Environ A8ses8ment8,Richlcn Demo 
SHe.Cypress Creek Dome Site, MS." 

* Mississippi, State of 1028. 85/03/20 65pp 30449 284-30449 340 


8505160122 Submits Nevada Nuclear Waste Site investigation site rept for wks of 
650325.0401.08 & 16 Monthly repls for Dec 1984 & Feb 1985 end 
PRESTHOLT.P.T. NRC • No Detailed Affiliallon Given 632 85/04/18 

BflOWNING.R E Division of Heallh, Siting & Waste Management. 3pp. 30450 314* 
30451.124 

«8506ieoi28 "Nevada Nuclear Waste Storage Invesllgalions Project,*’ monihly repi for 

* Energy, Dept, of 84/12/31, 66pp 30460.316 30451.047 

“8505160133 "Nevada Nuclear Waste Storage fnvesllgatlons Project/’ monthly rept for 

* Energy, OepI of 65/02/28. 69pp 30451 048-30451:124. 


8505160339 Forwards LLL comments re Science Applications fnll Corp workshop. 'Tec- 
tonic Stabilily & Expected Ground Motion at Yucca Mountain " 

IBRAHIM, A.B. Geotechnical Branch (Post 831001) 631 65/03/28 COPLAN.S Re 
pository Projects Branch (Post 831001) ip 30449 040 30449 104 


“8505180344 "Review of Prelimlnaiy Rept on Science Applicatfona Inll CJorp Workshop 
on Tectonic Stability & Expected Ground Motion at Yucca Mountain " 

• Lawrence Livermore National Laboratory 85/03/28 64pp 30449 04 1-30449: 104 

8505160343 Forwards formal response to NRC review comments on Task 4 drall (Inal 
rept for Basall, under ConUacl NRC-02-81-027, "Performance of Engineering Barriors 
in Geotoglo Repository." 

PENTZ.D.L Golder Associates. FIN B 6906 813-1179 85/04/30 PITTIQLIO.CL Di- 
vision of Waste Management, 4pp. 30446 036-30449 039. 


8505160137 Requests comments wllhin 45 days re Chichibu Cement Co, Ltd lopical 
rept, "High I niegrily Container for Disposal of Low Level Racfwaste.” Revised versions 
of nonproprietary lopical rept submitted Feb 1965 end. W/o end 
NUSSBAUMER,D.A, Assistant Director for Slate Agreements Programs 85/05/06 
SHEALY.H G. South Carolina, Stale of 1p 30450.313-30450 313. 

65051601S5 Summarizes topics re waste mgl program presented at 850416-17 1985 
annual meeting of Selsmological Soo of America In AuslInJX.Includlng Meors fault 
session, USGS refraction profile resells & talks w/salsmlc operalora 
BLACKFORD. M. Geolechnlcal Branch (Post 831001) 85/04/29. KNAPP.M.R, Geo- 
technical Branch (Post 831001) Ip 30449-204-30449,204 


8505160350 'Technical Assistance for Assessment of Repository Siting & Design," 
quarterly progress ropt,Jan-Mar 1985. 

AM£Y,EB rnleiior. Dept, of, Bureau of Mines FIN B 6934. 2039. 05/04 J2$. 
FLEENOfl.C. Technical Asslslance Contracts Branch, 3pp 30449 012-30449 014. 

8606160483 Forwards comments on DOE waste repository drafl am4ron 
assessmenis W/o end, 

BROWNING, R.E. Division of Waste Management 1345 85/04/03. GOLLER,K,R, DM 
Sion of Radiation Programs & Earth Sciences (post 840429). BERATAN.L L Earth Sd 
ences Branch (post 840429), CAMERON, F X Office of the Executive Legal Oireclof 
Ip 30449-283-30448:283. 


8505160159 Advises that geotechnical 0 nglne 0 rlr>g support calculations for environ as- 
sessment for RNerton UMTRAP site under review pending receipt of final environ 
assessment Major concerns re support calculations will be reported 
SMYKOWSKI.S, Engineering Branch (Post 631901) 85/04/29 GNUQNOLI,G Low- 
Level Wasle & Uranium Recovery Projeols Branch, Ip 3044 9 205-30449’206 


8505160492 Summarizes B5021M2 meetings w/ Stale of UT to discuss lochnlcal 
Issues & state concerns ra Davis & Lavenoer Canyon sites Meeting agenda & Hat ol 

QRACE.SR Repository Projects Branch (Posi 831001) 1042 85/05/01, MILLER, HJ 
Repository Projects Branch (Post 031001) 4pp 30447.1 06-30447-1 OB 


8505166160 Forwards draft site lechnlcal position, "Use of Hydrazine to Experlmonlally 
Simulate Expected Site Redox Conditions & Reactions," 

JACKSON.KC Geotechnical Branch (Poal 831001) 1336, 85/04/19. JUSTUS.P.S,, 
FLIEQEL,M Geotechnical Branch (Post 031001), Ip. 30449*191-30448:203. 

“8605160163 “Use of Hydrazine lo Experimentally Simulate Expected Site Redox Con- 
ditions & Reactions." 

HROOKS.DJ , 0RADBURY,J.W., DAM.W L Geotechnical Branch (Post 831001). 85/ 
04/19, 12pp. 30449.192-30449.203. 


0505160191 Requests concurrence w/enci environ assessment comments on transpor- 
tation of high level waste.Comments are typical for transportation at alJ sites 
BROWNING.R.E* Division of Waste Management 1361. 85/03/18 

CUNNINGHAM, R.E. Drvisfon of Fuel Cycle 8 Malerlal Safety* 6pp. 30450.191- 
30450,195 


8505160209 Forwards comments on "Annolalad Outline for Site Characlerlzation 
Plans,” did Feb 1985 

LOUX,R R Nevada, State of 85/05/01. VIETH.D.L. Energy, Dept, of epp. 30450.137- 
30450.1 44 


8505180216 Forwards draft agenda for FIN A-1165 650510 semiannual review In Sltver 
Spring, MD 

HUNTER, R.L. Sandia National Laboratories FIN A-1165. 2036. 85/04/30 
ELZEFTAWYA Reposllory Prefects Branch (Post 831001). 2pp 30450:130- 
30460.131 

8505160241 Forwards State of WA 850404 Itr lo R Haelsig of Nuclear 
Packaging,lnc.aulhorlzlng addl f^h Integrity containers under specified conditions 
Nl^SSAUMER.D.A. Assistant Director for Stale Agreements Programs, 85/04/29, 
HIGQINBOTHAM,L. Low Level Wasle Licensing Branch. GREEVEs,d.T. Engineering 
Branch (Post 831001). 3pp 30460.093-30450095. 

6505160246 Forwards replacement pages correcting typographical errors In 660320 
comments on DES for Hanford Slle,WA under Nuclear Waste Policy Acl, 
TOUSLEY.D.R, Harmon, Weiss & Jordan. TOUSLEY.D.R Yakima Indian Nallon. 1355, 
85/04/30. NRC - No Detailed Affiliation Given, 30pp* 30450:282-30460-311, 


85051604B6 Comments on Feb 1085 progress rept for FIN A-1 165, Technical papora for 
Tasks 1 & 3 authorized for 050609 & 0924 AnS meotlngsjrespectlvefy Meeting w/ 
NRC to discuss Interim results re Integration task planned, 

PEETERS.LA. Repository Projects Branch (Post 831001) FIN A-1165 2031 85/03/ 
29 HUNTER, R. Sandia National Laboratories. 2pp. 30447:053-30447 064 

B50S160613 Requests Engineers IntI attendance a I Nevada Nuclear Waste Site Invesih 
gallon 860513-14 lechnical pre-meetings. Exploratory shaft deslgn/const Phase I A 
reirlevabillty wllf be discussed. 

TIKTINSKY.D. Engineering Branch (Post 831001) FIN D-7328 2043. 85/04/29 
RAJARAM.V, Engineers International, Inc. 1p 30446 312-30446-312. 

6505180S19 Discusses review of Mar 1985 monihty progress rept for FIN B 02904 "Leb 
Evaluation of DOE Radionuclide Solubility Data & Selected Retardalion Paranv 
eters...." Use of fresh crushed basalt in experiments questioned. 

BRADBURY, J.W. Geotechnical Branch (Post 831001). FIN B-0200. 2044. 86/0-1/29 
WHATLEY.S,K. Oak Ridge National Laboratory 2pp. 30446.310-30446.311, 

8505160524 Comments on Mar 19B6 monthly progress rept for FIN A-1760, "Goo* 
chemical Sensitivity Analysis " Info required fn quarterly progress repts should new be 
Included In monthly fept 8 .Quarl 0 rly prewress repts no longer required. 

KELLY, W.R. Geotechnical Branch (Post 831001). FIN A-1 756 2046. 85/04/29 
SIEGEL,M,0. Sandia National Laboratories. 2pp 30441:207-30441,357. 

“6505160630 LR-290-10 "Recommendalions on Geochemical Modeling el RadronucIWe 
Solublll^/Speclatlon," Itr rept 

JACOBS,G.K Oak Rldoe NaUonal Laboratory. FIN B-0290. 85/03/28. NRC - No De- 
tailed Affiliation Given, 9pp, 30441:209*30441.217. 

“8505160534 "Delermlnatlon of Radionuclide Solubility In Groundwater for Assessment 
of High Level Waste Isolation," draft technical position. 

• Geotechnical Branch (Post 831001) 04/11/30. 43pp 30441.218-30441:260* 

“SS05160506 "Geochemical Assessment of Nuclear Wasle Isolation." slalus 
rept, Extensive results produced by project, Including design of unlque.radial flow diffu- 
slon col I 

* Lawrence Berkeley Laboratory FIN B-3040 85/04/29 NRC ■ No Detailed Affiliatjon 
Given 21 pp 30441:261-30441:367. 



B605160537 Trip repl o1 05021 1-15 visit lo aWIP at HanFortf.WA re NRG role in imple- 
S. Waste Policy AclMaeUno agenda end ^ 

RUSSELL, C NRC - No DotaSled AtfifiaOon Given, 1342 85/03/08* BUNTING JO 
Policy & Program Control Branch (Post 831001), 8pp, 30445 326-30445 34B, 

•HI5051 80538 Speech entitlod, “'NRC Role In Implementation of Nuclear Waste Policy 
®5021 2 Nuclear Wasto Conference in Portland.OR. 

Division of Waste Management 85/02/12 13pp 30445 334- 

30445;3464 


8505160530 Discusaas fGvJow of Mar 1085 monthly progress rapt for FIN B-0287 
Technical Assistance in Geochemistry '• Progress satisfactory NRC comments on po- 
iontial high level waste repository sites & Rfchlon Dome site end. 

BROOKS»DJ Gootechnical Branch (Post B31001). FIN 8-0287. 2045 05/04/29 
WHATLEY.S K Oak Ridge Nafional Laboratory, 7pp. 30445 164-30446 190. 


B5 051 805 44 Comments or* draft biannual rent for FIN A-3164, NUR£G/CR-24B2,Vol 8. 
"Review of DOE Waste Padiage Program ^ List of repts reviewed should be placed al 
bednning of apps App 5 should be App 1. 

WICK, E A Engineering Branch (Post 831001), FIN A-3ie4. 2030, 65/04/18 SOOP. 
Brookhaveji National Laboratory 2pp 30445 1 82-30445 1 83 


8505160S47 Discusses qusslion of whether NRC should comment on mailers of QA In 
review of DOE repository environ assessments NRC commanla on environ assess- 
ments inappropriate & unnecossary 

MILLER,H.J. Repository Projects Branch (Post 631001). 1346. 85/03/28 Repository 
Projecia Branch (Post 631001) 3pp 30441.350-30441:382 


8505160652 ‘’Geotechnical Review of Slatutory Environ Assessment for Vachene Ball 
Dame Site Webster & Bienville Parlshe8.LA." draft final repL 
KENDORSKI.F.S KendorskI, E.S. T-109 85/04/30. 2(K)pp, 30453 276-30454:104 


8503170065 "Review of NRC Comments on Hydrology Seclion of BWIP Environ As 
sessmenl," progress rept for Mar lOBSJasks MV 

Natonal Laboratories FIN A-1165 2036 85/04/09 
HHODES.M Repository Projects Branch (Post 831001) 28pp. 30480 325-30480 352 


8505170072 Forwards stjmma 7 of 850410 12 meelings w/NRC in Silver Spnng.MD re 
draft conceptual design posiUon paper for Yucca Mountain &te & draff annotated out- 
line for site characleniation plan conceptual design rept 

rnlemaltonaL lr« FIN 0 7328 1065-10-12 85/05/02 
TIKTINSKY^D* High Level Waste Technical Development Branch 5pp. 304B4 051- 
30464 065 


6506170103 Forwards "Radiologic & Engineenng Assessmeni for DOE GJ-32060 MR." 
for review A concurrence ol remedial action 

TUCKERjM K Energy, Depl of 85/05/01 HIGGINBOTHAW.L Low-Level Waste & 
Uranium Recovery Projects Branch Ip 30480 260 30460 324 


“8505170110 "Radiological a Engbneenng Assessment for DOE GJ-320g0 MR " 
Bendix Carp 85/04/30 64pp 3O4S0 261-30400 324 


8505170106 Requests review of ONWJ-539, "Nuclear Waste Simulation 
Expenm 0 nis.Asse Salt Mine, West Germany, Annual Repl, 1963" by 850430, per inter- 
aflancy agreement Brief summary 8 problems should be discussed 
TlKTINSKy.O Engineenng Branch (Post 831001) FIN B-6934 2046 85/04/26 
MUNDELL.L Into nor, Depl of. Bureau of Mines 3pp 30484 344-30484 348 

8505170147 Advises fhal Engineers Inti, Inc requests lo be added lo mailing lisl for repts 
re Nevada Nuclear Waste Site Invastigaljon published by Sandia Address listed 
LINEHAN,JJ Repository Projects Branch (Post 831001) 643. 85/05/01, VJETH,DL 
Energy. Depl, of. Ip 30460 356 30460 356 


B505160556 Discusses monthly progress ropt for FIN A-1t56, "Reposrtory Stte Defini- 
tion & Technology Transfer, & RN A-1166, "Maint of Computer Programs.” (Dom- 
menla on reposiloJV site definition & accounting resolution re FIN A-1168 encl 
CODELL.R Qeolochnlcal Branch (Post 631001). FfN A-11S&. 2042. 85/04/30. 
CRANWELL.R Sandia National Laboratorlos. 2pp. 30441.358-30441 369. 


8505170171 Ack receipt of "Geohydforogic & Tectonic Evaluation of Proposed Davis 
Canwn High Level Nuclear Wasle Repository, Paradox Basin .Southeastern UT ” NRC 
unable lo paiUcIpale in investigabon of sites info on investigalions requesled 
LINEHAN,JJ, Heposiloiy Projects Branch (Post 831001), 1043 65/05/02. 

HUNTOON,P W. Wyoming, Stale of Ip 30464 323-304B4 323 


6505160558 Background info re Nye County. 

BRAOHURST.ST Allen/Bradhursl Corp. 842 85/04/03. 10pp. 30461.126 30461.137 

8505160562 Responds to request for Task 3 fnlernalQA plan drreclfon Development of 
program for Nuclear Wasle Policy Act & 10CFR60 responsibilities warrants 
concerm.Task 3 product should enable enhancement of existing procedures 
OELLIQATTLMS NRC - No Detailed Affiliation Given FIND-1014 2033 85/04/03 
BLAND,W.M. QqqB’s, Inc 2pp 30446'314-3044B-315 


8505160583 Forwards review of work done at ANL on hydrothermal stability of 
ben Ionite, per 850425 tele on Commenls requested. 

PETERSON.CH Engineering Branch (Post 831001). 85/04/28 COUTURE, R, Affili 
ation Nol Assigned Opp 30445-240-30445:248 

B5DB1 60588 Comments on environ assossmenl roadiness review. Planning A develop 
manl offer repository projocis chance to explore new A potenlfally valuable mgt tech 
nique 

DELLIQATTLM S. Policy & Program Control Branch (Post 831001) 1348. 65/03/08 
BROWNING, R E. Division of Waste Management. 4pp 30445236-30445.239. 

8505160698 Forwards comments on DOE generic std procedures for groundwater quel- 
ity sampling A analysis Aspects of procedures that could be Improved by provWing 
greater ^ocificlty to procedures Ido n (Hied* 

HIGGINBOTHAM, t. Low-Levef Waste & Uranium Recovery Projects Branch. 85/05/ 
03. THEMEUSpJ. Energy, Depl. of. 6pp, 30446-1 98-30445, 202* 


8505 160601 Forwards comments on DOE 810114 Itr re exploratory shaft const A 
sealing .Concerns ro tong term seal const, lesllng A performance fisted Current const 

E lans,rnctuding available supporling refs, requested 
INEHAN.JJ Repository Projects Branch (Post 631001). 1031 05/04/03 NEFF^O. 
Energy, Dept, of. 13pp. 30445-149 30445-181 


85051 80641 Forwards Vois 1 A II of DOE/EA 0271, "Environ Assessment ol Remedial 
Action al Lakovlew U Mill Tailings Site, Lakeview.OR *' Proposed alabllization of resid- 
ual radioactive mat) will not affect human onviroa 

THEMELIS,JQ. Energy, Depl of. 85/05/06. NRC - No Detailed Atfillalion Given Ip 
30459-276 30<16 1.127 


-8505160643 DOE/EA-0271 Vols I A II of "Environ Assessment of Remedial Action at 
Lakevlow U Mill Tailings Site, Lake vIow.OR " 

‘ Energy, Oepl. of- 85/04/30 572pp. 30459.276-30461-127 

8605160844 Forwards Vol 4 o( NUREG 4026, "p 0 rforn>anc 0 ol Engineered Barriers in 
Deep Geologic Repos ilortoB for High Level Nuclear Waste,” Bedded Sall,Final Rept 
(Tasks 3 A 4), 

PENTZ,D.L. Qoldor Associates FIN 8-6986. NRC-02 81-027 05/04/22 

PlTTIGtlO.C.L Division of Waste Managamenl. 309pp 30466.016-30456.324. 


$505170014 Advises that AK Ibrahim Is NRC contact In geology-geophysics are9,per 
DOE/NRC project-specific agreement discussed In 841109 Itr.PoInts of contact for en- 
viron areas requested, 

COPLAN, S M. Repository Projects Branch (Post 831001). 630. B5/03/27, VIETHAU 
Energy, Depl, of. ip 30483.336-30483 336. 

85QS1 70038 Forwards draft "Critical Assessment of Tectonic Stability of Ref Repository 
Locallon" re BWIP project, per L Lehman request. mo 

SH!MKO,K, Environment & Water Resources Mana^ment 1353. 05/04/23. 
WESTBROOK,K NRC • No Detailed Affiliation Given. Ip. 30484 093-30484:116. 

••8505170043 Draft "Critical Assessmeni of Tectonic Stability of Ref Rejxjsitory Loca* 

SkllMKO.K., NGUYEN.V.V., RYAN.J Environment A Water Resources Management 
85/03/31. 23pp. 30484 094-30484.118. 

8505170063 Forwards summary of 650417-18 mealings w/NRC in Silver Spring, MD re 
performance allocation A conceptual design aspects of DOE stla characterization 

^A3AnAM,V. Engineers International, Ino FIN D-1004. 1148-007-065, 05/05/02. 
BUCKLEY,J. Engineering Branch (Post 631001) 6pp, 30484:056-30484:060. 


8505170180 Forwards nonproprietary draft comments on topical rept, "High Integrity 
Contain er for Disposal of Low Level Raifwaste” Nonpropnelary A propnetary com- 
menls separated, Proprietary comments withheld 

JUNGLING.T.L Enplnaenng Branch (Post 831001) 85/04/23 EPSTEIN.G Mitsubishi 
International Corp, (subs of Mitsubishi Corp ) 5pp 30484 316-30464 322 

8505170187 Advises of status of NRC invofvemenl in vicinity properties remedial action 
program discussed In 850204 statos rept A forwards concurrence totals by processing 
site A Carlson handout from 850226 meetir^ W/o handout 

SOLLENBERQER.D Low Level Waste A Uranium Recovery Projects Branch 85/05/ 
01 HIGGINBOTHAM, L Low-Level Waste A Uranium Recovery Projects Branch 3pp 
30484.312-30484 314 


8505170194 Forwards prehmlnarv comments on "Topical Rept for High Integri^ Con- 
tainer tor Disposal of Low level Radwasies," submitled by <5hichibu Cement 
Co,Ltd.Ravl8ea nonproprietary version of topical rept encl W/o rept 
QREEVES,JiT. Engfnaenng Branch (Post 831001) 85/05/02 NUSSBAUMER,DA As- 
sistant Director tor Stale Agreements Programs 5pp 30484 307-30484 311. 

8S05170202 Forwards draft repL "BWIP Sila Technical Positfon Interprelatiork of Hydro- 
geologic Test to Deep Boreholes Using Data Obtalr^ by Uphole Measurements." 
Concurs w/technical monl of rept 

WRIGHT, RJ* Repository Projects Branch (Post 831001), 1321 65/04/04 

OLSON, OL, Energy. Dept of. Ip. 30484:254 ■3CMe4, 302. 


“•8505170207 Draft "BWIP Site Technical Position Interprelabon of Hycfrogaologic Test 
in Deep Boreholes Ualng Data Obtained by Uphole Measurements ” 

* Colder Associates 84/06/31. 47pp. 30484 255-30484:302 

8505170203 Advises that per 650226 request.T Johnson reviewed revised erosion pro- 
tection design for Shiprock remedial action site Comments A questions orK I Design 
Inadequate to meet EPA long-term stability criteria 

KNAPP.M R Geotechnical Branch (Post 831001). 85/94/30 HIGGINBOTHAM, L Divj- 
Sion of Waste Management 6pp. 30484.246 30484*253 

8605170250 Forwards summary on 859311 Nevada Nuclear Wasto Storage Investiga- 
tiona ProJect/NRC mgt meeting in Silver Spnng.MO Lfst of attendees also end 
COPLAN, SM. Repository Protects Branch (Post 831001) 624. 85/03/26, VIETH.DL 
Energy, Depl. of 18pp 30470 323-30479340. 

8505170290 Comments on Monthly Mgt Ltr 24 for Mar 1965 re pfogress under FIN A- 
9294*Progress satisfactory Elements of documenis re timing A style of delormabon 
bfi ro^owGcl 

BLACKFORD, M.E. Geotechnical Branch fPost 831001). FIN A-0294. 2051. 85/05/02. 
CHUNG,D. Lawrence Livermore National Laboratory 2pp. 39479 277-30470*322. 

“6505179298 Forwards technical paper, "Critical Assessment of Tectonic Stability ol 
Ref Repository Location,” re BWIP projecl 

SHIMKO.K. Environment A Water Resources Managemenl FIN A'9294 65/04/23, 
WESTBROOK.K. NRC - No Detailed Affifialion Given. 44pp 30479,279-30479.322 

8505170305 Confirms 850220 felcon re S Fnshman 850111 Itr to JG Davts. Arrange- 
ments for Slate of TX to interact w/ staff during preparation of commenls on DOE 
draft environ assessment on potential reposllory die located at Deaf Smith discussed. 
BROWNING, RE, Division of Waste Managemenl 1029 85/02/26 FRISHMAN.S. 
Texas, State of. Ip 30484*233-30484.233. 

8505170318 Trip repl of visit lo Salt lake CiN A Cfive^UT fov 859416 meeting w/ 
DOE.UT Depis of Healih & Transportation A CO Depts of Health A Geological Survey 
fo Slate of UT bid specs 

GILLEN, DM. Low-Level Waste A Uranium Recovery Pfo)ecl5 Branch 85/04/29 
HfQGINBOTHAM.L Low Level Waste A Uranfum Recovery Projects Branch 4pp. 
30484*228-30484,231. 


8505170322 Forwards comments on Jut A Sept 1964 site visits to review data re Inad- 
equate documentation of various items, including calibr data .acceptance /rejection 
criteria, data reduction A test procedures W/o encl 

COPLAN,SM Repository Projects Branch (Post 831001) 625 85/03/28 VIETH,DL. 
Energy, Depl of. 3pp. 30464:225-39484 227. 



380 NONDOCKETED ITEMS 


8505070528 Concurs w/remedial actions recommended in 850306 & 15 radiological & 
©ngmeenrw assessments for vicinity properties in Salt Lake City.UT 
HIGGINBOTHAM.L Low Level Waste & Uranium Recovery Projects Branch 85/03/ 
25 THEMEUS.JG Energy, Dept ot Ip 30211 358 30211 358 


8505080394 Concurs w/remedial actions recommended m 850228 & 0315 radiological 
& enomeenng assessments for vicinity properties In Durango, CO 
HIGG^INBOTHAW.L Low Level Waste & Uranium Recovery Projects Branch 85/03/ 
25 THEMEU5JG Energy, Dept of Ip 30229 230 30229 230 


85050902S7 Forwards draft "Statistical EvaluaUon of AddI 
Sa^le Mounlains.Wanapum & Grande Ronde Basalts, BW 
WILLIAMS, R E Williams & Associates FIN B-7372. 2019 
vision of Waste Management Ip 30253 144*30263*144 

•*8505090295 "Slatislica! Evaluation of Addt Hydrochamical Data from Saddle 
Mounlains.Wanapum & Grande Ronde Basalls.BWIP, Hanford Site " 

WILLIAMS.R E Wiliams & Associates FIN 8*7372 85/04/04 Division of Waste Man- 
agement 66pp 30253145*30253 212 

8505160055 Submits notice of upcoming meetings Notice wilt be updated weekly 
NEFF.JO Energy. DepL of 1026 86/04/25 LINEHAN.J NRC - No Detailed Alfili* 
ation Given FRISHMAN.S Utah, State of FORSYTHE, fl Texas, State of Ip 
30449 159-30449 159 


Hydrochemicaf Data from 
'IP, Hanford Site ’* 

85/04/16 GORDON,M 01 


6505160077 Forwards minutes of DWPF/repositories Intersite coordination group 
850326 meeting^genda & list of attendees also encl. 

HENNELLY.E/ El du Pont de Nemours 4 Co. Inc 85/04/30 COWAN.S.P Energy. 
Dept of 21 pp 30449116*30449136 


8605160253 Notifies of interest In direct communications & coordination w/NflC ro 
Nevada Nuclear Waste Site Investigations Project environ program & fiiluro planning 
efforts Organization chart of project environ staff encl . _ , 

FOLEY, Ml Science Applications International Corp (formerly SclQnco 
Inc) L85EC*MrF097 86/04/30 LILLY, W NRC * No Dalailod Alflliatloi 
30460 272*30450 274 


ApplPCfltlons, 
I Givon, 3pp 


8505160280 Forwards listed document reviews under Contract NRC 02*8 2*03 0,Task 
Order 1 0 Other document reviews will be sent during noxt 2 wka 
RAJARAM.V Engineers International, Inc FIN B 7320 2026. 65/04/24 

TIKTINSKY.O High Level Waste Technical DavelopmenI Branch. 38 pp 304 SO 232- 
30460.269 


8505160265 Forwards supplemental info requested by C FJory ro oppllcollon of suppfa 
mental stds for Salt Lake City fire slallon, 

BALL,OM Energy, Dept of 85/04/30 SOLLENBERQEB.D NRC - No Ootflilod Aflill 
ation Given 3pp 30450 229-30450 231 

8605160281 Submits points of contact between Salt Repository Profoct & NRC lo Inloi- 
face w/points of contact Identified In NRC 841206 Itf.LisI ref lode changoa & additloris 
discussed between Salt Repository Project & NRC on 850419 

NEFF.J.O. Energy, Dept of 1025 85/04/24 LINEHAN.JJ, Roposilory ProJOcH 
Branch (Post 831001). 2pp 30449.360*30449 361 


8505160297 Discusses completion of draft environ assoesmont rovlows by NRR & ox- 
tendk appreciation for high level of effort given review.DOE has lead rosponarblllty for 
assessing environ effects of repository. 

MILLER, HJ Repository Projects Branch {Post 031001) 1350 85/05/19 
8 ALLARD, fl.L Environmental & Hydrologic Enginoorlng Branch. Ip 30440 340- 
30449 348 


8505160082 Requests meeting dunng 850504*05 NCSL meeting in Charleston.SC to 
discuss MOU Mtween NRC & Yankee Indian Nation re participation in 8WIP activities 

* Hovis, CocknII. Weaver & Bjur 1339 85/04/25. BUNTING, J Policy & Program Con- 
trol Branch [Post B31001) 1p 30449 115*30449 115 

8505160122 Submits Nevada Nuclear Waste Site Investigation site rept for wks of 
850325,0401,08 & 15 Monthly repts for Dec 1964 & Feb 1985 enci. 

PRESTHOLT.PT NRC * No Delaifed Affiliation Given 632 85/04/18 

BBOWNiNQ.RE Division of Health. Siting & Waste Management, 3pp 30450,314* 
30451 124 

-8505160128 "Nevada Nuclear Waste Storage Investigations Project," monthly rept for 
Dec 1084. 

* Energy, Dept of 84/12/31. 86pp 30450 318*30451*047 

-8505160133 "Nevada Nuclear Waste Storage Investigations Project,'* monthly rept for 
Feb 1985 

* Energy, Dept of 85/02/28 69pp 30451*048*30451 124. 


8505160306 "Review Comments on Draft Environ Assossmonts.RIchlon Dome 
Site.Cypress Creek Dome Sito.MS '* 

* Mississippi, State of 1028. 86/03/20 65pp. 30449 284*30449.340 

6505160339 Forwards LLL comments re Science Application 3 Inti Corp workshop* "Toe 
tonic Stability & Expected Ground Motion at Yucca Mountain.*' 

IBRAHIM, A B. Geotechnical Branch Post 831001) 631. 95/03/28. COP LAN. S. Ro 
pository Projects Branch (Post 031001), Ip 30449,040 30440.104. 

-6505160344 "Review of Preliminary Rept on Science Applications Inll Corp Wotttslxip 
on Tectonic Stability & Expected Ground Motion at Yucca Mountoin " 

* Lawrence Livermore National Laboratory 85/03/28 64pp 30449 041*30449 104 

6505160343 Forwards formal response to NRC review commotils on Task 4 draft final 
rept for Basalt, under Contract NRC*02*B1*027, "Performanco of Englnoorlng Barriers 
In Geologic Reposlloiy *’ 

PENTZ.D.L Golder Associates FIN 8*6986. 013*1170. -05/04/30. PJTTIQUO.CL, Di- 
vision of Waste Management 4pp 30449:036*30449 039. 


85Q5160137 Requests comments within 45 days re Ohichibu Cement Co.LId topical 
rept, "High Int^nty Container for Disposal of Low Level Radwaste " Revised versions 
of nonproprfetary topical rept submitted Feb 1985 encl W/o encl 
NUSSBAUMER.D A AssisUnt Duector for Slate Agreements Programs 85/05/06 
SHEALY.HG South Carolina, Slate of Ip 30450*313 30450 313. 

8505160155 Summarizes topics re waste mgl program presented at 650415*17 1985 
annual meeting of Selsmotoglcal Soc ol America In Austin, TX, Including Meers fault 
session.USGS refraction profile results & talks w/selsmlc operators. 

BLACKFORD.M Geotechnicat Branch {Post 831001) 86/04/29 KNAPP, MR. Geo* 
lechnicat Branch [Post 831001). ip 30449 204*30449 204 


8505160350 "Technical Assistance for Assessment of Roposltory Siting A Design, *' 
quarterly progress repl,Jan-Maf 1985 

AMEY,E.8 rnlerlof. Dept, ol, Bureau of Mines. FIN B-6934. 2039. 85/04/26 
FLEENOR,C. Technical Assislanco Contracts Branch 3pp. 30440 Ol 2-30440.0 14. 

8505160463 Forwards comments on DOE wasto ropoailory drflfl: environ 
assossments.W/o and. 

BROWNfNQ,R.E. Division of Waste Management, 1345. 05/04/03 QOLLERiKF) DM- 
slon of Radiation Programs & Earth Sciences (post 84 042 ft). BERATAN.L L. Earth Scl 
ences Branch {post 840429), CAMERON, F.X. Office of tho Exoculive Logal DiroclOf. 
Ip. 30448:283*30448:283. 


8505160159 Advises that geotechnical englneenng support calculations for en\4ron as* 
sessment for Riverton OMTRAP site under review pending receipt of final environ 
assessment Major concerns re support calculations will be reported 
SMYKOWSKI.S Erwineering Branch (Post 831001). 65/04/29. QNUQNOLf.G. Low- 
Level Waste & UranTum Recovery Projects Branch Ip 30449*206*30449.205. 


8505180402 Summarizes 850211-12 meetings w/Stat© of UT to discuss tochniceli 
Issues & stale concerns re Davis & Lavenoor Canyon silos Meoting agomlA & Hfll of 
attendees and. 

GRACE, S R Repository Projects Branch [Post 031001) 1 042. 85/05/01. MILLER.ir J 
Repository Projects Branch (Posi 831001), 4pp. 30447* 105-30447, 108. 


6505160160 Fonvards dralt site technical position, "Use of Hydrazine lo Experimenlaify 
Simulate Expected Site Redox Conditions & Reactions.*’ 

JAC|gpN,KC. Geotechnical Branch {Posl 831001) 1336. 85/04/19. dUSTUS.PS, 
FLIEQEL.M Geotechnical Branch (Posl 831001). 1p. 30449.191-30449*203 

-6505160163 "Use Of Hydrazine to Experimenlaify Simufate Expected Site Redox Con 
ditJons & Reactions " 

W*' OAM.W.L. Geotechnical Branch (Posl 831001). 85/ 
04/19 12pp 30449.192*30449 203. 

8W51 60191 R^aquests concurrence w/encl environ assessment comments on transpor* 
Comments are typical for transportation at all sites. 

waste Management. 1351. 85/03/18 

^ Division of Fuel Cycle & Material Safely. 5pp 30450-191* 

30450' 195 

eWSieo^ Fomrds comments on ‘'Anrrotated Outline for Site Characterization 
Plans, did Feb 1985, 

LOUX.R R Nevada. Stale of. 85/05/01, VIETH.O,L Energy, OepL of 8pp 30450.137- 

dw460*l 44, 

^^prlra MD semiannual review In Silver 

j;!? A A-1165, 2036 85/04/30 

^1)431 f*«f»sitory Projects Branch (Post 031001). 2pp. 30450i30- 

6M9 180241 Fofwwds State of WA 850404 Hr to R Haelsig of Nuclear 
W containers under specified conditions 

State Agreements Programs 85/04/29, 


8505160498 Comments on Feb 1985 progress rept for FIN A-1165 Technical pftpOfft for 
Tasks 1 & 3 authorized for 06060« & 0924 ANS meellngs.respaclIvelyMooNnO' w/ 
NRC lo discuss Interim results re Integration task planned 

W tPost 831001). FIN A- 11 65. 2031. 85/03/ 

29 HUNTER, R. SandIa National Laboratories 2pp 304 47; 053*304 47:064. 

8506160513 Requests Engineers Inll attendance at Nevada Nuclear Waste Silo lrTvo»U> 
gallon 850513*14 technical pre-meetings. Exploratory shaft doslan/const Phaao I & 
retrlevabllity will be discussed 

TIKTINSKY,D. Engineering Branch (Posl 831001) FIN B*7320 2043. 65/04 /2» 
RAJARAM.V. Engineers International, Inc. 1p 30446:31 2- 3044 8.3 12. 

8606180519 Discusses review of Mar 1985 monthly progress rept for FIN Q-0290, "Lab 
Evaluatlpn of CpE Radionuclide Solubility Dak & Selected Retofdalloa Par am 
eters,... Use of fresh crushed basalt In experimonls quoalion^. 

831001) FIN B 0200, 2044. OB/04/20 
WHATLEY,S.K. Oak Ridge National Laboratoiy 2pp. 30446:310*30446.311. 

8605160524 Comments on Mar 1985 monthly progress rept for FIN A-1760 "Ooo- 
chemlcal sensitivity Analysis." Info required In quarterly progress repts should now bo 
feuded In monthly repts .Quarterly progress repts no lonoor required 

Qeokchnical Branch (Post 831001). FfN A-17e6, 2046. 85/04/20 
SIEGEL, M.D Sandia National Laboratories. 2pp. 30441 :207*30441;367, 

UR-HW*ip "Recommendations on Geochemical Modeling of Radionuclide 
SolubiliW/Speclation,'* jtr rept. 

National Laboratory FIN B 0290. 85/03/28. NRC • No Do- 
tailed Affiliation Given, Spp 30441 :209-30441 217, 

Solubility In Groundwater lor AMeaimonl 
Of High Level Waste Isolation," draft technical poslllon. 

* Geotechnical Branch (Post 831001) 84/11/30 43pp 30441:218*30441:260. 

"8605160596 "Geochemical Assessment of Nuclear Waste Isolation." slatus 
^on fosults produced by pfojeol,lncluding design of unique, radial flow iftlfu- 
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8S051S0S37 Trip ropi of 85021 MS visit to BWIP at Hanford, WA re NRC role In Imple- 
montalion of Nuciear Waste Policy AcLMeeting agenda end 
RUSSELL, C NRC • No Detailed Affiliation Given 1342 05/03/08. BUNTING.J O 
Policy & Pfogfam Control Branch (Post 031001) 0pp. 3044S 326-30445 346 


8505170065 Review of NRC Commonts on Hydrology Section of BWIP Environ As 
sessmont," progress repl tor Mar lOSSjasks J-IV 

CRANWELL.RM Sandia Nalional Laboratories FIN A-1165 2036 05/04/09 

RHODES.M Repository Projects Branch (Post 831001) 20pp 30480 325-30480 362 


— 85051 6053B Speech entitled, "NRC Role In Implementation of Nuclear Waste Policy 
Act,” presented at 050212 Nuclear Waste Conference in Portland, OR. 

RUSSELL, CF Division of Waste Management 85/02/12 13pp 30445 334- 
30445'346 

8505160539 Discusses review of Mar 1G85 monthly progress rapt for FIN BO207, 
"Technical Assistance In Geochemistry '* Progress satisfactory NRC comments on po- 
lenlia! high level waste repository sites & Richlon Dome site end 
BROOKS.OJ Geotechnical Branch (Post 831001) FIN B-02fl7. 2045 85/04/20 
WHATLEY, S K Oak Ridge Nalional taboralofy 7pp 30445 184-30445 190 

8505160544 Comments on draft biannual root for FIN A-3ie4. NUREG/CR.2482,Vol 8* 
"Review of DOE Waste Package Program List of repts reviewed should be placed at 
beginning of apps App 5 should be App 1, 

WICK, E A Engineering Branch (Post 831001) FIN A-3164 2030 85/04/18 SOO.P 
Brookhaven National Laboratory 2pp 30445 182-30445,183 

8505160547 Discusses question of whether NRC should common! on mailers of QA En 
review of DOE repository environ assossments.NRC comments on environ assess- 
ments inappropnale & unnecessary 

MILLER.HJ Repository Projects Branch (Post 831 001) 1346 85/03/28 Repository 
Projects Branch (Post 831001) 3pp 3044^360-30441 362 

6505160552 "Geotechnical Review of Statutory Environ Assessment for Vacherle Sail 
Dome Site Webster & Bienville Parishes, LA,” draft final rept 
KENDORSKI.F.S, Kendor8ki,F,S.T-109 85/04/30 200pp 30453 276-30454 104 

8505180556 Discusses monthly progress rept for FIN A 1150, "Repository Site Defini- 
tion & Technology Transfer, & RN A-1166. "Maim of Computar Programs" Com- 
ments on repository site definition & accounting resolution re FIN A-1158 end 
CODELL, R Geotechnical Branch (Post 831001) FIN A-1168 2042 85/04/30 
CRANWELL.R. Sandia National Laboratories 2pp 30441 358 30441 359 

8505160558 Background Info re Nye Counly 
BRADHURST.S T. Allen/Bradhurat Corp 842 85/04/03 lOpp 30461,128 30461:137 

8505160562 Responds to request for Task 3 internal QA plan direction Development of 
program for Nuclear Waste Policy Act & 10CFR60 rosponsibiiitles warrants 
concerns Task 3 product should enable enhancement of axisling procedures 
DELLIQATTLM S NRC - No Detailed AffiliatJon Given FIN 0 1014 2033 85/04/03. 
BLAND, W M. GeeB’s, Inc 2pp. 30445 314-30445*315 

6505180583 Forwards review of work done at ANL on hydrothermal stability of 
bentonite, per 850425 telcon Comments requested 

PETERSON, C H Engineering Branch (Post 831001), 85/04/26 COUTURE, R. AHill- 
atlon Not Assigned 6pp 30445 240 30445 248 

8505160588 Comments on environ assessment readiness review Planning & devefop- 
mont offer repository projects chance to explore new & potentially vafuaBlo mgt tech- 
nique 

DELLIGATTI.M S Policy & Program Conirol Branch (Post 831001) 1348 85/03/00 
BROWNING, R E Division of Waste Management 4pp 30445-236-30445 239 

8505160598 Forwards comments on DOE genoric std procedures for groundwater qual 
ity sampling & analysis Aspects of procedures that could bo improved by providing 
greater specificity to procedures Identified, 

HIGQfNBOTHAM,L Low-Levof Waste & Uranium Recovery Projects Branch 85/05/ 
03 THEMELIS,J Energy, Depl of. 6pp 30445 198-30445*202. 

8505160601 Forwards comments on DOE 840114 Hr re exploratory shaft const a 
aealing.Concerns re long term seal const, tosting & performance listed Current cor^sl 
plans, including available supporting refs .requested 

LI NEMAN, J.J. Repository Projects Branch (Post 831001) 1031 85/04/03. NEFF.JO 
Energy, Depl of 13pp 30445-149-30445 101 

0505160641 Forwards Vol$ I & It of DOE/EA 0271, "Environ Assessment of Remedial 
Action at Lakevlew U Mill Tailings Site, Lakovlow.OR " Proposed stabilization of resid 
ual radioactive mail will nol affect human environ 

THEMELtS.JQ Energy, Dept of 85/05/06 NRC - No Dotaifed Affiliation Given. Ip 
30469-275 30461 12^ 

-8505160643 DOE/EA-0271 Vofs I & II of "Environ Assessment of Remedial Action at 
Lakeview U Mill Tailings Site, Lake view, OR ” 

* Energy, Dept, of, 85/04/30 572pp 30459 276 30401 127 

8505160644 Forwards Vot 4 of NUREG 4026, "Performance of Engineered Barriers In 
Deep Geologic Repositories for High Level Nuclear Waste," Bedded Salt,Ffnal Ropt 
(Tasks 3 & 4). 

PENTZ,DL Golder Associates FIN 8-6986. NRC-02-8t-027 85/04/22 

Pn-riGLIO,C.L. Division of Waste Managoment. 309pp 30456 016-30456 324 

8505170014 Advises thal AK Ibrahim Is NRC contact In geology geophysics area, per 
DOE/NRC project- specific agreement discussed in 841109 Itr Points of contact for en- 
viron areas requested 

COPLAN,S M Repository Projects Branch (Post 831001). 630, 85/03/27 V(ETH,D L 
Energy, Depl of Ip 30483 335 30483.335 

BSOS 170038 Forwards draft "Critica! Assessment of Tectonic Stability of Ref Repository 
Location” re BWIP pro] eel, per L Lehman request 

SHIMKO.K Environment & Water Resources Management, 1353 85/04/23 
WESTBROOK,K. NRC • No Detailed Affiliation Given Ip, 30484 093-30484 1 16 

-6505170043 Draft "Criticat Assessment of Toclonlc Stability of Ref Repository Loca- 
tion." 

SHIMKO,K, NGUYEN, V.V, RYAN.J Environment & Water Resources Management 
85/03/31 23pp. 30484-094-30484-116 


8605170072 Forwards summary of 850410 12 meetings w/NRC in Silver Sprmg.MD re 
draft conceptual design positron paper far Yucca Mountain site & draft annotated out- 
line for silo characlenzatlon plan conceptual design ropt 

RAJARAM.V Engineers International, Inc FIN 0-7328 1085-10 12. 05/05/02 

TIKTINSKY,0 High LovoJ Waste Technical Development Branch 5pp 30404 051- 
30404 055 

8505170103 Forwards "Radiologic & Engineerir^g Assessmont for DOE GJ-32090 MR," 
for review & concurrence of remedial action 

TUCKER, M K Energy, Oepi of 85/05/01 HIGGINBOTHAM.L Low-Level Waste & 
Uranium Recovery Projects Branch Ip 30480 260 30400 324 

-8505170110 "RarfioSogtcal & Engineering Assessment for DOE GJ-32090 MR ” 
•BendixCofp 85/04/30 64pp 30480 261-30480 324 

8506170108 Requests review of ONWI 539, "Nuclear Waste Simulation 
Expori ments, Aasa Salt Mine, West Germany,Annuar RepL1903," by 850 4 30, per inter- 
agency agreement Brief summary & problems should be discussed 
TIKTINSI^.D Engineering Branch (Post 831001) FIN 0-8934 2048 95/04/26 
MUNDELLX Interior, Dept of. Bureau of Minas 3pp 304B4 344-30484 346 

8505170147 Advisoa that Engineers I nil, Inc requests to be added to mailing list for ropls 
re Nevada Nuclear Wasto site Investigation published by Sandia Address listed 
LINEHAN.JJ Repository Projects Branch (Post 831001) 643 05/05/01 VIETH,DL 
Energy, Dept of Ip 30460366 30490 356 

8505170171 Ack receipt of "Goohydrolagic A. Tectonic Evaluation of Proposed Davis 
Canyon High Level Nuclear Waste Reposilory, Paradox Dasln,Soulheaslorn UT." NRC 
unable to participate In Investigation or sites Info on Investigations roqi/ostod 
LINEMAN, J.J, HepoBiloiy Projecls Branch (Post 631001) 1043. &5/05/02 

HUNTOON.P W V^omlng, State of Ip 30484 323 3 0484 323 

6505170180 Forwards nonproprietary draft comments on topical rept, "High Integrity 
Container lor Disposal of Low Level Radwasta" Nonpreprietary & proprietary com- 
ments separated Proprietary comments withheld 

JUNGLING.Tt Engineering Branch (Post 631001) 85/04/23. EPSTEIN. G Mitsubishi 
International Corp [subs of Mitsubishi Corp ) 5pp 30484-316-30484322 

8505170187 Advises of status of NRC Involvement In vicirily properties remedial action 
program discussed In 850204 status rept A forwards concurrence totals by processing 
site & Carlson har^dout from 850226 meeting. W/o handout 

SOLLENBERQER,D Low Level Wasto A Uranium Recovery Projects Branch 85/05/ 
01. HIGGINBOTHAM, L Lovr-Levef Waste A Urar^ium Recovery Projects Branch 3pp 
30484*312-30484 314 

8505170194 Forwards prefimlnary commonls on "Topical Rept for High fnloguty Con- 
tainer (or Disposal of Low Level Radwastos," submitted by Chichibu Cement 
Co, Ltd Revised nonpropnelary version of topical rept end W/o ropt 
GnEEVES.JT Engineering Branch (Post edi 001) 05/05/02 NUSSBAUMER,D A As- 
sistant Director for Stale Agreements Programs Spp 30484 307-30484 31 1. 

6505170202 Forwards draft rept, "BWIP Site Technical Posilion I nlerp relation ot Hydro- 
geologic Test In Deep Boreholes Using Data Obtained by Upholo Measurements ” 
Concurs w/technica) merit of repl 

WRIGHT, ft, J Repository Projects Branch (Post 031001) 1321. B5/04/04 

OLSON.O L. Energy, Depl of. Ip 30484 254-30484 002 

-8605170207 D/afl "BWIP Site Technical Position Interpretation of Hytfrogeologic Test 
In Deep Boreholes Using Data Obtained by Upholo Measurements " 

• Golder Associates 84/08/31 47pp 30484 255-30404*302 

8505170203 Advises that per 850226 request,! Johnson roviswed revised erosion pro- 
tection design for Shiprock romedial action site Comments A questions end Dosign 
Inadequate to meet EPA long-term stability criteria 

KNAPP, MR Geotechnical Branch (Post 831001) 85/04/30 HIQQINBOTHAM,L Divi- 
sion of Wosle ManagemenL 6pp 30494 24 9 30484 253 

8505170250 Forwards summaiy on 850311 Nevada Nuclear Waste Storage Invasllga 
lions Project/NRC met meeting In Silver Spring, MO List of attenduos also end 
COPLAN,8.M Repository Projecls Branch (Post 831001) 624 95/03/26, VIETH,DL 
Energy, Dept of. lOpp 30479.323 30479,340 

8505170290 Comments on Monthly Mgt Llr 24 for Mar 1985 re progress under FIN A- 
0204 Progress satisfactory Elements of documents re timing A style of deformation 
should be reviewed 

BLACKFORO.M E Geotechnical Branch (Post 831001) FIN A-02B4. 2051. 85/05/02. 
CHUNG, D. Lawrence Livermore National Laboratory 2pp 30470.277 30479 322. 

-850 5170298 Forwards technlcaf paper, "Critical Assessment of Tectonic Btabillty of 
Ref Repository Locaflon/’ re BWIP project 

SHIMKO.K Environment A Water Resourcea Managoment FIN A 9294. 85/04/23 
WESTBROOK, K, NRC - No Detailed Affiliation Given 44pp 30479-279-30470 322 

8505170305 Confirms 850220 telcon re S Fnshman 850111 Itr to JQ Davis Arrange- 
ments for Slate of TX to Interact w/ staff during preparation of comments on DOE 
draft environ assessment on polenllal repository site located at Deaf Smith discussed 
BROWNING, HE Division of Waste Management 1029 85/02/26 FRISHMAN.S 
Texas, Stale of. Ip, 30484.233-30484 233 

8505170318 Trip rent of visit to Salt Lake City A Ctive.UT for 859418 meeting w/ 
DOE,UT Depts of Health A Trensporlalion & CO Deptsof Health A Geological Survev 
re State of UT bid specs ” ^ 

GILLEN, DM Low-Level Wasto A Uranium Recovery Projects Branch. 85/04/29. 
HIGGIN0DTHAM.L Low Level Waste A Uranium Recovery Projecta Branch 4nD. 
30484:228.30484 231- 


8505170083 Forwards summary of 850417-18 meetings w/NRC In Silver Spring, MD re 
performance allocation A conceptual design aspects of DOE site characterization 
plan 

RAJARAM.V. Engineers Inter national. Inc. FIN 0-1004. 1148 007-065 05/05/02. 
aUCKLEY.J Engineering Branch (Post 831001). Spp 30484:056-30404-060 


8505170322 Forwards comments on Jul A SopI 1984 site visits to review data re Innd 
eauate documentation of various Items, including calibr d ata .accen lance /ro] eel ion 
criteria,dala reduction A test procedures, W/o end 

CJOPLAN.SM Repository Projects Branch [Post S31Q01) 625. 65/03/28, VIETH D L 
Energy. Dept. of. 3pp 30484 225-30484 227 
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8505170326 Suppis 850417 memo re |>roposdd srie visits to Hanford & Beatty low level 
waste disposal facilrUes Agenda for schMuled 860623-28 tnp end 
HIGGINBOTHAM, L Low Level Waste a Uranium Recovery Projects Branch 85/05/ 
03 KNAPP.MR Geotechnical Branch {Post 831001) QREEVES.JT Engmeenng 
Branch (Post 831001) 2pp 30484 223-304B4 224 

BS051 70336 Notifies of NRC/DOE 850410 project mgl meeting in Silver Spnng.MD to 
develop dans for NRC/BWIP technical Interactions over next yr 
WRIGHT.BJ Reposrtory Projects Branch (Post B310O1) 1337 85/04/04 

OLSON.O L Energy, Dept of Ip 30484 207-30484 207 

6505170341 Re<iuesls list of addl refs re erosion rates documented for geofoglc setting 
of Yucca Mountain or similar terrains, per 850225 conversations 
TRAPP, J.S Geotechnical Branch {Post 831001) 627 85/03/05 PURCELL,C A, Affili- 
ation Not Assign^ 2pp 30484 204-30484 205 

85051=70346 Confirms 850220 teJcon On 850111 Itr to JG Davis re comments on DOE 
draft environ assessment on potential repository site located at Yucca Mountain 
BROWNING, R E Drvision ol Waste Management 628 85/02/26 LOUX,R R Nevada, 
State of 1p 30484 206-30464 206 

8505170439 Discusses transfer of codes to NRC by CorSTAR.per 850402 memo.L(8led 
will 

GREEVES,JT Engineering Branch (Post B31001) FIN B-6985 2032 85/04/15 
MILLER, H J Repository Projects Branch (Post 831001) Ip 304B4 117-30484:117 

8505170447 Responds to 850402 memo re transfer of codes to NRC under CorSTAR 
benchmaKing contracLSiting codes only codes applicable to low level waste 
problems Usied codes w/mosl applicabtfity afready rmplemented on 8NL computer 
HIGGINBOTHAM, L Low Level Waste & Uranium Recovery Projects Branch FIN B- 
6985 2028 85/04/17, MILLER, HJ Repository Projects Branch {Post 831001) Ip 
30483 363-30483 363 

8505170462 Forwards DOB UMTRAP surveillance & malnt plan,descflblng procedures 
to hQ used after completion of remedial actions to maintain compliance w/EPA stds & 
to protect public health & safely & enviroruRevlew requested W/o end 
HiGGINBCJTHAM,L Low-Level Waste & Uranium Recovery Projects Branch. 85/04/ 
22 GREEVES.JJ Engineering Branch {Post 831001). KNAPP.MR. Geotechnical 
Branch (Post 831001). SMITH.R D Uranium Recovery Field Olfice 2pp 30477:362- 
30477 363 

8505170465 Discusses problems w/info releases from DOE/RHO info items on geolo- 
gy/geophysics that have unknown release status end. List of info needed re geology- 

WESTBRCX)K,K. Geotechnical Branch (Post 831001) 1354, 85/04/29. WRIGHT, R 
Reposrtory Projects Branch {Post 631001) 5pp 3047B 357-30478 361 


8505170624 Trip repl of 850301-07 visit to Nevada Nuciear Wasto Site investigation 
(NNWSI) project ofc re NNWSi QA activities Draft procedure for acceptance or inter 
profation of data not generated under QA program & OA audit of project ofc end 
BiLHORN.SG Division of Health, Siting & Waste Management 626 85/04/11, 
MILLER.HJ Division of Health, Siting & Waste ManagomenI 37 pp 30477.194- 
30477*230 


6505200056 Submits list of upcoming NRC/DOE high level waste prolicensing meelings 
& data reviews firmly established or tentatively arranged w/DOE 
MILLER, HJ. Ftoposilory Projects Branch (Post 031001) 1344 06/04/18 

BROWNINQ.RE Division of Waste Management 2pp. 30502 360-30502.361. 

8505200066 Submits Salt Reposiiory Project site repl for wks of 050416,22 6 29 
VERMA.TR. NRC - No Detailed Affiliation Given 1047 85/06/03 BROWNING, R E 
Division of Waste Management 13pp. 30 503 >05 3 -3 0503 065 

8505200078 Fonwards response to NRC review comments on Task 314 draft final rep1„ 
"Bedded Salt,** under Contract NRC 02-81-027, “Performance of EriQiinooretf Barriers 
in Geologic Repository.” 

PENT2,f5 L Colder Associates FIN 6-6986 2025 85/04/22, PITTIQLIO.C.L Division 
of Waste Management 7pp, 30501*353-30501.359. 


6505200624 Forwards B Rice 850315 previous concurrence referenced in 860320 rev 
to geolow comments re DOE draft environ assessment on Yucca Mountain site 
JU5TUS.PS Geotechnical Branch (Post 831001) 623 85/03/20 Geolochnlcol 
Branch (Post 831001). 32pp. 30501.083-30501:1 14. 


8505200628 Discusses objectives of tnp to UMTRAP sites at Ambrosia Lako,NM,Tuba 
City & Monument Valley, AZ & Mexican Hal.UT 

HAISFIELD.M Low-Level Waste & Uranium Recovery Projocls Branch. 85/04/25. 
BELL,M J. Division of Waste Management 2pp. 30501 115-30501:116. 


8505200647 Informs of completion of staff evaluation of erosion protection design de- 
tailed fn Stale of UT Nov 1 984 project manual for const drowinas Adequate design 
provided to assure hydraulic stability. 

HIGGINBOTHAM, L Low-Level Wasto & Uranium Recovery Projecls Branch. 85/05/ 
02. THEMELIS.J.Q. Energy, Depl of 1p 30500 344-30600.344 

8505200660 Requosis commenle on end request for addi Info gonerated fn review of 
Hittman Corp 840012 topical repl on cement solidification process Comments should 
be provided within 45 days.W/o end 

NUSSBAUMER.DA. Assistant Director for Stale Agroomonls Programs 85/04/20. 
KiRNER.N.P Washinglon, State of, Depl of Social & Health Services. 2cn. 
30500,345-30500*346 


8505170494 Ack receipt of comments on DOE draft environ assessment for 
Hanford, WA arte NRC comments end W/o end 

MILLERHJ Reposiiory Projects Branch (Post 831001) 1341 85/04/18 

S2ULINSKI,MJ Affiliaben Not Assigned Ip 30477.174-30477*174 

8505170516 Requests schedule for submittal of responses to 830427 comments re topi- 
cal rept, “Results of Test Program for Solidification of Contaminated Waste Lubricat- 
ing Oils " 

JOHNSON, TC Engineenng Branch (Post 831001) 85/04/25. WARD.R C NUTECH 
Engineers, Inc Ip 30477 249-30477 249 


6505^0652 Forwards Cfystalllne Repository Project designated stale contads list per 
DOE reouesC, 

MCCLAIN, T Battelle Memorial Institute 85/05/03 STILUN NRC - No Detaited Affili- 
allon Given 16pp 30501,015-30501 030, 


8505200667 Summary of 850417 meeling w/DOE fn Sliver Spring, MD re site characlor- 
fzafion plans porformance adocaKon. Viewgraphs end 

COPLAN, S M. Division of Waste Management. ALEXANDER.D, Energy, Dept, oj 85/ 
04/1 B Division of Waslo ManagomenI. 37pp. 30501 :031 -3060 1 06 7 


8505170533 Forwards notice of upcoming meetings re NRC high level wasle mot pro- 
gran) 

BUNTING, JO Policy & Program Control Branch (Post 831001). 1352. 85/04/08. Af- 
fixation Not Assigned tOpp 30477334-30477.343 

8505170547 Informs of corwurrence W/8S0419 Itr re remedial actions to clean up de- 
posits fn Ourango.CO vicinity properties that exceed EPA stds, per radiological & engi- 
neering assessments Concurrence corxfitions listed 

HIGGINBOTHAM, L Low-Level Waste & Uranium Recovery Projects Branch 85/04/ 
25. THEMEL1S,J G Energy, Dept Of. 1p 30477. 359-3047 7 '359. 

8605170549 Recommends listed Issues for consWerallon in next NRC/DOE Salt Repos- 
ifo^ Waste Package Workshop.per verbal request Requests that workshop not be 
held in June since author unable to attend 

MCNEIUM Waste Management Branch (post B40429). 1048, 85/05/07 TOKAR.M 
Engineenng Branch (Post 831001 ). 2pp 30477 357-30477.35B. 

8M5 170560 ^nfirms 050220 lelcon re arrangement for Slate of WA representative to 
inleracl w/NRC dunng preparation of comments on draft DOE environ assessment on 
Mtenbal reprMofy site at Hanford 

BRqWNING,R E. Division of Wasle Management. 1340 85/02/26. STEVENS.D.W. 
Washinglon. Stale of. 1p. 30480 357-30480.357. 

0505170590 F^ards comments on draft environ assessment which will serve as basis 
w^e nomination decisions & lor site recommendations of nuclear waste disposal 

Roposrtory Projects Branch (Post 831001) 1347. 85/03/26 

' Advisory Committee on Reactor Safeguards. Ip. 30477:355- 

40477 355 

8505170603 Forw^ds review of “Analysis & Interpretation Recirculating Tracer Experi- 
ment PerfojTned Ba^lt Flow Top ” AddI documentation of lag time analysis & djs- 
wssfon of {Aspersion fn boreholes should hwe been In rept. ^ 

^RDON,M. Geotecbnl^l Branch (Post 831001). 1343 85/04/17 WRIGHT, RJ. Re- 
posrtory Projects Branch (Post 831001). 11 pp. 30477'344-30477.354 

Forv^ State of SC 8S0411 Itr re Dow topical rept on solidification proc- 
ess for low level racjhvaste, r r 

>^tant pfrwtor tor State Agreements Programs. 85/04/29, 
6REEVES,J. Erigineering Branch (Post 631001) ip 30477:240-30477,241 

~05W17M12 FifKis motions re topical repl on Dow solidificalion process tor low level 

requested upon roceipi of responses. 

AllTRY.y n. ^ulh Carolina, State of 85/04/11, NU^BAUMER,D.A. Mslslant Direc- 
tor for State Agreements Programs. Ip 30477*241-30477:241, 

8M517M16 Notrfi^ that Issuance ol draft REA will be discontinued & final REA will be 
momdioot^^T 8 reviewing R^ for simple properties Revlew/com- 

HpPKINS.RE M(^f}-Knudsen Co, Inc. 85/04/29. HIGGINBOTHAM.L Low-Level 
Waste & Uranium Recovery Projects Branch 3pp. 30477 231-30477 233, 


8605210149 Advises that no basis found to conclude ihol defenso-only repository re- 
quired for disposal of defense wasto, per Sccrelary Model 850200 memo re Nuclear 
Wasle Policy Act. 

^ Executive Offices 1842. 05/04/30 
HERRINGTON, J.S Energy, Depl. of. Ip. 30523*180-30523*100. 

8505210156 Responds to B50304 request for review & comment on revised US Ecology 
closure plan for Beatty low level radwasfe disposal facility. Issues Involvlna silo closure 
coirylex & underatanaing by all parties nocessary. 

NUSSBAUMER.DA Assistant Director for State Agreements Programs. 86/04/30 
VADEN,J.D. Nevada, State of. Ip. 30523:179-30523.179. 

8506210189 Forwards draft Vol 1 of NUREG/cn-4236, “Progress fn Evaluation of Radi- 
onuclide Geochemical Info Developed by DOE High Level Nuclear Waste Reposiiory 
Site Protecls.*' quarterly progress rept for Oct-Dec 19B4 

^1^9® National Laboratory FIN B 0200 2127. 86/04/ 24 
BRADBURY, J.W Geolechnlcal Branch (Post 831001). 76pp, 30523.083-30623:168 

8505220188 Fo wards request for addi Into & deficiencies noted re delerminalion that 
iiberglass reinforced plastic high Integrity containers in question moot Tvoo A packaoo 
requirements Contact for review is DT Huang xh h u 

MACDONALO,C,E Transportation Certificatron Branch. 85/04/30 Q REEVES. J.T Bn 
gfneerlng Branch (Post 831001). 2pp. 30536.042-30536-043 

I®®'* application tor renewal of Slate 
requestedTC^Sofao^^ authorizing const of cutoff barrier.Response 

Uranium Rwovenr 

e5053005W Forwards requeslad Delhomme article entitled, ’'Spatial Variability & Uncer- 
tainty In Groundwater Flow Parameter. Geostatistical Approach ” Article In 'Water Re- 
sources Research,” referenced, W/o end. 

WINTER.Q, Williams A Associates FIN B-7309 2040. 85/04/30. ROSS.F. Division of 
Waste Management. 19pp. 30657 071-30657.071 

6S06300814 Project mliestone rept 
• Energy, Depl of. 85/04/18. 21pp. 30657.050-30657 070 

WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

conjments on Monthly Met Ur 23 for Feb 1985 Progress to date 
ytisfactory.Revlew nwt! being conddered for use In crlilque^ of Science 
Applications, Inc rept Tectonic Stability & Expected Ground Motion al Yucca Moun- 

Q®®!®chnical Branch (Post 831001), FIN A-0294. 2005. 06/03/26 
CHUNG, 0. Lawrence Livermore National Laboratory. 2pp. 30112,342-301 12:343 



NONDOCKETED ITEMS 383 


6609010324 "Ub Evaluation of DOE Radionuclide Solubility Data & Selected Retarda* 
tion Paramelofs.Exporimentol Strategies, Lab Techniques & Procedures/* monthly 
nroflross root for Mar 1095 ^ 

SSaVTo mq'5 0*1 9?^ National Laboratory. FIN B-0290. 2002. 85/04/11 

ORADBURV.JW Geotechnical Branch (Post 631001) 14pp 30112 320>36ll3,333 


850^20028 Ack receipt ol Feb 1965 monthly progress repLWork satislBctOfyj\ction 
taken in response to 85031 1 ropt & 850319 correctjon re NRC BWIP ©nwron assess- 
nvenl revww documented 

G9ROON.M Geotechnical Brarrch (Post 631001) FIN B-7372 1996 65/04/04 
WfLUAMS.ftE WIflams A Assoctatos 7pp 30140 247-30140 253 


6605010333 Comrnonts on Fob 1985 monihly proflreas reel for “Technical Assfsfance 
in Geochemistry ' Pronross to date satisfactory 

BROOKS, DJ. (^otechnical Branch (Post 031001). PIN B-O207. 1999 85/03/26 
WHATLBYfS.K Oak Ridge National Laboratoo'' 2pP 30100,206-30io0;2fs, 


6606010336 Comments on monthly ttr for Jan 1985 InstallaiJon of ADINA cedes at BNL 
ojcpocled to bo compfoted by end of Mar Specific comments on technical status sum 
mary will be sent separately. 


BROOKS, P.P Repository 
26. VOGT.D.K. CorSTAR 


Proiocls Branch (Post 831001) FIN B-6905 2000. 85/03/ 
Rosearch, Inc Ip, 30100*219-30100.219 


OS06010449 Comments on review of 850316 monthly progress repl for 
tQ66.Progrs88 satisfactory Unsaluraied zone hydrology A geochemistry workshop ten- 
ia tlvoly sc hodulod for 840624-26 

PONLt,JA Gootochnlcal Branch (Post 831001). FIN 8*7378. 1976 85/04/01. 
BUSS.DR, QeoTrans, Inc Ip 30099-241*30099 241. 


850^20036 Ack receipt of rept summarizing activibes (ftjnng Feb 1985 for FIN A- 
1765 Comments by J Daomen on DOE draft environ assessrnenls A tnp repts by K 
Wahl also recerved lor review 

NATARAJA.MS Engineenog Branch (Posl B31001) FIN A- 1755 1985 85/03/19 
CRANWELURM Sandta National Laboraloftes ip 30130.278-30130 278 

6505020040 Ack receipt Of Feb 1965 monthly progress repi for FIN A'1757Worft fuBy 
satisfactory .Tentative outline for future work A documenlatJon er>c].Rof vviH be 
forwarded,in response to A Brfnsler 650301 request 

C0L£MAN,NM Geotechnfcat Branch (Post 831001) FIN A*1767, 1997. 85/03/29 
CRANWELL,R M. Sandia National Laboratories 3pp 30130 274*30130.276. 

B50S020046 “Hydrogeology of Nevada Test S<le,Proiect D," irxHithly progress Hf repl 
for War 1985, 

BUSS.O.R, GeoTrans, Inc FiN 8-73784 2009 85/04/15 POHLEJ A, Orviston of 
Waste Management Ip 30130:271*30130.271. 


8508010637 Comments on review of 850311 “Lab Evaluation of DOE Radionuclide So!* 
ubillty Data A Selocted Reiardaiion Parameters) Experimental Strafagies^Lsb Tech- 
niques A Procaduros/' progress rept for Feb 1985 Progress acceptable. 

BRADBURY, J.W, Geotechnical Branch (Post 831001). FIN B-0290. 1975 85/04/01 
WHATLEYS K Oak Ridge Nafionaf Laboratory. 2pp 30099.185-30099.186. 


6505010541 Commonta on monthly process rents for FIN A*1158, “Rapository Site 
Definition A Technolofly Transfer" A FIN A-1168, “Mainl of Computer Programs" 
Scaling procedure lor Jacobian matrix used in FIN A-11B8 requested. 

CODElUR. Division of Waste Management FIN A-1150 1977 85/04/01 

CnANWElL,R Sandia National Laboratories, tp 30099.184-30099484. 

6605010572 Requosts attendance at Nevada Nuclear Waste Sde Jnvesligalioi) docu* 
moni review 650410-1 1 meollngs In Silver Spring, MD Engineers Inll design Into needs 
inalrlx.Work should be performed under Task Order 010 of NRC-02-82-030. 
TIKTfNSKV.DK Engineering Branch (Post 031001). FIN B-7328. 1982 85/04/05 
RAJARAMW. Engineers International, Inc, 1p 30099 146 30099 145. 


B 50501 0677 Requests review of Nevada Nuclear Waste Site Investigation (NNWSI) doc- 
uments listed In Attachment 1 to prepare for upcoming NNWSI technical meetings on 
exploratory sfraft A conceptual design Review requested by 850426 
TIKTINSKY.D. Ennlnoering Branch (Post 831001). FIN B-6934. 2001. 85/03/27 
MUNDELL,L. Interior, Dept of, Bureau of Mines. 2pp. 30099.143-30099.144 

8505010504 Forwards trip rept of attendance at BS0327-28 debnefing meetings in Silver 
Sprlng.MD re design cflroclion A expected deliverables of Salt reposltocy conceptual 
design per meeting In Irvine, CA 

RAJARAM.V. Engineers international, Inc. FIN B-7328 1065-010-08 85/04/11. 
TIKTINSKY,D. Engineering Branch (Post 831001) 2pp. 30095:317*30095 318. 


8BQ60 10602 Forwards NUREG/CR 4028, "performance of Engineered Barriers In peep 
Geofoglo Repositories for High Level Nuclear Waste (HLW),Vol 2, Technical Review'' 
Vola 3-5 in final stages of production W/o rept , _ 

PENTZ.DL Golder Associates FIN B 6900. 813*1177. 85/03/12. PITTIGL10,CL Di- 
vision of Waste Management 1 p 30095 '320-3009 5 *3 20. 


8506020053 “Sixteenth Monthly Progress Rept," for Mar 1985 
WINTER, G marns A Associates FIN B-7389-3 2008 65/04/03 ROSS,F Divisxw 
of Waste Management 6pp. 30140 261*30140 266. 

8505020287 Requests enci listed documentaUon re Nevada Nuclear Waste Site Fnvesb- 
gadons be revfowed under Task Order 010 to Contract NRCM)2-024)3O, “'Techrtcal 
Assistance for Design Reviews," tor upcoming technical meetings 
TIKTINSKYO Engineenng Branch (Post 831001). FIN B-7328 1983 65/03/21 
RAJARAM.Y Engineers fnfernational, Inc. 2pp 30140 113-30140 114 

8505020640 "Coupled Thermal-htydrologlcal-Mechanical Assessments A Sde Character- 
ization Activities for Geologic Repositones." monthly rent for Mar 1965 
CBANW£LL,R.M Sandia National Laboratones ^ A-1755 1994 85/04/09 
NATARAJA.MS. Engineenng Branch (Post 831001), 24pp 30119 316-30119 339 

8S05020643 'Technical Assistance In Setsmo-Tectonlc Impacts In Reposdories;’ 
Month^ Mat Ltr Rept 24 for Mar 1985. 

CHUNG.O.H , CUMMINGS,G E Uwrence Livermore National Laboratory FIN A-0294 
1995. 85/04/10 BUCKFORP.M E Geotechnical Branch (Post 831001) 2pp 
B0if9.342^tm343, 


8505020654 "Malnt of Computer Programs," monthly iwt for Mar 1985 
CRANWELL,HM Sandia National Laboratories FIN A-1166. 1990. 85/04/09 
(X>DELUR Geotechnlca! Branch (Post 831001) 2pp 30119.357-30119:358 

8505030053 "Technical Assistance in Geochemisti/* & “Recommendalions on Geo- 
chemfcat Modeling of Radionuclide Solubikly/Speclation." monthly progress & ltr repts 
for Mar 1965 

WHATLEY, $.K. Oak RWga National Laboratory. RN B-0287 2003 85/04/11. 
BROOKS.OJ Geotechnical Branch (Posl B31001) 14pp. 30162 047*30162060 


8505030252 “Repository Site Descnptlon A Technology Transfer," monthly rept for Mar 
1965. 

CRANWELLR.M Sandia National Laboratories RN A-1158 1991 85/04/09. 
CODELUR. Geotechnical Branch (Post 831001) 4pp. 30161^357-30161:360. 


0606010608 Comments on Feb 1985 progress rept for FIN A-4165 Favors use of simple 
nnodel for waste package performance assesarnent NRC comments on Draft Metnoo- 
ologles for Assessing tong-Term Performance of High Level Radwaate Packages" 
ond. 

CHANQ.K.C. Engineering Branch (Posl 831001) FIN A-4165, 1973 85/04/02 
STEPHEN8.K.W. Aerospace Corp. 6pp 30095 324-30095 329. 

8EC60 10611 Forwards NUREG/CR-4026, “performance of Engineered Barriers In Deep 
Geologic Repositories for High Level Nuclear Waste. Vol 3A - Basalt Barrier Sys 
Design " final foot (Task 3) under Contract NRC-02-81-027.W/O encl _ 

PENu,O.L. Goldor Associates FIN B-6906, 813*1176. 85^3/18 PITnGLlO.C.L. Di- 
vision of Waste Managorrient Ip. 3009 5*3 3 8-30095:338. 

6506010610 Offers no comments lolfowlng review of Feb 1985 monthly 
under Contract NRC-O2*02-O4O Progress satisfactory. NRC comments on DOE draft 
environ assessment for Yucca MounMn slt®.end lor review. 

POHLE.J.A. Geotechnical Branch (Posl ®3 1001) FIN B-7377. 1974. 85/04/01, 
WILLIAMS, R.E Willloms A Associates 1 p, 30095:344-30095.344 

8506010630 Ack receipt o( photo-ready mats for NUREQ/CR-41^34 rev^ of "Moth^ 
ologlea for Assessing Long-Term Performance of 
F0& 1985 progress rept. Corrected p^holo-ready mats rMuest^W 
CHANQJ<. Engineering Branch (Post 831001). 

WHATLEY ,S K. Oak Ridge National Laboratory epp. 30099*083-30099 068 

0505020001 Trip rept of NRC/DOE 850204-05 sample distribution njeeting In 
Mercury, NV A^ lour of Q-tunnel LASL procedure for determination of sorption 
ratios summary of 850204 meeting A attendance lists encl. 

BRADBURY.j:w. Qeoloclmloal Branch (%' 

STARMER.R J Geotechnical Branch (Post 831001). 4pp. 30140 353-3Q140 383 

^6506020003 "Batch Method for Determination of Sorjptlon Ratios for Partition ol Ra- 
dionuclides Between Groundwaters A Geol^lc Malls. 1 oiwor/vu 

DAYHURSLB.P., DANIELSjW.R, KNiGHT,S.D. Los Alamos Sclentifio Laboratory. 66/ 
02/04. 4pp, 30140.367-30140:360, 

-05Q6O2OOOS Summary of 660204 meeting w/DOE In Mercury, NV re 
for geochemical studies Agreements for provlalona of samples rK)ted.Attendance list 

iRADBURY.J.W. Division of Waste CWf™N.U^nefjy, Oopl of. 65/ 

02/04. Division of Waste Management. 9pp 30140:361-30140 383. 

6605020026 Discusses "Geochemical Sensitivity Analwls," 

108$ Progress satisfactory Use of significantly smaller distances A times appropriate 

Branch (Posl 631001). FIN A-1756. 1996. 85/03/29. 
SIEGeLm.D. Sandfa National Laboratories, Ip. 30140.264-30140.264 


8506030286 "Effect of Repository Environ on Performance of Waste package/ Er»gi- 
naered Sw CJomponents/' monlfiiy progress rept for 1 985. ^ /« w4 . 

WHATLEY, S.K Oak RWge NaUonal Laboratory. FIN 6-0288 1969. 85/04/11- 
CHANG,K.C Engineering Branch (Posl 831001) 2pp. 30161:355-30161:356 

Level Waste Packages in 

5T&FHENS,^.W, Aerospace wwp rirr 5810-01 85 KWS 85/04/16. 

CHANO,K.C NRC • No Detailed Amliation Grven 21pp. 30101.325-30161 345 

8505030709 Discusses unresolved questions raised In Mar 1885 progress rept for FIN 

04/23, BRAOBLIRYJ. Geotechnical Branch (Post 831001). 2pp. 30160*269>- 
30160270 

8505030728 Requests participalion In 850417 design into meeting A 850418 position 

oaoer on oerformance allocation meeting. ^ 

BU^LByTt Engineering Branch (Post 831001), FIN D-1004 2023. M/04/ 17 
CUMMINGS, R A Sneers International, live 1p 30160257-30160 257. 

8505030731 Forwards rept of observations at Salt Project CoorrSnatlon MeeOng on 

pSMSRAfj,V. International, Inc FlN B-7328. 2010 85/04/17, 

TIKTINSKY.D. Engmeenng Branch (Post 831001) 8pp 301 $0,354-30150:381. 

4505030733 Requests performance of comparison of WAPPA code Tapes NE3280 A 
N90813 Ojalitative descnption of differences requests 

W)CK,EA Engineering Branch (Post 831001) FIN A-31M 2020. 85/04/03 SOO.P. 
Brookhavan Nabonaf Lavatory 3rt>- 30160 Wl*30t60 363. 

8505060119 Forwards Ltr Rept LR-287-2, “Review of Geochemical Sem^ Anagf^ 
I In response to 850326 requesL Erickson rept covered inatl as -to B of 
<?feoftI Erickson A Voo^ rept, So no separate review maw W/o Erickson r^ 
mBvTLEY^S.K OwpSoe Nationa] Laboratory. B-OOT. &/04/18. 
BROOKS.DJ, QeotechntemBranch (Posl 831001). 1p. 30168 062-301 66 138. 

T-Bsn60M127 LR-2B7'2 “Review ol Geochen^cal Sensrtlvrty Arvalysrs I Identificabon of 
Conditions A Criteria lor Design of Trarwport Bawitmenta When Radroetemenl 
ation Must BO Considered (n Higb Lwel W^e 

JACOSS,G.K Oak RWge Natior^ L^watory. FIN 8-0287 85/04/15. Geotechnical 
Branch (Post 831001), 3pp 30168.063-30106:138, 

esosoeoo? •Techmosl (or Do^n RwieOTjl' 

raJARAMV Ervain^s International, inc. FIN &-7328. 2011. 

TIKTINSKY.O. DIvSfen ol Waste Management 6pp. 30165:302-30185:306, 
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8505060443 PfovKJes written autlKXtzatiOn for KK Wahl & JJ Daemen lo attend CX)E* 


NRC 850417-18 meetings jn Stiver Spftrra.MD 

NATARAJA.MS Ervgmeenng Branch (Post 831001) FIN A.1755. 2021 85/04/15, 
CRANWBLURM Sandra National La bora lones Ip 30185 316-30185 315 


6505060449 Comments on Feb 1985 progress Jtr re "Review 
Program" 8 "Revww o1 Waste Package Venfjcation Tests '* 
WICK, E A Enaneenng Branch (Post 831001) FtN A-3164 
Brookhaven Nationaf Laboratory. 2pp 30185 316-30186 324. 


of DOE Waste Package 
2024 85/04/11. SOO.P 


-<508160634 "Delernilnatioo of Radionuclide Solubility In Qroundwalor toi Assoasmont 

30441 210 30441 260. 

‘’Lawence Berkeley Laboratory FIN B-3040. 85/04/20 NRC - No Delalfotl Affilinlroo 
r^ii/An P1nn 30441 '201 -30441 357. 


-5505060453 Tnp rept of attendance at 850321 meeting at BNL re DOE waste package 
performance assessment code 

VOGLEWEDE.3C Engineenog Branch (Post 831001) FIN A-3164 2029 85/04/06 
JOHNSON.TC Engirwenrig Branch {Post 831001) 7pp 30185,318-30185324. 

6505060531 "Review of DOE Waste Package Program" & "Review of Waste Package 
VenficatJon Tests" monthly mgtrepts lor Mar 1985 

KATO,WY„ SOO.P Brookhaven National Laboratory FIN A-3164 2012 85/04/18 
WICK.EA High Level Waste Licensing Management Branch 17pp 301B7 256- 
30187 272 


8505060540 Tnp rept of 850411 A 12 visits to NRC 8 DOE to participate m briefing to 
NRC on recommerided aerospace techniques applicable lo high level radwaste repos- 

(!^lfi^^H?N^SI^^^^ 0 ronaSics & Space Admin FIN D-f014 20f3 85/04/16. Na- 
tional Aeronautics & Space Admm 44pp 30187*273-30187 315 


8505060545 Suggests that task order ba wntten for most complete evaluation of all 
geologic data suites for Hanford, WA site A preparation of recommendations for lurthor 
data gathering A processing be authorized 

MURPHY.VJ Weston Geophysical Corp FIN D-1003 2017 85/04/24. IBRAHIM 
NRC - No Detailed Affiliation Given ip 30187 330-30187 330. 


6505060563 Lists codes that should be transferred to branch If codes are not Identical 
to versions currently used by brartch stadjn response to 850402 request 
KNAPP, MR Geotechnical Bfar>ch (Post 831001) FIN B-6985 2022. 85/04/11 
MJLLER.H J Repository Projects Branch (Post 831001). Ip 30188 006-30180 006 


8505070486 Requests permission to pursue NRC methodology for evaluating effective 
porosity of basalts at fiWlP site Use of barometnc A fluid pressure data to corroborate 
edeclfve porosity values obtained from tracer tests proposed 
WILLIAMS.RE Widiams A Associates FIN 6-7372-3 2010 85/04/15 GORDON, M. 
Divrsion of Waste Management 8pp 30216305-30216 312 


6505070474 Monthly status rept for 850318-0415 under FfN D-1014 
BLAND, WM GeeB’s, Inc FIN D-1014 2015 86/04/18 DELUGATTI.MS Policy A 
Program Control Branch (Post 831001), 2pp 30216 303-30216 304. 


8505180539 Discusses review of Mar 1085 monthly progress root for FfN B02O7. 
"Twhnlcal Assistance In Qoochomisliy " Progress satisfactory NRC commonis on 
iflnilal hJnh level waste renosltory Sites & RIchton Domo site end 
BH^KSToT SehS arlch (Poot 031001) FIN B 0207 2045 0&/04>29 
WHATLEY, S K. Oak Ridge National Laboratory /pp 30445*184 -DO 4 45^1 00 

8505180544 Comments on draft biannual ropi for FIN A 3164, NUREQ/CR-24D2,Voj 0, 
"Review of DOE Waste Package Program List of ropls reviewed should bo plncod st 

FIN A.3184 2030 06/04710 Sao.P. 
Brookhaven National Laboratory. 2pp 30445. 102-3044 5- 183 

8505160556 Discusses monthly progress rept for FIN A-1150, "Repository Silo Doflnl 
don A Technology Transfer/' A FIN A-1166, "Mnlnl of Computer Proflmms" Com- 
ments on repository site definition A accounllnn resolution re FiN A-llBu onct. 
CODELL.R Geotechnical Branch (Post 83r001). FIN A-1150 2042 85/04/30 
CRANWELL^R Sandia National Laboratories 2pp. 30441:368-30441:350. 

8505160562 Responds to requeal for Task 3 Internal OAplan direction, Dovofopmoinl of 
program (or Nuclear Waste Policy Acl & 10CFR80 rosponalbllitleB warrAnia 
concems.Task 3 product should enable enhancement of exisllng proceduroa 
DELLIQATTLM S NRC - No Detailed Affiliation Given FIN D-1014. 2033. 85/04/03 
BLAND.W.M GeeB'a, Inc 2pp. 30446:314-30445 316 

8505160644 Forwards Vol 4 of NUREQ-4026, "Performance of Enoinoorotl Barriers h 
Deep Geologio Repositories for High Level Nuclear Waste," Qoudod Sail, Fine I Hop I 
(Tasks 3 A 4). 

PENTZ.D L Golder Associates, FIN B-6086 NR 0-02-81-02 7. 85/04/22 

PITTJQLIO,C.L Division of Waste Managomont. 300pp 30460.016-30468.324 


8505170063 Forwards summary of 850417*1 8 meetings w/NRC In Silver 8pflno.MD fo 
performance allocation A conceptual design nspocts of DOE site characlorliatlon 

SajaRAM.V. Engineers International, Ino. FIN D'1004. 114G'007-06S. 05/08/02 
BUCKLEY, J Engineering Branch (Post 831001). 6pp 30404-050 30484:060 


6505090267 Forwards draft "Statistical Evaluation of AddI Hydrochemical Data from 
Saddle Mountains, Wanapom A Grande Ronde Basalts, BWIP, Hanford Site." 
WILUAMS.R E, Williams A Assodales. FIN 8-7372. 2019 85/04/16. GORDON.M, Di- 
vision of Waste Management Ip 30253 144-30253 144. 

-6505090295 "StaUsbcaJ Evaluation of Add! Hydrochemical Data from Saddle 
Mounta)ns.Wanapum A Grande Rorufe easalts,BWiP,Hanford Site " 

WlLUAMS,RE WjjfiamsAAssociales FINS-7372 05/04/04. Division of Waste Man- 
agement 66pp 30253 145-30253:212 

6505160215 Forwards draft agenda for FIN A-1165 850510 semiannual review In Silver 
Spnrw.MD 

HUNfER.RL Sandia National Laboratories FIN A-1165 2036, 85/04/30, 
ELZEFTAWY,A. Repository Profects Branch (Post 831001) 2pp 30450.130- 
30450.131 


8505160260 Forwards listed document reviews under Contract NRC-02-82*030Ja8k 
Older 10 Other document reviews will be sent during next 2 wks 
RAJARAM.V. Errgineers International, Inc FIN B-732B. 2026 85/04/24, 

TIKTINSKY.D High Level Waste Technical Development Branch. 30pp 30450*232- 
30450 269 


6505160343 Forwards formal response lo NRC review comments on Task 4 draft final 
rept for Basa8, under Contract NRC-02-81'027, "Performance of Engineering Barriers 
In Geologic Repository " 

PENTZ.D L Goider Associates FIN B-6986. 813-1179. 85/04/30 PITTIGLIO.C L. Di- 
vision of Waste ManagemenL 4pp 30449 036-30449 039 


8505160350 'Technical Assistance for Assessment of Repository SlUng A Design," 


ju^^^/opress repUan-Mar 1965. 


. fntenor. Dept, of. Bureau of Minos FIN B-6934 2039. 85/04/26 
FLEENCtfl.C Technical Assistance Contracts Branch 3pp. 30449 012-30449.014, 

6505160496 Comments on Feb 1985 progress rept for FIN A-1165 Technical papers for 
T^s 1 A 3 authonzod for 85060§ A 0924 AnS meefings, respectively Kiting w/ 
NRC to discuss interim results re Integration task planned. 

PEETEnS.LA. Repository Projects Branch (Post 631001). FIN A-1t65 2031. 05/03/ 
29 HUNTER, R Sandia National Laboratories 2pp 30447-053-30447 054 

6505160513 Requests Engineers Inti attendance at Nevada Nuclear Waste Site PnvesU- 
fSrfev^^vJ/i^tfscussl^ Exploratory shaft desJgn/conat Phase I A 

Branch (Post 831001) FIN B-7328. 2043 86 / 04 / 29 , 
RAJARAM.V. Engineers IniernaUonaf, Inc Ip. 30446312-30446312 

6505160519 Discusses review of Mar 1985 monthly progress rept for FIN B-0200. 'Lab 
Evaluation^ of Radionuclide Solubility Data A Selected Retardation Param- 
crushed basalt In experiments questioned. 

Branch (Post 831001). FIN B-0290, 2044. 85/04/29 
WHATLEY, S.K. Oak Rktge National Laboratory 2 pp 30446.310-30446.311. 

6506160524 Corrpente on Mm* 1985 monthly progress rept for FIN A-1768, "Geo- 
chonyal SensHN^ Analysis ' Info required in quarterly progress repts should now be 
In months repts Quarterty progress reds no longer required 

Geofechnlcal Branch (Post 831001) FIN A- 1756. 2046. 86/04/29 
SIEGEL, M.D. Sandia National Lab(^alories 2pp 30441.207-30441:357. 

Geochemical Modeling of Radionuclide 

National Uboratory FIN 8-0290. 05/03/28. NRC - No De- 
tailed Affiliation Given, 9pp. 30441.209-30441*217. 


8505170065 "Review of NRC Comments on Hydrology Section of DWIP Environ As- 
sessment," progress rept for Mar 1985, Tasks i-IV. 

CRANWELL,R.M, Sandia National Laboratorfos. FIN A-t165. 2038. 06/04/00 
RHODES, M. Repository Projects Branch (Post 831001). 28pp. 30460.326 30460352 

8505170072 Forwards summary of 850410-12 moelinga w/NRC In Silver Sprlnn,MD re 
draft conceptual design position paper for Yucca Mountain silo A draft annolatocl ovl 
line for site characterization plan conceptual design rept 

RAJARAM.V Engineers Intofnallonal, Ino FIN 8-7328. 1086-10-12. 06/05/02 
TIKTINSKY.D. High Level Waste Technical Development Branch. 6pp, 30404:051- 
30404:056 


8505170106 Requests review of ONWJ-630. "Nuclear Waste Simulation 
Expeflmenl8,As8o Salt Mine, West Qermany,Annual Rept. 1003," by 060430, per inloi- 
agency agreement. Brief summary A problems should bo discussed. 
tIktiNSKY,D. Engineering Branch (Post 031001) FIN 8-6034. 2040. 06/04/20 
MUNDELL.L Interior, Dept, of, Bureau of Mines 3pp. 30404:344-30464:346. 

6505170290 Comments on Monthly Mgl LIr 24 for Mar 1006 re progross under F(N A- 
0294.Progre8s satisfactory Elemenla of documents ro timing A srylo of cleforinatlon 
8f}oiil(i dg rGvI^wocf 

BLACKFORD, M.E. Geotechnical Branch (Post 031001). FIN A 0294. 2051. 06/05/02 
CHUNG,D, Lawrence Livermore National Laboratory 2pp. 30470-277-30479:322. 

-6505170208 Forwards technical paper. "Critical Assessment of Tectonic StfllillHy of 
Ref Repository Location," re 8WIP pro|eot, 

Environment A Water Resources Management. FIN A-0204. 66/04/23. 
WESTBR(X)K,K, NRC - No Detailed Afijfiatlon Qfvon. 44pp, 3O479;279'3O470;322. 

6505170439 Discusses transfer of codes lo NRC by CorSTAR.per 650402 momo.LIslarf 
codes wWt be beneficial. 

Engineering Branch (Post 631001). FIN 0-6905. 2032. 86/04/ HB, 
M(LLER,H.J, Repository Projects Branch (Post 831001). 1p 30484:1 17.30404:117. 

8505 170447 Responds to 860402 memo re transfer of codes lo NRC under CorSTAn 
Denchmaklng contract Siting codes only codes appileabfo to low level waste 
w/most applicability already implemented on BNL computer. 

* Uranium Recovery Projoola Branch. FIN B- 
Iwls 383 ^ 30483 ^ 363 ^* Projects Branon (Post 831001). Ip 

response to NRC review comments on Task 314 draft final ropl. 
Bedded Satt, under Contract NRC-02-81-027, "Performance of Engineered Bafrlora 
in Geologic Repository. 

^®®S®*ate8. FIN 0-6966 2026. 86/04/22 PITTIQLIO.C.L, DhrfSiOfl 
of Waste Management. 7pp, 30601 : 35 ?-3060 1 :351), 

^ NUREQ/CR-4236, "Progress In Evaluation of Radi- 
qui Developed by DOE High Lever Nuclear Waste ReposHory 

Nallonal Laboratory. FIN B0290. 2127. 86/04/24. 
BRADBURY, JW. Geotechnical Branch (Post 831001), 7epp, 30523:003-36523:150 

Delhomms anioie entitled. "Spattal Variability j. Uneer- 

Tate &a™» f3w“w^67T3®7 ''' 
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XPORTUC EXPORT AND IMPORT LICENSES 

*^^ 020 / 3 ?^^ AmontI 3 to Woalinghouse ox port llconao.oxtonding oxpl/allon dala (o 

ZIMMEiHMAN.J, Asalotam Diroclor for Gxporl/lmport & Intoroallona) Safopuards 
MMH62/ 05704/10 Ip 30000 120-30000 120, otnoouurua 

fiSOBOJOIZO Amond 3 to Wosllnghoiiao oxporl Ifconao.oxlondipg expfrallon date to 

ZIMMERMAN, JV Aafllalanl Diroclor for Export/Import & (nlornalional Safoouarda. 
MMH620 E35/04/1fl. 1p 30112.307-30112 360 

0606010173 Amend 3 \o Woallnglwusa oxporl llcen 80 ,fe(lQCl(ng change In ulllmalo end 
uao smiomont. 

ZIMMERMAN, JV. Afl&latant Diroclor for Exporl/fmporl & Inlornallonal Safeguards 
MMH 620 05/04/10 tp 301 12.31 0-301 12 319 

8605010206 Llconsa lor Roaclor Exporlmonl6,lno lo oxporl 1.4 g (J-236. contained In 
1.6 g U, lo Italy 

ZIMMEHMAN.J V. AsalBlnnt Diroclor for Exporl/Imporl & IntemaDonal Safeguards 
ITAL 50565. DD/04/22 4pp 30112 340-30112340. 

0605010374 Application for llconBo lo oxporl advanced PWR prototype compononta to 
Japan 

HCnsCI t,M M WoatInoMouoo Eloclrlc Corp, 05/04/16. ip. 30100:020 30100.020. 

6505010603 UaonQo for Ediow Inti Co lo oxporl 760.000 Cl Idllum In bulk gaseous form 
lo Unllod Kingdom 

ZIMMEMMAN.JV Asalelnnl Diroclor for Exporl/Import 6 (ntomatlonal Safeguards. 
05/04/17. Ip, 30005.321-30006:321 


8S0513010S License lor Kay-Ray,lnc lo export 20 Ci Am/Be 241 contained in 40 Kay- 
Ray Model 71O0b neutron level sensors each containing 500 mCi Am-241,to India 
ZIMMERMAN. JV Assistant Director for Export/ 1 m port & Intern ationat Safeguards 
850218 85/05/02. Ip 30378 302-3O378>382 

8505130114 Forwards application for export license for minor nuclear export Ur of as- 
surance required 

2IMMERMAN.J V. Assiatanl Director for Exporl/Import & Intarnaliona! Safeguards 
85/06/07. THORNE,C Energy, Dept of Ip 30383 020-30383 021 

**8505130117 Application for license to export 29,037 kg low enrichment U oxide 
powder to Japan 

WItSON.B D. Qer\arat Electric Co 8DW.8Sa6 B5/04/29 Ip 30333 021 -303B3. 021 

8506130115 Execulive Branch position re Kay-Ray,lno application lo export 40 
sensors, containing 500 mCi Am 241.(0 Argentina. License should be Issued 
MCQOLOfllCK,F State, Dept of, Bureau of Ocoans & Inll Environ & Scientific Af 
fairs 86/04/30 SHEA, JR Office of International Programs, Diroclor Ip 30378*361- 
30370 361 

6505130554 Notifies of upcoming irradiated reactor fuel transport Safeguards info defet- 
Gd. 

RAVENSCROFT.N. Edfow International Co 85/04/15 Region 4, Office of Director. 
3pp, 30370*165-30370,167 

8505 160 169 Informa that LIcen-se XSNM-2206 may be issued No mall changed circum- 
slancoa since issuanco of License XSNM 2196. 

MOORE.R.N. Assiatanl Director for Export/Import & International Safeguards 85/05/ 
07. Assistant Direclof for Export/Impori & Internalional Safeguards Ip. 30449:100- 
30449*190 


0506020576 Application to amond export I Icon sos, changing addroas of utjimate con&lgn- 

00 . 

WILSON, D.D. Qonoral ElocKIc Co DDW-fl6 32. 06/04/16. WRIGHT, B.L Offico of 
Intornntional Programs, Diroclor 2pp 301 10.301-301 10.302. 

0606820503 Ltr of assuranco ro oxporl of 8,000 kg U, containing 240 kg U-236,to 
Swadon 

LINDS rnOM.M Swodon, Govt, of, Q5/04/10 THORNE, C. Enorgy, Dopl. of Ip 
30110 303-30110.303. 

6505020597 Llr of asauranco ro export of 105,000 kg U, containing 7,807.60 kg Lf*295,to 
Swodon. 

LINDSTHOM.M Swodon, Govt of 05/04/10 THORNE, C.E. Energy. Oopt. of, Ip 
30137:363-30137*363 

0606030716 Application for llconso to export 2,000 kg thorium oxide, contained In 
1,767 60 kjp lliorium.lo Japan over 3 yr period , , 

COLTON.E. RCA Corp 05/04/23 HEMQY.E. NRG - No Detailed Alfillatlon Given Ip. 
30100 260-30100 260 


860516019S License for Aldrich Cfiamlcal Co to export 4,650 kg deuterium oxide to 
Canada 

ZIMMERMAN, JV Asslalam Director for Exporl/Import & internalional Safeguards 
86/06/07. Ip. 30450:1 00-30450.100. 

8606160232 License for QE to export 310 kg U-236.con1alned In 11,641 kg U.to Japan 
2IMMERMAN,J.V. Assistant Director for Export/Impori & International Safeguards 
BDW-024 65. 06/05/07. 2pp. 30450.107-30450 100. 

6505160243 Ltr of assurance re export of 319 kg U 235, contained in 11,641 kg U 
oxide, to Japan 

OZAWA.M Japan, Govt of. 05/05/01 THORNE, C.E Energy, Dept, of Ip. 
30460.092-30450.092. 

6505160245 Forwards appiicatior^ for amend to expert license for minor nuclear 
export Ur of assurance required, 

ZIMMEnMAN.J.V. Assislant Dlraclor for Experl/Imporl & International Safeguards 
85/05/07. THORNE, CE. Energy, Dept, of Ip 30450.090 30450.091 


6605000146 Ltr of assurrincQ ro oxporl of 3,676 020 kg U>236, contained In 107,280.000 
kg U.Llr amends tiuanlilioo doscflbod in 041127 ltr. 

DLlQOiS.O European Communlllos, Commission of 65/04/22 THORNE, C.E Energy, 
Dopl. of. 1p. 30166*107-30100.107 


-8605160251 Application for amend to license,! ncroasing amount of U-235 to be export 
ed lo 48 kg, contained In 1*200 kg U.fn form of U hexafluoride heels 
HANNETT.B.A. Transnuclear, Inc. TNP-429. 85/04/30. MOOHE.N. Office of Inlar na- 
tional Programs, Diroclor. 1p. 30450 091-30450.091. 


8505000246 Amond 3 to GE oxport llconso.chonging oddross of ultimate consignoo. 
ZIMMER MAN, J.V. Assistant Director for Export/Import & Inlornalionat Safeguards. 
0DW-OG-O2. 00/04/20. Ip. 30100,369 00100 350. 

0506000262 Llf of eisBuranco re oxport of 1,770 kg tJ-236,conlalnod In 44,400 kg U,lo 

OUOOIsIS^^Eliropoan Communltlos, Commission of. AGF/02/FBFC/61. 65/04/22 
THORNE.C.E Enorgy, Oopt. of. Ip. aO1O7‘2O0-aO1O7!2O9 


8606160254 ReqvoalB assistance in obtaining ltr of assurance re end application for li- 
cense to oxport r\ucloar mall to Denmark for use In OH3 research reactor 
ZIMMERMAN.J.V. Assistant Director for Exporl/Import & International Safeguards 
85/04/20. THDRNE.C. Energy, Dept. of. Ip. ^04 60.270-304 50. 271 


6606100268 A 
HERSCH,M. 
30450:220 


plication for license lo export 4,000 kg U.as UF6,to United Kingdom 
r Weslinghousfi Electric Corp. MMTf637 85/04/26. Ip. 30450 228 


6506000260 Amond Q to QE oxporl liconso.ohanging address of uftimato conslgr^oo. 
ZIMMERMAN, J.V, Assistant Diroclor for Exporl/lmporl & Inlornallonal Safeguards. 
DDW-Q5-32 05/04/20. 1p 30107.210*30187:210. 

8505070544 Appllcnllon for license to oxporl 22,000 kg U.es onriched U hoxafluorldo.lo 

nSARRINQTON.L Etllow Inlornatlonal Co. ENUSA-2. 85/04/26. Ip. 30211.360- 
30211:360. 


8606090304 Ack rdcolpl of revised Info ro country of origin ol feed mall re export li- 
cense oppilcallon.rood mall suppllod from Conaoa & Klnfl^om. 
aHI0ATA,Y. Mllsubistil Inlornaiional Corp. (subs, of Mllaubishi Corp). H9A-5484 05. 
00/04/26. Assistant Director for Exporl/Import 8 Inlornatfonal Safeguards. 2pp. 
30235 290-30235 207. 


8505160292 Forwards revised application for export license Source mall is of Canadian 
& l/nitad Kingdom origin rather than US/Unllod Kingdom origin as originally Indicated 
ZIMMERMAN, J.V Assislant Director for Exporl/Import & International Safeguards 
05/04/30. THORNE,CE. Energy, Dept, of Ip. 30449.351-30449.353 


-*8506160303 Revised application for export license Feed mall supplied by US & United 

SHffiATA,Y. Miteoblshi Internalional Corp. (subs of Mitsubishi Corp) HSA'5484-05. 
66/04/26. Assistant Director for Exporl/Import & Internalional Safeguards 2pp 
30449.352-30449:363. 


8505160311 Amend 1 lo GE export license, transferring license from Nall Nuclear Com 
ZIMMERMAN, J.V. Assislant Director for Export/ Import & International Safeguards. 
BDW-96-30. 85/04/30. 2pp. 30460 063 -304 50 08 7. 


8606090306 Advisoa that components proposed In oxport llconao applloallon will not be 
ulilizod for naval nuclonrpropul8lon,por 650418 tolcon. ucijovc 

HEHSCII.MM WoslInnhQueo Eloplrlo Corp, MMH032. HEMBY,E. Asjtel- 

(inl Dlrooter for Exporl/Import & (nlornalional Bafogufirds Ip. 30236296-30235 296. 


•*8606160320 Forwards original License XSNM-2173,fof purpose of transferring license 

MOf^MAYOR.M^T^aMonol Nuclear Corp 65/04/22 WRIGHT, O.L, Office of Interna- 
Donat Programs, Director. Ip. 30450.006-30460.005 


0506090401 Application for license lo oxporl 0,100 kg U, contained In 26i kg U 235, to 

ol?ADA,9 Mitsui & Co. (USA), Inc. (aubs. of Mitsui & Co., Ltd.). MBK-0t-R3. 85/04/ 
23. Ip. 30236*204-30236.204. 


'8506 1 80326 Requests transfer of export license from Nall Nuclear Corp to GE.GE will 
effect oxporl subj to all le rms & conditions of license when amendM 
WILSOnIb.D. General Eteciric Co. BDW 85-30. 85/04/18. WRIGHT,BL Oirce of 
tnternfllinnal Pfoorains. D recloi. 1p. 30460:086-30450 006 


6SO«0»0404 Appllontlon for lloonso to oxport B.25 ko U,«> “ 

HARRINGTON, L.fl. Ediow Intornatlonol Co. RISOE. 05/04/26. Ip. 30236.293* 
30235:203 

8605130068 Application to amend license lo oxport Incroaslrw quantity lo 46 kg U- 
236, contained In 1,200 kg U,ln form of U hexaljuprlde as heem. 

HANNETT.BA. Tranenucloar, Inc. TNP-429. 

for Exporty Import & Intornationol Safeguards, ip, 30303.096-30383.005 

8505130096 Llconao for Wostingliouso lo export 
proparod advanced PWR oroto^po components. Including displacer rod drive mecha- 

z'mM^MAnIj.V?^Am1b^^^ for Export/Impori S International Safeguards. 

NMH-630. 06/06/03 Ip 30303:064-30383,054. 

8508130697 Liconso for Kay-RayJno to oxport 20 C' Key- 

Ray Model 7100fl neutron fovol a8nBOr8,Qach containing 600 mci, to Argentina. 
ZIMMERMAN, J.V, Aealslenl Director lor Export/Import Si International Safeguards, 
65/06/02. Ip. 30363.053*30303 053 


**8606180329 Application lor amend to License XSNM-2173,tran8lerring license to GE. 
FI8HER,W.A. Nalional Nuclear Core. 05/04/18 WRIGHT, B.L. Office of Internalional 
Pfogr amSjDI rector 1p.30460.087*30460.087, 

85O6160'440 Amend 1 lo Transnuclear, Inc export Iic 0 n 80 .lncrea 8 lng quahllU of mall au- 
thorized for export from 3,238.400 to 3,676 920 kg U, enriched to 3.49% U-236. 
ZIMMERMANJ.V, Assistant Director for Export/Import & International Safeguards 
R91J-465 86/04/30. 1p 30440:31 4-30448.3l5. 

8506160446 Llcenise for Ceraojlnc to export 1,767.68 kg thorium, contained in 2,090 kg 
thorium oxide In powder form,lo Japan. . , . „ , » , j 

ZIM MERMAN, J.^ Assistant Direclor for Export/Import & International Safeguards 
TLX-10097. 06/04/30, 1p- 30449:313-30448*313. 


6605190449 License for Westinghoose to export 1,776 kg U-235,con.tained In 44,400 kg 

z(MliSlAN.J.V. Assistant Director for Export/ Import & International Safeguards 
MMH 625. 85/04/30. 2pp 3 0448* 294*30448:295. 
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8505f6054fi Fofwartte appl/cat«>n fw export license for mirtor nuclear export Ltr of as- 
surance required 

ZWMERMAN,JV Assistant Otrector for Export/fmport & Internalional Safeguards 
05/04/30 TMORNE.C Ertergy, Dept of tp 30447 099-30447100 

8505160555 Forwards application for export license for minor nuclear export Ltf of as- 
suraxKe re<pred 

ZiMMERMANJV Assistant t^rectof for Export/ lfiH>ort & International Safeguards 
05/04/30 THORN£,C Energy. D^t of Ip 30447 097-30447 090 

Forwa^ application for license to export 203 902 kg U-235, contained In 
218 545JtpU.to West Germany 

HANNETTB A. Transnuclear, Inc NUK.461 85/05/07. MOORE.N Office of Inlema- 
bonaJ Programs. Dtrector fp 30480 353-30480 355 

-a»5170IM Application for license to export 218545 kg U-235.ln form of UFG.to West 
Germar^nd use statement encf 

HANNETT.e A. Transnucfear. fnc NUK-46t 85/05/07 2pp 30480*354-30480.355. 

Transnuclearjnc to export 13 566 kg U-235. contained In 
^ U.235.conlained in 120 240 kg U.to West Germany 

Duectof for Export/Import 4 Intematlonaf Safeguards 
NUfl-456 85/05/00 2pp 30477 190-30477 191 

Application for license to export 847 kg low enriched U oxide powder to 

WILSON.BD General Etecinc Co BDW.85-36 85/04/29 Ip 30501*335-30501*335 

8505200454 Forvm^ appficatfon for export license for minor nuclear export Llr of as- 
surance required W/o encl 

'Of Enport/tmport & IntemaUoral Safeguafds 
85/05/09 THORNE, CE Energy. DepI of Ip 30501*334 30501*334. 

PPS??" '0 W»«llnflhouse appkallofi to amend axport 
sSI^’ba^te?" ^ U-23S.<»nlainBd in 7.713 kg U,lo Yugoslavia Amend 

SHEAJ n Office of Inlamalional Programs, Diraclor 6pp 30501.328- 

* ™ 'Of “• 

8S/M/09^oiaF^r?R'*S!.!^15JS!i I^POf'PVport * Internattonal Safeguards 

Branch posilion re Nissho Iwal America Corp appllca- 
ZIMMERMAN J V ***[1^? ^ Pfspared components to Japan 

85/05/10CTaBE^ S 'if * Inlarnatlonal Saloguwds 


an. 

Wr28.W48^3ir"' 

Wg 85«4/30. ^EAj^^r! oK!4;S*Ca'm'i, & ?p^3^M: 

Saws 

05/10 SHEA.J.R ’ of 7nlefnatoS%fJS2‘m^'^{2'^‘ ^ Sctentfflo Affairs. 85/ 
30629343 'niernaiionai Programs, Director. 3pp 30629.341- 

lor Exporl/ln^xxt 4 InlamatlonaJ s!S!S!,^.V|j^^ 9 ^ 3 ® Director 

•^168 Fonaard, applcahon for lic«», ,0 axp<K. 10,035 Kg U.aa onriched UFS.fo 

3oK^P^^ 4 tt£'„a??aC®ds®'?p' 


8505290103 Ur of assurance re export of 704,894 kg U-236,con1ainod In 22,000 kg 
total U,to Spain. 

OUBOIS.D European Communities, Commission of AQF/02/BNFL/4. 05/D5/06 
THORNE.CE Energy, DepI of Ip. 30629 309-30629 30 D. 

6505290323 Application to amend export llconsejncroasfna quanllly authorkcKl for 
export to 714 894 kg U-235, contained In 22,022 kg U.to Spain. 

DUBOIS, D, European Communillos, Commission of, AGF/02/GNrL/4 05/05/21, 
THORNE, C.E. Energy, DepI of 1p 30629*291-30620.201 

8505290326 Granis exception from 30-day walling period for Amend I lo Ediow fntl Co 
export license, aulhorizing export of addf 22 kg U to Spain exception noodod to moot 
urgent sloping schedule. 

PETERSON, k/TR. Assistant Director for Export/fmport A International Sofoguards. 65/ 
05/23 Assistant Director for Export/fmport 4 Intornollonol Safoguarda. Ip 
30629*290-30629*290. 

license to export, adding UF6 4 U oro concentnito 
HARRINGTON, L R EdIow International Co. 85/05/08 HEWBY.E AsaJalant Direcloi 
for Export/Import 4 International Safeguards 1p. 30829.209 '30620:20 9. 

8505290334 Forwards application for export license of minor niiclonr export Ltr of assur- 
ance required 

Dlredor for Export/fmport 4 Inlornallonal SalogiiarcJs 
86/05/17 THORNE.CE, Energy, DepI. of. 1p 30629:265-30620 200 

appllcalion for license to export 11,636 kg U, onriched to 

3 20% UF6,to Japan. 

MItauWahi Corp.). HSA-B405 01 
30620^286-30829*187 ° Expoft/Impoft 4 IntofnallonftI Safeguards, 2pp 

Application for license to export 11,636 kg Uonrichod to 3 20% UFO. to 

wflpBn 

85/0W0R^p“ 30628 2K^^ HSA-eiOS-OI 

Transnuclear.Inc appricallon to export 61.3 kq 
840507 encl ^ ^ BelSium.Ucense should be granlod Llr of flBSuraiKO did 

os/Va ^'sHPA^n* Oceans 4 Inll. Environ. 4 Sclontlflc Affaire 05/ 

30629*259 Internalional Programs, Director, 3pp. 30029 *267‘ 

application for export license for minor nuclear oxportllir of as^ 

SatoouarUa 

®“l,of/k8 ito jlpai," * '"P '0 a™ "0 u-235. co-itnln(Kl In 

MB{?M“8Ml!2pV°3fe * lnl8rr.allor.al Saloguard* 

*“o.4«"aU%paS' * °P 313 ko U.236. conlalnotl In 

^ Pnloffiatlonal Solofluoida 

ENUSA-2. 85/05/M!lp."30e2fe73.30629f2f3.^'^'P’^^^ * '''’*"'®'*°nal SalsguardP 
®®p^to w,S?r'‘"P“ ®““® '®‘“" o' Tranenucloar as anollior 

*^en^WAT*ffi^o Spo^up^f 1*0 mlw^onfSPralS^^^ appifqatton lo amond U- 
dStK^r'p^IpW’ MdlSjranted*'' 0«Ptil>e P*» y< ovor 

Director.' Ip. 30659,301 n' Internalional Programs, 

®®a?ranc8®itm°redIw/o*erclP'*PP nuclear oxportXIr ot as- 

05/O5/?s*fTH'oHN^c''lX°X°^Up??M5o5^^^^ Sateguards. 

'SlSVain.*^ '® o^P®" Ite^nae application X8NM.2212. requoallng 

ffias-MeV/et' TH0RNE.C,E, Energy. Depl. of. ip. 

‘•'f sssuranoe re export of mail identitlad in Lteanae X3NM-1666,te Intto- 
THORNE.C.E. Erjorgy, Depl. ot. lp. 

* jJSj'ffilS.rkfett '® ^^P®" 375 Kg U.236. contained In 


* imernalion. 
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0505300376 Apptic-Dtion for licor>8o to oxport 375 kg U 236,conlQlnacf In 11,536 ^ 

hoxafluorldo.to Japan 

SfllliATA.Y Miloublahl IntomnlionQl Corp (aubs of MllaubiBhl Corp ) HSA‘5405-01 
Ob/Ob/00 Ip, 30051 137 30051 137 


6505310671 Ur of ossuranco ro export oJ 070 kg U 235, contained In 29,039 kg U,lo 
Japan 

OZAWA, M Japan. Govt of 05/06/14 THORNE, CE Energy. Dopt oL 1p 
306G2 d62'aD6D2 362 


00053003QG I Iconoo for Edfow Inll Co 1o export 704 004 kg U*235, containod In 22,000 
kn U,(o Spain 

ZlMMLirtMAN.J V. AaolBlant Plroclor for Export/Import & Intornational Safoauards 
ENiJHA2 00/03/16 2pp 30361 134-30651 135 


6B063 10576 Application for llconso to oxport 730 kg U, contained in 21,146 kg UF6,to 
Japan 

AUMILLER,JN Ediow Intornallona) Co KLK-20 85/05/16 Ip 30632 361*30602 361 


650G3003Q0 Amend 3 to Woalinnboufie oxporl flconfio.oxtonding oxplrnlion data to 
001231 & rof (acting channo In audroBs of utlimato conslgrtoa. 

ZIMMERMAN, J V AaslBlnnl Dlractor (or Expod/fmport & Intornatlonfll Saloguarda 
MMIt42l 65/05/10 Ip 30051.133 30051153 


0605300460 Amend 1 lo Cdlow Inll Co oxport llconso, oxtondlng expiration date to 
00053 1 

MOOnr.n N Aonlotanl Dferoctor for Expott/lmpod & InfornallonnI Safeguards 05/06/ 
1/ 2pp 30051002-30051063 


0506300691 Mr of nacurartco ro oxporl ol 313 kg U 235,con1alno(l In 10,440 kg U.lo 

oIPaWA,M Japan. Govt of. 65/05/14 THOnNE,C E Enorgy, Oopi ol. ip- 
30652 110 30052 119 


0505310104 Application lo amofid llconso lo oxporboxlondlng owirallon date to D60701 
IfARRINGTON.L n Edfow fntornallonal Co 05/05/15 HEMBY.E ABsIstonl DIrootor 
lor Exporl/lmporl & InlorrtallonnI Safogunrda Ip 30660 361-30600 301. 


05OB3 10664 Forwards EdIow Inll Co 050425 request to cancel Q50523 proposed amond 
to Jiconso to export 160,000 kg mall for use as fuel in LWRa to Spain. 
ZIMMERMAN,JV Asslstanl Diroctor for Export /Import & Inlornationa) Safeguards 
65/04/30 STOIBER.Cn State. DopI of, Bureau of Oceans & Inti. Environ. & Sciert* 
tiflcAffaira Ip 30602 314-30662.315 

■*65 05310066 Withdraws foquoBt (or amend lo oxport license to includo Spalf> as coun 
try of ultimalo doatinalloa 

H ARRINGTON, L H, Edfow International Co 85/04/25 HEMBY.E Assistant DIracloir 
for Exporl/ Import & Inlornatlonal Safeguards Ip 30602 315 30692 315 


8505310070 Cxocutlve Branch position ro Trananucleor,lnc application to amend license 
to export, Incroasing quantity lo 2,200,000 kg natural U.in form of U ore 
conconiralos Amond should bo graritod ^ ^ , 

DEVINE.J.B Slate, Dopt of, Bureau of Oceans & fnll. Environ, & Scientific Affairs, 05/ 
06/20 SHEA, JR, oflice of Interr^oilonal Programs. Director, 3pp 30682 303 
3O6D2'305 


0606310100 Appllcnllon lo amend llconso lo oxport addi 10 kg U 235, moWng lolal 
amount 7 1 4 004 ku U 235,coniainod In 22,022 U, 

RAVENSCflOFT^N Edfow Interna tionni Co 05/05/17 WRIGMT.B, AsBlslnnl Director 
for Exporl/Import d Intornallonnl Safoguards 1p 30660 380'306QO;360. 


0606310001 Llr of assurance re Amend 1 to Export License XSNM 2212 
DOMINQUEZ.Q Spain, Govt of, 05/05/20. THORNE, C.E, Energy, Dopt of Ip. 
30662;302'30G02 302 
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ACCESSION SUBJECT 


AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 


NUMBER CATEGORY 


NUMBER 

CATEGORY 

AAMODT.M 

Q5052000I2 

50*280 

G 

ALEXANDER.G L 

8505130431 50-454 

P 

ANDREWS.R L. 

6505070283 

50-265 

P 

AAMODT,M M 

B505010515 

50-280 

Q 

ALEXANOER.RJ. 

8505020008 50-155 

S 

ANDREWS.R L 

85951001B7 

50-266 

S 

ABEL.N M 

8505310104 

PR 


ALEXAMDEH.S.D. 

8505030322* OA999 


ANDREWS.R L 

650S130309 

50-265 

F 

ABELSON.H 1 

8505170019 

50-333 

P 

ALEXANDER, S D. 

8505230400* OAG99 


ANDREWS,R L 

8595160370 

50-285 

R 

ABELSON.HJ 

8505240060 

60-333 

? 

ALEXICaM,P. 

8505020095 50-315 

P 

ANDREWS,R.L 

8505210393 

PR 


ABELSON.H 1 

8505300110 

50-333 

P 

ALeXICH,M.P, 

8505030204 50-316 

P 

ANDREWS ,n.L. 

8505280230 

60-285 

R 

ABRAHAM, K 

8506090354* 

FOIA 


ALEXICH.M.P. 

8605060066 60-316 

F 

ANDREWS, R.L. 

6595290127 

50-285 

P 

ABRAMS, N E 

8505140321* 

FOIA 


AIEXICH.M.P. 

8505130573 50-315 

R 

ANDREWS.R L. 

8505290383 

60-285 

P 

ADAMOVITZ.SA 

0505200253* 

60-269 

0 

ALEXICH.MP 

8505140304 50-315 

Q 

ANDREYCHEKJ.S 

6505140316* 

60-275 

P 

AOAMS.C 

8505200411* 

FOIA 


ALeXICH,M.P. 

6606160287 60-316 

P 

ANDRUS.NJ. 

6505230144 

40-4492 


ADAMS, C 

8605200572* 

FOIA 


ALEXICH.MP 

8605160134 60-316 

P 

ANG,A, 

6505170339* 

60-275 

P 

ADAMS.a 

0505200681* 

FOIA 


ALEXICH.MP. 

8505170576 50-315 

F 

ANG.W P 

6505140378* 

60-260 

Q 

AOAMS.C 

8505200612* 

FOIA 


ALEXICH.MP 

6505210421 50-315 

Q 

ANG.W.P, 

6505210165* 

60-302 

Q 

ADAMS.C 

8505230020* 

FOIA 


AIEXICH,M.P 

6605260100 50-316 

P 

ANKHUM.GT. 

8505070D81 

REQGD 


AD A MS JR 

0505130327 

50-200 

J 

ALEXICH.M.P. 

8505260172 60-315 

R 

anthonV.ra 

6505090108* 

FOIA 


ADATO.M. 

8505090112 

FOIA 


ALEXICH.M.P. 

8506260238 60-316 

P 

ANTHONY,R L 

8505020092 

60-352 

G 

ADATO.M 

8505170261 

FOIA 


ALLAN, J.M, 

8506090187* FOIA 


ANTHONY,R.L 

8505020092 

50-352 

G 

ADENSAM.EG. 

B505010420 

50-424 

A 

ALLAN.J.M 

8505090363* 60-272 

S 

ANTH0NY,R L 

8505020215 

50-352 

Q 

ADENSAM.E.Q 

8505020531 

50-424 

e 

ALLAN.J M. 

0505100224* FOIA 


ANTHONY,R L 

8505020215 

60-352 

G 

ADENSAM.EG 

8505020559 

50-414 

A 

ALLAN,J.M. 

8505210238* FOIA 


ANTHONY,n L 

8505070477 

60-352 

G 

ADENSAM.E.Q. 

85QS030378 

50-424 

Q 

ALLARO.H. 

8505200416 PR 


ANTHONY,R.L 

8505070477 

60-352 

G 

ADENSAM.EQ 

8605030603 

50-414 

A 

ALLENSPACH.F 

8505070437* 60-272 

Q 

ANTHONY, R L 

8505070566 

50-352 

G 

ADENSAM.E.Q 

8505060006 

50-305 

P 

ALOOT.CS 

8506200509* 60-358 

Q 

ANTHONY,R.L 

8505070668 

60-352 

G 

ADENSAM.E.Q. 

8505080007* 

50-395 

P 

ALOOT.G.S. 

8505290624* FOIA 


ANTHONY,R,L. 

8505160011 

60-352 

Q 

ADENSAM.EQ 

8605080103 

50-360 

P 

ALOOT.C.S 

8505290628* FOIA 


ANTHONY,R L 

8505160011 

50-352 

G 

AOENSAM.E Q. 

8505100416 

50 416 

P 

AlOOT.C.S. 

8505290634* 50 358 

Q 

ANTHONY.R L 

8505160058 

50-352 

Q 

ADENSAM.EQ 

8505230379 

50-305 

P 

ALOOT,CS 

8505290641* 60 358 

Q 

ANTHONY.R.L. 

8505160058 

60-352 

G 

ADENSAM,E.G. 

8505230388* 

60 305 

P 

ALOOT,C.3. 

8505290646* 60 358 

Q 

ANTHONY.R.L 

8505210002 

60-352 

Q 

ADENSAM.E.Q. 

8505230597 

60 414 

A 

AlOOT.C 8 

8505290652* FOIA 


ANTHONY.R,L 

6505210002 

50-352 

G 

ADENSAM.EQ 

8506230676 

60-360 

P 

A LOOT, C 8. 

8506200881* FOIA 


ANTHONY, R,L 

8595210007 

50-362 

G 

ADENSAM,E.Q, 

8505240293 

50-300 

A 

ALOOT.C 8. 

8505290866* 60 358 

Q 

ANTHONY.R,L 

0505210007 

60 362 

G 

ADENSAM.EQ 

8505280433 

50-395 

P 

ALOOT.C 8. 

8506200871 * FOIA 


APPEURR 

8505310416 

4D-872& 


ADENSAM.E.Q. 

8505280441* 

50-395 

P 

ALOOT.C S 

6506300062* FOIA 


ARCHE R,C.D. 

8505100095* 

CONTRACT 


ADENSAM.E.Q 

6605310190 

50-413 

P 

ALOOT.C S. 

8506300085* FOIA 


ARCHITZEL,R E 

8506020542* 

60 400 

Q 

ADENSAM,EG 

8505310203 

50-300 

A 

ALOOT.C.S. 

8505300069* FOIA 


ARNOLD,W.D. 

8505210576 

NUREG 


ADENSAM,E.Q 

8505310366 

60-360 

P 

ALOOT.C.S. 

8505300075* FOIA 


ARSENAULT, FJ. 

8505200482* 

FOIA 


ADENSAM.E Q 

0605310362* 

50-360 

P 

ALOOT,C.S. 

8505300101* FOfA 


ARSENAULT.FJ 

8505200552* 

FOPA 


ADENSAM.E.Q. 

8505310383 

50-369 

F 

ALTERMAN.I.B 

8301030295* 50 424 

A 

ARTIQAS.R. 

8505210459 

TOPREP 


ADENSAM,E Q 

B505310558 

50 360 

P 

ALVAREZ, J.L 

6505230534 NUREQ 


ARTIQAS,R. 

8505210461* 

TOPREP 


ADENSAM.E G 

0505310562* 

50-360 

P 

AMEY.E.B, 

8505160360 WASTE RES 

ASHBURN.aJ 

8505090084 

TOPREP 


ADERHOLD.H.C 

8505240164 

60-97 

B 

ANDERSON, C. 

8505070442* 60 410 

0 

ASK8URN,J 

0505060016 

50-344 

J 

ADEHHOLD.H.C 

8505240301 

50 97 

R 

ANDERSON.ao 

8506020197* 60-440 

o 

ASHLEY, E.C. 

8505200393* 

60 172 

W 

ADERHOLD.HC 

8505240320 

50-97 

R 

ANDERSON.CJ. 

8506030655* 60 387 

o 

ASSELSTINE,J.K. 

0407230369* 

FOIA 


AFn'ERGOOD.S 

8605100393 

FOIA 


ANDERSOM.CJ. 

8505060356 * 50 322 

0 

ASSELSTINE,J.K. 

8505020421* 

COMMISSION 

AFTEflQOOD,S 

8505160606 

50-142 

Q 

ANDERSOM,C.J. 

8505070230* 60-364 

Q 

ASSEL8TINE,J.K, 

8505210208* 

50-289 

P 

AGUAYO.PA 

8505240023* 

50-528 

r 

AND EPSON, C.J. 

8505070277 * 60 364 

Q 

ASTLEY.E.n. 

8505130146 

OA099 


AHEARNE.J. 

8506090139* 

FOIA 


ANDERSON.C.J. 

8505070304 * 60-443 

Q 

ATKINSON,S.A. 

8505210376* 

PR 


AHEARNE.J 

8606170307* 

50-498 

A 

ANDERSON, C.J. 

8505130168* 50-322 

Q 

AUGER, J.C. 

8505170333 

59-320 

S 

AHLGRIM.M A 

8505200142 

60-454 

S 

ANDERSON, CJ. 

8505130293* 50-443 

0 

AUMILLER,J,N. 

8605290974 

XPORTLIC 


AHMED.N 

8505010168* 

50-312 

P 

ANDERSON.CJ. 

8506130335* 50-269 

Q 

AUMILLER,J.N. 

8505209372* 

XPORTLIC 


AHRENS, P. 

0505130222 

60-443 

H 

ANDEn80N.C.J. 

8505280328* 50 419 

0 

AUMILLER.J.N 

8505319676 

XPORTLIC 


AINQER.K. 

8505210263 

60 454 

P 

ANDERSON.DQ. 

8505239283 69 69 

3 

AUSTIN, 

8605150533 

50-295 

R 

AINQER,K.A 

8506210361 

60-454 

P 

ANDERSON.DX, 

8605179005 69 255 

F 

AUTRY, V R. 

8505170912* 

WASTE MQT 

AKERLUNaSO 

8605210451* 

TOPREP 


ANDERSON.D.L. 

8505179069 50-255 

F 

AVCLH 1. 

8505080373 

NUREQ 


AKSTULEWICZ.F. 

8505220015 

60-213 

P 

ANDERSON.D.L 

0605179346 60255 

F 

AVCLHJ. 

8505060375 

NUREQ 


ALBA,A. 

8505240396* 

60-354 

Q 

ANDERSON, M.L 

8505299172* 60-282 

Q 

AXELRAD,J. 

0501240317 

70-143 


ALBA, A. 

8505240468* 

60-352 

0 

ANDERSON, P.S. 

8505100435* FOIA 


AXELRADJ. 

0602140144 

t&E 


ALDEN.W.M 

6605300336 

60-277 

R 

ANDERSON, R.D. 

8505239002 50-293 

R 

AXeLRAD,J 

0505030220 

70-143 


ALDERSON.C E 

6505240095* 

FOIA 


ANDERSON, R,F 

8605070484 NUREG 


AXELRAD.J, 

8505030440 

70-143 


ALEXANDEfl.D. 

6505200667 

WASTE MQT 

ANDERSON, W.A. 

8605289542* CONTRACT 

AXELRAD.J. 

860S090057 

60-3^ 

Q 

ALEXANDER, G. 

8505080167 

60-373 

P 

ANDREWS, M. 

8505290526 PR 


AXELRAD,J. 

6505090064 

60-327 

8 

ALEXANDER, Q. 

8505210433 

60-373 

P 

ANOREWS.R.L. 

6605020431 50-285 

1 

AXELRAD,J. 

6505099383 

60-327 

Q 

ALEXANDER, Q. 

8505220042 

60-205 

P 

ANDREW8.R,L, 

6505079180 60 285 

F 

AXELRADJ. 

6505100316 

60-402 

Q 
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AUTHOR 


AXELRAD.J 

AXELRADJ 

AXELRADJ 

AXELRAD,J 

AXELRADJ 

AXELRADJ 

AXELRADJ 

AXELRADJ 

AXELRADJ 

AXELRADJ 

AXELRADJ A 
AXELRADJ A 
AXELRADJ A 
AXELRADJ A 
AXELRADJ A 

AXELRADJ A 
AXELRADJ A 
AXELRADJ A 
AXELRAD.M 
AXELRAD.M 

AXELRAD.M 

AXELRAD,M. 

AXELRAD.M 

AXELSON.W. 

AXELSON.W. 

AXELSON.W. 
AXELSON.W 
AXELSON.W L 
AXELSON.W L 
AXELSON.W L 

AXELSON.W! 
AXELSON.W L 
AXELSON.W L 
AXELSON.W L 
AXELSON.W L 

AXELSON.W L 
AXELSON.W L 
AXELSON.W L 
AXELSON.W L 
AXELSON.W L 

AXELSON.W! 
0AER.RL 
BAHE.EP 
BAILEY J A 
BAlLEy.J,A 

BAILEY J A 
BAILEYJA 
BAILEY.J A 
BAILEYJA. 
BAILEYJA 

BAILEYJA 
BAILEY, J A 
8A1LEY.J.A 
BAILEYJ A. 
BAILEYJA 

BAILEYJA 

BAILEYJA 

BAILEYJA 

BAILEYJA 

BAILEYJA 

BAILEYJA 
BAILEYJ A 
BAILEY, RJ 
8AILEY.R J 
BAILEY, RJ 

BAIROJ.B. 
BAIRD.J B 
BAKER.D A 
BAKEn.6T 
BAKEH.E T 

BAKER.KR 
BAKER.KR. 
BAKER.K.R 
BALDEWJCZ,WL 
BALDWIN, C.A. 

0ALL.D 
BALt,D M 
0ALL.S J. 

BALL,W G 
BALTZ.E H 

baltz.eTi 

BALTZ.E H 
BANOHAUER.W.K 
BANDHAUERWK 
BANDYOPADHYAY 

SARBER.LM 
BAR FIELD, K 
BARKHURST.RP 


ACCESSION SUBJECT 
NUMBER CATEGORY 


0505140422 

8505150093 

8505150410 

8505170102 

8505200205 

8505240343 

8505240359 

8505290175 

8505290259 

8505300221 

B304050541* 

8405160575* 

0505030704 

8505090126 

8505090285 

8505150546 


8505130410 

BS05020244 

8506030082 

8505130414 

8505310338 

8505020064 

8505020297* 


0505060367 

BS05060424 

8505070138 

0505130363 

8505130421 

8505130424* 

8505130453 

8505130457 

8505160177 

8505170360 

0505310239 

8401110373* 

8505280279 

8501250312 

8505030476 

8505060285 

8505100176 

0505100207 

8505100260 

8505100343 

8505130420 

8505130420 

8505140389 

B60516035I 

8505160380 

8505160429 

8505170020 

850524D087 

8505240131 

8505240163 

8505290348 
8505290408 
8505160355* 
8505200301 * 
8505220089* 

8505010376* 

8505290238* 

8307200057* 

8403280107* 

8505220077 

0506170363 

8505220254* 

8505260269* 

8505230199’ 

8505160575 

8505060487 
8505160265 
8505230519 
8505030506 
85052801 88* 

85OS20O199* 

8505280241* 

8505060001 

8505150402 

8604300359* 

8505200495 

8505090320 

8505310662 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


laE 


BARNES.G L 

8505090352 

50-382 

l&E 


BARNES, M D, 

8505310273* 

FOIA 

l&E 


BARNETT J E 

8505200313 

70-1621 

f&E 


BARNHART, V J 

8505020112 

71-510 

50 259 

0 

BARNHART.VJ 

0505020248* 

PROJ 

50 259 

Q 

BARNHART. VJ 

8505020302* 

71-510 

50 259 

Q 

BARR.K 

6505130325* 

50-320 

50-382 

Q 

BARR.KP. 

8505010508 

70 143 

l&E 


BARR.K P 

8505020410 

70-27 

[&E 


BARR.K P 

8505170646 

70 824 

50 302 

A 

BARR.K P. 

8505200402 

70-143 

50 247 

Q 

BARR.K P 

6505220099 

70-27 

50 373 

Q 

BARR,K,P 

8505220105* 

70-27 

50 315 

Q 

BARR.K P 

8505280383 

70 1113 

50-334 

0 

BARR.K P 

8505310007 

70 27 

50-269 

Q 

0ARRETT.L H. 

8505170108* 

50-320 

50-289 

Q 

BARROWS J M 

0505200472 

PR 

70-824 


BARRY.L W 

8505140261* 

FOIA 

50 498 

G 

BARRY!.W 

6505160333* 

FOIA 

60 498 

G 

BAnRY!.W. 

6505160368* 

FOIA 

50 498 

G 

BARRY.L W 

8505200655* 

60-382 

50 498 

Q 

BARTH.C A 

8505300505 

50 400 

60 498 

G 

BARTH.C A 

8505300509 

50 400 

l&E 


BARTLEMANJ. 

0505230176 

50 454 

l&E 


BARTLETT.0 L 

8505100269* 

60-402 

l&E 


BARTLETT, 0 L 

8505290072* 

60-482 

l&E 


BARTLETT.B R 

8505150320 

TOPREP 

50 295 

Q 

BARTON J J. 

6505060157 

50-210 

50-454 

Q 

BASKIN, K P 

6605130386 

50-206 

50-87 

Q 

BASKIN.K P. 

8505130390* 

50-206 

50 346 

F 

BASKIN.K P 

0505130401* 

50-206 

60 346 

F 

BASKIN.K P 

8506310242* 

60-206 

50 483 

F 

BASSIN,N 

8605240458* 

FOIA 

50 295 

F 

BASSIN.N. 

8505240465* 

FOIA 

50-282 

Q 

BASSO! F 

8505280073 

50-317 

50-282 

Q 

0ATEMAN.WH. 

8505100410* 

60-219 

50-254 

F 

BAUER, TL 

8505070351 

60-602 

50 237 

F 

BAUER, T L 

0505090317 

60-102 

50 483 

Q 

BAUER.TL 

8505200450 

50-602 

40 8760 


BAUSER.D 

8505290625 

SO 269 


60-305 
FOIA 
TOPflEP 
50-424 
50 424 

60-424 
60-424 
50-424 
50 424 
50 424 

60-424 

50-424 

50-424 

50-424 

50-424 

50 424 
50 424 
60 424 
50-424 
50-424 

50 424 
50 424 
50-317 
60-277 
50-352 

50-002 
50-298 
60 320 
60 382 
QA999 

60-315 

60-315 

50-316 

50-295 

NUREG 


WASTE MGT 
WASTE MGT 
NUREG 
WASTE MGT 
50-424 A 


A 

E 

E 

E 

E 

E 

A 

E 

E 

E 

A 

E 

A 

E 

£ 

A 

F 

E 

A 

Q 

Q 

Q 

O 

Q 

P 

A 


F 

P 

P 

Q 

P 


50-424 
50 424 
50 302 
50-302 
50-458 


PR 

60-209 Q 

60-302 S 


BAUSER.D B. 

0505020176 

50-209 

G 

BAUSER.D 0. 

8505020176 

50-209 

G 

BAUSER.O.B 

8505090578 

50-209 

G 

BAUSER.D 8. 

6505090576 

60-289 

G 

BAUSER,DB. 

0506160008 

50-289 

G 

BAUSER.D 0, 

8505160088 

SO 289 

G 

BAUSER.D a 

8505290370 

50-356 

G 

BAUSER.D B. 

8505300295 

50-200 

G 

BAUSER.D.B 

6505300285 

60-209 

G 

BAXTER,! 

8505260009 

50-209 

G 

BAXTER,! 

8505280009 

50-209 

G 

BAXTER,! A. 

8505020267 

60-400 

G 

BAXTER,! A 

8605020267 

60 400 

G 

BAXTER.TA 

8505030508 

60-400 

G 

BAXTER, T.A. 

850503050B 

50-400 

Q 

BAXTER.TA. 

0505070363 

50-280 

Q 

BAXTER.TA 

0505140384 

60-400 

G 

BAXTER, TA. 

6605140384 

60-400 

G 

BAXTER.TA 

8505280267* 

60-424 

T 

BAXTER,! A 

8505300215 

60-209 

G 

BAXTER.TA 

6505300216 

50-209 

G 

BAyBUTT.P. 
BAYBUTT.P. 
BAYHURSTB P 

8505080373 

8605000376 

0605020003* 
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8505020001 

8505020005* 

8505160183* 

8505160519 

8505310134 

0505310123* 


S 

s 

s 

s 

A 

A 

F 

S 

A 

S 

s 

s 

Q 

O 

A 

E 

S 

S 

s 

E 

A 

Q 

S 

s 

A 

O 

S 

s 

A 

S 

s 

E 

A 

S 

A 

A 

F 

A 

F 

E 

A 

A 

F 

A 

Q 

Q 

O 

E 

A 

E 


50-352 
50-324 
50 324 
50-312 
50 352 


S 

Q 

Q 

P 

A 

F 

F 

S 

P 


50-277 
50-213 
CONTRACT 
WASTE RES 
WASTE RES 


WASTE RES 
WASTE MGT 
WASTE RES 
PR 

50-3 P 


8505160188 50-269 G 
0505230413 50-289 Q 
0505230423* 50 289 6 
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AUTHOR 


BRADFORO,P.A 
BRADFORD,P.A 
0RADFORD.PA 
BRADFORD, P B 
BRADFORD.WH. 

B RADFORD, W.H. 
BHADHAM.O S, 
BHAOHURST.S.T. 
BRADLEY, a. 
BRADLEY.D.R 

BRAOLEY.EJ. 

B RADLEY, EJ. 
BRADY,R J. 
BRADY.T.F. 
BRANAGAN,EF 

BRANAGAN,E.F. 
0RANCH.M.W. 
BRANCH, M.W. 
BRANDT, CT, 
BRAXTON.H.E 

BREMAN.V.A. 
BRENNER,L 
BRENNER, L. 
BRESLAU,B 
BRESLAU.B A. 

BREWER.D. 
0REWERAB 
BREY.H L 
BREY.H.L 
BREY.H. L 

BREY.H.L 

BRICH,H.F, 

BRICH,fl.F 

8RICH,RF, 

eRICH,RF. 

BRICH,R.R 

aRICH,HF 

BRIOEN.D.W. 

BRIDENBAUGHA 

0RIOENBAUGHA 

0RIQGS,H J. 
BRIGGS, L 
BRIGGS, L. 
BRIQGS.L. 
BRIGGS, L. 

BRIGHT,Q.O 
BRINKMAN, R.E 
BRINKMAN, R E. 
BRINKMAN, R.E. 
BRINKMAN,S 

BRITT, ft.W. 
BnnT,R.W. 
BRITT.R W. 
BRITTON,NA 
BROCK, fi L 

BROCK. 0 L. 
BROCKMAN, K, 
BROCKMAN, K E 
BROCKMAN, K.E. 
BROMBERG, B 

BROMBERG, 8. 
BROMBERG, B 
BR0MBERG,B. 
BROMBERG,B 
aROMB£RQ,B 

BROMBERG,B 

BROMBEBG.BJ 

8ROMBERG,B.J. 

BROMBERQ,BJ 

0ROMBERG,BJ. 

BROMBERG, BJ 
BRONSJA 
0RONS.J.C. 
0RONS,J C, 
BRONSJC 

BRONSJ.C. 
aRONS,J.C 
BROOKS, C. 
BROOKS,D.J, 
BROOKS D.J. 

BROOKS,D.J. 
BROOKS.P.P. 
BROOKS, R.L 
aROOKSHIRE,R.L 
BROWN,A.M. 

BROWN, Q. 
8ROWN,Q. 
BR0WN,Q. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

e 505090 120* 

FOIA 


9505090130* 

FOIA 


0505170294* 

60 490 

A 

S505090126* 

FOIA 


8505170397* 

50-348 

Q 

8505210039* 

60-346 

Q 

8605160347 

60-395 

F 

BS0S16055B 

WASTE MQT 

8505300205 

50-289 

G 

8605230314* 

FOIA 


8505060065 

50 277 

0 

8505290123 

60-277 

P 

8505140513* 

FOIA 


9505220070 

PR 


0307200054 

50-320 

P 

8505070561 * 

50-269 

G 

8505210541* 

50-338 

0 

8605240149* 

50-338 

Q 

6408230408* 

50-445 

T 

6505300365 

50-280 

G 

6505200067 

60-172 

W 

0505020443 

50-456 

G 

BS05240159 

50-456 

G 

6505290062* 

50-402 

Q 

8505010355* 

60-458 

Q 

8506210140* 

50-302 

Q 

8505200645* 

50-250 

Q 

8502260104 

50-267 

P 

8505010376 

50-267 

P 

8505240097 

50-267 

P 

8506310134 

PR 


65051 004B0 

40-1341 


8505150247 

40-1341 


8505160309* 

40-8676 


6505310556 

40-6380 


6505310592 

40-1341 


6505310662* 

40-8380 


8505080276 

50-346 

F 

6505080219* 

60-322 

G 

B5050B0219* 

50-322 

G 

8505290650* 

CONTRACT 


8505020262* 

50-352 

Q 

8505020304* 

50-354 

Q 

8505020333* 

50-354 

Q 

8505240396* 

60-354 

Q 

8505300245 

60-440 

G 

8505240377* 

FOIA 


8505240414* 

FOIA 


8505280109* 

FOIA 


8505090205 

50-338 

S 

8505230087 

50-266 

P 

0505230141 

60-266 

P 

8505300201 

50-266 

F 

840B23040S* 

60-445 

T 

8505010060* 

70-764 


6505080049* 

70-734 


8505170491* 

60-321 

Q 

8505200125* 

60-321 

Q 

6605210068* 

60-321 

Q 

8605010446 

CONTRACT 


6505020169 

CONTRACT 


8505020380 

CONTRACT 


B5O508O224 

CONTRACT 


6505130062 

CONTRACT 


8505130334 

CONTRACT 


8505210510 

CONTRACT 


8503070594 

CONTRACT 


8505010099 

CONTRACT 


8505010106 

CONTRACT 


6505010113 

CONTRACT 


8505000194 

CONTRACT 


8505010427 

60-286 

Q 

6505060320 

bO-286 

Q 

8505210077 

50-286 

P 

8505210124 

60-333 

R 

8505220004 

60-286 

F 

8505220025 

60-266 

F 

8505200380* 

50-321 

Q 

8505010333 

WASTE RES 

8505160163* 

WASTE MGT 

8505160539 

WASTE RES 

8505010336 

WASTE RES 

8505310374 

PT21 


8505100194 

NUREG 


8505160258* 

70-1718 


8505070272* 

50-346 

Q 

8606210379* 

50 237 

Q 

8505280326* 

50-266 

Q 


AUTHOR 


BROWN, H.H 
BROWN.LE 
8ROWN,NO 
BROWN.RV 
enowN.R W 

BROWN, W,L 
BROWNING.R.E. 
BROWNING, R.E 
BROWNING, R E 
BROWNINQ,R E 

BROWNING.R E 
BROWNING, R E 
BROWNINQ,R E. 
BR0WNJNG,R E. 
BROWN1NG,R.E 

BROWNLEE.DA 
BROWNLEE, D.A 
BROWNLEE,D,A 
BROWNLEE, DA 
BROWNLEE.V 

BROWNLEE.V 
BROWNLEE,V. 
BROWNLEE.V 
BROWNLEE.V.L 
BROWNLEE.V L 

BROWNLEE.V L 
BROWNLEE.V.L 
BROWNLEE.V L 
BROWNLEE.V.L 
BROWNLEE.V L 

BROWNLEE.V.L 
BROWNLEE.V.L. 
BROWNLEE.V.L 
BROWNLEE.V L 
BROWNLEE.V.L 

BROWNLEE.V.L. 
BROWNLEE.V L 
BROWNLEE.V L 
BROWNLEE.V.L. 
BROWNLEE.V L 

BROWNLEE,V.L 
BROWNLEE.V L 
BROWNLEE.V.L. 
BROWNLEE.V.L 
JROWNLeE.V.L. 

3ROWNLEE.V L 
BROWNLEE.V.L. 
BROWNLEE.V L 
BROWNLEE.V.L 
BROWNLEE.V L 

BROWNLEE.VL 
BROWNLEE.V.L 
BROWNLEE, V.L 
BROWNLEE.VL 
BROWNLEE.V.L. 

BROWNLEE.V.L. 

BROWNLEE.VL 

BROWNLEE.V.L 

BROWNLEE.VL 

BROWNLEE,VL 

8ROWNLEE,VL. 
BROWNLEE,V.L 
BROWNLEE,VL 
BROWNLEE, V.L 
BROWNLEE, VL 

BROWNLEE.V.L 

BROWNLEE.V.L 

BROWNLEE.VL. 

BROWNLEE.V.L, 

BROWNRIGG.DL 

BROWNRIQQ.D L, 

BROWNRIGG.DL. 

BROYHILL,J,T. 

BROYHILL.J.T. 

BRUQGER,R.M 

BRUNET.J.R. 
BRUNET.J.R. 
BRUNNER.EJ. 
BnUNNeR.E.J. 
BRYAN, vi. 

BRYAN, V.J. 
buchbInder.b, 
BUqKLES.J A. 
BUCKLES, R. 
BUCKLEY.B.C 

BUCKLEY.BC 
BUCKLEY, J.T. 
BUNDY, H 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

6505150010 

50-322 

G 

6505300056* 

50 528 

P 

8505290456* 

SO 358 

Q 

8505160266* 

FOIA 


8505200526 

PR 


8505170109* 

60-267 

P 

0505030738 

WASTE MGT 

0505160132* 

FOIA 


8505150296* 

FOIA 


8505160314* 

FOIA 


0505160191 

WASTE MQT 

8505160483 

WASTE MGT 

6505170305 

WASTE MGT 

0505170346 

WASTE MGT 

0505170560 

WASTE MQT 

8505170003* 

60-322 

G 

8505170003* 

60-322 

G 

8505170094* 

50-322 

G 

8506170094* 

50-322 

Q 

8505170204 

50-416 

S 

8505170514 

50-413 

Q 

8505220327 

60-416 

Q 

8505240271 

50-261 

S 

8504180060 

60-335 

Q 

8505130387 

60-269 

Q 

8505140372 

60-250 

Q 

8505170108 

50-260 

Q 

8605170120 

50-269 

Q 

8505170181 

50 413 

Q 

8605170214 

60 416 

Q 

8606170357 

50-414 

Q 

8505170376 

50-302 

Q 

8505170386 

50-330 

Q 

8605170406 

50-360 

Q 

8505170428 

60-280 

Q 

6505170532 

50-269 

Q 

0505170570 

50-260 

Q 

8505170597 

60-330 

Q 

0506170619 

60-260 

Q 

0505170628 

60-413 

Q 

0505170636 

50-369 

Q 

8505200005 

60-321 

Q 

8505200017 

60-413 

Q 

6505200065 

60-369 

0 

8505200465 

60 302 

Q 

8605200476 

60-424 

0 

8505200503 

60 921 

Q 

8505200571 

50-424 

0 

8606210008 

50-424 

Q 

8506210013 

50 260 

Q 

6505210028 

50-335 

Q 

0505210041 

60 413 

Q 

0605210048 

60-413 

Q 

8505210087 

60-321 

Q 

8505210090 

60-302 

Q 

8605210106 

60-302 

Q 

8605210132 

50-302 

Q 

8505210100 

60-260 

Q 

6605210334 

60-416 

Q 

8606210484 

60-338 

Q 

6505210514 

60-269 

Q 

6505210516 

60-302 

Q 

8505210526 

50-302 

Q 

8505210539 

60-338 

Q 

8605220298 

60 338 

Q 

0505220328 

50-335 

Q 

8505230054 

60 413 

Q 

8605230754 

50-260 

Q 

0605240137 

60-330 

Q 

6505100311 

60-276 

R 

8506100317 

60-276 

R 

8505100332 

60-276 

R 

8506160210* 

FOIA 


8605300372 

60-289 

T 

8505200406 

PR 


8506170005 

60-255 

F 

8505170348 

60-255 

F 

8505090367* 

60 272 

P 

6505150081* 

60-317 

P 

8605170405 

40-6452 


8505210633 

40 4492 


83041 B0769* 

FOIA 


8505060030 

60-315 

J 

8505130480 

FOIA 


8506240416* 

60-400 

A 

8506200386 

60-400 

A 

8505030728 

WASTE RES 

8505290062* 

60-462 

Q 


AUTHOR 


BUNDY.H.F 
BUNDY, H.F 
BUNTING, J 0 
BUNTING. JO. 
BUNTING, JO. 

BUNTING, JO 
BURDICK, T 
BURDOINJ F. 
BURGEfl.FJ. 
BURKE.DJ. 

BURKE.DJ 
BURKE.DJ 
BURKHART, a 
BURNETT, PT 
BURNHAM.R E 

BURRESS.H P. 
BURRIS, S 
BURWELL,S.B 
BURWELL.SB 
BUnWELL.S 0. 

BUSCH8ACH,T C 

BUSH.J.D. 

BUSH.J.D, 

BUSH,J D 
BUSH.J.D, 

8USH,J a 
8USH,J D 
BUSH,J.D. 
BUSH,J.D. 
BUSH,J.D. 

BUSS.D R. 
BUSS,R.D. 
BUTCHER.RC 
BUTCHER.R.C, 
BUTCHER, R C 

BUTLER, E.Q. 
BUTLER,J P. 
BUTLER, J.P. 
BUTLER, W 
BUTLER, W.R. 

BUTLER,W.R. 
BUTLER.W.R. 
BUTLER, W.R. 
BUTLER,W.R. 
BUTLER.WR 

BUTLER.W.R, 

BUTLER.WR 

BUTLER.W.R. 

BUTLER.W.R. 

BUTLER.WR 

BUTLER.W R. 
BUTLER.W.R. 
BUTLER.W.R 
BUTLER.W.R. 
BUTLER.W.R. 

BUTLER.W.R. 
BUTLER.W.R 
BUTLER.W.R. 
BUTTERFIELD, L 
BUnERFIELD,L 

BUYUKMIHCl.C 

BUYUKMtHCLC. 

BYRD.R. 

BYRD.R. 

BYRD.R. 

BYRD.R.W. 
CAGLE, RJ 
CAGLE, R.J. 
CAGLE, R.J. 
CAHILL.WJ. 

CAHILL,W.J. 
CAHILL, W.J. 
CAHILL, WJ. 
CAHILL, W.J, 
CAHILL, W.J. 

CAHILL.WJ 

CAIN.J.^^. 

CAINE, T.A. 
CALDWELL, CW. 
CALDWELL, J.L. 

CALDWELL,J.L 
CALOWELLJ.L 
CALICUn,J.W. 
CALUHAN,C.J 
CALLAHAN, CJ 

CAMINO,L D. 

CAMP.A.L 

CAMPAGNONE.M. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8505100269* 

50-482 

Q 

8505290072* 

50-482 

Q 

8502200114 

WASTE MGT 

8505010835 

WASTE MQT 

8505150167* 

FOIA 


8505170533 

WASTE MGT 

8505200499* 

50-456 

Q 

6505290120* 

50-323 

Q 

8505260405 

50-271 

R 

8505170493* 

50-2BO 

Q 

0505210401* 

50-280 

Q 

8505230519* 

50-280 

Q 

8505160101* 

FOIA 


0505170342* 

50-390 

Q 

050500031 1 

71-192 


0505020440 

TOPREP 


8505170510* 

50-413 

Q 

0505060163 

50-445 

T 

0505160532 

60-446 

B 

0505240505 

60-446 

A 

0505070552 

NUREG 


7005040246* 

FOIA 


7909120300* 

FOIA 


8003040132* 

FOIA 


8007150427* 

FOIA 


8505300162* 

FOIA 


8505300236* 

FOIA 


8505300241* 

FOIA 


6505300246* 

FOIA 


8505300257* 

FOIA 


6505020048 

WASTE RES 

0506030734 

50-264 

S 

0505170580* 

60-416 

Q 

0505200319* 

60 416 

Q 

0505210242* 

60 416 

Q 

8505200557 

60-362 

F 

B505080231* 

CONTRACT 


8606080367* 

CONTRACT 


8505240598 

50-461 

A 

8505160043 

50-458 

A 

8505160162 

50-460 

F 

8505160213 

50-410 

D 

8505160220* 

50 410 

D 

8505170028 

50 410 

D 

8505170039 

50-410 

0 

8505170541 

60 410 

D 

8505170542 

60 397 

F 

G5052004B5 

50 364 

A 

8505200489 

60 456 

A 

8505200540 

60 364 

F 

8606200560 

50-322 

P 

0505240506 

60-354 

F 

0605240574 

50-4 6 B 

F 

8606240582 

60-354 

E 

B505240591 

50-401 

A 

8505280500 

60-307 

P 

8605280516* 

60-307 

P 

8505300406 

60-307 

P 

8505310213 

TOPREP 


8505310213 

TOPREP 


8505230744 

71-376 


8B05230748* 

71-376 


65051001 BO 

60 416 

S 

6505100495 

50.416 

S 

8606290642 

60 416 

s 

8505090533 

60-416 

s 

0605070006 

NUREG 


B6O5070170 

NUREG 


B5050701G4 

NUREG 


8505100290* 

50-458 

Q 

8505100308* 

60-458 

Q 

8505130408* 

60 458 

Q 

8505140174 

60458 

K 

0605140431* 

60450 

Q 

0505220010 

60 4SB 

A 

0605290433 

60-450 

A 

B605210405* 

50-382 

1 

6505300300* 

50-331 

Q 

8505230614* 

60 390 

Q 

8505170580* 

60.416 

Q 

8605200319* 

60.416 

Q 

8605210242* 

60-418 

Q 

8400230413* 

60-446 

T 

8505010644* 

REGQD 


8505010645* 

REQGD 


8505210223* 

FOIA 


8505060493 

NUREG 


0505240080 

60-307 

F 
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AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

CAMPAGNONE.MJ 

8505100490 

50-387 

F 

CAMP0ELL.R M 

8505210311* 

50-298 

Q 

CAMPaELLJ G 

850529025B 

50 313 

F 

CAMPaELUTG 

8505300349 

50 313 

V 

CAMPBELUWR. 

8505020444 

50 483 

s 

CAMPBELL.WR 

GS051 70473 

50-463 

s 

CAMPER.L.W 

8505210260* 

FOIA 


CAMPER.LW 

8505210302* 

FOIA 


CAMPER.LW 

8505210317* 

FOIA 


CANTER.H L 

8505090396* 

50-276 

p 

CANTRELL, F S 

8505170003 

50-348 

s 

CANTRELL.FS 

8505170397* 

50-340 

Q 

CANTRELL.FS 

8505170433* 

50-259 

Q 

CANTRELL.FS 

8505200030* 

50-259 

Q 

CANTRELL.FS 

8505210039* 

50-340 

Q 

CANTRELL.F S. 

8505220088* 

50-395 

Q 

CANTRELUF S 

8505220179* 

60-259 

Q 

CAPLAN.J S. 

8505060493 

NUREQ 


CAPLAN.R 

8505080086 

PR 


CAPRA.RA 

8505160371* 

50 289 

P 

CAPSTICK,R.W. 

8506170308 

50-271 

P 

CAPST(CK.RW 

8505210288 

50-271 

P 

CAPST(CK,R W. 

6505280506 

60-271 

R 

CARaON.M.W 

8505140263* 

FOIA 


CAREY, JJ. 

8505010323 

60-412 

Q 

CAREY,JJ 

8505010344* 

50-334 

Q 

CAREY.J.J 

6505100254 

60-412 

A 

CAREY.JJ. 

0505100304 

60-412 

A 

CAREY, J.J, 

8505100323 

60-412 

A 

CAREY, JJ 

8505100360 

50*412 

A 

CAREY.JJ 

8505140432 

60-412 

A 

CAREYJJ 

8505160315 

50-334 

Q 

CAREY, J.J. 

8605160417 

60-412 

E 

CAREY,JJ 

8505160430 

60 334 

P 

CAREY, JJ 

8505200427 

60 412 

A 

CAREY.JJ 

6505220060 

PR 


CAREY JJ 

8505230237 

50-412 

A 

CAREYJ J. 

8505240129 

60 412 

A 

CAREY.JJ 

8505240361 

60-412 

Q 

CAREYJ.J, 

8505280217 

60-412 

K 

CAREYJJ, 

0505310050* 

60-334 

O 

CAREYJ J. 

8505310325 

60-412 

F 

CAREYJ J 

0605310676 

60-412 

K 

CARLSON, K.A 

8505020633 

WASTE MQT 

CARR,B. 

6505300285 

60-289 

G 

CARRJ.C. 

BS05290438* 

50-360 

Q 

CARRJC 

8506200440* 

FOIA 


CARR J C. 

8505290470* 

60-358 

Q 

CARROLL, fl. 

8505170204 

60-416 

S 

CARROLL, T 

8505100370 

71-530 


CARTER, n.S. 

8505020270 

50-184 

R 

CARTER, RS. 

8505300469 

50-164 

Q 

CARUSO, R. 

6402170120* 

FOIA 


CARUSO.R. 

8505160104* 

50-416 

S 

CASE,F 1, 

8505210676 

NUREQ 


CASEJ.M 

8505300045 

TOPREP 


CASE.L 

7910020B36* 

FOIA 


CASE.L 

6003030196* 

FOIA 


CASE.L. 

8007100354* 

FOIA 


CASE.L 

8100110165* 

FOIA 


CASE,L 

8108110159* 

FOIA 


CASE,L 

8505240114* 

FOIA 


CASE,L 

8605240164* 

FOIA 


CASE.L 

8505240168* 

FOIA 


CASE.L 

6505240420* 

FOIA 


CASELLA.F.A. 

0505220296* 

60-397 

Q 

CASSEL,D.W. 

0505140117 

50 456 

G 

CASSELD.W. 

0505140117 

50 466 

G 

CASSIDY, R. 

8605090491 

60-464 

S 

CASTLEJ.N. 

8505090606* 

FOIA 


CATACOSINOS,W 

8505130244 

60-322 

1 

CATACOSINOS.W. 

8605140149* 

FOIA 


CATACOSINOS.W, 

8506140170* 

FOIA 


CATACOSINOS.W. 

8505140208* 

FOIA 


CATTON.L 

6505090606* 

FOIA 


CATTON,! 

6505170638 

ACRS 


CATION, 1. 

8605170642 

Acns 


CATTON.I. 

8505200163 

ACRS 


CATTON.L 

8505230205 

ACRS 


CATTON.I 

8505230200 

ACRS 


CATTON.L 

8505230216 

ACRS 


CATTON,!. 

8605230767 

ACRS 


CELLARS, K.B 

8605090620 

60-317 

S 

CERNE,A. 

8606070218* 

60-311 

Q 

CERNE,AC. 

8505160139* 

60-443 

Q 

CESARE,J,G 

6501240321 

50 416 

R 

CESAREJ G. 

8605240476 

60-416 

R 

CESSNAJ.B. 

6505200524 

PR 



AUTHOR 
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NUMBER 

CATEGORY 

CHAFFEE. A, E. 

8506140329 

50-312 

Q 

CHAN.E 1, 

8505080492 

50-456 

G 

CHAN.E 1 

6505080496 

50-456 

G 

CHAN.E 1 

8505080503 

60-456 

G 

CHAN,e 1 

8505130239 

50-466 

G 

CHAN.E 1 

8505130361 

60-456 

G 

CHAN.E L 

8505140393 

50-456 

G 

CHAN.E L 

8505210322 

60-456 

Q 

CHAN.E L 

650528017B 

50-456 

Q 

CHAN.K.C. 

8505210462* 

TOPREP 


CHANDLER J C 

6505070203 

TOPREP 


CHANDLER J C 

6505090304 

TOPREP 


CHANDRASEKARAN 

0505280361 

NUREG 


CHANEY, H D, 

6505010433* 

50-267 

Q 

CHANG, K 

6505010639 

WASTE RES 

CHANQ.KC 

8505010603 

WASTE RES 

CHAPMAN.K. 

8505210273 

50 528 

H 

CHAPPELLO.R. 

3505230309* 

PR 


CHARNLEYJ.S 

8605030254 

TOPREP 


CHARNLEYJ S 

8505030349* 

60 325 

P 

CHARNLEY,J S 

6605030443 

TOPREP 


CHARNLEY.J S 

8505030455* 

TOPREP 


CHARNLEYJ.S, 

8506060321. 

TOPREP 


CHARNLEYJ S 

8505220038 

TOPREP 


CHARNLEY,J.S. 

8505230210 

TOPREP 


CHARNOFF,Q. 

8505180189* 

FOIA 


CHARMOFF.G 

8505170035* 

FOIA 


CHAUDHARY 

8505280340 

60 364 

S 

CHAUDHARY»S,K. 

8605160405* 

60-354 

Q 

CHECK.P.S 

0105140125* 

60-382 

A 

CHECK.P.S. 

B1 08020030* 

60 302 

A 

CHECK.PS 

0108170432* 

60-382 

A 

CHECK.P.S. 

8109040009* 

60-382 

A 

CHEH.U. 

8505060084* 

59 309 

Q 

CHEH.a 

8605130320* 

60 271 

Q 

CHEN,JJ. 

8605200101* 

60 423 

A 

CHENJ.T 

8405160346* 

FOIA 


CHENJ.T. 

8605300323* 

FOIA 


CHERRYJ E. 

8605280358 

60-413 

0 

CHESLOW.E 

8505 200526 

PR 


CHEUNG, L, 

8505230171* 

50 29 

Q 

CHEUNG, L. 

8505280072* 

50-352 

Q 

CHEUNG, L. 

6605280328* 

50 410 

Q 

CHILES.L 

8505310353* 

60-322 

H 

CHILK,SJ 

8602050711 

SO 413 

G 

CHILK,SJ. 

8605030466 

60-329 

Q 

CHILK,S.J. 

0505070000 

lOCFR 


CHILK,S,J. 

8605070581 

60 269 

P 

CHILK,SJ. 

8605080124 

60 289 

P 

CHILK,SJ. 

65050B0515 

60-323 

P 

CHILK.SJ 

8505090058 

60*3 

P 

CHILK.SJ. 

8505090338* 

60-276 

F 

CHILK.SJ. 

B506090347* 

60-276 

F 

CHILK,S.J. 

6506090366* 

60-275 

F 

CHILK,SJ. 

8505090580 

10CFR 


CHILK,SJ. 

8505100209* 

FOIA 


CHILK.SJ. 

8505100305* 

60 410 

P 

CHILK.SJ. 

6505130148 

60-382 

Q 

CHILK,aJ. 

6505130196 

60-440 

Q 

CHILK^S J. 

8505130380 

60-209 

Q 

CHIUK.S.J. 

8605130434 

50 219 

Q 

CHILK.SJ. 

6605140089 

FOIA 


CHILK,aJ. 

6605140371* 

FOIA 


CHILK,S.J 

6505160219* 

FOIA 


CHILK,SJ. 

0506170507 

lOCFR 


CHILK,SJ 

8505200046 

10CFR 


CHILK.S J 

8605200074 

lOCFR 


CHILK.SJ. 

8605200277 

50 498 

Q 

CHILK.SJ, 

8605200307 

60-362 

Q 

CHILK.S.J. 

B505200418 

50-280 

G 

CHILK,S J. 

8505210012 

50-289 

G 

CHILK,SJ. 

8505210249 

50 352 

Q 

CHILKpSJ. 

6505210268* 

60 289 

P 

CHILK.SJ. 

0505210272* 

50 289 

P 

CHILK.SJ. 

8505210279* 

FOIA 


CHILK,8,J, 

$605230380* 

PR 


CHILK,SJ 

$605230731 

60-3 

P 

CHILK,SJ. 

6605240224 

lOCFR 


CHILK.SJ. 

0605280282 

PR 


CHILK,8J. 

8606260350 

PR 


CHILK.S.J. 

6605260513 

60-239 

P 

CHILK,SJ. 

8605260621* 

lOCFR 


CHILK.SJ. 

6506260653 

10CFR 


CHILK.SJ. 

6505290249 

PR 


CHILK.SJ. 

$606290445 

PR 


CHILK.SJ. 

8505290532 

60275 

G 

CHILK,SJ. 

8505300066* 

FOIA 


CHILK.SJ 

$605300112 

TOPREP 



AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

CH1LK,SJ. 

8505300306 

50-322 

G 

CHILK.SJ 

8505300315 

50 443 

G 

CHILK.SJ. 

8505300333* 

FOIA 


CHILK.SJ. 

0506300337* 

FOIA 


CHILK.SJ. 

8505310007 

10CFR 


CHILK.S J, 

8505310112 

lOCFR 


CHILK.SJ 

850531 01 B4 

50 322 

G 

CHITWOOD.H B 

8505200109* 

FOIA 


CHITWOOD.R B 

8505200119* 

FOIA 


CHOJ 

8505140520* 

FOIA 


CHOKSHI.N 

8505280307* 

50-295 

P 

CHOU.CK 

6505280086 

NUREG 


CHOULES.N 

8505200490* 

60-346 

Q 

CHRISSOTIMOS.N 

8505020618* 

60-237 

Q 

CHRISSOTIMOS.N- 

8505010599 

60-373 

S 

CHRISSOTIMOS.N. 

0505080366* 

50-10 

Q 

CHRISSOTIMOS.N. 

0505140341 

50-254 

S 

CHRtSSOTIMOS.N 

0505200212* 

60-341 

Q 

CHRISTESEN.RJ 

8505130149* 

FOIA 


CHRIST lANSEN.E 

8505130076* 

60-440 

G 

CHRIST MAN J N 

8505200681 

50-322 

Q 

CHRISTOFF ER.G. 

8505160160* 

60-483 

Q 

CHRISTOPHER .W 

8406030106 

60-269 

S 

CHUNG, D.H 

8211190069* 

FOIA 


CHUNQ.DH 

8505020643 

WASTE RES 

CHUNQ.D.H 

8505200306* 

FOIA 


CHUNG. D H 

8605200311* 

FOIA 


CHUNG.D.H. 

8505200318* 

FOIA 


CHUNQ.DH 

8505200324* 

FOIA 


CHUNG,DH. 

8505200331 * 

FOIA 


CHUNG,DH. 

8505200334* 

FOIA 


CHUNQ.D.H 

8605200339* 

FOIA 


CHUNQ.DH. 

8505200348* 

FOIA 


CHUNG.D.H. 

8505200349* 

FOIA 


CHUNQ.DH 

8505200364* 

FOIA 


CHUNG, D.H 

8505200373* 

FOIA 


CHUNG,DH 

8605200379* 

FOIA 


CHUNG, D.H. 

85052004D4* 

FOIA 


CHUNQ.D,H 

8605200412* 

FOIA 


CHUNQ.DH. 

8505200417* 

FOIA 


CHUNQ.DH. 

6505200421* 

FOIA 


CHUNQ.D.H 

6505200426* 

FOIA 


CHUNQ.DH. 

6506200434* 

FOIA 


CHUNQ,O.H. 

6505200436* 

FOIA 


CHUNQ.aH. 

6505200443* 

FOIA 


CHUNG, O.H. 

8505200448* 

FOIA 


CHUNQ.D.H 

8505230004* 

FOIA 


CILUS,M. 

8505020441 

60 312 

S 

CILLIS,M. 

8505030030* 

60-312 

Q 

C1LLIS,M 

8605280292* 

60-187 

O 

CILLIS,M 

8505290099* 

50-26$ 

0 

CILLIS,M. 

8505300389* 

50-243 

0 

CIOFFI.MJ 

8505210285* 

50-336 

Q 

CISSELL.J a 

8505200503* 

FOIA 


CLACK.B J. 

8505210348 

50 424 

F 

CUNTON.U. 

8606020005' 

WASTE RES 

CLAPPER. J H 

8505200524 

PR 


CURK.AJ. 

8405140272* 

FOIA 


CLARK, AX 

6505230483 

PROJ 


CURK J W. 

0605310456* 

FOIA 


CLARK, L 

8505100409* 

FOIA 


CLAnK.L 

8505200407 

PR 


CLARK,P.R. 

8505130396 

60-320 

P 

CLARK.P.R. 

8505230278 

50 209 

G 

CLARK,P R. 

6505300132 

50 289 

G 

CLARK.RJ. 

6505020368 

50-298 

P 

CLARK.R J 

0505020377 

50-296 

P 

CLARK, R J. 

8505080120 

50-269 

P 

CLARK.RJ, 

8606060220 

60-259 

P 

CLARK.R.J. 

6505200160 

50 259 

P 

CLARK,R.L 

0505230050* 

FOIA 


CLARK,n.L 

0505230126* 

FOIA 


CLARKTA. 

8505210211* 

50-201 

P 

CLAYBhoOK.J. 

8505080066 

PR 


CLAYTOR,T.N. 

6505080509 

NUREQ 


cleary,d!.p. 

8505010083 

60-458 

M 

CLEARY.aP. 

85051 404B6* 

50-330 

T 

CLELAND.L L 

8505290253* 

60-443 

A 

CLEMENTS, B.R 

05OS1 40227 

60-446 

F 

CLEMENTS, B.R 

8505230188 

60-446 

S 

CLEMENTS, 8, R. 

8505230378 

50-445 

s 

CLEMENTS.W.L. 

8505020177 

50-206 

G 

CLEMENTS, W.L 

8505080485 

60-322 

G 

CLEMENTS,W.L, 

$605140483 

60 289 

T 

CLEMENTS.WL 

8505200285 

60-322 

G 

CLEMENTS.W.L 

8505290352 

50-322 

G 

CLEMONS, P. 

8505240455* 

60-246 

Q 

CLEVELAND,J.C. 

8505230519 

NUREQ 
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CLEVELAND.J W 

6505290221* 

CONTRACT 


CONNER.T.B 

6505160001 

50-352 

G 

COTTER.B.P. 

8505160017 

60-490 

C 

CLIMER 

6505240278 

50 318 

R 

CONNER.T.B 

8505160001 

50 352 

G 

COUNSIUW.G 

0210150568* 

50-213 

P 

CLIMER 

6505240405 

50 316 

R 

CONNER.T B 

65O52304BO 

60-352 

G 

COUNSIUWG 

8504230326 

60-213 

H 

CLINE, J.E 

6505100034 

NUREG 


CONNER.T B 

6505230480 

60 362 

G 

COUNSILW.G 

8504230328 

60-213 

H 

CLINE, J.Q. 

8503010131* 

CONTRACT 


CONNER.T B 

8505230501 * 

60-352 

G 

COUNSILW G 

8504230326 

60-213 

H 

CLINE, W E 

8505200248* 

70-1113 


CONNER.TB 

Q50S230501 * 

50-352 

G 

COUNSiL.W.G 

8505070003 

50-423 

A 

CLINE, W E 

8505200461* 

50-302 

Q 

CONNER,T B 

6505240227 

60-362 

G 

GOUNSIL.W.G 

8505070003 

50-423 

A 

CLINE, W E 

8505200625* 

60-327 

Q 

CONNER.T B 

0505240227 

60-352 

Q 

COUNSiL.W G 

8605070169 

50 423 

E 

CLINE, W E. 

8505210033* 

60-335 

Q 

CONNER.T.B 

0505290646 

50-352 

G 

COUNSIL.WG 

8505070169 

SO 423 

E 

CLINE.W.E 

8505220305* 

50-338 

Q 

CONNER.TB. 

0505290648 

50-352 

G 

COUNSIL.W G 

8505070317 

50 423 

Q 

CLINGER,B 

8505300372 

60-269 

T 

CONSTABLE^R B. 

6505130231* 

50-302 

A 

COUNSIL.WG 

8505070317 

50 423 

Q 

COBB.L L 

8312120078* 

FOIA 


CONSTANTINE, T. 

8506070254* 

60-322 

G 

COUNSIL.W.G 

8505070396 

50-246 

P 

CODELL, R. 

6505010541 

WASTE RES 

CONTE.R. 

8505030182* 

50-269 

Q 

COUNSIL,W G 

8505070398 

50 423 

F 

CODELUR 

65051 60556 

WASTE RES 

CONWAY, JT. 

8505140433* 

QA99g 


COUNSIL.WG 

8505070398 

60-423 

F 

COE.LJ. 

6505100034 

NUREG 


COOK.F.R. 

8505060159 

WASTE MQT 

COUNSILW Q 

6505070546 

50-423 

S 

COHEN, L 

6505130230* 

50-317 

Q 

COOK.Q N 

8505290226 

50 528 

S 

COUNSIUWG 

8505070546 

50-423 

s 

COHENJ. 

6505140360* 

50 333 

Q 

COOK,J. 

8505170464 

60-333 

R 

COUNSIUW.Q 

8505070560 

50-423 

s 

COLE,n,F 

6505070339 

50-352 

G 

COOK.J.W 

8505130407 

50 329 

H 

COUNSIUW Q 

8505070550 

60-423 

s 

COLEMAN,N M 

6505020040 

WASTE RES 

COOK,J.W 

8505150176 

60 329 

R 

COUNSILW Q 

0505070555 

50-423 

s 

COLEMAN,H 

05O5Q1O181 

CONTRACT 


COOK,KW. 

8505010458 

SO 382 

S 

COUNSIUW G 

8505070555 

60-423 

s 

COLEMAN.B. 

6505020138 

CONTRACT 


COOK.KW 

6505010559 

56382 

s 

COUNSIL.W G 

8505080181 

50-423 

K 

COLEMAN, R 

85050B006B 

CONTRACT 


COOK.KW. 

6505070241 

60-382 

p 

COUNSiUW.G 

8505080181 

60-423 

K 

COLEMAN.R. 

8505060365 

CONTRACT 


COOK,K.W 

6505080403 

50 382 

s 

COUNSIL.WG 

8605090308 

60-245 

F 

COLEMAN.R, 

8505090544 

CONTRACT 


COOK.KW. 

6505090524 

60-382 

s 

COUNSIL.WG 

8505090621 

60-423 

S 

COLEMAN.R. 

8505160050 

CONTRACT 


COOK.K.W 

8505140013 

50 382 

s 

COUNSIL.W.G. 

8505090521 

50-423 

s 

COLEMAN.R 

8505160056 

CONTRACT 


COOK.K.W. 

8505150183 

60-302 

p 

COUNSIL.W.G 

8505150334 

SO 213 

Q 

COLEMAN.R 

8505240559 

CONTRACT 


COOK,K.W 

6505150207 

60-302 

F 

COUNSIUWG 

8505150403 

50 213 

0 

COLEMAN.R 

8505310121 

CONTRACT 


COOK.K.W. 

8505210395 

50-362 

1 

COUNSIUW G 

8605200456 

50-423 

s 

COLEY,J L 

8605170313* 

50-324 

0 

COOK,K.W 

6505210420 

50-362 

P 

COUNSIUW.G. 

8505200456 

50 423 

s 

COLLINS, 0. 

8505130325* 

60 320 

Q 

COOK,KW. 

B505210472 

50-382 

P 

COUNSIUWG. 

8505200463 

60 423 

s 

COLLINS, D.M. 

8505090395 

50-250 

S 

COOK,KW. 

6505220090 

60-382 

s 

COUNSIUW.G. 

8505200463 

60-423 

s 

COLLINS, J.T. 

8308160629* 

FOIA 


COOK,K.W. 

8505240052 

60-302 

R 

COUNSIUWG 

850523O7S0 

70-3014 


COLLINS,JT 

8505090162* 

FOIA 


COOK,KW 

8505240464 

60-382 

S 

COUNSIUW.G. 

8505230760 

70-3014 


COLLINS, J.T 

8505090246* 

FOIA 


COOK,KW. 

8506280128 

SO 382 

s 

COUNSIUWG 

8505240473* 

50 213 

Q 

COLLINS, JT 

8505090296* 

FOIA 


COOK,K.W. 

8505200430 

50 382 

F 

COUNSIL.WG. 

8505240473* 

60-213 

Q 

COLLINS, JT. 

8505090344* 

FOIA 


COOK.R. 

8505130325* 

60 320 

Q 

COUNSIL.W G 

8505240473* 

50-213 

Q 

COLLINS, J.T 

8505090373* 

FOIA 


COOK.W. 

8505070210* 

60 311 

Q 

COUNSIUW.G. 

6505260231 

50-423 

E 

COLLINS, JT. 

8505160230* 

60-482 

H 

COOL, DA. 

8505090062 

40 6563 


COUNSIL.WG 

0505280231 

60-423 

E 

COLLINS,JT 

6505170104* 

60-267 

P 

COOL,D.A. 

8505100066 

40 6563 


COUNSIL.W.G 

8505280359 

60-423 

E 

COLLINS .JT 

8505200657* 

50-302 

A 

COOL.D A 

8505140542 

40-3392 


COUNSIUW Q. 

8505280359 

50-423 

E 

COLLINS ,JT 

6505200660* 

60-402 

A 

COONEY, MJ. 

8605150310 

50-352 

Q 

COUNSIUW.Q. 

8505300086* 

FOIA 


COLLINS, J.T. 

6505310202 

QA690 


COONEY, M J. 

8505150317 

50-352 

Q 

COUNSIUWG 

6505300092* 

FOIA 


COLLINS, RW 

0505230307 

40-1162 


COONEY, M J. 

8505160090 

50-277 

Q 

COUNSIUWG 

8505310221* 

PR 


COLLINS ,SJ 

6505010494 

50-247 

Q 

COONEY, M J 

6505200196 

50-362 

Q 

COUNSIUWG. 

8505310221* 

PR 


COLLINS, S.J 

6505020137 

60-410 

Q 

COOPER, LJ. 

8505160009 

50-298 

P 

COUNSIUW G 

8505310221* 

PR 


COLLINS ,S.J 

6505060363 

50-277 

Q 

COOPER, LJ. 

8506230336 

50-298 

S 

COUREY,C.J 

8505200581* 

FOIA 


COLLINS.SJ 

6505070202 

60-311 

Q 

COPELAND.R.A. 

8505170260 

TOPREP 


COURTER.J 

8505300372 

50-289 

T 

COLLINS, S.J. 

6505130206 

50 266 

Q 

COPEUND.V 

8505070327 

60-466 

G 

COWGILUC. 

0605130325* 

50-320 

Q 

COLLINS.SJ 

8505130267 

50-272 

Q 

COPELAND,V. 

8505070327 

50-466 

G 

COWQILUC 

8605210347 

60*320 

S 

COLLINS,SJ 

0605150130 

50-443 

Q 

GOPELANO,V.Q. 

6505010462 

50 458 

G 

COYLE, L 

8505160068 

50-237 

S 

COLLINS.SJ. 

8505160577 

50-333 

Q 

COPELAND.V.Q, 

8505010482 

50-458 

G 

COYLE,L 

8505290278 

50-237 

S 

COLLINS.SJ, 

8605290535 

50 272 

Q 

COPELAND.V.G 

8505010519 

50-456 

G 

CRAIG, J.W, 

8605060392* 

QA999 


COLLINS, SJ 

8505310372 

50 220 

Q 

COPELAND,V.G. 

8505010516 

50-456 

G 

CRAIG, J,W. 

8505300369* 

OAogo 


COLLINSJ.R, 

8505170220* 

50 416 

Q 

COPELAND,V-G. 

8505010522* 

50-458 

Q 

CRANET R. 

0606200547 

PR 


COLLINS, T R 

8505210338* 

50-416 

Q 

COPELAND.V.G. 

8505010522* 

60-456 

G 

CRANWELUR M. 

8505020640 

WASTE RES 

COLLOPY.TJ 

8505300061 

70-371 


COPELAND.V G 

8505060489 

60 466 

G 

CRANWELUR M. 

8505020654 

WASTE RES 

COLOMBO.R. 

8505290382 

50-312 

R 

COPELAND.V.G 

6505060489 

50-456 

G 

CRANWELUR.M. 

8505030252 

WASTE RES 

COLTON, E. 

8505030718 

XPORTLIC 


COPELAND.V G 

8505070279 

60 456 

G 

CRANWELUR.M. 

8606170065 

WASTE RES 

COLTON. B. 

0505200546 

PR 


COPELAND.V.G 

6505070270 

60 466 

G 

CRAWFORD, V A. 

8505280016 

60-529 

G 

COMER, M.K. 

8505060409 

NUREG 


COPELAND.V.G. 

0505070332* 

60 450 

G 

CRAWFORD.V A. 

8505280016 

60-529 

G 

COMER, M.K. 

650S070S05 

NUREG 


COPELAND.V.G. 

$505060493 

60 456 

G 

CREED, J. 

8505160073 

50-454 

S 

CON.V.N, 

8503260410* 

50-336 

Q 

COPELAND.V.G. 

6505080493 

50-466 

G 

CREED, J.R. 

8505020074* 

50-295 

Q 

CONQEL.FJ 

8505060433 

WASTE MQT 

COPLAN, S M. 

8505010587 

WASTE MQT 

CREED,J R. 

B505020297* 

50-454 

Q 

CONKLIN, JJ. 

6505060400 

50-170 

F 

COPLAN, S M. 

8505020031 

WASTE MQT 

CREED, J.R. 

8505030408* 

50-87 

Q 

CONLONJ.E. 

0505170191* 

60-413 

Q 

COPLAN, S M, 

0505170014 

WASTE MQT 

CREED, J.R. 

8505130424* 

50-282 

Q 

CON LON, T E. 

8505170370* 

60 414 

Q 

COPLAN.S.M, 

8505170250 

WASTE MQT 

CnEED.J n 

8505160180* 

50*483 

Q 

CONLON.T.e 

8505170379* 

50 302 

Q 

COPLAN, S.M 

8505170322 

WASTE MGT 

CREED, J.R. 

8505310246* 

60-305 

Q 

CONLON.T.e 

8505170519* 

50-335 

Q 

COPLAN, SM. 

8505200667 

WASTE MQT 

CREEOJ.R 

8505310305* 

60-87 

Q 

CON LON, TE. 

8505200135* 

50-369 

0 

CORLEY, 0 

8505230027* 

FOIA 


GRIPPES, T R 

8505030739 

60-264 

S 

CONLON.T.E. 

8505200162* 

50 390 

Q 

CORUN, J.W. 

8505240145* 

71-5364 


CHLENJAK.n, 

8505170580* 

60-416 

Q 

CONLON.T.E. 

8505210011* 

50-424 

Q 

CORUN, J.W 

8605240151* 

71-5364 


CRLENJAK,R V. 

8506220343* 

50-321 

Q 

CONLON.T.E. 

8605210037* 

50-340 

Q 

CORUN, J.W 

6505240156* 

71-5364 


CROCKER, UP. 

8505280229 

60-424 

A 

CON LON, TE 

8505210056* 

60-400 

Q 

CORUN,JW 

6605240161* 

71-6364 


CRONENBERG, A 

8505090298* 

FOIA 


CONLORT.E, 

8605210210* 

50-400 

Q 

CORUN.J.W. 

8505240165* 

71-6384 


CRONEY.S.T 

8505070173 

NUREG 


CON LON, TE, 

8605210643* 

60-338 

Q 

CORUN, J.W. 

65052401 68* 

71-5364 


CROSBY, T.W 

8505280435* 

50-424 

A 

CONNELL,W. 

8505020469 

50-461 

S 

CORUN, JW 

8505240173* 

71-6364 


CROSSMAN, W.A 

8605010365* 

50-468 

Q 

CONNELL.W 

8505060345 

50-461 

S 

CORUN.JW. 

8506240181* 

71-6364 


CROSSMAN,WA. 

8505010376* 

60-382 

Q 

JONNELLY.S R 

8605100364* 

60-416 

P 

CORWIN, W.R. 

0505230524 

NUREG 


CROSSMAN.WA 

8505090081* 

50-498 

Q 

JONNER.e. 

8505030182* 

60-289 

Q 

COSTELLO 

B5Q5230292 

l&E 


CROSSMAN.WA. 

8605090624* 

60-498 

Q 

50NNEH,EL. 

8505100418* 

50-219 

Q 

COSTLEY.WJ. 

0605240146* 

71-6364 


CROSSMAN.WA, 

8505130498* 

50 498 

A 

)ONNEB,E.L, 

8605170164* 

60-269 

Q 

COSTLEY.WJ. 

0505240151* 

71-5364 


CROSSMAN.WA 

8505170236 

50-382 

S 

iONNER.E L 

8505170167* 

50-219 

Q 

COSTLEY.WJ. 

8606240166* 

71-5364 


CROSSMAN.WA. 

8505170446 

50-382 

S 

JONNER.TB. 

8505080126 

50-362 

P 

COSTLEY.WJ 

6605240161* 

71-6364 


CROUSE, R.P. 

8605030459 

50-346 

P 

X5NNEH,T.8. 

6505080126 

50-352 

P 

COSTLEY.WJ. 

0605240186* 

71-6364 


CROUSE, R.P. 

8505060361 

60-346 

0 

OONNER,T.B 

9505080490 

60-352 

G 

COSTLEY.WJ. 

8605240168* 

71-5364 


CROUSE, R.P 

8605060363 

60-346 

a 

CONNER.T.B. 

8605060490 

50-352 

G 

COSTLEY.WJ. 

8506240173* 

71-6364 


CROUSE.n.P. 

6505160359 

60-346 

F 

CONNERJ.B. 

8505100001 

50-352 

Q 

COTTER.B.P 

8506140504* 

FOIA 


CROUSE, R.P. 

8505150362* 

50-348 

F 

CONNER.TB 

8505100001 

50-352 

G 

COTTER.B,R 

8605140511* 

FOIA 


CROUSE, R.P. 

8505160299 

50-346 

F 
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CROUSE, R P 

8505170197 

50*346 

Q 

CZAJKOWSKI.C J. 

8505170565* 

50-348 

Q 

DAVIS. J G 

9505200274’ 

60172 

Q 

CROUSE, R P 

8505170411 

50346 

Q 

CZAJKOWSKI.C J 

85051 70587* 

50-348 

Q 

DAVIS,Ja 

8505200317* 

60172 

Q 

CROUSE,R P 

8505280064 

50-346 

Q 

D*AMORE.M 

8505200360* 

70-1161 


DAVIS. J G. 

8505200327* 

FOIA 


CROW.WT 

8505010049 

70*698 


D*ANGELO.A 

8505060228 

50-206 

S 

DAVIS,J.G. 

8505230323* 

PR 


CROW.WT. 

8505010056* 

70*698 


D*ANeEiO.A 

8505310633* 

60-206 

Q 

DAVISJ.G. 

8505230335* 

PR 


CROW^WT 

8505060017 

70-143 


D’ANGELO^ J 

8505010342* 

50-206 

Q 

DAVISJ.G. 

6505230333* 

PR 


CROW.WT 

8505060019* 

70-143 


DAHLBACK.M 

8505160107* 

FOIA 


DAVIS, J.Q 

8505230343* 

PR 


CROW.WT 

8505060025* 

70-143 


DAHLMAN.L C 

8505200172* 

50-262 

Q 

DAVIS.K 

8505310269* 

FOIA 


CROW.WT 

8505060209 

40-3392 


DAHLMAN.LC 

8505200421* 

60-282 

Q 

DAVIS.KA 

8505140017* 

CONTRACT 


CROW.WT 

8505070316 

70-820 


DAINES.N R 

$506230160 

60-276 

P 

DAVIS.K A 

8505310043* 

FOIA 


CROW.WT 

8505080420 

40 8027 


DALE.J*Z. 

8505130268* 

FOIA 


DAVIS.K A 

8505310204* 

FOIA 


CROW,WT 

8505080518 

40-2061 


DALE.LF. 

8501240321 

50-416 

R 

DAVIS.K A. 

8505310210* 

FOIA 


CROW,WT 

8505100126* 

FOIA 


DALE.LF. 

8505010170 

50-416 

S 

DAVIS.K A 

8505310214* 

FOIA 


CROW,WT 

8505100506 

70-1151 


DALE.L F. 

8505010188 

60-416 

S 

DAVIS.K A 

0505316241* 

FOIA 


CROW,W.T 

8505100507* 

70-1151 


DALE.LF. 

8505010209 

50-417 

s 

DAVIS.KA 

8505319259* 

FOIA 


CROW.WT, 

8505240054 

70 2948 


DALE.L.F. 

8505010249 

50-416 

s 

DAVIS,KA 

8505310209* 

FOIA 


CROW.WT 

8505240056* 

70*2948 


DALE.LF. 

8505010260 

60-417 

s 

DAVIS.KA 

0505310304* 

FOIA 


CROW.WT 

8505240061* 

70-2948 


DALE.L F. 

8505020129 

60-416 

P 

DAVIS.MJ 

8505170493* 

50 280 

Q 

CROW.WT 

8505240232 

40-3392 


DALE.LF. 

8505020132 

60-416 

p 

DAVIS,MJ 

0505210481* 

50-280 

Q 

CROW.WT 

8505240587 

70-135 


DAIE.LF. 

8505020256 

60-416 

P 

DAVIS,MJ. 

0505230619* 

60-200 

Q 

CROW.WT 

0505310426 

70-3000 


DALE.LF. 

8505060093 

60-418 

p 

DAVIS, P 

8505160-220* 

FOIA 


CROWLEY. B R. 

8505170418* 

50 438 

Q 

DALE.LF. 

8505060255 

50-418 

p 

DAVIS, P. 

8505160234* 

FOIA 


CROWLEY,B.R 

0505170581* 

50-348 

Q 

DALE,L.F, 

8505060052 

50-416 

p 

DAVIS.PR. 

8502260599 

ACRS 


CROWLEY.B,R 

850S200008* 

50-321 

Q 

DALE,LF. 

8505090079 

50-416 

J 

DAVIS.P.R. 

0502280599 

ACRS 


CROWLEY.B R 

8505200241* 

50 424 

Q 

DALE,L.F. 

8505090252 

50-416 

J 

DAVIS.PR. 

8505200541* 

FOIA 


CROWLEY.T 

8505300499* 

50-276 

Q 

DALE,LF. 

8505090533 

50-416 

s 

DAVIS,S L, 

8506160318* 

FOIA 


CROY.PA 

8505160107 

50-206 

F 

DALE.L F. 

6506100180 

50-416 

s 

DAVIS,SM 

8505230161* 

FOIA 


CRUTCH FI ELD.O 

8404110496* 

50-382 

A 

DALE.LF, 

8505100182 

71-6601 


DAY.J. 

8505170543 

5a399 

S 

CRUTCH FI ELD, D 

8404120382* 

50-382 

A 

DALE.LF, 

0505100316 

60-416 

F 

DAY.J, 

6505290304 

50^69 

S 

CRUTCH FI ELD.a 

8408240014* 

50*416 

S 

DALE.L F. 

8505100359* 

50 416 

P 

DEAGAZIO,A 

8505240333 

60-346 

P 

CRUTCH FI ELD, D 

8504170547 

50-250 

F 

DALE.L.F. 

8505100495 

50 416 

s 

DEAN.R S. 

8505010088 

NUREG 


CRUTCH FiELD.D. 

8505240358 

50*244 

S 

DALE.LF. 

8505130426 

50 416 

J 

DEBS,D.T, 

8506200073* 

60 369 

0 

CRUTCH FI ELD, D 

8505240013 

MISG 


DALE,LF. 

8505140326 

50 416 

p 

DECK.D.L 

85050704S4 

NUREG 


CUFF.K 

8505070376 

PR 


DALE.L F. 

8505160108 

50 416 

p 

DECKER, T. 

8505210033* 

50-335 

Q 

CUILEN.EJ. 

8505230228 

50-352 

0 

DALE.L F. 

8505160283 

50 416 

p 

DECKER J R. 

0505200248* 

70-1113 


GUMMINGS.QE 

8505020043 

WASTE RES 

DALE.LF, 

6505160505 

50-116 

6 

OEEOAN.G J 

8505230291 

PR 


CUMMINGS, G.E. 

8605200401* 

FOIA 


DALE.L.F. 

6505170592* 

50-416 

Q 

DEEQAN,Q J. 

8505230300* 

PR 


CUMMINGS, GE 

8505290272* 

50-443 

R 

DALE.LF. 

B505170595* 

50-416 

Q 

DEEGAN.G J 

BSOS230392* 

PR 


CUMMINGS,QE 

8505290200* 

60-443 

R 

DALE,L.F. 

0505210060 

50-416 

R 

DEESE.RJ. 

8505160164* 

50-400 

S 

CUMMINGS. J.C. 

8505060493 

NUREG 


DALE.LF, 

6505210079 

60-416 

R 

DEIESO,P.A. 

6505200446 

PR 


CUMMINGS,JJ 

8505100403* 

FOIA 


DALE.LF. 

8505230281 

50-416 

F 

DEITZ.V.R. 

0505070526 

NUREG 


CUMMINGS,J.J. 

8505180306* 

FOIA 


DALE.LF, 

8505230655* 

50-416 

Q 

DELGAIZO.TJ 

8206010661* 

50 245 

P 

CUMMINGS, JJ. 

8505290395* 

FOIA 


DALE,LF, 

8505230683* 

50-416 

Q 

DELGEORGE,LO, 

8505200551* 

5a237 

Q 

GUMMINGS,JJ 

8505290403* 

FOIA 


DALE,LF, 

8506240476 

50416 

R 

DELLA RATTA,A. 

6505130330* 

70-135 


CUMMINGS,JJ. 

8505200408* 

FOIA 


DALE,LF. 

8505280039 

50416 

S 

DELLA RATTA,A, 

8505160227* 

70-687 


CUMMINGS,JJ 

8505290414* 

FOIA 


DALE.LF. 

8505260106 

60416 

S 

DELLrQATTI,MS 

85051 60582 

WASTE RES 

CUMMINQS,JJ. 

8505290403* 

FOIA 


DALE.LF. 

6505290095 

50416 

S 

DELLIQAm,MS 

8505160588 

WASTE MGT 

CUMMINGS,JJ, 

8505290487* 

FOIA 


DALE.LF. 

0505200842 

60 416 

G 

DELMEDICO,J. 

8005130351* 

FOJA 


CUMMINGS, JJ. 

8506300094* 

FOIA 


DALE,LF, 

6505300206 

60 416 

F 

DELMEDtCO,J. 

8505240136* 

FOJA 


CUMMINS, J.E, 

8505100269* 

50*462 

Q 

DALRYMFLE.JT. 

8505010575* 

CONTRACT 

DELMEDICO,J 

8505240167* 

FOIA 


CUMMIKS,J E. 

8505290072* 

60-462 

Q 

DALTflOFF,S.L 

B5020 50042 

60-352 

P 

DELMEDICO.J. 

6506240183* 

FOJA 


CUNNINQHAM.Q.E. 

8505070200 

71*5939 


DALTROFF.aL 

0505060160 

60 277 

P 

DELMEDICO.J 

6505240192* 

FOIA 


CUNNINGHAM, Q.H 

8406070379* 

60-289 

Q 

DALTROFF.SX. 

8505060560* 

60 277 

0 

DELMEDICO.J 

6505240276* 

FOIA 


CUNNINGHAM, L. 

8503220116 

50-280 

P 

DALTROFF,S.L 

8505070116 

60-952 

F 

DELMEDICO.J. 

6505240265* 

FOIA 


CUNNINGHAM.RE, 

8505100267* 

FOIA 


OALTROFF,aL 

0505160235 

60-352 

Q 

DELMEDICO.J. 

6505240323* 

FOIA 


CUNNINGHAM, R E. 

8505230350* 

PR 


DALTROFF.aL 

8505150548 

60-352 

F 

DELMEDICO.J. 

8605240376* 

FOIA 


CURRAN, D 

8505300001 

50-276 

T 

DALTROFF,8.L 

8505170527 

60-352 

F 

DEMASTRY,JA 

6505290302 

ORQ 


CURTIS, N.W, 

8603040377 

60-307 

P 

DALTnOFF.S L 

0505170544 

50-352 

F 

DENISE.R P. 

8405290008* 

60-302 

A 

CURTIS.NW. 

65030403S4* 

50-307 

P 

OALTROFF.S.L 

8505200516 

50 352 

F 

DENISE, n P, 

8505100265 

60-402 

Q 

CURTIS, N,W. 

8505020181 

50-387 

P 

DALTROFF,S L 

8506230430 

60-362 

F 

DENISE,R.P, 

8505170259 

50-482 

0 

CURTIS, N.W. 

8505060316 

60-307 

Q 

DALTROFF,S.L. 

8505240118 

PR 


DENISE.R.P, 

6505240404 

50-450 

Q 

CURTIS, N W, 

8505070346 

50-307 

P 

DALTROFF,S L 

6605240170* 

50 352 

Q 

DENI5E,R P. 

8S0524059S 

50-458 

Q 

CURTIS,N.W. 

8605160446 

60-307 

F 

DALTROFF,S L 

6505240185 

60 277 

Q 

DENISE,R P. 

6505290236 

50-4S2 

S 

CUflTI8,N.W. 

8505170383 

60-387 

Q 

DALTROFF,S.L 

8505290128* 

60 277 

P 

DENTON, HR. 

6406200520* 

50-382 

A 

CURTIS, N.W. 

8505170393 

60-387 

P 

DALTROFF,S.L. 

650530006B 

60-352 

F 

DENTON,HR 

6400200527* 

60-302 

A 

CURTIS, N.W 

8505230267 

60-387 

P 

DAM,W.L 

8505020393 

WASTE MQT 

denton.hr. 

B505Q10430 

60-352 

F 

CURTtS.NW. 

8505240200 

50-387 

H 

DAM.W.L 

6505060301 

WASTE MGT 

DENTON.H.R. 

6505020164 

60-440 

A 

CURTIS. N.W. 

0505290470 

60-387 

P 

DAMjW.L 

0505160163* 

WASTE MGT 

DENTON, HR. 

8505020171* 

50-440 

A 

CURTIS R.T. 

8404050410* 

FOIA 


DAMER,JA. 

6505130384 

50^27 

P 

DENTON, H.R. 

8505020473* 

50-320 

P 

CUTTER ,A,B, 

8505010131 

50-400 

A 

DANCE, HO. 

8505170630* 

50-413 

0 

DENTON, H a 

8505060241 

NUREG 


CUTTER, A,B. 

B605030330 

50-326 

P 

OANDOIS.D.B. 

8505200045* 

FOIA 


DENTON.H R. 

6505060264 

MISC 


CUTTER, A.8. 

6505060121 

50-326 

P 

DANIELS.W.R- 

8505020003* 

WASTE RES 

DEKTON.H.R. 

6506060471* 

60-250 

P 

CUTTER ,A.8 

B505060198 

60-261 

P 

DANIELSON,aH. 

8505000244* 

60-483 

Q 

DENTON.H R, 

6505090232* 

50-276 

P 

CUTTER, A,B 

B505070076 

60-324 

Q 

DANIELSON,D.H. 

6505130360* 

50 237 

O 

denton.hr. 

$505090526 

50-413 

P 

CUTTER,A.B 

8505070223 

60-281 

Q 

DANIELSON.D,H. 

8605140176* 

50 254 

Q 

DENTON. HR 

8505100064 

MISC 


CUTTER.A B. 

8505080291 

50-261 

P 

DANIELSON.D.H. 

6605140207* 

5(L«dl 

Q 

DENTOHH.R. 

8505100337* 

6<Mie 

P 

CUTTER,A.B. 

8505090400 

50-324 

P 

DANIELSON, W.F. 

65051 001Q4 

NUREG 


DENTON.H R. 

8505100352* 

S(M16 

P 

GUTTER,A.B. 

8505100398 

60-324 

P 

DARBY, W.n. 

6400230407* 

5CM45 

T 

DENTON, H.R, 

8505130221* 

FOIA 


CUTTER,A.B. 

8505140394 

50-400 

A 

DAVENPORT, a H. 

8505070378 

PRM 


DENTON, H.a 

8505150452 

60-317 

P 

CUTTER, A B. 

8505140489 

B(MOO 

A 

DAVIDSON, DE. 

6605200528 

PR 


DENTON, HR 

8505160051 

60-352 

P 

CUTTER, A B. 

8505160097 

50-400 

K 

DAVIS, F.C. 

8505200383* 

FOIA 


DENTON.H R, 

8505160062* 

60 352 

P 

CUnER.A B. 

8505160162 

5(MOO 

S 

DAVIS, J. 

6505060231 

j&E 


DENTON, HR. 

8505170217* 

50-262 

F 

CUTTER,A.B, 

8505200212 

50-261 

P 

DAVIS^.E. 

8605070486 

50-463 

S 

DENTON, HR 

6505170289* 

60-323 

P 

CUTTEfl.A.B, 

8505230436 

50-324 

Q 

DAVIS.JG. 

8505010211 

WASTE MQT 

DENTOHH.n. 

8505200057* 

50-352 

A 

CUTTER,A.B. 

8505240033 

60-261 

P 

DAVIS.J.O. 

6505020161 

WASTE MGT 

DENTON, H.R, 

8505200069* 

50-352 

A 

CUnEfl,A.B 

8S0S240280 

50-261 

P 

DAVIS.J.Q. 

8505150094* 

FOIA 


DENTON.H R, 

8505210196* 

50 275 

F 

CUnEfl,A.B, 

8S052004B1 

50-324 

P 

DAVIS, J.G. 

6505160319* 

FOIA 


DENTON.H R. 

6505210371 

50-4B3 

C 

CZAJKOivSKI.C. 

8501170121* 

60-219 

0 

DAVIS, JG 

B50S1 50349* 

FOIA 


denton.hr. 

6505210382* 

50-403 

G 
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denton.hr 

8505210391* 

50 483 

G 

denton.hr 

0505230603 

50 269 

P 

DENTON.H R. 

0505240243 

60 261 

P 

DENTON, H R. 

8505240482 

60 275 

P 

DENTON.H R. 

8505280168* 

50-424 

A 

denton.hr 

8505200251* 

50*424 

E 

denton.hr 

8505280499 

Ml SC 


DENTON, H R. 

8505280516 

Ml SC 


DENTON, H R. 

8505300634* 

50*320 

P 

DENTON.H R 

8505300665 

GEN TEC 1 

S 

DENTON.H R. 

8505300680* 

50*321 

F 

DENTON.H R 

8605310217 

PR 


OENTON.R E. 

8506010460 

50*317 

P 

DEPEW, J. 

8505100364 

PR 


DERBY.RW 

8505100426* 

FOIA 


OESANTI.R J. 

6503050408 

PR 


DESANTIS, NP 

8505240530* 

FOIA 


DESLANDES,K D 

8505280103 

50*336 

S 

DESSEL.S 

8505240175* 

FOIA 


DESSeL.S, 

0505240239* 

FOIA 


DESSEL.S 

8505240256* 

FOIA 


OESSEUS. 

8505240268* 

FOIA 


DESSEUS 

8505240290* 

FOIA 


DESSEL.S 

8505240294* 

FOIA 


DESSEl,S 

6505240338* 

FOIA 


DESSEl,S, 

8605240354* 

FOIA 


OESSEUS 

8605240390* 

FOIA 


OESSEUS. 

0505240413* 

FOIA 


OESSEUS 

0505240445* 

FOIA 


DESSEUS. 

0505240450* 

FOIA 


DESSEL.S, 

8505240534* 

FOIA 


DEUTSCH.H 

8506060441 

50*424 

T 

DEUTSCH.H. 

8505060441 

60*424 

T 

0EVINC6NTIS,J. 

8505030226 

60*443 

V 

OEViNCENTIS.J 

8505030417 

60*443 

R 

DEVINCENTIS.J 

8505030530 

50 443 

S 

DEVINCENTI8,J. 

8505060126 

SO 443 

s 

DEVINCENTIS,J 

6505060251 

50*443 

s 

DEVINCENTIS,J 

6505100297 

50*443 

A 

DEVINCENTIS.J 

8505210294 

50-443 

8 

OEVINCENTIS,J. 

8505230179 

50-443 

8 

0EV1NCENTIS,J 

6505240094* 

50 443 

F 

DEVjNCENTIS.J 

8505290106 

50 443 

Q 

DEVINCENT(S,J. 

8505300374 

50-443 

A 

DEVINE.HF 

8505020139 

50-409 

J 

D£VINE,JB 

8505290065 

XPORTL1C 


DEVINE,J 6. 

6505290363 

XPORTLIC 


DEVINE.JB 

8505300067 

XPORTLIC 


DEVINE,J8 

8505310678 

XPORTLIC 


DEVINE.T 

850S090210 

60*276 

P 

DEVINEJ, 

0505100437 

50*323 

E 

DEVINEJ 

8505300087* 

FOIA 


DEVOS, D H 

8505070057 

60-334 

R 

OEWAR.MA 

8505200238* 

60*172 

P 

DEWAR, MA 

8505200255* 

60*172 

P 

DEWEY,LS 

650S200459 

60-629 

Q 

DEWEY, L.S. 

6505200469 

60-529 

T 

DEWEY, LS. 

8505300513 

50-526 

G 

DEWin.R B. 

8505070131* 

60-255 

P 

DEWin,R.B 

0505070285* 

60-255 

P 

DEWITT, R.B. 

8505170403* 

50*266 

P 

OEYEJ A 

85D5070220 

PR 


DEYOUNG, R 

6505090232* 

60-276 

P 

DEYOUNG, R C 

0309150469* 

FOIA 


DEYOUNG.R.C 

0310070130* 

50*309 

Q 

DEYOUNG.R C. 

8310070132* 

50-309 

G 

DEYOUNG.R.C. 

8310070135* 

SO-309 

G 

DEYOUNG, R.C 

8312120387* 

FOIA 


DEYOUNG, R.C, 

8401260540* 

FOIA 


DEYOUNG,R.C 

0407270440* 

50-362 

S 

OIBBLE.C.S, 

8505090531 

59 320 

Q 

DICK.Q 

8505240271 

59*261 

S 

OICKINSON.A 

8505100167 

59*219 

S 

DICKSON.PW. 

8505210375* 

PR 


DIEDERICH.GJ 

8504060291 

60*373 

S 

DIEDERICH,GJ 

6505020106 

50 373 

S 

DIEDER)CH,GJ 

0505020317 

50*373 

s 

DIEDER1CH,Q.J. 

6505030434 

50-373 

s 

DIEDER1CH.Q.J. 

8505060115 

50-373 

s 

DIEDER1CH.QJ 

BS0506O123 

50*374 

s 

DiEDERICH,G.J. 

8505060124 

50*373 

s 

DIEDERICH.GJ 

8605060314 

60-374 

s 

OIEDERICH,Q J, 

8505090497 

60*374 

s 

DIEDERICH.G J. 

850S090541 

60*373 

s 

DIEDERICH.GJ 

8505100277 

50 373 

s 

DIEDERICH.GJ. 

8505160373 

60*374 

s 

DIEDERICH.G, J. 

8505160394 

60-373 

s 

OIEDERICH.Q.J. 

8506160418 

60*374 

s 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


DIEDERICH.GJ 

8505160424 

50*374 

S 

DIEDERICH.GJ 

6505170320 

50-374 

s 

DIEDERICH.GJ 

8605170841 

50-373 

R 

DIEDERICH.O J 

850521 0584 

60-374 

S 

DIEDERICH.GJ 

8505220310 

60-373 

s 

DIEDERICH.G J 

8505230635 

50-373 

R 

DiEOERiCH.G J 

8505290146 

50-373 

S 

DIEDERICH.G J 

6505300261 

50-373 

s 

DIETZ, OR 

6505010043 

60-324 

s 

DIETZ.CR 

6505010396 

50-324 

s 

DIETZ, C R 

8505010411 

60-325 

s 

DIETZ, C.R 

8505030241 

50-325 

s 

DIETZ.CR 

8505000352 

50-324 

s 

DIETZ.CR. 

8505100409 

50-325 

s 

DIETZ.C.R 

8505210553* 

50-324 

0 

DIETZ.C R 

8505210503 

50-324 

R 

DIETZ.C R. 

8505220040* 

50-324 

Q 

DIETZ.C.R. 

8505240399 

60-324 

R 

DIGENORAJ E. 

8505240009* 

FOIA 


DIGGS, R M 

6502260522 

60 250 

P 

DIGGS, R M 

0505030307 

50-352 

P 

DIGGS,R M. 

B5051 30134 

50-336 

P 

DIGQS.R M. 

6505130198 

50-320 

P 

DIGGS.R.M. 

0505140267 

50-321 

F 

DIGGS.R M. 

8505160158 

50-219 

P 

DIQGS.R M. 

6505160166 

50-268 

P 

DIQGS.R.M. 

0505170112 

50-312 

P 

DIGGS.R M, 

8505170185 

50-320 

P 

DIGGS.R M. 

8506200648 

50*187 

P 

DIGGS.R M 

8505210614 

50*454 

P 

DIGGS.R M. 

8505210625 

50-250 

P 

DIGGS,R M 

8505240248 

50*397 

P 

DIGGS, R.M, 

8506300319 

60-321 

P 

DIGGS, RM. 

8505300698 

60-267 

P 

DIQGS.R.M. 

8505300701 

60-315 

P 

DIGGS.R M. 

6505310504 

50-133 

P 

DIGNAN.T.G. 

8505010461 

50-445 

G 

DIGNAN.T.G. 

850501 04B5 

60*445 

Q 

DlMEGUO,A-F. 

8505100400* 

FOIA 


DIMEGLIO.A F, 

8505100403* 

FOIA 


DIMEGLIO.A F. 

8505100405* 

FOIA 


DIMEGLIO, A F. 

8505100410* 

FOIA 


DIMEGLIO, A F 

8605100410* 

FOIA 


DlMEGUO,A F. 

0505200548 

PR 


DIMEGLIO.A F. 

8505200548 

PR 


DIMEGLIO.A F, 

8505240006 

PR 


DIMEGUO,AR 

8505240006 

PR 


DINNEL,K.D. 

8505100413 

60*276 

R 

DINNEUK.D, 

6505109508 

50*275 

R 

DIONNE.B 

8505230171* 

50*29 

Q 

DIRCKS.W. 

8505090278* 

FOIA 


OIRCKS,W.J. 

8307110765* 

FOIA 


DfRCKS.WJ 

8403120190* 

50-269 

F 

DIRCKS.W J. 

8403200308* 

FOIA 


DIRCKS.WJ. 

8404100109* 

FOIA 


DIRCKS,W.J 

8405180090* 

FOIA 


DIRCKS.W J. 

8406010448* 

FOIA 


DIRCKS.W.J. 

8406020307* 

50*269 

F 

DIRGKS.WJ. 

8407050011* 

60-416 

U 

DIRCKS.W J. 

0407230363* 

FOIA 


DIRGKS.WJ. 

8400230315* 

60*482 

U 

DIRCKS,WJ. 

8400230447* 

50-482 

u 

OIRCKS,WJ. 

8408240166* 

50-402 

u 

DIRCKS.W J. 

8503260250 

SECY 


D1RCKS,WJ. 

8505020105 

SECY 


DIRCKS,WJ. 

8605020418 

COMMISSION 

DIRGKS.WJ 

6505030630 

SECY 


OIRCKS.WJ. 

8505060274 

50*322 

p 

OlftCKS,WJ 

8505070239 

PR 


DIRCKS.W J 

8506090135* 

FOIA 


DIRCKS,WJ. 

8505090161 

NUREG 


DIRCKS.WJ. 

8505090303* 

FOIA 


DIRCKS,WJ. 

8505090314* 

FOIA 


DIRCK8,WJ 

6505130000 

MISC 


DIRCKS.WJ. 

8505140243* 

FOIA 


DIRCKS.WJ 

8505140374* 

FOIA 


DIRCKS,WJ 

8605140379* 

FOIA 


DIRCKS.W J. 

8505140413* 

FOIA 


DIRCKS.WJ. 

0505140417* 

FOIA 


DIRCKS.WJ. 

8505160315* 

60*289 

Q 

DIRCKS,W.J. 

8505170164 

NUREQ 


D1RCKS.WJ 

8505210356 

PR 


DIRCKS,WJ. 

8505210429 

PRM 


DIRCKS,WJ. 

8505230316* 

PR 


DIRCK8.W.J. 

8505230323* 

PR 


DIRCKS.WJ 

6606280161 

PR 


DIRCKS,WJ. 

8606280168 

PR 


DinCKS,W.J. 

8505290321* 

BO-247 

P 


AUTHOR 

DinCKS,WJ. 

DIRCKS.WJ 

DIRCKS,W.J. 

D1RCKS,W,J 

ACCESSION 

NUMBER 

8505300264 

6505300604* 

8505300623* 

8B05310162 

SUBJECT 

CATEGORY 

TOPREP 

FOIA 

FOIA 

60 320 P 

DIRCKS.WJ 

8505310346 

50 322 

K 

DIRCKS.W.J, 

DIRCKS.W.J, 

050531 0406* 
8505310430 

FOIA 

50-458 

H 

DIXON.C. 

8505090219 

50*276 

P 

DIXON.C 

8505100437 

50*323 

E 

DIXON, OW 

0501240015 

50 395 

R 

DIXON.O.W 

6505030226 

50 395 

F 

DIXON.O.W 

0505030314 

50 395 

P 

DIXON.OW 

8505030407 

50 395 

P 

DIXON.O W 

8505070298 

50-395 

P 

DIXON.O W 

8505090435 

50-395 

s 

DIXON.OW 

8505090542 

50*395 

S 

DIXON.OW 

8505160347 

50*395 

F 

DIXON.OW. 

B505200059* 

50*395 

Q 

DIXON.O.W. 

8505230696* 

50 395 

Q 

DIXON.O.W. 

8505240221 

50 395 

S 

DIXON.O.W. 

0505240252 

60-395 

P 

DIXON.O.W 

8505240350 

60-395 

P 

DIXON.OW. 

8505290219* 

50*395 

Q 

DIXON,0,W 

8505200424 

50*395 

S 

DIXON.OW. 

B505290446 

50-396 

s 

DIXON.O W 

8505310402 

50*395 

s 

DOBRANICH.D 
DODDS, R. 

8505060503 

8505060036* 

NUREG 

60 27B 

Q 

DODDS.R. 

8505280133 

60-288 

s 

DODDS.nT 

8505030098* 

50-344 

Q 

DODDS, R.T 

8505080105 

60-276 

P 

DODDS.R.T. 

8505080144* 

60 344 

Q 

DODDS.R T 

8505090582* 

50 276 

Q 

DODDS.R T 

8505090601* 

60-276 

Q 

DODDS.R.T. 

8505150169 

60-276 

S 

DODDS, R T. 

85051 5020B 

60-323 

S 

DODDS.R T. 

8505200037 

50*276 

S 

DODDS.R T. 

8505260243 

50 276 

S 

DODDS.R.T. 

8505290120* 

50 323 

Q 

DODDS.R T 

8605300499* 

50-275 

Q 

DODSON.EL 

B505280234* 

60-424 

A 

doerflein.lt 

6505160588* 

50*333 

Q 

DOHERTY, J F 

8505020212 

50*223 

Q 

DOHERTY, J.F. 
DOMER,J.A. 

8505240367 

8505010395 

PR 

50 390 

A 

domer.j a. 

8505010466 

50*900 

A 

DOMER,JA 

8505070005 

50*390 

A 

DOMER.J.A. 

8505070145 

60*390 

A 

DOMEH,J A 

8505070340 

50*390 

A 

DOMER,J A 

8505090311 

50-259 

Q 

DOMER.J A 

8505130450 

60 390 

A 

OOMER.J.A. 

8505140241 

50 259 

F 

DOMER,J.A 

8505140320 

60-200 

P 

DOMER.J A. 

B5051 40328 

50-390 

F 

DOMER,J.A 

8505140333 

50-390 

A 

DOMER.J A 

8505140404 

50 390 

F 

DOMERpJA 

8505140434 

50 259 

P 

OOMER,J.A 

8505150379 

50 327 

P 

DOMER,JA 

8606210600* 

60-438 

Q 

DOMER.J.A. 

8505220150* 

60 438 

0 

DOMER.J A 

8505230595* 

60-390 

0 

DOMER,J.A 

8505230602* 

8506230732* 

60-390 

Q 

DOMER,JA 

50*327 

Q 

OOMER.J.A. 

8505240446 

60 436 

ft 

DOMER.J A. 

8505290155 

60-269 

Q 

DOMER.J.A. 

8505290413 

60*327 

P 

DOMER,J A 

8505200537 

50-390 

A 

domer,j a. 

8505300394 

50-259 

P 

DOMINGUEZ.Q. 
DOMINQUEZ, Q 

DONOGHUE.as 
DONOHEW.J N 

8505300104 

6505310681 

8301100030* 

8505010199 

XPORTLIC 

XPORTLIC 

FOIA 

50*219 

P 

DONOHEW.J N. 

8505090228 

60*219 

P 

DONOHEW.J.N. 

8505220080 

60-219 

P 

DONOHEW,J.N 

6505290465 

50-219 

P 

DONOHeW.J.N. 

8505300332 

50 219 

F 

DONOVAN, M D 
DONOVAN.M.D 
DOOLETJ.L. 
DOOLITTLE, E. 

8505060499 

8505070505 

B505090806* 

8505200336 

NUREQ 

NUREQ 

FOIA 

50-423 

K 

DOOLITTLE, E.L 

8505100497 

60*423 

A 

DOOLinLE.E.L 

8505230506 

60 423 

F 

DOOLITTLE, E L 

8506300663 

60-423 

F 

DOROSHOW.J. 

8506210022 

60-269 

G 

DOROSHOW.J. 

8505210022 

60*289 

Q 

DOTY.n.L 

8505130227* 

50 387 

R 

DOUDIET.JT. 

DOUGHERTY.J.B, 

0505200518 

8505010506 

PR 

60*338 

Q 
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DOUGHERTY, J B. 

6505030535 

50-330 

G 

DOUGHERTY.J,B 

8505030535 

50-338 

G 

DOUGH ERTY.JB 

8505030544* 

50-338 

G 

DOUGHERTY. J B 

8505030544* 

50-338 

G 

DOUGHERTY.J 0 

8505140203 

50-338 

G 

DOUGHERTY, J B 

8505140203 

50 338 

G 

OOUQHERTY.J B 

0506300601 

FOIA 


DOUGHTY.J 

8505200559 

PR 


DOUGLAS.R P 

0505210316 

50 354 

A 

DOUGLAS, W G 

0505210051* 

50 413 

Q 

DOWNEY, BX 

8505300326 

50 445 

G 

DOWNEY.B L. 

8505300326 

60 445 

G 

DRAQER.E 

8505300426* 

50-331 

1 

DRAQONETTE,K S 

8505150233* 

FOIA 


DRAQONETTE.K S 

8505150261* 

FOIA 


DRAGONETTE.KS 

0505150327* 

FOIA 


DRAGONETTE.KS 

0505150335* 

FOIA 


DRAGONETTE.KS 

8505150358* 

FOIA 


DRAGONETTE.KS 

8505150388* 

FOIA 


DRAGONETTE.KS 

8505160303* 

FOIA 


DRAGONETTE.KS 

0505150426* 

FOIA 


DRAQONETTE.K S. 

8505150428* 

FOIA 


DRAGOUN.T 

8505200323* 

50-244 

Q 

DRAGOUN.T.D 

8505230171* 

60-29 

Q 

DRAKE.M 

8505200526 

PR 


DREYFUSS,MJ 

8505070376 

PR 


DRISCOLL, J W 

8605100104 

NUREG 


ORISKILL.OD. 

8505130493* 

50-400 

A 

OROUIN.B 

8505030408* 

50-87 

Q 

OROUIN.B. 

0505310305* 

60 07 

O 

DROUIN.BS 

05O5O2O2D7* 

50 454 

0 

DRUMMOND.FJ 

0505010414 

60 382 

F 

DRUMMOND.FJ 

8505060165 

50 382 

R 

DUBOIS.D 

0505060146 

XPORTLIC 


DUBOIS, D. 

6505060252 

XPORTLIC 


DUBOIS.D 

8505200186 

XPORTLtC 


DUBOIS, D 

8505290193 

XPORTLIC 


DUBOiS.D 

8505290323 

XPORTLIC 


DUBOIS.DX. 

8505200553* 

50 298 

O 

DUCK,J.n 

8505020184 

TOPREP 


DUCK.J.R. 

6505020261 

TOPREP 


DUCK.J R 

6505060248 

60-250 

J 

DUCK.J R 

0505080287 

50-302 

J 

DUCK,J.R 

8505080300 

60-335 

J 

DUCK.J R 

6505080301 

60-327 

J 

DUCK.J.R. 

8505080305 

60 321 

J 

DUCK.J R 

8505060308 

50 259 

J 

DUCK,J.R. 

8505080320 

50 348 

J 

DUCK,J R, 

8505210353 

50 390 

J 

DUDLEY.N 

8606290159* 

50-269 

Q 

DUDLEY.N F. 

8505170565* 

60-223 

Q 

DUFFY.BJ. 

8505080345 

50 336 

S 

DUQGAN.J.Q. 

8505240303 

40-7680 


DUQOFF.H, 

8309150475* 

FOIA 


DUQSTAD.O 

8505170469 

50-282 

R 

OUMAS.Q 

8505200525 

PR 


DUNLAP.J M 

8505020279* 

50-293 

Q 

DUNLAP.J M. 

8506140286* 

50-277 

0 

D UNLAP, J M 

8505160355* 

50 317 

Q 

DUNLEARY,JJ 

6505140282* 

FOIA 


DUNLOP,A. 

8505020168* 

60-466 

Q 

DUNLOP, J M 

0505020263* 

50-219 

Q 

DUNN.WX 

8505070175* 

50-423 

E 

DUPONT, S.Q. 

8605160102* 

60-341 

Q 

DUQUETTE. J M 

BB05080230 

60-255 

F 

DUQUEnE.J.M, 

8505170069 

50 266 

F 

DUQUEnE,J.M. 

8605170210 

60 255 

F 

DUQUETTE.J M 

0605170248 

50-265 

F 

DUQUETTE, JM 

8505170253 

50-255 

F 

DURR,J. 

8506240404* 

60-307 

Q 

DURR.J P 

8505010439* 

60-336 

0 

DURR.XP. 

8505020160* 

SO 2B9 

Q 

ounn,j.p. 

8505060027* 

60 387 

Q 

DURR,J.P. 

8605200250* 

50-443 

Q 

DURR.J P. 

8505200330* 

60-333 

Q 

DURR,J.P 

8505200440* 

60-443 

Q 

DURR,J.P. 

8505200449* 

60-387 

Q 

DURn.J.P, 

8605210311* 

60-298 

Q 

DUS.n S. 

8605060116 

50 373 

S 

DUVALL.FC. 

8505010517 

50 277 

P 

DUVALL, F.C. 

8605290761 

50-277 

Q 

DWOSKIN.G.E. 

8505170374* 

ACRS 


EAPEN,P,K. 

8505010406* 

60-271 

Q 

EAPEN.P K. 

8505240488* 

50-352 

Q 

EAPEN.P K 

6505280282* 

60-410 

Q 

EA8TERLINQ,R 

6505280447* 

60-296 

P 

EASTERLING, RG. 

8505280444* 

50 296 

P 

EBENHACK.DQ. 

8502260215 

71-5957 



AUTHOR 

EBERSOLE.G W 

EBERSOLE,J.G 

EBNETER.aO 

ACCESSION 

NUMBER 

8SOS20O524 

84 062303 59* 
8503070145 

SUBJECT 

CATEGORY 

PR 

FOIA 

50-247 P 

EBNETER.SD 

8505010435 

50-336 

Q 

EBNETER.S 0 

8505020154 

50-289 

Q 

EBNETEaS D 

8505020183 

50-246 

Q 

EBNETEaS D 

0505020255 

50-352 

Q 

EBNETER.S.D. 

8505020282 

60-29 

Q 

EBNETER.S D 

8505020301 

50-354 

Q 

EBNETER.S D 

8505020322 

50-354 

0 

EBNETER.S.D 

8505030540 

50-387 

Q 

EBNETEn.S.O 

8505060024 

60-387 

Q 

EBNETER.S D 

8505060061 

60-309 

Q 

EBNETER.S D 

0505060354 

60 322 

0 

EBNETER.S D 

0505070227 

60-354 

Q 

EBNETER.S D 

8505070268 

60 354 

Q 

EBNETER.SD 

8505070295 

50 443 

Q 

EBNETER.S D 

8505070438 

50 410 

Q 

EBNETER.S D 

8505130151 

50-322 

Q 

EBNETER.S D 

6505130287 

60-443 

Q 

EBNETER.S D. 

8605130313 

60-271 

Q 

EBNETER.8.D. 

0505130331 

50 269 

Q 

EBNETER.S 0. 

6505130354 

50 423 

Q 

EBNETER.aO. 

05051 6O4B0 

60 354 

F 

EBNETER.S 0, 

8505170026 

60-364 

Q 

E8NETER.8*a 

8S0S1 70424 

60-333 

Q 

EBNETER^S D 

8605200176 

60-410 

Q 

EBNETER,S.D. 

8506200245 

50-443 

Q 

EBNETER.S.D 

8505200322 

60-333 

Q 

EBNETER.S D. 

6505200435 

60 443 

Q 

EBNETER.S D. 

6505200442 

60-387 

O 

EBNETER.S D. 

8505240008 

60-423 

0 

EBNETER.S.D. 

8505240171 

50-352 

0 

EBNETER.S D. 

8506240391 

50-354 

Q 

EBNETER,S,0. 

8505240398 

60 388 

Q 

EBNETER.S D 

8505240481 

60 387 

Q 

EBNETER.S D. 

6605240487 

60 352 

0 

EBNETER.S D 

85052B0277 

60 410 

Q 

E8NETER,S D 

0505280322 

50-410 

Q 

EBNETER.S D, 

8505290303 

50-336 

Q 

ECKENRODE,RJ 

8604040071* 

60 412 

F 

ECKERT, JR. 
ECKHARDTJ. 

8505310196 

6605290130 

PR 

60 312 

S 

ECONOMOS.N 

6505200332* 

60-269 

0 

EDDLEMAN.W. 

8505030702 

60 400 

G 

EDDLEMAN.W. 

EDDLEMAN.W. 

EDELMAN.M.R. 

8606200529 

8505200529 

8504110366 

PR 

PR 

50-440 

K 

EDELMAN.M.R 

8505010601 

60-440 

S 

EDELMAN.M.R. 

8506020167 

60-440 

s 

EDELMAN.M.R. 

6505020172 

60-440 

s 

EDELMAN.M.R. 

6505020210 

60-440 

s 

EDELMAN.M.R. 

8505030203 

60-440 

A 

EDEtMAN.M.R. 

8505030436 

50-440 

A 

EDELMAN,M.R. 

8505060304 

60-440 

A 

EDELMAN.M.R 

8505070219 

60-440 

E 

EDELMAN.M.R. 

8505070358 

60-440 

F 

EDELMAN.M.R. 

8505090463 

60-440 

S 

EDELMAN.M.R 

6505090563 

60-440 

S 

EDELMAN.M.R, 

8505140314 

60-440 

E 

EDELMAN.M.R. 

8505150070 

50-440 

Q 

EDELMAN.M.R, 

8505160430 

60-440 

E 

EDELMAN.M R 

8505160006 

50-440 

K 

EDELMAN.M R. 

0505170512 

60-440 

S 

EDELMAN.M.R. 

0505200407 

60-440 

A 

EDELMAN*MR. 
EDELMAN.M.R. 
EDELMAN.M R 

8505200584 

8505200659 

8505210433 

PR 

70-2968 

50 440 

F 

EDELMAN.M R. 

8505220050 

60 440 

S 

EDELMAN.M.R. 

0505230068 

60 440 

E 

EDELMAN.M,R. 

8505240042 

60-440 

F 

EDELMAN.MR. 

8605240140 

50-440 

F 

EDELMAN.M.R. 

8505280281 

50-440 

Q 

EDELMAN.M.R, 

8505280312 

60-440 

F 

EDELMAN.M.R 

0505260200 

60 440 

& 

EDELMAN.M, R. 

8506290567- 

50-440 

A 

EDELMAN.M.R. 

8505300220 

50-440 

E 

EDELMAN.M.R. 

8S05300293 

60-440 

A 

EDELMAN.M R. 

8505300517 

60440 

F 

EDELMAN.M.R, 

6505310606 

60*440 

S 

EDELMAN.M.R. 

8505310694 

50 440 

S 

edqar.qX. 

6DGEWORTH,PJ 

6605170036* 

8605090548* 

F03A 

CONTRACT 

EOQEWORTH.PJ, 

8603010131* 

contract 

EOQEWORTH.P.J 

8605020555* 

CONTRACT 

EOQ6WORTH.P.J. 

0506070119* 

CONTRACT 

EOQEWORTH.PJ, 

8505130101* 

CONTRACT 

EOQEWORTH.PJ- 

8605130120* 

CONTRACT 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


EDQEWORTH.P J 

8505130131* 

CONTRACT 


EDQEWORTH.PJ 

B505160039* 

CONTRACT 


EDGEWORTH.PJ 

65051 790S8* 

CONTRACT 


EDGEWORTH, PJ 

8505170089* 

CONTRACT 


EDGEWORTH.PJ 

8505170319* 

CONTRACT 


EDGEWORTH.PJ 

8505230492* 

CONTRACT 


EDGEWORTH.PJ 

8506230530* 

CONTRACT 


EOGEWORTKPJ. 

8506230763* 

CONTRACT 


EDGEWORTH, PX 

8505230770* 

CONTRACT 


EOGEWORTaPJ 

8506230775* 

CONTRACT 


EDGEWORTH,P.J 

8505240027* 

CONTRACT 


EDGEWORTH.PJ. 

0505240637* 

CONTRACT 


EDGEWORTH.PJ 

8505280542* 

CONTRACT 


EDQEWORTH.PJ 

6506290050* 

CONTRACT 


EDQEWORTH.P J 

0506310101* 

CONTRACT 


EDGEWORTH.P J. 

8505310551* 

CONTRACT 


EDLER.J H. 

0505200526 

PR 


EDWARDS.DX 

8505230623 

40 3453 


EDWARDS.D.W 

850 S 290504 

PR 


EGGEBROTENJ. 

8505010624 

60 267 

S 

EGGE8ROTEN.J. 

8505160103 

SO 267 

S 

EHASZ.J L 

8409180210* 

FOIA 


EILPERIN.S 

8505290655* 

FOIA 


EILPERIN.S F 

8505170261* 

FOIA 


EISENHUT.DG. 

8307140087* 

50 366 

P 

EISENHUT.DQ 

8308160130* 

FOIA 


EISENHUT.D.Q 

8310050428* 

50-302 

A 

eisenhutaq 

6310050428* 

50 528 

A 

EISENHUT,0,Q, 

6312140010* 

FOIA 


eiSENHUTAG 

631223002B* 

FOIA 


EISENHUT.D.Q. 

8401170232* 

50-289 

P 

EISENHUT.DG. 

8405160072* 

FOIA 


EISENHUT.DG. 

640&2608&3* 

50-445 

A 

EISENHUT.DG 

6407030224* 

60-416 

Q 

EISENHUT.D.G. 

6407260398* 

50-275 

P 

EISENHUT.DG. 

6505030467* 

50-445 

A 

EISENHUT.D.G. 

8505090267* 

FOIA 


EISENHUT.DG 

8505100265* 

60-416 

S 

EISENHUT.DG. 

8505200640* 

60-382 

A 

EISENHUT.DQ. 

8505210133* 

60-275 

P 

EISENHUT.D.G 

8505210221* 

60-276 

P 

ELDEaJH 

8505200406 

PR 


ELIN.JO. 

0505070566 

50-361 

Q 

ELIN.J.0 

0505070563* 

50-301 

Q 

ELLIS.DW. 

0505060363 

50-29 

S 

ELLIS, J. 

8505100464* 

60-446 

A 

ELLIS, J. 

8505100608 

50-446 

G 

ELLIS, J. 

8605240065 

60-446 

G 

ELLIS, J 

B605240180 

60-445 

T 

ELLIS.SJ. 

8505240089 

60-443 

F 

ELLWANGER,J.a 

8505060004 

60-247 

S 

ELMORE.J 

9505240153 

50-316 

F 

ELROD.S 

8506200374 

50-281 

s 

ELROO.S, 

8505210481* 

60 280 

Q 

ELROD.S. 

6605210541* 

60 338 

Q 

EL ROD, S. 

0506230810* 

60-260 

Q 

ELROD.S. 

0605240149* 

60-338 

Q 

ELROD.S. A. 

8505020408 

60-280 

S 

ELROD.S A 

8605170493* 

50 280 

Q 

ELROD,S.A. 

8605200645* 

60-250 

Q 

ELSAS SERJ. 

0505010495 

60-318 

S 

ELSASSER.T.C. 

8505100270* 

60-317 

0 

ELSASSER.TC. 

8505240117* 

60 309 

Q 

EMPEY.DC 

8505100379 

QA999 


ENGEL|y1ANN.R. 

8605310424 

40-8340 


ENQLE,L.0 

6505070235 

50-339 

P 

ENQLE.L B. 

0505140405* 

50-330 

T 

ENN)S,J.D. 

8506010511* 

70-143 


ENNIS,JD. 

S6051 70117* 

60-250 

Q 

ENNIS,J.D. 

8505170136* 

50-209 

Q 

ENNIS.K. 

8605010267* 

50-424 

E 

ENOS,JJ, 

8502110386 

60-313 

P 

ENOS.J.T. 

8505060109 

bo-368 

S 

ENOS.J.T. 

8506070409 

50-368 

s 

ENOS,J,T. 

8506090334 

60-313 

S 

ENOS.J.T. 

8 6051 00255* 

60-368 

F 

ENOS.J.T. 

8505130460 

50-368 

P 

ENOS.J.T, 

8505130565 

50-313 

fl 

ENOS,JT 

8505140209 

60-313 

P 

ENOSJ.T. 

8505140262 

60-313 

F 

EN09.J.T. 

6505160222 

60-313 

P 

ENOS,J.T. 

8505170268* 

60-313 

Q 

ENOS.J,T 

0505210455 

50-313 

P 

ENOS.J.T. 

0506220060 

PR 


ENOS^J.T. 

0505240381 

60-313 

S 

ENOS.J.T. 

85052403B0 

60-368 

S 

ENOS.J,T. 

0605290046 

50 313 

P 

ENOSJ.T. 

8505290152 

50-313 

P 
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AUTHOR 


ENOS,J T 
ENOSJ T 
ENOS.J T 
ERDMAN.CA 
ERHARDT,JV 

ERHARDT.JV 
ER1CSON.DM. 
ERNSLM L 
ESCHELS.C 
ESHei.MAN.J.F. 

ETHRIDGE.D 

EVERETT.RJ 

EWALO.JJ 

FAetC.S 

FAKUNDINY.R.H 

FAKUNDINY.R H. 
FALCONER.D. 
FALCONER, D P 
FALEVITS.Z. 
FALEVITS,Z, 

FALUN JF 
FANNON.MM 
FARBER.MJ. 
FAR HER, MJ. 
FARMER, FG 

FARRAR.DL 

FARRAaOL 

FARRAR.DL. 

FARRAR.D.L. 

FARRAR.DL. 

FARRAR.D.L. 
FARRAR, OL 
FARRAR, OL 
FARRAR.0 L 
FARRAR.OL 

FARRAR.D.L. 
FARRAR.DL. 
FASANO,A N. 
FAUNTROY.W.E. 
FAW.R E 

FAW.R E. 
FAY.C.W. 
FAY.CW, 
FAY,CW 
FAY,C.W. 

FAY.CW. 
FAY,CW 
FAY.CW. 
FAYE.R E. 
FEIGHAN,E,F. 

FELTON,JM. 
FELTON,JM 
FELTON.JM. 
FELTON, J.M. 
FELTON, J.M. 

FELTON.J.M. 
FELTON.J M. 
FELTON. J.M, 
FELTON, J.M 
FELTON,J.M. 

FELTON.JM 
FELTON, J.M 
FELTON.J M. 
FELTON.JM. 
FELTON.J.M, 

FELTON, J.M. 
FELTON,JM 
F ELTON, J M, 
FELTON,J.M 
FELTON.J.M. 

FELTON, JM. 
FELTON.J.M. 
FELTON.J M 
FELTON,J M. 
FELTON, JM. 

FELTON, J M. 
FELTON, JM. 
FELTON, J M. 
FELTON,JM. 
FELTON.J.M. 

FELTON, J.M. 
FELTON, J.M. 
FELTON, J.M. 
FELTON,JM, 
FELTON.J.M. 

FELTON, J.M. 
FELTON, JM. 
FELTON.JM 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


850 5300240 

50-313 

F 

FELTON.J.M 

8S05300250 

60-366 

S 

FELTON.J M 

8505310381 

50-388 

F 

FELTON,J M 

8505140368* 

FOIA 


FELTON.J M. 

8505030501 

QA9B0 


FELTON, J M. 

8505300426 

QA099 


FELTON.J M. 

8505020413 

GEN TEC 1 

S 

FELTON.J M 

8110300023* 

SO 2S5 

P 

FELTON.J M. 

8505220028 

PR 


FELTON.J M. 

8505200526 

PR 


FELTON.J M. 

840823D410* 

50-445 

T 

FELTON.J M 

8505140048 

l&E 


FELTON,J M. 

8505170579* 

50 454 

S 

FELTON.J M 

8505100435* 

FOfA 


FELTON, J.M 

6505210253* 

50-201 

P 

FELTON.J.M 

8505210253* 

50-201 

P 

FELTON.J.M. 

8505170491* 

50-321 

Q 

FELTON.J.M 

8505200125* 

50-321 

Q 

FELTON, J M 

8505200295* 

50 341 

Q 

FELTON.J,M 

8505200391* 

50-440 

Q 

FELTON.J M. 

8505150211 

50-275 

P 

FELTON,J.M 

8505010109* 

CONTRACT 

FELTON, J.M 

8505070508* 

50 483 

Q 

FELTON, J.M 

8505020169* 

60-450 

Q 

FELTON.J.M 

8505010203* 

60-338 

P 

FELTON, J.M 

8505030096 

50-10 

Q 

FELTON, J.M 

8505060369 

50-456 

0 

FELTON.J M. 

8505090216 

50-254 

Q 

FELTON, J.M 

S50510014B 

50 295 

F 

FELTON, J.M 

0505160611 

70 3000 


FELTON, J M 

8505210362 

50-373 

Q 

FELTON.J.M. 

8505220096 

60 454 

Q 

FELTON,J.M 

8505230117 

50-373 

Q 

FELTON.J.M 

8505230234 

50-454 

F 

FELTON, J.M. 

8605230408 

50-295 

Q 

FELTON.J.M 

6505280290 

50-254 

Q 

FELTON.J M. 

6505290081 

60 458 

0 

FELTON,J M 

8505170318* 

50-320 

Q 

FELTON, J M 

8505310278* 

FOIA 


FELTON.J.M, 

8505070421 

71-534 


FELTON.J.M. 

8505210542 

71-534 


FELTON, J M 

6505010346 

50-266 

P 

FELTON.J M 

650S030542 

60-266 

P 

FELTON, J M. 

8506070312 

50-266 

P 

FELTON.J.M 

8505160198 

60-266 

P 

FELTON.J M 

8505170344 

60-266 

Q 

FELTON.J,M. 

8505220055 

60-266 

S 

FELTON.J M. 

8505230222 

50-266 

R 

FELTON.J.M. 

8505280349* 

FOIA 


FELTON.J M 

8505160566* 

60-440 

H 

FELTON.J.M 

8402080093 

60-490 

A 

FELTON, J M. 

8604120102 

FOIA 


FELTON, J.M. 

8605020343 

60-272 

F 

FELTON.JM 

8505070301 

60-413 

T 

FELTON, J.M. 

8505070436 

FOIA 


FELTON,J.M 

8505000121 

60-276 

P 

FELTON,J.M 

8505090230 

50-276 

P 

FELTORJ.M. 

6505090242 

60-276 

F 

FELTON,J M. 

8505090271 

50-250 

P 

FELTON, J.M. 

B505090329 

60-210 

S 

FELTON. JM. 

8505090479 

FOIA 


FELTON, J.M 

8505090483 

50-260 

P 

FELTON, J.M. 

8505090492 

50-322 

A 

FELTON.J.M 

8505090549 

60-320 

Q 

FELTON.J.M 

6505090665 

50 280 

P 

FELTON, J M 

&S0510D006 

60-362 

A 

FELTON,J.M, 

8505100112 

FOIA 


FELTON.J M. 

8505100140 

FOIA 


FELTON.J.M. 

8505100212 

50 416 

P 

FELTON, J.M 

8505100397 

FOIA 


FELTON, J.M. 

8505100424 

FOIA 


FELTON,J.M 

8505100427 

60-382 

A 

FELTON, J.M 

6605100434 

50 323 

E 

FELTON,J.M. 

8505100445 

50 275 

U 

FELTON, J.M. 

0506100447 

FOIA 


FELTON, J M. 

0506100462 

50-350 

A 

FELTON, J.M, 

0505100459 

FOIA 


FELTZ.D.E. 

0505100474 

50 601 

A 

FENTON,P.N. 

8505100492 

50-413 

P 

FERG,0 A. 

3506100500 

60-341 

F 

FERG,O.A 

8505130135 

50-302 

Q 

FERKIN.Z.Q. 

8505130170 

50-329 

S 

FERKIN.Z.Q. 

8505130303 

50-344 

P 

FERKIN.Z.Q. 

8505130316 

50-412 

E 

FERLIC,K.P 

8505130465 

60-277 

P 

FERRELL, CM 

0505130473 

FOIA 


FERRELL, R. 

8505130476* 

FOIA 


FERRELL, R. 

0605130478* 

FOIA 


FEY.F.L. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


8505130481 

FOIA 


FEY,F L 

0505130405 

SO 400 

A 

FIEDLER, P 8 

8505140161 

FOIA 


FIEDLER, P B 

8605140214* 

FOIA 


FIEDLER.P B 

6505140221* 

FOIA 


FIEDLER.P B 

8505140235 

FOIA 


FIEDLER.P B 

8505140242 

50 352 

Q 

FIEDLER.P B 

8505140386* 

FOIA 


FIEDLER.P B 

0505140392* 

FOIA 


FIEDLER, P B 

8505150001 

50-327 

P 

FIEDLER.P 8. 

8505150055 

50-309 

P 

FIELDS, J.S. 

B5051 50063 

FOIA 


FIELDS.J S. 

8605160080 

FOIA 


FIELDS, J.S, 

8605150084 

FOIA 


FI ELDS, J.S 

85051 6009B 

50-327 

P 

FIELDS, J S 

8505160195* 

FOIA 


FIELDS, J.S. 

8505150264 

FOIA 


FIELDS, J.S 

8505150535 

FOIA 


FIELDS.J.S 

8505160060 

50-482 

H 

FINKEL,A 

8505160069* 

50-482 

H 

FINKEL,A 

8505160072* 

60-402 

H 

FINKELSTEIN.L 

8505160075 

50-416 

P 

FINLEY.J. 

8505160079* 

60-482 

H 

FISCHER, D 

8505160063* 

50-482 

H 

FISCHER.D. 

6505160089 

FOIA 


FISCHER.D.C 

8505160092 

50-482 

H 

FISH.LW. 

8505160135 

FOIA 


FISH,R F. 

8505160274 

FOIA 


FISHER.R G 

6505160276 

60-289 

P 

FISHER, n.Q, 

8605160305 

60 445 

Q 

FISHEfl.W.A 

8505160417 

FOIA 


FISHER, W.L 

6505160439 

60-461 

A 

Fini.CJ. 

8505160522 

8505160597 

50-440 

60-445 

H 

Q 

FITTI.CJ. 

FIT2GERALD.RJ 

8505160602 

FOIA 


FUCK,e 

05O516OB17 

60-440 

G 

FLACK, E, 

8505170009 

FOIA 


FLACK.E 

8B06170013 

50-261 

0 

FLACK, E. 

8505170029 

FOIA 


FLACK.E 

0505170046 

50-255 

P 

FLACK, J.H. 

0505170060 

60-237 

P 

FLIEGEL.M. 

8505170086 

60-267 

P 

FLYNN.J.D. 

8505170216 

70-925 


FOLEY, J. 

6505170223 

FOIA 


FOLEY, M 1 

6505170239 

FOIA 


FOLEY.T. 

8605170246 

FOIA 


FOLEY, WJ. 

8505170267 

FOIA 


FORBES, G.R. 

8505170329 

50-275 

P 

FORD.Q. 

8505200001 

60-456 

A 

FORD.WH 

650S2000BO 

60-172 

P 

FORD.W L. 

B50S200595 

60-206 

P 

FORNEY, W.L 

0505210005 

FOIA 


FORNEY, W L 

8505210142 

FOIA 


FORST,J.P. 

8505210193 

60-201 

P 

FORTUNA,R.A 

8506210269 

60-289 

P 

FOSTER.D.O. 

8505210312 

50-322 

P 

FOSTER.D 0 

8505230001 

60-275 

P 

FOSTER.D.O. 

8606240072 

FOIA 


FOSTER.D 0 

8505240120 

FOIA 


FOSTER.D 0 

8505260066 

60-29 

P 

FOSTER.D.O. 

85062903S1 

50-358 

Q 

FOSTER.J H. 

8605300002 

FOIA 


FOSTER.L. 

8506300005 

FOIA 


FOSTER.LE. 

8505300008 

FOIA 


FOK,E, 

6505300040 

50-412 

F 

FOX,R.A. 

8605300055 

FOIA 


FRALEY, R.F. 

8505300118 

FOIA 


FRALEY,R.F 

8605300143 

FOIA 


FRALEY, R F. 

8505300167 

FOIA 


FRALEY, R F. 

8505300321 

FOIA 


FRALEY, R.F. 

8505300387 

FOIA 


FRANCE, Q.M 

8505300504 

FOIA 


FRANCIS.F. 

8505300510 

50-416 

P 

FRANCIS.F.E. 

8505300602 

FOIA 


FRANCIS,F.E. 

B505310Q09 

60-247 

P 

FnANCIS.FE 

8506310347 

FOIA 


FRANCIS.F.E. 

8505140296* 

FOIA 


FREORICKSON.P. 

8505210331* 

FOIA 


FREDRICKSON.P, 

0SOS23Q396 

50-341 

P 

FREDRICKSON.P. 

8506230431 

50-341 

P 

FREDRICKSON ,P. 

850601 0456 

60-352 

G 

FREDRICKSON.P. 

8505300518 

50-352 

G 

FREDRICKSON.P. 

8505300521* 

50-362 

G 

FREEMAN.M,D 

8505060306* 

50-134 

Q 

FRIEDMAN 

8506220027* 

60-456 

G 

FRINQS,C.L. 

8605070189* 

TOPREP 


FRISCH.R R. 

8505210313* 

50-282 

Q 

FRISCHR.R. 

8505090288 

50-263 

F 

FRISCH.R R. 


ACCESSION 

NUMBER 


8505130346 

8505010364 

8505020245 

8505020429 

8505080380 

6505090518 

8505100167 

8505240115 

8505300457 

8505300474 

8505010005 

8505030719 

8505030722 

8505080516 

8505130227* 

8505220117 

8605220269 

8505230290 

8505070277* 

8505280328* 

6505070559 

8505310600 

8505140284* 

6505280532 

6505140231* 

6505310188* 

85050305BO* 

8505020063 

8505100047 

0505160329* 

8301060519* 

8506140502* 

8505140518* 

8505130192* 

8502140144 

B5051 50093 
8505150410 
8505290259 
8505300221 
8505170188* 

8605060557 

8505160616 

8505240038* 

8505160263 

8505100270* 

0505010088 
8505200359* 
8505170320 
6505060402 
B5051 70057 

8505030194* 

8505200414* 

8505070375 

0505090555* 

8505090273 

8505100096 

8505200242* 

8505200483* 

8505210348 

8505230442 

6506160394 

8505210140* 

8505210037* 

0505090337* 

8506030181 

8308190515* 

8505140239* 

8505140246* 

8505170396 

8505310471* 

0505070337* 

8505210238 

8505200520 

8505210447 

B605210450* 

8505210453* 

8506060359 

8505170608* 

8505200106* 

8505200587* 

8505200599* 

8505210493* 

8505230100 

B60509D258 

8505090489* 

0505020Q9B 

8505060436 

8505160167 


SUBJECT 


CATEGORY 

60-263 

F 

50-219 

0 

60-219 

6 

50-219 

1 

60-219 

0 

50 219 

S 

50-219 

s 

50-219 

p 

50-219 

0 

50-219 

D 

50-387 

S 

50-387 

P 

50-367 

P 

60-307 

n 

50-307 

R 

60-387 

R 

50-387 

P 

50-387 

P 

50 354 

Q 

50-410 

Q 

50-289 

G 

40 8763 
FOIA 

50-272 

P 

FOIA 

TOPREP 

50-312 

0 

71-9021 

71-539 

XPORTLIC 

60-216 

P 

FOIA 

FOIA 

FQIA 

l&E 

l&E 

l&E 

l&E 

i&E 

NUREG 

WASTE MGT 

70-2830 

60 445 

A 

WASTE MGT 

60-317 

Q 

NUREG 

60-172 

W 

60 374 

S 

WASTE MGT 

60 265 

F 

50 455 

0 

50 454 

0 

PR 

60 320 

0 

60 424 

K 

60 424 

F 

60-424 

Q 

50-424 

Q 

60-424 

F 

50 424 

F 

50-373 

S 

50 302 

Q 

60-348 

Q 

FOIA 

50-271 

S 

FOIA 

FOIA 

FOfA 

ACRS 

FOIA 

40-3392 

FR 

PR 

PR 

PR 

PR 

60-325 

S 

60*261 

0 

60-324 

0 

60-400 

Q 

50-261 

Q 

60-400 

Q 

40-8700 

l&E 

FOIA 

60-155 

S 

60-165 

s 

50-165 

R 
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ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


number 

CATEGORY 


NUMBER 

CATEGORY 

FRISCKR R 

6505160405 

50-255 

H 

GESALTA.L. 

6505130358* 

50-423 

Q 

GORDON.M 

8505020028 

WASTE RES 

FRISCH.R.R 

6505170121 

50-255 

S 

GESALTA.L 

8505240107 *■ 

50 423 

Q 

GORDON.M. 

0505170603 

WASTP MGT 

FRISHMAN.S 

8505010306 

WASTE MGT 

QEWEHR,S. 

8605020127 

SO-369 

S 

GORE.J B 

0505130260* 

60-302 

A 

FRISHMAN.S 

6505030037 

WAST6 MGT 

QEWEHR.S, 

8505090626 

50 370 

S 

GORJCK.C, 

a 505240287* 

FOIA 


FRISHMANjS 

050521 01 G4 

PR 


GEWEHR.S 

8505200676 

50 369 

s 

QORMLEY J W. 

8505220043 

OA990 


FRIZZLE, CD 

6505020363 

50-309 

P 

QIBBONS.TD 

0505170370* 

50 414 

Q 

GOSDIN.T.L 

8505150447* 

50 445 

F 

FRIZZLE, C D. 

8505200609 

50-309 

Q 

GIBBONS.T D. 

8505210210* 

60-400 

Q 

GOSDIN.T.L, 

85052004 1 3 

50-445 

F 

FROUNFELKER.R 

8505020010 

50-155 

J 

GIB SON. A, F. 

8111020091* 

FOIA 


GOSLIN.D.A 

8505170374* 

ACRS 


FROUNFELKER.R 

6505140409 

SO 255 

J 

GIBSON, A F. 

8605210045* 

50-413 

Q 

GOTTLIEB,M B 

8505060026* 

50 272 

R 

FRYE.J H 

8505030496 

40 2061 


GIBSON. A.F. 

8505230632* 

50-390 

Q 

QOULART.J 

0505200429* 

SO-GBO- 

0 

FflYE.J H 

8505090504 

40-2081 


GIESEKE.J A 

6505290084* 

50-352 

A 

GRABERX 

8505090490 

FOIA 


f RYE,M E 

8505090553 

50-327 

S 

GIESLER.CW. 

0505130228 

50-305 

P 

GRABER,L 

8505130310 

50 412 

E 

FRYE,M.E 

8505310672 

50-327 

s 

GIESLER.C.W. 

8505200268 

50-305 

F 

GRACE.J N. 

8505020500 

50 369 

H 

FUGUA,D, 

6505310475* 

FO(A 


GfL0ERr,H,A. 

8505150152 

60-237 

P 

GBACE,J N 

8505130073 

70-143 


FULTON. J M 

8505240525* 

FOIA 


GILBERT.R.A 

8505160345 

50-237 

P 

GRACE, J N 

0505130082* 

70-143 


FULTON.JM 

8505240120* 

FOIA 


QIL0ERTS.D.E. 

6505030260* 

60-263 

Q 

GHACE.J N. 

8505140216 

50 327 

Q 

FULTOf^j.M 

8505240140* 

FOIA 


QILINSKY.V. 

0505100449* 

50-275 

U 

GRACE,J N. 

8505170343 

50 261 

Q 

FUNCHES.J L 

8505200829* 

50-382 

A 

GILINSKY,V. 

8506300342* 

FOIA 


GRACE, J N 

8605170414 

50-259 

Q 

GACKSTETTER.S 

8505200128 

50-454 

S 

QILL.CF. 

8505020331* 

60-483 

Q 

QRACE,J N 

8505170504* 

50 261 

0 

GAD DIE, K 

6504080083 

50-255 

F 

GILL.CF. 

8505070390* 

50-440 

Q 

GRACE.J N 

8505170515 

60-335 

0 

QADDIE,K. 

8505170057 

50-255 

F 

QtLLEN.DM. 

8505020399* 

WASTE MGT 

GRACE.J N 

8505170571 

50-416 

Q 

GADDY, C.D. 

8505070505 

NUREQ 


GILLEN, D.M. 

0505150274* 

FOIA 


GRACE. J.N. 

8505 170652 

50-321 

Q 

GAGLIARDOjJ.E. 

8310050430* 

50-382 

A 

GILLEN.DM. 

8505170318 

WASTE MQT 

GRACE,J N 

0505290026 

50 259 

Q 

GAHM,J,W 

8505010360 

60-267 

F 

GILLESPIE, F. 

8505090270* 

FOIA 


GRACEJ N. 

8505200176 

70-1113 


OAMM.J.W 

850501 0624 

50-267 

S 

GILLESPIE.F P. 

8505090362* 

FOIA 


GRACE, J.N. 

B505200460 

70-143 


GAHM,JW 

8505060342 

50-267 

F 

QILLS.T.S. 

B50524012S* 

FOIA 


GRACE.J N. 

8605210121 

50 302 

Q 

QAHM.J.W, 

8506070329 

60-267 

F 

GIRARD. E H. 

8505210262* 

60-396 

Q 

GRACEJ N 

8605210171 

50-302 

Q 

QAHM.J,W 

8505090203 

50-287 

F 

GLEASON, J.P. 

6505080280 

60-440 

Q 

GRACE, J N. 

6605210524 

60-338 

Q 

QAHM,J,W. 

8505160183 

60-267 

S 

GLEASON, J.P 

8505300245 

50 440 

Q 

GRAGE.J.N. 

86052201 56 

50-250 

Q 

QAHMjJ.W 

0505220100 

50-267 

R 

GLENN 

8505090250 

J&E 


GR^CE.JN 

8S05240374 

50-327 

Q 

QAHM,J.W 

6505230088 

50-267 

F 

GLENN, J.E. 

8505160255 

70-1718 


GRACE, J.N 

860S2403B6* 

50.357 

O 

GAHMiJ,W. 

8505280169 

50-267 

R 

GLENN, J.E 

8505210261* 

roiA 


GRACE, aa 

8605160492 

WASTE MGT 

GAINEY, D. 

6505140026 

60-261 

F 

GLENN, J.E. 

8505210264* 

FOIA 


aRAESSER,K.L. 

B505030338 

60-304 

S 

GALLAGHER, A E. 

8505200060* 

50-320 

P 

GLENN, J.E. 

8505210274* 

FOIA 


GRAES8ER,K L 

8505070338 

50-304 

S 

GALLAHER.R 0, 

8505070008 

NUREQ 


GLENN, J E. 

8505210320* 

FOIA 


QRAESSER.K.L. 

8505080002 

50-295 

s 

QALLAHER,R B. 

8505070170 

NUREQ 


QLENN.J.E, 

8505210327* 

FOIA 


QRAESSER,K.L 

8505130322 

50*295 

p 

GALLAHER.R. 8. 

6505070184 

NUREG 


GLENN, J E 

8506300015* 

FOIA 


QRAESSER.K.L. 

0505160533 

60-295 

R 

GALLE.D. 

6505080164 

50-10 

F 

QLENN.J.E. 

8506300413* 

FOIA 


GRAESSER,K L 

8505160574 

60-304 

s 

GALLE.D.P 

0505130444* 

50-454 

P 

GLENN, J.E. 

8605300422* 

FOIA 


GRAESSER,K.L. 

8505210070 

50-295 


GALLO, D 

8505300372 

60-269 

T 

GLENN, J E 

0505300427* 

FOJA 


GRAESSER.K L 

8505210509 

60-304 

s 

GALLO, J 

8505010463 

50-456 

Q 

QLENN.J.E. 

8505300431* 

FOIA 


QRAESSER.K.L 

8505290619 

50-295 

s 

GALLO.J 

8505010463 

50-456 

Q 

GLENN, J.E. 

8605300440* 

FOIA 


QRAHAMA 

8505170651 

50-302 

R 

GALLO,J. 

6505020448 

60*456 

G 

GLICKMAN.D 

8400230324* 

60-482 

U 

GRAHAM.E.D. 

8505100194 

NUREQ 


GALLO, J, 

0505130343 

50-456 

G 

QLOERSEN.W.B. 

8505170419* 

50-369 

0 

GRAHAM ,J.B. 

0605310377* 

FOIA 


OALLO,J 

8S05130343 

50-466 

G 

QLOVIER,HA. 

8605010476 

50-333 

F 

QnAHAM.J G 

0505300500* 

50 289 

G 

GALLO, R.M 

8505060067 

60-352 

P 

QLOVIER.H A 

8605170484 

60-333 

n 

QRAMM.RA 

0505020143* 

50 410 

Q 

GALLO, R.M. 

8505060387* 

60-277 

Q 

QLOVIER.H.A. 

8505200181 

60-333 

Q 

GRANDBOUCHE,Q. 

0505030594 

WASTE MQT 

GALLO, R M 

8505130466* 

60-277 

P 

GLOVIER.H.A. 

8505200333 

50-333 

s 

ORANTJ M. 

8212290290* 

50-424 

A 

QALLO,R.M. 

8505160139* 

60-443 

Q 

QLOVIER.H A 

6505280350 

60-333 

8 

GRANTJ.M. 

0505150139* 

50-443 

Q 

GAMBLE, D H 

8505090555* 

50-320 

Q 

GNUGNOLLQ. 

8505060487 

WASTE MQT 

QRANT,J,M. 

8605150441 

60*443 

A 

aAMMfLL,W.P. 

8304130526* 

60-302 

A 

GNUGNOLI.G N. 

8505080133 

WASTE MGT 

QRANT,W.B. 

8505070178* 

50-186 

Q 

GAMMILL,W.P 

8505020295 

WASTE MGT 

QNUQNOLI.Q.N. 

8505060420 

WASTE MGT 

GRANT,W.E. 

6505099049* 

50-123 

0 

QANDENBERQER,0. 

8505020204 

60-367 

S 

GNUQNOLLQ.N 

8505060490 

WASTE MQT 

QRAVES.R.H. 

6505020302 

71-&176 


QANDENBERQHR.D 

8505160272 

60-386 

S 

GOD\iVIN.A.V. 

8505010368 

PR 


QRAVES.R.H. 

6505170269 

50-213 

S 

GANTI,C.S. 

8505230116* 

FOIA 


GODWlN.aO. 

8505070434 

50-269 

s 

GRAY.E.H. 

8605200250* 

50 443 

Q 

GARCIA, A A 

8505280253* 

60-443 

A 

QODWIM.S,0. 

8505290627 

60-269 

s 

GRAYSON, M.D 

6505020426 

PT21 


GARCIA, A A. 

8505290272* 

50-443 

R 

GOLDBERG, J. 

8505160384* 

FOIA 


GREEN, B. 

8505000276 

50 346 

F 

QARCfA,A A. 

8505290286* 

50-443 

R 

QOLDBERQ*J 

8505160390 

50 289 

p 

GREEN.D.Q. 

8505020463 

50-302 

S 

GARCIA.PJ 

6505160595* 

40-289 


GOLDBERG, J.H. 

0505060029 

50-496 

s 

greenag. 

8606030727 

60-302 

s 

GARDE, B.P, 

6505160591 

60 445 

Q 

GOLDBERG, J.H. 

8505060329 

50-400 

K 

GREEN, D.G. 

6505030726 

60-302 

s 

GARDE, B P. 

8505160628 

60-482 

Q 

QOLDBERQ,J.H. 

8605060333* 

69-498 

K 

GREEN, D.Q. 

8505030732 

60-302 

s 

GARDE, B.P. 

8505300134 

FOIA 


GOLDBERG, J.H. 

8505060528 

60-490 

s 

GREEN.N M 

8505070182 

NUREQ 


QARLAND.B. 

6505200626 

40-8786 


GOLDBERG, J H. 

8505070502 

60-490 

s 

QRE6NBLATT,M 

8505230530* 

CONTRACT 

GARLINQin.A 

8505310426 

40-4492 


QOLDBERQ.J.H. 

0605080097 

60-498 

K 

GREEN E,Q A. 

6505230324* 

FOIA 


GARNER, a 

8505310423* 

FOIA 


GOLDBERQ,J.H. 

8605100408 

50 498 

A 

GREEN st>UN.J. 

0505100460* 

FOIA 


GARNER, L.W. 

8506200105* 

60-324 

O 

GOLD BERG, J R. 

8505030522 

50-289 

G 

GREEN SPUN J. 

8505100468* 

FOIA 


QAnRfSON,D.L 

8605090081 * 

50-496 

O 

QOLDBERQJ.R. 

0505030627* 

50-289 

Q 

QREENSTREfeT.W. 

850631 0260* 

50-206 

p 

GATES, Q W. 

0505160370 

60-285 

R 

QOLDMANN.K. 

6SOS280263 

71-9010 


QREENWELL,H.H. 

8605130157* 

60-382 

A 

QAUDINO.M. 

8505240396* 

50-354 

Q 

QOLDWATER.B, 

8505140406* 

FOIA 


QREEVES,J. 

8505020392 

WASTE MGT 

GAULT.Q.W. 

8605020468 

60-327 

F 

QONZALES.R. 

8203040058* 

FOIA 


QREEVES.J.T, 

8505020186 

WASTE MQT 

OAUNTT,A. 

8505200509 

PR 


QOODE.D. 

650S020160 

WASTE MQT 

QnEEVES.J.T. 

8505060008 

WASTE MGT 

GAUTAM.A 

8505240216* 

60-304 

Q 

GOODE. D. 

8605070013 

WASTE MQT 

QREEVEaJ.T. 

8505060103 

WASTE MQT 

GAUTAMA S. 

8505080032* 

60-237 

Q 

QOODEN.A. 

8605200461* 

50 302 

Q 

QHEEVES,J.T. 

8505150173* 

FOIA 


GAY^.C. 

8506020104 

60-264 

J 

GOODMAN, L S. 

8505020103 

50-409 

S 

G REEVES, J.T, 

6505170194 

WASTE MQT 

GAYOOS,J.M. 

8505300372 

60-289 

T 

QOODMAN.L.S. 

8505090604 

50-409 

s 

GREEVeS.J.T. 

0506170439 

WASTE RES 

GEARS, G. 

8505310570 

60-277 

P 

QOODMAN.LS, 

8605090547 

60-409 

s 

QHEGER.L R 

8505020331* 

50 483 

Q 

QEIST.R A. 

8505300266 

50-269 

Q 

GOODMAN, LS. 

8605210578 

60-409 

s 

GREQER.L R. 

8506070178* 

50-186 

Q 

GENTILE, B.J. 

8506200665 

70-364 


GOODMAN, US. 

8505230077 

50-409 

8 

GREQER.LR. 

0505070337* 

40-3392 


GEriTILLON,C.D, 

8506280415 

NUREG 


GOODMAN, LS. 

6606240340 

60-409 

S 

GREQER,L R. 

8506070390* 

50-440 

Q 

GEORGE, D 

B505060515 

50-464 

S 

GOODMAN, LS. 

8505310309 

60-409 

S 

Q REGER, LR. 

8606090049* 

50-123 

Q 

QERDEMAN,FW 

8505020042 

40-8698 


QOODSON,A 

0505240108* 

FOIA 


QREGER,L.R. 

8505130301* 

50-266 

Q 

QEnOEMAN,FW. 

8505020052 

40-6696 


QOODWIN.G.M. 

8506230624 

NUREQ 


GREGER,L.R. 

8505310624* 

60-255 

Q 

QERDEMAN.F.W. 

8606160479 

40-6698 


QORDON.A.W. 

8505030710 

50-269 

8 

GREGG ,H. 

8505020333* 

50.354 

Q 

QERDEMAN.F.W. 

8505170190 

40-6698 


GORDON ,A.W. 

85050B0616 

50-259 

S 

GREGQ.H.I. 

8505200330* 

50-333 

Q 

GERDEMAN,F.W. 

8605230074 

40-8674 


GORDON ,A,W. 

8505300251 

60-269 

S 

GRELU.AW. 

8111020088* 

FOIA 


GERMANO,B.E. 

8505260484 

50-322 

G 

GORDON, O.Z. 

8605020187* 

60-293 

Q 

QRELLA,A.W. 

8312200028* 

FOIA 


QERMANO.B.E. 

8505300254 

60-322 

Q 

GORDON,C.Z. 

8506020321* 

60-244 

Q 

GRELLA.A.W. 

8404110314* 

FOIA 


GERNER.L 

8505210212 

50-264 

F 

GORDON, C.Z. 

8606140360* 

50 333 

Q 

QRENIER,B. 

8505230434* 

FOIA 
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GRENIER, B 

8505230445* 

FOIA 


GRENIER, B L 

8505200064* 

60 352 

A 

GRENIER,B L 

8505200079* 

FOIA 


GRENIER, B L 

8505200127* 

FOIA 


GRENIER, B L 

8505200257* 

FOIA 


GRENIER.B L 

6505200269* 

FOIA 


GRENIER,B L 

6505200473* 

FOIA 


GRENIER.B L 

6505200476* 

FOIA 


GRENIER,B L 

8505200537* 

FOIA 


GRENIER.B L 

8505200543* 

FOIA 


GRENIER.B L 

8505200550* 

FOIA 


GRENIER.B L 

8505200569* 

FOIA 


GRENIER.B L 

0505230003* 

FOIA 


GRENIER.B L 

0505230007* 

FOIA 


GRENIER.B! 

0505230011* 

FOIA 


GRENIER.B L 

8505230030* 

FOIA 


GRENIER.B L 

B505230049* 

FOIA 


GRENIER.B L 

8505230053* 

FOIA 


GRENIER.B! 

8505230050* 

FOIA 


GRENIER.8 L 

8505230000* 

FOIA 


GRENIER.B L 

8505230156* 

FOIA 


GRENIER,BL 

8505230220* 

FOIA 


GRENIEn,BL 

8505230295* 

60 3 

P 

GRENIERB L, 

8506230399* 

FOIA 


GRENIERB L 

8505230478* 

FOIA 


GRENIERB L 

0505230498* 

FOIA 


GRIDLEY.RL 

85052 H344B 

TOPREP 


GRIEBENOW.M L 

8505210376* 

PR 


GRIFFIN, J.M 

850506021 1 

50 313 

F 

GRIMES.Q K 

8109230106* 

50 341 

F 

GRIMES, 0.K 

8505140438 

50 304 

Q 

GRIMES, D K 

6505230662 

50410 

Q 

GRIMES.CI 

6505280507* 

50^396 

P 

QRIMSLEY.DH 

6505310307* 

FOIA 


GRIMSLEY.OH. 

6505310316* 

FOIA 


GROH.M R 

8505160189* 

FOIA 


GROHM.R 

8505160193* 

FOIA 


GROH.M R 

8505160201* 

FOIA 


GROTENHUIS.M 

8505290033 

50 324 

P 

GROTENHUIS.M 

8505290347 

50 324 

F 

GROTENHUIS.M 

8505310045 

60 324 

P 

GROTENHUIS,M 

8505310088 

60 324 

F 

GUCWA.LT 

8505070113 

SO 321 

F 

qucwa.lt 

8505070315 

50 321 

F 

GUCWA.LT 

8505070321 

50 321 

P 

GUCWA.LT 

8505140335 

SO 321 

P 

GUCWA.LT 

8505170850* 

60 321 

0 

gucwa.lt 

8505200 506* 

50 321 

Q 

GUCWA.LT 

6505220026 

50 321 

P 

GUCWA.LT 

6505230317 

50 368 

P 

GUCWA.L.T 

6505240016 

50 321 

Q 

gucwa.lt 

8505240053 

60‘321 

P 

GUGLIELMO.FJ. 

8505090552 

50 246 

r 

GUGLIELMO.FJ 

0505000552 

50 245 

1 

GUILD.R 

8505160628 

50 402 

G 

GUILD.R 

8505230433 

SO 413 

G 

GUILD.R 

8505230433 

SO 413 

G 

GUILD.R 

8505300523 

S0-4S6 

Q 

GUILD.R 

8505300523 

SO 466 

G 

QUILD.R, 

8505300525* 

60 466 

G 

GUILD.R. 

8505300625* 

so 456 

Q 

GUINN.F.K, 

8505020068 

70 143 


GUINN, F.K 

8505020117 

70 143 


GUINN.F.K, 

8505090590 

70143 


QUINN.F K, 

8505160604 

70 143 


GUINN.F.K, 

8505200671 

70 143 


GUINN.F K 

8505230742 

70 143 


GUINN.F.K, 

8505290314 

70 143 


QUINN.P.R 

8004110294* 

FOIA 


GUINN.P.R. 

8007160738* 

FOIA 


GUINN.P.R 

8505240008* 

FOIA 


GUINN,P R 

0505240300* 

FOIA 


GULDEMOND.W 

0505290062* 

60 402 

Q 

QULDEMOND.W.G 

0505030507* 

50 237 

0 

GULOEMONO.W.G. 

8506100198* 

50-440 

0 

GULDEMOND,WG 

8505130402* 

50-331 

O 

GULDEMONO.W.G 

6505160422* 

50-483 

Q 

GULDEMOND.WG. 

8505290072* 

60-482 

Q 

GUNDflUM.M 

8506210004 

SO-322 

G 

GUNNISON! E 

8505160467* 

CONTRACT 


GUNTHER.WE, 

0505140450* 

60-322 

G 

GUTIERREZJM 

0505090326* 

FOIA 


QUT(ERREZ.JM 

0505090378* 

60-272 

P 

QUTIERREZ.J M. 

6505230720 

60-410 

A 

QUnERMAN.A 

0505140301 

60-490 

G 

GUneRMAN.A. 

0505140301 

50-408 

G 

QUnERMAN.A H. 

8505010490 

60-496 

G 

GUnERMAN.AH 

8505010490 

50-496 

G 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


GUTTERMAN.A H 

8505016502 

50-490 

G 

GUTTERMAN.A H 

85050 1C507* 

60-498 

G 

QUTTERMAN.A H 

850501 0507* 

50-490 

Q 

GUTTERMAN.A H 

8505240261 

50-490 

G 

GUTTERMAN.A H 

8505240261 

50 490 

G 

GUYMON.R H 

8505070000 

NUREG 


GUVMON.R H 

8505070170 

NUREG 


GUYMON.R H 

8505070184 

NUREG 


QUZY.D 

8308060582* 

FOIA 


GUZY.D 

8505200290* 

FOIA 


GWYNN.T P. 

8505130455* 

50 461 

Q 

HAAS.G B 

8406210111* 

50 395 

P 

HAASS.W P 

8109100050* 

50 382 

A 

HACKBARTHpC 

85 05030709 

WASTE RES 

HACKNEY, C A 

8505010376* 

50 362 

Q 

HACKNEY.CA 

8505290238* 

50-298 

Q 

MAELSIG.R T. 

0505090566 

71-9200 


HAQAN.T F 

8505310129* 

FOIA 


HAGAN.T F 

8505310135* 

FOIA 


NAGAN.T F, 

8505310144* 

FOIA 


HAGAN.T F 

8505310147* 

FOIA 


HAQAN.T F 

8505310166* 

FOIA 


HAGAN.T F 

8505310176* 

FOIA 


HAQAN.T F 

8505310185* 

FOIA 


HAGAN, T.F 

8506310196* 

FOIA 


HAQAN.T.F 

8505310331* 

FOIA 


HAGER.C 

8505020245 

50-219 

S 

HAGER,! 

8505170172 

50-256 

F 

HAGEY.H 

8505230535 

CONTRACT 


HAGEY.H 

8505310524 

CONTRACT 


HAISFIELD.M 

8S05200628 

WASTE MGT 

HAIST.D 

8602280294* 

50-206 

Q 

HALL.D B 

6605090480* 

FOIA 


HALL.DP 

6505020148 

50 461 

S 

HALL,0 P 

050502021 1 

60 461 

S 

HALLO P 

8605020226 

50 461 

s 

HALLO P 

6505020233 

50-461 

s 

HALLO P 

850S020307 

50-461 

s 

HALLO P, 

6505030091 

50-461 

s 

HALt.D,P 

8505060074 

50-461 

s 

HALL.D P, 

8505060347 

50-461 

Q 

HALL.D P, 

8505070264 

50-461 

A 

HALL,D,P. 

8505090507 

50-461 

S 

HALLD P. 

8505150144 

50 401 

A 

HALL.D P, 

8505170012 

70-2947 


HALL.D P, 

8505170509 

50 461 

8 

HALL.D P- 

8505210315 

50 461 

S 

halld P, 

0605230102 

50 461 

s 

HALL.R.M. 

0505300372 

50 289 

T 

HALLSTROM.Q A 

0505170620* 

50 400 

Q 

HALLSTROM.Q A 

8505220074* 

50 424 

0 

HALMAN.Ei 

8505310067* 

FOIA 


HALMAN.EL 

0505310128* 

FOIA 


HALMAN.EL 

0505310101* 

FOIA 


HALMAN.E L 

0505310165* 

FOIA 


HALMAN.E.L 

8505310181* 

FOIA 


HALMAN.E L 

6505310109* 

FOIA 


HALMAN.EL. 

8505310196* 

FOIA 


HALF IN. A 

8505010451* 

CONTRACT 


HALVERSON, P 

8505200556 

PR 


HAM.M M. 

8505200122* 

FOIA 


HAM.M M. 

8505200166* 

70 276 


HAM.M M. 

8505200172* 

70 275 


HAMILTON, P. 

8505240369 

50 293 

R 

HAMILTON.PJ 

8505060507 

50 293 

S 

HAMILTON.PJ 

8505090612 

50 293 

s 

HAMMITT.HA. 

8505160414 

FOIA 


HAMMITT.HA 

8505160599 

FOIA 


HAMPTON.J W 

8505220346* 

50-289 

p 

HANAUER,aH. 

8505230033* 

FOIA 


HANAUER.SH 

8505230065* 

FOIA 


HANAUER,aH. 

8505230069* 

FOIA 


HANAUER.SH 

8505230094* 

FOIA 


HANAUER.aH. 

8505230333* 

FOIA 


HANAUER.SH 

8505230604* 

FOIA 


HANLEY.PJ 

0505290503* 

FOIA 


HANNETT.a A. 

8505130005 

XPORTDC 


HAN NETT, B A 

8505160251* 

XPORTLIC 


HANNETT.BA. 

0505170156 

XPORTUIC 


HANNETT.BA. 

8505170160* 

XPORTLIC 


HANSELL.J.B. 

B50S020337 

60-387 

R 

HANTZES.EC, 

8505300151 

FOIA 


HAR80UR.J 

8505070339 

50-352 

G 

HARBUCK.CC 

8505060321* 

60 458 

Q 

HARBUCK.C.C. 

8505130440* 

60 458 

Q 

HARD,!E 

8505090256* 

50-282 

Q 

HARDGROVEJ W 

8505310639 

40-2259 


HARDIN, A 

8505090264 

60-325 

S 


AUTHOR 

ACCESSION 

SUBJECT 

f 


NUMBER 

CATEGORY I 

HARDIN.A K 

0505060359 

50 326 

S 

HARDIN.B 

8505090583* 

FOIA 


HARDIN, C M 

8505130131* 

CONTRACT 


HARDJN.WB 

8302170122* 

50 352 

A 

HARDY, H A 

8505170007 

NUREG 


HARDY.M B 

8505070175* 

50 423 

E 

HARE.S M 

8505030507* 

50 237 

0 

MARLING, 0 K 

8505200487 

PR 


HAROLDSEN.FO 

850531 018B* 

TOPREP 


HARPSTER.T 

0605130230* 

50-317 

0 

HARPSTER.T L 

0505020187* 

50-293 

0 

HARPSTER.T L 

0505020321* 

50 244 

0 

HARPSTER.T L 

0505140360* 

SO 333 

0 

HARPSTER.T L 

050S150180 

50 29 

r 

HARPSTER.T L 

0505150598 

50 219 

F 

HARPSTER.T L 

0505240411* 

50 213 

0 

HARRELL.EW 

0505010441 

50-339 

s 

HARRELLEW. 

8505020006 

50 339 

s 

HARRELLE W 

8505020199 

50339 

s 

HARRELLEW 

8505030724 

50339 

8 

HARRELLEW 

8505170203 

50339 

s 

HARRELLE W. 

8506170352 

S033B 

s 

HARRINGTON.K H 

85D507000S 

NUREG 


HARRINGTON.K H 

8505070170 

NUREG 


HARRINGTON.K H 

B505070184 

NUREG 


HARRINGTON! 

B505070544 

XPORTLIC 


HARRINGTON, L R 

8505090404 

XPORTLIC 


HARRINGTON! R 

0505290103 

XPORTLIC 


HARRINGTON! R 

0505290330 

XPORTLIC 


HARRINGTON.L R 

0505310194 

XPORTLIC 


HARRINGTON.L R 

0505310666* 

XPORTLIC 


HARRINGTON, R M. 

0505230519 

NUREG 


HARRINGTON,W D 

0505010172 

PR 


HAnRfNQTON,W.D 

0505020635 

71-6005 


HARRINGTON,W D 

0505060507 

50 293 

s 

HARRINGTON,W D 

6505070248 

50 293 

p 

HARRINQTON,W.D 

0505090612 

50 293 

8 

HARRINGTON,W D, 

0505100071 

71-211 


HARRINGTON, W D 

6505200202 

50 293 

P 

HARRINGTON,W D 

6505210267 

50-293 

P 

HARRINGTON, W D 

6505230002 

50 293 

R 

HARRINGTON.WO. 

8505230284 

60-293 

S 

HARRINGTON, WO 

8505230621 

60 293 

8 

HARRINGTON.W.D 

8505240130 

50 293 

0 

HARRINGTON.WO 

8505240369 

50 293 

R 

HARRINGTON.WO 

8505280071 

50-293 

P 

HARRINGTON, W D. 

8505290179 

59 293 

S 

HARRINGTON.WO 

6505290425 

SO 293 

P 

HARRIS, J 

0504160072* 

50 335 

a 

HARRIS, J.A 

B5O5O0OO94* 

FOIA 


HARRIS.J.D 

0505170382* 

50-327 

0 1 

HARRIS. J R 

B50521005S* 

50 400 

0 

HARRIS, R.H. 

0505210311* 

50-298 

0 1 

HARRISON.F 

6505240399 

50-324 


HARRISON.J J 

0505020110 

50 458 

0 ! 

HARRISON,J J. 

8505020121* 

50 456 

0 

HARRISON.J J, 

8505020166 

60 440 

0 

HARRISON.J J. 

8505020192* 

50 440 

0 

HARRISON.J J 

8505060238 

50 483 

0 

HARRISON.J J. 

8505070443 

50 268 

0 

HARRISON.J! 

8505070499 

50 483 

Q 

HARRISON.J J 

8505070504* 

60 403 

Q 

HARRISON.J! 

8505090249 

50 282 

Q 

HARRISON.J J 

8505090250* 

50 282 

Q 

HARRISON.J! 

8505100377 

50-305 

Q 

HARR1SON.J J. 

6505130356 

50 237 

Q 

HARRISON.J J 

6505130423 

50 315 

Q 

HARRISON.J.J 

8505140173 

50-254 

0 

HARRISON.J J 

8605140290 

50 461 

0 

HARRISON.J.J. 

8605200306 

60 440 

Q 

HARRfSON.JJ. 

6505240210 

50-304 

Q 

HART.R D 

6505070429 

50-250 

S 

HART,R D 

0505220261 

50-250 

s 

HART,n D 

0505230607 

60-251 

S 

HART.T 

8605070496 

50-340 

s 

HARTMAN.S L 

0408230402 

50 445 

T 

HARTMAN, S.L. 

840B230402 

60 445 

T 

HASSE,R, 

0505200390* 

60-346 

0 

HASSELL.DF. 

8505070374 

50-352 

Q 

HASSELL, D,F. 

8505220038 

50-352 

G 

HASSELL,aF. 

8605300147 

50-352 

G 

HASSELL.D F. 

8505300170 

50-352 

Q 

HATCH, A.E. 

8505160314 

60-237 

S 

HAVERKAMP.DR. 

0505090290* 

FOIA 


HAVERKAMP.D.R 

B506090319* 

FOIA 


HAVERKAMP.DR. 

8505090330* 

FOIA 


HAVERKAMP.DR 

6505140249* 

50 352 

Q 

HAWKINS, D. 

6505130164 

CONTRACT 


AUTHOR 


HAWKINS, E F 
HAWKINS, E F 
HAWKINS, E F 
HAWKINS, EF 
HAWKINS,E,F 

HAWKINS,E F 
HAWKINS,E F 
HAWKINS, EF 
HAWKINS, E F 
HAWKINS.E.F 

HAWKINS,E F 
HAWKINS,E F 
HAWKINS.E F 
HAWKINS.E F 
HAWKINS,E F 

HAWKINS,E F 
HAWKINS,E F 
HAWKINS.E F 
HAWKINS.E F 
HAWKINS.E F 

HAWKINS.E F 
HAW KINS, E F. 
HAWKINS, E.F. 
HAWKINS.E F. 
HAWKINS.E F. 

HAWKINS.E F 
HAWKINS.E F 
HAWKINS.E F, 
HAWKINS.E F 
HAWKINS, F 

HAWKINS.F. 
HAWKINS.F C 
HAWKINS.FC 
HAWKINS, F.C 
HAWKINS.FC 

HAWKINS.F.C 

HAWKINS.TI 

HAYES.BB 

HAYES.M 

HAYES.O.D, 

HAVES.OO 
HAYES.O D. 
HAYES,O.D 
HAYES.O D 
HAYNES.JQ. 

HAYNES.JG 
HAYNES.JG. 
HAYNES,JQ. 
HAYNES,J Q 
HAYNES.J Q 

HAYNES, J.Q 
HAYNES, J.Q 
HAYNES.JG. 
HAYNES.J Q 
HAYNES.J Q. 

HAYNES.J,G. 
HAYNES.J.Q. 
HAYNES, J.Q 
HAYNES, J.Q 
HAYNES.J G 

HAYNES.J,Q 
HAYNES.J.G 
HAYNES,JG. 
HAYNES.J Q. 
HAYNES, R.C. 

HAYNES.RC 
HAYNES.R F 
HAZLE.A J 
HEALY.RJ. 

HE BOON, FJ 

HEHL,C.W 
HEIDER.L H, 
HEIDER.L H. 
HEITNER.K.L. 
HEITNER.K.L 

HEITNER.KL 
H ELLER, J.K 
HELLER, LW. 
HELTEMES.CJ. 
HELTEMES.CJ. 

HELTEMES,CJ. 
HELWIG,D.R. 
HEMMING, B. 
HEMMiNQ.B. 
HENDON, B. 

HENDRjCKSON.P 

HENORICKSON.P. 

HENDRIB,J.M. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


B505090B25 

40 8681 


KENNELLY.E J 

6505160077 

WASTE MGT 

HIND.J A 

B505100472 

40 0601 


HENN|CK,A 

6505010088 

NUREG 


HIND.JA 

0505100409 

40 0768 


HENRIES.W E 

85050B0177* 

50 309 

P 

KIND, J A 

G505130215 

40 0004 


HENRIES, W e 

8505080160* 

50 309- 

P 

HIND.JA 

0505130234 

40 0452 


HENRIES.W E 

6505080185* 

50 309 

P 

HIND,J A 

0505130496 

40-8714 


HENRY.V J 

6505280469* 

SO 424 

A 

HIND.J A 

0505150247 

40 1341 


HENSLEY, K D 

8505000468 

70 143 


HINDMAN.D 

0505100093* 

40 8714 


HENSLEY.K D 

8505170604 

70 143 


HINDMAN.S 

0505100153 

40 8760 


HENSLEY.KD 

8505240282 

70 143 


HINDMAN.S 

8505160291 

40 0706 


HERCZEG.A L 

6505070484 

NUREG 


HINES, A H 

0505160309* 

40 8675 


HERMANN.RA 

6505100179 

50-220 

F 

HINGTGEN.DJ 

0505160486* 

40 0674 


HERMANN, H A 

8505170616 

50-22(1 

P 

HINKLEMAN.LG 

0505230416* 

40 8697 


HERMANN,R A 

8505230513 

50-220 

P 

HINTZ.OC 

0505230461 

40 0714 


HERMANN.RA 

8505290021 

50-220 

P 

HINTZ.DC 

0505230615 

40 0601 


HERRERA, ML 

0505300390* 

50-331 

Q 

HINT2.D C 

0505290002 

40 0706 


HERSCH.M M 

6505010374 

XPORTLIC 


HINTZ.DC 

0505200105 

40 0714 


HERSCH.M M 

8505000398 

XPORTLIC 


HINTZ.D C 

6505290100* 

40 0714 


HERSCH.M M 

0506160266 

XPORTLIC 


HINTZ.D C 

8605290114 

40 1341 


HERSCH.M.M 

0505290745 

XPORTLIC 


HINTZ.D C 

0505200126 

40-0829 


HESS.R 

0505240036* 

50-445 

A 

HINTZ.DC 

0505200132* 

40 8629 


HESS.R W 

8505240031 * 

50-445 

A 

HINTZ.D C 

8505300405 

40 0701 


HESTER,OV 

8505260415 

NUREQ 


HINTZ.DC 

0505310300 

40 0097 


HETR^CK.N 

8505300365 

50-269 

G 

HINTZ.DC 

0505310396* 

40 0697 


HEWARD.R W> 

8505100371 

50-289 

R 

HIPSHEft.WM 

0505310556 

40-8380 


HIATT.S L 

6502140101 

50-440 

G 

HIPSHER.WM 

0505310592 

40-1341 


HIATT.SL 

8504090434* 

50 440 

A 

HIQUET,HA 

0505310652 

40 8300 


HIATT.S L. 

0505030502 

50 440 

G 

HIQUET.HA 

0505310657* 

40 0380 


HIATT.SL 

8505060053* 

PR 


HIQUET.HA 

0505310662* 

40 8360 


HIATT.SL 

8505090262 

FOIA 


HIQUET.HA 

8505200390* 

50 346 

Q 

HIATT.S L 

8505160002 

50-440 

G 

HIQUET,HA 

0505200498* 

50-340 

Q 

HIATT.S L 

0505200526 

PR 


HIQUET.HA 

0505030536* 

50-315 

Q 

HIATT.SL 

6505280005 

50 440 

G 

HIQUET.H A 

0505070306* 

50-461 

Q 

HIATT.SL 

8505300109 

50 440 

A 

HIRSCH,A 

0505140361* 

60-237 

Q 

HICKEYJ E 

6505200514 

PR 


HIRSCH,A 

0605230100* 

50 454 

Q 

HICKWAN,JW. 

6302200233* 

FOIA 


HIRSCH.D 

8505310650* 

50 440 

Q 

HICKMAN,JW, 

6302280238* 

FOIA 


HIRSCH.O 

0505070347* 

50 400 

G 

HICKMAN.JW 

6302280244* 

FOIA 


HOBBS.R W 

0505230297* 

50 400 

G 

HICKMAN,JW 

6302280246* 

FOIA 


HOBBS.S H 

0505240235 

PR 


HICKMAN, J.W. 

8311040072* 

FOIA 


HOBBS.SH 

8505010450 

50-302 

S 

HICKS,I R 

8605020555* 

CONTRACT 

HOCHENDONER.L 

0505010550 

50 362 

s 

HICKS.TE 

6505200105* 

50-324 

Q 

HODGOON.AP 

0505140013 

50 302 

s 

HIEN.Q D 

6505030655 

50-265 

S 

HODGDON,AP 

0505240464 

50 302 

s 

HIQGINBOTHAM.L 

8505010287 

WASTE MGT 

HODQDON,AP 

8505200120 

60 302 

s 

H!GQIN80THAM,L 

8505020232 

WASTE MGT 

HODGE.S A 

0503050426 

50-206 

F 

HIGGINBOTHAM.L 

8505020260 

WASTE MGT 

HODGE, S A 

0505020116 

50 362 

s 

HIGGINBOTHAM.L 

6505020316 

WASTE MGT 

HODSON.J 

0505020332 

50 361 

s 

HIQGINBOTHAM.L 

B5OSO2Q310 

WASTE MGT 

HOFFMAN, G L 

8506030415 

50-206 

F 

HIGGINBOTHAM,L 

8505020347 

WASTE MGT 

HOFFMAN.n 

0505060520 

60-361 

s 

HIGGINBOTHAM.L 

8505020651 

WASTE MGT 

HOFSTETTERKJ 

6505070202 

50-206 

F 

HIGGINBOTHAM.L 

8505030716 

WASTE MGT 

HOGAN, JP 


8505070341 60-301 
0605080^00 60-362 
0505000527 60-302 
8505000005 50-362 
8505130420 50-361 


S HIQGINBOTHAM.L 

S HIGGINBOTHAM,L 

S HIGGINBOTHAM, L 

S HIGGINBOTHAM, L 

S HIGGINBOTHAM, L 


6505060054* WASTE MGT 
85050603 1 5 WAST E MGT 
8505060925 WASTE MGT 
8505060334 WASTE MGT 
8505060*188 WASTE MGT 


0505160541 60 302 
BB05220017 50*362 
8505230047 60-200 
0505230273 50-362 
8505200560 50-361 


S HIGGINBOTHAM, L 

S HIGGINBOTHAM,L 

F HIGGINBOTHAM.L 

S HIGGINBOTHAM.L 

S HIGGINBOTHAM.L 


8505060491 WASTE MGT 
850506051 1 WASTE MGT 
8505060561 WASTE MGT 
8505070019 WASTE MGT 
8505070032 WASTE MGT 


8605200671 60 362 
6505300115 60 361 
8505300127 50-361 
8606300280 60-362 
0605000165* FOIA 


S HIGGINBOTHAM.L 

S HIQGINBOTHAM.L 

S HIQGINBOTHAM.L 

S HIGGINBOTHAM.L 

HIQQINBOTHAM,L. 


B505070526 WASTE MGT 

8505080394 WASTE MGT 

8505160159* FOIA 
8505150225* FOIA 
6505 160590 WASTE MGT 


8605090359* 60 272 S 

8505290322 50-269 S 

8506240081 WASTE MGT 
8505000493 NUREQ 
0605310177 TOPREP 


HIGGINBOTHAM.L 

HIGGINBOTHAM.L 

HIGGINBOTHAM.L 

HIGGINBOTHAM,L 

HIQGINBOTHAM.L 


8505 170326 WASTE M QT 

8505170447 WASTE RES 

8505170462 WASTE MGT 

6505 1 70547 WASTE MGT 

6505200371 • 50-172 S 


8505220008* 60 395 Q 
0505130345 50-29 P 
8605140126 60 29 P 
8605060111 60-309 P 
0506060522 60-309 P 


HIGGINBOTHAM.L 
HIGGINS, R 
HIGGINS, R 
HILDEBRAND, R 
HILOENBHAND,P- 


8505200647 WASTE MGT 
8505200499* 60 466 O 

6505210313* 50 282 Q 

8505290138 60 4 54 S 

8505090625 40 6061 


0605310507 50 309 P 

8505100166* 50 316 Q 

6505200207* 60 424 Q 

8504110749* NUREQ 
0504100476* MISC 


HILDENBRAND.P. 

HILDENBRAND.P. 

HILDENBRANO,P. 


6505100489 40 B76B 

8505160153 406768 

8505160486* 40 8074 

85053001 40* COMMISSIO N 
8505230301 40 0584 


HOGGARD.S 
HOLDEN.a 
HOLDEN, C 
HOLLA ND.WE 

hollar.de 

HOLLAR.D E 
HOLLER.G 
HOLLEY.WL. 
HOLLEY.WL 
HOLLEY.W L 

HOLMES.D.M 
HOLMES.J 
HOLMES RAY.P 
HOLSOPPLE.K 
HOLSOPPLE.K 

HOLT.B J 
HOLT.BJ 
HOLT.BJ 
HOLTEEN.W P. 
HOLTEEN.W P 

HOLTQRAVER.E G. 
HOLTZMAN,R 0 
HOLTZMAN.R.B 
HOLTZMAN.R B 
HOLZFASTER.R E 


HON. A 
HON.A. 
HONDORP.H L 
HOOD.D 


8504290003* 

8505290306* 

8506070189* 

8505210313* 

8505300372 

8505170140* 

8506170151* 

8505090116* 


MISC 

60-352 A 

TOPREP 
60-282 Q 

60-289 T 

FOIA 

FOIA 

FOIA 


HILLJ. 

HILLMAN.B.M 
HILLMAN,B.M 
HILLMAN,B M. 
HILLS.0.E 

HIND.J 

HIND,J 


8505160183 60 257 
8505070216* 50 311 
8505130211* 60 2B6 
8505130273* 60 272 
8505020197* 60-440 

8505030082 l&E 
8505130414 l&E 
6505310338 l&E 


S HOOD.D S, 

Q HOOD.D.S 

Q HOOD.D S 

Q HOOD,DS 

Q HOOD.D.S 

HOOVER.W.W. 
HOPKINS, R.E 
HOPKINS, aE 


ACCESSION 

NUMBER 


8505020288 

8505070274 

8505070278* 

8505170135 

8505200436 

8505310290 

8505170210 

8505080091* 

B5050B0091* 

8505010177 

8505230070 

8605150376 

850502D308* 

8505090608 

8505170536 

8505170551 

8505200446 

8505200678 

8505210424 

8505220034 

8505230160 

B505290209 

8505300234 

8505070423 

8505070503 

7905070379* 

8001040343* 

8505210019* 

8505210025* 

0505210027* 

8505210032* 

8505210042* 

8505010436 

B505200554 

8505140148 

8505170025 

8505230574 

8505300370* 

6505300378* 

8505300365 

8505070187 

6505080483 

B505300270 

8505090305* 

8505230293* 

8505130158* 

8506030017* 

B505300532* 

6505010388* 

8505310163 

840023041 1 * 
8505010495 
8505240117* 
8505230614* 
8505130333 

8505200464 

8505170102 

6505010418* 

8505010491* 

8505290204* 

8505020033 

8505100198* 

8505220343* 

8505150293 

8505150605* 

8505210038* 

8505210062* 

6505210099* 

7905290279* 

7907130224* 

8505070307* 

6505020289* 

8505070284* 

8505240246* 

8505130449 

6505060036* 

8505170153* 

8506200418* 

8505010158* 

6505310601 

8505030044 

8505060032 

0505060402 

8505230508 

8505240017 

6505020056 

8505030333 

8505170616 


SUBJECT 

CATEGORY 

50 454 Q 

50 381 Q 

50 381 Q 

50 341 F 

50-255 0 

50 07 0 

50-255 F 

PR 
PR 

50 302 I 

50 331 F 

QA99g 

50-305 Q 

50-305 S 

50-305 S 

50-305 S 

PR 

50-305 S 

50-305 F 

50-305 P 

50-305 R 

50-305 F 

50-305 F 

71-9159 
71-9151 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

WASTE MGT 

PR 

FOIA 

FOIA 

NUREG 

FOIA 

FOIA 

50-289 G 

40-2061 
40 2061 
50 352 G 

FOIA 
FOIA 

50-322 Q 

40-6059 
50-322 G 

50-320 P 

PR 

50-445 T 

50-318 S 

50-309 0 

50-390 Q 

60-400 G 

50-400 Q 

l&E 

50-267 Q 

50-265 Q 

50-313 Q 

71 9163 
50-440 Q 

50-321 Q 

50-220 S 

50 334 O 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-333 P 

50-461 0 

50 331 Q 

50 403 Q 

50-298 P 

50 276 Q 

50 528 Q 

50-528 Q 

60-312 P 

50-460 A 

50-369 P 

50-369 S 

60-369 H 

50-329 A 

50-369 P 

WASTE MGT 
WASTE MGT 
WASTE MGT 
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AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

HORN.M 

8505310565 

70-3000 


HORN,M L 

8505310540 

40-2061 


HORNOn.J 

8505210406 

l&E 


HORTON AH 

6505160505 

«M16 

S 

HORTONAH 

8505280089 

50-416 

S 

HORTON.W 

8207Z20398* 

50 327 

P 

HOSEY.CM 

8505090395 

50-250 

S 

HOSEY,C.M 

8505170220* 

50-416 

Q 

HOSEY.C M 

8505210338* 

50-416 

Q 

HOSEY.C M 

8505220174* 

70-1113 


HOUSER, F N 

8505280220* 

60-424 

A 

HOUSTON.D. 

8505300515* 

5(M16 

P 

HOUSTON, R W 

8302160514* 

50082 

E 

HOUSTON.R W 

8308080152* 

50-382 

A 

HOUSTON, R W 

8404110522* 

50-295 

P 

HOLrVENAGI-E,TL 

8505100419 

50-331 

P 

HOWARD,JJ 

8505300285 

50289 

G 

H0WE,0 

8505240274* 

FOIA 


HOWE,0 

8505240281* 

FOIA 


HOWE.F.W. 

6505170166 

50-324 

F 

HOWEP.W* 

85051/0529* 

50 324 

Q 

HOYLE.J C 

8505010626 

iOCFfl 


HOYLE, J C 

8505030504 

50293 

Q 

HOYLEJ C 

8505030513 

50443 

G 

HOYLES C 

8505060204 

10CFR 


HOYLE.J C. 

6505070078 

PR 


HOYLE. JC 

8505070352 

PRM 


HOYLE.J C 

8505090164* 

NUREG 


HOYLE.JC 

8505090592 

50247 

G 

HOYLE.JC. 

8505140295* 

FOIA 


HOYLE,JC. 

8505140303* 

FOIA 


HOYLEpJC 

8505140324* 

FOIA 


HOYLE,JC 

6505210365 

PR 


HOYT,H F 

8505070339 

50352 

G 

HOYT.H F 

8506070494 

60443 

G 

HOYT.H F 

8505130107 

50-352 

G 

HOYT.H F 

8505130256 

50-352 

G 

HOYT.H F 

8505140408 

50-352 

G 

HOYT,H F 

8505230232 

50352 

G 

HOYT,H F. 

8505290499 

50-352 

Q 

HOYT.H F. 

8505290568* 

FOIA 


HOYT.H F, 

B50S290616* 

FOIA 


HOYT.H F 

6505300101* 

FOIA 


HOYT.H F 

8505300194 

50352 

Q 

HSU.C 

8404200375* 

50237 

S 

HUQACEK.WQ. 

8505130524* 

5049B 

A 

HUBACEK,W.Q 

8505130529* 

50-498 

0 

HU0BARD.F.n 

8505290233* 

FOIA 


HUBBARD.F,R 

8505290233* 

FOIA 


HUBBARD, G.T, 

8505200501* 

OA999 


HUBBARD, G.T. 

8505220084* 

QA99fl 


HUBBARD.GT 

8505230471* 

QA9gg 


HUCHTON,R.L 

8505230585 

NUREG 


HUDSON.S D. 

8505310378* 

50220 

Q 

HUDSPETH.J B. 

8505070368 

50-34B 

F 

HUEY,F,R 

8505010342* 

50206 

Q 

HUEY.F R 

8505310633* 

50206 

0 

HUFHAM.J.W, 

8505010047 

60438 

S 

HUFHAM.JW. 

8505010141 

PRM 


HUFHAM.J.W. 

8505010175 

60438 

s 

HUFHAM.J,W. 

8505010269 

50391 

s 

HUFHAM.J.W. 

8505010285 

50438 

s 

HUFHAM.JW. 

8505010290 

50438 

s 

HUFHAM,J.W. 

8505010295 

50430 

s 

HUFHAM.JW. 

8505010377 

60390 

8 

HUFHAM.JW. 

8505010405 

60438 

s 

HUFHAM.JW. 

8505010636 

60-438 

s 

HUFHAM.J W. 

8505010638 

50-328 

s 

HUFHAM.JW, 

8505010640 

50-390 

s 

HUFHAM,J.W. 

6505020373 

50259 

F 

HUFHAM,J.W. 

8505020363 

50259 

F 

HUFHAM,JW. 

8505020436 

50259 

F 

HUFHAM,J.W. 

8505020468 

50327 

F 

HUFHAM,J.W. 

8505060063* 

PR 


HUFHAM,JW. 

8505130264 

50259 

F 

HUFHAM,J.W. 

6505140345 

50390 

F 

HUFHAM,JW. 

8505160164 

50390 

F 

HUFHAM.JW 

6505200111 

401341 


HUFHAM.J.W. 

8505200378* 

FOIA 


HUFHAM,J.W. 

8505200426 

60390 

Q 

HUFHAM.J.W 

8505210308 

50259 

F 

HUFHAMAW, 

6505230296 

401341 


HUFHAM.J.W. 

8505230601 

401341 


HUFHAMJ.W, 

8505230737 

701966 


HUFHAM^J.W. 

8505240638 

50438 

S 

HUFHAM,J.W. 

8S05280053 

50436 

s 

HUFHAM.J,W. 

6505260120 

50391 

s 

HUFHAM,J W, 

6505280134 

60438 

S 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


HUFHAM,J W 

8505260163 

60-391 

S 

HUFHAM.JW. 

8505260165 

60-438 

S 

HUFHAM.J.W. 

6505280270 

60-438 

S 

HUFHAM.J.W 

8505280288 

50-438 

S 

HUFHAM.JW 

8505280321 

50-438 

S 

HUFHAM.J.W. 

8505280344 

60-391 

S 

HUFHAM.J W, 

6505280482 

60-390 

3 

HUFHAM.J W 

0505280508 

60-438 

S 

HUFHAM.J W 

B505280516 

60-391 

S 

HUFHAM.J W 

8505280528 

50-390 

S 

HUFHAM.J W 

8505280555 

50-390 

S 

HUFHAM.J W 

8505290161 

50-438 

S 

HUFHAM,JW. 

8505290607 

50^38 

S 

HUFHAM,J.W. 

8505310399 

40-1341 


HUKILL.HD 

8505020364 

50-289 

P 

HUKILL.H,D. 

8505070099 

50-289 

P 

HUKIU.H a 

8505150120 

50-289 

P 

HUKILL,H D 

8505210281 

50-289 

P 

HUKILUH D 

85052303B3 

60-289 

P 

HUKILL.H.D 

8505240307 

50-289 

F 

HUKILI.HD 

8505200213 

50-289 

P 

HUKILL,H.a 

8505280261 

66-289 

P 

HUKILL,H D 

8505260083 

50-269 

R 

HUKILL,H.a 

6505290163 

50-289 

Q 

HUKILL.H D 

8505300406* 

50-280 

G 

HUKILL,H D 

8505310041 

50-289 

P 

HUKILL,H.D. 

8605310109 

50-289 

P 

HULTSCH.R A 

8503120165 

60-186 

F 

HUNNICUTT.D M. 

0505010491* 

50-285 

Q 

HUNNICUTT.D M 

6505200279* 

50-285 

Q 

HUNT.J 

8505070013 

WASTE MQT 

HUNT.M.0 

8505200152* 

50-390 

Q 

HUNT.M.D. 

8505210011* 

60-424 

Q 

HUNTER.O.R. 

8505010487 

50-285 

Q 

HUNTER.OR 

8505060330 

60-285 

F 

HUNTER.DR 

0505070473 

50-446 

Q 

HUNTER, D.R. 

8505100249 

50-368 

F 

HUNTER.DR. 

8505160284 

60^13 

F 

HUNTER, D.R. 

6SD51 70240 

50-313 

0 

HUNTER.D.R. 

6505290182 

50-313 

Q 

HUNTER.OR. 

8505290268 

50-286 

Q 

HUNTER,fl L. 

8505160216 

WASTE RES 

HUNTSMAN.0 L 

8505230534 

NUREG 


IBRAHIM.A B. 

8505160339 

WASTE MGT 

IGNATONIS.AJ. 

0505130312 

50-328 

S 

IMBRO.EV 

8505230664* 

50-410 

Q 

INGLES.J,M 

8505080253 

60-280 

J 

INGLES, J.M. 

8505000274 

50 280 

J 

IRELAND.R E 

8505010418* 

60-267 

Q 

IRELAND, R.E. 

8505010433* 

60-267 

Q 

IRELAND.R E. 

8505060376 

60-252 

P 

IRELAND,R,E. 

8505130436* 

50-267 

Q 

IRELAND, fl E 

8505200183* 

50-267 

Q 

IRELAND.R.E. 

8605200236* 

60-267 

Q 

IRWIN.DP 

8605060501 

60-322 

G 

IRWIN, DP. 

0505140279 

60-322 

Q 

IRWIN.DP. 

0605140279 

60-322 

G 

IRWIN.O P. 

8505140444 

60-322 

Q 

IRWIN.DP 

8B05140447* 

60-322 

G 

IRWIN.D P. 

8505140447* 

50-322 

G 

fflWIN.H.R 

8505210523 

71-9049 


ISACHSEN.Y.W. 

850510004B 

NUREG 


IVEY.FS 

8505160696* 

CONTRACT 


JVEY.K.D. 

8505280549* 

50-312 

Q 

IVORY, B J 

8505080109* 

CONTRACT 


JABUONSKI,F.J 

8505130455* 

60-461 

Q 

JACKIW.I N. 

8501240205* 

60-282 

Q 

JACKIW.LN 

8605000510* 

60-282 

Q 

JACKIW.LN 

8505090026* 

50-305 

Q 

JACKIW.I N 

8605090042* 

60-346 

Q 

JACKSON, Q. 

8505240240* 

FOIA 


JACKSON, Q. 

8505240300* 

FOIA 


JACKSON, KC. 

8505160160 

WASTE MGT 

JACKSON, LH 

6505170442* 

60-414 

Q 

JACKSON, LH. 

8505170567* 

60-390 

Q 

JACKSON, n. 

8505290612 

60-237 

S 

JACKSON.R E. 

8208240479* 

50-424 

A 

JACKSON, R.E. 

8211180509* 

50-424 

A 

JACKSON, R.E. 

8211230542* 

FOIA 


JACKSON, R.E. 

8306040128* 

FOIA 


JACKSON.R E 

6308310473* 

FOIA 


JACKSON, R.E. 

8402060642* 

FOIA 


JACKSON, R.E, 

8403300216* 

50-362 

A 

JACKSON.R E. 

8404200358* 

FOIA 


JACKSON,R.E, 

8404300352* 

FOIA 


JACKSON, R.E. 

8505200589* 

FOIA 


JACOBS, G.K. 

8505060127* 

WASTE RES 

JACOBS, 6 K 

8605160530* 

WASTE RES 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


JACOBS, R 

0505070437* 

50-272 

0 

JACOBS.R H 

8505210469* 

50-307 

Q 

JACOBSON, N 

8505200526 

PR 


JAFFE,DH 

8505030334 

60-317 

P 

JAFFE,DH 

8505210607 

50-31 7 

P 

JAQANNATH,B N 

8505060106* 

WASTE MQT 

JAGGAR,F. 

0605070189* 

TOPREP 


JAGGAR.F 

8505210313* 

50-282 

Q 

JAMAL, N 

0505090477 

FOIA 


JANUSKA.AQ 

0505030444* 

40-2061 


JANUSKA,A Q 

0505240246* 

50 483 

Q 

JAPE.F 

0505170342* 

50 390 

0 

JAPE,F. 

0505170441* 

60 280 

Q 

JAPE,F. 

0505170510* 

60 413 

Q 

JAPE,F. 

0505170522* 

60 390 

0 

JAPE.F 

8605170537* 

50 260 

Q 

JAPE,F 

0506200451* 

50-390 

Q 

JAPE.F 

0505210014* 

50-250 

Q 

JAPE.F. 

0505210107* 

50 400 

Q 

JAPE.F 

0506210533* 

60-302 

Q 

JAPE.F 

0505220333* 

50 418 

Q 

JARHETT.J.E. 

8505030040* 

WASTE MGT 

JAUDON,J P. 

6505010355* 

50-458 

Q 

JAUDON,J P 

8606060321 * 

50 450 

Q 

JAUDON.J.P 

6505070294* 

50 450 

Q 

jaudon.jp 

0505130440* 

50-458 

0 

JAUDONJ.P. 

0605150372* 

60-458 

0 

JAUDON,J P. 

0505200230* 

60 298 

Q 

JAUDON.J.P 

0505290553* 

50-298 

Q 

JEFFERSON.R M 

8505130409* 

60-338 

Q 

JENG,D.C. 

0308100633* 

FOIA 


JENQ.D C 

8505300201* 

FOIA 


JENKINS, DM 

8505220174* 

70-1113 


JENKINS, G.R 

8505210400* 

50-338 

Q 

JENKINS, Q R 

0505220100* 

70 27 


JENS,W.H. 

0504100492 

50 341 

A 

JENS,W H 

8505010271 

60-341 

F 

JENS,W.H. 

0505070092 

60-341 

Q 

JENS,W.H. 

8505100124 

50 341 

E 

JENS.W H. 

6505100382 

50 341 

P 

JENS,W.H. 

6505200540 

PH 


JENS,WH 

8505210390 

50 341 

E 

JENS,W.H. 

8505230405 

60-341 

F 

JENS,W.H. 

6606230494 

60-16 

P 

JENS.WH 

8506230405* 

60-16 

P 

JENSEN, C.M. 

6505300242 

50 112 

V 

JERMAN.PG. 

0605210337* 

FOIA 


JERMANPC 

0505210341* 

FOIA 


JERMANP.C. 

0505300020* 

FOIA 


JERMAN.PC. 

8505300032* 

FOIA 


JERMAN,P.C. 

8505300392* 

FOIA 


JERMAN.PC. 

8505300395* 

FOIA 


JERMAN.P.C 

0505300402* 

FOIA 


JERMAN.P.C 

8505300408* 

FOIA 


JERMANPC. 

8605300418* 

FOIA 


JESSUP, B. 

6505160396 

CONTRACT 


JESSUP.0 

OB06230517 

CONTRACT 


JESSUP, B 

6505290207 

CONTRACT 


JlERREE,C.a 

0505090623 

40-1162 


JIERREE,C.C. 

8505130241 

40-6601 


JIERREE.aC, 

8506160209 

40-8102 


JIERREe,C.C. 

8505160302* 

40-8686 


JIERREE.ac. 

0605160673* 

40-0698 


JIERREE.CC 

0505160582* 

40-2250 


JIERREE.ac. 

8505170608 

40-1162 


JIERREE.CC 

8505310535 

40-6084 


joj 

0505070497 

50-269 

P 

JOHNSON, A.D. 

6505080105 

60-275 

P 

JOHNSON, AO 

8505090306* 

FOIA 


JOHNSON, 0.D. 

8505020434 

60-265 

F 

JOHNSON, a.D. 

8505060100 

60-255 

P 

JOHNSON, D.D 

8505130165 

60-265 

P 

JOHNSON.e D 

8506210412 

60-265 

P 

JOHNSON.B,J. 

8506200576 

PR 


JOHNSON, C.E 

8505090001 * 

50-496 

Q 

JOHNSON, O.R. 

6505030326 

71-9010 


JOHNSON, D. 

8605030077* 

60-334 

Q 

JOHNSON, D.M. 

6505030159* 

60-412 

Q 

JOHNSON, D.M. 

8505060306* 

60-134 

Q 

JOHNSON.E H. 

6505010264 

60-267 

S 

JOHNSON,E.H. 

8505010347 

60-466 

Q 

JOHNSON, E.H. 

8605010372 

60-362 

Q 

JOHNSON, E H, 

8505010410 

60-287 

Q 

JOHNSON, E.H 

8505010426 

60-267 

Q 

JOHNSON.E H 

8505020402 

50-267 

P 

JOHNSON,E.H. 

8505060259 

60-296 

F 

JOHNSON, E.H. 

8505060318 

60-466 

Q 

JOHNSON,E,H. 

8505060362 

60-496 

A 
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JOHNSON, e H. 

8505060375 

SO 298 

Q 

JOHNSON^E.H 

8505070289 

50 458 

Q 

johnson.e.h 

8505070667 

50-267 

S 

JOHNSON, E H, 

8505090077 

50 498 

Q 

JOHNSON, E H, 

6505090621 

50 498 

Q 

JOHNSON, E K 

850510020^ 

50-458 

Q 

JOHNSON,E H. 

8505100302 

50 458 

Q 

JOHNSON.E.H. 

8505130403 

50 45B 

O 

JOHNSON.E.H. 

8505130436 

50 267 

0 

JOHNSON.E.H 

8505130443 

50 458 

Q 

JOHNSON, E H. 

8505140167 

50 267 

P 

JOHNSON.EH. 

8505140183 

50 458 

Q 

JOHNSON.EH. 

8505140426 

50 458 

Q 

JOHNSON.EH 

8505150367 

50 458 

Q 

JOHNSON.E H 

8505150391 

50 450 

F 

JOHNSON.E H 

8505150431 

60-267 

F 

JOHNSON.E H 

8505150434* 

50-267 

F 

JOHNSON.EH 

86051 S0593 

60-496 

A 

JOHNSON.E H 

8505150595* 

60-498 

A 

JOHNSON.E H 

8505160381 

50-267 

Q 

JOHNSON.E.H 

8505160456* 

SO 445 

Q 

JOHNSON.E.H. 

0605170459 

60 267 

P 

JOHNSON.E H. 

8505170508 

50 267 

F 

JOHNSON.E H 

8505200171 

50 267 

Q 

JOHNSON.EH 

8505200221 

60 267 

Q 

JOHNSON.EH. 

B505210100 

50-208 

Q 

JOHNSON.EH 

8505210301 

50-290 

Q 

JOHNSQN.E,H. 

8505230640 

50-290 

V 

JOHNSON.E.H. 

8S052900SS 

50-267 

P 

JOHNSON.E H 

8505290170 

50-498 

Q 

JOHNSON.E.H 

8505290229 

50-298 

Q 

JOHNSON.E H 

0505290254 

60-267 

0 

JOHNSON.E H. 

0505290378 

60 458 

A 

JOHNSON.E.H. 

8505290546 

60 208 

Q 

JOHNSON, Q.E. 

8505100496* 

60 413 

P 

JOHN SON, Q E. 

8505210203 

50 413 

Q 

JOHNSON,J. 
JOHNSON,J.M 
JOHNSON, JM 
JOHNSON,J M 

8505010462* 

8305260251* 

8506200264* 

&5052C0294* 

50-293 

FOIA 

FOIA 

FOIA 

Q 

JOHNSON,J.M 

8505290247* 

50 443 

A 

JOHNSON, J M 

8505290253* 

50-443 

A 

JOHNSONJ R. 
JOHNSON, M.P. 
JOHNSON.M P 

JOHNSON.M.P. 

JOHNSON.M.P, 

8408230413* 

Q505070006 

8505070170 

8505070152 

6505070184 

50-446 

NUREG 

NUREQ 

NUREG 

NUREQ 

T 

JOHNSON,?. 

6502200204* 

60 206 

Q 

JOHNSON, P.H. 

8505010342* 

50*206 

Q 

JOHNSON.P.H. 

6505060460* 

50-208 

Q 

JOHNSON.P.H. 

8606220206* 

60*307 

Q 

JOHNSON.P.H 

8605300212* 

60 397 

Q 

JOHNSON.? H 
JOHNSON.SC. 
JOHNSON, S.C. 

8506310633* 

8606010380 

8505020647 

60 206 
70*143 
70*143 

Q 

JOHNSON,!. 

8505060495 

60-424 

T 

JOHNSON.!. 

85050Q04Q6 

60-424 

Q 

JOHNSON,!. 

JOHNSON,!. 

JOHNSON,!. 

8505000486 

8505160308* 

8506200526 

60 424 
FOIA 

PR 

Q 

JOKNSON.T.C. 

8505020430 

WASTE MGT 

JOMNSON.T.C. 

0506170518 

WASTE 

MGT 

JOHNSON.T.D. 

8505060387* 

60*277 

Q 

JOHNSON.T.D. 

JOHNSON.T.L. 

8605140286* 

8505160265* 

50-277 

FOIA 

Q 

JOHNSTON, Q.W. 

8506070563* 

50-361 

Q 

JOHNSTON, Q.W. 

8506230708* 

50*139 

Q 

JOHNSTON, J.B, 

8506300372 

50-289 

T 

JOHNSTON.W 

8105190011* 

60 382 

A 

JOHNSTON.W.V. 

8200230041* 

60*382 

A 

JOHNSTON, W.V. 

8212070061* 

50*362 

E 

JOHNSTON.W.V. 

8410160091* 

60-412 

E 

JONES, D.E. 

8506140207* 

60-461 

Q 

JONES, Q.T. 

8408030196 

60 259 

S 

JONES, Q.T, 

6605030576 

60-269 

S 

JONES.Q.T. 

B605030710 

50*269 

s 

JONES.e.T. 

8605080372 

50*269 

s 

JONES ,O.T 

8505090616 

60*269 

8 

JONES.G.T. 

8505180166 

60-259 

s 

JONES.Q.T 

8606170650 

60-206 

s 

JONES.Q.T. 

8605300251 

60*259 

s 

JONES, M E. 

8506170234* 

60*260 

Y 

JONES, S.8 
JORDAN.E.L 

8S0529032B 

8401200097* 

50*269 

FOIA 

s 

JORDAN.E.L 

8401200240* 

50 382 

A 

JORDAN.E.L, 

JORDAN.EL, 

JORDAN.EL. 

8401200243* 

8406040101* 

8406060310* 

60*382 

FOIA 

FOIA 

A 
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JORDAN.E L 

8407100084* 

50-3 13 

P 

JORDAN.E L 

8504250452 

50-3 

Q 

JORDAN.EL 

B5042504SS 

50-3 

0 

JORDAN.E.L 

8505060418 

50-3 

O 

JORDAN.E L 

6605130034 

60*29 

O 

JORDAN.E L 

8505170206* 

50-361 

Q 

JORDAN.E L 

6505200168 

50-3 

Q 

JORDAN.E.L 

0505230761 

ORG 


JORDAN.W.H 

8506300277 

50-445 

G 

JORDAN, W.S 

8505140323 

50-289 

G 

JORGENSEN.BL 

8505100166* 

50*315 

Q 

JORGENSEN, 8 L 

8505170471* 

50-255 

S 

JOSIQER,W.A 

6505260093 

50-286 

R 

JOYNER 

6505200206 

l&E 


JOYNEaJH 

8505010340 

50-334 

Q 

JUUAN.a 

8505170491* 

50-321 

Q 

JULIAN, C 

8505200125* 

50-321 

Q 

JULIAN, OA. 

8505200073* 

50-369 

0 

JULIAN.OA. 

B5052 10046’ 

50-413 

Q 

JULIAN.C A. 

6505210126* 

50-302 

Q 

JULIAN.C.A. 

8505230632* 

60-390 

Q 

JULIAN.C, A 

8505300528* 

50-416 

P 

JUNGUNG.T.L. 

8505170180 

WASTE MGT 

JUSTUS.PS. 

6505200624 

WASTE MGT 

KADAMBI.NP 

B505090055 

50-498 

A 

KAOAMBI.N P 

8505240263 

60 408 

A 

KAOAMBI.N P. 

8505290024 

SO 468 

A 

KAOAMBI.N.P. 

8505290027 

50 498 

A 

KAOAMBI.N P. 

8505290029 

60-498 

F 

KAHLE.J.B. 

8605200384* 

70-1151 


KAHLE.J B. 

8505200470* 

70143 


KAISER, A.F. 

8505230427 

60-10 

S 

KAISER.WT 

B505230149* 

50-266 

P 

KALE.D R. 

6505300102 

60-10 

S 

KALER,R.J. 

8505100004 

60-382 

A 

KALER.R J 

8505100425 

FOIA 


KALIVIANAKIS.N. 

8505030043 

50 265 

S 

KALIVIANAKIS.N 

8505030346 

50-254 

S 

KALIVIANAKIS.N 

8506030855 

so-aes 

s 

KAUVIANAKiS,N. 

6505030734 

50-254 

s 

KALIVIANAKIS.N 

8605030739 

50 254 

s 

KALMAN.K.L 

85051 S0281* 

FOIA 


KALMON.KJ. 

8605060123 

50-374 

s 

KALM0N.K.J 

8605160373 

60-374 

s 

KAM.FB 

6505160575 

NUREG 


KAM.F B 

8505160647 

NUREG 


KAM,F.B. 

8605170010 

NUREG 


KAMINSKI, R.S. 

8505170229 

FOIA 


KAMMERER.C 

8407230089* 

50 275 

u 

KAMMERER.C. 

8407230091 * 

60-275 

u 

KAMMERER.C, 

8505130306* 

60-276 

u 

KAMMERER,C. 

8505150375* 

FOIA 


KAMMERER.C, 

8605160194* 

50-482 

u 

KAMMERER.C. 

8505160203* 

60-462 

U 

KAMMERER.C. 

8505160471* 

FOIA 


KAMMERER.C. 

8505160528* 

60-440 

H 

KAMMERER.C. 

8505300073* 

FOIA 


KANE.RS 

8505310272 

60*199 

H 

KANE.RS, 

8505310350 

50*199 

H 

KANOW.L 

8502280294* 

50-208 

Q 

KANOW.LR. 

8505280549* 

50*312 

Q 

KAP(TZ,J. 

0505030209* 

50*282 

P 

KAPLAN.S. 

8605200334* 

FOIA 


KARAM.RA. 

8505150077 

60*160 

F 

KARAM.R.A. 

6505160110 

60-276 

P 

KARMAN.M 

6505220047 

60-223 

Q 

KARMAN.M. 

0505230377 

60 223 

G 

KARR.QJ. 

8506160185* 

50-482 

H 

KATO.W.Y, 

8505060531 

WASTE RES 

KAT0,W.Y. 

8505200310* 

FOIA 


KATO.W.Y. 

0505200314* 

FOIA 


KATO.W.Y, 

8505200316* 

FOIA 


KATOpW.Y. 

8605200328* 

50-352 

A 

KATO.W.Y, 

8505230172* 

50-470 

A 

KATO,W.Y. 

8505230178* 

50-470 

A 

KATO.W.Y 

8505230164* 

FOIA 


KATO.W.Y. 

8505230185* 

60.470 

A 

KATO.W.Y. 

6505230190* 

FOIA 


KATO.W.Y. 

8505230193* 

FOIA 


KATO.W.Y. 

8505230196* 

FOIA 


KATO.W.Y. 

0505230240* 

FOIA 


KATO.W.Y. 

8605230337* 

FOIA 


KATO.W.Y. 

8505230341* 

FOIA 


KATO.W.Y, 

8605230344* 

FOIA 


KATO.W.Y 

8605230347* 

FOIA 


KATO.W.Y. 

8505230358* 

FOIA 


KATO.W.Y, 

8505230385* 

60-3 

P 

KATO.W.Y. 

8605230378* 

FOIA 
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KATO.W.Y. 

0505230414* 

FOIA 


KATO.W.Y. 

8505230438* 

FOIA 


KATO.W.Y. 

8505230444* 

FOIA 


KATO.W.Y. 

6505230459* 

FOIA 


KATO.W.Y. 

8505230573* 

50-3 

P 

KATO,W Y. 

8505230509* 

50-3 

P 

KATO,W Y. 

8505230612* 

50-3 

P 

KATZ.K L 

8505100384 

PR 


KAUFMAN.P D 

8505140176* 

50-254 

Q 

KAVANAGH,J F 

8505200090* 

CONTRACT 


KAVULA,M P, 

8505240308* 

FOIA 


KAy.JA 

8505010470 

50 29 

P 

KAY,JA 

8505060181 

50 29 

P 

KAY.J A 

8505080172 

50-29 

F 

KAY.J A 

6505140380 

50-20 

P 

KAY,J A. 

8505280225 

50-29 

P 

KAY.J A. 

8505280500 

50 29 

R 

KAY.J A 

8505290393 

60 29 

Q 

KAY.M.A 

8505150089 

60 288 

F 

KEARNEY.B. 

8505290740 

40 8102 


KEARNEY.JJ. 

8505020045 

WASTE MGT 

KEBLUSEK.S 

8103110244* 

50-3S2 

A 

KEIMIG.R 

8505100169 

70-371 


KEIMIG.n R 

8505020263* 

50-210 

Q 

KEIMIG.R R 

8505020270* 

50-293 

Q 

KEIMIG.R R 

8505030050* 

70-371 


KEIMIG.R R. 

8505130330* 

70-135 


KEIMIG.R R. 

8505130341* 

70-920 


KEIMIG.RR 

8505130432* 

70-1143 


KEIMIG.R R. 

8505140206* 

50-277 

Q 

KEIMIG.R R 

8505160227* 

70 687 


KEIMIG.R R, 

8505160355* 

50-317 

Q 

KEIMIQ.R.R. 

8606170182* 

70-1100 


KEIMIG.R R. 

8505170213* 

70-903 


KEIMIG.R R. 

8505200187* 

70135 


KEIMIQ.R.R. 

0505200301* 

50-277 

Q 

KEIMIG.R R. 

8505200356* 

50-247 

Q 

KEIMIG.R.R. 

8505220089* 

50-352 

Q 

KEIMIG^R R. 

0505280110* 

50-423 

Q 

KEISER.HW. 

8505020097 

50 388 

S 

KEISER.H.W. 

8505020204 

50 387 

S 

KEISER.HW 

6505030712 

60 387 

s 

KEISEn,H.W. 

8505160272 

50 386 

s 

KEISER,HW 

6505210628 

60 307 

s 

KeiSER,HW, 

8505240555 

50-3B7 

s 

KEISER.HW 

8505290567 

50-387 

s 

KELBER.C N 

6505310365* 

FOIA 


KELtER.R. 

0505030077* 

50-334 

0 

KE11-ER,R M. 

8505030011* 

50-387 

o 

KELLER, R.M 

8505030100* 

50-322 

o 

KELLER, R.M 

8505030189* 

50-322 

Q 

KELLER.R M. 

8505D60323* 

50-57 

0 

KELLER.R M 

8505170565* 

50-223 

Q 

KELLER,R.M. 

8505200159* 

50 289 

O 

KELLEY,JL. 

6505230288 

50-400 

G 

KELLEY.S 

8505140342* 

FOIA 


KELLUND.QC. 

8505080144* 

50 344 

Q 

KELLY.G. 

8505090457* 

50-387 

S 

KELLY.JL. 

8505280175* 

50-424 

A 

KELLY,L 

8505290093 

50-266 

R 

KELLY.R.B. 

8505150196 

QA999 


KELLY, W. 

8505060429* 

WASTE MGT 

KELLY.W.R 

8505020026 

WASTE RES 

KELLY.WR. 

8505060427 

WASTE MGT 

KELLY.W.R. 

6505160524 

WASTE RES 

KEMPER, J.S 

8505160410 

50-277 

P 

KEMPER,J.S. 

8505170131 

60-353 

A 

KEMPER.JS. 

8505200193 

50-277 

P 

KEMPER, J.S. 

8505210200 

50-277 

P 

KEMPER,J S. 

8505210441 

50-362 

F 

KEMPER .J.S, 

8505290107 

50-352 

F 

KENDORSKLF.S. 

8505160552 

WASTE MGT 

KENNARD.GA 

6505240018* 

60-528 

T 

KENNEDY.R.T 

6505160335* 

COMMISSION 

KENNY,T. 

8605010498* 

50-247 

Q 

KEN NY, T. 

8505070218* 

60-311 

Q 

KENYON, B.D. 

8505130194 

50-387 

R 

KENYON, B.D, 

0505150286 

60-3B8 

Q 

KENYOMBD. 

8505230712 

71-9176 


KENYON.aD. 

8505290231 

50-387 

Q 

KENYON, B,D, 

9505300300 

50-387 

F 

KENYON, TJ. 

8505030679 

50-259 

P 

KENYON, TJ, 

8505060035 

50-390 

A 

KENYON.TJ. 

8505060039 

50-390 

F 

KENYON.T.J, 

8505240021 

50-390 

A 

KEPPLER,J.G. 

8312120082' 

• FOIA 


KEPPLER,J.Q 

6605030236 

60 263 

Q 

KEPPLER.J.Q. 

8505060426 

50-346 

S 
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KEPPLEBJ G 

3506130454 

50 461 

Q 

KEPPLERJ G 

0505130558 

50-202 

V 

KEPPLER.J G 

6605140119 

50 461 

Q 

KEPPLER,J G 

8505210268 

50 329 

S 

KEPPLER.J.G 

8505280307 

60-440 

Q 

KERCH.HW 

8505210311* 

50-298 

Q 

KERDILES.J 

8505170041 

50-255 

P 

KERR.Q W 

8505100334* 

FOIA 


KERR.G W 

8505140388* 

FOIA 


KERR.G W 

8505200383* 

50-172 

W 

KERR,G W 

0505310153 

STATE PRO G 

KERRJE 

0505200526 

PR 


KERR.W 

8505140283* 

FOIA 


KEflR.W B 

8505140523* 

FOIA 


KESEL.DT 

8505160559 

50-220 

S 

KESSEL.HV 

8505280282* 

50-410 

Q 

KETZLACH.N 

8505010052* 

70 695 


KIDD.D G 

8505140516* 

FOIA 


KILPATRICK.F A 

0505280147* 

50 424 

A 

KtM.S.H 

0505160635 

NUREG 


KIMBALLJ 

8211190063* 

FOIA 


KIMBALL, J 

8302160001* 

FOIA 


KIMBALL.J. 

8304130523* 

FOIA 


KIMBALL, J 

8306150020* 

FOIA 


KIMBALL.J 

8307260073* 

FOIA 


KIMBALL, J 

8308040576* 

FOIA 


KiMBALLJ, 

8309130363* 

FOIA 


KIMBALL, J 

8309260346* 

50-456 

A 

KIMBALL,J 

8312090108* 

FOIA 


KIM8ALL.J 

8401170078* 

FOIA 


KIMBALLJ 

8402210302* 

FOIA 


KIMBALLJ 

8404200156* 

FOIA 


KIMBALLJ 

8505200297* 

FOIA 


KIMBALLJ 

8505200594* 

FOIA 


KIMBALLJ 

8505200596* 

FOIA 


KIMBALLJ 

8505230005* 

FOIA 


KIMEL.W R 

8505140397* 

FOIA 


KIMERY.AL 

8505170219 

FOIA 


KING.M N 

8505020249* 

60-461 

E 

KING, SO 

8505070372* 

50 338 

P 

KiNGSLEY.O D 

8505090365 

50-416 

P 

KINGSLEY, OD 

8505090371* 

50-416 

P 

KINGSLEY, 0 0 

8S051 70004 

50-416 

P 

KINGSLEY.O 0 

6505290506 

50-416 

P 

KINNEMAN 

0505200206 

r&E 


KINNEMAN 

8505230292 

l&E 


KINNEMANJ 

6505060231 

l&E 


KINNEMANJ 

8505090076 

l&E 


KINNEMANJ D 

0505100331 

40-8153 


KINNEMANJ D 

8505170224* 

70-903 


KINTNER.LL 

8505020408 

50-416 

P 

KINTNER.LL 

8505310098 

50-416 

P 

KINTNER.LL 

8505310172 

50-416 

F 

KINTNER.LL 

8505310174 

50 416 

P 

KIRKISHAN 

8505100336* 

50-361 

P 

KIRSCH.D F. 

8502280286 

50 206 

Q 

KIRSCH.DF 

6505010336 

50-206 

Q 

KIRSCH.D F. 

8505060031 

50-275 

Q 

KIRSCH.DF 

8505060072 

50-344 

Q 

KIRSCH.D F 

8505060108 

50-528 

P 

KinSCKOF 

8505080175 

60-323 

Q 

KIRSCH.DF 

0505060454 

50-206 

Q 

KIRSCH.DF 

8505070004 

60-312 

Q 

KIRSCH.D.F. 

8505070392 

50 275 

H 

KIRSCH.DF 

8505080105 

50-275 

P 

KIRSCH.DF 

8506080138 

60-344 

Q 

KIRSCH.D.F 

8605090584 

50-275 

0 

KIRSCH.OF 

8505090582* 

50-275 

Q 

KlflSCH.D F 

0505090587 

60-275 

Q 

KIRSCH.DF 

0605100007 

60-344 

Q 

KIRSCH.D F 

8505130405 

50-528 

Q 

KIRSCH.DF 

8505140240 

60-275 

P 

KIRSCH.D F. 

8505150324 

50-500 

A 

KIRSCH.D.F 

8505170144 

50-526 

Q 

KIRSCH.0 F, 

8505200320 

50-526 

P 

KIRSCKOF 

0505210072 

50 528 

P 

KIRSCH.DF. 

0505210166 

60-397 

Q 

KIRSCH.DF 

8505210349 

50-312 

P 

KIRSCH.D F. 

6505220291 

50-397 

Q 

KIRSCH.OF 

8506280412 

50-520 

Q 

KIRSCH.0 F 

8505260536 

60-312 

0 

KIRSCHD.F 

8505290109 

50-323 

Q 

KIRSCH.D.F. 

8506300200 

60-397 

Q 

KIRSCH.D.F. 

0505300495 

50-275 

Q 

KIRSCH.DF 

8505310810 

50-206 

Q 

KIRSTEIN.8 

8207220396* 

60-327 

P 

KISTER.H B. 

8505030009 

50-387 

0 

KISTER.H B. 

8505030011* 

60407 

Q 


AUTHOR 


KISTER.H B 
KISTER.H B 
KISTER.H a 
KISTER.H B 
KISTER.H B 

KISTER.H B 
KISTER.H B. 
KISTER.H B 
KISTER.H B 
KISTER.H 8 

KISTER.H B 
KISTER.H B 
KISTER.H B 
KISTER,H.B. 
KLEIN.PJ 

KLEIN.PJ 
KLEIN.PJ 
KLE1N.P J 
KLEIN.P J 
KLEIN.PJ. 

KLEIN.PJ, 
KLEIN.PJ 
KLEIN.PJ 
KLEINSORQE.W P 
KLEINSORGE,WP. 

KLEINSORGE.W.P, 
KLEPFER.H H 
KUKA.ja 
KLINE, J R. 
KLINEJR 

KLINE, R.L 

KLINE.R.L 

KLINGLER.G. 

KLINGLER.G, 

KLINGLER.G 

KLINGLER.G 
KLUGE, H. 

KNAPP.M R 
KNAPP, M R 
KNAPP.M R. 

KNAPP, M.R, 
KNAPP.M R 
KNAPP,M R. 
KNAPP, M.R 
KNICELEY.JR 

KNICELY.J A 

KNIEL.K 

KNIEL,K 

KNIEL,K 

KNIEL,K. 

KNIGHT, J. 

KNIGHT, J P. 
KNIGHT.J P 
KNIGHT, J.P. 
KNIGHT, J P 

KNIGHT, J P 
KNIGHT.S D. 
KNIGHTON.G 
KNIQHTON.GW 
KNIGHTON.G W. 

KNIQHTON.Q.W. 
KNIGHTON.G W 
KNIQHTON.Q.W 
KNIGHTON.G W. 
KNIQHTON.Q.W. 

KNIQHTON.GW 
KNIGHTON.G W, 
KNIQHTON,GW 
KNIQHTON.Q.W. 
KNIGHTON, G.W 

KNIQHTON.Q.W. 
KNIQHTON.Q.W 
KNIGHTON, G.W. 
KNIQHTON.Q.W, 
KNIGHTON.G.W 

KNIGHTON.G W. 
KNIGHTON.G W. 
KNIQHTON.Q.W. 
KNOX,W 
KNUCklES,EJ. 

KNUTH.D.F. 

KOBER.R.W. 

KOaER,R,W. 

KOBER.R.W. 

KOBER.RW. 

KOBER.R.W, 

KOBER,R,W. 

KOBER.R.W, 


ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


0505030077* 

50 334 

Q 

KOBER.R W 

6506030094 

50 322 

Q 

KOBER.R W 

6505030100* 

60-322 

Q 

KOBER.R W 

6505030169 

60 269 

Q 

KOBER.R W 

6505030169* 

50-322 

Q 

KO0ER,R W 

8605060306* 

50-134 

Q 

KOENIQS.R L 

850S0B0323* 

50-57 

Q 

KOENIQS.R L 

B505070437* 

50-272 

Q 

KOESTER.Q L 

0505100412 

50-219 

Q 

KOESTER.G L 

8505160384 

60-354 

Q 

KOESTER.Q L 

6505170164 

60 219 

Q 

KOESTER.G L 

8505170565* 

60-223 

Q 

KOESTER.G L. 

6505290153 

50-289 

0 

KOESTER.G L. 

8505290159* 

50-289 

Q 

KOESTER.Q L. 

8505170146* 

50-255 

Q 

KOESTER.Q L 

0505170301* 

50-255 

P 

KOESTER.G L 

0505170303* 

60-256 

Q 

KOESTER.G L 

0505170335* 

50-255 

Q 

KOESTER.G.L 

8505170349* 

50-255 

Q 

KOESTER.Q L. 

8505170380* 

60-255 

Q 

KOESTER.Q L. 

8505170408* 

60-255 

Q 

KOESTER.G L. 

8505170476* 

60-265 

Q 

KOESTER.Q L 

8505170501* 

50-265 

Q 

KOESTER.G.L 

0505170577* 

50-250 

Q 

KOESTER.G.L 

850521 0059* 

50-438 

0 

KOESTER.G L 

0505230063* 

50 413 

Q 

KOESTER.G L 

8505240583* 

CONTRACT 

KOESTER.G.L 

8605210584 

50-374 

S 

KOESTER.G.L 

8505080096 

60-322 

G 

KOESTER.G L 

8505300245 

60 440 

G 

KOESTER.G.L 

8504300015 

71-540 


KOESTER.G L 

0504300017* 

71-540 


KOESTER.Q L. 

0505140422 

l&E 


KOESTER.G L 

0505200205 

50-259 

Q 

KOESTER.G.L 

8505240343 

50-269 

Q 

KOH.B R 

8505240359 

60-269 

Q 

KOHLER, A.D, 

8605200522 

PR 


KOLTAY,PS 

8505010637 

WASTE MQT 

KOLTER.J. 

8506020803 

WASTE MQT 

KOMANOFF.H. 

0505060048 

WASTE MGT 

KONWINSKI.Q R 

8505060655 

WASTE MQT 

KONWINSKt.Q.n. 

650S060563 

WASTE RES 

KONWINSKI.Q R 

8505160210* 

FOIA 


KONWfNSKI.Q.R 

8505170203 

WASTE MGT 

KONWINSKI.G.R 

8605160180* 

60-483 

Q 

KONWINSKI.G.R. 

8505310246* 

60 306 

Q 

KONWINSKI.Q R 

8408130148* 

50-462 

A 

KONWINSKI.G.R. 

8505200663* 

60-402 

A 

KONWINSKI.G.R. 

0605200167* 

60-424 

A 

KONWINSKI.Q R 

8505280102* 

60-424 

A 

KONWINSKI.G.R. 

85053002B6* 

FOIA 


KONWINSKI.Q R 

0202110243* 

50-295 

P 

KOON,A K, 

8302020179* 

60 424 

A 

KOON.A.R. 

8307200456* 

50 386 

P 

KOON.A R. 

8310110473* 

50-352 

A 

KOON.AR 

8505200034* 

50-409 

P 

KOON.A R. 

8505020003* 

WASTE RES 

KORTAS,AJ 

8302160027* 

60-302 

A 

KORZINEK,CJ. 

8504170603 

60-443 

A 

KOTTAN.J 

8505020066 

60-498 

A 

KOTTANJ.J. 

6505020069 

50-443 

A 

KOUTS.H J 

0505020114 

60-323 

A 

KOUTS.H.J 

8505020580* 

50-323 

P 

KRAEQER.B A 

8506090083 

60-302 

F 

KRAMARIC,M. 

8505090090 

60-443 

0 

KRAMER.H.H. 

8605090127 

60 443 

A 

KRAMER.M.W. 

8505090167 

50-412 

F 

KRAMER, M.W. 

8606090557 

50 443 

F 

KRASNER.LM. 

8505170047 

60-275 

P 

KRASOPOULOS.A 

0505170052* 

60-275 

P 

KRASOPOULOS,A. 

0505230621 

50-608 

D 

KRAUSE.CW. 

8505230526* 

60-600 

D 

KRAUSE.G.T. 

6S05230S60 

60-60B 

D 

KREQER.W.E 

8505230644 

60-276 

P 

KREHJ.L. 

8605240401 

60-400 

A 

KREH.J.L. 

6505240400 

50-361 

P 

KRENZ.D.L 

8605310333 

60-276 

P 

KRENZ.DL 

0505310411 

50-412 

Q 

KRENZ.D.L 

0506230171* 

50-29 

Q 

KRIESELTA, 

8506200568* 

FOIA 


KRIESELTA 

8505070357 

PR 


KRIESEL.TA, 

8505070426 

60-244 

S 

KRIMM.R.W. 

8606090556 

60-244 

S 

KRIMM.RW 

8605160177* 

60-244 

Q 

KRIMM.R.W. 

$505150332 

60-244 

Q 

KRIMM.R.W. 

0505160366 

60-244 

S 

KRIMM.R.W. 

0505160390 

60-244 

s 

KRIMM.R.W 

0505160399 

60-244 

s 

KRIMM.R.W. 


accession 

NUMBER 

8505170124 

8505200341 

8505210360 

0505210563 

8505230596 

8S05070325 

8505070376 

6503050017 

0505030493 

0506000071 

8505070322 

0505000240 

0505090559 

0505000560 

8505090610 

8505100206 

6605130395 

0505130437 

0505140203 

B505170179 

0505170240 

0505200180 

0505200400 

8505210137 

6505210299 

8505240631 

8505200047 

8505200340* 

6505200440 

6B05200454 

6505290617 

0505290545 

6505290693 

0505300103 

0605160635 

0505060131 

8505130211' 

8505300372 

8505280045 

6505150480* 

8505150511* 

8505160627* 

0506160138* 

6505160205* 

8606100325* 

0505160400* 

0505160516* 

8505100536* 

0505160576* 

8505230546* 

8505230566* 

6505200446 

8505000435 

8506240221 

0505290424 

0505310402 

8505010430* 

8101270772* 

8505150606* 

8505060271* 

8505230414* 
8505230459* 
850S1 00430* 
8505240438* 
8506200532 

8505300010* 

0505300022* 

0605230116* 

0505030555* 

0505130293* 

0505230222 

0505290172* 

0101060037* 

8506200481* 

8506220305* 

8606230050* 
8506230061 * 
8506230076* 
8505060007 
8505090408 

8505220303* 

8506010330* 

6505030096 

8505030103 

8505030212 

B50S030221 

8505030268 

8505030366 


SUBJECT 

CATEGORY 


50*244 

60*244 

50*244 

50-244 

50*244 

60 397 
60*397 
60*402 
60 402 
60 402 

60*482 
60*402 
50*402 
60 482 
60 402 

50 482 
60 482 
60 402 
50 482 
60*482 

60*482 
60*482 
60*402 
50*402 
60 402 

60 402 
50 402 
60 482 
50 402 
50 482 

60 402 
60*482 
50*482 
50*482 
NUREQ 

50*508 
60*206 
50*209 
60*322 
40 0601 

40 6659 
40 0604 
40 6660 
40*8102 
40*3453 

40 6622 
40*4492 
40*290 
40 0004 
40*1162 

40 2260 
50*305 
50 996 
60*306 
50*306 

60-306 

60*336 

FOIA 

60-334 

60*247 

FOIA 
FOIA 
FOIA 
50 333 
PR 

FOIA 
FOIA 
FOIA 
50*307 
60 443 

60*266 

50*202 

50*247 

60*302 

60-330 

FOIA 

FOIA 

FOIA 

60*316 

60-316 

60*316 

60*352 

ORQ 

60-263 

50-277 

60*440 

60*330 

60*213 


Q 

S 

P 

vS 

S 

S 

S 

S 

P 

P 


s 

s 

s 

s 

p 

s 

s 

p 

p 

6 

S 

F 

P 

P 

8 

S 

Q 

S 

P 

P 

P 

P 

s 


A 

Q 

T 

Q 


S 

S 

s 

3 

S 

a 

Q 

Q 


Q 

Q 

H 

O 

P 

a 

o 


li-U. 



PERSONAL AUTHOR INDEX 405 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

KRIMM.RW 

0505030380 

50-266 

F 

KRIMM.RW 

6505030431 

50 413 

F 

KRIMM.RW 

B505000241 

50 341 

F 

KRIMM.R.W 

0505130154 

50 322 

F 

KRIMM.RW 

050513027Q 

50 390 

F 

KRIMM.RW 

0505130340 

50 458 

F 

KRIMM.RW 

0505150298 

60-450 

F 

KRIMM.R.W 

0505150400 

50-458 

F 

KRIMM.R.W 

0505170455 

50-416 

F 

KRIMM.R.W. 

0505210080 

SO 413 

F 

KRIMM.RW 

0505230388 

60 3 

F 

KRIMM.R.W 

0505230441 

50 526 

F 

KRIMM.RW 

6505200304 

60 352 

F 

KRIMM.R.W 

0505200167 

60 440 

F 

KRIMM.RW 

0505200353 

60-295 

r 

KRIMM.RW 

0505310154 

50-247 

F 

KRISHNAN.R 

8505030300 

WASTE MQT 

KRONICH.C 

0505280276 

50-264 

R 

KRUQ.H.E 

8505170508* 

50-281 

Q 

KRUQ.H.e 

8505200590* 

50-261 

Q 

KUCHARSKI.S. 

8505240107* 

50-423 

Q 

KUCZYNSKI.LA 

8505020097 

60 308 

S 

KUCZYNSKI.LA 

8505030712 

60-387 

s 

KUCZYNSKI.LA 

8505240555 

60 387 

s 

KUC2YN8KI.LA 

8505200567 

50-387 

s 

KUEMIN.J L 

8505210160 

50-165 

p 

KUEMIN.J.I, 

8505200398 

60-165 

p 

KUUK.R.F 

0605060514 

NUREG 


KULAVlCH.R 

8506290313 

60-389 

s 

KUNCL.LG. 

05050G0304 

60-298 

p 

KUNCUL.Q 

6505070291 

60-298 

p 

KUNCL.LG 

8505210109* 

50-298 

Q 

KUNCL.LG. 

8505310116 

60-298 

P 

KUPIEC.C.F 

0605000403 

NUREG 


KUPPERMAN.DS. 

0506060500 

NUREG 


KUTZ.C 

060S200522 

PR 


KUYKENDALLJ C 

8505010447 

50 446 

F 

KUYKENDALL, J C 

8506010454 

60 445 

F 

KUZO.Q.B. 

0505170302* 

60-327 

Q 

KU20.G.B. 

0505200263* 

60-259 

Q 

LAATS.ET 

8505170007 

NUREG 


UCKER.O.K 

0606010135 

PR 


LACKER.D.K. 

8605210450 

PR 


LAFORD.H D 

8505130161* 

50-382 

A 

LAFSER.F.A. 

8605230763* 

CONTRACT 

LAQOMARSINO.R 

0505140273* 

FOIA 


LAHEY.R.T 

0505160635 

NUREG 


LAHS.e. 

0505310462* 

FOIA 


LAHS.W R. 

8406170320* 

FOIA 


LAHS.W.R. 

8407260464* 

FOIA 


LAHS.WR 

6605100416* 

FOIA 


LAHS.W.n. 

0605140406* 

50-338 

T 

LAHS.W.n. 

8505310304* 

FOIA 


LAHS.W.R. 

8505310300* 

FOIA 


LAHS.W.R 

8606310403* 

FOIA 


LAHS.W.R. 

0605310410* 

FOIA 


LAHS.W.R. 

8606310419* 

FOIA 


LAHS.W.R. 

0606310420* 

FOIA 


LAINAS.Q C 

8505060450 

60 287 

P 

LAINASpQ.C. 

8505100404* 

60-282 

F 

LAINAS,Q.C 

0505130069* 

60-205 

F 

LAfNAS.G.C. 

8505150400 

60-286 

P 

LAINAS.Q C 

8505160200 

60-250 

P 

LAINAS.Q.C. 

8505160242* 

60-324 

P 

LAINAS.Q.C. 

0505160259* 

60 321 

P 

LAINAS.Q C. 

0505230533* 

60-260 

F 

LAINAS.Q C 

0506240613* 

60-331 

F 

LA1NAS,Q 0 

0506200143* 

60-331 

F 

LAINAS.Q C. 

8505200162 

60 250 

P 

LAITY.W.W. 

0404240390* 

60 416 

S 

LAKE.W.H. 

8505140405* 

60 338 

T 

LAM.ST 

8505020249* 

60-461 

E 

UMASTRA.M.A. 

8505300440* 

FOIA 


LAMA8TRA,M.A. 

8605300462* 

FOIA 


LAMBE.W.M. 

8605010007 

50-468 

M 

LAMBERT, P, A 

8505030349* 

60 325 

P 

LAMBERTH.R.A. 

8505240009* 

FOIA 


LANDERS.J 

8505160474* 

60-446 

Q 

UNQSCHWAQER.D. 

85O4QB0D83 

50-266 

F 

lanksbury.r. 

8505090266* 

50-464 

Q 

LANKSBURY.R.D. 

6505020197* 

60 440 

Q 

UNKSBURY.R.D. 

0505070608* 

60-403 

Q 

UNKSBURY.R.D. 

0505090266* 

60 282 

Q 

LANKSBURY.R.D. 

0605160102* 

60*341 

Q 

LANPHER.L.C. 

8505080201 

60-322 

G 

LANPHER.LC. 

0505000602* 

50-322 

G 

UNPHER.LC. 

0606090602* 

50*322 

Q 

LANPHER.LC. 

8506170083* 

50 322 

G 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

LANPHER.LC 

85051 70083* 

50 322 

Q 

LANPHER.LC. 

8505200239 

50 322 

G 

UNPHER.LC. 

8505200239 

60 322 

G 

UNPHER.L C 

8505300334 

50 322 

G 

UNPHER.L C 

6505300334 

50 322 

G 

UPORTE.W R. 

8505130271* 

50 382 

A 

LARIZZA.G F 

0505070425 

50-244 

S 

LARIHZA.G F 

8505090SS6 

50-244 

S 

LAniZZA.G F 

8505160366 

50-244 

S 

UniZZA.G F 

8505160390 

50-244 

S 

URIZZA.G F 

8S05160399 

50-244 

s 

LARIZZA.G F 

8505200341 

50-244 

s 

URIZZA.G F 

8505210563 

50-244 

s 

LARIZZA.G F, 

8505230596 

50-244 

s 

URSON.CE 

8505060335 

50-263 

o 

URSON.Ce 

8506200039* 

50-263 

Q 

LARSON, CE 

8505300302 

50-202 

F 

LASH.T.R, 

8505240265 

PR 


LASH.T R 

8505310324 

PR 


LASHBROOK,J B 

8505160<130 

FOIA 


UU8EN.N 

8505290185* 

50-250 

P 

UWLESS.J 

0505030255 

OA99g 


UWLESS.W 

8605060445 

50-424 

T 

LAWSON.C.Q. 

8505020423* 

QEN TEC 1 

S 

LAWYER, S 

8505210116* 

60-302 

Q 

LAY.C 

8505090481 

FOIA 


UYFIELD.R. 

8505200132* 

70 275 


UYFIELD.R L 

8506200138* 

70 275 


LAYFIELD.R.L 

8505200141* 

70 275 


LAYFIELD.R L 

0505200144* 

70-275 


U2ARUS.W. 

0505070437* 

60 272 

Q 

LAZO.L 

0505240160 

50 412 

A 

UZO.R M 

6505020191 

50 520 

G 

UZO.R M 

8505070507 

50 629 

Q 

LEAHY, M 

0505060421 

50 237 

8 

LEAHY, M. 

0505280082 

50-237 

S 

LEAR.Q. 

8104260540* 

SO 382 

A 

LEAR.G. 

0206090236* 

FOIA 


LEAR.Q 

8208040668* 

60 409 

P 

LEAR.Q. 

8309220280* 

50 352 

A 

LEAR.G 

8505300272* 

FOIA 


LEAR.Q 

8505300331* 

FOIA 


LEBLOND.P C 

8605150302 

50 295 

Q 

LEBLOND.P C. 

05051 S0309 

60 295 

Q 

LEBLOND.P-C 

0505150413 

50 295 

F 

LEBLOND.P.C 

8506150415 

50-295 

F 

LEDBE7TER.J L 

8505200387* 

FOIA 


LEDOICK.RS 

05051 70400 

50-382 

P 

LEDERER.P.D. 

B505070354* 

PR 


LEDERMAN.L 

B505290312* 

FOIA 


LEDUC.n.J. 

8505070493 

71 9194 


LEOUC.RJ 

B505060513 

71 9151 


LEOUC.RJ. 

8505230724 

71 9030 


LEE.JY 

0505280361 

NUREG 


LEE, on 

0505160116 

50 287 

P 

LEE.R. 

8606070069 

50366 

P 

LEE.R 

8505200148 

50 360 

P 

lEE.W.S. 

8605020378 

50-269 

P 

LEECH.P H 

8505060139 

50-203 

P 

LEECH, P.H 

0505300661 

60-293 

P 

LEFeVRE.HE 

8401170468* 

FOIA 


LEFEVRE.H E. 

8805200263* 

FOIA 


LEFEVRE,H E 

6505230024* 

FOIA 


LEQQ.ao, 

6506240026* 

60-520 

T 

LEHMAN.L L 

6506060110 

WASTE MQT 

LEHNERJ R 

8605160233* 

60-269 

P 

LEINS.eW 

8505140497* 

FOIA 


LEMPQES.T.E. 

8502200163 

60-220 

S 

LEMPQES.T.E 

6505060113 

60-220 

S 

LEMPGES.T E. 

8505130406 

SO-220 

P 

LEMPQESJ-E 

8505210266 

60410 

A 

LEMPQES J E 

8505230277 

50 220 

n 

LEMPGES.T E 

8605240403 

60-220 

R 

LEMPQES.T.E. 

8505240432* 

SO-220 

R 

LEMPQES.T.E, 

8505290087 

60-220 

s 

LEMPQES.T.E. 

6505290166 

60-220 

Q 

LEMPQES.T.E. 

85Q520O16O 

60410 

A 

LEMPQES.T.E, 

8505310456 

50 220 

S 

LENAHAN,J J 

8605210533* 

50-302 

Q 

LENAHAN,JJ. 

8505220170* 

60-259 

0 

LENART.R.S. 

8505030728 

60 341 

S 

LENART.R S, 

8505030740 

50 341 

s 

LEMART.n.S 

8505100101 

50-341 

s 

LENART.R.S 

8505160231 

50-941 

s 

LENART.R.S 

8505210114 

60 341 

s 

LENTSCH.J.W, 

6505140247 

60-344 

F 

LEONARD.J.D 

0505100372 

50-322 

s 

LEONARD.J.O. 

8505130244 

60-322 

1 
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LEONARD,J D 

8505140449’ 

50 322 

G 

LEONARD,J D 

8505280060 

PR 


LEONARD,J D 

8505280295 

50 322 

Q 

LEONARD.J D 

8505290220 

50 322 

F 

LEONARO.J D 

8505300471 

50 322 

0 

LEONARD.JD 

&505310047 

50-322 

Q 

LESAR.MT 

8505230376* 

PR 


LETSCHE.K J 

8505080209* 

50-322 

Q 

LETSCHE.K J 

8505080209* 

50 322 

G 

LETSCHE.K J 

8505090598 

50 322 

6 

LETSCHE.K J 

8505090590 

60 322 

G 

LETSCHLK J 

8505170079 

50 322 

G 

LeTSCHE.KJ 

8505170079 

50 322 

G 

LEUSINKH H 

8505240452 

50 354 

S 

LEVENTHALP 

3505210206 

PR 


LEVENTHAL.P 

8505210206 

PR 


LEVENTHAL.P L 

8505310357* 

FOIA 


LEVENTHALP L 

8505310449* 

FOIA 


LEVICK.ML 

8505080266* 

CONTRACT 


LEVICK.ML 

8505100010* 

CONTRACT 


LEVICK,M L 

8505160502* 

CONTRACT 


LEVINE,J H 

B505060540 

WASTE RES 

LEVINE, J M. 

8505010250 

50-313 

P 

LEVINE.J M 

8505010252 

50 313 

P 

LEVINE.JM. 

8505060013 

50 313 

F 

LEVINE, J M 

B505060211 

50-313 

F 

IEVINE,JM 

B5051 50354 

50-313 

F 

LEVINE, S H 

8505160126 

50-5 

S 

LEVINE.SH 

8505200480 

PR 


LEVINE.Z 

8505030200 

50 236 

H 

LEVY.B 

8505100364 

PR 


LEVY.S. 

B50&060826* 

50 272 

R 

LEWELLEN.W S 

0505310421 

NUREG 


LEWIS.F.W 

8506210411* 

50-382 

1 

LEWIS, JG 

8505170121 

60 255 

S 

LEWISJ Q 

8505230651 

50 255 

S 

LEWIS, JG 

8505230666 

50-255 

s 

LEWIS .JR 

B5041 10295 

60 482 

F 

LEWIS.M 1 

8505210364 

PR 


LEWIS.M 1 

8505240264 

50-269 

H 

LEWIS, PM. 

8505300674 

RES 


LEWIS, R C 

8505090470* 

50 259 

P 

LEWIS ,RC 

8505090475* 

60-269 

S 

LEWIS, RC 

6505200216* 

50-172 

Q 

LEWIS.RC 

8505200293* 

50-172 

Q 

LEWIS.RC 

8505200309* 

50 172 

Q 

LEWIS, SH 

8505150350 

40 2061 


LEWiS.SH 

8505300511 

40-2001 


LICARLK 

6505170111 

50-10 

F 

LICHTENBERGER 

0505170231 

70-1100 


LICHTENBERGER 

8505200664 

70 1100 


LICHTENBERGER 

8505240201 

70-1100 


LICITnA.E,A 

6505290354 

60-528 

P 

LICITHA.EA 

6505200053 

50-528 

P 

LICITRA.EA 

8505240141 

50-528 

P 

LICITRA,EA 

8505240147 

50 526 

P 

UDEN.EA 

8505010452 

60-272 

O 

LIDEN.EA 

8505060023 

50-272 

R 

LIDEN.EA 

8505080178 

50-272 

P 

LIEBERMAN.J 

8309290501* 

50-362 

A 

LIEBERMAN.J. 

8405020146* 

50-416 

P 

UEBERMAN.J 

8405140068* 

60-418 

P 

LIEBERMAN,J 

8604090432* 

50-440 

A 

LIFOaO.K 

0400230413* 

50-445 

T 

LIM.T H 

0505170496 

50 224 

R 

LIMROTH.D F. 

8505130273* 

60-272 

Q 

LIMROTH.D F, 

8505290542* 

60-272 

Q 

LINAHAN.J J 

8505170441* 

50 260 

Q 

LINDER.F 

6505020103 

50 409 

S 

LINDER.F. 

8505058399 

50 409 

P 

UNDER, F. 

8505090504 

50-409 

S 

LINDER.F. 

8505090647 

50 409 

s 

LINDER.F 

8505160164 

60 409 

p 

UNOER.F. 

8605210092 

60 409 

F 

LINDER.F 

8505210578 

60-409 

S 

LINDER.F. 

8505230077 

50-409 

s 

LINDER.F, 

B505240340 

50-409 

s 

LINDER.F. 

8505260002 

60-409 

p 

LINDER.F, 

8505280265 

50-409 

p 

LINDER.F. 

8505310309 

50-409 

s 

LINDSEY.DJ. 

8505290333 

50-333 

s 

UNDSTROM.M 

8505020593 

XPORTUC 

LINDSTROM.M. 

8506020597 

XPORTLIC 

UNEHAN,JJ. 

0505160601 

WASTE MQT 

LINEHAN.J.J. 

8505170147 

WASTE MGT 

LINEHAN,J J. 

8505170171 

WASTE MQT 

UNEHAN.J J. 

8505170590 

WASTE MQT 

LINENBERQ.QA 

05O5O6D512 

50 289 

G 



406 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

LINSUEY.R K 
LINTAKAS.A R 
LINTAKAS.A R 
LINTON.O W 
LINVILLe.J C 

B505 100430* 
8505030434 
8505060314 
8505280092 
8505020143* 

FOIA 

50*373 S 

50 374 S 

50 410 Q 

MACDONALD.CE 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD,C E 
MACDONALO.C E 

8502050318 

8502050324* 

6502050332 

8502050330* 

8504160212 

71-304 

71-304 

71-6280 

71-6280 

71-534 

MACOONALD.C E 
MACDONALO.C E 
MACOONALD.C E 
MACDONALO.C E 
MACOONALD.C E 

LINVILLE^JC 
LINVILLEJ C 
LINVILLE.J C 
LIPPINCOTT.E P 
LISENO.R T 

8505070437* 

8505150586‘ 

8505310378* 

0505070562 

B505290350 

50*272 0 

50 333 Q 

50*220 Q 

NUREQ 

60 333 S 

MACDONALD.CE 
MACDONALO.C E 
MACDONALO.C E 
MACDONALO.C E 
MACDONALO.C E 

8504160216* 

8506010283 

8505010350 

8505010366 

8505010300 

71-534 

71-9195 

71-6939 

71-9175 

71-9152 

MACOONALD.C E 
MACDONALO.C E 
MACOONALD.C E 
MACOONALD.C E 
MACDONALO.C E 

umE.M 

UTTLE.M 

LimE.M 

UTTLE.M 

UTTLE.M 

8503010128 

0505070109 

8505170299 

8505240573 

6505290645 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MACDONALD.CE 
MACDONALD, C E 
MACOONALD.C E 
MACOONALD.C E 
MACOONALD.C E 

8505010399* 
8505010407 
8505010416 
8505010422* 
850501 043 S 

71-9152 

71-9032 

71-9193 

71 9193 

71-9033 

MACDONALO.C E 
MACDONALO.C E 
MACDONALO.C E 
MACDONALO.C E 
MACOONALD.C E 

LITTLE.W S 

LITTLE, WS 

LITTLE.W 3 

LITTLE.W S 

LITTLE.W S 

0505060398 

8505200502 

8505200507* 

8505210326 

8605210352* 

50 456 Q 

50 456 Q 

50 456 Q 

50 456 Q 

50 456 Q 

MACOONALD.C E 
MACDONALD.CE 
MACDONALD.CE 
MACDONALD.CE 
MACDONALD.CE 

0505010560 
8505010573* 
8505010687 
850501 05 60 
0505010591* 

71-6771 

71 6771 

71-9160 

71-9081 

71-9081 

MACOONALD.C E 
MACDONALO.C.E 
MACOONALD.C E 
MACDONALO.C E 
MACDONALO.C E 

LITTLE HALES.G 
LimEHALES.G 

UU.L 

LIU.WC 

LIU.WC 

8505050469 

6505100262 

8505300438* 

8505170369* 

8505200474* 

OA999 

QA999 

50 331 1 

50-424 Q 

50 259 0 

MACDONALD.CE, 
MACOONALD.C E 
MACOONALD.C E 
MACDONALO.C E 
MACDONALD.CE 

8505010610 

8505010613* 

8605010614 

8505010617* 

8505010622 

71-9073 

71-9073 

71-9168 

71-9168 

71-6601 

MACDONALD.C E. 
MACDONALO.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.CE 

LIWRUNGRUANG.T 

LIZALEK.J 

LLOYD.M 

LOSNER.P 

LOBNER.P 

8505100442 

8605160605 

8505310475* 

8207220398* 

8505150172* 

FOIA 

50 249 S 

FOIA 

50-327 P 

FOIA 

MACOONALD.C E 
MACDONALD.CE. 
MACDONALO.C E 
MACDONALD.CE 
MACDONALO.C E 

8505010623* 

8505020087 

8505020008* 

8505020022 

8505020023* 

71-6801 

71-6144 

71-6144 

71-6744 

71-6744 

MACDONALD.C E. 
MACDONALD.C E 
MACDONALD.C E. 
MACDONALO.C.E 
MACDONALD.C E 

LODGE.TJ 

LODGE.TJ 

LOEST.K W 

LOFY.RA 

LOFY.RA 

8505240600 

8505240600 

8505900003 

8605130120* 

8505170149* 

50 440 G 
50-440 G 

40 8380 

CONTRACT 

CONTRACT 

MACDONALD.CE 
MACDONALD.CE 
MACDONALD.CE, 
MACDONALD.CE 
MACOONALD.C E 

8505020073 

8505020086 

8505020090* 

8505020094 

8505020096* 

71-9163 

71-6272 

71-6272 

71 6244 

71 6244 

MACDONALD.C E. 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD, D A. 
MACE.E M. 

LOGUE.R H 

LOHAUS.P H 
LOHAUS.P H 
LOHAUS.P H 

LOHR.JF 

8505300336 

6505100116* 

6505100142* 

8505100338* 

8505070533 

60-277 R 

FOIA 

FOIA 

FOIA 

50 317 S 

MACDONALD.CE 
MACDONALD.CE 
MACDONALO.C E. 
MACDONALO.C, E, 
MACDONALD.CE 

8505020125 

8505020216 

8505020240 

8506020246 

8505020253* 

71-534 

71-9176 

71-0151 

71-373 

71-373 

MACEK.RW 
MACEK.R W 
MACRUSKY.J 
MADDEN, P M. 
MADDEN.P M 

LOIQNON.G A 
LONG.FJ 

LONG.FJ 

LONG.FJ 

LONG.FJ 

6501240015 

6505280369 

8505280374* 

8505280378* 

8505280381* 

50 395 R 

PR 

PR 

PR 

PR 

MACDONALD.CE 
MACDONALD.CE 
MACDONALO.C E 
MACDONALD.CE 
MACDONALD.CE 

8505020259 

0505020265* 

8505020268 

8505020272* 

8505020277 

71-6026 

71-6026 

71-6574 

71-6574 

71-9156 

MADDEN, P.M. 
MADDEN.W 
MADDEN, W 
MAODEN.W.J 
MADDEN.W J 

LONQ,JT 

LONG.R L 

LONG.S 

LOOHAUELJ D 
LOBBER.A 

0505140485* 

6505290250 

8505170035* 

8505010388* 

8505170011 

50 338 T 

50 289 V 

FOIA 

50 320 P 

FOIA 

MACDONALD.CE 
MACDONALD.CE 
MACDONALD, C.E 
MACDONALO.C E 
MACDONALD.CE. 

6505020283 

6505020293* 

6505020303 

8505020553 

8505020592* 

71-536 

71-536 

71-5706 

71-122 

71-122 

MADDOX, J 
MADEDA.T. 
MADEDA.TJ 
MADEDA.T J 
MADSON.M E 

LOROl.TA 

LORENZ, RW 
LOUX.ftR 

LOVE.AR 

LOVE, A R 

8505290102 
8505100317 
8505160209 
85051 500D3 
8505150003 

TOPREP 

50*276 R 

WASTE MGT 
50-352 G 

60*352 G 

MACDONALO.C E 
MACDONALD, C,E 
MACDONALD.CE 
MACDONALD, C.E. 
MACDONALO.C E 

8505020595 
8505020609 
850502081 1 * 
8505020614* 
8505060331 

71-9006 

71-6795 

71-5795 

71-5795 

71-5814 

MADSON.M.E. 
MADSON.M E 
MADSON.M E 
MADSON.M.E. 
MADSON.M E 

LOVE.AR. 

LOVE.AR 

LOVE, A R. 

LOVE.A R 

LOVELL.C 

8505220001 

6505220001 

8505220009 

8505220009 

8505150197* 

50*352 G 

50*352 G 

50-352 G 

50*352 G 

FOIA 

MACDONALD, C.E. 
MACDONALD.CE 
MACDONALD.CE 
MACDONALO.C.E 
MACDONALO.C E 

8605060337* 

8505060365 

8505060370* 

8505060404 

8505060405 

71-5814 

71-5876 

71-6875 

71-9049 

71-640 

MADSON.M.E. 
MAHOLY.KA 
MALKANI.R 
MALLETT.B S 
MALLETT.B.S 

LOVELL.CJ 
LOVELL.CJ 
LOVELL.CJ. 
LOVENOALE,P C 
LOVENDALE.P C. 

8605160189* 

8505150193* 

8505150201* 

8505020331* 

8505310624* 

FOIA 

FOIA 

FOIA 

50 483 Q 

60*255 Q 

MACDONALO.C E 
MACDONALD.CE. 
MACDONALO.C E. 
MACDONALD.CE 
MACDONALD, C,E. 

6505060461 

060SO60'463* 

8505060468 

8605060473* 

8505070307 

71-5460 

71-5460 

71-6406 

71-6406 

71-5957 

MALLETT.B.S 
MALLETT.B.S 
MALLETT.B S 
MALLETT.B.S. 
MALLOY,J 

LOWE.A L 
LOWENBERQ.H 
LOWTHER.J E 
LOYOLA, V M. 

LU.SC 

8505070372* 

6505150127* 

8505160211* 

8505230536 

8505280086 

60-330 P 

FOIA 

50-482 H 

NUREQ 

NUREQ 

MACDONALD.CE 
MACDONALD.CE 
MACDONALO.C E 
MACDONALD, CE 
MACDONALD.CE. 

8505170049 

8505170050- 

8505170062 

8505170084* 

0505170090 

71-359 

71-369 

71-639 

71-539 

71-9006 

MALODY.C.W. 
MALODY.C.W. 
MALODY.C W 
MALSCH.M G 
MALSCH.M.Q. 

LUBENAU.J 
LUBENAU.J 0 
LUEHMAN.JG 
LUEHMAN,J G 
LUETT.W R 

8505100136* 

8505100244* 

8505210541* 

8505240149* 

8505090497 

FOIA 

FOIA 

50 338 Q 

50 338 Q 

50 374 8 

MACDONALD.CE. 
MACDONALD, C.e. 
MACDONALO.C E, 
MACDONALD.CE. 
MACDONALD.CE. 

8505170093* 

8505170190 

8505170260 

8606170266* 

8605170206 

71-9006 

71-9089 

71-365 

71-365 

71-9089 

MALSCH.M G 
MAMMARELU.AA 
MANDIL.I.H. 
MANEATIS,G A 
MANQAN.C 

LUETT.W R 
LUND8LADE.DR 
LUNDVALL.A.E 
LUNDVALL.A E 
LYNCH.M 0 

8505090541 

8505160401* 

8505090033 

8505300201 

8505230503 

50 373 S 

CONTRACT 
50-317 P 

50-317 Q 

50*341 F 

MACDONALD.CE 
MACDONALD.CE. 
MACDONALD, C.E. 
MACDONALO.C.E. 
MACOONALD.CE 

8505170292* 

8605170295 

0505170300* 

8505170436 

0506170436* 

71-9089 

71-6939 

71-6939 

71-633 

71-633 

MANGAN.aV. 

MANQAN,C.V. 

MANGAN.CV 

MANQAN.C.V 

MANGAN.CV 

LYNN.DL 

LYON.W 

LYONS.PJ 

LYONS.P,J 

LYONS.PJ. 

8505010103* 

8505090583* 

8502280661 

8505160453 

8505230351 

CONTRACT 

FOIA 

40-299 

40*299 

40*299 

MACDONALD, C.E. 
MACDONALO.C.E, 
MACDONALO.C E 
MACDONALD.CE. 
MACDONALD.CE 

8606170457 

6505170538 

8505170540* 

8605170640 

8505220108 

71-538 

71-532 

71-532 

71-6601 

WASTE MGT 

MANGAN.CV. 

MANGAN.CV 

MANGAN.CV. 

MANGAN,C.V. 

MANGAN.CV 

LYONS.P.J 

MA.J 

MA.J 

8505310603 

8505300301* 

8505300313* 

40*299 

FOIA 

FOIA 

MACDONALO.C.E, 
MACDONALO.C.E. 
MACOONALD.C E. 

8505230536 

8505230539* 

8505230548 

71-6206 

71-0206 

71-9141 

MANGAN,C.V. 

MANGAN.CV. 

MANQAN.C.V. 
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CATEGORY 

MANGAN.CV 

G505 170530 

50 410 

S 

MAR TIN.!! 

6605130336 

70 920 


MATTSON.RJ 

B50 5200296* 

50-352 

A 

MANGAN.CV 

8505200431* 

50 410 

A 

MARTIN,!! 

8505130427 

70 1143 


MATTSON.RJ 

8505200305* 

50-352 

A 

MANGAN.CV 

8505220322 

50 410 

S 

MARTI N.T! 

8506140280 

68 277 

Q 

MATTSON.RJ 

6505230000* 

FOIA 


MANGAN.CV 

0505230052 

50-220 

P 

MARTI N.T.T. 

8505140338 

68 333 

Q 

MATTSON.RJ 

85C523D202* 

50 3 

P 

MANGAN.CV 

8505230134 

50 410 

S 

MARTI N.T! 

8505150221 

78 667 


MATTSON.RJ 

8505230229* 

50 3 

P 

MANGAN.CV 

8505230168 

50 410 

s 

MARTIN.TT 

8505 150601 

68 334 

Q 

MATTSON.RJ. 

0505230236* 

50 3 

P 

MANGAN.CV 

8505240264 

50-220 

F 

MARTIN.!! 

8505160337 

50317 

Q 

MATTSON.RJ. 

8505230248* 

FOIA 


MANGAN.CV 

8505240392 

50-410 

A 

MARTINJ.T 

B506 160425 

60 293 

Q 

MATTSON, R.J 

8505230261* 

FOIA 


MANGAN.CV 

8505240460 

50-410 

F 

MARTINJ.T 

0505170177 

70-1100 


MATTSON.aJ 

B50523026B* 

FOIA 


MANGAN.CV 

8505240470 

50-410 

E 

MARTIN.TT 

8505170209 

70 003 


MATTSON.RJ 

8505230200* 

FOIA 


MANGAN.CV 

8505290355 

50-410 

F 

MARTIN.TT 

8505200167 

70-135 


MATTSON.R J 

8505230359* 

50 3 

P 

MANGAN.CV 

8505310173 

50-410 

A 

MARTIN.TT 

6505200292 

50-277 

Q 

MATTSON.RJ 

8505230372* 

50-3 

P 

MANKINS.HD 

8505290543 

50-275 

F 

MAHTIN.T.T 

6505200315 

60 244 

Q 

MATTSON.RJ 

8505230401* 

60 3 

P 

MANN. S A 

8505010302 

WASTE MGT 

MARTIN.TT. 

8605200340 

50-247 

Q 

MATTSON.RJ 

8505230443* 

50-3 

P 

MANN.SA. 

8505070456 

WASTE MGT 

MARTIN,!! 

8505210105 

50-247 

Q 

WAUGANS*E H 

8605290561* 

50-440 

A 

MANOLY.K 

8505010462* 

50-293 

Q 

MARTIN JT 

8505210270 

60-335 

Q 

MAUPIN.WW 

8505130294 

50 33B 

Q 

MANOLY.KA 

8505280282* 

50-410 

Q 

MARTIN JT 

8506210366 

60 272 

P 

MAUPIN.W.W 

8505130304* 

60 338 

G 

MANZI.J B 

8505170127* 

FOIA 


MARTIN,!! 

8506220067 

60-352 

Q 

MAUPIN.M,W 

8505140398 

60-338 

G 

MARGULIES.M 8 

8505070225 

60 424 

G 

MARTIN,!! 

860523QI57 

50 29 

Q 

MAXON.Y, 

8605070376 

PR 


MARGULIES.MB 

8505080095 

50-322 

G 

MARTINJJ. 

8505240306 

50 245 

Q 

MAXWELL. D.C 

8505200140 

50-237 

R 

MARGULIES.M 0 

8505230310 

50-322 

Q 

MARTIN.TT 

8505 240403 

50213 

Q 

MAXWELL. Q F 

8605200567* 

50 400 

Q 

MARGUUES,MB 

8505300627 

50-322 

G 

MARTINJ-T 

8505 240423 

50-333 

Q 

MAXWELL. G F. 

8605210493* 

60-400 

Q 

MARINOS.EC 

8505230668 

50 445 

A 

MARTINJT 

8506240463 

50-245 

Q 

MAXWELL. J.C 

8505230628 

50 276 

0 

MARKEY.EJ. 

8505300522* 

50 416 

U 

MARTINJJ. 

8505280062 

60-352 

Q 

MAYNARD.R M 

8605200406 

PR 


MARKEY.EJ 

8505300526* 

50 416 

U 

MARTIN,!! 

8505280099 

50-423 

Q 

MAYS.GJ. 

8505070006 

NUREG 


MARKL.R L 

8505240027* 

CONTRACT 


MARTIN,!! 

8505290165 

70 371 


MAYS.GJ 

8505070170 

NUREG 


MARKS.B K 

8505020373 

50 259 

F 

MARTINJT 

8506290274 

60-244 

F 

MAYS.Q.! 

8605070182 

NUREG 


WARKS.B K 

8505020436 

50 259 

F 

MARTINJJ. 

8505310050 

50-334 

Q 

MAYS.Q T 

6505070184 

NUREG 


MARSHALL.JG 

8505080075 

60 373 

P 

MARTINJJ. 

8505310320 

60 277 

F 

MAYS.R L 

8505010476* 

50-320 

P 

MARSHALL, R 

0505130157* 

60 382 

A 

MARTIN.WB. 

8505230299* 

FOIA 


MAYS,R L 

8505010479* 

50-320 

P 

MARSHALL.R 

B505130161* 

50 382 

A 

MARTINEZ, e.D. 

8605160290 

27 40 


WAZUR.aW. 

0505200400 

50-508 

E 

MARSHALL.W.H. 

8505010520 

50 329 

Q 

MARTINOVICH.M. 

8505160418 

60-374 

S 

MCAFERTY.HJ 

0406210113* 

FOIA 


MARSHALL.W R 

8505010104* 

CONTRACT 


MARTI NOVICH.M 

8505160424 

50-374 

S 

MCALLISTER JN 

0505130203* 

50-302 

A 

MARSHALL.W R 

8505230551* 

CONTRACT 


MASON, CC. 

6504100540 

60-327 

R 

MCALLISTER.TN 

0505130204* 

50-302 

A 

MARSTON.R.R 

8505200626* 

60 327 

Q 

MASSARO.S A. 

6505280074 

NUREG 


MCALPINE.EJ 

0505170548* 

70-824 


MARTHA.J P 

0606300372 

60-289 

T 

MAST.DJ 

8505240032* 

60-528 

T 

MCALPINE.EJ 

6505200364* 

70-1161 


MARTIN.D. 

8505150102* 

FOIA 


MAST.PK. 

8506030229 

NUREG 


MCALPINE.EJ 

0505200402 

70-143 


WARTIN.D L 

8505130224* 

50-382 

A 

MA5!PK 

8505160176 

NUREG 


MCALPINE.EJ. 

0505200470* 

70-143 


MARTIN.J B 

8310050434* 

60-628 

A 

MATHIASEN.Q D 

8505020305 

70-764 


MCARTS.A 

8505310426 

40-4492 


MARTIN.J B 

8503070407 

PR 


MATHIASEN.Q D. 

6505230761 

70-764 


WCARTHUR.DA 

8505030229 

NUREG 


MARTIN.J B 

8505030095 

50-344 

Q 

MATHIEU.Q G. 

8505070484 

NUREG 


MCARTHUR, DA 

8505180170 

NUREG 


MARTIN.J B 

8505080364 

STATE PRO G 

MATHIS.J L 

8505170537* 

50-269 

Q 

WCBAY.M G. 

8505170100 

50-321 

R 

MART IN. J B. 

8505090190* 

FOIA 


MATHIS,J L 

0505210014* 

60-260 

Q 

MCBREARTY.R.A 

8505010439* 

60-336 

Q 

MART IN, J B 

8505090217* 

FOIA 


MATTH£WS.Da. 

0405260184* 

50-341 

E 

MGBREARTY.RA 

8505200440* 

60-307 

Q 

MARTIN, JB 

8505090232* 

50 275 

P 

MATTHEWS, T.P. 

8505160370 

60-285 

R 

MCBRIDEJ A. 

8505200115* 

FOIA 


MART IN, J B 

8505290077 

60 276 

F 

MATTHEWSJP 

8505280233* 

60-285 

R 

MCBRIDE, J A 

0505200180* 

70-276 


MARTIN.L 

8505290062* 

50 482 

Q 

MATTIA,MJ, 

8505310015* 

FOIA 


MCBRIDE, J.A. 

0505260024* 

FOIA 


MARTIN, L. 

8505200204* 

50-313 

Q 

MAmA,MJ 

8505310010* 

FOIA 


MCBRIDE, M. 

0505010452* 

50-293 

Q 

MARTIN.LE 

0505010407 

60 482 

S 

MATTIA.MJ 

8606310022* 

FOIA 


MCBRIDE, M 

8505230253 

50-293 

S 

MARTIN.L E 

8605070097 

60-482 

s 

WATTIA.MJ. 

8505310027* 

FOIA 


MCBRIDE,M, 

8605290540 

60-293 

S 

MARTIN.LE 

8606100133 

50 402 

a 

MATTIA,MJ 

8505310034* 

FOIA 


MCBRIDE.M.F 

8505030524 

60-289 

G 

MARTIN.LE 

8605100269* 

50 402 

Q 

MATTIA,M.J. 

8605310038* 

FOIA 


MCBRIDE, M,F. 

8605030529 

60-209 

Q 

MARTIN.L E 

8505170205* 

60 402 

Q 

MATTIA,MJ 

8505310051 * 

FOIA 


MCCABE, E. 

8505140359* 

60-423 

0 

MARTIN.L.E 

8505200072* 

60 482 

Q 

MATTIA.MJ. 

0505310055* 

FOIA 


WCCABE.E C 

8605100230* 

60-336 

Q 

MARTIN.R 

0506280544* 

50 352 

A 

MATTIA.M.J. 

8505310060* 

FOIA 


MCCABE.E C 

8505130349* 

60-245 

Q 

MARTIN, R. 

8505280552* 

60-352 

A 

WATTIA.MJ 

8605310200* 

FOIA 


MCCABE.F 

8505010339 

60 334 

S 

MARTIN,R,D, 

0505090261 * 

FOIA 


MArTIA.M.J. 

8505310219* 

FOIA 


MCCARTYiC 

8505230089 

40 8102 


MARTIN,R D 

8505090302* 

FOIA 


WATTIA.MJ. 

0505310220* 

FOIA 


MCCLAIN, C. 

S505140316* 

FOIA 


MARTIN.R D 

0605130347 

60-207 

Q 

MATTIA,MJ. 

0606310234* 

FOIA 


MCCLAIN.C 

0505310427* 

FOIA 


MARTIN.R.D. 

8505160097 

60-389 

P 

MATTIA,MJ 

8605310248* 

FOIA 


MCCLAIN,!. 

0505200652 

WASTE MGT 

MARTIN.R D 

8505170189 

50-205 

0 

MATTIA,M.J. 

0505310265* 

FOIA 


MCCLESKEY.K E 

0505060508 

50 322 

G 

MARTIN.R.D. 

8505200309 

50 267 

0 

MATT(A,MJ. 

8606310265* 

FOIA 


MCCLESKEY.K E 

0505060500 

50 322 

G 

MARTIN.R D. 

BS05290054 

50 482 

Q 

MAniA.MJ. 

8505310298* 

FOIA 


MCCLESKEY,K.E. 

0505160004 

50 322 

G 

MARTIN.R D. 

8505200057* 

60 482 

Q 

MATTIA.MJ. 

6505310312* 

FOIA 


MCCLOUO,D.E 

0505070554 

50-327 

R 

MARTIN.R D 

8605200331 

60-482 

Q 

WATTIA.MJ 

8605310322* 

FOIA 


MCCLOUD,D.E 

8505020070 

60-3 90 

A 

MARTIN, R.E. 

8505100487 

50-352 

F 

MATTiA.MJ. 

8505310320* 

FOIA 


MCCLOUD, O.E. 

850S070120 

50-390 

F 

MARTI N,TJ. 

8505010367 

60-354 

Q 

WATTIMOEJJ 

6505010318 

60-312 

F 

MCCLOUD, DE. 

0505070143 

50 390 

A 

MARTI N.TJ, 

0505060110 

60-354 

5 

MATTIMOE,JJ 

8505210300 

60-312 

F 

MCCLOUD.DE 

0505070181 

50-259 

P 

MARTIN,! J 

8506230005 

50-354 

S 

MATTSON.DR. 

8506060521 

WASTE MGT 

MCCLOUD, D.E. 

8505200260 

50-390 

A 

MARTIN,! R 

8506240031* 

50-445 

A 

MATTSON.HJ. 

8005200864* 

60 362 

A 

MCCLOUD.D.E, 

8505 200299 

50-390 

A 

MARTI N.T.T. 

8603050055 

50-29 

F 

MATTSON, RJ, 

8203050076* 

60 373 

P 

MCCLOUD,D E. 

0505200608* 

50-433 

Q 

MARTI NJ.T. 

8505020179 

60-293 

Q 

WATTSON.R.J, 

8301130188* 

FOIA 


MCCLOUD, D.E. 

6505200623* 

50 438 

Q 

MARTI N.TT, 

6505020242 

50-219 

Q 

MATTSON, RJ 

8301280406* 

60-362 

A 

MCCLOUD.D.E. 

8505210544* 

50 430 

Q 

MARTI N.TT 

8505020271 

60-293 

Q 

MATTSON, R.J. 

03D12BO4OO* 

60-362 

A 

MCCLOUD. D E. 

8506230B48* 

50 390 

Q 

MARTI N.T.T. 

8505020313 

60-244 

Q 

MATTSON.H.J. 

B302020220* 

60 3 

P 

MCCLOUD, ae 

8505230703 

70 2910 


MARTI N.T T. 

8505030045 

70-371 


MATTSON.H.J 

8302020229* 

603 

P 

MCCLOUD, D.E 

6505290294* 

50-259 

Q 

MARTI N.T.T. 

8505030052 

50-286 

F 

MATTSON, RJ 

8304080408* 

FOIA 


MCCLOUD, D.E. 

0605290358 

SO-390 

R 

MARTtN,TT 

8506030226 

60-334 

F 

MATTSON.R.J, 

8308160343* 

60-3 

P 

MCCLURE J A. 

8505300372 

50-289 

T 

MARTiN.TJ. 

8605030447 

70-687 


MATTSON.RJ 

8306160360* 

50-3 

P 

MCCOLLOM,K A 

8505300277 

60-446 

G 

MARTIN,TT 

8505060046 

50-352 

Q 

MATTSON.R.J. 

8306100119* 

FOIA 


MCCONNELL, n J. 

8505100194 

NUREG 


MARTIN.TT, 

8505060258 

50-322 

Q 

MATTSON.RJ 

6308240649* 

60 362 

A 

MCCORKLE.G W. 

6605210333* 

50-322 

E 

MAHTIN.T.T. 

8505060262 

50-247 

Q 

MATTSON.RJ 

6605200052* 

50-362 

A 

MCCORKLB.G W 

8505300046* 

60-412 

Q 

MARTIN, T.T 

6505060558 

60-277 

Q 

MATTSON.R.J 

6505200084* 

50 362 

A 

MCCORMICK, W.N, 

8505090546* 

CONTRACT 

MARTIN, T.T 

8505000372 

60-293 

Q 

MATTSON.RJ 

8605200104* 

FOIA 


MCCORMICK-BARQE 

8505000256* 

60-282 

Q 

MARTINJ.T. 

8505100365 

60-277 

Q 

MATTSON, R J 

8605200173* 

60-352 

A 

MCCOHMICK-SARQE 

6505090266* 

60-454 

Q 

MARTIN,!! 

8605130007 

60-352 

Q 

MATTSON.RJ. 

6505200220* 

50-362 

A 

MCCOY, F.R, 

6505200073* 

50-360 

Q 

MARTIN,!! 

8505130216 

60-289 

0 

MATTSON.RJ. 

8505200251 * 

60-352 

A 

MCCOY, L.C. 

6505100336* 

60-3B1 

P 

MARTIN,!! 

B505130324 

70-136 


MATTSON, R.J. 

6505200276* 

60 352 

A 

MCCOY, S.B. 

8504 100496* 

60-341 

A 
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HUMBER 

CATEGORY 

MCCOY.S B 

8504190515* 

50-341 

A 

MCCRARY, C D 

85052901 10 

50-348 

S 

MCCREERY.P N 

8505130413* 

50-338 

Q 

MCDANIEL, A 

8505230493 

60-400 

Q 

MCDANIEL A 

8505230382 

50 400 

G 

MC DONALD, OD 

8505240166* 

FOIA 


MCDONALO.OQ 

8505060465 

50*250 

P 

MCDONALD.DG 

8505230342 

50-250 

P 

MCOONALO.DG 

8505230484 

50-250 

F 

MCOONALO.n P 

8505020130 

50-364 

S 

MCfXDNALO.R P 

8505060172 

50 348 

P 

MCDONALD, R P 

8505060430 

50 364 

S 

MCDONALD, ap 

8505090628 

50 348 

s 

MCDONALD, R.P 

05O517OQ71 

50-348 

s 

MCDONALD.R P 

8505170302 

60-348 

s 

MCDONALD,n P. 

8505210359 

PR 


MCDONALD, R.P 

8505220192 

50 348 

R 

MCDONALD.R P. 

8505230641 * 

50 348 

Q 

MCDONALD.R P 

8505240067 

60 340 

S 

MCDONALD.R P 

8505240362 

50 340 

s 

MCDOUQALL.WJ 

8505130292* 

FOIA 


MCDUFFIE,MA 

6505210446 

60-261 

p 

MCDUFFIE,W A. 

6505310105 

50-261 

F 

MCELROY,W.N. 

6505070543 

NUREQ 


MCELROY.W N 

8505070562 

NUREG 


MCGARRYJM 

6505210010 

50-413 

0 

MCGARRYJ.M 

6505210010 

50-413 

G 

MCQARRY.JM 

6505310317 

PR 


MCGAUGHY.R.W 

6505070055 

50-331 

P 

MCGAUGHY,RW 

6505080141 

50-331 

Q 

MCGAUGHY,RW 

8505100173 

60-331 

Q 

MCQAUQHY.R W 

8505100235 

50-331 

R 

MCGAUGHY.R.W. 

8505100240 

60-331 

P 

MCGAUGHY.R.W 

0505210201 

50-331 

P 

MCGAUGHY.R W. 

6505300341 

50-331 

Q 

MCGAUGHY,RW 

8505300420 

60-331 

j 

MCGOLDRICK.P 

8505130115 

XPORTUC 


MCGOLDRICK.F. 

8506200466 

XPORTLIC 


MCQOLDRICK.F 

8505230575 

XPORTLIC 


MCGOVERN,JJ 

0505140301* 

FOIA 


MCGOVERN, J.J 

6505310361* 

FOIA 


MCGOWAN.JJ 

6505160629 

NUREG 


MCGOWAN, V. 

6505200526 

PR 


MCGUIRE.DR 

8505010511* 

70-143 


MCGUIRE, D R 

8505020419* 

70 27 


MCGUIRE.D.R 

8505060451* 

50-390 

Q 

MCGUIRE,0 R. 

05061701 17* 

50-250 

Q 

MCGUIRE, D R 

8505170136* 

50-289 

Q 

MCGUIRE, D R. 

8505240012* 

50 343 

Q 

MCGUIRE.DR 

6505290154* 

50 259 

Q 

MCGUIRE, afl 

6505310013* 

70-27 


MCGUIRE, M.V. 

8505100041 

NUREG 


MCGURREN.HJ 

0505140478 

50-338 

T 

MCGURREN.HJ 

0505160614 

50-338 

T 

MCINTOSH.M 0 

8505220346* 

50 259 

P 

MCKEE.P F, 

8605070163 

50-302 

F 

MCKEE.P.F. 

0505200423 

50-302 

R 

MCKEEP F. 

8505210357 

50 302 

F 

MCKINLEY.JC 

8505100414* 

FOIA 


MCKINLEY.J,C 

8505140305* 

FOIA 


MCKUSICK.KA 

8505280255 

PR 


MCLEAREN.T 

8505080218 

CONTRACT 


MCLEAREN.T 

8505080436 

CONTRACT 


MCLEAREN.T. 

8505090468 

CONTRACT 


MCLEARENJ, 

8505090535 

CONTRACT 


MCiEAREN.T. 

6505100003 

CONTRACT 


MCIEARENJ. 

6505100008 

CONTRACT 


MCLEAREN.T 

8505100013 

CONTRACT 


MCLEAREN.T. 

6505150522 

CONTRACT 


MCLEARENJ 

8505160463 

CONTRACT 


MCLEARENJ 

6505290691 

CONTRACT 


MCLEARENJ 

6605310072* 

FOIA 


MCLEARENJ. 

6505310078* 

FOIA 


MCLEARENJ. 

8505310065* 

FOIA 


MCLEAREN.T 

6505310129* 

FOIA 


MCLEARENJ. 

0505310136* 

FOIA 


MCLEARENJ. 

6505310140* 

FOIA 


MCLEARENJ 

6505310144* 

FOIA 


MCLEARENJ 

8605310147* 

FOIA 


MCLEAREN.T. 

8505310162* 

FOIA 


MCLEAREN.T 

6505310166* 

FOIA 


MCLEARENJ 

6505310169* 

FOIA 


MCLEAREN.T. 

8505310176* 

FOIA 


MCLEAREN.T, 

0505310185* 

FOIA 


MCMILLEN.JF, 

8506070189* 

TOPREP 


MCMILLENJ.I 

8505100169* 

50 2 * 

Q 

MCMILLEN,J.I 

8505200499* 

60 456 < 

Q 

MCMJLLEN.J.!. 

8605210313* 

60 282 1 

0 


AUTHOR 

ACCESSION SUBJECT 


NUMBER 

CATEGORY 

MCNE1L.M, 

8505170549 

WASTE MQT 

MCNEILL,C,A. 

8505030379 

50-272 

F 

MCNEILL.C,A, 

8505100275 

60-272 

Q 

MCNEILL.C A 

6505260173 

60-272 

F 

MCNEILL.CA 

8505290115 

50 272 

Q 

MCNULTYP.X 

0505230492* 

CONTRACT 

MCOUEEN.AD 

6505130087 

60-312 

S 

MCaUEEN.A.D 

8505200490* 

70-25 

MCVEy.J T 

8505300006 

FOIA 


MEARS.L 0 

8505310134 

PR 


MECHLIN.G F. 

8505310526* 

CONTRACT 

MEDFORD, M O 

8505010137 

60-208 

P 

MEDFORD.M O 

8505020200 

60 206 

P 

MEDFORD.M O 

8505030356 

50-206 

P 

MEDFORD.M.O 

8SOS030419 

50-208 

P 

MEDFORD.M.O 

8505060069* 

PR 


MEDFORD, M.O 

6505100201 

60-361 

P 

MEDFORD.M.O 

0505100330 

50-361 

P 

MEDFORD.M.O 

6505130237 

60-361 

P 

MEDFORD.M O 

6505130263 

60-208 

P 

MEDFORD.M O 

6505130396 

50 206 

P 

MEDFORD.M O. 

8505170420 

50-206 

P 

MEDFORD.M O 

8505210363 

PR 


MEDFORD.M.O 

6505230346 

50-206 

F 

MEDFORD.M O. 

8505240212 

60-361 

Q 

MEDFORD.M O 

8505310223 

60-206 

P 

MEDLOCK.R.L 

8505230440 

40 6452 


MEDLOCK,R L. 

6605310418 

40-8452 


MEDLOCK,R.L 

8505310422 

40 8452 


MEDLOCK.R L. 

8505310580 

40 8452 


MEHTA, H S. 

8505300390* 

50-331 

Q 

MELBER.BD 

8505010277 

NUREG 


MELLEN.L.S. 

8605170519* 

50-336 

Q 

MENDEZ, R 
MENDONCA,M 

8505200391* 

50-440 

Q 

8505150169 

60 276 

S 

MENDONCA.M 

0505150208 

50 323 

S 

MENDONCA.M. 

0505260243 

50-276 

s 

MENDONCA.M M. 
MENSING.RW 

8505090601* 

60-276 

0 

6404300359* 

FOJA 


MERCER.J.W. 

6505130067* 

CONTRACT 

MERKLE.J G. 

6505230524 

NUREG 


MERRIWEATHER.N. 

8505210037* 

50-348 

0 

MERRIWEATHER.N 

MERSCHOFF.E.W 

6505210140* 

50 302 

Q 

8505030531 

QA990 


MERSCHOFF.E W 

8505060336* 

OA999 


MERSCHOFF.E,W. 

8505140433* 

QA999 


MEflSCHOFF,E.W 

8505210240* 

QA999 


MERSCHOFF,E,W 

8505230435* 

QA999 


MERTZ.L.R 

6502260437 

71-160 


MESERVE.R A. 

8505200302 

40 2061 


MESERVE.R A. 

0505200302 

40 2061 


MESERVE.R A. 

8505310094 

40 2061 


MESERVE.R.A. 

8505310094 

40-2061 


MESSENGER.G.H. 

8505100322* 

60-416 

P 

MESSENGER, G H 

8505100329* 

50-416 

P 

MESSENGER.G H 

0505160419* 

50-445 

Q 

MESSENQER,Q.H. 

0505160477* 

50 445 

Q 

MESSENGER.G H 

0505180485* 

50 445 

Q 

MESSENGER.G .H 

6605160489* 

so 445 

Q 

MESSENGER.GP, 

6505200476* 

FOIA 


MEYER, GO 

8305090169* 

50-601 

A 

MEYER, G.C. 

8310200427* 

50-601 

A 

MEYER.G W, 

0605100303* 

50-271 

Q 

MEYER.P, 

8605180318* 

FOIA 

MEYER.R.E. 

8505210576 

NUREG 


MEYER.R.J. 

6505200371* 

60172 

s 

MIEQEL.NJ, 

8505060336* 

OA999 


M)HALiC,J.M. 

8505210192* 

FOIA 


MIKOWSKI.J. 

8505210003 

FOJA 


MIKOWSKI.J 

6505240110 

FOIA 


MIKSCHI.TJ, 

8605070108* 

50-269 

P 

MILANO, P.D 

8505000392* 

QA999 


MILBROT.W.E, 

8505130402* 

60-331 

Q 

MILEY.G.H 

8505020296 

71-5957 


MILHOAN.J.L 

8505020542* 

60-400 

Q 

MILHOAN.J.L. 

8605230664* 

60-410 

Q 

MILLERAL 

8505090280 

60 244 

Q 

MJLLERAL 

8505090350 

50 244 

F 

MiLLER^C L 

8505170314 

60-244 

P 

MILLER.CO. 

8505170192* 

NUREQ 


MILLER, D E. 

0505070390* 

60-440 

Q 

MILLER, OS. 

0311060610* 

60*309 

G 

MILLER,DS 

6311080610* 

60-309 

G 

MILLER.FR, 

0505260416 

50-346 

S 

MILLER, G. 

8505240052 

60-382 

R 

MILLER, H,J. 

B 505020435 

WASTE MQT 

MlLLEaHJ 

6505060562 

WASTE MGT 

MILLER.HJ 

8505160297 

WASTE MQT 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


MILLER, H J, 

8605160547 

WASTE MGT 

MILLER, HJ 

8505170494 

WASTE MGT 

MILLER.H J 

8505200056 

WASTE MGT 

MILLER, H L 

8505140023 

50 280 

F 

MjLLER.J.L 

8505230407* 

50 400 

F 

MILLER,J.R 

8505010166 

50-344 

P 

MILLER,J R. 

8505010210 

60-336 

Q 

MILLER, J R 

6505010228 

60-336 

F 

MILLER.J R 

6505010362 

60-317 

P 

MILLER, J R 

8505010432 

50 368 

P 

MILLER.J n. 

8505010641 

50 336 

P 

M)LLER,J R 

8505020310 

50-313 

P 

MILLER.J R 

8505020490 

50-285 

P 

MILLER.J R. 

0505020494* 

50-344 

P 

MILLER.J.R 

8505020495 

50-309 

P 

MILLER.J R. 

85D5020503 

50 309 

P 

MILLER.JR. 

8505030060 

50 317 

P 

MILLER.JR 

8605030362 

50 338 

P 

MILLER.J.R 

8605060217* 

50-285 

P 

MJLLER.J R 

8505060530 

60-338 

F 

MILLER,J.R 

8505070074* 

60-360 

P 

MILLER,J R. 

8505070240* 

50-339 

P 

MILLER.J R 

0505080421 

50-313 

P 

MILLER.J.R, 

6505100287 

50 335 

P 

MILLER.J R 

8505100401 

50 282 

F 

MILLER.J R. 

8505100420 

50 285 

P 

MILLER.Jfl 

8505100428 

60-388 

P 

MILLER.J.R. 

8505100433 

50-335 

P 

M1LLER.JR 

8506100448 

60-335 

F 

MJLLER,J,R 

8605100465 

60-338 

P 

MILLER,J.R 

6505100501 

60-335 

P 

MILLER, J R. 

8505130066 

50-285 

F 

MILLER, J.R 

6505130152 

50 368 

F 

MILLER, J R. 

8505140254 

60 317 

P 

MILLER, J R 

8505150569 

60 206 

P 

MILLER.3R. 

B505200164* 

60-368 

P 

MILLER,JR 

8506230468 

60-317 

P 

MILLER,J.R. 

6505230528 

50-268 

F 

MILL£R,J R 

0505230670* 

50-205 

P 

MILLER,J.R. 

6505240237 

60 338 

P 

MILLER, J.R. 

8605300452 

SO 285 

P 

MILLER.J R. 

8505300654 

50 360 

P 

MILLER.J.R. 

8505310614 

50-335 

P 

MILLER.LF. 

8505070012* 

60-312 

Q 

MILLER.LF. 

8605070017* 

50-312 

Q 

MILLER.LF. 

0505170163* 

60-520 

0 

MILLER.L.F 

8505230574 

NUREG 


MILLER, L F 

8505280418* 

50 520 

0 

MILLER.LF 

8505280549* 

SO 312 

Q 

MILLER.M 

8505130010* 

60 362 

Q 

MILLER, M 

8505210205* 

50-336 

Q 

MILLER.M. 

0505240430* 

50-333 

Q 

MILLER.M. 

8606280072* 

60-362 

0 

MILLER, M A. 

0407090357* 

50 322 

S 

MILLER, M A 

8501080335 

60-424 

A 

MILLER,M.A 

8506010254 

50 424 

E 

MILLER,M.A. 

0505060104 

60 424 

F 

MILLER.M A 

8606240014 

50-424 

F 

MILLER.M A. 

0505290241* 

50-424 

A 

MILLER.M S 

8505070250 

50-322 

Q 

MILLER.M S. 

8505140230 

50-322 

G 

MILLER.M.S 

8505210004 

50 322 

G 

MILLER.M S. 

8505210004 

60 322 

G 

MILLER.M.S 

8505220010 

60 322 

G 

MILLER.M.S. 

8505290659 

50 322 

G 

MILLER.RG 

8605290620* 

FOIA 


MILLER.VC 

8108110150* 

FOIA 


MILLER, W.D 

6505030699 

50-488 

A 

MILLER, W.H. 

8505170191* 

60-413 

Q 

MILLER, WH 

8505170379* 

50-302 

Q 

MILLER.WH. 

8605200135* 

50 369 

Q 

MILLER, W.O 

8506030694 

SO 520 

P 

MILLER.W.O 

8505070330 

40 3453 


MILLER, WO 

8505140334 

60-269 

P 

MILLER.WO 

6505170099 

50-313 

Q 

MILLER, WO 

8505300107 

50-210 

P 

MILLET.R.A. 

8505150039* 

CONTRACT 


MILLMAN.G. 

8505290463 

PR 


MILLS.WA 

8505100120* 

FOJA 


MILLS.W.A 

8505100251* 

FOIA 


MILTENBERGER,$. 

8505020444 

50-483 

S 

MILTENBERGER.S. 

B5050704B6 

60 403 

S 

MILTENBERGER,S. 

8605090428 

60-483 

s 

MILTENBERGER.S 

8505090516 

SO 403 

s 

MiLTENBERQER.S. 

8505170473 

60 483 

s 

MILTENBERQER,S. 

8505230214 

60 483 

s 

MILTENBERQER.S. 

8505240558 

50 483 

s 

MILTENBERGER.S 

8505290180 

50-483 

F 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

M1NECK,DX 

95052300fl4 

58 331 

S 

MINECK.D L 

8505200*102 

50 331 

R 

MINER, S 

850506047*1 

50 312 

P 

MINNfCH.J E 

8505300385 

50*209 

G 

MINOGUE.n B 

8311220543* 

FOIA 


MINOGUE.n 8 

8505000370* 

FOIA 


MINOGUE.R.a 

0505140332* 

FOIA 


MINOQUE.ae 

0505140364* 

FOIA 


MINOQUE.H,B 

0505140401* 

FOIA 


MINOGUE.R B 

0505310406* 

FOIA 


MINOR, Q,C 

05050B021G* 

50-322 

G 

MINOR.G C 

a5050Q02ia* 

50-322 

G 

MJNT2.S 

0505020240* 

50-461 

E 

MIOSI.AD 

0505210125 

50-456 

S 

MIOSI.AD 

0505210147 

60-456 

a 

MIOSI.AD 

05052103 IQ 

50-456 

s 

MIOSI.AD 

6505210350 

50-456 

a 

MIRAQLIA/ 

03072000G1* 

50-366 

p 

MIRAGLIA.FJ 

011124015D* 

50-302 

E 

WIRAQLIA.F J 

0207220601* 

50-302 

E 

MFRAQLIA.F J 

0401120136* 

50-302 

E 

MIRAQUA.F J 

GB05020562* 

50-414 

A 

MIROCHNA,R,H 

0505170364* 

50-237 

S 

MITCHEL1..J 

0300160066* 

50-352 

A 

MITCHELL.PJ 

0505310204* 

FOIA 


WITCMELUP.R 

0505100154 

PR 


MITTL.R L 

0504110402 

60-354 

E 

MiTTL.R L 

0505030300 

60-354 

A 

MITTL.R L 

0505030416 

50-354 

K 

MITTL.R L 

G505030S1 1 

50-364 

A 

MITTL.R L 

05D5030580 

50-354 

A 

MITTt.R.L 

0505130314 

50-354 

A 

MnTL.F L 

05051 GO 4 30 

60-354 

A 

MITTL.R L 

8605140424 

50-354 

A 

MITTL.R, L 

85051500QB 

50-354 

K 

MITTL.R L 

0505160123 

50-354 

F 

MITTL.R L 

0505160064 

50-354 

F 

MITTL.R L 

0505210316 

50-354 

A 

MITTL.R L 

0605220053 

PR 


MITTL,n L 

8505240435 

60-354 

A 

MITTUn.L 

8505200242 

60-354 

A 

MITTUR.L 

6505200330 

50-354 

A 

MITTURL 

8505200345 

60 GS4 

E 

Mim.n.t. 

8505200430 

50 354 

A 

MITTL,n,L 

0505300533 

50 354 

A 

MI2UNO.Q a 

8605140208 

60 445 

G 

MOOENOS.LP 

8505200073* 

60 368 

Q 

MOELLER.MP 

8605070430 

NUREO 


MOERSFELDER 

050524003 r 

50 446 

A 

MOHN.S 

8505220203 

50 335 

S 

MOHR.CL 

8505108432* 

FOIA 


MOHR.PO 

8505070580 

NUREG 


MOLES.R C 

8505318140* 

CONTRACT 

MOLINE.R H. 

8505100291* 

FOIA 


MONEY, D 

8505230057* 

FOIA 


MONICKER J 

0505168101 

60-440 

T 

MONICK,R.J 

8505150105 

60 440 

A 

MONT.M E 

0505078660 

NURCQ 


MONTEMAVOR.M 

0505168320* 

XPORTLIC 


MONTGOMERY, D. 

0505170410* 

58 360 

Q 

MONTGOMERY^D M 

8504160072* 

60 335 

Q 

MONTGOMERY, DM 

8505170302* 

60-327 

Q 

MONTGOMERY, DM. 

8505200263* 

60 259 

Q 

MONTGOMERY, D.M 

6505200633* 

50 395 

Q 

MONTGOMERY.D.M 

0605240169* 

FOIA 


MONTQOWERY.J 

8B05130381 

50 206 

Q 

MOMTGOMERY.J 

OBO51BO170 

50 276 

Q 

MONTGOMERY^, 

05052)0406 

l&E 


MONTGOMERY.J,L. 

0505810054 

70-754 


MONTGOMERY,J,L 

6505020303 

70-1257 


MONTGOMERY .JX 

8505070100 

70-734 


MONTGOMERY ,J L 

8505060041 

70-734 


MONTGOMERY .J.L 

OB06150340 

70-734 


MONTGOMERY.J U 

8505200228 

70-1267 


MONTGOMERY. J L. 

8505200259 

50-206 

Q 

MONTGOMERY, J,L 

8505200488 

70-25 


MONTGOMERY,JX, 

8505210287 

50-433 

Q 

MONTGOMERY. J,L 

8585240039 

50-312 

Q 

MOODY, S J. 

8505240038* 

60-528 

T 

mooneV.g, 

8506170416 

40-8714 


MOORE. E B. 

0505070571 

NUREG 


MOORE, J E. 

8605140353 

60-400 

G 

MOOREJ E. 

8505300585 

60*400 

Q 

MOORE, J P. 

0605100110* 

50-424 

F 

MOORE.JW 

05042407 1 0* 

60-416 

F 

MOORE.R N 

GS05160160 

XPORTUC 


MOOHE.R N 

05053004 68 

XPORTIIC 


MOORE, S.N 

0585210471 

50-424 

0 


AUTHOn ACCESSION SUBJECT 

NUMBER CATEGORY 


MOORHEAD.CJ 

8505300372 

50 289 

T 

MORAN, D H 

B505870103 

TOPREP 


MORAN,D M 

6505140256* 

FOIA 


MORAN.D M 

850514026B* 

FOIA 


MORAN,D M 

8505140276* 

FOIA 


MORANpD M 

8505140266* 

FOIA 


MORAN.D M 

8505140312* 

FOIA 


MORAN.D M, 

6505140330* 

FOIA 


MORAN.D M 

8505140337* 

FOIA 


MORAN.D M 

6505140340* 

FOIA 


MORAN.D M 

8505140344* 

FOIA 


MORAN.D M. 

85051 4034 B* 

FOIA 


MORAN.D M 

8505140349* 

FOIA 


MORAN.D M 

8505140354* 

FOIA 


MORAN.D M 

8505140365* 

FOIA 


MORAN.D M 

B5051 40377* 

FOIA 


MORAN.D M 

8505140382* 

FOIA 


MORAN.D M 

8505140385* 

FOIA 


MORAN.D M 

8505140482* 

FOIA 


MORAN.D M 

8505140410* 

FOIA 


MORAN.D M 

8505140416* 

FOIA 


MORAN.D M 

0505140421* 

FOIA 


MORAN.DM 

0505140490* 

FOIA 


MORAN.D M 

8505140492* 

FOIA 


MORAN.D M 

8505140494* 

FOIA 


MORAN.D M 

8505140495* 

FOIA 


MORAN.D M 

8505140498* 

FOIA 


MORQAN.GJ 

6505100347 

60 271 

J 

MORGAN, R E 

8505130083 

50 261 

F 

MORGAN, R E 

8505140929 

60 261 

F 

MORQARR E 

8505170356* 

60 261 

Q 

MQRGAN.R.E 

8505170583* 

60 201 

Q 

MORGAN, n E 

8505170818 

50-261 

R 

MORGAN.R E 

6505200249* 

50 261 

Q 

MORGAN, R E 

6505200272* 

50 281 

Q 

MORQAN.R E 

0505200289* 

50 261 

Q 

MORGAN, R E, 

0505210017 

50 261 

n 

MORGAN.R E 

8505280003 

60 261 

S 

MORGAN.R E 

8505280223 

50 261 

5 

MORGAN.R E 

8505280235 

50 261 

F 

MORGAN.R E 

6505288386 

50 281 

F 

MORIETTE.P R 

6505070262 

60 470 

A 

MORIETTE.P.R 

6505158401 

50 470 

A 

MORISSEAU.DS 

6505100041 

NUREG 


MORR1S.G A 

8505070154* 

50 390 

A 

MORRIS.J.S 

8505220329 

40-1162 


MORRIS.JS 

6S05230242 

40 66Q4 


MORRIS.RA. 

8505200350* 

60-172 

W 

MORRIS.R H 

8685280191* 

SO 424 

A 

MORRIS.R H 

8606280208* 

50-424 

A 

MORRIS.R H 

6506200245* 

50-424 

A 

MORRISON.A 

8506200526 

PR 


MORTON.K V 

8505160388* 

CONTRACT 


MORTON.KV 

8505240073* 

CONTRACT 


MOSER.M M 

8505140381* 

50-237 

Q 

MOSER.W C 

8505240146* 

FOIA 


MOSER.W,C. 

8505240176* 

FOIA 


MOSER.W.C 

6505240236* 

FOIA 


MOSER,WC 

6605240270* 

FOIA 


MOSIAK.T. 

8505130325* 

50-320 

0 

MOSLAK.T 

8505210347 

50-320 

a 

MOSLEH.A 

8505070106* 

50-289 

p 

motes.bg 

8505230585 

NUREG 


MOTL.Q P 

8505230227* 

60-341 

A 

MOTIOCH.CG 

8505100431* 

FOIA 


MOUNT.D K 

8505070002 

PR 


MOWRY.W R, 

8505020316 

70-734 


MOWRY.W R. 

8505070108* 

70-734 


MOWRY.W.R 

8505140281* 

FOIA 


MOWRY.W R 

8505200658 

70-734 


MOWRY.W.R, 

B505310440* 

FOIA 


MOy.M 

9505020126 

50-237 

S 

MOY.M 

8505160071 

60-237 

s 

MOY,M 

8505220291 

60-237 

s 

MOY,M 

8505230239 

60-237 

s 

MROCHKA.EJ 

8SO5O0O2OS 

50-330 

s 

MROCZKA,EJ 

9505090205 

50-336 

s 

MROCZKA.EJ 

0505180110 

50-213 

p 

MROCZKA.EJ. 

6505160110 

50-213 

p 

MROCZKA.EJ. 

8505160110 

50-213 

p 

MROCZKA.EJ 

8505230636 

60-336 

s 

MnOCZKA,EJ 

8505230536 

60-336 

8 

MUDD.C H 

8505090075 

50-348 

F 

MUDD,C.H 

6505280052 

60-346 

F 

MULDER.n U. 

0505200539 

PR 


MULLAUER,J 

0604240074 

m 


MULLER.D.R, 

0503110590* 

50'458 

A 

MULLEY.G 

8505100395* 

60 416 

P 


PERSONAL AUTHOR INDEX 409 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

MULLEY.G A 

B505 150465* 

50 445 

Q 

MULLEY.G A 

8505160481* 

50 445 

Q 

MUNRO.J J 

85050 B04 67 

71-9141 


MUNRO,J J 

8505230728 

71-9000 


MUNSON, LH 

8505070439 

NUREG 


MURAT.A 

8505319102 

TOPREP 


MURDOCK.E S 

8506230477 

40 6922 


MURDOCK, S 

8505170552 

40 6922 


MURLEY.T E 

8405159268* 

FOIA 


MUHLEY.T E 

8505010397 

50 271 

O 

MURLEY.T E 

B5D50 29401 

50 244 

o 

MURLEY.T E 

6505030245 

50 352 

o 

MURLEY.T E 

8505090211* 

FOIA 


MURLEY.T E 

8505090223* 

FOIA 


MURLEY.T E 

8505090257* 

FOIA 


MURLEY.T E 

8505090277* 

FOIA 


MURLEY.T E 

BS050903B6* 

FOIA 


MURLEY.T.E 

8505090381 * 

FOIA 


MURLEY.T.E 

8505090366* 

FOIA 


MURLEY.T E 

8505090414* 

50-272 

p 

MURLEY.T E. 

8505090418* 

50-272 

p 

MURLEY.T.E 

8505090423* 

50-272 

s 

MURLEY.T E 

8505100130* 

FOIA 


MURLEY.T E 

8505100168* 

FOIA 


MURLEY.T E 

8505100195* 

FOIA 


MURLEY.T E 

6605100203* 

FOIA 


MURLEY.T E, 

8505130177 

50-247 

Q 

MURLEY.T E 

8505160160 

50-244 

Q 

MURLEY.T E. 

8505150230 

50-272 

Q 

MURLEY.T E 

8505170037 

60-213 

Q 

MURLEY.T E 

8505210457 

50-322 

Q 

MURLEY.T E 

650524D462 

50-213 

Q 

MURLEY.T E 

B&05280463 

50-322 

H 

MURLEY.T E 

8505290410 

STATE PRO G 

MURPHY.AJ 

8505200368* 

FOIA 


MUnPHY,AJ 

8505300372 

50-209 

T 

MURPHY.E 

0505310863 

NUREG 


MURPHY.E. 

9505310663 

NUREG 


MURPHy.J D 

B505070453 

71-9192 


MURPHY.JD 

9505070509 

71-9192 


MUR PHY .MR 

9505070382* 

PHM 


MURPHY ,V J. 

8505060545 

WASTE RES 

MURPHY ,WP 

8505020627 

71-5939 


MUR PHY, WP 

8505080069 

60-271 

F 

MURPHY.WP 

8505100291 

60-271 

P 

MURPHY.WP 

0505280405 

60-271 

R 

MURPHY.WP 

0505290495 

50-271 

P 

MURRAY.B. 

0505010410* 

50-267 

Q 

MURRAY.B. 

8505010433* 

50-267 

0 

MURRAY.B. 

8505010491* 

60-285 

Q 

MURRAY.B 

0505070294* 

60-458 

Q 

MUnRAY.B 

0505170265* 

50-482 

Q 

MUfiRAY,B. 

0505290204* 

50-313 

Q 

MUSOLF.D 

0505030190 

60-202 

P 

MUSOLF.D 

0505030210 

50-282 

P 

MUSOLFA 

8505030440 

60-263 

P 

MUSOLF.D 

8505030449* 

50-263 

P 

MUSOLF.D 

8505030503 

50-263 

P 

MUSOLF.D 

8505030510* 

60-263 

P 

MUSOLF.D 

8505060444 

60 263 

S 

MUSOLFA 

0505070260 

60 293 

P 

MUSOLF.D, 

6505070280 

50 293 

s 

MUSOLF,D. 

8505070310 

60-292 

p 

MUSOLF.D 

8505070323 

50-292 

p 

MUSOLF.D 

8505170469 

50 282 

H 

MUSOLF.D 

0505210573 

50 263 

S 

MUSOLF.D 

8505240297 

50 263 

S 

MUSOLF.D, 

B505290194 

50 263 

P 

MUSOLF.D, 

8505280198* 

50-203 

P 

MUSOLF,D 

8505290167 

50 282 

0 

MUSOLF.D 

8505290417 

50 202 

Q 

MYERS.C. 

8505290130 

50 312 

S 

MYERS.C J 

8605070017* 

50 312 

Q 

MYERS.L 

8605210285* 

50-336 

Q 

MYERS ,L 

8505240438* 

50-333 

Q 

MYERS.L * 

8505280072* 

50-352 

Q 

NAGLE, J.C. 

8505020108 

60-352 

S 

NAGLE. JC 

8505060010 

50-352 

S 

NAGLE, JC 

B505060078 

50-352 

s 

NAGLE, JC. 

8505080534 

50-270 

s 

NAGLaJ.G 

8506080540 

50-352 

s 

NAGLE .J,C 

8505090030 

50-352 

s 

NAGLE, JC 

9505000466 

50-352 

s 

NAGLE.JC. 

9505000500 

50-352 

s 

NAGLE.JC 

9505090525 

50-352 

s 

NAQLE.J,C 

8505160354 

50-352 

S 

NAGLE .J C 

8505160350 

60-362 


NAGLE .J C 

8505160411 

50 278 

s 
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NAGLE.J C 

8605230713 

50 352 

S 

NOONAN.V S 

850424019$ 

SO 445 

A 

NUSSBAUMER.DA 

8505210156 

WASTE MGT 

NAGLE.J C 

850523073B 

50 277 

s 

NOONAN.V S 

0504240202 

50-446 

T 

NUniNQ.R D 

8505080367* 

CONTRACT 


NAIDU.K R 

8505200391' 

50 440 

Q 

NOONAN.V S 

8504240510 

SO 445 

A 

NYSTROMJ 

0505210573 

60 263 

S 

NAKAMURA, N 

8505290166 

XPORTLIC 


NOONAN.V S 

8505010146 

60 445 

T 

O’BANNON J R 

0505070154* 

50-390 

A 

NANSTAD.R.K 

8505230524 

NUREQ 


NOONAN.V.S 

6505060303 

60 445 

A 

O’CONNOR, P 

0505160527 

50 462 

f 

NAPUDA.G 

0505280282' 

60-410 

Q 

NOONAN.V S 

8505100346 

50 445 

T 

O’NEIL.H B 

0505210243* 

FOIA 


NARBUT.P 

0505080226 

50-206 

S 

NOONAN.V S 

6505100407 

SO 445 

E 

O'NEfL.H B, 

0505210247* 

FOIA 


NARDf,A J 

0505080040 

70-1151 


NOONAN.V S 

8505130136 

50 445 

A 

O’NEIL.H B 

0505210256* 

FOIA 


NARDI.AJ 

6505060410 

71-5450 


NOONAN.V S 

8605140289 

50 445 

F 

O'NEILLJ H 

8505230319 

50-400 

G 

NARDI.AJ. 

8505060536 

70-1151 


NOONAN.V.S 

8505200606 

50 446 

E 

O'NEILLJ H 

0505230319 

60 400 

6 

NARETTO.CJ 

8605150201' 

FOIA 


NOONAN.V S 

8505310400 

50 445 

E 

O’NEILLJ H 

0505230319 

60 400 

G 

NARMf,C L 

8505160550 

50-380 

s 

NORELIUS.C. 

8505010599 

60 373 

S 

O’BEILLYJ P 

8505090144* 

FOIA 


NARMI.CL 

8505160553 

50-369 

s 

KOREUUS,CE. 

8502280266 

60-481 

A 

O’REILLYJ P 

8505090201 * 

FOIA 


NASLUND.C 0. 

8505090515 

50-403 ■ 

s 

NORELIUS.C,E 

6505020604 

60-237 

Q 

O’REILLYJ P 

6505090283* 

FOIA 


NASLUND.C 0. 

8505230214 

60-483 

s 

NORELIUS.C.E. 

6505020610* 

60-237 

Q 

O’REILLY.J P 

8505240102* 

FOIA 


NASLUND.C D 

8505240556 

50-483 

s 

noreliusae* 

650S030561 

50-165 

Q 

O’REILLY, J P 

8505240138* 

FOIA 


NATARAJA.M S 

8505020036 

WASTE RES 

NORELIUS,C.E. 

6505060365 

50-237 

Q 

O’REILLY.J.P. 

B505280115* 

FOIA 


NATARAJ^MS 

0505000443 

WASTE RES 

NORELIUSA-E, 

8505100139 

50-315 

0 

O’REILLYJ.P 

0505300519* 

50 416 

P 

NATARAJA,MS. 

8505060559 

WASTE MGT 

NORELIUSA E. 

8605140198 

60-461 

Q 

O’TOOLE.J.D 

8605060004 

60 247 

S 

NEEDHAM, A. 

8505200574* 

FOIA 


NOREtrUSA E- 

8505200195 

50-373 

P 

O’TOOLE.J D 

6505080309 

60 247 

H 

NEEDHAM, A. 

8505200583* 

FOIA 


NORELIUS.CE 

8505200511* 

SO 456 

Q 

O’TOOLEJ.D. 

0505150326 

50 247 

P 

NEEDHAM, A C 

8505200385* 

FOIA 


NOREUUS.C.E. 

8505200S13* 

SO 456 

Q 

O’TOOLE J D 

8505160377 

60-247 

R 

NEFF,J 0. 

8505020001 

WASTE MGT 

NORELIUS.CE. 

8506210232 

50 282 

V 

O'TOOLEJ.D 

8505200033 

50-247 

P 

NEFF,J.O, 

8505060553 

WASTE MGT 

NORELIUS.CE. 

8605280205 

60-346 

Q 

O’TOOLE J D 

8505200066 

50 3 

F 

NEFF.J 0. 

8505160055 

WASTE MGT 

NORELIUSA.E. 

B5DS310323 

60-237 

Q 

O'TOOLE J D 

8505220316 

50 3 

F 

NEFF JO 

8505160261 

WASTE MGT 

NOREM,M.N 

8505060526 

60-275 

P 

O’TOOLE J D 

8505290149 

50 247 

f 

NEIGHBORS, J D 

8505060205 

50-3 

P 

NORM AN, DE 

8505290279* 

50-206 

Q 

OBLER.B.O. 

8505210597 

50-261 

R 

NEIGHBORS, J.D. 

8505060525 

50 280 

p 

norrhoLm.l 

8506010490* 

60-247 

Q 

ODEGAARDEN.R.H. 

8605010620 

71 5364 


NEIGHBORS, J D 

8506160225 

50-268 

p 

NORRHOLM.L 

8505070218* 

60-31 1 

Q 

OESTMANN,MJ 

8505020289* 

50 461 

0 

NEIQHBORS.J D 

8505300668 

50-247 

o 

NORRHOLM.L J. 

8505130211* 

60-286 

Q 

OESTMANN,MJ 

8505070284* 

60 331 

Q 

NEISLER,J 

8505200301* 

50-440 

Q 

NORRHOLM.L J. 

8605290542* 

60-272 

Q 

OESTMANN.MJ 

8505200221 * 

60-254 

Q 

NEISLER,JH 

8505240335* 

50-440 

Q 

NORRIS.U. 

6505280563 

50-295 

P 

OGBURN.F.M. 

8505200534 

PH 


NELSON, G.e. 

0505020405* 

70-1267 


NORRIS.J,A 

0505030667 

50-295 

P 

OGEKA.G 

0505230076* 

50-470 

A 

NELSON, Q.8. 

0505160352* 

70-734 


NORRY.P.G. 

0505090545 

ORG 


OGEKA.QJ. 

8505200096* 

60-352 

A 

NELSON, L H 

6505100413 

50-276 

R 

NORRY.P.Q. 

8605200562 

ORG ‘ 


OGEKA.Q J 

8605200104* 

FOIA 


NELSON, LH 

8505100508 

60-275 

R 

NORRY.P.G. 

8505310290* 

FOIA 


OQEKA.GJ. 

8505200209* 

50-352 

A 

NEMETHY,E 

8605310342 

PR 


NORRY.P.G. 

8505310291* 

FOIA 


OGEKA.G J 

8505200220* 

50 362 

A 

NERSES, V. 

8505020120 

60-443 

A 

NORRY.PG 

8606310295* 

FOIA 


OGEKA.GJ. 

8605200233* 

60-352 

A 

NERSES,V 

850S090052 

50-412 

A 

NORTHUPT.E. 

8605310134 

PR 


OQEKA.GJ 

8505200251 * 

60 352 

A 

NERSES, V. 

8505090S51 

60-412 

A 

NORTON.J F. 

8605070461 * 

50-266 

Q 

OGEKA.QJ 

8505200262* 

FOIA 


NERSES.V 

8505090554 

60-412 

A 

NORTON, J.F. 

8605100378* 

60-306 

Q 

OQEKA.GJ 

8505200269* 

FOIA 


NERSES, V. 

8505090560 

50-443 

A 

NORTON,J F. 

8605130426* 

$0-316 

Q 

OGEKA.GJ 

8505200287* 

50-352 

A 

NEfl8ES.V 

8505210540 

50-443 

A 

NORWOOD, KS 

0505230631 

NUREG 


OQEKA.GJ 

8605200296* 

50-352 

A 

NERSES.V. 

0505240459 

50-443 

A 

NOTARO.J A. 

8505140450* 

50-322 

3 

OQEKA.GJ 

8505230040* 

FOIA 


NEUMANN,M R 

0505290003 

40-8360 


NOVACHEK.F. 

0505280169 

60-267 

R 

OGEKA.Q.J. 

0505230053* 

FOIA 


NEUMANN, M R 

050531 0563 

40-8300 


NOVAK, T.M. 

0212000563* 

50-382 

A 

OGEKA.G J 

8505230071* 

FOIA 


NEWMAN J.S 

8505230461* 

FOIA 


NOVAK.TM 

6502200314 

50 410 

0 

OGEKA,G.J 

8605230099* 

60-470 

A 

NEWMARK,B. 

6505100422 

FOIA 


NOVAK, T.M. 

8604030096* 

60-468 

A 

OGEKA,G J 

8506230236* 

50 3 

P 

NEWMARK,NM 

8505170339* 

60-275 

P 

NOVAK, T.M. 

0505010107 

50-390 

A 

OGEKA,G J 

8605230249* 

50-3 

P 

NEWSOME,R.W, 

8505170410* 

50-436 

Q 

NOVAK.TM, 

8505010215 

60-390 

A 

OGEKA,Q.J. 

0605230257* 

FOIA 


NEWSOME,RW. 

8605200008* 

60-321 

Q 

NOVAK.TM. 

8506010378 

50-387 

F 

OGEKA.GJ. 

6505230276* 

FOIA 


NGUYEN, V.V. 

8505170043* 

WASTE MGT 

NOVAK.T.M. 

8505020510 

60-416 

F 

OQEKA.G.J. 

8505230280* 

FOIA 


NICHOLAS,HH 

8505130356* 

60-423 

Q 

NOVAK, T.M 

8505030691 * 

60-414 

A 

OQEKA.GJ 

8505230285* 

60-3 

P 

NICHOLAS, J B. 

8505070294* 

60-458 

Q 

NOVAK.TM 

8505060317 

60-276 

E 

OQEKA.GJ. 

8505230305* 

50-3 

P 

NICHOLAS, J.B 

8505170265* 

60-482 

Q 

NOVAK, T M. 

0505070514 

60-327 

P 

OGEKA.QJ 

8505230346* 

50-3 

P 

NlCHOLSON,N.A 

8506130301 * 

50-266 

Q 

NOVAK, T.M. 

0605080353 

60 416 

P 

OQEKA.G.J. 

8605230368* 

FOIA 


NICHOLSON,!, J 

8407120004* 

FOIA 


NOVAK, T.M. 

0505090092 

60-387 

P 

OGEKA.G J 

8505230372* 

50-3 

P 

N(CKLES,PJ, 

8505200308* 

40-2081 


NOVAK,T.M 

8S0SO90512 

60-390 

A 

OGEKA.QJ 

8505230384* 

50-3 

P 

NICKLES,PJ. 

8505200308* 

40-2061 


NOVAK, T M. 

0505160581 

60 352 

P 

OGEKA.Q.J. 

8505230411* 

FOIA 


NICOLARAS,H, 

8505010627 

60-269 

P 

NOVAK, T.M. 

0505160488 

60-458 

A 

OGEKA.QJ 

8505230443* 

50-3 

P 

NICOLARAS,H. 

6505060518 

50-269 

P 

NOVAK, T.M. 

8505170376* 

50-323 

P 

OQEKA.GJ. 

8506230464* 

60-3 

P 

NlCOLARAS,H 

8505070128 

60-269 

P 

NOVAK, T.M. 

6506230466 

60-416 

P 

OKADA.S. 

8505090401 

XPORTLIC 


NfCOLARAS.H, 

8505130129 

50-269 

P 

NOVAK, T.M 

05OS23O4B6 

60-424 

E 

OLDAQ.D 

8506260449 

60-445 

A 

NICOLETTI.J P 

8505290391 

QA999 


NOVAK, T.M. 

0505230543 

60-369 

Q 

OLDAQ.D. 

8605280469 

50-445 

A 

NILES,AG 

8506160224* 

60 482 

H 

NOVAK,T.M. 

8605230765 

60-424 

F 

OLLER.R.E 

8605210240* 

QA999 


NIMI7Z,R L 

8505090376* 

60-293 

Q 

NOVAK, T.M. 

6505240230 

60-413 

F 

OLLER.R.E. 

B505220054 

60-410 

S 

NIX,HC 

850502023B 

50-321 

S 

NOVAK, T.M. 

8505260404 

60-418 

P 

OLLER.R E. 

B505230435* 

QA999 


NIX,H.C 

8505020299 

60-321 

S 

NOVAK.T.M 

6505310058 

60-327 

P 

OLSHAN.L N 

8506070463 

60-455 

A 

NIX,H,a 

8505030677 

50-368 

S 

NOVAK.T.M. 

8506310413 

60-390 

A 

OLSHINSKtJ.A. 

8505090474* 

50-269 

P 

NIX,HC 

0505090572 

50-321 

s 

NOVAK, T.M. 

8505310499 

60-418 

P 

OLSHINSKIJ.A. 

8505130214* 

50-416 

S 

mx,HC 

8506090676 

50-388 

s 

NOVAK.T.M 

8505310609 

60-341 

P 

OLSHINSKIJ A 

8505130226* 

FOIA 


NiX,H,C. 

8506090613 

50-366 

s 

NOVICK.V.J. 

8505230634 

NUREG 


OLSHINSKLJ.A. 

8506170479 

50-321 

0 

Nix,ac 

0505170040 

60-366 

s 

NOYCE,J.R 

8605100034 

NUREG 


OLSONJ.F 

8505070382* 

PRM 


NIX,HC. 

8506170100 

50-321 

R 

MUNEZ.H R. 

8605240013* 

60-626 

T 

OLSON.O L. 

8606020314 

WASTE MGT 

NIX.H.C, 

8505170402 

60-366 

s 

NUSSBAUMER.D.A. 

8603070412* 

PR 


OPEKA.J.F. 

8505070003 

50-423 

A 

NIX,HC 

8605210B9O 

50 321 

R 

NUSSBAUMER.D.A. 

8503070416* 

PR 


OPEKA,J.F 

0605070003 

60-423 

A 

NIX,H.C 

8505240564 

50 366 

S 

NUSSBAUMER,DA. 

6505020266* 

WASTE MGT 

OPEKA,J.F 

8505070396 

50-423 

F 

NIX,HC 

8505200576 

50-321 

S 

NUSSBAUMER.O.A 

8605060107 

WASTE MGT 

OPEKA.J.F. 

8505070398 

60-423 

F 

NIX.H.C. 

8605310195 

50-363 

s 

NUSSBAUMER,C>.A. 

8505060114* 

WASTE MGT 

OPEKA,J.F. 

8605080181 

60-423 

K 

NOHAVA,D.J, 

8505210427 

60-526 

H 

NUSSBAUMER.O.A. 

0505100300* 

FOIA 


OPEKA, J.F. 

8605060181 

50-423 

K 

NOONAN.V, 

8605080309 

60-445 

A 

NUSSBAUMER.D.A. 

0505160364* 

FOIA 


OPEKA.J.F. 

8505090226 

50-423 

E 

NOONAN.V 

8505060551 

60-445 

F 

NUSSBAUMER.DA 

8505160371* 

FOIA 


OPEKA J F 

8506090226 

60-423 

E 

NOONAN,V.S. 

6103200412' 

50-362 

A 

NUSSBAUMER.OA 

8505160382* 

FOIA 


OPEKAJ F. 

8505090316 

60-423 

E 

NOONAN.V.S, 

8408220510' 

FOIA 


NUSSBAUMER,D.A, 

8605160137 

WASTE MGT 

OPEKA,J.F. 

8605090316 

60-423 

E 

NOONAN.V S. 

8411030429' 

FOIA 


NUSSBAUMER,D.A. 

8505160241 

WASTE MGT 

OPEKA, J.F. 

8505090621 

60-423 

S 

NOONAN.V,S. 

8411140156 

50-445 

A 

NUSSBAUMEn,D.A. 

8505170610 

WASTE MGT 

OPEKAJ F. 

8505D9D521 

60-423 

S 

NOONAN, V.S, 

8411140163* 

50-445 

A 

NUSSBAUMER.D.A. 

8505200129* 

FOIA 


OPEKA.J,F 

8505130379 

60-423 

c 

NOONAN.V.S, 

8504240188 

60-446 

A 

NUSSBAUMER.D.A. 

8505200650 

WASTE MGT 

OPEKAJ F 

0505130379 

60-423 

c 
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OPEKA.J F 

0505140180 

50*213 

p 

OPEKA.J F 

0505140100 

50 213 

P 

OPEKA.J F 

0505140253 

50 423 

F 

OPEKA.J F 

0505140253 

50 423 

F 

OPEKA.J F 

0505140440 

50 423 

A 

OP£KA,J F 

8505140440 

50 423 

A 

OPEKA.J F 

0505160110 

50 213 

P 

OPEKA.J F 

0505160110 

50 213 

P 

OPEKA.J F 

0505160110 

50 213 

P 

OPEKAJ F 

0505160300 

50 213 

P 

OPEKA.J F 

0505160308 

50*213 

P 

OPEKA.J F 

0605160300 

50*213 

P 

OPEKA.J F 

0505160452 

50 423 

Q 

OPEKA.J F 

3505160452 

50*423 

Q 

OPEKA.J F 

0505200463 

50*423 

S 

OPEKAJ F 

0505200463 

50-423 

s 

OPEKA.J F. 

0505200471 

50-423 

s 

OPEKA.J F. 

0505200471 

50-423 

s 

OPEKA,J F. 

0505200554 

PR 


OPEKA.J F. 

0505200554 

PR 


OPEKA.J F 

0505200554 

PR 


OPEKA.J F. 

0605210297 

50 423 

E 

OPEKA.J.F. 

0505210297 

50 423 

E 

OPEKA,J F. 

8505230119 

50 423 

S 

OPEKA.J F 

8505230110 

60 423 

s 

OPEKA.J.F. 

6505230250 

50-213 

p 

OP£KA,J F 

0505230265 

60*245 

p 

OPEKA.J F 

6506230265 

60*245 

p 

OPEKA.J F. 

8505240218 

60-336 

p 

OPEKA.J.F. 

0506240218 

50-338 

p 

OPEKA,J.F 

0505240270 

60-245 

F 

OPFKA.J.F. 

0505240279 

50*246 

F 

OPEKA.J F. 

8505240200 

50*245 

P 

OPEKA.J F 

0505240290 

50 245 

P 

OP£KA,J R 

0505290202 

50 336 

Q 

OPEKA.J F 

8506200202 

50 336 

Q 

OPEKA.J F 

G50S2D0463 

50 245 

R 

OPEKA.J F. 

8505290463 

50 246 

R 

OPEKA,JF 

6605300414 

60 423 

S 

OPEKA,J F 

0605300414 

50 423 

S 

OPEKA.J.F. 

8505310209 

PR 


OPBKA.J.F. 

6605310200 

PR 


OPEKA.J F 

6505310209 

PR 


OPEKA.J.F. 

0505310299 

50 423 

s 

OPEKAJ.F, 

6505310660 

60 423 

s 

OPEKA.J F 

8605310660 

60 423 

s 

ORMSBY.D 

6505060102 

60 327 

8 

ORMSBV.D.P. 

6505090069 

60 327 

S 

ORMSBY.D.P. 

8505170573 

50 328 

S 

ORMSBY.DP, 

8505220280 

60 327 

s 

ORMSBY.RB 

8605200225* 

60 172 

Q 

ORMSQY.R.B. 

6605200270* 

60-172 

Q 

ORSER.W.S 

8505170477 

60 344 

S 

OSTERJ. 

0605210410 

60*10 

J 

OTTO.T.Q. 

0506010460 

60 362 

G 

OTTO.TQ 

8505010459 

60 352 

Q 

OUELLETTE.RW 

8506070310 

50 413 

S 

OUEtLETTE.RW, 

8505070445 

60 413 

S 

OUEaETTE.R.W. 

0505200306 

60 413 

S 

OUELLETTE.R.W. 

0605200126 

60 413 

5 

OUELLETTE.R.W. 

0605200316 

50 413 

S 

OUELLETTE.R.W. 

8505310158 

50 413 

S 

OUeLLETTE.nW 

8506310609 

60 413 

S 

OWEN.W.H, 

6506200141 

60*486 

A 

OWENS, D.K 

8605170096* 

FOIA 


OWINQS.T.D 

0505230524 

NUREQ 


OZAWA.M. 

6505160243 

XPORTLIC 


OZAWA.M. 

6505300691 

XPORTLIC 


OZAWA.M. 

0605310571 

XPORTLIC 


PADOVAN,M L. 

8606000601 * 

50 275 

Q 

PADOVAN.M.L. 

0505200037 

50*276 

S 

PAQANO.F.G. 

0106110564* 

60*341 

E 

PAGANO.F.Q. 

8106100507* 

60 341 

F 

PAGAN O.F.a 

8505100513* 

60-341 

E 

PAGANO.F.G. 

8505100517* 

60*341 

F 

PAGE.M. 

8605020547 

CONTRACT 


PAQE.M. 

8505130112 

CONTRACT 


PAQE.M. 

8505160396 

CONTRACT 


PAGE.M. 

8605230525 

CONTRACT 


PAGE.M. 

8506230774 

CONTRACT 


PAGE.R.G, 

8506100268* 

FOIA 


PAQLIA.A M 

8505090542 

60*395 

S 

PAINE.AJ 

8505280041 

50*289 

H 

PALLAD^NO.NJ 

8505060263* 

60-322 

P 

PALLAOINO.NJ 

8505090164* 

NUREQ 


PALLAD^NO.NJ 

8506090160* 

NUREQ 


PALLADINO.N.J. 

8506140362* 

FOIA 


PALLAOINO.NJ, 

8606160271 

COMMISSION 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


PAILADINO.N J 

8505160279 

COMMISSION 

PALLADINO.N J 

8505160282 

COMMISSION 

PALLADINO.N J 

85051 602QB 

COMMISSION 

PALLADINO.N J 

8505160330 

COMMISSION 

PALUDINO.N J 

8505160495 

COMMISSION 

PALLADINO.N J 

8505160501 

COMMISSION 

PALLADINO.N J 

8505160510 

50 324 

u 

PALLADINO.N J 

8505170545 

50 4B2 

U 

PALLADINO.N J 

8505360106 

COMMISSION 

PALLADINO.N J 

8505300106 

COMMISSION 

PALUDINO.N J 

8505300121 

COMMISSION 

PALUDINO.N J 

8505300128 

50 327 

U 

PALUDINO.N J 

8505300146 

COMMISSION 

PALOMINO.F G 

8505080209* 

50 322 

G 

PALOMINO.F G 

8505090590 

50 322 

G 

PALOMINO.F Q 

8505090602* 

50 322 

G 

PALOMINO.F G 

8505170079 

50 322 

G 

PALOMINO.F Q 

85051 700B3* 

50 322 

G 

PALOMINO.F G 

8505200239 

60 322 

G 

PALOMINO.F G 

8505210004 

50 322 

G 

PALOMINO.F G 

8505300334 

50 322 

G 

PANC}ERA.V. 

8505170560* 

50416 

Q 

PANCIERA.VW 

8505200319* 

50418 

Q 

PANCIERA.\/,W 

8505200360* 

50 321 

Q 

PANCIERA.VW. 

8505210242* 

50416 

Q 

PANCIERA.VW 

8505210522* 

50 302 

Q 

PANCIERA.V W. 

8506220313* 

50 302 

Q 

PANCIERA.VW 

8505220343* 

50 321 

Q 

PANGBURN.G C 

8505130234 

40 8452 


PAOLINO.R 

8606070442* 

50410 

Q 

PAOLINO.RJ 

8505070236* 

60 354 

Q 

PAPAZOGLOUJA. 

85052 90070* 

50 322 

A 

PAPERIELLO.CJ 

85022 6 0810 

so 440 

F 

PAPER lELLO.CJ. 

8505020278 

50 461 

Q 

PAPERIELLO.C J. 

8506020320 

50 403 

Q 

PAPERIELLO.CJ 

8605020506 

60*254 

F 

PAPERIELLO.C J. 

8505030066 

50 409 

Q 

PAPERIELLO.C J. 

8505030223 

50 464 

F 

PAPERIELLO.CJ 

8505030410 

50 409 

Q 

PAPERIELLO.CJ 

8505030436 

40 2061 


PAPERIELLO.CJ. 

8506060373 

60 440 

Q 

PAPERIELLO.CJ 

8506060379* 

60 440 

Q 

PAPERIELLO,CJ. 

8505070059 

50 461 

Q 

PAPERIELLO,C J. 

8605070174 

50*186 

Q 

PAPERIELLO,CJ 

8505070263 

50 346 

Q 

PAPERIELLO.CJ. 

6505070331 

40*3392 


PAPERIELLO.CJ. 

8505070366 

50 440 

Q 

PAPERIELLO.CJ 

8505090043 

50*123 

Q 

PAPERIELLO.CJ. 

8506100226 

50*461 

F 

PAPERIELLO.C J. 

8505 100314 

50 264 

F 

PAPERIELLO.C J. 

0505130200 

60 266 

Q 

PAPERIELLO.CJ 

8505160148 

50*346 

F 

PAPERIELLO.C J 

8506170001 

50*315 

Q 

PAPERIELLO.C J. 

8SOS200308 

60 440 

Q 

PAPERIELLO.C J 

0505210257 

50 282 

F 

PAPERIELLO.C J. 

8505210202 

60*266 

F 

PAPERIELLO.C J 

8505210365 

50 237 

Q 

PAPERIELLO.C J 

8506210456 

60 440 

F 

PAPERIELLO.C J 

8505240193 

40 3392 


PAPERIELLO.C J 

8505240234 

50 403 

Q 

PAPERIELLO.CJ 

8505260150 

50-373 

F 

PAPERIELLO.C J 

8505260189 

50 254 

Q 

PAPERIELLO.CJ 

8506260192 

50*263 

F 

PAPERIELLO.CJ 

8505260305 

50*266 

Q 

PAPERIELLO.C J 

8505260314* 

50*266 

Q 

PAPERIELLO.CJ 

6505310613 

50 265 

Q 

PAPERIELLO.CJ. 

8506310610* 

50*255 

Q 

PAPZOQLOU.L 

6605290312* 

FOIA 


PAQUETTE.J F 

8505200402 

PR 


PARKER.Q B* 

8505260003 

NUREG 


PARKER.M.G. 

6505290100 

50 237 

P 

PARKER, M.C. 

0605290265 

50 373 

F 

PARKER, M C 

8505290262 

60 237 

P 

PARKER.M C 

8505290346 

50 295 

P 

PARKER.M C 

8505290304 

50 237 

P 

PARKER.M.C. 

8505290492 

50 373 

P 

PARKER.M.G 

8505290520 

50-373 

P 

PARKER, S F. 

8505310421 

NUREG 


PARR.OD 

8409180374* 

SO 412 

E 

PARR.O.D 

8505130326* 

50 412 

E 

PARSLY.LF. 

8605020423* 

GEN TEC 1 

S 

PARSONS, FI, M. 

8505010112 

60-400 

s 

PARSONS, R.M, 

8605010270 

50 400 

s 

PARSONS, R M. 

8505010276 

SO 400 

s 

PARSONS,R M, 

8505010307 

60 400 

s 

PARSONS.R,M. 

8505010612 

60 400 

s 

PARSONS, R M, 

8505200047* 

50 400 

Q 

PARSONS.R M, 

8505210497* 

60 400 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


PARSONS.R M 

8505210502* 

50-400 

Q 

PARSONS.R M 

8506210508* 

so 400 

Q 

PARSONS.R M 

85062D0031 

50 400 

S 

PARSONS.R M 

85U52BO095 

50 400 

S 

PARSONS.R M 

6506260216 

50 400 

s 

PAflSONS.RM 

8506280257 

50-400 

s 

PARSONS.R M 

8505280333 

50-400 

s 

PARSONS.R M 

8505280559 

50 400 

s 

PART LOW, J G 

0402270333’ 

FOIA 


PART LOW. J G 

8505070529 

ISE 


PASCIAK.W 

8505130010* 

50 352 

Q 

PASCIAK.W 

8505150293 

50 220 

s 

PASCIAK.W 

8505240438* 

50 333 

Q 

PASCIAK,W 

8505280072* 

50 352 

Q 

PASCIAK.WJ 

8505060267* 

50 322 

O 

PASCIAK,WJ 

B50S090376* 

50 293 

Q 

PASCIAK,WJ 

6505 100366* 

50-277 

0 

PASCIAK.WJ. 

8505150605* 

60-334 

Q 

PASCIAK.WJ. 

8505160432* 

so 293 

0 

PASEDAG.WF 

8308150070* 

50 352 

A 

PASELLERI.S, 

8505300119 

XPORTLIC 


PASTEUR.R D, 

8505210593 

50 324 

R 

PASTVA.MJ 

8505010043 

50-324 

S 

PASTVA.MJ 

8505010396 

50-324 

S 

PASTVA.MJ. 

8505010411 

60*325 

S 

PASTVA.MJ. 

8505030241 

60-325 

S 

PASTVA.MJ 

B505080352 

50 324 

S 

PASTVA.MJ 

8505100499 

60 325 

S 

PATE,D S 

8505200522 

PR 


PATE.R J 

8505230701 

50 139 

0 

PATE.R J 

8505230708* 

50 139 

0 

PATTERSON.CA 

8505200030* 

60 259 

0 

PATTERSON.CA. 

8505220179* 

60 259 

Q 

PATTERSON, J 

8505170002* 

60 315 

Q 

PATTERSON.J P 

B5O5030426* 

50 409 

Q 

PATTERSON.J P 

B5O506O379* 

50.440 

O 

PAHERSON.J P 

6605200593* 

SO 255 

Q 

PATTERSON, R 

8505080245* 

50 323 

E 

PAHISON.RS 

8505240077 

40 8004 


PATTON, 6 A 

8505200526 

PR 


PATTON J D 

8408030253 

40-8064 


PATTON J D. 

8505080382 

40*8102 


PATTON.JD 

8505290005 

40-8102 


PAUGH.CA 

SS05200273* 

FOIA 


PAUL.R A 

0505130301* 

50-266 

O 

PAULITZ.F P. 

8505070304* 

50 443 

Q 

PAULITZ.F P 

8505150405* 

50 354 

Q 

PAULK.GL 

8505170433* 

SO 259 

Q 

PAULK .G L. 

8505200030* 

SO 259 

Q 

PAULK.GL 

D505220179* 

so 259 

O 

PAULLIN.n.L 

B505300B10* 

FOIA 


PAULS.P E 

8505010313 

WASTE MGT 

PAULSON.WA 

65052D0469 

50 208 

F 

PAVONE.M- 

8400180210* 

FOIA 


PEARL.WL 

B5050B0157 

so 206 

H 

PEDROJ 

8505210134 

FO^A 


PEDROJ. 

B505300501 

FOrA 


PEEBLES.TA 

8505200645* 

50-250 

Q 

PEERY.W 

8506280035* 

FOIA 


PEERY.W.W. 

8505200216* 

60*172 

Q 

PEERY.W W 

0505^10488* 

50-338 

Q 

PEERY.W W. 

0506220108* 

70 27 


PEERY.W W 

8505280029* 

FOIA 


PEERY.W.W 

8505280081* 

FOIA 


PEERY.W W 

8505280098* 

FOIA 


PEETERS.LA. 

8605160490 

WASTE RES 

PELIZZA.M.S. 

8505200099 

4 0 8768 


PELLAR.K 

8505100364 

PR 


PELLETIER .J.P 

850S070330 

50 271 

S 

PENDERQRAST.K 

8505130224* 

50 362 

A 

PENN.A 1. 

8505290460 

50-322 

T 

PENTECOST.E D 

8506200404* 

50*529 

T 

PENTKOWSKI.G. 

8505210240 

60 528 

H 

PENTZ.DL 

8506010602 

WASTE RES 

PENTZ,D.l 

6505010611 

WASTE RES 

PENTZ,OL 

B506160343 

WASTE RES 

PENTZ.D.L 

D5051 60644 

WASTE RES 

PENTZ,D L. 

8505200078 

WASTE RES 

PEREIRA.D B 

B5OS30O499* 

50 276 

Q 

PERKINS.K E 

8505060463 

l&E 


PERKINS, K.R. 

8505230286* 

FOJA 


PERKINS, K.R. 

8505230321* 

FOIA 


PERKINS.K,R 

8505230324* 

FOIA 


PERKINS.I.K 

8505090537 

40 0064 


PERKINS.L K 

8505200107 

40 8064 


PERKINS.n.W. 

8605210227* 

50 201 

P 

PERKINS,H.W. 

8505210234* 

50 201 

P 

PERKINS.fl.W. 

8505210244* 

50-201 

P 



412 PERSONAL AUTHOR INDEX 


AUTHOR 


PERLIS.R G 
PERLIS.RG 
PERLIS.R G 
PERLIS.R G 
PEflONE,VA 

PERFOTTI.DJ 
PERSINKO.D. 
PERTUIT.J R 
PETERSJE 
PETERSEN, J C 

PETERSON.CH 
PETERSON.CH 
PETERSON, C H 
PETEflSON.HT 
PETERSON.KB 

PETERSON.M R 
PETERSON.M R 
PETERSON.M R 
PETERSON.M R 
PETRICK.NA. 

PETRICK.N A 
PETRICK.NA 
PETRICK.N A 
PETRONE.C 
PETRONE.C 

PETTENGfLL,HJ. 

PETTENQILL.HJ 

PETTENGfLL.HJ 

PETTENGfLL.HJ 

PETTENGILL,HJ 

PETTENGILUHJ 
PETTENGILL.R J 
PETTENGILUR J 
PETTENGILL.HJ 
PETTENGILL.HJ 

PETTENGILL,HJ 
PETTENGJLL.HJ 
PETTENGfLL.HJ 
PETTENGfLL.HJ 
PETTENGILL.H J 

PETTENGILUHJ 
PETTENGILUHJ 
PETTENGILUHJ 
PETTENGILUH J 
PETTENGILUHJ 

PETTENGILUHJ 
PETTENGILUH J 
PETTIJOHN.S L 
PEmjOHN.S L 
PETTfJOHN.S L 

PETTIJOHN.S L 

PEVERLEY.O 

PEVETO.EH 

PFAFF.SJ 

PHEUN.P 

PHILeROOK.A 
PHILIPS.J. 
PHIUPS.J 
PHILLEO,R E 
PHJLLEO.R E 

PHJLUPS.G A. 
PHILLIPS.H S 
PHILLIPS.M 
PHILLIPS.M 
PHILLIPS.MB 

PHILLIPS.MP. 
PHILLIPS,M P. 
PHILLIPS.M P 
PHILLIPS.M P. 
PHILLIPS.M P 

PiCCJONE 
PJCK.G 
PICKENS, F D. 
PICKWORTHJM 
PIG FORD, T.H. 

PfLANT.JM 
PIUNT,J.M 
PIUNT.JM 
PILAMT,J M, 
PlLANT,J.M. 

PJLANT,JM 

PJUW,J.M 

PiLANT,J.M 

PJLANTJM 

PINOAR.F.X. 

PINELES,a 

PIRFO.O.R 

PIRFO.O.R 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8505080179 

8505150006 

8505150019 

0505160625 

8505230149* 

8505060379* 

8505200452* 

8505130144* 

8505130090 

8505170098* 

8505020326 

6505070010 

8505160583 

8505240566 

8505070104 

8505290326 

0505290731 

8505290734 

6505290738 

8505020109 

6505140331 

8505280149 

8505300352 

8505060064* 

8505130320* 

8505090623 

8505130223 

8505130494 

6505150209 

8505150480* 

6505150511* 

8505150527* 

8505160136* 

8505160285* 

8505160302* 

8505160325* 

8505160490* 

8505160516* 

8505160536* 

8505160573* 

8505160576* 

8505160582* 

0506160595* 

8505170608 

0505230475 

8S05230S46* 

8505230566* 

8008110250* 

8008110255* 

8605210009* 

8505210075* 

8505200504 

8505280351 

8505080011 

8505130158* 

8505200526 

8505230366* 

0SO523O387* 

6505300339* 

8505300345* 

' 8505290390* 
^505130551* 
8505170002* 
6505260326* 
8605070272* 

8505030426* 

8605060379* 

8505070085* 

8505200593* 

8505210379* 

0505090070 

8505020406 

6505080405 

8505130418* 

6505170496 

8505010513 

850S070269 

8505070387 

8505080115 

8505090233 

6505150073 

8505260365 

8505290136 

8505290474 

8505150366 

6505230369* 

8505140269 

8505140451 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


50-322 

G 

PIRFO.O R 

8505140468 50 408 

G 

50-322 

G 

PIRTLE.G L 

8506030408* 50 07 

Q 

50-322 

G 

PIRTLE.G L 

8506310306* 50 07 

Q 

50-322 

G 

PISANO.N.A. 

8605090480* POIA 


50-266 

P 

PLAINE.H E 

8505290452 50-209 

U 

50-440 

0 

PLAINE.H.H 

8505000493* 50-322 

A 

50 440 

G 

PLAINE.H H 

0505140110* FOIA 


50 382 

A 

PLAINE.H H 

0505140127* FOIA 


71-532 


PUINE.H H 

6505140226* FOIA 


FOIA 


PLAYTON.S J 

8505080017 * 40 6659 


WASTE MGT 

PLISCO.L.R 

8505210469* 50-387 

Q 

WASTE MGT 

PLOSKI.T 

8505070272* 50-346 

Q 

WASTE MGT 

PLOSKI.T. 

8505210379* 50-237 

Q 

PRM 


PLUNKETT, T.F 

8505300077* FOIA 


PR 


PODOWSKI 

8505160635 NUREG 


XPORTLIC 


POERTNER.K 

8505200125* 50 321 

Q 

XPORTLIC 


POHLE.J A. 

0505010449 WASTE RES 

XPORTLIC 


POHLe.J A 

0SO5O1O618 WASTE RES 

XPORTLIC 


POHLOD.C S 

8505020296 71-5957 


50-483 

P 

POINDEXTER, C.H 

8505170309 50-317 

P 

50-482 

P 

POINDEXTER, C H. 

8505200048 50-317 

P 

50-482 

P 

POINDEXTER.CH 

0505200256 60-317 

Q 

50-462 

F 

POUCH, T J 

8505090601* 60-275 

Q 

50 309 

Q 

POLURO.R D 

8505070356 50-289 

G 

50-271 

Q 

POORE.H L 

8505200333* 60-172 

W 

40 1 182 


POORE, W P 

8505070006 NUREG 


40-299 


POORE.W.P 

8505070170 NUREG 


40-3453 


POORE.W P 

0505070184 NUREG 


40-8102 


POSLUSMY.C 

0505080166* 60 445 

T 

40-8681 


POSTMA.A K 

0308150070* 60-352 

A 

40-6859 


POSTMA.H 

6505310134 PR 


40 8584 


POSTMA.N.A. 

8505220081 50-155 

F 

40-8696 


P0ST0N-8R0WN.M 

8505210033* 60-335 

Q 

40-8102 


POTAPOVS, U 

0407170121 OA999 


40-8698 


POTAPOVS, U. 

8505030322* QA999 


40-3453 


POTAPOVS, U. 

8505200501 * QA999 


40-6622 


POTAPOVS, U 

8505220084* QA099 


40-4492 


POTAPOVS.U 

8505230471* QA999 


40-299 


POTAPOVS, U. 

8505230490* QA999 


40-8698 


POHER.JP 

8505240123* FOIA 


40-8084 


POVILAITIS.J F 

8505200564 PR 


40-2259 


POWERS, CM 

8505030723 50-397 

P 

40-299 


POWERS.C.M. 

8505070326 50-397 

S 

40-1102 


POWERS, C.M 

8505070376 60-397 

S 

40-8084 


POWERS.CM. 

0505150206 60-397 

R 

40-1162 


PRATT.T. 

0505230213* 50-3 

P 

40 2259 


PRATT.WT. 

6505090600* 50 423 

A 

FOIA 


PRATT.W.T 

0505200335* 60-352 

A 

FOfA 


PRATT, W.T. 

0605200346* 50 352 

A 

FOIA 


PRATT.W.T 

0505200355* 60-352 

A 

FOIA 


PRATT.W.T. 

0505200365* 50 352 

A 

PR 


PRATT.W.T. 

8505200372*' 60-362 

A 

PR 


PRATT.WT 

8505200377* 50-352 

A 

40-6659 


PRATT.W.T. 

8605200381* 60-352 

A 

60-322 

Q 

PRATT.W.T. 

6505200398* 50-352 

A 

PR 


PRATT.W.T, 

8506200403* 60-352 

A 

PR 


PRAH.W.T 

8505200410* 60-352 

A 

PR 


PRAH.W.T. 

8505200419* 60-352 

A 

FOIA 


PRATT.W.T 

8505200430* 60-352 

A 

FOIA 


PRAH.W.T. 

8506230324* FOIA 


50-358 

0 

PRELUJ. 

8505010406* 60-271 

Q 

60-498 

A 

PRENDERQAST.K, 

8505030580* 60-312 

Q 

60 315 

0 

PRESTHOLT.P.T. 

8605160122 WASTE MGT 

50 286 

Q 

PRESTON. R 

8505240502* FOIA 


50-348 

0 

PRESTON.R 

8606240508* FOIA 


50-409 

Q 

PRESTON.R 

8505240517* FOIA 


50-440 

Q 

PRESTON.R 

8505240521* FOIA 


50-461 

Q 

PRESTON.R W 

8606240467* FOIA 


50-255 

Q 

PflESTON.R.W 

8505240644* FOIA 


50-237 

Q 

PRESTRIDGE D.O. 

8605070030 WASTE MGT 

l&E 


PREVATTe.R.L 

8505200587* 60-400 

Q 

50-280 

S 

PREVATTE.n L 

8505210493* 60-400 

Q 

71-359 


PRICE, H L 

0505280008* FOIA 


50 338 

G 

PRICE.H L. 

8505280016* FOIA 


50 224 

R 

PRICE, J.B. 

0505060107 WASTE MGT 

50-298 

P 

PRINE.D.W. 

8505060509 NUREG 


50-298 

F 

PRIVIDY.L. 

6503140043* 50 412 

Q 

60-296 

F 

PROBST.J R 

8505230004 60-331 

S 

50-298 

P 

PROCTOft.G.P, 

8505200544 PR 


50-298 

P 

PROEBSTLE.RA. 

8505210451* TOPREP 


50-208 

F 

PROEBSTLE.RA 

8605210464* TOPREP 


60-298 

1 

PROWELL.R E. 

8505200349* FOIA 


50-298 

J 

PSOMAS.P.P. 

8108210160* 50-341 

F 

60-298 

F 

PSOMAS.P.P. 

8109160149* 50-341 

F 

60-286 

H 

PU,J. 

8505070497 50-260 

P 

PR 


PULLANI.S.V. 

0505030566* 50-387 

Q 

50-490 

G 

PULLANI,S.V. 

8505130335* 60-286 

Q 

50-496 

G 

PULSIPHER, J.C. 

8505060184 MISC 



AUTHOR 


PURDY.G 
PUTNAM.K S 
PUZEY,A M 
PYATT.D W 
QUALLS.P.M 

QUENNOZ.S M 
QUENNOZ,S M 
QUENNOZ.S M 
QUENN04S M 
QUENNOZ.S M 

QUERIO.R.E 
QUERIO.R.E 
QUERIOpR E 
OUERIO.R E 
QUERIO.R E 

QUERIO.R E. 
QUERIO.R E 
QUERIO.R.E. 
QUERIO.R.E. 
QUERIO.R.E. 

QUERIO.R.E. 
QUERIO.R.E 
QUERIO.R E 
QUEniO.R.E. 
QUERIO.R.E 

QUINN.V.M. 
QUINN.W.F 
QUINN.W F 
QUINN.W.F. 
QUINN.W.F 

QUINN.W.F. 

QUINN.W.F. 

QUINN.W.F. 

QUINN.W.F. 

QUINN.W.F. 

QUINN.W.F. 
QUINN.W.F 
QUINN.W F 
QUINN.W.F. 
QUINN.W.F 

RADER, n.M. 
RADER.R M 
RADER.R M. 
RADER.R.M 
RAQHURAM.S 

RAQHURAM.S. 
RAHE.EP 
RAHE.E.P. 
RAHE.E.P 
RAINEY, J L 

RAINEY.P 

RAJARAM.V 

RAJARAM.V. 

RAJARAM.V 

RAJARAM.V. 

RAJARAM.V 
RAJARAM.V. 
RAMSEY, B.L 
RANDALUR 
RANDALUR. 

RANDALUR 

RANDALUR. 

RANDAZZA.J.B. 

RANDEN.L 

RANDEN.UO 

RANDEN.L D. 

RANQANATH.S 

RANQANATH.S. 

RANQE.J.J 

RAPKIN.A 

RAPKIN.A 

RAPKIN.A 

RAPKIN.A. 

RAPKIN.A. 

RAPKIN.A. 

RATHBUN.DC 
RATTA,A.D. 
RAVAL.J H. 
RAVENSCROFT.N. 
RAVENSCROFT.N. 

RAVINDRA,M K. 
RAY.C L 
RAY.O.L. 

RAY.G.L 
RAY.C, L, 

RAY.C.L 
RAY.C L 
RAY.C L 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

0400230410* 

60 445 

T 

0505260402 

50 331 

R 

8605210443 

60 344 

r 

0112170S47* 

50 165 

p 

0505060400* 

50*200 

0 

8505070496 

50 340 

s 

05051305G7 

50-340 

s 

0505240213 

50-340 

n 

0505240569 

50-346 

n 

0505200416 

50-340 

8 

0505020193 

60 454 

s 

8505020501 

50 464 

s 

8505060515 

60*464 

s 

6506070420 

60 454 

s 

BS05000397 

60 464 

s 

0505090491 

50 454 

s 

8505000627 

50 454 

s 

B5O517O40O 

50 454 

n 

0506170572 

50 454 

s 

6505200126 

60 454 

s 

8605200142 

50-454 

s 

8505230176 

50-454 

s 

0505230729 

50*464 

n 

0506240571 

50 464 

8 

85052901 36 

50-454 

S 

05O5O7OOD4 

SO 498 

K 

6505020339 

50-528 

8 

0605030324 

50-628 

8 

0605030737 

50-528 

S 

8505000438 

60-528 

8 

0505090405 

60-528 

8 

0505160160 

60 628 

S 

8505160173 

50 528 

8 

0505100103 

50 528 

8 

0505160200 

60 528 

8 

0505170503 

60-628 

8 

0505240345 

60 628 

S 

8505200196 

60 528 

8 

8505200206 

60 528 

S 

0505300269 

60 628 

8 

8605010521 

60-362 

G 

6505010521 

50 352 

Q 

8505000490 

50 352 

G 

8606060490 

50 362 

a 

6505000373 

NUREG 


0505000375 

NUREG 


6505060062* 

PR 


0505160170 

60 245 

6 

8505160203 

TOPREP 


B6D53 10094 

40 2081 


0505240036* 

50*446 

A 

6606010694 

WASTE RES 

0605030731 

WASTE RES 

6606060437 

WASTE RES 

0505160260 

WASTE RES 

8605170063 

WASTE RES 

0606170072 

WASTE RES 

8506230002* 

50-266 


0502280163 

60 220 

8 

0505060113 

50-220 

8 

8505290067 

60-220 

8 

8505310456 

50-220 

S 

0606280139 

50*309 

P 

0606300011 

40 8360 


0505170422 

40-8714 


8505200626 

40-8780 


8505300380* 

60-331 

0 

0505300390* 

50-331 

Q 

0505080160 

50-322 

Q 

0606140416 

40*2001 


8505200325 

40 2081 


0505200329 

40-2081 


0505240316 

40-2061 


0506240393 

40*2081 


850B300520 

40 2061 


8605200032 

MISC 


8605170102* 

70-1100 


8605010439* 

60*336 

Q 

8506130664 

XPORTLIC 


0505310199 

XPORTLIC 


B506260519* 

60-247 

P 

0603 1301 67 

60-460 

S 

8503130107 

50-453 

s 

8505130202* 

FOIA 


0505130262* 

FOIA 


0505130266* 

FOIA 


8605130266* 

FOIA 


8505160164* 

50-400 

s 


PERSONAL AUTHOR INDEX 413 


AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


RAY-HOLMES, P 

G5052003D0* 

RAYMOND.WJ 

0505100303* 

RAYNER.R 

0505260020* 

RA2UMICH.J F 

6505210120* 

RAZUMICH.J F 

6505210127* 

RAZUMICHJ F 

Q5052 10207* 

READ,J 

0404300374* 

REAQAN.R 

6505210149 

REAVIS.J A 

8505240284 

REAVIS.J A 

0505240289 

REAV1S.J A 

0505290076 

REBELOWSKIJ 

6505140359* 

REED.C 

Q505070226 

REED.C 

B505300167 

REEOJ B 

6505030040* 

REEVeS.EA 

6505150492 

REGAN.NA 

0503060504 

REGAN.NA 

0505010152 

REGAN.NA 

0505010394 

REGAN, N.A 

05052000G1 

REGAIN A. 

0505230694 

REGAN, W.H 

8405210390* 

REHM.TA 

8505020243 

REHM.T A 

6505000122 

REHM,T A 

6505160510 

REHM.TA 

8505230730 

REHM.TA 

0505300670 

REICH, M. 

8506230414* 

REICH, M 

0505230450* 

REIDINQER,T.O 

0505100150* 

REIDINGER,TD 

0505210313* 

REIQELDW. 

0505210461* 

REINMUTH,Q.W. 

6007310091* 

REIS.EJ 

65051 4O40Q 

REITER,L 

6406080316* 

nEITER,L 

0605090324* 

REITLER,E K. 

0505200668 

REMEC.I 

6505160647 

REMEC,I. 

0605170010 

REMIGK,FJ 

0506140263* 

REQUA,Q. 

0505240522 

REQUA.Q. 

8505240S29 

REQUA,G, 

6505310205 

RESNER,M 

0505100305* 

RESNER,M.E. 

0605160426* 

RESNER.M.E 

0505160437* 

RESNER.M E 

0505160465* 

RESNER,M.E. 

0505160460* 

RESNER,M.E. 

6505160401* 

RESNIJ<OFF,M 

6505210103 

RESSLER,WC 

8605140530 

RET2LER,R.H. 

0505070267 

REVELEY,WJ. 

0505070403 

REVELEY,WX 

B505070403 

REYES,L 

6505000374 

REYES, L. 

0505200496 

REYES.LA 

6505020160* 

REYES, LA. 

0506020107* 

REYES, LA. 

8505020276 

REYES.LA. 

0505020204 

REYES.LA, 

0505070105 

REYES.LA 

0505070360 

REYES.LA. 

8605100163 

REYES, L A. 

0505130394 

REYES.LA 

0605130307* 

REYES, LA 

0505200538 

REYES, L A. 

050521 0300 

REYES.LA. 

65052300D8 

REYES.LA. 

0606230104* 

REYES.LA. 

0505280340 

REYNOLDS.J.W 

0505130412* 

REYNOLDS.JW 

0505200091 

HEYNOLDS.N 

0505010481 

REYNOLOS.N S, 

8605010401 

REYNOL0S.NS 

0606140205 

REYNOLDS, N.S. 

8505140206 

REYNOLDS.N.S. 

8505200533 

HEYNOLDS.N S 

0605200533 

REYNOLDS.N.S 

0605210030 

REYNOLDS.N.S 

0505210030 

REYNOLDS, N.8. 

0505300100* 

REYNOLDS.N.S. 

0605300366* 

REYNOLDS, N.S. 

8606300367* 

REYNOLDS.S.D. 

0506000238* 

REYNOLDS.S.D 

8506090246* 

REYNOLDS.S.D. 

8505090266* 

REYNOLO^S.D. 

6505240464* 

REYTBUTT.Z.V. 

0505060160 


50-321 

Q 

REZNICEKpB W 

50-271 

0 

RHOADS,G G 

50-529 

G 

RHOADS.G G 

FOIA 


RHOADS.G G 

FOIA 


RHOAOS.QG, 

FOIA 


RHOADS.G G 

50-447 

A 

RHODE .J E 

WASTE MQT 

RiaiCOFFA 

50-269 

R 

niCH.O L 

50 413 

R 

RICHARDS. J A 

50-369 

R 

RICHARDS.SA 

50-423 

Q 

RICHARDS.SA 

50-455 

Q 

RICHARDSON.JE 

50-373 

Q 

RICI ITER.L 

WASTE MQT 

RIDDLE, R 

50-348 

P 

RIDGE, X 

70-27 


R IDGWAY, D A 

70-27 


RIDGWAY.DA 

70-27 


R IDGWAY, DA 

70-27 


RIDGWAY.DA 

70-27 


RIDGWAY.DA 

50-412 

E 

RIDQWAY.D A 

COMMISSIO N 

RIDQWAY.D.A 

GOMMISSIO N 

niDGWAY.D A. 

COMMISSION 

RIDGWAY.DA 

COMMISSIO N 

RIDGWAY.DA 

COMMISSIO N 

RIL.CL 

FOIA 


RILEY, A 

FOIA 


RILEY.A. 

60-2 

0 

R1LEY.JX. 

50-262 

Q 

RIMAWI.K 

TOPREP 


RIMAWLK 

50 302 

A 

RIMAWLK 

50-490 

G 

RIMAWI.K. 

50-352 

A 

RINALOO,M. 

FOIA 


niNG.M A 

70-1151 


RINQ.M A. 

NUREG 


RITTER.D 

NUREG 


RITTER.PD 

FOIA 


niVENBARK.G 

50 261 

P 

RIVENBARK.G 

50 261 

P 

RIVENDARK.Q.W 

50-201 

P 

RIVENQARK.G.W 

60-416 

P 

RIVENBARK.G W 

60-445 

Q 

RIVERS, M.E. 

50-445 

Q 

ROACH.Q.L. 

50 445 

0 

ROBERTS.H.R 

50 445 

Q 

roserts.jp. 

50 445 

Q 

roberts.jp 

50 201 

P 

n08ERTS.J.P. 

60 209 

R 

roberts.jp 

60 440 

F 

ROBERTS, J.P 

50 322 

Q 

ROBERTS, T.M 

60-322 

G 

nOBERTS.T M. 

60-316 

V 

ROBERTSON.D E 

60-466 

O 

ROBERTSON.J,A, 

50-456 

Q 

nOBINSON.a 

50-440 

Q 

ROBINSON, G C 

50-254 

V 

ROBINSON, P 

60-10 

V 

ROBINSON, P. 

TOPREP 


ROBINSON.P. 

60 461 

Q 

ROBIMSON.n Q. 

SO 2 

Q 

ROBKIN,M,A. 

60 331 

Q 

ROBKIN,M A 

50 331 

Q 

ROCHE, M B. 

60 237 

Q 

ROCHLIS.S M. 

60-282 

Q 

rockhoLd.h.c, 

60-454 

Q 

RODRIGUEZ, R J. 

50-454 

Q 

RODRIQUEZ, R J 

50-482 

V 

RODRIQUEZ.R J 

60-320 

H 

RODRIGUEZ, R,J. 

60-265 

P 

RODRIGUEZ^R J, 

60 445 

G 

RODRIQUEZ^R J. 

60-446 

G 

RODRIQUEZ,RJ. 

60-446 

Q 

RODRIGUEZ.R J 

60*446 

Q 

RODniGUEZ,R J. 

PR 


RODRIQUEZ,RJ. 

PR 


RODRIQUEZ, RJ. 

50 445 

Q 

RODRIQUEZ, RJ. 

50-445 

Q 

RODRIQUEZ.RJ 

FOIA 


RODRIGUEZ, R J 

FOIA 


RODRIQUEZ.R J 

FOfA 


RODRIQUEZ.R J 

60-323 

Q 

RODRIQUEZ.R J. 

60-276 

Q 

ROE.J.W 

60-276 

P 

ROEDER,J.R. 

60-307 

Q 

BOEDER, J.n. 

50-295 

P 

ROGERS, D.W. 


accession SUBJECT 
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B5O529O306 
6505100243 
6505150432 
8505170474 
8505230 S 92 

8505310409 

8505210589 

8505300060* 

8505230534 

8505280079 

8505030098* 

8505080144* 

8505150289* 

8505070406 

8505030357 

8505300372 
6505030706 
8505030706 
8505140287 
B5051 40287 

8505140287 

8505140376 

0505140378 

8505140376 

8505150002 

8505150002 

8505070194* 

8505140229 

6505310005 

8505200439 

8505100231* 

6505100272* 

8505100306* 

8505100320* 

8505300372 

8505020156* 

6505000266* 

8505300372 

8505230534 

8605090476* 

6505160240 

6505070062 

D50507006G* 

8505240514 

8505030721 

8505100187 
6505210001 
6505020230 
6505060077 
0 5051 40485* 

6505230563 

6505240063 

6505180202* 

0605300361* 

0505210234* 

0505100230* 

0505300365 

6505230524 

0501240317 

8505030220 

6505030440 

0505240310 

6505030401 

6505100163 

6505210410 

6605070343 
6505300316* 
6S050 10401 
050&020106 
8605020366 

6505070200 

8605070224 

8505070242 

0605070365 

8505090229 

0505100144 

0505160378 

0505200432 

0505210095 

0605210097 

650521030D 

6505290382 

0505290432 

6505310207 

6505290411 

6605260040* 

8505280059* 

6505170005 


50-285 P 

50-322 S 

50-322 S 

50-322 S 

50 322 S 

50-322 S 

50-304 S 

FOIA 
NUREG 
50-317 S 

50-344 O 

50-344 Q 

FOIA 

50-346 S 

71-9160 

50-289 T 

50-320 Q 

60-320 G 

50 400 G 

50 400 G 

50 400 G 

60 400 G 

50 400 G 

50 400 G 

50 400 G 

50-400 G 

60 320 P 

FOJA 
FOJA 
PR 

FOJA 

FOIA 

FOIA 

FOIA 

50 289 T 

50 456 Q 

50 4 54 Q 

50 2 69 T 

NUREG 
60 386 S 

50 321 P 

50 386 P 

50 366 P 

50 366 P 

50 259 R 

50 265 S 

40-6675 

PROJ 

50-281 Y 
60 338 T 

ORG 

60 281 Y 

FOIA 

FOIA 

50 201 P 

50 338 Q 

60 269 0 

NUREG 
70143 
70143 

70143 

PR 

50 139 F 

60 139 F 

PR 

60 4D0 G 

60-246 Q 

50 312 F 

60-312 J 

60 312 P 

60-312 P 

60-312 P 

60-312 P 

50-312 P 

60312 P 

60-312 P 

60-312 P 

50*312 F 

50-312 F 

50*312 F 

60-312 P 

60-312 R 

50-312 P 

50*312 P 

PR 

FOfA 

FOIA 

50*265 F 


HOGERS.DW 

8505170172 

50 2S5 

F 

ROGER S.DW 

8505170348 

50 265 

F 

HOGERS.HR 

8505240048 

50 320 

S 

ROGER S.KC 

8505060026* 

50 272 

R 

HOGERS.P 

8505070469 

50 368 

S 

ROGERS, PC 

8505060-109 

50 36B 

S 

ROGERS.PC 

850524 0381 

50 313 

s 

ROGERS,? C 

8505240389 

50 360 

s 

ROGERS.P C 

8505300250 

50-368 

s 

ROGERS.T 

8505170602* 

50-338 

0 

ROGERS.T 

B505210135* 

50 39S 

0 

ROGGE,J F 

0505200577* 

50 424 

Q 

ROQOFF.J P 

8505200554 

PR 


ROHATGI,U S 

8505070497 

50 269 

P 

ROHDEJ E 

8505030336 

50 304 

s 

ROHRER.D M 

8505070065* 

50-461 

Q 

ROHRER.R J 

8505020317 

50-373 

S 

HOHRER.R J 

8505170641 

50-373 

R 

ROHRER.R J 

9505220310 

50-373 

S 

ROHREH,R J 

8505290146 

50-373 

S 

ROISMAN.A Z 

8505130172 

50-445 

G 

flOISMAN.A Z 

8505130172 

50-445 

Q 

ROISMAN,A Z 

8505130187* 

50-445 

G 

ROISMAN.A Z 

8505130187* 

60-445 

G 

ROLL1NS.J D 

8502260481 

PROJ 


ROMAW.T W 

B505230277 

50-220 

R 

ROMANO.AJ 

8303240249* 

FOIA 


romano.fr 

8505300308 

50-352 

0 

ROMBERG.WD 

8505280103 

50-336 

s 

ROMBERG.WD 

8505280103 

50-336 

s 

RONAFAIVY.J P 

8505210602 

50-31 1 

R 

RONAFALVY.J P 

8505220347 

60-272 

R 

RONQUILLO.R M 

8505130231* 

50-362 

A 

RONQUILLO.R M 

8505130271* 

50-362 

A 

flOSA.F 

8203020663* 

60-362 

E 

ROSA.F. 

9311140003* 

50-382 

E 

ROSENBAUM.PJ 

8505300303 

FOIA 


ROSENFELD.S 

8505300532* 

50-322 

G 

ROSENTHAL, AS 

6505140400 

50-289 

G 

ROSE NTH AL.J 

8104150260* 

50-392 

A 

ROSE NTH AL,J. 

8105120513* 

50-382 

A 

ROSE NTH At. J E 

8103260961* 

50-982 

A 

ROSS.TM 

8505090601 * 

50-275 

Q 

ROSS.WJ. 

8505170304* 

50-338 

Q 

ROSS.WJ, 

0506200591* 

50-348 

Q 

ROSS.WJ, 

8505210096* 

50-302 

Q 

ROSSBACK,L 

6505010496' 

50-247 

O 

ROSZTOCZY.ZR 

0105110530* 

50-416 

A 

ROSZTOCZY.ZR 

B2 10050022* 

50-382 

A 

ROSZTOCZY,Z.R. 

8505020454 

MISC 


ROSZTOCZY,Z R 

8505080364 

MISC 


ROSZTOCZY,Z R 

8505240255 

MISC 


ROTH.J. 

8505130341* 

70 920 


ROTH.J 

8505130432* 

70-1143 


ROTH.J 

8505170213* 

70-903 


ROTH.J 

8505200187* 

70-135 


ROUSE, LC 

8506010534 

50-280 

Y 

ROUSe.L C 

6505090007 

50-261 

Y 

ROUSE.LC 

8505180269 

50-280 

Y 

ROUSE.L C, 

8505170243* 

50-280 

Y 

ROUSE.LC 

6505210109* 

50-201 

P 

ROUSE.LC. 

8505210205* 

50-201 

P 

ROWSOME.F H. 

8505280339* 

60-155 

T 

RUBENSTEIN.LS. 

6305260077* 

50-302 

E 

flUBENSTEIN.LS. 

8404040265* 

50-309 

P 

RUBENSTEIN.LS 

8404050128* 

50-302 

E 

RUBENSTEIN.L S. 

8410180105* 

FOJA 


RUFF.A 3 

8505170191* 

50-413 

Q 

RUFF, A B. 

8605170519* 

50-335 

Q 

RUFF.A B. 

8505200152* 

50-390 

Q 

RUITER,Q H 

8505230166 

50-305 

R 

RULAND.W. 

8505140307 

50-395 

S 

RULAND.W. 

8505170003 

50-348 

S 

RULAND.W.H. 

6505170397* 

50 348 

Q 

RUNKLE.J ^ 

6505080488 

50 400 

G 

RUNKLE,J 

8505200406 

PR 


RUNKLE.J 

8505300203 

60 400 

G 

RUNKLE.J 

8505300287* 

60 400 

G 

HUNYAN.M F. 

8506210115* 

50-395 

Q 

nupKj.L 

8505090159 

50-272 

S 

RUPP,J.L. 

8505090261 

50-31 1 

S 

RUPP.J L. 

8505310276 

50-31 1 

s 

RUSCHE,BC. 

8505020294 

WASTE MGT 

flUSSELL,C 

8505160537 

WASTE MGT 

RUSSELL.CF 

8505160538* 

WASTE MGT 

nUSSELLL B. 

8605070533 

60-317 

s 

RUSSELL.L B 

8505080147 

60-317 

s 

RUSSELLLB 

8505000620 

60-317 

s 
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nUSSElL.L B. 

$505280073 

50-317 

S 

nUSSeLL.LB. 

$505280079 

50*617 

s 

RUSSELI.MJ. 

$309300009* 

60-382 

A 

RUSSELL.MJ. 

8309300075* 

60-362 

A 

RUSSELUW.T. 

8412060631* 

50-289 

P 

RUSSELL, W.T. 

8505070063 

50-269 

P 

RUSSELL.W.T. 

8505160331* 

50-269 

P 

RYAN,J. 

8505170043* 

WASTE MQT 

RYBAK, B 

6504110291 

60-254 

F 

RYBAK.8. 

8505030462 

60-237 

P 

RYBAK, B. 

6505060116 

50-237 

P 

RYBAK, 8. 

8505070401 

50-237 

F 

RYBAK.B, 

8505170129* 

50-237 

S 

RYeAK,B 

8505170141* 

60-237 

S 

RYBAK.B. 

8505170358* 

60 237 

S 

RYBAK, 0. 

B5052 10440 

50-265 

Q 

RYBAK.B. 

8505290715 

60-237 

F 

RYTERS,L M. 

8505020501 

60-454 

S 

RYTERSKI.M 

8505080397 

60-464 

S 

RYTERSKI.M 

8505090627 

50-454 

S 

SAARa,M. 

8505010277 

NUREG 


SAHA.P. 

8505070497 

50-269 

p 

SAILER.W.F. 

8505070522 

60440 

s 

SALT2MAN,D, 

8505200555 

PR 


SALTZMAN^. 

6505060516 

60-245 

J 

SALTZMANJ. 

6505070305 

60-275 

J 

SALTZMAN,J 

B505090323 

60-275 

J 

SALTZMAN,J. 

8505310168 

60-340 

1 

SALTZMAN,J. 

8505310369 

60-334 

1 

SALTZMANJ. 

8505310376 

60-334 

1 

SAMELSON,A. 

8505100181 

60-461 

A 

SAMP.RA 

6505090066 

FOIA 


SANDER8.GA. 

6505020417* 

GEN TEC 1 

S 

SANDERS,W.F. 

8505200577* 

60-424 

0 

SANDHOP.J R. 

6505060493 

NUREG 


SANDOVAL,JG. 

8505240047* 

60-526 

T 

SANDVIK.R M 

8505300491 

60-344 

R 

SARGENT,! H. 

8505160388* 

CONTRACT 


SAUM.MA. 

8505090508 

50-316 

S 

SAUM.MA. 

8505090508 

60-316 

S 

SAUNOERS,J.H. 

6505060493 

NUREG 


SAUNDERS, R F. 

8505100161 

50-280 

S 

SAUNDERS, R F. 

6505210043 

60-260 

S 

SAUNDERS.R.F. 

8505210047* 

50-260 

S 

SAUNDERS, R F. 

8505210052* 

50-260 

S 

SAVIGNAC,N. 

8505200107 

40-8084 


SAVY,J.B. 

8404300359* 

FOIA 


SAWYER, C,B. 

8505140405* 

50-338 

T 

SAXTONJ, 

8505300372 

50 269 

T 

SCARANO,R,A. 

6605290090 

50 268 

Q 

SCAVUZZO.R J 

85051 704B1 

60-276 

0 

SCKAAF,M.K. 

85051 00315* 

FOIA 


SCHAEFERA 

6505200043 

50-628 

S 

SCHALIN.E. 

8506200617* 

FOIA 


SCHAUFELBERQER 

0505170128 

60-298 

Q 

SCHEREn.A.E. 

8605070050 

60-470 

A 

SCHERER,A.E 

8505170070* 

60-255 

P 

SCHERER,A.e, 

8505210305 

60-470 

A 

schererae. 

8605310134 

PR 


SCHIERLINO.H. 

6505020403 

60-323 

A 

SCHIERUNQ.H. 

0605230653* 

50-276 

P 

SCHIERUNG,H 

6605240257 

60-276 

P 

SCHIERMAN.S.L. 

6505210604 

40-8681 


SCHILLER, S,K. 

8505080124 

60-373 

S 

SCHLEMMER.D.L 

6505160076 

FOIA 


SCHLEMMER.D L 

0506160511 

60-440 

H 

SCHMITT^ W. 

6505130166* 

CONTRACT 


SCHMinDIEUP. 

8505200622 

40 8897 


SCHNEBELEN.A 

8605290422* 

60-358 

Q 

SCHNEBELENA 

8505290441* 

FOIA 


SCHNEBELENA 

8505290462* 

FOIA 


SCHNE0LI,GA. 

8506170522* 

60-390 

Q 

SCHNEBLI,G.A. 

8505200451* 

50-390 

Q 

SCHNEBLI,Q.A 

8505220333* 

60416 

Q 

SCHNEIDER,R.A 

8502260222 

70-1267 


SCHNEIDER .B .A 

8505160521 

70-1267 


SCHNELL,DF. 

8505070333 

60483 

Q 

SCHNELL,D.F. 

8505160114 

60483 

F 

SCHNELL,D.F. 

8505200328 

60483 

Q 

SCHNELL,0,f 

6505220006 

60483 

P 

SCHNELL,D,F. 

8605220023 

50463 

P 

SCHNELL.D.F. 

8505220112 

60483 

P 

SCHNELL,D.F. 

8505230546 

50483 

R 

SCHNELL,D.F. 

8505310263 

50483 

R 

SCHROEOER.F. 

8209160180* 

50-362 

A 

SCHROEDER.F, 

8505290457 

GEN TEC I 

S 

SCHUH,J.H. 

8505240051 * 

50-528 

T 

SCHUMACHER, M.C. 

8505020280* 

60461 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SCHUMACHER,M C 

8505030444* 

40-2061 


SCHUMACHER,M C 

B505070284* 

50-331 

Q 

SCHUMACHER,M C, 

8505240246* 

50-4B3 

Q 

SCHUMACHER.M C, 

8505280221 * 

50-254 

Q 

SCHUSTER, M.D 

8505020405* 

70-1257 


SCHUSTER. M,D 

8505130087 

50-312 

S 

SCHUSTER. M.D 

8505150352* 

70-734 


SCHUSTER. M.D 

6505200043 

50-528 

S 

SCHUSTER, M.D. 

8505200490* 

70-25 


SCHUSTER.M.D 

650S210130 

50-206 

F 

SCHUSTER. M.D 

8505230250 

50-1 S9 

F 

SCHUSTER.M.D 

6505230259 

50-206 

F 

SCHUSTER.M D 

8505240344 

50-163 

F 

SCHWARTH,M.W. 

8505070560 

NUREG 


SCHWARZ.B. 

8505200526 

PR 


SCHWELLER^D 

6505230261* 

FOIA 


SCHWELLER*D. 

8505230403* 

FOIA 


SCHWENCERA 

8105110535* 

60-416 

A 

SCHWENCER,A 

840B010360‘ 

50-322 

P 

SCHWENCER,A 

8400080311* 

50-322 

P 

SCHWENCER»A 

8505010201 

50-461 

A 

SCHWENCER,A 

8505010385 

50-373 

P 

SCHWENCERA 

6505020354 

50-354 

A 

SCHWENCER,A 

0505080174 

50-373 

P 

SCHWENCER,A 

8505080188* 

50-373 

P 

SCHWENCER,A 

8505080207 

50-373 

P 

SCHWENCEfl,A 

8505080285* 

50-373 

P 

SCHWENCER,A 

8505090072 

50-461 

A 

SCHWENCER,A. 

6505090131 

50 458 

F 

SCHWENCEfl,A 

8505090172 

50-468 

A 

SCHWENCER,A 

6505090174 

50-322 

F 

SCHWEKCEfl^A 

0505090511 

60-387 

P 

SCHWENCER.A 

0505100119 

50-373 

P 

SCHWENCER.A 

0505140437 

50-307 

P 

SCHWENCERA 

0505160500 

50-468 

A 

SCHWENCEfl,A 

8505160572 

60-354 

A 

SCHWENCER,A 

8505160576 

50-461 

F 

SCHWENCERA 

8505160074 

60-373 

P 

SCHWENCEfl,A 

6506160100 

60-322 

P 

SCHWENCER,A 

8505160348 

50-387 

P 

SCHWENCER,A 

8505160353* 

60-387 

P 

SCHWENCER^A. 

8505170201 

50-458 

A 

SCHWENCERA 

8505200203 

50-468 

A 

SCHWENCER.A 

8505210555 

60-354 

F 

SCHWENCER^A 

8505280474 

60-397 

P 

SCHWOERER.F 

8505240093 

71-6364 


SCHWOERER.F. 

8505240181* 

71-6304 


SCOTT.A E, 

8505210017 

60-261 

R 

SCOTT.DJ 

8505020126 

50-237 

S 

SCOTT, DJ. 

850S060421 

60-237 

S 

SCOTT, OJ. 

6505160068 

60-237 

S 

SCOTT, D.J. 

8505160071 

60-237 

S 

SCOTT.DJ, 

8505180605 

50-249 

S 

800TT,DJ. 

8505200149 

60-237 

R 

SCOTT.DJ. 

0505210387 

50-10 

F 

SCX)TT,DJ. 

8505220261 

60-237 

S 

SCOTT.DJ. 

6505230239 

60-237 

8 

SCOTT.DJ. 

8505260062 

60-237 

S 

SCOTT, DJ 

8505290278 

60-237 

S 

SCOTT, OJ. 

8505290612 

60-237 

s 

SCOTT, M,L. 

8505160126 

60-528 

Q 

SCOTT,MX. 

0505210264 

60-528 

H 

SCOTTON.LN. 

8505230002 

60-293 

R 

SEARS,CF. 

8505290282 

60-336 

Q 

SEARS.aF. 

8505290282 

60-336 

Q 

SEARS.C.F. 

8505310209 

PR 


SEARS, OF. 

8505310209 

PR 


SEARS, P. 

8505300359* 

QA999 


SEARS, P.M, 

8506310567 

50-309 

P 

SEEMAN,MJ. 

6505150249* 

FOIA 


SEGBeST,AM. 

8506100349 

60-322 

P 

SEtOLE.W. 

8605200230* 

50-172 

Q 

SEIDLE,W.C. 

0506130542* 

50-498 

A 

SEIDLE.W.C, 

6506130546* 

60-408 

A 

SEIOLE,WC. 

6505200216* 

60-172 

Q 

SEIDLE.W.a 

0505200264* 

60-172 

Q 

SEIDLE.W.C. 

8605200288* 

60-172 

Q 

SEIDLE.W.C. 

6505200293* 

60-172 

0 

SEIDLE.W.C. 

8505200304* 

60-172 

Q 

SEIDLE.W.C. 

8505200309* 

50-172 

Q 

SEIFFERT.P, 

8505280260* 

60-424 

A 

SELANJ C. 

8305160221* 

60-260 

P 

SELDINM 

8505220022 

50-322 

H 

SELLS,D,E. 

8505030215 

50-251 

P 

SELLS.D,E. 

8505240066 

MISG 


SELLS.D.E. 

8605300672 

60-336 

Q 

SELMAN.M. 

85051301 82* 

60-247 

Q 

SELMAN,M. 

B50520050S 

60-3 

F 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SERVER.W.L 

850507054B 

NUREG 


SEWELL, H.M 

8505230770* 

CONTRACT 


SEWELL,H M 

8505290004* 

50 352 

A 

SEWELUR.B 

8505170053* 

50 255 

P 

SEYFRIT.KV 

7908080042* 

50-498 

Q 

SEYFRIT.K V. 

8411130694* 

50 267 

Q 

SEYFRIT.K V 

8504020356* 

50 267 

Q 

SEYFRIT.K V. 

8505090460* 

50 289 

S 

SEYFRIT.KV 

8505160462 

QA999 


SHACKELFORD.M 

8505060534 

NUREG 


SHAD.L C 

B5053D0351* 

FOIA 


SHAFER, W 

6505060353 

50-315 

S 

SHAFER,W 

8506140341 

50-254 

s 

SHAFER, W D 

8501240199 

50-282 

o 

SHAFER, W.D. 

8505030237 

50 409 

0 

SHAFEH.W.D 

8505070479 

50-255 

0 

SHAFER,W D 

8505070482* 

50-255 

o 

SHAFER, W D 

8505080363 

50-10 

o 

SHAFER, W D 

8505080505 

50-282 

Q 

SHAFER, W.D 

8505080507* 

50-282 

O 

SHAFER, W.D 

8505090018 

50-305 

0 

SHAFER.W.D. 

8505090022* 

50-305 

0 

SHAFER.W D 

8505090035 

50-346 

0 

SHAFER.W D. 

8505090037* 

50 346 

Q 

SHAFER.W D 

8505100161 

60-315 

0 

SHAFER.W.D. 

8505260289 

50 155 

0 

SHAFER.W D 

6505260310 

60 295 

Q 

SHAFER.W.D 

8505280316* 

60 295 

Q 

SHAFFER.CJ. 

8505080106* 

60 423 

K 

SHAFFER.CJ 

0505130305* 

60 423 

C 

SHAFFNERJ 

8505160307 

27-48 


SHANBAKY.M 

8505030089 

50 210 

S 

SHANBAKY.M 

0505200323* 

50 244 

o 

SHANBAKY.M 

8505210191* 

60 247 

Q 

SHANBAKY.M 

8505240455* 

50-245 

Q 

SHANBAKY.M M 

8505210285* 

50 336 

Q 

SHANBAKY.M.M 

8505230171* 

50 29 

Q 

SHANK.K E 

0505130227* 

50 387 

H 

SHANNON.J 0. 

05O531O54B 

40-8064 


SHAU0,E.T. 

8505240480* 

50 352 

Q 

SHAW.H K. 

0406210107* 

60 250 

P 

SHEAJJ 

85051 003BB 

50 245 

Q 

SHEAJ< H 

6506220068 

60 331 

J 

SHEARER.B. 

8606200060* 

50-320 

P 

SHEDLOSKY.J T 

8505130349* 

50-245 

Q 

SHELBY, R. 

8505300372 

50-289 

T 

SHELL, R H 

8504110276 

50-390 

A 

SHELL.R H 

8505020450* 

60 327 

Q 

SHELTON.BJ. 

8505140278* 

FOIA 


SHERMAN.C 

8505010060* 

50 526 

Q 

SHERMAN.M P 

0506060493 

NUREG 


SHERON.B 

0405310299* 

60 423 

A 

SHERWIN.S. 

8505300532* 

60-322 

G 

SHERWOOD, G 6 

8506160306 

60 447 

F 

SHERWCX)D,G.G 

0505200506 

PR 


SHI8ATA,Y 

8505090394 

XPOflTLIC 


SHIBATA,Y. 

8506160303* 

XPORTLIC 


SHIBATA.Y. 

8505290338* 

XPORTLIC 


SHI0ATA,Y 

8505290342* 

XPORTLIC 


SHI0ATA,Y. 

0505300371 

XPORTLIC 


SHIBATA,Y 

0505300375* 

XPORTLIC 


SHIELDS, S W. 

8505070158 

60 546 

A 

SHIFFER.J.D. 

8502120065 

50 275 

F 

SHIPPER J D. 

850S060526 

60-276 

P 

SHIFFERJ.D 

0505070452 

50-133 

P 

SHIPPER, J.D. 

8505080173 

50 275 

E 

SHIFFER.J.D 

8505000239 

50 323 

E 

SHIPPER J D 

85D50B0312 

50-275 

Q 

SHIPPER J D. 

8505090442 

50-275 

S 

SHIFFER.J.D 

0505130419 

50 275 

P 

SHIFFERJ.D. 

8505130451 

50-275 

P 

SHIFFERJ.D 

8506140306 

60-276 

P 

SHIFFERJ.D 

8505150182* 

60-276 

Q 

SHIPPER, JD. 

8505150446 

50-275 

F 

SHIPPER, J.D 

8505160110 

50-133 

F 

SHIFFER.J D 

8505170163 

60 275 

F 

SHIPPER, J D, 

8505170168 

60-275 

P 

SNIFFER, J D 

8505170222* 

50-275 

P 

SHIFFERJ.D. 

8505200554 

PR 


SHIFFERJ D 

8505220190 

50-133 

R 

SHiFFER,J.D. 

8505230026 

50-275 

F 

SNIFFER, J.D. 

0605240440 

50-275 

P 

SHIPPER, J.D 

8505260083 

60-275 

P 

SHIFFERJ.D 

8505280090* 

50-275 

P 

SHIFFERJ D. 

0606200101* 

50-275 

P 

SHIFFER,J,D 

8505280113 

50-276 

P 

SHIFFER,JD 

8505280114* 

60-275 

P 

SNIFFER, J D 

8505280119* 

60-276 

P 


PERSONAL AUTHOR INDEX 416 


AUTHOn 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SNIFFER, JD 
SHIFFERJ D 
SHIFFERJ 0 
SNIFFER, J D 
SNIFFER.J 0 

8505280496 

8505290386 

0505290543 

8S05300196 

8505300347 

50-275 P 

50-275 P 

50-275 F 

50 275 P 

50 275 P 

SHIMKO.K 

SHIMKO.K 

SNIMKO.K 
SNINNOCK,J B 
SNIRALKAR.B.S 

8505170038 

8505170043* 

8505170298* 

8505200406 

0505210454* 

WASTE MGT 
WASTE MGT 
WASTE RES 

PR 

TOPREP 

SNOEMAKER.C 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

8505010510 

8505020225 

8505060405 

8505060406 

8505000574 

60-302 G 

50-352 G 

50-302 G 

50-352 G 

50-209 G 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

8505090581 
8505130272 
B5051 40400 
0506150013 
8505160631 

50-322 G 

50-209 Q 

50-289 G 

50-322 Q 

50 322 Q 

SNOEMAKER.CJ 

SNOEMAKER.CJ 

SNOEMAKER.CJ. 

SNOHELQ. 

SHOHET.Q 

8505200631 

8505220016 

8505240180 

8505070540 

8505210022 

50 322 G 

50-413 G 

50 352 G 

50 382 G 

50 289 G 

SHOHET.G 

SHOLLY.S.C. 

SNOLLY,S.C 

SNOLLY.SC 

SHON.FJ 

8505210022 

8505100132 

0506160090 

8505170324 

8505080095 

50 289 G 

FOIA 

50*327 P 

60-275 P 

50-322 G 

SNOPENN.NM 
SNOPENN.N.M. 
SNORT.P.A. 
SNOTWELL.J. 
SNREVE.D B 

8505130223 

0505230475 

0505100274 

0505160313 

0505130101* 

40-209 

40 8084 

QA999 

50-443 Q 

CONTRACT 

SHULMAN.M N 
SHUM.D. 

SHUM.FD 

SHUSTER, B. 
SHYML0CK.M.8 

0404120168* 

8505160372* 

8505210452* 

0505300372 

8505230014* 

50-445 A 

50-219 P 

TOPREP 

60-209 T 

50 390 Q 

SIEBER.J a 

SIEGEUBA. 

SILGERBERG.M 

SILGERBERQ.M. 

SILQERBERQ.M. 

0605130202 

B505280255 

0411030436* 

8505100150* 

0505100164* 

60 334 P 

PR 

FOIA 

FOIA 

FOIA 

SILGERBERQ.M. 
SILBEnQ,J.E. 
SILBEnQ,J E. 
S!tBERG,J.E 
SILBERQ,J E. 

0505100170* 

8505130072 

0506130072 

0505160167 

0505160167 

FOIA 

60-440 Q 

50-440 G 

50-440 Q 

60 440 G 

SILBERQ.J.E. 
SILBERQ.J.E. 
SILBERQ.J.E 
SILBERQ.J E. 
SILBERG.J E. 

0505200200 

6605200200 

6605220013 

8S0S22O013 

8505290554 

60 440 G 

50 440 Q 

50-440 T 

60-440 T 

60-440 A 

SILBERQJ.E. 
SILBERQUIT.Q J. 
SItVER.N 

SItVIS.R.M. 

SILVIS,R.M, 

05Q52905S4 

0505170269 

0505230504 

0505010091 

0505010560 

60-440 A 

60 213 S 

60 302 P 

CONTRACT 
CONTRACT 

SILVIS.R M. 

SILVIS.R M. 
SILVIS.R.M, 
SILVIS.R.M. 
SILViS.R.M, 

8505070123 
0506140299 
66051 605Q8 
8606160046 
0505200002 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

SILVIS.R.M. 
SIMM0N5.J W. 
SIMPSON.NJ. 
SIMPSON.J.C. 
SIMS,J.R. 

0505310136 

8506200092 

0605070484 

0605200526 

8605210691* 

CONTRACT 
60-269 P 

NUREG 

PR 

60-628 F 

SINQH,B.K 

SINQH.B.K, 

SINGH.B K. 
SINQH,JN 

SINGH, J.N. 

8402160651* 

8505020412 

8505100526 

8309300089* 

0300300076* 

60-302 F 

60-412 F 

60 412 A 

60-382 A 

60-382 A 

SINGH.M.M 

SINQH.M M 

SINQLETON,L.W. 

SINKIN.L. 

SINKIN.L, 

0606130342* 

0606240073* 

0605160497 

0605010407 

6506010487 

CONTRACT 
CONTRACT 
60-207 P 

50 498 G 

60-498 Q 

SINKINjL. 

SINKIN.L 

SCNKULE.M.V. 

SINN.P.W. 

SISK.O.P. 

8505140403 

8506140411* 

0605200577* 

0605070303 

0505090442 

60 496 G 

60 490 G 

60-424 Q 

71-9024 

60-276 S 

SKELTON.R 
SKINNER, P H. 
SKORAPA,M.Z, 

0505220021* 

0605170630* 

B5OS20O531 

60-466 Q 

60-413 Q 

PR 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

SKOVHOLT.OJ. 

8505200261* 

50-172 

P 

SKOVHOLT.OJ 

&505200265* 

50-172 

P 

SKOVHOLT.OJ 

8505200270* 

50 172 

P 

SKOVHOLT.DJ 

8505200344* 

50 172 

W 

SKOW,M 

8505200183* 

50 267 

Q 

SKOW.M E 

0505130438* 

50 267 

0 

SKQW.M E 

8505200236* 

50 267 

0 

SLAGGIE.L 

8505170256* 

FOIA 


sLArrEnY.j 

S408240162* 

50 482 

H 

SLINE.R 

8505130264* 

50-382 

A 

SLITER.Q 

8404100113* 

FOIA 


SMEENGE.R J 

B505310650* 

50-440 

O 

SMETTERS.J 

8505230692* 

50-266 

P 

SMITH. C 

6505200644* 

50-250 

Q 

SMITH. C 

8505210117* 

50-390 

0 

SMITH. C 

8505300372 

60-289 

T 

SMITH. CF 

8505220068* 

50-369 

Q 

SMITH.DD 

8505070154* 

50-390 

A 

SM1TH.DH 

8505030257 

50-456 

S 

SWITH.D.H 

8505030390 

50-456 

S 

SMITN.DH 

6505030399 

50-456 

s 

SMITH.DH 

6505100245 

50-456 

E 

SMITN.DH 

8505170454 

50-456 

Q 

SMITH.DH. 

8505310077 

50-456 

Q 

SMITH.D H 

8505310691 

50-454 

S 

SMITH.D L 

0505080372 

50-269 

S 

SMITH.E,T 

8505010472* 

50-320 

P 

SMITH.e.T. 

6505070194* 

50-320 

P 

SMITH.6.T 

6505230174* 

50-320 

P 

SMITH.GH 

8210160566* 

50-213 

P 

SMITH .GH 

8505150059* 

50-309 

P 

SMITH, GW 

8505170206 

TOPREP 


SMITH, QW 

8506170208 

TOPREP 


SMITH.l W 

8506060512 

50 289 

G 

SMITH.I W 

0505070199 

50-289 

Q 

SMITH.LR 

6505200587 

PR 


SMITH.M 

8505170002* 

50 315 

Q 

SMITH, M L 

0505130311* 

50-338 

Q 

SWJTH.M L 

0505130404* 

50-338 

G 

SWITK.PA 

0SDS1 60401* 

CONTRACT 

SMITH, P.A 

0605230247 

50 255 

R 

SMITH.? A 

8505230551* 

CONTRACT 

SMITKPA 

8505290221* 

CONTRACT 

SMITH, PA. 

8505310078* 

FOIA 


SMITH.PA 

8505310085* 

FOIA 


SMITH, P.A. 

6505310152* 

FOIA 


SMITH,P.A. 

8505310520* 

CONTRACT 

SMITH.PD 

8505060058* 

PR 


SMITH.P.D. 

8505130246* 

60 382 

A 

SMITH, P.D. 

8505200311* 

FOIA 


SMITH, P.O. 

6505200324* 

FOIA 


SMITH, P D 

6505200331 * 

FOIA 


SMITH.PD 

0505200339* 

FOIA 


SMITH.P.D. 

6505200348* 

FOIA 


SMITH.P.D 

6505200364* 

FOIA 


SMITM.P.0. 

8505200373* 

FOJA 


SMITH.P.D. 

8505200370* 

FOJA 


SMITH.PD 

8505200404* 

FOIA 


SMITH.P.D. 

8505200412* 

FOIA 


SMITH.P.D. 

8505200417* 

FOIA 


SMITH.PD. 

8505200421* 

FOIA 


SMITH.P.D. 

0505200428* 

FOIA 


SMITH.P.D. 

8505200434* 

FOIA 


SMITH.P.D 

8505200430* 

FOIA 


SMITH.P.D. 

S50520D443* 

FOIA 


SMITH.P.D 

8505200448* 

FOIA 


SMITH.P,M 

8505170371* 

ACRS 


SMITH,R. 

8505290062* 

60-462 

Q 

SMITKR.D. 

0503070417* 

PR 


SMITH»RD 

8505100105 

40-8661 


SMITH, R D. 

6505100438 

40-1341 


SMITH.R D. 

8505130489 

40-0676 


SMITH.R.D, 

8505150266* 

40-1341 


SMITH.R.D, 

6505150473 

40-8601 


SMITH.RD. 

8505150508 

40-6659 


SMITH.R.D. 

8505160510* 

40-6659 


SMITH.R D. 

8506160516 

40-8584 


SMITH.R D. 

8505150520* 

40-8504 


SMITH.R.D. 

8505160036 

40-8714 


SMITH.R.D. 

8505 1601 31 

40-8696 


SMITH.RD. 

8505160136* 

40 8698 


SMITH^RD. 

8505160144 

40 8726 


SMITaR.D. 

8505160273 

40 0102 


SMITH,R.D. 

6505160280* 

40 6102 


SMITH.P.D. 

6505160209 

40-8690 


SMITH.R.D 

8505160295* 

40 8600 


SMITH, R.D 

8505160301 

40 B675 


SMITH.R.0 

85051 6Q316 

40 3453 
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SMITH.R D 

8505160321’ 

40 3453 


SMITH.R D 

8505160480 

40 8674 


SMITHR D 

8505160484 

40 6622 


SMITKR D 

05O5I6O407’ 

40 6622 


SMITH ,fl D 

8505160496 

40 4492 


SMITH.R 0 

85051 60499 

40 6084 


SMITH.R D 

0505160500* 

40-4492 


SMITH.R D 

8505160526 

40-299 


SMITH.R D. 

8505160531* 

40-299 


SMITH.R D 

8505169587 

40 8698 


SMITH.R D 

0505160570* 

40 8608 


SMITH. R D 

8505160571’ 

40 8084 


SMITH.R D 

8505160577 

40 2259 


SMITH.R D 

8505160579* 

40 2259 


SMITH.R D 

8605160580 

40-299 


SMITH.R D 

8505160584* 

40-299 


SMITH.R 0 

8S0S230406 

40 6697 


SMITH.R D 

8505230537 

40-1162 


SMITH.R 0 

8505230540* 

40-1162 


SMITH.R D 

B506230553 

40 2259 


SMITH.R D 

8506230559* 

40 2259 


SMITH.R F. 

B505 100363 

PR 


SMITH.R H 

8505020321 * 

50 244 

Q 

SMITH.R H 

8505240411* 

50-213 

Q 

SMITH.R M 

8505100392* 

50-416 

P 

SMITH, W F 

8505150372* 

50 458 

O 

SMITH.W.G 

8502230153 

50 315 

S 

SMITH.W G 

8505060007 

50-316 

s 

SMITH.WG 

8505060498 

50-316 

s 

SMITH.W Q 

85050904GB 

50-315 

s 

SMITH.W.G 

8505090508 

50-315 

s 

SMITH.W.G 

650-5170363 

50-315 

s 

SMITH.W.G 

8505200126 

50-315 

s 

SMITH.WG 

8505210631 

50-315 

s 

SMITH.WG. 

0505220240 

50 315 

s 

SMITH.W G 

8505220266 

50-315 

s 

SMITHW G 

8505240278 

50-310 

R 

SMITH, W.G 

85052404D5 

50-315 

R 

SMITH.W.G 

8505240503 

50-315 

S 

SMITH.W.G 

8505260247 

50-316 

S 

SMITH.WG 

8505290700 

50-315 

P 

SMYKOWSKI.S 

8505160159 

WASTE MGT 

SMYTH.C.W. 

8505200083 

50-289 

R 

SMYTHE.D R 

8505060124 

50-373 

S 

SNELL,W. 

8505170002* 

50-315 

Q 

SNELL,W 

8505280326* 

50-266 

Q 

SNELL.W Q 

8505030420* 

60-409 

Q 

SNELL.WQ 

8505060379* 

50-440 

Q 

SNELL, WG 

8505070005* 

50-461 

Q 

SNIEZEK.J 

8505160450* 

50-445 

A 

SNIEZEK.J H 

8505300610* 

FOIA 


SNYDER.B J 

8505020471 

50-320 

P 

SNYDER.B J 

8505020470* 

50-320 

P 

SNYDER.B J, 

8505020470* 

50-320 

P 

SNYDER.B J 

8505020470* 

50-320 

P 

SNYDER.B J 

8505020560 

50-320 

P 

SNYOEfl.BJ 

8505030396 

50-320 

P 

SNYOER,B J. 

8506090116 

50-320 

P 

SNYOER.BJ 

B5051 50600 

50-320 

P 

SNYDER, BJ. 

B505300493 

60 320 

F 

SNYDER.B J 

6505300629 

SO S20 

P 

SNYDER.B J 

8505300630* 

60-320 

P 

SOLLENBERGER.D 

8505170107 

WASTE MGT 

SOMERVILLE, KG 

8505230454 

40 8783 


SOMERVILLE, K G 

8505300475 

40 8763 


SONF.H. 

0505080245* 

50 323 

E 

SONiN.A A 

6505160239* 

50-259 

P 

SOO.P 

0505000531 

WASTE RES 

SOONG,A. 

8506000019* 

70-143 


SOONG.A L 

8505070300 

70 143 


SORENSEN. G C. 

8505010150 

60 397 

P 

SORENSEN .G C 

B506060007 

50 397 

0 

SORENSEN, QC 

8505060249 

50-307 

Q 

SORENSEN.G C 

0506080112 

50-506 

A 

SORHNSEN.G.C. 

8505080161 

50 397 

P 

SORENSEN.G C 

8505130289 

50-506 

A 

SORENSEN.G C 

6505140463 

50-397 

P 

SORENSEN.G C, 

850522000B 

60-397 

Q 

SORENSEN.G C 

8505230072 

50-460 

A 

SORENSEN.G C. 

8505280180 

PR 


SORENSEN.G C 

0505290464 

50-397 

P 

SORENSEN, R C 

6505170153* 

50-528 

Q 

SORENSEN.R C. 

0505280418* 

50-520 

0 

SORRELUEC 

0505030274 

50-321 

F 

SORRELL.eC 

0505200361 

50-321 

F 

SOUCY.AR. 

0505200519 

PR 


SPANGENBERQ.F 

8605020237 

50-461 

E 

SPANGENBERQ.F 

8505090299 

60 461 

A 



416 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

spangenbefg.f 

8505200281 

50-461 

F 

STARKEY.R B. 

8505030581 

50-324 

S 

STEWART.WL 

8506200598* 

50 338 

0 

spangenberg.f. 

8505210265 

50-461 

E 

STARKEY.R B. 

8505210597 

50*261 

R 

STEWART, WL 

8505210530* 

50*338 

0 

SPANGENBER6.F 

6505220002 

60-461 

A 

STAROST£CKI,fl* 

B303230321- 

60*272 

S 

STEWART.W.L 

8505230041 

50*338 

p 

spangenberg.f 

8505220078 

60-461 

P 

STAROSTECKI.R 

6505030175 

50-322 

Q 

STEWART.W.L 

8505230590* 

50 280 

o 

SPANGENBERG.F 

8505240292 

SO 461 

A 

STAROSTECKI.R 

8S05D30461 

50-334 

Q 

STEWART.W.L 

8505230757* 

50 280 

0 

SPANeENBER6.F. 

8505260219 

50-461 

A 

STAROSTECKI.R, 

8505070432 

50-272 

0 

STEWART, W L 

850S240205 

50*280 

p 

spangenberg.f 

8505200144 

50 461 

A 

STAROSTECKI.R. 

8505070437* 

50-272 

Q 

STEWART.WL 

8505240318 

50 338 

p 

SPANGENBERG.F 

8505290269 

50 461 

A 

aTAROSTECKI.R 

8505090357* 

FOIA 


STEWART.WL 

8505290181 

50-280 

F 

SPANGENBERG.F 

8505310360 

50 461 

F 

STAROSTECKI.R 

8505090390* 

50-272 

P 

STEWART.W.L 

8505290379 

50 280 

F 

SPANGENBl/RG.F 

8505170122 

50 461 

A 

STAROSTECKI.R 

8505090409* 

50-272 

Q 

STEWART.W.L 

8505310070 

50 338 

F 

SPECK.R L 

8505170116* 

FOIA 


STAROSTECKr.R 

8505090427* 

60-272 

Q 

STIETZEL.JF 

8505060498 

50-316 

S 

SPEGK.R L 

8505170119* 

FO?A 


STAROSTECKI.R 

8505090433* 

50-219 

S 

STIETZELJF 

0606220297* 

50*316 

S 

SPECK.SW 

8505030458 

SO 263 

F 

STAROSTECKI.R 

6505090460* 

50-387 

S 

STIETZELJ F. 

0505240507* 

50 316 

s 

SPECK.S W 

8505030474 

50-282 

F 

STAROSTECKI.R 

8505170113* 

50-219 

Q 

STILLET 

8603050408 

PR 


SPEISJP 

8203090788* 

50-382 

A 

STAROSTECKI.R 

8505170252* 

50-219 

Q 

STILL, N S 

8505160255* 

FOJA 


SPEIS.T P 

8203180003* 

50 362 

E 

STAROSTECKI.R 

850S 170401 

60-423 

A 

STINSON, L.D 

0505160239* 

50*402 

H 

SPEIS.TP. 

8312120007* 

50-352 

A 

STAROSTECKI.R 

8505210464 

50-387 

Q 

STODDART.P. 

8604160072* 

60-335 

Q 

SPEISXP. 

8402020014* 

FOIA 


STAROSTECKI.R 

8505310404* 

50*289 

Q 

STODDART.P.G 

B50520063B* 

50-395 

O 

SP£IS,T.P. 

8406280324* 

50-443 

A 

STASSt.PJ, 

S505010558 

WASTE MGT 

STOETZEL.GA 

6505070439 

NUREG 


SPEIS.TP 

8407050154* 

FOIA 


STAUTER.J.C. 

6505160607 

40*8027 


STOFFEL,JW 

0504160627* 

60-335 

F 

SPE)S.T P. 

8505090571* 

50-280 

P 

STAUTER,JC 

8505160619 

40*8027 


STOFFEL.J,W. 

8504250265* 

50-368 

F 

SPEIS,T.P 

8605200041* 

FOJA 


STAUTER.J C 

0505220302 

40-8027 


STOHR.jp. 

0506090181 

70*143 


SPEISJ.P. 

8505230108* 

FOIA 


STAUTER,Ja 

SSOS230764 

40 8727 


STOHR.J P 

8505100282* 

FOIA 


SPEIS.T P 

8505230113* 

FOIA 


STAUTER.J.C 

8505240291 

40 8027 


STOHR,J.P 

8505130005 

70-1113 


SPEjSJ.P. 

8505230118* 

FOIA 


STAUTER.J.C 

8505260180 

PR 


STOHR.J P 

8505200223* 

70-1113 


SPEIS.T.P, 

8505230121* 

FOIA 


STAUTER.JC. 

8505280160 

PR 


STOHR.J P. 

8505200351 

70 list 


SPEIS.T P 

8505230133* 

FOIA 


STEARNS.C.F 

8505170224* 

70 903 


STOHRiJ.P 

8505200367* 

70 1151 


SPEIS.T.P. 

8505230142* 

FOJA 


STEELE.R.a 

8505160155 

50*259 

S 

STOHR.J P. 

8505200376* 

70-1151 


SPEIS.TP. 

8505230150* 

FOIA 


STEIGER.W.E 

8505100243 

50-322 

S 

STOHR.J.P 

0505220005 

70*1113 


SPEIS J P, 

8505290168* 

50 443 

A 

STEIGER, WE 

8505150432 

50-322 

s 

stohr.jp 

8505220160* 

70-1113 


SPEIST.P, 

8505290164* 

50-443 

A 

STEIGER, WE. 

8605170474 

50*322 

s 

STOHR,J.P 

8505310004 

70-27 


SPENiER.D. 

8505300281 

50-373 

S 

STEIGER.W.E. 

6605230592 

50-322 

S 

STOHfl,J P. 

8605310171 

70-27 


SPESSARD.R.L 

8401090719* 

50-10 

Q 

STEIN.R. 

8505020637 

WASTE MGT 

STOIBEfl 

8505090153* 

FOIA 


SPESSARD.R L 

840B230490* 

MISC 


STEINDLEH.M.J 

8503010304 

WASTE MGT 

STOICK.AF. 

8505290359 

40 6663 


SPESSARD.R L 

8505020298 

50-305 

0 

STEKETEE,M L 

8505100364 

PR 


STOLr,J.F 

8401270279* 

60 302 

F 

SPESSARD.R L 

8505030600 

50 237 

Q 

STELLO.V 

8001170240* 

60-382 

A 

STOLZ.J.F 

8408230030* 

50-289 

P 

SPESSARD.R L 

6505030525 

50 315 

Q 

STELLO.V. 

8505080356 

REVIEW GRP 

STOLZ.JF. 

6502260531 

50 313 

P 

SPESSARD.RL 

8505030533' 

50-316 

0 

STELLO.V 

850514023$* 

FOIA 


ST0L2,J.F 

6504170582 

50*289 

P 

SPESSARaRL 

8505080020 

50-237 

0 

STELLO.V. 

8606170237 

REVIEW Gfl P 

STOLZ,J.F, 

8505010023 

50-312 

P 

SPESSARD.R L. 

8505080024* 

50-237 

Q 

STELLO.V. 

8505290148 

REVIEW GRP 

STOLZ,J F 

8505010065 

50*321 

S 

SPESSARD.RL 

8505090254 

50-454 

Q 

STEPHENS, KW. 

8505030309 

WASTE RES 

STOLZ.J.F. 

8505010129 

50 277 

F 

SPESSARD.R L 

8505090259* 

50-454 

0 

STEPHENS.S 

6505160054 

FOIA 


STOLZ.J F 

8505010145 

60 312 

P 

SPESSARD.R.L 

6505100166 

60-440 

Q 

STEPHENSES 

8505160057 

60-402 

H 

STOLZ.J F, 

8505010225 

60-346 

P 

SPESSARD.R L 

8505140352 

50-237 

Q 

STEPHENS.S 

8505160628 

60 402 

G 

STOLZ.J F 

8505010368 

50-269 

F 

SPESSARD.R L 

8505140356* 

60-237 

Q 

STEPHENSON, DB 

8505070251 

60*295 

R 

STOLZ.J.F. 

0505010403 

50*277 

P 

SPESSARD.R L 

8505160095 

50-341 

Q 

STEPHENSON.B B. 

8605070500 

60*373 

fl 

STOL2.J.F. 

8505010434 

50 269 

P 

SPESSARD.R.L 

8505160416 

50-483 

Q 

STEPHENSON, B B 

8505070536 

60-373 

H 

STOU.J F. 

8505010526 

50-313 

P 

SPESSARD.R L 

8505170218* 

50-373 

Q 

STEPHENSON, B, 8. 

8505160171 

60*254 

R 

STOLZ,JF 

8505010576 

60*3<16 

F 

SPESSARD.R.I. 

8505170227* 

50-373 

S 

STERN, D 

6505170331 

60*244 

J 

STOLZ.J.F. 

8505010663 

60 289 

S 

SPBSSARD.R L. 

8505170233* 

50 237 

Q 

STERN.D 

6505170390 

60*293 

J 

STOL2,J F 

8505010629* 

50*269 

P 

SPESSARD.R L. 

8505200291 

60-341 

O 

STERN, 0. 

8605170458 

60*220 

J 

STOL2.JF 

8505020310 

50*313 

P 

SPESSARD.R L 

8505200358 

50-346 

Q 

STERN.0 

8505170461 

50*346 

J 

STOLZ,J.F. 

8505060089 

60-277 

P 

SPESSARD.R.L 

8505200494 

50-348 

Q 

STERN.D. 

6505210423 

60-213 

J 

STOLZ.J F 

8505060312 

50 346 

P 

SPESSARD.R L. 

8605200497* 

50 346 

Q 

STERN.D 

8505240167 

50-213 

J 

STOL2,J.F. 

0505060352 

50-313 

Q 

SPESSARD.RL 

8506Z40329 

50 440 

Q 

STERN.S 

8505240008 

60-458 

A 

STOL2,J F. 

0505060544 

60-289 

P 

SPESSARD.R L 

8505290035 

50-263 

Q 

STERN,SM. 

8505020142 

50-458 

S 

STOL2,J F. 

8505070133 

50 289 

P 

SpeSSARD.R L. 

8505310543 

SO 440 

Q 

STERN.S.M. 

8505140443 

60*458 

A 

STOLZ,J.F 

8505070140* 

50*289 

P 

SPITZBERQ.0 B. 

8505140046 

I8E 


STERN, S.M. 

8505200083 

60-458 

S 

STOLZ,J.F, 

8505060535 

50-312 

P 

SPULAK.RQ. 

8506090504* 

FOfA 


STERN.S.M. 

8505200094 

60-458 

A 

STOLZ,J F 

6505090082 

50-312 

P 

SPULAK.RG 

8505230056* 

FOIA 


STERN, SM. 

8605290320 

50-458 

A 

STOLZ.J.F. 

8505090562 

60-269 

P 

SRENIAWSKI.D. 

6505020244 

IfiE 


STETKA.TF. 

6505210522* 

50*302 

Q 

STOLZ,J F. 

8505100093 

60-289 

P 

SR)NIVASAN,M. 

8505210340* 

60-922 

E 

STETKA.T.F, 

8505220313* 

60-302 

0 

STOLZ,J F. 

8505100396 

50-287 

P 

ST LAURENT.N.N 

8505090363 

50-29 

S 

STEVENS.G.L 

8505300380* 

50-331 

Q 

STOLZ.J F. 

8505100502 

60-312 

F 

STADLER.D 

8505170491* 

SO 921 

Q 

STEVENS.J.A. 

8505070463 

50-455 

A 

STOLZ.J F. 

8505150440 

60 313 

O 

STADLER.SD 

8505210126* 

50 902 

Q 

STEVENSON, J a 

8505080177* 

60-309 

P 

STOLZ.J F, 

8505170036 

50 289 

P 

STAHLE,C 

8505090288* 

FOIA 


STEVENSON.J.a 

8505080180* 

50-309 

P 

STOLZ,J.F, 

8505170046* 

60-289 

P 

STALLMANN.F.W. 

8505160575 

NUREQ 


STEVENSON, J.a 

8505080185* 

50-309 

P 

STOL2,J F. 

8505230549 

50-289 

F 

STAUMANN.FW, 

0505160647 

NUREQ 


STEWART.D 

6505090456 

50-335 

8 

STOLZ,J.F. 

8505230664 

50-312 

P 

STAND ERFER.F.B. 

8505010352 

60-920 

P 

STEWART,J.P. 

8505010342* 

50-206 

0 

STOLZ.J F, 

8505230561 

60 346 

P 

STANDERFER.KR 

8505010468 

50-920 

P 

ST£WART,J P. 

8505310633* 

60-206 

Q 

STOLZ,J.F. 

8505230589 

50 321 

P 

STANOERFER,F.a 

0505010516 

50-320 

P 

STEWART.S 

8505130123 

CONTRACT 


STOLZ. J F. 

8505230010 

50-269 

P 

STAND ERFER.F B. 

8505020205 

50-320 

P 

STEWART,S 

8505170078 

CONTRACT 


STOLZ,J.F. 

8505240615* 

60-366 

P 

STANDERFER.F fl. 

8505030235 

50-320 

P 

STEWART, S. 

8505230756 

CONTRACT 


STOL2.J.F, 

6505280106 

60321 

P 

STANDERFER.F fl 

6505060033 

50 320 

P 

STEWART.S, 

8505260526 

CONTRACT 


STOLZ, JF. 

8505280185 

60-340 

P 

STANDERFER.F.fl. 

8505060416 

50 320 

S 

STEWART.S 

8505310532 

CONTRACT 


STOLZ.J.F. 

8505280399 

50-289 

P 

STANDERFER.F R. 

8505070191 

50-320 

P 

STEWART, S, A 

$505170851 

60-302 

R 

STOLZ.J F, 

8505290213 

50-277 

P 

STANDERFER,F.R 

8505080521 

71-9169 


STEWART.S D. 

$505130075 

CONTRACT 


STOLZ, J.F. 

8505290657 

50 269 

P 

STANDERFER.RB. 

8505170333 

60 320 

s 

STEWART.S,D. 

8505160038 

CONTRACT 


STOLZ, JF. 

8605300159 

50-302 

P 

STANDERFER.F.fl. 

8505200055 

50-320 

p 

STEWART, W.L. 

8505020062 

60*280 

Y 

STOLZ, J.F. 

8505300867 

50-321 

F 

STANDERFERFR. 

8505210118 

50-320 

p 

STEWART.W.L 

8505070961 

50-330 

P 

STORZ.LR 

8505090524 

50-382 

S 

STANDERFER.F.fl. 

8505230149 

50-320 

p 

STEWART.W.L 

8505070364 

60-338 

P 

STRAKA.M. 

8505030621 

60-123 

R 

STANDERFER.F.fl. 

8505230432 

50-320 

p 

STEWART.W.L. 

8505070373 

50-338 

P 

STRAKA,M 

8505090333 

60-123 

R 

STANDEBFER.F,R. 

6505240022 

60-320 

Q 

STEWART.W.L 

8505100250 

60-281 

P 

STRAUBE,P.H. 

8505280416 

50 346 

S 

STANDEflFER.F.R. 

8505280240 

60 320 

P 

STEWART.W.L 

6505140023 

50-280 

F 

STROMBERG.H M 

8506300316* 

50-246 

O 

STANDEflFER.F.R- 

8505290145 

50-320 

Q 

STEWARTW.L, 

8505140307 

50-336 

F 

strong. J J. 

8505070125* 

CONTRACT 


STANDEflFER,F.R. 

8605300037 

60-320 

P 

STEWART.W.L. 

8505160168 

50-280 

F 

strong,! a 

8505020346 

WASTE MGT 

STANDEflFEfl.RR. 

8505310180 

60-320 

P 

STEWART, W.L 

8505170023 

50-280 

P 

STROSNIDER 

B50S280340 

50-364 

s 

STARKEV.R,B, 

8505020345 

50-324 

S 

STEWARTW-L, 

8505T70534* 

50-280 

Q 

STROSNIDEfl.J. 

8505160405* 

60 354 

0 
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STR05NIDER.J 

8505210469* 

50 387 

Q 

TEUTE8ERG.R L 

8505090550 

58 250 

S 

THOMPSON.R D 

B505170149* 

CONTRACT 


ST R UCKMEYER,fl 

8505060271* 

50*247 

Q 

THADANI.A 

6361270522* 

50 247 

P 

THOMPSON.R D 

8505230622* 

CONTRACT 


SUBRAMANIAN.C 

8406220516* 

FOIA 


THADANI.A 

8310180063* 

50 352 

A 

THOMPSON.R D 

8505240579* 

CONTRACT 


SUERMANN.J 

8505060353 

60*315 

S 

THADANI.A 

8405230009* 

50 295 

P 

THOMPSON.R D 

8505240583* 

CONTRACT 


SULLIVAN, n P 

8505300401 

50*223 

G 

THADANI.A C. 

8360240360* 

50 295 

F 

THOMPSON.R D 

8505310149* 

CONTRACT 


SULLIVAN, R P 

8505300401 

60-223 

Q 

THADANI.M C 

0505020124 

50 331 

P 

THOMPSON.S L 

8505160172 

NUREG 


SULLIVAN,R P 

8505300405* 

50-223 

G 

THADANI.M C 

8505090045 

50-331 

P 

THOMPSON.V N 

8505100194 

NUREG 


SULLIVAN,R P 

8505300412* 

50-223 

G 

THADANt.M C 

8505160523 

50 331 

F 

THORNBERRY.RC 

0505240434 

50-275 

R 

SULLIVAN,W 

B505150193* 

FOIA 


THADANLM C 

8505160593 

50 331 

P 

THORNBURG.J D 

850S130517* 

50-496 

A 

SUWMEflS.RJ 

0605070437* 

50*272 

Q 

THEMELIS.J G 

8505010205 

WASTE MGT 

THORNTON.P 

8505020223 

50*456 

G 

SUNSER,JJ 

8505200202 

50*410 

F 

THEMEUS.J G 

8505010345 

WASTE MGT 

THORNTON.P 

8505020223 

50-456 

G 

S LITHE RLAND.J T 

8505200293* 

50*172 

Q 

THEMEUS.J Q 

8505010606 

WASTE MGT 

THORNTON.P 

8505020448 

50 456 

G 

S LITHE RLAND.J T 

8505280021* 

FOIA 


THEMELIS.J Q 

8505010609 

WASTE MGT 

THOR PE. J R 

8505220049 

PR 


SUTPHIN.RN 

8505070366* 

50 461 

Q 

THEMELIS,J Q 

8505070458 

40 6500 


THORPE, J R 

8505310233 

PR 


SVENSSON.B A 

8505240276 

50-310 

R 

THEMELIS.J G 

8505160641 

WASTE MGT 

THORUP,C S 

8505080463* 

CONTRACT 


SVENSSON.B A 

8505240405 

50*315 

R 

THOMAS.C 0 

8505020070 

TOPREP 


TIDMORE,J L 

8505010183* 

CONTRACT 


SWA IN. n L 

8605230524 

NUREG 


THOMAS.C 0 

8505020077 

TOPREP 


TiEMANN.JA 

0505080092 

50 295 

S 

SWAINSTON.HS 

8505070302* 

PRM 


THOMAS.CO 

0505020085 

TOPREP 


TIEN.CL 

8505200642 

ACRS 


SWEELD K. 

8605100431* 

FOIA 


THOMAS.C 0 

0505020C29 

TOPREP 


TIEN.CL 

0505200642 

ACRS 


SWE£T,J,B. 

0505240055* 

50*528 

T 

THOMAS.C 0. 

8505060103 

50-208 

P 

TIERMAN,J A 

0505150086* 

50 317 

P 

SWIFTJJ 

0505070561* 

50*269 

G 

THOMAS.CO. 

0505000106* 

50 208 

P 

TIKTINSKY.D 

8505010577 

WASTE RES 

SWITZER,DC 

8505160637 

50*245 

P 

THOMAS.CO. 

B50S1 40021 

60 447 

A 

TIKTINSKY.D 

85050202 87 

WASTE RES 

SWITZER, D.C 

8505160637 

60-245 

P 

THOMAS.CO 

0505240127 

50*187 

P 

TIKTINSKY.D 

8505060-431 

WASTE MGT 

SWITZER.DC 

8505160640 

60*245 

P 

THOM AS, CO. 

6505240134* 

50 187 

P 

TIKTINSKY.D 

8505160513 

WASTE RES 

SWITZER,DC 

0505180640 

60-245 

P 

THOMAS.CO 

8505240378 

TOPREP 


TIKTINSKY.D 

8505170106 

WASTE RES 

SWITZER.DC. 

0605170201 

60*245 

P 

THOMAS.CO 

8505240552 

60*284 

F 

TIKTINSKY.D H 

8505010270 

WASTE MGT 

SWITZER.DC 

6605170201 

50-245 

P 

THOMAS.C O 

8505280466 

TOPREP 


TIKTINSKY.D K, 

8505010572 

WASTE RES 

SYKES, R I 

8505310421 

NUREG 


THOMAS.CO 

0505260511* 

50-396 

P 

TILLMAN,A 

8505029419* 

70 27 


SYLVESTER.E.D. 

8505240206 

50-298 

P 

THOMAS.C 0 

8505200560 

50-193 

P 

TILLMAN, A 

B505060451* 

60 390 

O 

SZALINSKI.PA 

8505100311 

50-275 

n 

THOMAS.C 0 

0505200556* 

50-193 

P 

TILLMAN,A 

0505240012* 

SO 348 

0 

SZALINSKLPA. 

0505100332 

60*275 

R 

THOMAS.CO 

8505290176* 

50-250 

P 

TINDAl.FM 

8505200554 

PR 


SZALINSKLP.A 

0505100413 

60-275 

R 

THOMAS.CO 

8505300476 

TOPREP 


TINSLEY, W D 

8505160052* 

CONTRACT 


SZALINSKI.PA 

0505100500 

50-275 

R 

THOMAS, C.O 

850530061D 

50-223 

? 

TIPPS.SB 

650502023B 

50-321 

s 

TAHVILI.T. 

0505030213* 

50-316 

P 

THOMAS.C 0 

8505310006 

50-160 

F 

TIPPS.SB 

0505020299 

50 321 

s 

TALEYARKHAN.R 

0505160636 

NUREG 


THOMAS.C 0 

8505310000 

TOPREP 


TIPPS.S.B 

0505030677 

50 366 

s 

TAM.P.S 

BS05030010 

50-334 

F 

THOMAS.M 

8505200152* 

60-390 

Q 

TIPPS.StJ 

8505090572 

50 321 

s 

TAMLYN.TK. 

0506260270 

60 254 

R 

THOMAS, M 

8505200451* 

50*390 

0 

TIPPS,S B 

8505090576 

50 366 

s 

TAMP,P.S 

0505070070 

50 334 

P 

THOMAS.R 

8505210406 

l&E 


TIPPS.S B 

0505090613 

50 366 

s 

TANI.K 

0505200205* 

50 341 

Q 

THOMAS.n A 

6505280276* 

50-424 

T 

TIPPS.S B 

8505170048 

50-366 

s 

TARAS.DN 

8506200523 

PR 


THOMAS.R A 

0505280276* 

60-424 

T 

TIPPS.S B 

8505170402 

50 366 

s 

TARBELUWW 

0505230306* 

FOIA 


THOMAS.R, a 

850501 OC60* 

70-764 


TIPPS.S B. 

8505240564 

50*366 

s 

TAReELUW.W. 

0505230314* 

FOIA 


THOMAS.R D, 

0505080040* 

70-734 


TIPPS.SB 

8505290575 

50 321 

s 

TARG.M L 

0605200526 

PR 


THOMAS.R D 

6505130091 

l&E 


TIPPS.S B. 

8505310195 

50 366 

s 

TATUM, J.E 

8605010342* 

60*200 

0 

THOMASON.P.V. 

0505030716 

50-296 

S 

TIPTON,flD 

8605130246* 

50 382 

A 

TATUM.J E 

0505310633* 

60-208 

Q 

THOMPSON.a 

8110140479* 

FOIA 


TKACH YK.J.W. 

85052305Q5 

NUREG 


TAWFIK.MS 

0605240267* 

60*324 

F 

THOMPSON, D. 

0202160094* 

FOIA 


TO BIN, W. 

8605060451* 

50-390 

0 

TAYLOR.CV 

6605070372* 

50-330 

P 

THOMPSON, H L 

03001 3 OOBO* 

50-382 

A 

TOBIN.WJ 

8505290154* 

50 259 

Q 

TAYLOn.C W. 

0606140473 

70-143 


THOMPSON.H L 

0504160517* 

50-263 

P 

TOBIN, WJ 

8005310013* 

70 27 


TAYLOR, C.W 

0605240464 

70 143 


THOMPSON,H L, 

0504100362 

50 269 

P 

TOKAR,M 

8505020324 

WASTE MGT 

taylor,ja 

8505090061 

50 200 

a 

THOMPSON.H L 

8504240557* 

50 463 

O 

TOMLINSON.D P 

0505090624* 

SO 490 

0 

TAYLOR.J H. 

0505140418 

50 269 

s 

THOMPSON.H,L 

8504200442 

60 3 

P 

TOMPKINS.BA 

0505230303 

50*352 

G 

TAYLOR, J H 

0506170377 

TOPREP 


THOMPSON ,H L 

8505010331 

50 329 

A 

TONEY .J P. 

0505230729 

50 454 

R 

TAYLOR.J H 

05052303D0 

TOPREP 


THOMPSON.H L 

8605010366 

60*302 

F 

TORRICELLI, R, 

8505300265 

50*260 

G 

TAyLOR,J H 

0505240317 

TOPREP 


THOMPSON.H L. 

B50S020273 

MISC 


TOTH.A D 

B505300212* 

50-307 

Q 

TAYLOfl,JJ. 

0505290442 

PR 


THOMPSON.H L. 

6505060320 

60 323 

P 

TOURIGNY.EG. 

B505060213 

50-285 

P 

TAYLOR.J M 

8309160405* 

FOIA 


THOMPSON.H.L. 

05050704B9 

50 247 

F 

TOURIGNY.E G 

6505230673 

50-285 

P 

TAYLOR.J M. 

8401260206* 

FOIA 


THOMPSON, H.t. 

8505090514* 

60 387 

P 

TOURTELLOTTE.J 

8504190487' 

MISC 


TAYLOR.J.M. 

0505020176* 

50 440 

A 

THOMPSON.H t 

8505100346 

60 276 

E 

TOURTELLOTTE,J. 

8505160506* 

COMMISSION 

TAYLOR.J.M 

B505020537 

50 400 

Q 

THOMPSON.H,t, 

8505150491 

60 250 

P 

TOUSLEY.D.R 

85051 6024 B 

WASTE MGT 

TAYLOR,J M 

8506000004 

70-143 


THOMPSON, H.L 

6505150510 

50*247 

P 

TOUSLEY.D R 

8505160240 

WASTE MGT 

TAYLOR, J.M. 

0505000006* 

70-143 


THOMPSON.H L 

8505160047 

59 269 

Q 

TRACEY, AM 

0505100469* 

50-350 

A 

TAYLOR.J.M. 

0505100417 

ORG 


THOMPSON.H.L. 

8505160160* 

50 245 

P 

TRACEY. A M 

8505100475* 

50-358 

A 

TAYLOR.J.M 

0505130450 

ORQ 


THOMPSON.H L 

05051602)6 

50-202 

P 

7RAMMJ.R 

8505020100 

50-454 

S 

TAYLOR.J.M 

0505150022 

60-403 

G 

THOMPSON.H L 

8506170212 

50 202 

F 

TRAMM^LR. 

8505090517 

50-454 

S 

TAYlOn,J M. 

0505160185* 

60-210 

P 

THOMPSON.H 1. 

0505170265 

50 323 

P 

TRAMMEL.C 

0506240071* 

50-445 

T 

TAYLOR.J.M 

0605150333 

50 309 

Q 

THOMPSON.HX 

8565210100 

603 

P 

TRAMMELLC 

8505170563 

50-446 

A 

TAYLOR, J M 

0506160351* 

50 309 

G 

THOMPSON.H.L 

8505210122 

50 20 

P 

TRAMMELL, CM 

8505010369* 

50 317 

P 

TAYLOR, J.M 

6605160380* 

60-309 

Q 

THOMPSON.H,L, 

850521.0131 

50 3 

P 

7RAMMELL.CM 

8505020489 

60 344 

P 

TAYLOR, J.M 

0505170105 

50 403 

P 

THOMPSON.H L 

05052 1060D* 

60 317 

P 

TRAPP.J S. 

0505170341 

WASTE MGT 

TAYLOR.J.M. 

8505170320 

60-483 

P 

THOMPSON.H L 

6506230607* 

50 414 

A 

TRAVERS, W 

0505218347 

50 320 

S 

TAYLOR,J.M 

8505200103 

50*403 

P 

THOMPSON.H.L. 

0595230827* 

60414 

A 

TRAVERS, W.D 

8505020487 

50 320 

P 

TAYLOR, J.M, 

0605200100* 

60-403 

P 

THOMPSON.H 1. 

8505240240 

SO 260 

P 

TRAVEnS,WD. 

8505030047 

50 320 

P 

TAYLOR.J.T. 

0505230505 

NUREG 


THOMPSON.H L 

8505240472 

50*323 

P 

TRAVERS.WD 

8505089455 

50 320 

R 

TAYiOR.M.E. 

6505090420 

60 483 

S 

THOMPSON.H L 

8505280437* 

60*334 

F 

TRAVERS, W D. 

D506070564* 

50*209 

G 

TAYLOH.P. 

8505170510* 

60 335 

0 

THOMPSON.H.L. 

850528D442 

50 289 

P 

TRAVERS, W.O, 

8505130309 

50*320 

Q 

TAYLOR,P.A. 

B605170191* 

50*413 

Q 

THOMPSON.H.L 

8505280407 

50 396 

P 

TRAVERS.W D 

8505130460 

50 320 

P 

TAYLOR, P.A. 

0505210107* 

50*400 

Q 

THOMPSON.H.L. 

8505280504* 

60 396 

P 

TRAVERS.W.D, 

0505160147 

50*320 

R 

TAYLOR J E 

0505220076* 

60*237 

P 

THOMPSON.H.L 

8505200547 

50*260 

P 

TRAVERS.W,a 

8505240096 

50-320 

R 

TEOESCO.R L 

8104280103* 

60*302 

A 

THOMPSON.KL 

8505300479 

60-254 

Q 

TRAVERS,W.D. 

6505310095 

50 320 

R 

TEOESCO,R L. 

8100190195* 

60*302 

A 

THOMPSON,H i. 

8505310302* 

50-390 

A 

TREBULES.V.W, 

8B051 80444* 

FOIA 


TEMUS,C,J. 

8605070211 

71-0101 


THOMPSON.H.L 

8505310405 

60-276 

P 

TREBY.S A 

8505010512 

50-445 

G 

TEMUS,CJ. 

0505160642 

71-9073 


THOMPSON.R.B. 

B5051 70410 

ACR8 


THE BY, S, A 

8505140298 

50 445 

Q 

TEMUS.C.J, 

0505230800 

71-9073 


THOMPSON.R.O. 

B505230633 

60-364 

0 

treby.s.a. 

8605210282 

60 456 

G 

TEMUS,C J. 

0505240090 

71-0132 


THOMPSON.H B. 

8505230633 

50-354 

0 

TREDWAY.J B. 

8505160574 

60 304 

S 

TEMUS.CJ. 

0505240170 

71-9106 


THOMPSON.R.O 

8505020336* 

CONTRACT 

TREVORS.Q A 

0505290218 

50*290 

F 

TEMUS.C.J. 

0605290873* 

71-0073 


THOMPSON.R D 

8605130060* 

CONTRACT 

TRIER.RM 

6505070484 

NUREG 


7ERPILAK,M.S. 

0505240065 

FOIA 


THOMPSON.H D. 

8505130168* 

CONTRACT 

TRIFUNAC.M.D. 

8505170627 

ACRS 


TETRAULT.R.E 

8505220102* 

70-27 


THOMPSON.R.O. 

85051 50696* 

CONTRACT 

TRIMBLEA 

8505100270* 

60-317 

Q 
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TRINER.EG 

6505160340* 

FOIA 


TURK.S E 

0505160645 

50-322 

G 

VAN BRUNT, E E 

6505160188 

50-528 ; 

TR(OLO>S 

6503260410* 

50-336 

Q 

TURKANIS.M M 

6505240145* 

71-5364 


VAN BRUNT, E E 

0505160173 

50-523 ; 

TRIPLETT, T 

TRIPP 

6505200424 

6505290548 

PR 

50-293 

S 

TURKANIS.M M. 
TURKANIS.M M 

6505240161* 

8505240156* 

71-5364 

71-5364 


VAN BRUNT ,E E. 

VAN BRUNT.EE, 

8505160193 

8505160208 

50 523 

50-528 

TRIPP, L 

8503140043* 

50-412 

Q 

TUflKANIS.M M. 

8505240161* 

71-5364 


VAN BRUNT.E E, 

8505170215 

60 528 

TRIPP, L 

6505010339 

50-334 

S 

TURKANIS.M M. 

8505240165* 

71-5364 


VAN BRUNT.E E 

8505170460 

50-529 

TRiPP,L 

65050 1CM62* 

50-203 

Q 

TURKANIS.M M. 

8505240168* 

71-5384 


VAN BRUNT.E E 

8505170483 

50-528 * 

TRtPP.L 

8505230253 

50-203 

S 

TURKANIS.M M. 

8605240173* 

71-5364 


VAN BRUNT.E E 

8505170583 

50-526 

TRIPP,LE. 

8505030159* 

50-412 

Q 

TURKANIS.M M 

8505240181* 

71-5364 


VAN BRUNT.E E 

8505200224 

50-528 * 

TRIPP.L E, 

8506030484* 

50-334 

Q 

TWISPALE.LA 

8505070175* 

50-423 

E 

VAN BRUNT.E E 

B505210275 

50-528 

TRIPP,L E 

85050^0440* 

50-277 

S 

UBELFLINQ,M 

8505310222 

60-209 

G 

VAN BRUNT.E E 

8505210585 

50-528 1 

TRipP,L E 

8505100383* 

50 271 

Q 

U0Aa.M K 

8605300142* 

60-327 

U 

VAN BRUNT.E E 

8505220092 

50-528 

TROJANOWSKIpP 

8505150272 

r&E 


UDY,A C. 

8503250083* 

50-412 

F 

VAN BRUNT.EE 

8505220095 

50-629 

TROJANOWSKt.R 

85Q5030456 

18E 


UUE.J. 

B5O51OO108* 

50-440 

Q 

VAN BRUNT.E E 

8605240345 

60-528 

TROSKOSKI.W.M. 

8505030484* 

50-334 

Q 

ULLRICH.J. 

8508020106 

60-373 

S 

VAN BRUNT.E E 

0505280076 

50-528 ■ 

TROUP, G L 

8505170548* 

70 624 


ULLRICH, WT 

8505020108 

60-352 

S 

VAN BRUNT.EE 

8505280198 

50-528 

TSE AN 

8505060049 

PR 


ULLRICH, WT 

850502031 1 

50-277 

S 

VAN BRUNT.E.E 

8505260200 

50-528 

tuc'ker,h.b 

TUCKER, H.B 

8505020127 

50-369 

S 

ULLRICH.W.T. 

8505060010 

50-352 

S 

VAN BRUNT.EE 

8505280206 

60-52B 

6505020422 

50 413 

P 

ULLRICH.WX 

8505060078 

50-352 

S 

VAN BRUNT.EE 

S505280254 

50-528 

TUCKER.H 0 

8505030494 

50-269 

F 

ULLRICH.W.T. 

8505080534 

60 276 

s 

VAN BRUNT.E E 

8505290076 

50-528 

TUCKER,H B 

8505Q60154 

50 414 

Q 

ULLRICHWT 

8505080540 

50-352 

s 

VAN BRUNT.EE 

8505290266 

50-528 

TUCKER,H 0 

8505060188 

50-413 

P 

ULLRICH, WT. 

8505090030 

50-352 

s 

VAN BRUNT.E E 

8505290485 

60 523 

TUCKER.H 0 
TUCKER.H 0 

6505060207 

50-413 

F 

ULLRICH.W.T. 

8505090466 

60-352 

s 

VAN BRUNT.E E. 

8505300034 

50 523 

6505070271 

50 413 

P 

ULLRICH.W.T 

6505090500 

50-352 

s 

VAN BRUNT.E E 

B5053000S1 

50-528 

TUCKER,H 0. 

8S05070318 

60-413 

S 

ULLRICH, W.T. 

8505060525 

60-352 

s 

VAN BRUNT.E E 

0505300140 

60-523 

TUCKER,H B 

8505070342 

50-287 

Q 

ULLRICH, WT. 

0505160354 

50-352 

s 

VAN BRUNT.E E 

8505300219 

50-523 

TUCKER, H.B 

6505070434 

50-269 

S 

ULLRICH.WT 

8505160359 

50-352 

s 

VAN BRUNT,E.E 

8505300269 

50*528 

TUCKER, H B. 

6505070445 

60 413 

S 

ULLRICH, W.T 

8505160411 

50 278 

s 

VAN BRUNT.E.E. 

B505300529 

50-528 

TUCKER.H B, 

8505070447 

50 269 

s 

ULLRICHW.T. 

8505200214 

50-352 

s 

VAN BRUNT.E E 

8505310057 

50-528 

TUCKen,H B. 

85050B0156 

50-369 

P 

ULLRICHWT 

0505230326 

50-277 

s 

VAN BRUNT, E,E. 

8505310216 

50-528 ^ 

TUCKER.HB 
TUGKER.H B 

0505090626 

50-370 

s 

ULLRICH, WT 

8505230713 

50-352 

s 

VAN DYNE.K.W 

0505170441* 

60 280 

6505100341 

50-269 

F 

ULLRICHWT. 

8505230738 

50-277 

s 

VAN DYNE.KW 

8505200451 * 

60 390 

TUCKER.HB 
TUCKER, H.B 
TUCKER.H B 

8505100394 

50-269 

P 

ULVILA.JW 

8505160286* 

FOIA 


VAN EATON, J 

6505200520 

PR 

8505130321 

50-369 

E 

UMBEL, 0. 

8505020327 

CONTRACT 


VAN HOOMISSEN 

0505130376 

70-1308 

85051 3036S 

60-269 

V 

UMBEUD 

6505130095 

CONTRACT 


VAN KESSEL.H F. 

8505130358* 

50-423 

TUCKER, H B 

6505130392* 

50-269 

Q 

UM8EL.D. 

8505150038 

CONTRACT 


VANDEUTE 

8505070366* 

60 461 

TUCKER.H 0. 

6505140030 

60-369 

P 

UMBEUD 

8505170074 

CONTRACT 


VANDENBERG.D 

8505230247 

50-265 

TUGKER.H B 

8505150307 

50-369 

P 

UMBEUO 

8505230489 

CONTRACT 


vandensurgha 

8505090266* 

50-454 

TUCKER.H B- 

8505170543 

50-360 

S 

UMBEUD. 

0505240578 

CONTRACT 


VANDERHOVEN.I 

B505070119* 

CONTRACT 

TUGKER,H.B, 

0505170637 

50-269 

fl 

UPRIGHT, C.M 

8506170287* 

60-390 

Q 

VANDEWALLE.DJ 

8505030563* 

50-165 

TUCKER.H.B, 

8505170643* 

50-369 

Q 

UPRIGHT, C.M 

8505170442* 

50 414 

0 

VANDEWALLE.OJ. 

0505030566* 

50-155 

TUCKER.H 0, 

8505200020* 

50-413 

Q 

UPRIGHT.C M 

8505170567* 

50 390 

Q 

VANDEWALLE.DJ 

8505070127 

50 255 

TUCKER.H.B, 

8505200169 

50-260 

F 

UPRIGHT, CM 

8505200644* 

50-250 

Q 

VANDEWALLE.DJ. 

8505070280 

50-265 

TUCKER, H>8. 

8505200517* 

50 413 

0 

UPRIGHT.C.M. 

850521011^-* 

50*395 

Q 

VANDEWALLE.DJ. 

8505130368 

50-265 

TUCKER,H.B, 

6505210304 

50 413 

K 

UPRIGHT.CM 

850521011. * 

50-390 

Q 

VANDEWALLE,D.J. 

05051 7D39B 

50-255 

TUCKER.H.B. 

8505210345 

SO 369 

P 

UPRIGHT.C M. 

8505210388* 

60-400 

Q 

VANDEWALLE.OJ 

6505200035 

50-255 

TUCKER.H 0, 

8505210369 

PR 


UPRIGHT.CM 

8505210571* 

50-324 

Q 

VANDEWALLE.D.J. 

8505220032 

PR 

TUCKER.H.B, 

8505210377 

50-269 

F 

UPRIGHT, C.M. 

8505220066* 

60-369 

Q 

VANDEWALLE.DJ, 

8505230274 

50-255 

TUCKER.H a. 

6505210606 

50-369 

R 

URBAN, RJ 

0505170167* 

60-219 

Q 

VANDEWALLE.D.J. 

B50529OO79 

50-255 

TUCKER, ae. 

8505220120 

50-269 

R 

URBANIK.T. 

8506160104 

60 602 

F 

VANDEWALLS.DJ 

6506130357 

50-255 

TUCKEfLH B 

8505220340 

80-269 

P 

URYC,8. 

8506070324* 

60-413 

P 

VANDOORN.P K. 

8505170630* 

60-413 

TUCKER.H.B. 

8505230018 

50-269 

R 

USiNGEaR.W. 

8505230491 

QA999 


VANVLIET,J.A 

8311140081* 

50-289 

TUCKER.H B 

8505230026* 

50*269 

R 

UTLEY.E.E 

8505030200 

60-324 

P 

VARELA.A. 

8505070442* 

50-410 

TUCKER.H B 

6505240074 

50 269 

F 

VACCA,P 

0505240439* 

FOIA 


VARELA.A A. 

0505060027* 

60-387 

TUCKER, H.B. 

6505240269 

50413 

F 

VACCA,P.C 

8505240305* 

FOIA 


VARELA, A A. 

8605200440* 

60-443 

TUCKER, H.B 

8505240264 

50-269 

R 

VACCA.P.C 

8606240407* 

FOIA 


VARQA.SA. 

8505060011 

50-247 

TUGKER.H 0 

8505240289 

50 413 

R 

VACCA.P.C. 

8505300442* 

FOIA 


VARGA ,S A 

0505060140 

50-247 

TUCKER.HB 

6505240632 

60 414 

S 

VACCAJ'CC. 

8506240397* 

FOIA 


VARGA.S A. 

0505060190 

60-334 

TUCKER.HB 

6505280039 

60 414 

s 

VALENTINE.RJ, 

8606130184* 

FOIA 


VARGA, S A. 

8505060215* 

50-3 

TUCKEaH B. 

8505260042 

60 414 

s 

VALENTINE, R,J. 

8506130169* 

FOIA 


VARGA, S.A 

0505060434 

60-268 

TUCKER.H.B, 

8505260299 

50-369 

s 

VAN BRUNT.ee, 

8506010370 

50 528 

S 

VARGA,SA 

8605070084* 

50-334 

TUCKER.H B 

8505280306 

60-413 

$ 

VAN BRUNT, E E. 

8506020339 

60-528 

S 

VARGA.S A. 

8505070228 

60-247 

TUCKER.H B 

6505280358 

60-413 

Q 

VAN BHUNT.ee 

6505030324 

50-520 

s 

VARGA, S A. 

8505090215 

60-334 

TUCKER,H B. 

6505290078 

60-389 

fl 

VAN 0BUNT.EE 

8505030400 

50-528 

F 

VARGA, S.A 

0505090385* 

50-334 

TUCKEaH B: 

8505290111 

60-414 

3 

VAN BRUNT, EE 

8505030518 

60-528 

F 

VARGA.S.A 

6505090399* 

60*250 

TUCKER.HB. 

8505290125 

50-413 

3 

VAN BRUNT, E.E. 

8506030737 

50-528 

S 

VARGA,SA. 

8505130051 

60 288 

TUCKER.H 8. 

8505290004 

50-369 

S 

VAN BRUNT.EE. 

8505070210 

50-523 

Q 

VARGA.S A. 

8605130167 

50-247 

TUCKER, H.B 

6506290915 

60-413 

S 

VAN BRUNT.EE, 

8505070313 

50-528 

Q 

VARGA.S A 

850514D350 

50 286 

TUCKEaH.B, 

8505290322 

50-269 

S 

VAN BRUNT.E.E. 

8506070350 

60-528 

Q 

VARGA, S.A. 

0505140373 

50 280 

TUCKEaH B. 

8505290519 

50-369 

P 

VAN BRUNT.EE 

6505070359 

60-528 

P 

VARGA, S A 

8505150466 

50 261 

TUCKER.HB. 

6505290627 

60-269 

5 

VAN BRUNT.EE. 

8605070418 

60-629 

S 

VARGA,SA. 

0506150496* 

50-348 

TUCKEaHB. 

TUCKER.H.B. 

8505290676 

60-369 

S 

VAN BRUNT.EE, 

8505070511 

50-62$ 

S 

VARGA,S.A. 

8505160184 

60-364 

8505310033 

50-269 

F 

VAN BRUNT.EE. 

8505070519 

60-629 

s 

VARGA,S.A 

0505160201 

50-295 

TUCKER.H.B. 

TUCKER.H.8. 

8505310158 

50-413 

S 

VAN BRUNT, E.E. 

8505080022 

60-628 

s 

VARQA,S A. 

8505160226* 

60-206 

8505310176 

60 369 

F 

VAN BRUNT.E.E. 

0505080030 

50-526 

s 

VARGA.S A. 

8505160448 

60-200 

TUCKEaH.B. 

TUCKER.H.B. 

6505310201 

PR 


VAN BRUNT.E.E. 

6505090282 

60-628 

s 

VARGA, S A. 

8506170033 

60-250 

8505310354 

PR 


VAN BRUNT.EE. 

8505090438 

60-528 

s 

VARQA,S.A 

8505170130 

60-280 

TUCKER, H.a. 

8505310609 

50-413 

s 

VAN BRUNXe E. 

8505090495 

60-628 

s 

VARQA,S,A 

8505170274 

60-250 

TUCKEHM 

8805060550* 

WASTE MQT 

VAN BRUNT, E.E. 

8505100438 

60-526 

F 

VARGA, 8A. 

8505170607 

50-2W 

tucker.m.k 

8505020116 

WASTE MQT 

VAN 8RUNT.E.E. 

8505130001 

60-528 

E 

VARGA, S A. 

8505200093 

50-286 

TUCKER,M,K. 

8505020119* 

WASTE MQT 

VAN BRUNT, EE 

650S1 30329 

50-528 

E 

VARGA, S A 

8505210558 

60-250 

TUCKER, M.K. 

8505060849 

WASTE MGT 

VAN BRUNT, EE. 

8505130350 

60-520 

F 

VARGA.S A 

6505210629 

60-261 

TUCKEaM.K. 
TUCKEfl.M K, 

8505060552* 

WASTE MGT 

VAN BRUNT, E.E. 

8505130371 

60-526 

P 

VARGA, S A 

B505220056 

50-348 

8505170103 

WASTE 

MGT 

VAN BRUNT, EE. 

8505130370 

60-520 

F 

VARGA, 8.A. 

8505230353* 

60-250 

tuckman.m s 

6505200169 

60 269 

F 

VAN BRUNT.EE, 

8505130416 

60,526 

Q 

VARGA,SA. 

6505240139 

50-334 

TURlHSKY.PrJ. 

8505140327* 

FOIA 


VAN BRUNXE.E 

S50S1 30430 

50 528 

F 

VARGA, S A. 

8605240144* 

50-334 

TURINSKY,P.X 

TURINSKY,P.J. 

8505310393* 

FOfA 


VAN BRUNT, e E. 

8505130435 

60-528 

P 

VARQA,S.A. 

8505240238 

50-281 

8505310412* 

FOrA 


VAN BRUNT, E.E. 

8505140459 

50-528 

* 

VARGA, S.A. 

8505240523* 

50-261 


0 

p 

0 

0 

0 

0 

Q 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

F 

P 

P 

F 

Q 

P 

P 

P 

P 

P 

P 

F 

P 

P 
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VARGA, S A 

8505240531* 

50 261 

P 

VARGA, S A 

8505240619 

50 315 

P 

VARGA,S A 

8505280432 

50 334 

F 

VARGA, S A 

8S05280485 

50 348 

P 

VARGA, S A 

6505280538* 

50 272 

P 

VARGA.S A 

B505280566* 

50-295 

P 

VARGAS A 

0505290189* 

50-250 

P 

VARGA.S A 

8505300690 

50-334 

F 

VARLEV,A 

8505220070 

PR 


VASQUEZ.RJ 

8505230608 

40 3453 


VASQUEZ.R J 

0505310527 

40 8102 


VASSALLO.D B 

8400030199 

50 333 

P 

VASSALLO.O a 

8505010553 

50 237 

P 

VASSALLO.D 0 

8505020128* 

50 331 

P 

VASSALLO.D 0 

B505020382* 

50 296 

P 

VASSALLO.D B 

0505020391 

50-331 

F 

VASSALLO.D B 

8505020407 

50-254 

P 

VASSALLO.D B 

0505020416 

50-324 

P 

VASSALLO.D B 

8505020470 

50-254 

P 

VASSALLO.D B 

8505020520 

50-263 

P 

VASSALLO.D B. 

8505030019 

50 293 

P 

VASSALLO.D B 

0505030041 

60 331 

P 

VASSALLO.D B 

0505030117 

50 220 

P 

VASSALLO.O 0. 

0605030730 

50-259 

F 

VASSALLO.D 0 

0505060070 

50-259 

P 

VASSALLO.D B 

0505060143* 

50-293 

P 

VASSALLO.D.D 

8505060178 

50-271 

P 

VASSALLO.D B 

0505090133 

50-220 

P 

VASSALLO.D B 

0605160204 

60-259 

P 

VASSALLO.D.B 

8505160235 

SO 324 

P 

VASSALLO.D.B 

8505160260 

50 324 

P 

VASSALLO.D B 

8605160270 

60 324 

V 

VASSALLO.D B 

8505160207 

60 324 

F 

VASSALLO.D.B 

0505160294 

50 331 

P 

VASSALLO.O B 

Q506 170022* 

50-333 

P 

VASSALLO.D.B 

0506170087 

50-271 

P 

VASSALLO.D B 

0506170145 

50-220 

P 

VASSALLO.D B 

0505170355 

50-208 

P 

VASSALLO.D B 

8505200112 

50-331 

P 

VASSALLO.D B 

0505200165* 

60*269 

P 

VASSALLO.D B 

0505200199 

50-324 

F 

VASSALLO.D.B 

0505240062* 

50*333 

P 

VASSALLO.D.B 

0505240214* 

60*298 

P 

VASSALLO.D B 

0505240251 

60*324 

F 

VASSALLO.D B 

0505240509 

60 331 

F 

VASSALLO.D B 

0505240597 

60-254 

P 

VASSALLO.D.B. 

0505280132 

60-331 

F 

VASSALLO.D B 

8505290764 

60-298 

P 

VASSALLO.D S 

0505290755 

60 220 

P 

VASSALLO.D.B 

0505300114* 

50 333 

P 

VASSALLO.D 0 

0505300160 

60 324 

P 

VAUQHAN.C M 

0505030343 

70-1113 


VAUQHAN.C.M 

0505200104* 

70*1113 


VAUQHAN.C M, 

0505220014* 

70*1113 


VAUQHAN.C.M. 

0505240160 

71*9019 


VAUQHAN.C M. 

0505280387* 

70 1113 


VAUQHAN.C. W 

0506220020* 

70*1113 


VAUaHAN.J W 

0505310100 

PR 


VEGA, A. 

0408230414* 

60 445 

T 

VELASQUEZ.J.R. 

0505020055 

40-0728 


VERKUIL.PR 

0505090469* 

FOIA 


VERMA.T.R 

0505010631 

WASTE MQT 

VERMA.T.R. 

8505010632 

WASTE MQT 

VERMAJ.R. 

0505200066 

WASTE MQT 

VERNETSON.W.Q 

8606200674 

70 1008 


VERRELLI.DM 

8505020447 

60-327 

Q 

VERHELLt.DM 

0505060446 

50 390 

Q 

VERHELLI.DM. 

8505170275 

60 390 

Q 

VERRELLt.D.M 

0505170296 

60 324 

Q 

VERRELLI.D.M 

8505170334 

60 390 

Q 

VERRELLI.DM 

8505170387 

60*327 

Q 

VERRELLI.D.M 

0505170407 

60 438 

Q 

VERRELLI.D.M 

0605170467 

60 390 

Q 

VERRELLI.D.M. 

0606170620 

60-390 

0 

VERRELLI.DM 

0605170524 

60 400 

Q 

VERRELLI.D.M, 

0505170554 

50-390 

Q 

VERRELLI.D.M. 

0505200054 

60-395 

Q 

VERRELLI.D.M, 

0605200137 

50-390 

Q 

VERRELLI.D,M. 

0505200215 

60-269 

Q 

VERHELLI.D.M. 

0505200243 

50-261 

Q 

VERRELLI.D.M 

0506200441 

60-390 

Q 

VERRELLI.D.M 

0505200465 

60-259 

0 

VERRELLI.DM 

0505200586 

60-400 

Q 

VERRELLI.DM. 

0605200586 

60-348 

Q 

VERRELLI.DM 

8505200588 

60-201 

Q 

VERRELLI.DM. 

8605200603 

60-438 

Q 

VERRELLI.D.M 

8505200621 

60-430 

Q 

VERRELLI.D.M 

0506200632 

60-395 

Q 
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VEflRELLLD M 

0505210026 

60 346 

0 

VEHRELLLD.M 

8505210035 

50 34B 

Q 

VEHRELLIpD M 

8505210103 

50 400 

0 

VERRELLI.D.M 

8505210113 

50 390 

0 

VERRELLI.D.M 

8505210123 

50 396 

Q 

VERRELLI.D M 

0505210250 

50 395 

Q 

VERRELLI.D M 

8505210300 

50 400 

Q 

VERRELLI.D M 

8505210491 

50 400 

Q 

VERRELLI.D M 

8505210495 

50 400 

Q 

VERRELLI.D M 

8505210547 

50 324 

Q 

VERRELLI.D.M 

8505210560* 

50-324 

Q 

VERRELLI.D.M 

8505220035 

50 324 

Q 

VERRELLI.D M 

8505220147 

50 43B 

Q 

VERRELLI.D M 

8505230600 

50 390 

0 

VERRELLI.DM 

8505230626 

50 390 

Q 

VERRELLIAW 

8505230645 

50 390 

0 

VERRELLI.D M 

8505230671 

50 395 

Q 

VERRELLLD.M 

8505230710 

50 327 

Q 

VERRELLI.D M 

8505240010 

50 340 

Q 

VEflRELLLD M 

8506200137 

50 260 

Q 

VERRELLI.D M 

8505200203 

50-39S 

Q 

VERRELLI.D M 

8605290200 

50 259 

Q 

VeSELY.W.E 

8110230045* 

50 155 

p 

VEYSEY.M C 

8505310332 

QA999 


VIAS.S 

8505230654* 

50 390 

Q 

VIAS.SJ. 

8605170472* 

50 390 

Q 

VIETH.D L 

8502100444 

WASTE MQT 

VIETH.D L 

8505020252 

WASTE MGT 

VIETTLA L. 

8605060041 

50 445 

A 

VIETTI.A L 

8505160403 

50 445 

A 

VILLA, R 

8605060105 

50-447 

F 

VINCELETTE.M D. 

8605310349 

40 8681 


VINCE NT.8 G 

8505230116* 

FOrA 


VfSSING.Q S. 

6504110410 

50-313 

P 

VITO.D. 

8505020304* 

60 354 

Q 

VITO.DJ 

B505240107* 

50 423 

Q 

VOQEL.SJ 

8505100373 

50 2 

F 

VOQLEWEOEJC 

6505080453* 

WASTE RES 

VOQT.J r. 

850524060B 

71-48B8 


VOIGT, H H 

8505200530 

PR 


VOIQT.H H. 

8505310294 

PR 


VOIGT, W.R. 

8505020033 

WASTE MQT 

VOLLMER.R H. 

03071 10767* 

FOIA 


VOLLMER.R H 

6307180444* 

FOIA 


VOLLMER.R H 

6307100445* 

FOIA 


VOLLMER.R H 

6404130406* 

FOIA 


VOLLMER.R H 

8407230166* 

50 443 

A 

VOLLMER.R.H. 

8410190032* 

FOIA 


VOLLMER,R.H. 

B505200263* 

FOIA 


VOLLMER,R.H 

8506200370* 

FOIA 


VOLLMER.R.H. 

8505200385* 

FOIA 


VOLLMER.R H 

8605200545* 

FOIA 


VOLLMER,R.H. 

B505200560* 

FOIA 


VOLLMER.R H 

0606200663* 

FOIA 


VOLLMER.R H 

8505200566* 

FOIA 


VOLLMER.aH 

8505200574* 

FOIA 


VOLLMEH,R,H 

8505200576* 

FOIA 


VOLLMER.R.H 

8505200583* 

FOIA 


VOLLMER.R H. 

8505200602* 

FOIA 


VOLLMER.R H. 

8505200617 • 

FOIA 


VOLLMER.n.H. 

8505230006* 

FOIA 


VOLLMER.R H, 

8505230006* 

FOIA 


VOLLMER.R H 

8505230012* 

FOIA 


VOLLMeR.R.H. 

8505230015* 

FOIA 


VOLLMER.R.H. 

8505230016* 

50 276 

P 

VOLLMER,R H 

8506230022* 

FOIA 


VOLLMER.R.H 

8505230026* 

FOIA 


VOILMER.R.H 

8505230035* 

FOIA 


VOLLMER.R.H. 

8506230040* 

FOIA 


VOLLMER.R H 

8506230004* 

FOIA 


VOLLMER.R.H 

8505230071 * 

FOIA 


VOLLMER.R H. 

8506230122* 

FOIA 


VOLLMER.R.H. 

8505230127* 

FOIA 


VOLLMER.R H. 

8505230367* 

FOIA 


VOLLMER.R H 

8505230368* 

FOIA 


VOLLMER.R.H 

8505230302* 

FOIA 


VOLLMER.R.H 

8505230387* 

FOIA 


VOLLMER.R.H 

8505230393* 

FOIA 


VOLLMER.R.H. 

8506230403* 

FOIA 


VOLLMER.R H. 

8505230409* 

FOIA 


VOLLMER.R H 

8505230426* 

FOIA 


VOLLMER.R.H 

8505230467* 

FOIA 


VOLLMER.R.H 

8505230489* 

FOIA 


VOLLMER.R.H 

8506230472* 

FOJA 


VOLLMER.R.H 

8605230474* 

FOJA 


VOLMER.CJ. 

8505200163 

QA999 


VUKOV1CH.T.J, 

8505000608 

50 305 

S 

WAGNER, M E. 

8505070559 

50 209 

G 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WAGNER.ME 

8505300160 

50-289 

Q 

WAGNER.PD 

8505220088* 

50-395 

Q 

WAITE,flS 
WAITERS,J P 

8505300212* 

8505060281 

50-397 

71-6206 

0 

WALD.M 

8505130463 

50-277 

P 

WALD.M 

8505130463 

50-277 

P 

WALKER.C 

8505000147 

50-317 

S 

WALKER.H A 

8505030536* 

50-315 

Q 

WAIKER.H A 

8505230109* 

50-454 

Q 

WALKER.R D 

8505020174 

50-302 

F 

WALKER.fl D 

8505090195 

50-269 

F 

WALKER.R D 

8505170327 

50-424 

Q 

WALKER.R D 

8505170381 

50-340 

Q 

WALKeR.n D 

8505170432 

50-414 

Q 

WALKeR.R D 

8505170487 

50-280 

Q 

WALKER, fl D. 

85051 70SQ0 

50-261 

Q 

WALKeR.n D 

8505170523 

50-324 

Q 

WALKER.R D 

8505170531 

50-280 

Q 

WALKER.R D 

8505170556 

50-348 

Q 

WALKER.R D 

8505170574* 

50-416 

0 

WALKER.R D 

8505200040 

50 400 

0 

WALKER.R D 

8505200086 

50-324 

Q 

WALKER.R D 

8505200102 

50-321 

Q 

WALKER.R D. 

8505200114 

50-369 

Q 

WALKER.R D 

8505200232 

50-424 

Q 

WALKER.R D 

8505200237 

50-424 

0 

WALKER.R D 

6505200266 

50-261 

Q 

WALKER.R D 

6S052002SO 

50-261 

Q 

WALKER.R D 

8S05200298 

50-416 

Q 

WALKER.R D 

6505200300 

50-269 

Q 

WALKER.R D 

6505200369 

50-321 

Q 

WALKER.R D 

6505200515 

50-413 

Q 

WALKER.R D 

6505200592 

50-330 

Q 

WALKER.R D 

0505200605 

50-327 

Q 

WALKER.R D 

0505200607 

50-390 

Q 

WALKER, R D 

8505200511 

50-250 

Q 

WALKER,R D. 

8505200615 

60-438 

0 

WALKER.R D 

8505200627* 

50-250 

Q 

WALKER, R D 

8505200634 

50-250 

Q 

WALKER.R D 

6505210044 

50-302 

Q 

WALKER.R D 

B 5052 10050 

50-438 

0 

WALKER.R D 

6505210053 

50-400 

Q 

WALKER, R D. 

8505210100 

60-395 

Q 

WALKER.R D 

6505210151 

50-302 

0 

WALKER, R D 

6505210198 

50-400 

Q 

WALKER.R D 

8505210218 

50-416 

Q 

WALKER.R.D 

0505210394 

60-280 

0 

WALKER.R D. 

8505210534* 

60-330 

Q 

WALKER,n D, 

8505210535 

50-430 

0 

WALKER, n D. 

8505210595 

60-438 

Q 

WALKER.R D 

8505220061 

50-369 

Q 

WALKER, R D. 

8505220069 

60-424 

Q 

WALKER.R D. 

8505220065 

60-395 

Q 

WALKER, n D 

8505220170 

50-259 

Q 

WALKER, n,D. 

8505220306 

60-302 

Q 

WALKER.R D 

8505220336 

50-321 

Q 

WALKER.R D. 

8505220339* 

50-321 

Q 

WALKER.R D 

8505230569 

50-390 

Q 

WALKER, R,D 

8505230564* 

50-390 

Q 

WALKER.R D. 

8505230567 

50-280 

Q 

WALKER.R D. 

8505230600* 

50-280 

Q 

WALKER.R D. 

8505230637 

50-348 

Q 

WALKER.R D. 

8505230643 

60-390 

Q 

WALKER.R,D. 

8505230650 

50-416 

Q 

WALKER.R D. 

WALKER^R.W. 

WALLACE.P.R. 

8505310133 

8505240663* 

50-259 

CONTRACT 

F 

8505030260 

60-327 

S 

WALLACe.P R 

8505060102 

50-327 

S 

WALLACE.P.R, 

8506090089 

50-327 

s 

WALLACE.P.R. 

8505090553 

50-327 

S 

WALLACE,P.R. 

8505170573 

50-326 

s 

WALLACE,P.R. 

6505220288 

50 327 

s 

WALLACE, P.R. 

8505240046 

50 328 

s 

WAttACE.P.R. 

8505290216 

60 327 

s 

WAL1-ACE,P.R 

8605310072 

60-327 

s 

WALLERSTEIN.K. 

WALSH.M.E 

WA1SH.M.E. 

WALTERS.J.F. 

8505240059* 

8505100041 

8505170123* 

8505070386 

50 528 
NUREG 
FOIA 
TOPREP 

T 

WALTON ,Q 

0503140043* 

60-412 

0 

WALTON.G A- 

0505030169* 

50412 

0 

WAMBACH.T.V, 

6506290350 

60-255 

p 

WANG.C.L 

WANG.JC 

WANQ.J.C 

B5O5O80199* 

B505240512* 

8505240518* 

CONTRACT 

FOIA 

FOIA 

WANQLEn.M.E. 

0506070501* 

50 289 

G 

WARAPIUS,K,C. 

WARD,D.A. 

8505230092* 

S504240127 

50 260 
ACRS 

P 



420 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WARD.OA 

0505170368 

ACRS 


WARD.D A 

8505170412 

50 528 

P 

WARD,K a 

8505140297* 

50-461 

Q 

WARD.VVJ 

8505130503* 

50-498 

A 

WAREM0OURG.DW 

B505010351 

SO 267 

P 

WAREMSOURQ.D.W, 

8505070400 

50 267 

F 

WAREMBOURG.D.W 

8505160509 

50-267 

P 

WAREMBOURG.O W 

8505260379 

60-267 

P 

WAREMBOURG.DW 

0505300445 

60 267 

F 

WARNICK.R F. 

0505030186 

50 4 5 5 

Q 

WARNJCK.R F. 

8505030191* 

50-455 

Q 

WARNICK.R F. 

8505200405 

60-4B4 

Q 

mmcKRF 

0505200409* 

50 454 

Q 

WARNICK.n F. 

6505280202 

50 341 

Q 

WARNICK.R F. 

8505280207* 

50-341 

Q 

WARREN, R P 

8505010308* 

60-320 

P 

WASSERMAN.A D. 

0505020167 

50 382 

G 

WA88ERMAN.A D 

6505020167 

50 362 

G 

WASSERMAN.A D 

8505020438 

50-382 

G 

WASSERMAN.A.D 

850502043B 

60-382 

G 

WASTLER.S.L. 

0505130215 

40 8064 


WASTLER.S.L 

6505130496 

40-8714 


WASTLER.S.L 

8505160093* 

40-8714 


WASTLER.S L 

8505230416* 

40 8697 


WA8TLER.S L. 

8505230461 

40 8714 


WASTLER.S.L. 

8505290108* 

40-8714 


WASTLER.S L 

8505290132* 

40-8829 


WASTLER.S.L 

8505300485 

40 8701 


WASTLER.S L 

8505310396* 

40 8697 


WATFORD.PS 

0505100277 

50 373 

S 

WEADOCKiA 

8505030009 

60 219 

S 

WEAOOCK.A. 

8505210191* 

50-247 

Q 

WEADOCK.A A 

8505060271* 

60 247 

Q 

WEAVE R,J 

6505030368 

WASTE MQT 

WEAVE R,JJ. 

8505130206* 

50-382 

A 

WEAVER.M L 

8505060519 

7M41 


WEBS, WE 

8605020438 

60 259 

F 

WEBER. CF. 

0505230519 

NUREG 


WE8ER.M. 

0605060330* 

WASTE MGT 

WEBER, M F 

6505060487 

WASTE MQT 

WEBER.M F. 

8505160422* 

FOIA 


WEBSTER, B.H. 

0502260159 

71-9184 


WECHSELBERGER 

0505100418* 

50-210 

0 

WEDGE.aB. 

8505070149 

50-440 

F 

WEEKS.C 

8505200553 

PR 


WEGELE.AE 

8506030728 

60 341 

6 

WBQELE,A.E. 

0506100191 

60-341 

S 

WEGELE,AE 

8505160231 

50-341 

S 

WEQELE,A£* 

0505210114 

50-341 

S 

WEGELE.A F. 

8505030740 

50-341 

S 

WEIL,CH 

8505160447* 

50 461 

A 

WEIL.C.H 

8505160453* 

50 461 

A 

WEINFURTER.E.B 

0505030043 

60 265 

S 

WEISE,S, 

8505090264 

50-325 

S 

WEISE,S 

8505140307 

60-395 

S 

WEISE,S P. 

6505130312 

60 320 

s 

WE(SE,S,P 

8505230614* 

50 390 

Q 

WEISS, D. 

0505080096 

70-1113 


WEISS.D 

8505080415 

40-2269 


WEISS.E.R 

8505010505 

60-289 

G 

WEJSS.E.R 

0505070356 

50 289 

G 

WEISS, E.R. 

8505140323 

50 289 

G 

WEfSS.E.R. 

6505200218 

60-289 

G 

WEISS, E.R 

8505300146 

50-289 

G 

WEISS.ER, 

8505300140 

50-209 

G 

WEISS.FR- 

0SO5O6O499 

60 289 

G 

WEJSS.SH 

0411160062 

TOPREP 


WEISSE.S P, 

8505200636* 

60-438 

Q 

WELCH.MJ. 

8505260255 

PR 


WELDON, 0. 

0505060403* 

50-369 

H 

WELLS, J a 

0505010235 

60-445 

S 

WELLS.JR. 

8605010246 

60-446 

S 

WELLS, J.R. 

8505010299 

60 445 

s 

WELLS,J R, 

8505010604 

60 445 

s 

WELLS.R D. 

8505060416 

60-320 

s 

WELLS.RW. 

8505100356 

TOPHEP 


WELLS.RW. 

8605100366 

TOPREP 


WEN.P.C, 

8505020189* 

50-245 

Q 

WEN,P.C. 

0505020292* 

50-29 

Q 

WENNLUND,O.L 

0505240639* 

FOIA 


WENSLAWSKI.F. 

8505300362 

60-243 

Q 

WENSLAWSKI.F,A. 

6505010058 

50-526 

Q 

WENSLAWSKI.F.A. 

8505030025 

50-312 

Q 

WENSLAWSKI.F.A. 

8605030579 

60-312 

Q 

WENSLAWSKI.F.A, 

85051 40OS1 

60-133 

F 

WENSLAWSKI.F,A> 

0505280284 

60-107 

Q 

WENZINGER.E. 

8503140039 

60-412 

0 

WENZINQER.E,C. 

8505010455 

60-203 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WENZINQEa,E.C 
WENZINQEfl.EC. 
WENZINGER.EC. 
WENZINGER.EC 
WENZINGER.E C 

8505030071 

8505030149 

0505060287 

0505060300 

0505100222 

50-334 Q 

50-412 Q 

60 57 Q 

50-134 0 

50 330 Q 

WEN2INQEH,E.C. 
WENZINGER.E C. 
WENZINGER.EC 
WENZINGER.E C 
WENZINQER.E,C 

8605100261 

8505100381 

8505130344 

0505140355 

8505170569 

50-317 Q 

60-271 Q 

50-246 Q 

50 423 0 

50-223 Q 

WENZINGER.E C 
WERNER.R.P. 
WERNER.R.P 
WESCOTT.H M. 
WESTAFER.Q R 

8505240112 

0505230750 

0506230750 

8605150139* 

8505010157 

50-309 Q 

70-3014 

70-3014 

60-443 Q 

60 302 P 

WESTAFER.G.R 
WESTAFER.Q R. 
WESTAFER.Q R 
WESTAFER.G R- 
WESTAFER.an. 

0505020463 

0605030727 

6505030729 

B505030732 

8505060001 

50-302 S 

60-302 S 

60-302 S 

60-302 S 

50-302 S 

WESTAFER.G.R 
WESTAFER.G R, 
WESTAFER.G R. 
WESTAFER.G.R. 
WESTAFER.G.R 

8505060030 
8505080121 
8605150402 
85051 703 B7 
8605170651 

50-302 P 

60-302 P 

60-302 S 

50-302 P 

60-302 R 

WESTAFER.G R 
WESTAFER.G H. 
WESTAFER.QH 
WESTAFER.G.R 
WESTAFER.G R 

6505200423 

8605210180* 

8506210264 

8505260246 

8505290516 

50-302 R 

60-302 Q 

50-302 F 

60-302 S 

50 302 P 

WESTAFER.G H 
WESTAFER.G.R. 
WESTAFER.G.R. 
WESTBERG.RA 
WESTBROOK.K, 

8505290552 
850531 0368 
850531 03B6 
8505310650* 
8605170465 

50-302 P 

PR 

60-302 P 

50 440 0 

WASTE MQT 

WESTBROOK, K.B 
WESTBROOK.W L 
WETTER HAHN, MJ 
WETTERHAHN.M J. 
WETTERHAHN.MJ 

8505010634 

8505210404 

8505060523 

8505080523 

8505200422 

WASTE MQT 

DQ 

70-2940 

70-2948 

50-410 A 

WETTERHAHN.MJ. 
WETTERHAHN.MJ 
WEHERHAHN.MJ 
WETTERHAHN.M J 
WETTERHAHN.MJ 

6506200422 

8605230505* 

8505230505* 

8505240275 

8505240276 

60-410 A 

50-352 Q 

50-352 G 

70-2948 
70-2948 

WHATLEY, K.E. 
WHATLEY.S.K 
WHATLEY, S.K 
WHATLEY.S K 
WHATLEY, S.K 

8505070205 

0505010324 

8505030053 

8505030266 

0505060119 

PR 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

WHATLEY, S.K. 
WHEELER, K M. 
WHEELER, T.A 
WHEELER.TA. 
WHEELER, T.A 

8505210169 

6505140366 

8309300322* 

8505090594* 

8505230126* 

WASTE RES 
60-440 F 

FOIA 

FOIA 

FOIA 

WHITAKER.L D. 
WHITCOMB.H.C 
WHITCOMB, H.C. 
WHITE.A.S. 

WHITE, J 

0505170021* 

0506170508* 

0505200599* 

8505010277 

8505210191* 

COMMISSION 
60-201 Q 

60-261 Q 

NUREG 

50-247 0 

WHITE.J R, 

WHiTE.J R. 
WHITEHEAD, J.L. 
WHITEN ER.B. 
WHITNEY.G.Q. 

8505210235* 

6505230171* 

8506210417 

8505200522 

8505230621 

60-336 Q 

60-20 Q 

60-320 F 

PR 

50-293 S 

WHITTAKER, B. 
WHITTEL.J. 
WHITTIER.Q D 
WHITTIER, Q.D. 
WHITTIER.G D. 

8408230452* 

8505070256* 

8605080176 

8505100344 

8506210373 

60-482 U 

60-322 G 

60-009 P 

50-309 Q 

60-309 F 

WHITTIER, Q.a 
WHnTIER,G.D 
WHITTIER, Q.D. 
WHiniER.G D. 
WHITTLESEY.K A 

8505240437 

8505300430 

8505310243 

8505310270 

0505130448* 

60-309 P 

50-309 Q 

50-309 F 

50-309 P 

50-468 0 

WICK.EA. 

W1CK,EA 

WICK,EA 

WIDMAYCR.D.A. 

WIEOEMAN.D. 

8605030733 

8605060449 

8505160544 

0505020427 

0504240074 

WASTE RES 
WASTE RES 
WASTE RES 
27-47 
l&E 

WIESELMAN.K. 

WIGDOaM. 

WIGGINS, €. 
WfaQINS,€, 
WiaQINS.E. 

8505150061 

8606090312* 

8603070603* 

0505010103* 

8505010104* 

FOIA 

60-259 P 

CONTRACT 
CONTRACT 
CONTRACT 

WIGGINS, E 

WIGGINS, E. 

WIGGINS, E. 

0506010109* 

8606010116* 

8505010103* 

CONTRACT 

CONTRACT 

CONTRACT 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


W1GGINS,E 

8505010451* 

CONTRACT 


WIGGINS,E 

0505010575* 

CONTRACT 


WIGGINS.E 

85050201 46* 

CONTRACT 


WIGQINS.E 

8505020163* 

CONTRACT 


WIGGINS.E 

8505020387* 

CONTRACT 


WIGGINS, E 

0505070125* 

CONTRACT 


WfGGINS.E 

0505080109* 

CONTRACT 


WIGGINS.E 

8605080266* 

CONTRACT 


WIGGINS,E 

8505000367* 

CONTRACT 


WIGGINS.E 

0505000463* 

CONTRACT 


WIGGINS, E 

0505080472* 

CONTRACT 


WIGGINS.E 

8505090472* 

CONTRACT 


WIGGINS.E 

8505000539* 

CONTRACT 


WIGGINS.E. 

8505100005* 

CONTRACT 


WIGGINS.E 

8605100010* 

CONTRACT 


WIGGINS.E 

0505100014* 

CONTRACT 


WIGGINS.E 

8505130067* 

CONTRACT 


WIGGINS.E. 

8505130342* 

CONTRACT 


WIGGINS.E. 

8506140311* 

CONTRACT 


WIGGINS.E, 

8505160528* 

CONTRACT 


WIGGINS.E. 

8505150562 

CONTRACT 


WIGQINS.E 

0505160040* 

CONTRACT 


WIGQINS.E. 

8505160052* 

CONTRACT 


WIGGINS, E 

8505160059* 

CONTRACT 


WIGQINS.E. 

8605160502* 

CONTRACT 


WIGGINS.E 

0605200098* 

CONTRACT 


WIGGINS.E 

8505210513* 

CONTRACT 


WfGGINS.E 

0505240561 * 

CONTRACT 


WIGQINS.E. 

8505200704* 

CONTRACT 


WIGGINS, E 

8505310125* 

CONTRACT 


WIGQINS.E 

0505310140* 

FOIA 


WILEY, W. 

0505070003 

PR 


WILQUS.D 

0505030346 

60-254 

S 

WfLKINSON.E.P 

0505160167* 

FOIA 


WILKINSON.e.P 

8505160174* 

FOIA 


WILKINSON, W A. 

8605210004* 

FOIA 


WILKINSON.W.A 

0605210091* 

FOIA 


WILLIAMS, C,C 

0505070451* 

50-266 

Q 

WILLIAMS.C.C. 

0505000032* 

50-237 

Q 

WfLLIAMS,CC 

8605100370* 

60-305 

Q 

WILUAMS.CC 

8505130426* 

60-315 

Q 

WILLIAMS.C.C. 

B5OS2OO205* 

50-341 

Q 

WILLIAMS.CC 

0605200391* 

50*440 

Q 

WILLIAMS, C.C. 

0505210397 

PR 


WfLLIAMS.CC. 

8505240216* 

60*304 

Q 

WILLIAMS, O.C. 

8605240336* 

50-440 

Q 

WILLIAMS, D. 

8505310S51* 

CONTRACT 


WILLIAMS, D.L. 

8505020168* 

50 456 

a 

WILLIAMS, DS 

0505300041* 

50-320 

p 

WILLIAMS, H.G 

0505290427* 

STATE PROG 

WILLIAMS,J.H 

8505060387* 

60-277 

Q 

WILLIAMS.JW. 

8605030407 

60-389 

Q 

WILLIAMS.J.W 

8505070429 

60-250 

S 

WILLIAMS, J.W. 

8505090456 

50-335 

s 

WILLIAMS, J.W 

8506090550 

50-250 

s 

WILLIAMS, JW 

0505130383 

60-260 

p 

WILLIAMS,J.W. 

8505140114 

60*336 

R 

WILLIAMS.JW 

8605140500 

60-250 

Q 

WILLIAMS, J.W. 

8605160389 

50-260 

F 

WILLIAMS.J W 

8505160550 

50 389 

S 

WILLIAMS.JW. 

0605160553 

50-309 

S 

WILLIAMS, J.W. 

0505170361 

60-260 

F 

WILLIAMS, J W. 

0505170427 

50-260 

F 

WILLIAMS, J.W 

8506170622* 

50-250 

O 

WILLtAMS.J.W. 

8505200535 

PR 


WILLIAMS, J.W. 

8505200619* 

50-250 

0 

WILLIAMS.JW 

8505210335 

50-336 

F 

WILLIAMS, J.W. 

8505210594 

60-260 

F 

WILLIAMS, J W. 

B505220057 

60-309 

R 

WILUAMS,J,W 

0506220164* 

60-250 

Q 

WILUAMS,J.W. 

6505220251 

60-250 

S 

WlLLfAMS,J.W 

0505220293 

60-335 

s 

WILLIAMS,J.W. 

8605220334* 

60-335 

Q 

WILLIAMS.JW 

8505230153 

60-251 

S 

WILLIAMS, J.W. 

8506230301 

50-250 

P 

WILLIAMS, JW. 

8605230887 

60-251 

s 

WILLIAMS, J.W. 

0505290160 

60-335 

p 

W1LLIAMS.JW. 

8505290313 

50-309 

s 

WILLIAMS, JW 

8505290343 

50-251 

s 

WILLIAMS,J.W. 

0505310063 

50-309 

Q 

WILLIAMS.J.W 

8505310114 

50-335 

P 

WILLIAMS,J.W. 

0505310297 

50-336 

F 

WILLIAMS.L 

0505170010 

NUREG 


WILUAMS.M.Q 

8505090559 

60-482 

S 

WILLIAMS.M.Q. 

8605090668 

50-482 

S 

WILLIAMS, MG. 

8505090619 

50 482 

s 

WILLIAMS, M.Q 

8506170240 

50 482 

s 

WILLIAMS.M.Q. 

05052001 08 

50-482 

s 
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NUMBER CATEGORY 


WILLIAMS.M G 

6505200047 

50-482 

s 

WILIIAMS.M G 

8505300103 

50-402 

s 

WfLllAMS.N 

8505280410 

50 446 

A 

WflllAMS.N H 

8505030348* 

50 445 

A 

WILLtAMS.N H 

8505030354* 

50 445 

A 

WILLIAMS.NH 

8505210556 

50 445 

A 

WILLIAMS.RH 

8505240028 

50-445 

A 

WILLIAMS, N H 

8506240584 

50-445 

A 

WILLIAMS.NH 

8505280054 

50 445 

A 

WILLIAMS.NH 

8505280426 

50 445 

A 

WILLIAMS.N H 

8505280472 

50 445 

A 

WILLIAMS.N H 

8505280400 

50-445 

A 

WILLIAMS.N H 

0505280630 

50-445 

A 

WILlfAMS.N H. 

0505300153 

50-445 

A 

WILLIAMS.PA 

8505220070 

PR 


WILLIAMS, R A 

8505070233 

70-1151 


WILLIAMS,R E 

8505020163* 

CONTRACT 

WILLIAMS,R,E 

&605020307* 

CONTRACT 

WILLIAMS,RE 

8605070468 

WASTE RES 

WILLIAMS, R E 

8505090287 

WASTE RES 

WILLIAMS.R E 

8505090205* 

WASTE RES 

WILLIAMS.R M 

8505070420 

SO 454 

s 

WILLIAMS, RS 

B506240283* 

60 413 

F 

WILLIAMSjWG 

0505070307* 

60-333 

P 

WILLIAMSEN,N R. 

8505030426* 

60-409 

Q 

WILLIAMSEN,NR 

0505060379* 

50 440 

Q 

WILLIAMSON,E.L 

8505240084* 

FOIA 


WILLIAMSON.EL 

8505240095* 

FOtA 


WILLIAMSON,N 

8606210379* 

50-237 

Q 

WILIIS,CA 

8301270464 

MISC 


WILUS,CA 

8506280361 

NUREG 


WILLSEY,WB. 

0505070551 

60-352 

R 

WliLSEY,W B 

8505070560 

50-362 

R 

WJLLSEY,W.B 

8605090247 

50-352 

R 

WILLSEY,WB 

8505090389 

50 352 

R 

WJLSON.BA 

8605170602* 

50-338 

Q 

WILSON, B A 

8506210051* 

50-413 

Q 

WILSON.B A 

0506210008* 

50-321 

Q 

WILSON, B A 

8505210116* 

50-302 

0 

WJLSON,0 A 

8505210135* 

50-395 

Q 

WILSON.BA. 

8506210517* 

50-269 

0 

WILSON,B D 

8505020576 

XPORTLIC 


WILSON,B D 

8506130117* 

XPORTLIC 


WILSON.B.D. 

8B061 60326* 

XPORTLIC 


WILSON.B 0 

8S06200231 

XPORTLIC 


WILSON.D.L 

0505170273 

60-331 

F 

WILSON*D L 

8506230070 

50-331 

F 

WILSON. DL 

8505290491 

60-331 

F 

WILSON. F 

8605240283* 

50-413 

F 

WILSON. J H. 

8506160590 

60-302 

P 

WILSON. J H 

8505230519 

NUREG 


WILSON, M.T 

8505230389 

50-133 

H 

WILSON. R.P. 

8505210001 

60-201 

Q 

WINTER,© 

8505020063 

WASTE RES 

WINTER.Q. 

0505300690 

WASTE RES 

WISE, JR 

8505100457 

FOIA 


WISE, JR 

8505170230 

FOIA 


WISE.R. 

0506070294* 

50 458 

Q 

WISEMAN .G,R, 

8505170519* 

60-335 

Q 

WISEMAN .Q.R 

0606210643* 

60 338 

Q 

WISENBURG.M R 

8504160317 

50 490 

A 

WISENBURG.M.R. 

8505020439 

60 490 

A 

WISENdURG.M.R. 

8605090200 

60-400 

S 

WISENBURG.M.R. 

8605160191 

60-490 

A 

WISENBURG.M R. 

0606200367 

60-490 

A 

WISENBURG.M.R. 

8606200536 

PR 


WISENBURG.M.R. 

8605210066 

60-498 

A 

WISENBURG.M.R. 

8505220003 

50-498 

A 

WISENBURG.M R. 

8606290227 

50-498 

A 

WITHERS.B.D. 

0506010337 

60-344 

S 

WITHERS^B.D 

8505010474 

REVIEW QR P 

WITHERS,B D. 

8606010474 

REVIEW QR P 

WITHERS. B.D. 

S5050703B6 

60-344 

P 

WITHERS, BD 

8605070389* 

60 344 

P 

WITHERS, BD 

8506160076 

60 344 

J 

WITHERS, B.D. 

8505200446 

PR 


WITHERS, B,D. 

8505290580 

60 344 

R 

WITHERS, B.D. 

8605310206 

60-344 

P 

WITHE RS.Q.D. 

8505310367 

60-344 

Q 

WITHE RS.BD. 

8506310391 

50-344 

P 

WITTENBURQ.K.C 

6504080291 

60-373 

S 

WODEK.DJ, 

B506230126 

40-0714 


WODEK.DJ 

8606230147 

40-8714 


WODEK.DJ 

8605230207 

40 8714 


WODEK.DJ. 

850531 0588 

40-8714 


WOELFLINQ.M. 

8505310229* 

50-289 

Q 

WOGMAN,N A 

0506210234* 

60-201 

P 

WOHLO.P R 

8505160422* 

50 483 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WOLFE.SJ 

WOLFE.SJ 

WOLFE*SJ 

WOLFF, M 
WOLFSEM.C L 

0505030485 

8505060612 

0505070287 

0505280439* 

8505100168* 

50 330 G 

50-289 G 

60-289 G 

60-424 A 

50-315 0 

WOLLETT.S. 

WOLLeTT,S 

WOLLETT,S. 

WOLLETT.S 

WOLLETT.S, 

8505160383 

8505160468 

8505170143 

8505230768 

8505240025 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WOLLETT.S 
WOLLETT.S 
WOLLETT.S 
WOLTNEfl.E, 
WOMACK.L F 

0505240069 
0505240602 
0505310001 
B5051 30230* 
0505060526 

CONTRACT 
CONTRACT 
CONTRACT 
60-317 a 

50-275 P 

WOMELSDUFF.J E 
WOOD,J E, 

WOOD.JE 

WOOD.JE 

WOOD.R S 

0505230536 

0505210451* 

0505210452* 

0505210454* 

8505070349 

NUREG 

TOPREP 

TOPREP 

TOPREP 

PR 

WOOD.R S 
WOODARD.C 
WOODARD, C. 
WOODARD.C H. 
WOODARD, JO 

8505000348 

8505070442* 

8505200328* 

6505060356* 

8505020130 

NUREG 

50-410 Q 

50-410 Q 

50-322 0 

50-384 S 

WOODARD.JD 
WOODARD.J.O 
WOODARD.J D 
WOODARD, J.D 
WOODARD.J D. 

8505060430 

B50S090628 

8505170071 

6505170302 

6505240057 

60-384 S 

60-340 S 

50-340 S 

50-340 S 

50-340 S 

WOODARD.J.D 
WOODHEAD.C P, 
WOODHEAD.C P 
WOODHEAD.C P 
WOODRUFF.R W 

6505240362 

6505160626* 

8505200444 

8505300166 

6505200364* 

50-340 S 

50-440 F 

50-440 G 

50-440 G 

50-172 W 

WOOLDRIDGE, R A 
WOOLDRIDQE.RA 
WOOLORIDQE.R A, 
WOOLDRIDGE, R A 
WOOUSEY.R.T 

8505010461 

6506010461 

8505010490 

8505010496 

8505200164* 

60-445 Q 

50-445 Q 

60 445 G 

50 445 G 

70-275 

WOOLSEY.R.T. 
WOOL8EY.R.T. 
WRIQHT.C L 
WRIQHT.E.G 

WRIGHT, O.C. 

8505200100* 

0605200204* 

8505200063 

650530022C* 

8605070407* 

70-276 

70-275 

60-201 S 

FOIA 

60-255 Q 

WRIGHT, GC 
WRIQHT.G.C 
WRIQHT.K W. 
WRIGHT,R J 

WRIGHT, R,J, 

6605100160* 
DSO520O323* 
650S1 00034 
6505170202 
B6051 70336 

60-315 Q 

50-295 Q 

NUREG 
WASTE MQT 
WASTE MQT 

WRIQHT.R.W. 
WRIGHT, R.W. 
WRIQHT.RW 
WRIQHT.S,V. 
WRIQHT.S.V. 

6505170442* 

6505170567* 

8605210380* 

8505010598 

0505020060 

60 414 Q 

50-300 Q 

60 400 Q 

27 40 

WASTE MQT 

WYNQARDEN.S.D 
WYNQARDEN.S D 
WYNNEJ Q. 
WYRICK.Q W 

YANQ,J W 

8505100507* 
8505240340 
8505310400 
8505000473 
8505090301 * 

70-1151 

70-143 

60 322 S 

71 533 

FOIA 

yanichko.se. 

YATRON.Q. 
YBARRONDO.L J. 
YBARRONOO.L J. 
YIN.l.T. 

8505230140* 

0505300265 

8505100439* 

0505100430* 

OB05080244* 

50 286 P 

SO 289 G 

FOIA 

FOIA 

50 483 Q 

YINJT 

Yo6KEy.R. 

YORKJ.W 

YOSHfMURA.T, 

YOSHIMURA.T 

6505130360* 

0400230404* 

0505200636* 

0505210170 

8505210173* 

60 237 Q 

60 445 T 

50 438 Q 

XPORTLtC 
XPORTLtC 

YOSHIMURA.T. 

YOST.KJ- 

YOST,K.J, 

YOUKfo.F. 

YOUNG.H.W. 

8505210176* 

8505130000* 

8505170066* 

8505030182* 

8505200076* 

XPORTLfC 

CONTRACT 

CONTRACT 

50 289 Q 

FOIA 

YOUNG.J C, 

YOUNG, J 0 

YOUNG.T 

YOUNQ.T 

YOUNG, T. 

8505310134 

0505130206* 

8505000460* 

8605220290* 

8506200540* 

PR 

60 382 A 

60 208 0 

50 307 Q 

60 312 Q 

YOUNG.T. 
YOUNQBLOOD.B J* 
YOUNQBLOOD.B X 
YOUNGBLOOD, B.J. 
YOUNGBLOOD, B J. 

0505290120* 

6603130540 

0505020010 

6505020014 

6505080343 

50 323 Q 

60 440 V 

50 440 E 

50 440 E 

50-463 F 

YOUNGBLOOD, B.J. 
YOUNQBLOOD.BJ. 
YOUNQBLOOD,B.J. 

6505000440 

0505060478 

0505000009 

50 455 A 

50-341 P 

60-483 P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


YOUNGBLOOaQ J 

8505080012* 

50-483 

P 

YOU NG BLOOD, QJ 

8505080392 

50-440 

F 

YOUNQBLOOD.B J 

0505140277 

50-483 

P 

YOUNQBLOOD.BJ 

0505150443 

50-440 

Q 

YOUNQBLOOD.BJ 

0505170044 

60-482 

P 

YOUNQBLOOD.BJ 

05OS23D649 

50-455 

A 

YOUNQBLOOD.BJ 

8505230658 

50-456 

A 

YOUNQBLOOD.BJ 

05Q523D66O 

50-454 

P 

YOUNQBLOOD.BJ 

0505240605 

50-440 

E 

YOUNQBLOOD.BJ. 

0505300279 

50-440 

A 

YOU NG BLOOD, a J. 

8505300338 

50-440 

A 

YOUNGBLOOD.QJ. 

8505300696 

50-440 

A 

YOUNGSLOOD.Q J 

8505310015 

50-423 

A 

YOUNGBLOOD.BJ 

8505310073 

50-440 

E 

YOUNGBLOOD.8J 

8505310079 

50-454 

P 

YOUNQBLOOD.BJ 

8505310004 

50-454 

Q 

YOUNQBLOOD.BJ 

8505310653 

50-454 

P 

YUHAS.G 

8505200133 

50-200 

S 

YUHAS.G P 

850501006B* 

50-528 

Q 

YUHAS.G P 

8505020441 

50-312 

S 

YUHAS.G P 

8505030030* 

60-312 

Q 

YUHAS.G P 

8505200292* 

50-187 

Q 

YUHAS.G P. 

8505290004* 

50 200 

Q 

YUHAS.G p 

8505290099* 

50 280 

Q 

YUHAS.QP, 

85053003B9* 

50-243 

Q 

ZABEL,S A 

8505200670 

50 452 

Q 

ZABEL.S A 

85052006B2* 

50 402 

G 

ZABEL.S A 

0505200682* 

50-452 

G 

ZALOSH.RQ. 

8505230401* 

FOIA 


ZANE.J.O, 

8505210370 

PR 


ZANEJ.O 

8505300268* 

TOPREP 


ZARBIS.W-A. 

8505030349* 

60-325 

P 

HEBUS.ER 

8505170384* 

50-237 

S 

ZECH.Q Q. 

850IOQO36B 

OA999 


ZECH.Q a 

8505010046 

QAgoo 


ZECH.Q Q 

8505030208 

OAogo 


2ECH,Q.G 

8505030305 

QAg99 


ZECH.Q ,G 

8505030423 

OAggo 


ZeCH.G Q 

8505060326 

OA999 


Z£CH.Q,G 

8505060388 

QA999 


ZECH.Q.G 

8505090068 

QA999 


ZECH.Q Q 

8605090071 

ORG 


ZECH.Q Q 

8505090197 

QA99E> 


ZECH.Q G 

8505090206 

QA999 


ZECH.Q Q. 

8505100103 

QA999 


ZECH.Q G 

8505100215 

QA999 


ZECH.Q G. 

8505100217* 

QA999 


ZECH.Q Q 

8505100221 

QA999 


ZECH.Q,Q, 

8505100303 

QA999 


ZECH.Q Q 

8505140423 

QA999 


ZECH.Q Q 

8505140435 

QA999 


ZECH.Q Q. 

6505150111 

OA999 


ZECH.Q Q. 

8505150200 

QA999 


ZECH.Q Q. 

8506160195 

QA999 


ZECH.Q Q 

8505170421 

QA909 


ZECH.Q Q 

6505200500 

OA999 


ZECH.Q.Q. 

8505210081 

QA9g» 


ZECH.Q Q 

8505210085 

QA999 


ZECH,0,Q. 

8505210210 

OA999 


ZECH.Q.Q, 

8505210228 

QA999 


ZECH.Q G. 

8505210460 

QA990 


ZECH.Q.Q. 

8505220082 

QA999 


ZECH.Q Q 

B505230114 

QA999 


ZECH.Q G 

8505230416 

OA9g9 


ZECH.Q.Q 

8505230439 

QAQgg 


ZECH.Q Q 

6505230457 

OAggo 


ZECH.G,Q. 

6505230487 

OAggo 


ZECH.Q G. 

8505300340 

QA099 


ZECH,Q,Q. 

B50531002B 

QA999 


ZECH.LW. 

8505170017 

COMMISSION 

ZECH.LW> 

8605170024 

COMMISSION 

ZERBE,J,E. 

6506090379* 

FOJA 


ZERBE.J E 

6505160303* 

FOIA 


ZIBULSKY,H 

6605060207* 

60-322 

Q 

2IBULSKY,H 

8505160227* 

70-607 


Z(8ULSKY.H 

8505150805* 

50 334 

Q 

ZISULSKY.R 

8505180432* 

50 293 

Q 

ZIBULSLEY.H. 

0506100366* 

50 277 

Q 

ZICHELLA.CA 

8505210344 

PR 


Z1EMANN.DL 

84072Q039S* 

60-348 

F 

ZIMMERMAN.J. 

8505010072 

XPORTLIC 


ZIMMERMANJ.V. 

8505010120 

XPORTLIC 


ZIMMERMARJV, 

8505010173 

XPORTLIC 


ZIMMERMARJV. 

8505010286 

XPORTLIC 


ZIMMERMANJV. 

0505010603 

XPORTLIC 


ZIMMERMAN.J.V. 

0505060246 

XPORTLIC 


Z1MMERMAN.J.V. 

8505060260 

XPORTLIC 


ZIMMERMAN, J.V. 

8505180096 

XPORTLIC 




422 PERSONAL AUTHOR INDEX 


AUTHOR 


ZfMM£RMAN,J V 
ZiMMERMANJ V 
ZIMMERMAN.JV 
ZIMMERJAANJV 
ZIMMER^(AN^ V 

ZIMMERMANS V 
ZiMMERMANSV 
ZIMMERMANS V 
ZIMMERMANS V 
ZIMMERMANS V 

ZIMMERMANS V 
ZIMMERMANSV 
ZIMMERMANS V 
ZIMMERMANS V 
ZIMMERMANS V 

ZIMMERMANSV 

ZIMMERMANSV. 

ZIMMERMANSV 

ZIMMERMANSV 

ZIMMERMANSV. 

ZIMMERMANS V 
ZIMMERMANS V 
ZIMMERMANSV. 
ZIMMERMANSV 
ZIMMERMANSV 

ZIMMERMANSV 
ZiMMERMAN.SR 
ZIMMERMAN.SR 
ZIMMERMAN.SR 
ZIMMERMAN, 5 R 

ZIMMERMAN.S R. 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 
ZIMMERMAN.S R 

ZIMMERMAN.SR. 


NUMBER 

8505130097 

8505130108 

8505130114 

6505160186 

8505160232 

8505160245 

8505160254 

8505160292 

8505160311 

8505160440 

8505160445 

8505160449 

8505160548 

8505160555 

8505170632 

6505200454 

8505210163 

8505210165 

850528Q493 

0505290334 

8505290366 

8505290721 

8505300064 

8505300385 

8505300388 

8505310654 

8502120234 

0505060020 

6505060066* 

8505070192 

8505070214 

0505070335 

6505100429 

8505130233 

8505130339 

8605130355 


SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

CATEGORY 


NUMBER 

CATEGORY 

XPORTLIC 

ZIMMERMAN.S R 

8605140399 

50-401 

A 

XPORTUC 

ZIMMERMAN, SR 

8505140405 

50-400 

E 

XPORTLIC 

ZIMMERMAN, SR. 

8506140419 

50-400 

Q 

XPORTLIC 

ZIMMERMAN.S R. 

6506160134 

50-261 

F 

XPORTLIC 

ZrMMERMAN.SR. 

6505150186 

50-324 

P 

XPORTLIC 

ZIMMERMAN.S R. 

8505160157 

60-400 

E 

XPORTLIC 

ZIMMERMAN.S R. 

8605230400 

60 400 

F 

XPORTLIC 

ZIMMERMAN, SR. 

8505240357 

60-400 

K 

XPORTLIC 

ZiMMERMAN.S<R 

8505280244 

60-261 

Q 

XPORTLIC 

ZIMMERMAN.SR 

8505310021 

60-261 

P 

XPORTLIC 

ZIMMERMAN.S R. 

6505310165 

50-261 

P 

XPORTLIC 

ZIMMERMAN.S R 

6505310206 

PR 


XPORTLIC 

ZITZER.P 

6505200342 

60-362 

G 

XPORTLIC 

ZITZER.P 

8505210006 

60-352 

G 

XPORTLIC 

ZITZER.P 

8505220024 

50 352 

G 

XPORTLIC 

ZITZER.P 

8505220033 • 

60-352 

G 

XPORTLIC 

ZIT2ER.P 

6505220045* 

50-352 

Q 

XPORTLIC 

ZUCKERMAN.L R. 

8505240009* 

FOIA 


XPORTLIC 

ZUDANS,JS 

8406210107* 

60-250 

P 

XPORTLIC 

ZULLA.SS 

8505060309 

60-247 

H 

XPORTLIC 

zupkasm, 

6505220347 

60-272 

R 

XPORTLIC 

ZUPKO.J M. 

8505090159 

50-272 

S 

XPORTLIC 

2UPKOS M 

6505090261 

60-311 

S 

XPORTLIC 

ZUPKOSM. 

8505210802 

60-311 

n 

XPORTLIC 

zupkos.m. 

8505290597 

50-311 

R 

XPORTLIC 

ZUPKOS-M 

8505310275 

60-311 

s 

60-400 K 

ZURAKOWSKI.PR. 

8505010060* 

70-764 


50-400 E 

ZURAKOWSKI.P R 

8505080049* 

70-734 


PR 

ZWOLINSKIS A 

8506010214 

50-244 

F 

50-281 Q 

ZWOLINSKISA 

8505010383 

50-219 

Q 

60-261 P 

ZWOLINSKIS A 

6505010387 

50-213 

p 

50-400 R 

ZWOLINSKISA 

6505010401 

50-206 

p 

50-261 P 

ZWOLINSKISA. 

8505010400* 

60-213 

p 

50-324 P 

ZWOLINSKISA 

8505010409* 

60-206 

p 

60-400 A 

ZWOLINSKIS.A 

6505010465 

60*237 

p 

50 400 F 

ZWOLINSKISA 

6505020101 

50-219 

p 


AUTHOR 


zwo 

zwo 

zwg 

zwo 


LINSK 

LlNSK 

LINSK 


IS A. 
,J.A 
.JA 
SA 
S A 


ZWOLINSKIS A 
ZWOLINSKIS.A 
ZWOLINSKIS A 
ZWOLINSK S A 
ZWOLINSKIS A 


ZWOL 

ZWOL 

ZWOL 

ZWOU, 

ZWOLIi 

zwg 

zwo 

ZWO 

2wgL 

ZWOLI 


INSKIS A 
INSKIS.A 
INSKIS A 
■ ISKIS A 
SKIS A 

NSKIS.A 

S SKLJ.A. 
SKIS A 
SKIS A 
NSKI J A 


ZWOL NSK S A. 
ZWOLINSKIS A 
ZWOLINSKIS A 
ZWOLINSKIS A 
ZWOLINSKIS A. 


ZWOL 

ZWOL 

ZWOL 

ZWOLI 


NSKIS.A. 
NSKIS A, 
NSKIS A 

NSKIS A 

ZWOLINaKIS.A, 


ZWOLINSK 

ZWOLINSK 

ZWOLINSK 

ZWOLINSK 

ZWOLINSK 


IS A, 
S.A. 
S.A. 
S A. 
S.A. 


ZWOLINSKIS.A. 

ZWOLINSKISA 

ZWOLINSKIS.A. 

ZWOLINSKIS.A. 

ZWOLINSKIS.A. 

ZWOLINSKIS.A. 


accession 

SUBJECT 

NUMPEN 

CATEGORY 

8505020134 

60 213 

P 

8505020 662 

TOPnEP 


8505030301^ 

50 265 

P 

0506030312* 

50 265 

P 

6605060018 

60-206 

P 

6505060138^ 

60-155 

P 

8506060144* 

60 165 

P 

85050800 00. 

50-2j9 

j 

66050800 03* 

60219 

3 

6606080314 

60-265 

J 

6506080358 


1 

6506090335 

50 409 

1 

6505090343* 

50 400 

] 

85051001 71 

60 400 

1 

65051002 03 

60 2^ 

] 

6505100342 

60 210 

; 

8605100357 

6505130332 

60 255 

50 208 

1 

0505160145 

50-245 

1 

6505160323 

50-213 

1 

8505160364 

80-210 

P 

6505160435 

80210 

Q 

8605220010 

60-409 


8505220005 

60 409 

P 

8605220073 

60 237 

P 

0505220076 

60-165 

P 

8506230451 

60 245 

P 

85052304 66* 

60 245 

P 

8505200405 

60-213 

P 

8506200426 

60 165 

P 

8605290453 

60-210 

0 

6505290459 

60-237 

Q 

85052B0497 

60 -20^ 

£ 

B5053002G6 

60 246 

6 

6605300312 

60-210 

p 

6505300310* 

60-210 

p 

6505300530 

60*210 

p 

6505310263 

60-400 

p 

8505310266* 

60-400 

p 

8505310260 

60-244 

p 

8505310344 

60-210 

p 


CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket: for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents." 


author affiliation 


accession 

NUMBER 


SUBJECT 

CATEQORY 


AUTHOR AFFILIATION 


3M Co . Minnesota Mining & Manufacluring 
Co 


A‘1 Ins paction, Inc. 


ARViN/CALSPAN Advanced Technology Corner 


Ace Foderal Roporlers, Inc 


Acoustic Technology, , 

Ad Hoc Commlllee for Review of Nucloar 
Floaclof Reform Proposafe 

Administrative Conference of Ifio U S 
Advanced Environ menial Syalems, Inc 
Advanced Medical Systems i Inc. 
Aeronautical Research Associates of 
Pfiix:etoT» 

Aerospace Corp. . , „ 

Air and Water Pollution Patrol 
Alabama Power Co 


Alabama, Slate of 

Allen/Bradhural Corp 
American Association of Physicists In 
Medicine , 

American College of Nuclear Physicians 
American Cotlege of Radiology 
Americar^ Eleclrlo Power Servlco Corp. 

ArnsricanNuclearCorp. 

American Society of Mechanical Engineers 
American Testing & Inspection 


79050/10257 • 

7909120300' 

80030/101 32* 

8007160427“ 

8505300162“ 

8505300236“ 

8505300241“ 

0505300246* 

8505300267“ 

8505080473 

8505080473 

850508047/t“ 

0505080474“ 

8503260410“ 

8605010158“ 

0505160467“ 

8505010515 

8505280012 

0505160101 

0505150101 

8505160105 

0605150105 

8505290460 

8506000273“ 

8605170032“ 

8505170035* 

8505000108“ 

8505130292“ 

0505210523 

6505310421 

8505030300 

6506300308 

8505020130 

8505060172 

8505060430 

8505070380 

8505090076 

8605090628 

8605170071 

8505170302 

8506210369 

8505220102 

0506230641* 

6505240057 

8505240352 

8506280052 

8506280119 

8506010350 

Q505070205 

8506160558 

8505070220 

8505280266 

8606280092 

8505090508 

8505200406 

0606230144 

8506010267“ 

0506240467“ 

8505240471“ 

8506240502“ 

8606240500“ 

0506240617“ 

0606240521 “ 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

71-533 

71-533 

71-533 

71-533 

60-336 

50-312 

CONTRACT 

50-289 

50-280 

50-440 

60-440 

60-440 

50-440 

50 322 

50-450 

FOIA 


WASTE RES 
50 362 
50 364 
50 340 
60 364 
60 340 
60 348 
60-340 
60340 
60-340 
PR 

60-348 
60-348 
60-340 
60-348 
60 348 
60 340 
PR 
PR 

WASTE MQT 

?n 


Amos Laboratory, Energy A Mfnornl 
Resources Research Insuluto 
Anofeo, Inc 

Anthony, R L 


Applied Biology. Inc 

Applied Research Associates. Inc. 
Argon ne National Laboialory 


Arizona Public Service Co. 


ACCESSION SUBJECT 

NUMBER CATEQORY 


6505240544“ 

FOIA 


8505230633 

50-354 

0 

8505070459 

71-9102 


8505070509 

71-0192 


8S05020092 

50-352 

Q 

6505020216 

50-352 

G 

6505070477 

60-952 

Q 

8505070566 

50-952 

Q 

8506160011 

50-352 

Q 

8505160058 

60-352 

Q 

8505210002 

60-352 

G 

6505210007 

50-352 

G 

6305140120* 

50-335 

n 

6505220057 

6505070175“ 

5D-3S0 

R 

50 423 

E 

6503010304 

WASTE WGT 


6505050609 

NUREQ 


6505060514 

NUREQ 


6505060534 

NUREG 


8505100194 

NUREQ 


8506010370 

50 526 

S 

0505020339 

50 526 

S 

0505030324 

50 626 

S 

0505030406 

50 526 

F 

8605030406 

SO 526 

F 

8505030406 

60 526 

F 

0505030516 

SO 526 

F 

0505030737 

50 520 

S 

85Q5D70210 

50-528 

Q 

6505070216“ 

50-526 

Q 

8505070313 

50 528 

Q 

6505070350 

59 526 

Q 


0505070359 50 528 P 

8505070410 50 520 S 

8505070410 50 520 S 

8505070511 60-526 S 

8505070511 50 526 S 

8605070511 5 0 626 S 

6505070519 60-529 S 

8505070519 50-520 S 

6505080022 50 526 8 

650508 D030 50 626 S 

650508 0030 50 526 S 

0505080030 60 626 S 

0505000262 50 520 S 

0506090430 50 620 S 

0506090495 50-520 S 

8505100436 50 620 F 

0505100436 60 620 F 

8506100436 60'620 F 

6505130001 60-526 E 

6505130329 50-528 E 

8605130350 50-520 F 

6505130371 60-628 P 

0505130370 50 526 F 

8505130415 50-520 Q 

0505130430 50*520 F 

8505130436 50-528 P 

8505140450 60-520 I 

0505160100 50 528 S 

8506160173 50*528 S 

8605160193 50-526 S 

8605 160200 50 528 S 

8606170216 60 526 P 

8605170460 60^529 S 

8605170460 60-529 S 

0605170483 50-520 F 


423 



424 
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AUTHOR AFFILIATION 


Aikartsas Power A Light Co 


ACCESSION SUBJECT 
NUMBER CATEGORY 


B505170485* 

50-528 

F 

8505170583 

50-528 

S 

6505200224 

50-523 

P 

8505200224 

60 528 

P 

8505200224 

50 526 

P 

8605210275 

60 520 

P 

8605210275 

50-528 

P 

6505210665 

50-528 

F 

8505210585 

SO 528 

F 

8505210585 

60-520 

F 

6605210561* 

50-528 

F 

6505210561* 

60-628 

F 

8505210501 • 

50-528 

F 

8505220070 

PR 


8505220092 

60-528 

S 

6505220062 

50-528 

S 

8505220092 

50-528 

s 

8505220095 

50-529 

s 

8505240345 

50-528 

s 

8505280076 

50-628 

£ 

8505280196 

50-528 

s 

8505280200 

6D-S2S 

p 

8505200206 

60 526 

s 

8505200254 

50 526 

F 

8505200254 

50-528 

F 

8505200254 

50-528 

F 

8505290076 

50-528 

F 

8505290076 

60-628 

F 

0505260266 

60-528 

F 

0505260485 

50-528 

F 

8505260485 

50-528 

F 

8505200485 

60 526 

F 

8505200495* 

60-528 

F 

8505290495* 

50-528 

F 

8506260495* 

60-528 

F 

8505300034 

50 528 

P 

8505300051 

60 528 

P 

8605300051 

60-528 

P 

65053000 SI 

60-528 

P 

86053000 53* 

SO 628 

P 

8505300063* 

60-528 

P 

0505300063* 

50-628 

P 

0505300066* 

50-528 

P 

8505300057* 

50-528 

P 

8505300057* 

50 528 

P 

8605300067* 

50-526 

P 

6505300140 

50-528 

F 

6505300219 

60-528 

P 

6605300216 

50-528 

P 

8505300216 

SO 528 

P 

8505300269 

SO 528 

S 

8505300526 

50-528 

F 

6505300529 

60 528 

F 

6505300520 

60-523 

F 

8505310057 

60-528 

F 

8605310216 

50-528 

Q 

8502110386 

60-313 

P 

8506010260 

50 313 

P 

8505010252 

50 313 

P 

8505020123 

50-313 

F 

8505060013 

60-313 

F 

8505060109 

60-368 

S 

8505060211 

60-319 

F 

0505060211 

60-313 

F 

8505070469 

60-386 

S 

8505090334 

60-313 

S 

8505100255* 

50-368 

F 

8505130460 

60-368 

P 

6505130565 

50-313 

R 

0505140209 

50-313 

P 

6505140202 

60-913 

F 

6506140262 

60-313 

F 

8505160354 

60-313 

F 

8505150354 

50-313 

F 

8505160222 

50-313 

P 

6605100222 

50-313 

P 

8505170258* 

60-313 

Q 

650521 0455 

60-313 

P 

8505210455 

50-313 

P 

8505220060 

PR 


6SOS240381 

60-313 

S 

6505240389 

60 356 

S 

6505290040 

60-313 

P 

8505290162 

60-313 

P 

8505290258 

50-313 

F 

650530024 0 

50-313 

F 

6505300250 

60-366 

S 

8605300349 

60-313 

V 

8505300340 

50-313 

V 


AUTHOR AFFILIATION 


Army, Dept of 


Army, Dept of, Corpa of Engineers 
Arrow NDE Co, Inc 


Ashtabula County, OH 

Assoclalion of the Bar of (he City of Ne 

York 

Atfanta, GA 
Atlas Minerals, Inc 


Atom Sciences, Inc, 
Atomic Industrial Forum 
Babcock & Wilcox Co 


Babcock & Wilcox Operating Plants Owners 
Group 

Baker & McKenzie 
Baltimore Gas & Electric Co. 


Bartlett Nuclear, Inc 

Batlelje Human Affairs Research Centers 


Battelle Memorial Institute 

Battalia Memorial Institute, Columbus 

Laboratories 


Battelle Memorial Inatllute, Pacific 
Northwest Laboratories 


ACCESSION SUBJECT 

NUMBER CATEGORY 


850531 0361 

60-300 

8505200523 

PR 

8505280175* 

50 424 

8505200234* 

50-424 

8506090548* 

CONTRACT 

8505020063 

71-9021 

8505100047 

71-639 

8505100058* 

71-539 

8505140366 

50-440 

8505200528 

PR 

8505300004 

FOIA 

6505140445 

40-3463 

8605230219 

40-3453 

8505230623 

40-3453 

8505130160* 

CONTRACT 

8605200532 

PR 

85D3Q60S64 

70-27 

B505010152 

70-27 

6505010164* 

50-302 

8505010394 

70-27 

8505010516* 

50-320 

8505020555* 

CONTRACT 

8506070372* 

50-330 

8505080261 

71-6206 

8505080286* 

71-6206 

8505090340* 

60-313 

8505140418 

60-269 

8505170377 

TOPREP 

8505200661 

70-27 

8506220102* 

70 27 

6505230390 

TOPREP 

8505230694 

70-27 

8606240317 

TOPREP 

8505290049* 

60-313 

8505030469 

TOPREP 

6506070388 

TOPREP 

8505070354* 

PR 

0505010460 

60-317 

8505070633 

50-317 

8505060147 

60-317 

6505090033 

60-317 

6505090033 

50 317 

8505090039* 

50-317 

8505090039* 

60-317 

8505090620 

60-317 

8505150082 

60-317 

8505150086* 

60-317 

0505160202 

50-317 

8505170369 

50-317 

6505200048 

50-317 

8505200048 

50-317 

8505200051* 

60-317 

8505200051* 

60-317 

B505200256 

50-317 

8505200256 

60-317 

8505280073 

60-317 

6505260079 

60-317 

8505200135 

60-317 

8505300201 

60-317 

8505150320 

TOPREP 

8505010277 

NUREG 

6505100041 

NUREG 

8505170123* 

FOIA 

8605200652 

WASTE MGT 

8606080373 

NUREG 

0505080376 

NUREG 

0505230770* 

CONTRACT 

8505290004* 

60-362 

8505290004* 

50-352 

8505290084* 

60-362 

0505290089* 

60-352 

6505290089* 

50-352 

0505290009* 

60-362 

8307200057* 

50-320 

8404240390* 

60 416 

8504110295 

60 482 

8605010277 

NUREG 

8506060436* 

WASTE MQT 

8506070439 

NUREG 

8505070571 

NUREG 

8505090603* 

FOIA 

8505100041 

NUREG 

8505170148* 

FOIA 

0506170161* 

FOIA 

8505210227* 

50-201 


-nco u»>»> 03J(»CDDD-o-DTj'T?'^“i1"0-nO>-o-o-n-otoCo-o -a coeo 
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AUTHOR AFFILIATION 


Bear Creek Uranium Co 


Bechtel Corp 


Bedford County Environmental CommlllGO 
Bedford, PA 

aendix Corp 


Bandix Field Engineering Corp 

Bethlehem Steal Corp 

Binder, Els ter, Mendolaon & Wheeler, 

Inc., (formerly Binder/Elstor Associate 

Birch, Horton, Bittner, Peslinger & 

Anderson, 

Bishop, Liberman, Cook, Purcell & 
Roynolds 


Bock, C A 


Bo/iney Forge 

Boston Colloge, Chesinul Hill, MA 
Boston Edison Co. 


Brookhaven Notional Laboratory 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8505210234* 

50-201 

8506210244* 

60-201 

0505280093 

NUREG 

6S05300674 

RES 

8505230440 

40-8452 

8505310410 

40-0452 

8505310422 

40-8452 

8505310509 

40-8452 

8S05010524 

50-320 

8505100200* 

50-402 

8505100327* 

50-416 

8505160376 

QA999 

8505240023* 

50-520 

8505280130* 

50-424 

0506280435* 

50-424 

0505200439* 

50-424 

0505310230* 

50-200 

0505310252* 

50 206 

8505200522 

PR 

0505200524 

PR 

0605200526 

PR 

0505030634* 

WASTE MGT 

0505030630* 

WASTE MGT 

0505030643* 

WASTE MGT 

8505030640* 

WASTE MGT 

8505030653* 

WASTE MQT 

8505030681* 

WASTE MQT 

0505030687* 

WASTE MGT 

0505170110* 

WASTE MQT 

0505020119* 

WASTE MGT 

8505230202 

40-8663 

8505160520* 

CONTRACT 

0505030267 

60 483 

8400230402 

50 446 

8506010461 

60-445 

8505100457 

FOIA 

85051402B6 

60 445 

6605170230 

FOIA 

0505200533 

PR 

0605210010 

60 413 

8505210030 

60 445 

8506300326 

60 445 

850B310317 

PR 

6505030707 

60-458 

8605030707 

60-466 

6505030708 

SO 466 

0605030708 

60 456 

0605030711 

60-466 

0505060447 

60 466 

8506280007 

60 466 

6505300102 

60-10 

8606100048 

NUREG 

0505010172 

PR 

0SO5O2O635 

71-5805 

8505000507 

60-203 

0506070248 

60-203 

8505090612 

60 293 

0505100071 

71-211 

6505200282 

60 203 

6605200206* 

60-293 

8B0S2 10207 

60-293 

8605230002 

60 293 

0506230204 

60 2D3 

8505230621 

50-293 

0505240130 

60 203 

8505240369 

60 203 

8506280071 

50 203 

0605290170 

60-293 

0SO529O426 

60-293 

0303240249* 

FOIA 

8601170121* 

60-219 

8504300350* 

60 450 

8605060631 

WASTE RES 

8505070497 

60-269 

8505090301* 

FOIA 

6605000600* 

60 423 

6505160233* 

60-260 

6606170686* 

60-346 

6606170587* 

50 346 

6605200104* 

FOIA 

6505200220* 

60-352 

6506200261 * 

60-352 

6506200268* 

FOIA 

85O52OO2G0* 

60-362 

8605200310* 

FOIA 

6506200314* 

FOIA 


G 

P 

F 

T 

A 

A 

A 

P 

P 


G 

Q 

Q 

Q 

G 

Q 

G 

G 

Q 

G 

S 


s 

p 

s 

p 

p 

p 

R 

S 

S 

Q 

R 

P 

8 

P 

Q 

A 


A 

P 

Q 

Q 

A 

A 


AUTHOR AFFlirATION 


ACCESSION SUBiJECT 

NUMBER CATEGORY 


85D5800316* FOIA 

8505200326* 60 352 

8505200326* 50 3S2 

8505200335* 50 352 

8505200335* 60 352 

85052003^5* 50*352 

8505200345* 50*352 

8505200355* 50*352 

8505200356* 50-352 

6505200365* 50*352 

8505200366* 50-352 

8505200372* 50*352 

8505200372* 60-352 

8505200377* 50-352 

8505200377* 50-352 

8505200381* 50-352 

8505200381 * 50-447 

8505200396* 50-352 

8505200396* 60-352 

8505200403* 60-352 

6505200403* 60-352 

6505200410 * 50-352 

6505200419* 50-352 

8505200430* 50-352 

8505200430* 50-352 

8505230008* FOIA 

8505230105* FOIA 

8505230112* FOIA 

8505230115* 50 470 

8505230116* 50 470 

6505230127* FOIA 

8505230130* FOIA 

8505230137* FOIA 

6505230139* 60 470 

8505230139* 50 470 

6505230145* FOIA 

B6052301B2* FOJA 

6505230154* 50 470 

8605230164* 50-470 

8605230168* FOIA 

8505230162* 50 470 

8505230162* 60 470 

6505230164* 60 470 

8505230164* 50 470 

8505230167* 50 470 

8505230167* 50 470 

8505230169* FOIA 

8B05230172* 60 470 

8505230172* 50 470 

8505 2301 77* FOIA 

8505230170* 60-470 

8505230100* FOIA 

B506 230103* 60-470 

8506230103* 60 470 

0505230104* FOIA 

0505230105* 50 470 

0606230105* 50 470 

0506230190* FOIA 

0505230193* FOIA 

0505230196* FOIA 

8505230213* 50-3 

0505230240* FOIA 

0505230286* FOIA 

0505230321* FOIA 

8505230324* FOIA 

8505230329* FOIA 

0505230332* FOIA 

8505230334* FOIA 

0505230337* FOIA 

0605230341* FOIA 

0506230344* FOIA 

0505230347* FOIA 

8605230350* FOIA 

8506230385* 60-3 

B5O5230357* FOIA 

8505230370* FOIA 

6505230414* FOIA 

0505230417* FOIA 

0505230420* FOIA 

0505230422* FOfA 

0505230420* FOIA 

0505230430* FOtA 

0505230444* FOfA 

0505230459* FOIA 

0505230474* FOfA 

0505230482* 50-3 

0505230490* FOIA 

0505230616* 50-3 

0505230547* 60-3 


A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 


A 

A 


A 

A 


A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 


P 


P 


P 

P 

P 


<< 



426 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Brown & Bool, Inc (&ubs of Halliburton 
Co) 


Brown Bovorl Corp (subs of Brown Bover 
& Co. Ltd) 

Burke County, GA 
Burns & Roe Co 

C'E Operating Plants Owners Group 
CB) Nuclear Co. 

CYQNA Energy Services 


California, State of, Public Utilities 
Commission 

California, Unlv of, Berkeley, CA 

California, Unlv. of, Santa Cruz, CA 
Cailan, Sullivan & Burke 
Campaign for Prosperous Georgia 

Carolina Environmental Study Group 
Carolina Power & Light Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8505230562* 

50-3 

P 

8505230573* 

50-3 

P 

8505230506* 

50-3 

P 

8505230593’ 

50-3 

P 

8505230599* 

50 3 

P 

8505230612“ 

60 3 

P 

0505290070* 

SO 322 

A 

0505290312* 

FOIA 


8505300305* 

FOIA 


8408230403* 

50 445 

T 

8400230403* 

50 445 

T 

8400230404* 

60-446 

T 

840023 0405* 

50*446 

T 

8400230405* 

50*446 

T 

840023 0407* 

60*445 

T 

S40B230407* 

50-445 

T 

8400230413* 

50 445 

T 

8505230427 

50-10 

S 

8505100104* 

50 424 

F 

8505210303* 

50 461 

E 

8505100356 

TOPREP 


8505130259* 

FOIA 


8404120156* 

60 445 

A 

0505030340* 

60 445 

A 

0505030354* 

50 445 

A 

0605210556 

50 445 

A 

0505210556 

50 445 

A 

0505230396 

60*341 

P 

8505230431 

60-341 

P 

8505240028 

50*445 

A 

3505240026 

60-445 

A 

8505240031* 

50-445 

A 

8505240036* 

60 445 

A 

8505240040* 

60-445 

A 

8505240043* 

50*445 

A 

8505240043* 

60*445 

A 

8505240504 

SO 445 

A 

8505240584 

60-445 

A 

8505280054 

50*445 

A 

8505260410 

50*445 

A 

0505280410 

60*445 

A 

0505280420 

50 445 

A 

0505280426 

50 445 

A 

8505280449 

50 445 

A 

3505280449 

50*445 

A 

8505200459 

50-445 

A 

8505280459 

60-445 

A 

8505280472 

50-445 

A 

6505280400 

60*445 

A 

6505290630 

60 445 

A 

6505290630 

60 445 

A 

0505290637* 

50 445 

A 

0505290637* 

50 44S 

A 

0505290849* 

50-445 

A 

8505200649* 

60*445 

A 

8505300163 

50*445 

A 

650S200526 

PR 


8505170466 

50-224 

R 

8505200642 

ACRS 


8505140146 

FOIA 


6505300401 

50-223 

G 

0505080486 

50-424 

G 

0505200526 

PR 


8505230433 

60 413 

G 

8502120234 

50 400 

K 

0502280169 

71*9184 


6505010043 

50*324 

S 

0505010112 

60 400 

S 

8505010131 

60 400 

A 

0505010270 

50*400 

S 

8605010275 

50-400 

s 

0605010307 

50 400 

s 

8505010396 

50 324 

8 

8505010411 

60-325 

S 

8505010612 

60 400 

S 

85000202 67 

50*400 

G 

8505020346 

60-324 

s 

8506030208 

50*324 

p 

0505030241 

60 325 

s 

BS05030330 

60 326 

p 

BS05030341* 

50 325 

P 

&50503050B 

50 400 

G 

8605030581 

50*324 

S 

8505060020 

50*400 

E 

6505060066* 

PR 


8505080 1 21 

50*326 

P 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8505060125* 50 325 

8505060195 50'261 

8505060200* 50*261 

8505070076 50-324 

BS05070076 50 324 

8505070102 50 261 

8505070214 50 261 

8505070223 50*261 

8505070335 50 400 

8505070340* 50 400 

8505000291 50-261 

85050B0296* 50-261 

8505080352 50 324 

0505090400 50-324 

8505090400 50*324 

8505090407* 50 324 

8505090407* 50 324 

8505100398 60*324 

8505100398 50*324 

8505100400* 50-324 

0505100400* 50*324 

0505100429 50 261 

8505100499 60 325 

8505130083 50 261 

8505130233 50 324 

8505130233 50 324 

8505130333 50 400 

8505130339 50 400 

0505130355 50 400 

8505140026 50-261 

8505140287 50-400 

8505140370 50 400 

0505140384 60 400 

8505140394 60 400 

8505140399 60 401 

8505140406 50 400 

8505140419 50 400 

8505140489 50 400 

B5051 50002 50 400 

8505150134 60 281 

8505150188 50-324 

8505150168 50-324 

8505160097 50*400 

0505160157 50 400 

8505160162 50 400 

8605170018* 60-324 

8505170166 50-324 

8605170169* 50-324 

8505170169* 50*324 

8505170175* 50*324 

8505170175* 50 324 

8505170356* 60 261 

8505170503* 60 261 

0505170529* 60-324 

B50517061D 60*261 

8605200047* 50*400 

8605200212 50*261 

8505200249* 50 261 

6505200272* 50 261 

8505200289* 60 261 

8505200464 50 400 

8505210017 60*261 

8505210446 60*201 

6505210407* 50 400 

8505210502* 50 400 

8505210508* 50*400 

8506210553* 50 324 

8505210593 50 324 

8505210597 50 261 

8505220040* 60*324 

0505230319 60 400 

8505230302 60 400 

8505230400 SO 400 

0505230407* 60 400 

0505230436 60-324 

0505230493 50 400 

8505240033 50-261 

8505240200 50-261 

0505240357 50*400 

8505240399 60-324 

B505240399 50-324 

8505280031 50-400 

8505280063 50*281 

8505280095 50-400 

8505280216 60*400 

0505280223 60-261 

0506280235 60-201 

8506280244 50-261 

8505280257 50*400 


P 

P 

P 

Q 

O 

0 

P 

Q 

n 

n 

p 

p 

s 

p 

p 

p 

p 

p 

p 

p 

p 

p 

s 

p 

p 

p 

Q 

A 

F 

F 

Q 

Q 

Q 

A 

A 

£ 

0 

A 

Q 

F 

P 

P 

K 

C 

S 

o 

F 

F 

F 

F 

F 

O 


O 

0 

O 

Q 

FI 

P 

O 

O 

O 

Q 

n 

n 

Q 

Q 

Q 

F 

F 

Q 

Q 

P 

P 

K 

R 

R 

S 

S 

s 

s 

s 


tU-OCQ 



AUTHOR AFFILIATION 


CasseL D W 

Central (owa Power Cooperative 
Cerac. Inc 

Chamber of Commerce, Emporia, KS 
Chem Nuclear Systems, Inc 
Christie Institute 
Dncfnr^ati Gas & Electric Co 
Citizens Association for Sound Energy 


Citizens Concerned About Nuclear Power, 
Inc 


Citizens O^SQd to Radioactive Polfutio 
Cleveland Electric Illuminating Co, 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8 505260333 50-400 

8 50 5260366 50-261 

8505260659 50-400 

6505260481 50-324 

6505310021 50-261 

6 505310105 50-261 

6505310155 50-261 

6505310208 PR 

8505140117 50-456 

8505300432* 50 331 

8505200546 PR 

B5051 60239* 50 482 

6502260215 71-5957 

6505210022 50 269 

8505160615 70-2638 

8408230408* 50 445 

8505130172 50 445 

S505130172 50445 

8505130187* 5044S 

8505130187* 50445 

050 5160464* 50 4 4 5 

8505160608 50 445 

8S05200S26 PR 

0505240065 50-445 

8505240085 SO 445 

0605240180 60 445 

0605240180 60 445 

8505010467 50 498 

0505140403 50 4D6 

8505140411* 50-405 

8506200520 PR 

8504110388 60-440 

8504110300 60 440 

B5041T0384* 60 440 

8504110304 * 60 440 

6505010601 50 440 

6505020157 50 440 

6505020157 60-440 

8505020172 SO 440 

8505020172 60 440 

8505020210 60 440 

6505020210 60 440 

8505030203 50 440 

6S050302Q3 50 440 

6505030438 50 440 

0505030438 50 440 

85050 60304 50-440 

6505070210 50-440 

6505070219 60-440 

6505070350 50-440 

6505070350 60-440 

6506090463 60-440 

6505130072 60-440 

6505130072 50-440 

6505130076* 60-440 

6505130076* 60-440 

8505140314 60-440 

8505160070 60-440 

8505160070 60-440 

8505160430 60-440 

B50B160430 60-440 

6506160000 50-440 

8505160006 60-440 

6505160007 * 50-440 

6505160007 * 50-440 

8505160167 60-440 

8605160107 60-440 

8505170512 60-440 

8505200208 60-440 

8605200208 60-440 

6605200407 60-440 

6605200407 60-440 

8605200664 PR 

6506200059 70-2066 

8505210433 50-440 

8606210433 60-440 

8&05220013 50-440 

8505220050 60-440 

8605220058 50-440 

B606230006 60-440 

6505230006 60-440 

6605240042 60-440 

6505240042 60-440 

6605240140 60-440 

6505240140 60-440 

6506280281 60-440 

8506260312 60-440 

6505200200 50-440 


T 

G 

G 

G 

G 

A 

G 

Q 

G 

T 

T 

Q 

G 

Q 

K 

K 

K 

K 

S 

S 

8 

S 

S 

s 

s 

A 

A 

A 

A 

A 

E 

E 

F 

F 

S 

Q 

G 

Q 

0 

E 

Q 

Q 

E 

E 

K 

K 

K 

K 

Q 

Q 

S 

Q 

Q 

A 

A 


F 

F 

T 

S 

S 

E 

E 

F 

F 

F 

F 

O 

F 

S 


CORPORATE SOURCE INDEX 427 


AUTHOR AFFILIATION 


Clevaland-Cliffs Iron Co 


^alition for Responsible Eneray 
Education 

Coalllion for the EnvIronmenL St Loela 
Region 

Coforatfo Slate Unlv , FI. Collins, CO 
Coforado, Slate of 
Cofumbla Unlv., New York, NY 
Combuslion Engineering, Inc. 


^mmerco, Dept of, National Bureau of 
Standards 


^mmerc^ DepL of, Natl Oceanographte 
Almospherlc Adminialrailon 
Commsiloe lo Bridge Hie Gap 


Commonwealth Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8505290200 

6505290554 

8505290557* 

8505290567* 

8505290561* 

0505290561* 

B50S300229 

0505300229 

6505300293 

6505300293 

0505300517 

6605300517 

8505310&a6 

8505310686 

0505310694 

8505310694 

B505230125 

0505230147 

8505230207 

0505310588 

8505160126 

8505210254 

0505200547 

8505220103* 

8505240081 

0SO5O7O4B4 

0505070050 

0505130102* 

0505130197* 

0505170060* 

0505170070* 

8505170231 

8505170241* 

0505200664 

0505210305 

05O524O2D1 

0505310134 

0505020270 

0505130101* 

8505300469 

0505070110* 

8505100393 

0505160606 

8505170025 

6501240161 

6504000291 

8504110291 

8504110291 

6504110301* 

6504110301* 

6505010463 

6505010462 

6505010462 

6505010519 

6505010519 

6605010522* 

6605010522* 

8505020106 

8605020126 

6505020100 

650 50201 93 

6505020223 

6505020223 

8505020317 

6505020446 

650502044B 

6505020501 

8505030043 

8505030096 

8505030257 

0505030336 

0505030340 

0505030390 

0505030399 

8605030434 

6506030462 

6506030655 

6505030734 

6505030739 

86050601 IS 

8505060116 

8505060123 

8505060124 

0505060314 

0506060309 


60-440 

50^40 

50-440 

50-440 

50-440 

50-449 

50^40 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

60-440 

60-440 

50-440 

408714 

40-8714 

40-8714 

40-8714 

50-528 


50 528 
PH 

50-207 

WASTE MGT 

NUREQ 

50-470 

FOIA 

50-362 

50-255 

50-265 

70-1100 

70-1100 

70-1100 

50-470 

70-1100 

PR 

50-104 

CONTRACT 

50-184 

CONTRACT 

FOIA 

50-142 

FOIA 

60-254 

50-373 

50-254 

50 254 

60 254 

50-254 

60-453 

50 456 

50-453 

60-453 

60 453 

50 450 

50-466 

50-373 

60-237 

50-454 

50-454 

50 453 

50 456 

60-373 

60-450 

50-456 

50-454 

50 265 

50-10 

50-453 

50-304 

50-254 

60-456 

50-456 

50-373 

60 237 

60 265 

50-254 

60-264 

50 373 

50 237 

50 374 

60-373 

50-374 

SO 468 


S 

A 

A 

A 

A 

A 

E 

E 

A 

A 

F 

F 

S 

s 

s 

s 


Q 

H 


R 


A 

A 

P 

P 


A 


R 


Q 


G 

F 

S 

F 

F 

F 

F 

G 

G 

G 

Q 

G 

G 

G 

S 

S 

S 

S 

Q 

G 

S 

G 

G 

8 

S 

Q 

S 

S 

S 

s 

s 

s 

p 

s 

s 

s 

s 

p 

s 

s 

s 

Q 



428 CORPORATE SOURCE INDEX 


AUTHOR AFFILfATlON ACCESSION 

NUMBER 

8505060421 

8505060409 

6505060409 

8505060516 

0505070226 

0505070226 

6505070251 

8505070251 

8505070279 

8505070279 

8505070327 

8505070327 

8505070332* 

8505070332* 

8505070336 

8505070401 

8505070401 

8505070403* 

8505070403* 

8505070403* 

8505070406* 

8505070400* 

8505070406* 

8505070420 

8505070500 

8505070536 

8505080075 

8506080075 

85050800BO 

6505080092 

8505080164 

8505080167 

6505080167 

8505080397 

8505030493 

8505080493 

8505090218 

8505090218 

8505090491 

8505090497 

8505090517 

6505090541 

8505090563 

8505090627 

8505100083* 

8505100083* 

8505100148 

8505100148 

8505100245 

8505100277 

8505130302 

8505130302 

6505130322 

8505130343 

8605130431 

8505130431 

8505130431 

B505130431 

8505130431 

0505130444* 

8505130446* 

8505130452* 

8505130452* 

8505130456* 

650S1404B0 

8505140480 

0505150302 

8505150309 

8505150413 

8505150413 

8505160415 

8505150415 

8505150416* 

8505150533 

8505150533 

8505160066 

8505160071 

8505160171 

8505160171 

8505160175* 

8505160373 

8505160394 

8605160416 

8505160424 

8505160574 

8505160605 

8505160611 

8505170111 

8505170111 


SUBJECT AUTHOR AFFILIATION 

CATEGORY 

50*237 S 

50-456 G 

50-456 Q 

50-454 S 

50 455 Q 

50-455 Q 

50-295 R 

50-295 R 

50 456 G 

50*456 Q 

50-466 G 

50*456 G 

50-456 G 

50*456 Q 

60-304 S 

50*237 F 

50-237 F 

50-237 F 

50-237 F 

50*237 F 

50-237 F 

50*237 F 

50*237 F 

50 454 S 

50-373 R 

50 373 R 

50 373 P 

50-373 P 

50 454 F 

50-295 S 

50*10 F 

50-373 P 

50-373 P 

60-454 S 

50*456 G 

60-456 Q 

50-254 Q 

60-254 Q 

50*454 S 

60-374 S 

50*454 S 

50*373 S 

50*440 S 

50*454 S 

50-237 F 

50-237 F 

50-295 F 

50*295 F 

50-456 E 

50-373 S 

50*295 F 

50-295 F 

60-295 P 

50-456 G 

50*454 P 

50 454 P 

50 454 P 

50-454 P 

50 454 P 

50 454 P 

50*454 P 

50-454 P 

50-454 P 

50-454 P 

50-373 F 

50-373 F 

50*295 Q 

60*295 Q 

60*295 F 

50-295 F 

60-205 F 

60*295 F 

60*295 F 

50 296 R 

50-295 R 

60*237 S 

50-237 S 

50-254 R 

50-254 n 

50*254 R 

50*374 S 

50*373 S 

50-374 S 

50 374 S 

50-304 S 

SO 249 S 

70-3000 Compliance Engineering, Inc, 

50*10 F 

60-10 F Compuler Dala Systems, Inc, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8505170111 

50-10 

F i 

8505170129* 

50-237 

s ! 

8505170141* 

50-237 

s 

0505170320 

50-374 

s 

8505170350* 

50-237 

s 

8505170364* 

50-237 

s 

850S170454 

50 456 

Q ' 

8505170454 

60 466 

Q 

8505170489 

50 464 


8605170572 

50 454 


0505170579* 

60-454 

S 

0505170641 

60-373 


8605170641 

60-373 

R 

8505200120 

50-464 

s s 

8505200142 

60-464 

s 

8505200149 

60-237 

R 

8505200140 

60-237 

R 

8505200213 

60*264 

F 

8505200213 

60-264 

F 

050520040B 

60-454 

F 

8505200551* 

60-237 

Q 

0505200551* 

60-237 

Q 

0505200551* 

60-237 

Q 

0505210070 

60 205 

s 

0505210125 

60-456 

s 

0505210125 

50 450 


0505210147 

60-456 

s 

8605210147 

SO 450 


0505210212 

60 254 

F 

B605210212 

SO 254 

F 

0505210263 

50 454 

P 

B50521031Q 

50 456 

S 

0505210319 

50 456 

s 

8505210350 

50 456 

s 

8505210350 

60 456 

S 

85052103Q1 

50 454 

P 

8505210362 

60*373 

0 

8505210362 

60-373 

0 : 

0505210387 

60-10 

F 

0505210410 

60-10 

J 

0505210410 

60*10 

J 

0505210410 

50*10 

J 

0505210410 

60*10 

J 

050521 0438 

60-373 

P 

0505210438 

50 373 

P 

0505210440 

50*265 

Q ! 

B505210442* 

50 373 

P ' 

8505210504 

60 374 

s 

8605210500 

50 304 

8 

0505220042 

0505220040* 

60 205 

P 

SO 295 

P 

8505220006 

60 454 

0 

8505220006 

60 454 

Q 

8505220261 

60 237 

8 

8505220310 

50*373 

S 

8505230117 

50*373 

Q 

8505230176 

50 454 

S 

0505230234 

60 464 

F 

8505230239 

-60-237 

S 

0505230203 

60*373 

F 

0505230408 

60*205 

Q 

0505230B35 

60*373 

R 

0506230720 

50 464 

R 

0506240571 

60*464 

S 

0505200082 

60*237 

s 

0605200276 

50*264 

R 

8505200290 

60*254 

Q 

0505290001 

60 456 

Q 

0506200130 

60 454 

S 

0505200146 

BO 373 

s 

0505200160 

60 296 

F 

0505200278 

60 237 

S 

B505200612 

60 237 

s 

8506290619 

60 295 

s 

0505290715 

60 237 

F 

0505290715 

60 237 

r 

0505290720* 

60 237 

F , 

0505290720* 

60*237 

F 

0505290720* 

60-237 

F [ 

0505200737* 

50*237 

f ' 

0505300167 

60*373 

0 i 

0505300261 

60-373 

s 

0605310077 

60-450 

0 

0505310077 

60-466 

0 

0605310213 

TOPREP 


0506310091 

50 454 

8 

8505010644* 

REQQD 


G505010645* 

REGGD 


8505160052* 

CONTRACT 

l 




CORPORATE SOURCE INDEX 429 


AUTHOR AFFILIATION 

Conax Corp 

Concernea Citizens lor SNEC Safety 
Concerned Citizens of Louisa County 

Conference of Radiation Control Program 
Directors, Inc 

Connecliciit Yankee Atomic Power Co 


Connor & Wetlarhohn 


Conovflf & Associates, Inc 
Conservation Council of North Carolina 

Consolidated Edison Co of Now York, Inc 


Consumers Powor Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

05050301 81 

50-271 

s 


050520040B 

PH 



8505200528 

PH 



0505010506 

50*338 

Q 


0505030535 

50*330 

G 


0505030535 

50-338 

G 


8505030544* 

50-330 

G 


0505030544* 

50-338 

Q 


0505140203 

50-330 

G 


0505130131* 

CONTRACT 



0504230326 

50-213 

H 


8505020302 

71-9176 



0505140180 

50-213 

P 


0505150334 

50-213 

Q 


0505150403 

50-213 

Q 


0505160110 

50-213 

P 


0505160308 

50-213 

P 


0505170289 

60-213 

S 


0505200554 

PR 



0505230258 

50-213 

P 


0505230260* 

50-213 

P 


8505240473* 

50-213 

0 


8506310209 

PR 



8505310221* 

PR 



8505010521 

60-352 

G 


6605080128 

60-352 

P 


0505080490 

50-352 

Q 


0505000523 

70-2940 



0605100001 

50-352 

Q 


0505160001 

50-352 

G 


0505200422 

60-410 

A 


0505230400 

60-352 

Q 


8505230400 

50-352 

Q 


8505230501 * 

60-352 

Q 


8505230501* 

50-352 

G 


B505230505* 

50-352 

G 


0505230505* 

50-352 

G 


0505240227 

50-352 

Q 


0505240275 

70-2940 



0505290640 

60-352 

G 


0505200313 

70-1821 



0500080480 

60 400 

Q 


8505200406 

PR 


8506300283 

50 400 

G 


8505300287* 

60 400 

Q 


8S050G0004 

50-247 

S 


8505000309 

60-247 

H 


8505130182* 

60-247 

Q 


8506160320 

60-247 

P 


8506160377 

50-247 

n 


8505200033 

50-247 

p 


8505200068 

50-3 

F 


8505200068 

50-3 

F 


0S0620007O* 

60-3 

F 


8506200070* 

50-3 

F 


8506200505 

50-3 

F 


8506200505 

60-3 

F 


8605200510* 

60-3 

F 


8506200510* 

60-3 

F 


0505220310 

SO-3 

F 


050522032x3* 

50-3 

F 

Containment Issuoa Owners Group 

0605200140 

8606310123* 

60-247 

60-3 

F 

P 

Continuum Dynamics, fnc 

8504080003 

60-255 

F 

Cooper Bossomer Corp 

8505020019 

60-165 

J 

Corn Boll Power Cooporalh/a 

0505020090 

60-155 

S 

Cornoll Unlv , Ithaca, NY 

0605020434 

60-255 

F 

0505030583* 

60-165 

Q 


0506030588* 

50-155 

Q 

Council on Environmental Quality 

8505060100 

8506060438 

60-255 

50-155 

P 

S 

Covington & Burling 

0506070127 

50-255 

P 


0506070131* 

50-256 

P 


6505070138* 

50-255 

P 


8505070280 

50-255 

P 

Critical Mass Cnoroy Project 

Cultural Systems Kosoerch, Inc 
DairylanJ Power Cooporativo 

0506070285* 

0505070200* 

0605080109 

50-255 

50-255 

50-255 

P 

P 

F 

8505080230 

50-255 

F 


0605080332 

50-255 

F 


0606100380 

50-155 

F 


0505130105 

50-265 

P 


B6061S0337 

60-155 

F 


0605130357 

50-256 

Q 


8605130360 

50-255 

Q 


0606130407 

60-329 

H 


8606130412* 

60-320 

H 


8606140400 

60-255 

J 



ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8505150176 

50 320 

0505150232 

50-155 

8505160167 

50 155 

8505160405 

50 265 

8505170005 

50 265 

8505170063* 

50 255 

8505170057 

50-255 

8505170066* 

50 255 

8505170069 

50 255 

8505170075 

50-255 

8505170097 

50-255 

8505170121 

50-255 

8505170134 

50-255 

8505170140 

50-255 

8505170146* 

50-265 

8505170152 

50-255 

8505170172 

50-265 

8505170210 

60-255 

8505170211 

50-255 

8505170240 

50-255 

8505170263 

50-255 

8505170301* 

50-255 

8505170303* 

50-255 

8505170335* 

50-255 

8505170348 

50-255 

8505170349* 

50-255 

8505170366 

50-255 

8505170380* 

50-255 

8505170300 

50-255 

8505170403' 

50-255 

8505170400* 

50-255 

8505170449 

60-255 

8505170451 

50-265 

8505170476* 

50-265 

8505170501* 

60-265 

8505170521* 

50-265 

8505200035 

60-265 

8505210160 

50-155 

8505210161 

50-155 

8505210412 

50-255 

8505210414* 

60-265 

8505210449* 

50-261 

8505220032 

PR 

8505220081 

50-155 

8505230247 

50-265 

8505230274 

50-255 

8505230511* 

50-329 

8505230511* 

50-329 

8505230514* 

60-329 

8505230514* 

60-329 

8505230661 

50-255 

8505230666 

60-265 

8505290079 

60-265 

8505200085* 

60-255 

8505200001 

60-265 

8505290006* 

60-265 

8505290216 

60-155 

8505290233* 

FOIA 

8505290300 

60-165 

8505290404* 

50-155 

8505200449 

60-155 

0505170200 

TOPREP 

8505100127* 

60-341 

050616051 B* 

50-277 

8505240457 

60-528 

8505300420* 

60-331 

8505240164 

60-97 

8505240301 

60-97 

0505240320 

50-97 

0505300140* 

COMMfSSIO 

8503050408 

PR 

8503050412* 

PR 

8505200302 

40-2061 

8505200308* 

40-2061 

0505310094 

40-2061 

8505090320 

50-2BO 

0505100338* 

50-381 

8505020103 

60-409 

8605020139 

60-400 

8505060309 

60 409 

8505090604 

60 400 

8505000547 

50 409 

8505150164 

60 400 

8505210082 

60 400 

8505210578 

50 400 

8605230077 

50 400 

6505240340 

60-400 

6505260002 

60 400 

0505280265 

50 400 
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430 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Dallas Morning News. Dallas. TX 
Dames & Meore 


Damon & Morey 
Oartmoulh College, Hanover, NH 
Dale Consultants. Jnc 
Dauphin County, PA 

Dean Witter Reynolds, Inc. (subs of Dea 
Witter Financial Services, Inc ) 

Debevolse & Liberman 
Decision Science Consortium. Inc. 
Defense, Dept of, Defense Nucloar Agenc 
Defroil Edison Co 


Doherty, J.F 

Don U Warner, Inc 

Donald L Wennlund & Associates 

Dougherty, J.B. 


Dow Chemical Co. 
Dulte Power Co 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY NUMBER CATEGORY 


8505310309 

50 409 

S 

8505160474* 

50 445 

Q 

0503010131* 

CONTRACT 


8505130441* 

50 354 

A 

8505200029* 

50 409 

P 

8505220043 

QA999 


8505200098* 

CONTRACT 


0505310126* 

CONTRACT 


8505300365 

50 269 

G 

8505200518 

PR 


8505300100* 

FOIA 


0505160286* 

FOIA 


0SO5O6O4OO 

50 170 

F 

8504190492 

60 341 

A 

8506010271 

50 341 

F 

0505030726 

50 341 

S 

8505030740 

60 341 

S 

0505070092 

60 341 

0 

0505100124 

SO 341 

E 

0505100191 

50 341 

S 

0505100382 

60 341 

P 

05051 60231 

60*341 

S 

0505200540 

PR 


8505210114 

60-341 

S 

0505210390 

60-341 

E 

0505230485 

50-341 

F 

0505230494 

50-16 

P 

0505230495* 

50-16 

P 

8505020212 

60-223 

G 

0505240367 

PR 


8505160391 

70 020 


8505240539* 

FOIA 


8505030535 

60-338 

G 

8505030535 

60-330 

G 

8505030544* 

50 338 

G 

8605030544* 

50 336 

G 

0505140293 

50 330 

G 

8505300601 

FOIA 


8505020104 

50 264 

J 

8503130167 

60 458 

S 

8605020127 

50 369 

S 

8505020378 

60 269 

P 

8505020378 

SO 269 

P 

8505020378 

50 269 

P 

8505020384* 

SO 269 

P 

8505020384* 

60 269 

P 

8505020304* 

60 269 

P 

8505020422 

60 413 

P 

8505020425* 

50 413 

P 

8505030494 

50 269 

F 

8505060154 

60 414 

Q 

8505060188 

50413 

P 

8505060207 

60 413 

F 

0505060207 

SO 413 

F 

8505070271 

60 413 

P 

8505070271 

60 413 

P 

8505070318 

50 419 

S 

8505070342 

60-207 

Q 

8505070344* 

60-267 

Q 

6605070434 

60*269 

$ 

8506070445 

60 413 

S 

8505070447 

60-269 

S 

6505000166 

60-369 

P 

8505060158 

50*369 

P 

0505080162* 

60-389 

P 

0S05OB0162* 

50*369 

P 

0505090626 

60-370 

s 

8505100341 

60-269 

F 

0505100341 

60-269 

F 

0505100341 

60^269 

F 

0505100349 

50*322 

P 

0505100349 

60*322 

P 

0505100349 

60*322 

P 

SS051 00394 

60 289 

P 

BS051 00394 

60-269 

P 

8505100394 

60-269 

P 

85051 30262* 

FOIA 


8505130256* 

FOIA 


85051 30321 

60-369 

E 

8505130365 

SO 269 

V 

8505130392* 

60 269 

Q 

8505140030 

60 369 

P 

0505140030 

60 369 

P 

8505140033* 

50-369 

P 

8505140033* 

50 369 

P 

8505150307 

50369 

P 

8505150307 

50 369 

P 

6505150307 

60-369 

P 


Duquesno Light Co. 


0505150307 

0505150316* 

0505150316* 

8505150316* 

0505150316* 

0505170543 

0505170637 

0505170643* 

8505200020* 

05052001 C9 

0505200169 

0505200169 

0505200517* 

8505210010 

8505210010 

0505210304 

8505210304 

B505210345 

8505210345 

8506210354* 

0605210354* 

8505210369 

8505210377 

8505210377 

8505210377 

0505210377 

8505210377 

B5052 10377 

B505210606 

6605210810* 

8505220120 

8505220340 

8505220345* 

8505220345* 

8S05220346* 

8505230018 

0505230026* 

8505240074 

G5052400B2* 

8505240002* 

0505240092* 

0505240269 

0505240283* 

8505240204 

8505240200 

0505240632 

0505280039 

6606280042 

0505200289 

0505200306 

0505200356 

0505280350 

0505200070 

0505200092 

0505200111 

0505200125 

0505200141 

8505200304 

0505200315 

B505290322 

0505200519 

0505200827 

8505200676 

8505310033 

8505310168 

0505310175 

0505310201 

B5053103S4 

6505310680 

8505010323 

8506010344* 

0505070057 

0505100254 

0505100304 

0505100323 

0505100360 

0505130282 

0505140432 

0505150315 

8505160417 

8505160430 

8606200427 

8505220080 

8505230237 

8505240120 

6505240381 

8605200217 

0505200224* 

8505310056* 


60'369 

60^360 

50-369 

50-360 

60-300 

50-369 

50-260 

60-360 

60-413 

SO-269 

50-260 

60-260 

50-413 

50-413 

50-413 

50-413 

50-413 

50-369 

60-309 

50-309 

50-309 

PR 

50-269 

50-269 

60-269 

60-269 

60-209 

50-269 

60-360 

50-360 

50-269 

50-269 

50-269 

50-269 

50-269 

60-269 

50-269 

60-269 

50-209 

50-269 

60-269 

50-413 

50-413 

60-260 

50-413 

50-414 

60-414 

60-414 

60-360 

60-413 

50-413 

60-413 

60-36D 

60-260 

50-414 

50-413 

60-408 

60-360 

60-413 

60-26D 

50-369 

60-269 

60-368 

50-269 

60-413 

60-369 

PR 

PR 

60-413 

50-412 

60-334 

50-334 

60-412 

60-412 

60-412 

60-412 

60-334 

50-412 

60-334 

50-412 

60-334 

60-412 

PR 

50-412 

50-412 

60-412 

60-412 

60-412 

60-334 
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CORPORATE SOURCE INDEX 431 


AUTHOR affiliation 


Ouryea, Houch ins, Murphy A Davenport 
OynfltTflk. Inc 

E I du Pont do Nemours & Co , Inc 

EA Engineering, Science & Technology, 
Inc 

£DS Nuclear, (nc 
EG&G, Inc 


EQE, rnc 

Ebasco Services, Inc (subs of Enserch 
Corp) 


Ecology/Alort 
Eddleman, W 

Eds/or, Inc 

Edison Electric Institute 
Ediow Internallonal Co 


Eldcirio Power Research Institute 


Elme Engineering Co 


Ennorson Hosp, Concord,MA 

Energy Daily, Inc. 

Energy Fuefs Nuclear, Inc. 

Energy Laboratories, Inc 
Energy, Dept, of 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8505310325 

50-412 

F 

8505310676 

60-412 

K 

0505070378 

PRM 


85051C0436" 

FOIA 


8505160077 

WASTE MGT 


0505200567 

PR 


8505100324 

50-200 

R 

0505140540" 

50-280 

R 

0505310201" 

50-206 

P 

6309300069" 

50-382 

A 

8309300075" 

50*302 

A 

8503250083" 

50-412 

F 

8504160627* 

50-335 

F 

0504160627* 

50-335 

F 

8504250265* 

50-360 

F 

8505010203* 

50-330 

P 

8505020083* 

TOPREP 


5505070173 

NUREQ 


8505070548 

NUREG 


8505000352 

50-382 

P 

0505160109" 

FOIA 


0505160193* 

FOIA 


0505150197" 

FOIA 


8505150201* 

FOIA 


8505170007 

NUREG 


8505210370 

PR 


0505210375* 

PR 


8505230534 

NUREG 


8505240267* 

50-324 

F 

8605280415 

NUREG 


8505300260* 

TOPREP 


0505300307* 

50-245 

Q 

0505300316* 

60*245 

Q 

05O5OGOO60* 

PR 


0409180210* 

FOIA 


0505130144* 

50*382 

A 

0505130149* 

FOIA 


8605130157* 

60*382 

A 

0505130151* 

50*302 

A 

0505310342 

PR 


8505030702 

60-400 

Q 

8505200S29 

PR 


8505030550* 

60*260 

P 

8505020045 

WASTE MGT 


0606170095* 

FOIA 


8606070544 

XPORTUC 


8605090404 

XPORTLiC 


8605130554 

XPORTUC 


8605200074 

XPORTUC 


8605290103 

XPORTUC 


8605290330 

XPORTUC 


0605290372* 

XPORTLIC 


8605310194 

XPORTLIC 


8605310109 

XPORTLIC 


8505310570 

XPORTLIC 


8506310666* 

XPORTLIC 


8404100113* 

FOIA 


8605240503* 

CONTRACT 


8505290442 

PR 


8505220079 

QA90D 


8606230231 

QAOOO 


8605310130 

QAOOD 


7005290270* 

FOIA 


7907130224* 

FOIA 


0606010461* 

CONTRACT 


8605210601 

40.8676 


8605310340 

40*8001 


0605310426 

40*4402 


0602190444 

WASTE MGT 


850S01020B 

WASTE MGT 


0505010200* 

WASTE MGT 


0605010302 

WASTE MGT 


0605010345 

WASTE MGT 


0506010606 

WASTE MGT 


8505010609 

WASTE MGT 


0606020005* 

WASTE RES 


0505020033 

WASTE MGT 


0505020030* 

WASTE MGT 


0505920050 

WASTE MGT 


0505029081 

WASTE MGT 


0505020116 

WASTE MGT 


8505020119* 

WASTE MGT 


0605020262 

WASTE MGT 


0505020294 

WASTE MGT 


0505920306* 

WASTE MGT 


0605920314 

WASTE MGT 


6605020807 

WASTE MGT 



AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Energy, (no 

Engineering Sclonco & Analysis 
Enginoors inlornatlonal, Inc 


Environment & Water Rosourcoa Mpnagomenl 


Environmental Action, Ino.. 

Environmental Dofenso Fund 
Environmental Policy Inslitulo 
Environmental Piolecllon Agency 


European Communities, Commission of 


0506020633 

WASTE MGT 

8505020637 

WASTE MGT 

0505030121 

WASTE MGT 

0605030594 

WASTE MGT 

0506060450 

WASTE MGT 

0505060487 

WASTE MGT 

0505060549 

WASTE MGT 

8506060560* 

WASTE MGT 

0505060552* 

WASTE MGT 

0505060553 

WASTE MGT 

0505070456 

WASTE MGT 

8505070458 

40-6500 

0505160055 

WASTE MGT 

8505160120* 

WASTE MGT 

8506160133* 

WASTE MQT 

8505160265 

WASTE MGT 

8505160281 

WASTE MQT 

8505160335* 

COMMISSIO 

8505160444* 

FOIA 

8505160641 

WASTE MQT 

8505160643* 

WASTE MGT 

8505170103 

WASTE MGT 

8505200006* 

50-352 

0505200200* 

50*352 

0505200209* 

60-352 

0505200233* 

50-352 

0505200233* 

50*352 

0505200262* 

FOIA 

0505200287* 

50*352 

0505200287* 

60-352 

0505200411* 

FOIA 

0505200558* 

FOIA 

Q505200572* 

FOIA 

B506200581 * 

FOIA 

B505200B12* 

FOIA 

S505200667 

WASTE MGT 

B505230020* 

FOIA 

B505230040* 

FOIA 

B5O523D0SO* 

FOIA 

6505230053* 

FOIA 

8506230061* 

FOIA 

BS06230071 * 

FOIA 

B505230076* 

60-470 

B505230076* 

FOIA 

B5O523OO00* 

B506230236' 

50*470 

50*3 

6505230249* 

60*3 

6506230257* 

FOIA 

6506230261* 

FOIA 

6505230276* 

FOIA 

8506200280* 

FOIA 

8505230285* 

8505230305* 

60*3 

50*3 

8505230348* 

50*3 

8505230358* 

FOIA 

8505230372* 

50*3 

8505230384* 

50-3 

8505230403* 

FOIA 

8505230411" 

FOIA 

8505230443* 

50*3 

8505230464* 

60*3 

8505300614 

WASTE MQT 

8506310100 

PR 

8505100431* 

FOIA 

8505160401* 

CONTRACT 

8505090206* 

FOIA 

0505010594 

WASTE RES 

8505030731 

WASTE RES 

0505060437 

WASTE RES 

8505130342* 

CONTRACT 

8505160200 

WASTE RES 

8505170063 

WASTE RES 

8505170072 

WASTE RES 

8505240073* 

CONTRACT 

8505170038 

WASTE MGT 

8505170043* 

WASTE MGT 

8505170208" 

WASTE RES 

8505080069 

PR 

8506080091* 

PR 

8503070407 

PR 

8505130470 

FOIA 

8505010439 

WASTE MQT 

6505170268 

PR 

8B05170270 

PR 

8505200554 

PR 

0506210471 

60 424 

0506060149 

XPORTLIC 

8505060252 

XPORTLIC 

8505290160 

XPORTUC 


N 


A 

A 

A 

A 

A 

A 

A 


A 


P 

P 

P 

P 

P 


P 

P 


D 


' 0 ' 0 > 



432 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATtON 


Exxon Cofp 


Exxon Nuclear Co , Inc {subs of Exxon 
Corp) 


FMC Corp 
FOI Services 

Factory Mutual Research Corp. 

Fa ns tee I Inc 

Federal Emergency Management Agency 


FIschbacti & Moore, Inc (subs of 
Fischbach Corp.) 

Fischer Co rtirols Co, Inc (subs of 
Monsanto Co } 

Florida Power & tight Co 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


E605290ia3 

XPORTLIC 


£5052903 23 

XPORTLIC 


£408030253 

40 6064 


£505060302 

40 8102 


£505200005 

40 8102 


£505290006* 

40 8102 


8505310548 

40 8064 


£502260222 

70 1257 


8505030213* 

60 316 

P 

8505070203 

TOPREP 


8505090304 

TOPREP 


6505160521 

70-1257 


8505170280 

TOPREP 


8505200234* 

70-1267 


8505200240* 

70-1257 


8505230723 

70-1257 


8505200163 

QA999 


6505200504 

PR 


8505160414 

FOIA 


8505160599 

FOIA 


8505230116* 

FOIA 


8505230481* 

FOIA 


8505240303 

40-7580 


8505010330* 

60 352 

F 

8505030099 

ORG 


6505030103 

50-203 

F 

B505030212 

50-277 

F 

8505030221 

60-440 

F 

8505030268 

50-338 

F 

e50503027£* 

60-338 

F 

8505030366 

50-213 

F 

8606030373* 

50-213 

F 

6505030380 

50-260 

F 

6505030431 

SO 413 

F 

8505030458 

60 263 

F 

8505030463* 

50 263 

F 

8505030474 

60-282 

F 

8505030483* 

60-282 

F 

8505070343 

60-400 

G 

BS05070347* 

50-400 

Q 

8505090241 

50-341 

F 

8505130154 

50-322 

F 

0505130278 

50-390 

F 

0505130201* 

50-390 

F 

0505130340 

60 458 

F 

0505130351* 

60 468 

F 

0505150106* 

SO 29 

F 

0605160200 

60 468 

F 

0505150400 

SO 458 

F 

0505170465 

60 416 

F 

0605170456* 

50 418 

F 

0505210068 

50 413 

F 

6505230366 

60*3 

F 

8505230404* 

60 3 

F 

8505230441 

50 528 

F 

8605280384 

60-362 

F 

8505200306* 

SO 352 

F 

8505280390* 

50 352 

F 

8505290167 

SO 440 

F 

8505290353 

60 295 

F 

8505290365* 

60 285 

F 

8505310154 

50-247 

F 

8505310163* 

60-247 

F 

850S 130224* 

60 382 

A 

8505070307* 

60-333 

P 

0505030487 

60-389 

Q 

0506070428 

60-250 

S 

BS05090456 

60 336 

S 

0505090650 

50-260 

S 

0505130383 

60 250 

P 

0505140114 

60-335 

R 

0505140500 

60 250 

Q 

6505160369 

60-250 

F 

0505160550 

60-389 

S 

0505160553 

60-389 

s 

0505170361 

60 260 

F 

0505170427 

60-260 

F 

0505170434* 

60-260 

F 

0505170440* 

60-260 

F 

0605170622* 

60-260 

Q 

6506200535 

PR 


8505200019* 

60-260 

Q 

0605210335 

60-335 

F 

8505210694 

60-260 

F 

8605210594 

60-260 

F 

8505220057 

50-309 

R 


Florida Power Corp, (aubs Florida 
Progress Corp ) 


Florida Progress Corp 
Florida, Univ of, Gainesville, FL 
Food & Drug Administration 
Fracture Proof Design Corp. 
Framalome 

Franklin Instltulo/Frankfin Research 
Cornier 


Free State Reporting, Inc 
Friends of the Earth 


GA Technologies, Inc. /General Atomic Co 


Gadsby & Hannah 

Gas Cooled Reactor Associates 
Qearhart-Owen Industries, Inc. 
Geauga County, OH 

QeeB’8. Inc. 

Genera? Electric Co. 


8505220164* 

50-260 

8505220261 

50-260 

0505220293 

60-335 

8505220334* 

50-335 

0505230153 

50-261 

0505230301 

50-260 

8505230687 

50-251 

8505290150 

50-335 

0505290302 

ORG 

0505290313 

60-389 

0505290343 

50-261 

8505310063 

50-389 

8505310114 

50-335 

0505310114 

60-335 

8505310297 

50-335 

0505010157 

50-302 

B605010163* 

50-302 

0605020453 

60-302 

0505030727 

50-302 

0605030729 

50-302 

0605030732 

50-302 

0505060001 

60-302 

66050G0038 

60-302 

8505060040* 

50-302 

0505070163 

50-302 

8606080121 

50-302 

0505160402 

50-302 

0505170387 

50-302 

6505170651 

50-302 

B505200423 

50-302 

8505210180* 

50-302 

0505210284 

60-302 

8505210357 

50-302 

8505200240 

50-302 

8505290515 

50-302 

8505200652 

50-302 

8505200655* 

60-302 

8505310368 

PR 

850531 0300 

50-302 

8505310300* 

50-302 

8505010177 

60-302 

0505200674 

70-1060 

8505010183* 

CONTRACT 

8504050206* 

50-286 

8605170041 

60-266 

8206010661* 

50-245 

8505010168* 

50-312 

0505230492* 

CONTRACT 

8505310286* 

FOIA 

8505020092 

50-362 

8505020216 

50-362 

8505070477 

60-352 

8505070586 

50 362 

8505160011 

50-362 

8505160056 

50-352 

0505210002 

60-352 

0505210007 

50-352 

8505020316 

70-734 

8505070106* 

70-734 

8505140291* 

FOIA 

8505200658 

70-734 

8505310134 

PR 

8505310183 

PR 

8505310377* 

FOIA 

8505310440* 

FOIA 

8505100004 

60-382 

8505100426 

FOIA 

8505310134 

PR 

8505260351 

PR 

8505070149 

50-440 

8505070166* 

50 440 

8505070474 

WASTE RES 

8505020249* 

60 461 

8605020576 

XPORTLIC 

8505030254 

TOPREP 

8505030343 

70-1113 

8505030340* 

50 326 

8505030443 

TOPREP 

8505030455* 

TOPREP 

8605000105 

60 447 

8505070200 

71-5939 

8505090321 

TOPREP 

8605100301* 

50 443 

8506130117* 

XPORTLIC 

8605130376 

70*1308 

S5051 50306 

60-447 

0605160326* 

XPORTLIC 
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CORPORATE SOURCE INDEX 433 


AUTHOR AFFILIATION 


General Nuclear Sysloms, Inc 

General Physics Carp 

General Public Ulililios Corp. - QPU 
Service Corp 


ACCESSION 

NUMBER 

8505200104* 

8505200231 

8505200506 

850521044Q 

8505210451* 

8605210452* 

8505210454* 

0505210459 

8505210461* 

8505220014* 

8505220020* 

8505220036 

6505230210 

8505240160 

8505240583* 

8505280387* 

8505300045 

8505300380* 

8505300390* 

8505310148 

8505020112 

850502024B* 

0505020362* 

8505060499 

8505070505 

8505010382 

0505010384 

8505010300* 

850501 04G0 

8505010472* 

8505010475* 

0505010479* 

0505010510 

8505020175 

6605020205 

0505020245 

B505020364 

0505020367* 

6505020429 

6506030235 

0505030706 

8505060033 

8505060167 

0505060416 

8506070099 

0505070191 

8505070194* 

8605070231 

8605080380 

8505080521 

8505090619 

8505090576 

8605100167 

8506100371 

0505130398 

0505140539 

6505140539 

8505150120 

0605170333 

0606200055 

0505200060* 

0505210110 

0605210226 

8505210281 

0505210280* 

0505210417 

0505220049 

8505230143 

8505230174* 

0505230270 

060S2303B3 

8505230432 

8505240022 

0505240116 

0505240307 

6505200009 

0605200213 

0505200240 

6605200201 

0605260204* 

0605280300* 

6605200083 

8505200146 

8606200163 

0505200234 

0505260260 

8605300037 

8505300041 * 


SUBJECT 

CATEQOnv 

70-1113 

XPOHTIIC 

PR 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

70-1113 

70- 1113 
TOPREP 
TOPREP 

71- 9019 
CONTRACT 

70- 1113 
TOPREP 
50-331 
60-331 
QA999 

71- 510 
PROJ 
71-510 
NLIREQ 
NCREQ 
50-320 

60-219 
60-320 
50-320 
SO 320 
50 320 

59 320 

60 320 
60289 
SO 320 
50-210 
50-289 
60-289 
50-219 
50-320 
60-320 
50 320 
60-219 
50 320 
50 289 
50 320 
50 320 
50 209 
50 219 
71-9159 
50-219 
60 289 
50 210 
50 289 
60 320 
50 289 
50 280 
50-289 
50 320 
50 320 
50 320 
50 320 
60-320 
50 289 
50 289 
60-320 
PR 

60 320 
50 320 
50 289 
50 289 
50 320 
50 320 
50 219 
50 289 
50-289 
50-289 
50 320 
50 209 
50 209 
50-289 
50 289 
50320 
50-289 
50 289 
50-289 
50 320 
50-320 


O 

o 


p 

Q 

P 

P 

P 

P 

P 

P 

Q 

P 

S 

P 

P 

P 

Q 

P 

F 

S 

P 

P 

P 

F 

O 

S 

Q 

S 

R 

P 

R 

R 

P 

S 

P 

P 

P 

F 

P 

P 

F 

P 

P 

0 

P 

P 

o 

p 

F 

Q 

P 

P 

P 

P 

P 

R 

Q 

Q 

F 

V 

P 

P 


AUTHOR AFFILIATION 


GaoTfans, Inc 

Georgia Insliluta of Teclmotogy, Atlania 
GA 

Georgia Power Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8505300132 

8505300215 

8505300263 

8505300295 

8505300467 

8505300474 

8505300402 

8505300405* 

8505300500* 

8505310041 

0505310048* 

8505310100 

8505310100 

8505310233 

8505020048 

8505130067* 

8505060441 

8505150077 

05051501 10 

0501250312 

0505020236 

8505020290 

B505030274 

8505030274 

8505030476 

8505030476 

8505030677 

8505060205 

8505060205 

8505060441 

8505060445 

8505060495 

8505070113 

8505070113 

8505070316 

8505070321 

8505070321 

B5050D0273 

8505000273 

8505000572 

0505090576 

0505090613 

8505100006 

8505100170 

0505100207 

8505100280 

8505100343 

8505130420 

0505140335 

0505140389 

8505160351 

8505160351 

0505160380 

8505160380 

8505160420 

8505160420 

8505170020 

8505170020 

8505170048 

0505170100 

8505170100 

8505170402 

0505170656* 

8505200242* 

8505200361 

8505200361 

8505200403* 

8505200500* 

0505210348 

0505210348 

8505210404 

8505210500 

8505220026 

8505230317 

8505230442 

8505230442 

8505230440* 

8505240016 

8505240016 

8505240053 

8505240087 

8505240007 

8505240131 

8505240131 

0505240163 

8505240163 

8505240564 

0505280276* 


60 289 
50 289 
50-289 
50-2B9 
60-210 
50-210 
50-289 
50-289 
60-209 
50-289 
50-209 
50-289 
60-320 
PR 

WASTE RES 
CONTRACT 
50-424 


60-160 

50-276 

50-424 

60-321 

60-321 

50-321 

50-321 

60-424 

60-424 

60-366 

60-424 

60-424 

50-424 

50-424 

60-424 

50-321 

50-321 

60-321 

60-321 

50-321 

60-424 

60-424 

60-321 

60-360 

60-366 

50-424 

50-424 

50-424 

60-424 

60-424 

60-424 

60-321 

50-424 

60-424 

60-424 

60-424 

60-424 

50-424 

50-424 

60-424 

60-424 

50-366 

50-321 

50-321 

60-366 

60-321 

60-424 

60-321 

60-321 

60-424 

50-321 

60-424 

60-424 

PR 

60-321 

50-321 

60-360 

60-424 

60-424 

60-424 

60-321 

60-321 

50-921 

60-424 

60-424 

60-424 

60-424 

60-424 

60-424 

60-366 

50-424 
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434 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Gfiofgia, Slate: o1 


Georgia, Univ of, Athens, QA 
GeorSans Against Nuclear Energy 
Germany, Fwral flepubiic of 
Geseilschaft fuer Nuktear Serv)Co, mbH 
GilbenyCommonweailh, inc (formerly 
Gilbert Associates, Inc) 

Golcfer Associates 


Goodson & Associates, lnc> 

Gouid, Inc 

Govamnient Acoounlabiiity ProfGcl 


Graterlord Prisoners 


Great Aliantic & Pacific Pipe Welding & 
Conslniction Co . inc, 

Guiid, R. 


Gulf Engineenng Co., Inc 
Gulf Slates Utilities Co 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

accession 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

S5Q52a0370 

50’368 

P 


8505140431* 

50-458 

8505280375' 

50-366 

P 


8505140457 

50 458 

8505280^60' 

50-424 

A 


85051 5047 1 

60 458 

85052003^10 

60-424 

E 


0505170384 

60 468 

8505290406 

50-424 

A 


0505170550 

50 458 

8505290575 

60-321 

S 


6505200368 

60-460 

8505310195 

50-366 

S 


0505200418 

50 450 

6505100101' 

50-424 

F 


8505200420* 

50-458 

0505150596' 

CONTRACT 



8505210598 

60-456 

8505200387' 

FOIA 



8505220018 

50-458 

8505210340 

50-424 

F 


0505230204 

S0-45B 

8505280489* 

50-424 

A 


B50523D235 

50 458 

BS050604B6 

50-424 

Q 


0505240007 

50 458 

B 505020254' 

PROJ 



0505240334 

60 458 

8502260461 

PROJ 



0505240337* 

60 468 

8505070522 

60-440 

S 


8505240342* 

60 458 





8505240474 

50 458 

8505240202' 

50-440 

F 


8505200138 

60-458 

8S05010602 

WASTE RES 



0505280184 

50-458 

050501061 1 

WASTE RES 



8505280353 

50-458 

6505160343 

WASTE RES 



B505280363 

50-458 

6505160644 

WASTE RES 



Q5052Q0088 

50-458 

8505170207* 

WASTE MGT 



0505290239 

60-458 

8505200078 

WASTE RES 



0505290307 

50-468 

0505230608 

40-3453 



0505290327 

50-458 

6505310527 

40 8102 



0505290335 

60-458 

6505310332 

QA99g 



8505200341 

50-458 

6505090219 

50 276 

P 


0SO5200371 

60-458 

6505090219 

50-275 

P 


8505290407 

50-458 

8505100437 

50-323 

E 


8505290420 

50-450 

0505100437 

50-323 

E 


B50S290429 

50-458 

0505150076 

FOIA 



6505200433 

50 4SB 

8605 160511 

50 440 

H 


0505290451 

50 458 

8505160591 

50-445 

Q 


6505290466 

50 468 

8505160628 

60-402 

6 


0505290489 

50-458 

0505210022 

60-289 

Q 


0505290498 

50 456 

8505240009* 

FOrA 



0505290501* 

60 458 

0505300082* 

FOIA 



8505290512 

60 458 

0505300087* 

FOIA 



8505290694 

60 458 

8505300134 

FOIA 



8505290709 

60 458 

8505150003 

50-352 

Q 


8505300343 

50 45B 

3505220001 

50-352 

Q 


8505310469 

60-456 

3505220001 

60*362 

G 

HHS, Oepl of, U S Public Health Servic 

8605010116* 

CONTRACT 

3505220009 

60-352 

Q 

Hanford Engineering Development 

8505070543 

NUREQ 

6505220009 

50-352 

Q 

Laboratory 



8505130463 

60 277 

P 


8505070562 

NUHEG 




Harmon, Weiss & Jordan 

0505140323 

50 289 

8505300523 

50-456 

Q 


0505160248 

WASTE MGT 

8505300523 

50-456 

G 


0605300001 

50 275 

8505300525* 

60-456 

Q 


6505300148 

50-269 

8505300525' 

50-456 

Q 

Hatch, Inc. 

0505160314 

60-237 

8505130231* 

60-382 

A 

Health Physics Services, Inc , Potomac, 

6505210243* 

FOIA 

8505130271* 

60-382 

A 

MD 



6408030290 

50-458 

S 


8505210247* 

FOIA 

8505010070 

50-458 

S 


6505210256* 

FOIA 

8505010085 

50-458 

S 


8605210260* 

FOIA 

8505010256 

60-458 

s 


8505210302* 

FOIA 

6505010263 

60-458 

s 


8505210317* 

FOIA 

6505010450 

60-450 

s 


0605210331* 

FOIA 

8505010595 

60-460 

s 

HoalthMate, Inc 

0505150061 

FOIA 

8505010600 

50-456 

s 

Helgeson Sclentlflc Services, Inc. 

8505100315* 

FOIA 

8505010605 

60-468 

s 

Hercules, InC. 

7006070379* 

FOIA 

8505030049 

60-458 

8 


8001040343* 

FOIA 

8505030577 

60-456 

8 


8101270772* 

FOIA 

B50S030713 

50-458 

S 


8605210019* 

FOIA 

8505030717 

50-458 

S 


8505210026* 

FOIA 

6505060533 

60-458 

s 


6605210027* 

FOIA 

6505060538 

50-458 

s 


8605210032* 

FOIA 

8505060542 

50-458 

& 


0605210042* 

FOIA 

8505070460 

60-458 

8 

Hexcel Corp 

0505030255 

QA999 

8505070478 

60-458 

S 

Hittman Nuclear & Development Corp 

0505080514* 

71-9161 

8505070491 

50-456 

s 

fsubs. ol Hiltman Corp ) 



0505080051 

60-450 

s 

House ol Rep. 

0408230324* 

60-402 

0505080116 

60-458 

A 


0408230452* 

60 402 

8505000170 

50-458 

A 


8400240162* 

50-482 

6505080259 

60-466 

F 


8605140273* 

FOIA 

6505080333 

50-468 

S 


0505160666* 

60-440 

8S050B0335 

50-458 

A 


0505300285 

50 289 

8505080338 

60-468 

S 


0505300372 

50-260 

8505090501 

50-458 

s 


8505300522* 

50 416 

0505090510 

50-458 

s 


0505300526* 

60 416 

65051 002SQ* 

60-450 

0 


0505310273* 

FOIA 

6505100306* 

60-458 

Q 


0505310270* 

FOIA 

6505130285 

50 458 

Q 


8505310284* 

FOIA 

8505130408* 

50-458 

0 


0505310476* 

FOIA 

8505140174 

60-458 

K 

House of Rep., Energy A Commerce 

0605160210* 

FOIA 

B50S140178* 

60 458 

K 

House of Rep., Interior A Insular Affair 

8505300142* 

60-327 

8505140189* 

60-458 

Q 

House of Rep., Science A Technology 

0505310475* 

FOIA 

8505140302 

60-458 

A 

Houston Lighting A Power Co 

0504160317 

50 498 





CORPORATE SOURCE INDEX 435 


AUTHOR AFFILIATION 


Hovis, Cockfill, Weaver & Bjur 
Hun^on & Williams 


Husted, C-A. 

Hyrfro Engineering 

Hydrogen Control Owners Group 
Iclaho NQtional Engineering Laboratory 


Illinois Power Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8505010400 

850501 0490 

0505010507* 

8505010507* 

0505010514* 

8505010514* 

0505020439 

0505020439 

0505060020 

8505060029 

8505060329 

0505060329 

8505080333“ 

8505060333* 

8505060520 

8505060523 

8505070502 

8505070502 

0505070500 

8505070506 

8505030097 

0505030097 

8505030100* 

8505030100* 

8505000200 

0505100406 

0505100406 

8505100411* 

8505140381 

8505150101 

0505200367 

0505200538 

85062 1Q0GB 

Q5052 10006 

8505220003 

6505220003 

8505240261 

8505280227 

8605160062 

8606060501 

0505060500 

0505070463 

8505080160 

8505130294 

B5O513O204 

6605130304* 

0605130304* 

0505140270 

8505140303 

8505140396 

0605140444 

050614O447* 

0506200831 

8505160033 

0605000017* 

0506160461* 

8506300373* 

03063000QO* 

8309300076* 

8506310180* 

0506020143 

8505020211 

0505020223 

8505020233 

8505020237 

8506020307 

6605020489 

8505030001 

0506060074 

0505060345 

0505000347 

8605070264 

8605090278 

0506090209 

0606090507 

0606160144 

8505170012 

0605170015* 

8605170016* 

8605170122 

8606170126* 

06061 70600 

0605200281 

0605200082* 

8505210205 

8505210316 

6606220002 

6B0622007C 

B60B230102 


50 498 
50 498 
58 498 
50 408 
50^498 
60-498 
50-498 
50-408 
50-498 
50-498 
50-408 
60-498 
50-400 
50-498 
50-490 
50-490 
50-490 
50-400 
50-498 
60-498 
60-498 
50-498 
60 498 
60 493 
50 498 
50 490 
50 493 
50-493 
50 400 
50499 
50 498 
PR 

60 493 
60-493 
50 493 

59 493 
50 493 

60 400 

WASTE MQT 

50 322 

50 322 

60 322 

60 322 

50-338 

50^338 

50-338 

60-330 

60-322 

60-330 

60-338 

60-322 

60-322 

50-322 

50-200 

40-6050 

40-208 

FOIA 

60-302 

60-382 

TOPREP 

60-401 

60-481 

60-461 

60-461 

60-461 

60-461 

50-461 

60-401 

60-401 

60-401 

50-401 

50-401 

60-401 

60 461 

60-461 

50 461 

70 2947 

70 2947 

70-2947 

60-401 

60-431 

60-481 

50 481 

69 462 

60 401 

69 461 

60 401 

60 401 

60-401 


G 

G 

G 

G 

G 

G 

A 

A 

S 

S 

K 

K 

K 

K 

S 

S 

S 

S 

G 

G 

K 

K 

K 

K 

S 

A 

A 

A 

G 

A 

A 

A 

A 

A 

A 

Q 

A 

Q 

Q 

Q 

Q 

G 

Q 

Q 

Q 

G 

Q 

Q 

Q 

Q 

Q 

Q 


A 

A 

S 

S 

8 

S 

E 

S 

8 

S 

3 

S 

Q 

A 

K 

A 

S 

A 


A 

A 

S 

F 

a 

B 

S 

A 

P 

S 


AUTHOR AFFILIATION 


Illinois, Stale of 


IlIFnois, Stale of. Dept ol Nuclear 
Safety 


llllnole, Unlv of, Urbona, IL 


(mpoll Corp 


Incifanp A Midi loan ElocUlc Co, 


jndlana & Michlgon Power Co. 
lndeno8la,Govi, of 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0505240292 

0505200210 

0505290144 

0505290269 

0505300077* 

0505310360 

0505100101 

8505140415 

8505200325 

8505200329 

8505240315 

6505240303 

0505300520 

0506240265 

0505290100 

8505290100 

0505299100 

0505290255 

0506200262 

8505200348 

6505290364 

0505299364 

85052904 E>2 

0506299492 

0505 2 G 0520 

Q5D5209520 

0505310324 

0505020200 

0605240415 

85052404 1 8* 

B505030424* 

D505030430* 

B6052 19102* 

0505230992* 

0502280153 

0505020996 

8505030204 

8505060007 

0605060968 

850SD60003 

8505060400 

Q505070165 

8505070166 

8505070234 

0505070234 

3505080408 

0505090508 

8505130573 

8505140304 

8505140304 

05051 6029 7 

8505160297 

8505150303* 

9505160303* 

95051G0134 

8505100134 

8505170363 

9605170570 

9505170504* 

9505200120 

9505200126 

0505210421 

0505210631 

0505210631 

0505220248 

6505220254* 

0505220262* 

8505220206 

8505220290* 

8605220297* 

8505220303* 

8505240163 

0505240163 

0505240270 

0505240405 

0505240503 

8505240507* 

8506240611 • 

8505280100 

8596200172 

BB05200172 

8505200236 

B50&230247 

8505200269* 

6505290700 

6605290700 

0605140525 

0605300110 


50-461 

50-461 

50-461 

58 461 
FOIA 
50-461 
50-401 
40-2001 
40-2061 
40-2001 
40-2061 
40-2061 
40-2061 
PR 

50 237 
SO 237 
50 237 
50 373 
50 237 
50 295 
50-237 
60 237 
60 373 
69 373 

59 373 
69 373 
PR 

71-5057 
71-637 
71-637 
50 200 
50 206 
50 312 
00 206 
£0316 

60 316 
60-316 
60-316 
60 316 
60 316 
50-316 
00 316 
60 316 
80 316 
60 315 
60 316 
50*316 
50*316 
50*315 
50*316 
60-316 
60 316 
60*316 
60*316 
60-316 
60*315 
60-315 
60*316 
60*316 
60*316 
50*316 
60*316 
60-316 
60-316 
60-316 
60*316 
60*316 
60*315 
50*316 
50*316 
50-316 
60*3iei 
60.316 
60*316 
60*316 
50*316 
60*316 
60*316 
60-310 
60*315 
50-316 
60 315 
60 319 
60>31Q 
60-316 

60415 

60416 
XPORTL1C 


A 

A 

A 

A 

F 

A 


P 

P 

P 

F 

P 

P 

P 

P 

P 

P 

P 

P 


P 

P 

F 

P 

S 

P 

P 

s 

F 

F 

S 

F 

F 

F 

F 

S 

s 

R 


P 

P 

P 

P 

P 

S 

F 

F 

S 

S 

Q 

S 

s 

s 

s 

s 

s 

s 

s 

s 

F 

F 

R 

n 

s 

s 

s 

p 

R 

R 

P 

8 

S 

P 

P 

F 







436 CORPORATE SOURCE INDEX 


AUTHOR AFFfLIATiON 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

Information Syslenns & Natwork Corp 

8505080231* 

CX)NTRACT 



0605060107 

WASTE MQT 

Institute of Nuclear Power Operatjons 

8207060079* 

50 267 

P 

Japan, Govt of 

8505160243 

XPORTLIC 


021O1SO573* 

50 213 

P 


6505300691 

XPORTLIC 


8210160573* 

50^213 

P 


0605310571 

XPORTLIC 


8301060525* 

FOIA 


Jefferson, R M 

8505130409* 

50-338 


8505160011* 

50-327 

P 

Joint Intervenors - Waterford 

0505070549 

50*382 


8505160015* 

50*265 

P 

Jones & Laughlln Steel Cora (eubs of 

8505210120* 

FOIA 


8505150015* 

50 255 

P 

LTV Co) 




8505150024* 

50*280 

P 


8605210127* 

FOIA 


B 5051 50051* 

50 321 

P 


8505210192* 

FOIA 


8505150056* 

50 331 

P 


6505210207* 

FOIA 


8505160071* 

50 269 

P 


8505210214* 

FOIA 


8505150071* 

60 269 

P 


8505210223* 

FOIA 


8605150074* 

SO 269 

P 

Justice, Dept of 

8505100460* 

FOIA 


8505150092* 

60-317 

P 


6505100466* 

FOIA 


8505150103* 

50*369 

P 


6505100469* 

50*368 


8605150113* 

60 259 

P 


6505100475* 

50-358 


8506160113* 

50 259 

P 


8505240009* 

FOIA 


8605150121* 

50 261 

P 

KMC, Inc 

0505070357 

PR 


8505150135* 

50*309 

P 

KOH Systems, fnc. 

8505080367* 

CONTRACT 


8505150135* 

50*309 

P 

Kansas Gas & Electric Co, 

8503050017 

50 462 


8505150150* 

50*334 

P 


8505030403 

SO 462 


0505150160* 

50*334 

P 


6605060071 

50 462 


8506150163* 

50 316 

P 


8505070322 

50 4B2 


8605160163* 

50 315 

P 


8505090240 

50 462 


8505150167* 

FOIA 



8505090550 

50-482 


8505160174* 

FOIA 



8505090568 

50 482 

Inter Systems, Inc , 

0505080109* 

CONTRACT 



8505090619 

50-482 

Interior, Dept of 

8503070603* 

CONTRACT 



8S05100266 

50*482 


8505010040 

PR 



8505 130365 

50-482 


8505210513* 

CONTRACT 



6505130437 

50-482 

Interior, Depl. of. Bureau of Land 

8605200032 

MISC 



0505140203 

50-482 

Management, 





8505140206* 

60-482 

Interior, Dept, of, Bureau of Mines 

B505160350 

WASTE RES 



6505170179 

50 482 

Interior, Dept of, Qeological Survey 

0505280147* 

50*424 

A 


8505170240 

50 482 


8505280180* 

50-424 

A 


0505200180 

50 482 


8505280191* 

60 424 

A 


6505200406 

50 482 


8505280199* 

60 424 

A 


0505210137 

50 482 


8505230208* 

60-424 

A 


0505210299 

50 432 


8505280220* 

50*424 

A 


8505240631 

50 482 


8505280241* 

60*424 

A 


8505200047 

50-482 


8505280245* 

50 424 

A 


8505200340* 

50-482 


8505280349* 

FOIA 



0505290440 

50-482 

International Energy Associates, Ltd 

8505310134 

PR 



8505290454 

50-482 

Iowa Electric light A Power Co 

8505070055 

50 331 

P 


850526046B* 

50*482 


85050501 41 

50 331 

Q 


8605290517 

50*482 


8505080148* 

60*331 

Q 


B505290545 

S0 4B2 


8505100173 

50*331 

Q 


6505290549* 

50*482 


8505100175* 

60*331 

Q 


0505290693 

60 482 


8505100235 

50*331 

R 


6505300103 

50 482 


8505100240 

50*331 

P 

Kansas Stale Univ , Manhattan, KS 

0505070421 

71*534 


8505170273 

50*331 

F 


8505210542 

71*634 


8505200554 

PR 



8505210546* 

71*634 


8505210291 

50-331 

P 

Kansas, State of 

8505160165* 

50 482 


8505230070 

50*331 

F 


8505160211* 

50 482 


8505230084 

50-331 

S 


8505160224* 

50-482 


a 50528 0402 

60-331 

R 


8505290695* 

50-482 


8 505290 491 

50*331 

F 

Kansas, Unlv of, Medical Center, Kansas 

8505240310 

PR 


8 505300341 

60-331 

Q 

City, KS 




6505300340* 

50*331 

Q 

Kellogg Co 

8605170127* 

FOIA 


8505300397* 

50-331 

Q 

Kendorski, F.S. 

8605160552 

WASTE MGT 


8505300420 

60-331 

1 

Kerr-McGee Chemical Corp. (subs, of 

6503050408 

PR 


B605300438* 

50*331 

1 

Kerr-McGee Corp ) 



Iowa, State of 

6505100419 

50-331 

P 


8503050412* 

PR 


6505220070 

PR 



8505200302 

40 2681 

Isham, Lincoln & Beafo 

6505010463 

60-456 

G 


8505200308* 

40 206! 


6605010482 

50-456 

Q 


8B05310094 

40 2081 


8505010482 

60*456 

Q 

Kerr-McQee Corp. 

8505160007 

40 8027 


6505010519 

60-456 

Q 


6505 16061 9 

40-8027 


8505010519 

50-456 

G 


6506220302 

40*8027 


85 0501 0522* 

60-450 

G 


0506220306* 

40-8027 


8505010522* 

50*460 

G 


8605230764 

40-8727 


8505020223 

60-456 

G 


8505240291 

40*8027 


8505020223 

50*466 

G 


6505280180 

PR 


8506060489 

50-458 

G 

Kershaw County Safe Energy Project 

8505200534 

PR 


8505070279 

50-456 

Q 

Keyboard Communications, fnc. 

0505290660* 

CONTRACT 


8505070279 

50-450 

G 

King & Spalding 

0505300151 

FOIA 


8505070327 

60-466 

G 

Kirkpatrick & Lockhart 

8505070250 

60*322 


8505070327 

60*456 

Q 


8S05060201 

60-322 


8505080403 

50-456 

G 


85050B0209* 

50-322 


0505130343 

60 466 

G 


8505090598 

60 322 

J A Jones Constnjction Co, 

0506130203* 

50-362 

A 


8505090602* 

50 322 


8506130204* 

50-362 

A 


8505140076 

FOIA 

JBF Associates 

8506070006 

NUREG 



8505140230 

50 322 


8505070170 

NUREQ 



8505150010 

50 322 


8505070184 

NUREG 



8505170079 

50-322 

Jack R Benjamin & Associates, Inc 

8505280428* 

50-295 

P 


8506170083* 

50 322 

Jacobs Engineering Group, Inc. 

8505010556 

WASTE MGT 



8506170094* 

50 322 


8505030300 

WASTE MQT 



8505200239 

60*322 
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CORPORATE SOURCE INDEX 437 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


8505210004 

60-322 

G 



8505220010 

60-322 

G 



8505200059 

60-322 

G 


Kramer, M W . MD, 

0505300834 

50-322 

G 


8505300010* 

FOIA 


Lodge, T J 

Lor>g Boach, NY 

Long Island CoalitJon for Safe Living 
Long Island Lighting Co 

Kloch Corp 

LAND, Inc 

8505300022* 

8505230306* 

0505230314* 

8506200526 

FOIA 

FOIA 

FOIA 

PR 


Labor, DepI of 

0301100030* 

FOfA 



Lake County. OH 

8505070267 

50 440 

F 


Lakeland Audubon Society, Inc 

8505200522 

PR 



Law Engineering Testing Co 

8505010313 

WASTE MQT 



Lawrence Berkeley Laboratory 

8505160590* 

WASTE RES 



Lawrence Livermore National Laboratory 

0208200002* 

FOJA 




8211190009* 

FOJA 




8305160221* 

50-260 

P 



B305260261* 

FOIA 




8402280007* 

FOIA 




04O43OO3S&* 

FOIA 




0504240710* 

60416 

F 



8505020643 

WASTE RES 




8605070560 

NUREQ 




0506160344* 

WASTE MQT 




8505200250* 

FOIA 




8605200264* 

FOIA 




8505200276* 

FOIA 




8506200204* 

FOIA 




8506200306* 

FOIA 




8505200311* 

FOIA 




8505200318* 

FOIA 




8606200324* 

FOIA 




0505200331 * 

FOIA 




8605200334* 

8605200339* 

FOIA 

FOIA 


Los Alamos ScJonllfic Laboratory 

Lou Is* Allis Co. 


8605200340* 

8605200349* 

FOIA 

FOIA 


Louisiana Power & Llglit Co 


8505200364* 

FOIA 




0505200373* 

FOfA 




8505200379* 

FOIA 




8505200305* 

FOIA 




8505200401* 

FOIA 




8605200404* 

FOIA 




8505200412* 

FOIA 




8505200417* 

FOIA 




8605200421* 

FOIA 




8606200420* 

FOIA 




8605200434* 

FOIA 




8606200438* 

FOIA 




8606200443* 

FOIA 




8505200448* 

FOIA 




8605200467* 

FOfA 




8606200560* 

FOIA 




8606200561* 

FOIA 




0605200574* 

FOIA 




8505200583* 

FOIA 




8606200617* 

FOIA 




8506230004* 

FOIA 




8606230016* 

FOIA 




8605280080 

NUREQ 




0605290247* 

60-443 

A 



8605290263* 

60-443 

A 



0606290272* 

60-443 

R 

Love, A R. 

LeSoouf, Lamb, Leiby & MacRao 

0506290260* 

60 443 

R 

Lovett & Linder, Ltd. 

8506030524 

60-280 

0 

Lowell, Univ. of, Lowell, MA 


8606030629 

60 280 

G 


8605090531 

50320 

0 


Legal Envlronmertlal Assistance Foundatlo 

8605200630 

6605310204 

PR 

PR 


MDA Consulling Group, Inc. 

MHQ Technical Associates 

8605200067 

60172 

W 

MJM & Associates 

Lehman, L.L„ PQj 

0505000110 

WASTE MGT 

MPR Associates, Inc. 

Lewis, M 

0505210384 

PR 

H 

Maine Nucloar Referendum Commlttoo 

Limerick Ecology Action 

8606240264 

60*289 

Maine Yankee Atomic Power Co. 

8606200342 

00*362 

0 

8505200342 

80 362 

Q 



0606210008 

60*362 

G 



6605220024 

60*352 

G 



0606220024 

60*352 

G 



8505220033* 

60352 

O 



8606220033* 

60 352 

G 



8506220046* 

60*362 

Q 



8606220046* 

60*352 

G 


Unsley. Kreogar & Aasoclates, Ltd. 

6606100430* 

FOfA 



Lockheed Aircraft Corp. 

6605200122* 

FOfA 



8505200168* 

70278 




0606200172* 

70276 


Maine, Slato of 


8506200226* 

60*172 

Q 


8506200238* 

60*172 

P 

Malllnckrodt Inslitulo of Radiology 


8606200265* 

60*172 

P 

Mallinckfodi, fno. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8595200270* 

50-172 

8505200333" 

50-172 

8505200330* 

50 172 

8505200350* 

50 172 

85052-1 0600 

50 440 

8SD5260046 

50 322 

8505300532* 

50 322 

0SO506O508 

50 322 

8505070254* 

50 322 

0505070256* 

50 322 

05OSO7O4B3 

50 322 

0585100243 

59 322 

0505100372 

50 322 

0505130244 

50 322 

0506140149* 

FOfA 

8505140170* 

FOIA 

8605 140208* 

FOIA 

0505140279 

50 322 

0505140447* 

50 322 

8605140449* 

50 322 

8505140450* 

50 322 

0505160432 

60 322 

0505160004 

SO 322 

6505170474 

60-322 

8605230592 

50 322 

8505280060 

PR 

6505280295 

50.322 

O5O52BO404 

50 322 

8505200228 

60 322 

8605300254 

60-322 

8605300471 

60-322 

8505310047 

50-322 

8505310409 

60-322 

0605020003* 

WASTE RES 

8505240452 

60-354 

0505010414 

60-382 

050501045 B 

50-302 

0505010569 

50-302 

8505020167 

60-302 

8505020438 

60-302 

85050601 85 

60-302 

0505070241 

60-382 

8505070246* 

60-382 

8595080403 

50-382 

0505090524 

60-3B2 

0505130276* 

FOIA 

0505140013 

60-332 

0505160103 

50-332 

9505160207 

60-382 

0505160212* 

60-332 

0505170400 

50-332 

0605170404* 

50-332 

850621 03D5 

60-382 

0505210405* 

50-382 

0505210420 

50-382 

8505210472 

50-382 

8506220090 

60-982 

0505240052 

60-332 

0505240464 

60 932 

8595280120 

60 932 

6595290430 

60 302 

659531 06B2 

50.382 

8605220001 

50 352 

0505220009 

50 352 

0505300401 

60 223 

0505300405* 

50 223 

8505300412* 

50 223 

0605160318* 

FOfA 

0505009210* 

60-322 

0505020146* 

CONTRACT 

8505230775* 

CONTRACT 

8505200526 

PR 

8505020363 

60-30& 

8605020370* 

50 300 

8585080176 

50 300 

8585100344 

50 300 

8505200609 

50.300 

8605210373 

50 300 

8505240437 

GO 300 

8506240441* 

50 309 

0505200139 

50-309 

8505200142* 

50 309 

8505300430 

60.309 

8505310243 

00-309 

8505310270 

00 309 

8505130222 

00-443 

8505200542* 

CONTRACT 

0605200266 

PR 

0505200526 

PR 


X*o*nDTJ-OTJ" 0 -nOO*o'o*o O DlD£DOOC0tiC0M3J0>-0"0 Tj-o'n-tiioco eoCOTJ'oaJODviCp'nCi? coOOO^OO CQCnQmOfDQQ _COCoQODC500055SO 




































438 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATtOH 


Manergetic Systems 
Manhattan Col lego, Riverdala, NY 

Maplelon ^nterva^of8 
Marsh & Mctannan, Inc 


Maxubeni America Corp (subs, of Maruben 
Corp) 

Massachusetts Institute of Technology. 
CambnHge. MA 


Massachusetts, Commonwealth of 
Materials Engineerfng Associates, Inc. 
McGraw Hill PubficalTona Co 
Memorial Hoap Medical Center, long 
Beach. CA. 

Mercer LIrIVm Atlania, GA 
Mercu7 Co. of Norwood. Inc 
Mercy Medical Center. C^n Rapids, MN 
Metropolitan Edison Co. 

Mictiigan, State of 
Michigan. Unfv. of. Ann Arbor, Ml 


Middle South UtJlIUes. Inc. • Middle 
South Energy, Inc 
Miller. D.S. 

Minnesota Public tnleresl Research Group 
Minnesota, Slate of 


Mississippi Power & Light Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


S&0510044S 

FOJA 


0505310272 

60-109 

H 

8505310358 

50-199 

H 

8505010520 

50-329 

Q 

8505020184 

TOPREP 


8505020261 

TOPREP 


B505060016 

60-344 

J 

8506060030 

50-316 

J 

6505060248 

50-250 

J 

8505080263 

60-260 

J 

850508028 7 

60-302 

J 

6605080300 

50-335 

J 

6505080301 

60-327 

J 

6605080305 

50 321 

J 

8505080305 

60-321 

J 

6505060308 

60-259 

J 

6505060320 

60-340 

J 

8505090084 

TOPREP 


8505090274 

50-280 

J 

8505170331 

60-244 

J 

6505170300 

60-293 

J 

8505170468 

50 220 

J 

8505170468 

50-220 

J 

6505170461 

60-346 

J 

8505210353 

60 390 

J 

8505210423 

50 213 

J 

8505240167 

60-213 

J 

8505310102 

TOPREP 


8505290168 

XPORTLIC 


05052901 74* 

XPORTLfC 


8505090480* 

FOfA 


8505100409* 

FOIA 


6505200407 

PR 


6505160313 

50 443 

G 

8505230530* 

CONTRACT 


8505170011 

FOIA 


6505240235 

PR 


850524030S* 

FOIA 


6505130218* 

60-382 

A 

8506200558 

PR 


850S030519 

50 289 

G 

8505200512 

PR 


0505010575* 

CONTRACT 


8505100373 

60-2 

F 

8605100374* 

60 2 

F 

8505100376* 

50 2 

F 

8505210411* 

60 382 

I 

8311080610* 

50-309 

G 

8505200575 

PR 


8505070104 

PR 


8505070382* 

PRM 


6505200424 

PR 


8501240321 

50-410 

R 

8505010176 

60 416 

S 

0505010188 

50 416 

S 

0505010209 

60-417 

S 

8505010249 

60-416 

S 

8505010249 

50-416 

s 

8505010260 

60-417 

s 

0505020129 

50 416 

p 

6505020132 

60 416 

p 

6505020256 

50-416 

p 

8505060093 

50-416 

p 

8505060265 

60 416 

p 

ESQ5060052 

60-41 6 

p 

8505000079 

50-416 

J 

8605090079 

50*416 

J 

8505090252 

60-416 

J 

8S05090252 

50 416 

J 

8505090365 

50 416 

p 

8505090371 * 

60-416 

p 

8505090375* 

$0-416 

p 

8505090377* 

50-416 

p 

8505090533 

50-416 

s 

6505100180 

50 416 

s 

8505100102 

71-6601 


8505100316 

60-416 

F 

0505100321* 

60-416 

F 

8505100359* 

60 416 

P 

8505100495 

60-416 

S 

8505130426 

60-416 

J 

8506130426 

50 416 

J 

8505140325 

60-416 

P 

8505160108 

60-416 

P 

0605160108 

50-410 

P 


AUTHOR AFFIUATION 


Mississippi. State of 


Missouri. State of 

Missouri, Univ. of, Columbia. MO 


Missouri, UnW of, Rolla, MO 

Mitsubishi international Corp (subs, of 
Mitsubishi Corp } 


Mitsui & Co. (USA). Inc. (subs, of Mitsu 
&Co,Ud) 

Mohr & Associates 
Monroe County, Ml 

Montgomery Coonly Legal Aid Service 
MorrisomKnudsen uo , Inc 


Mutual Atomic Energy liability Underwrit 
era 

N.M. Newmark Consulting Engineering 
Services 

NO Resources, Inc. 

NUS Corp. 


NWT Corp, 

National Academy of Sciences 


National Aeronautics & Space Admin. 
National Council on Radiation Protection 
& Measurements 
National Nuclear Corp. 

National Organlzallon of Test, Research 
Training Readers 


National Research Council 
Navy, Dept, of 

Navy, Dept of, Naval Research Lab. 
Nebraska Public Power District 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8605160283 

50-416 

B5051 60505 

50-416 

8505170004 

60 416 

0605170006* 

50 416 

8505170008' 

60 410 

8505170208 

TOPREP 

8505170592' 

60-416 

0505170595* 

60-416 

8505210060 

60 416 

8505210079 

60-416 

8505230281 

60-416 

8505230281 

50-416 

0505230065' 

60 416 

0505230663* 

60 416 

8505240476 

50-416 

8505280089 

60-416 

8505280106 

60-416 

8505290095 

50 416 

8506290506 

50 416 

8505200642 

50-416 

8505300206 

50-416 

8505300206 

60-416 

8505300378* 

FOIA 

8S05O3O506 

WASTE MQT 

8505030509* 

WASTE MGT 

8605070030 

WASTE MGT 

8505160306 

WASTE MGT 

8505230763* 

CONTRACT 

8503120185 

50-106 

8506140397* 

FOIA 

8505200406 

PR 

8605030521 

50-123 

8505090333 

50-123 

6505090394 

XPORTLIC 

0505160303* 

XPORTLIC 

8505200330* 

XPORTLIC 

0505290342* 

XPOFTLfC 

0505300371 

XPORTLIC 

8505300375* 

XPORTLIC 

8505090401 

XPORTLIC 

8505100432* 

FOfA 

0505310108 

PR 

8505150003 

50-352 

8505020426 

PT21 

B505D3D333 

WASTE MGT 

8505170618 

WASTE MQT 

8505090240 

50 269 

8505090341 

50-269 

8505170339* 

50-276 

8505290359 

40-8663 

8504190496* 

50-341 

8504190515* 

50 341 

8505070276* 

SO-440 

8505070423 

71-9159 

6605070503 

71-9151 

850B0D0490 

FOIA 

8505130310 

60 412 

8505130400 

FOIA 

6505210134 

FOIA 

0505210278* 

60-520 

0505230227* 

50 341 

8505300501 

FOIA 

8505080157 

50-206 

8605170371* 

ACRS 

8505170374* 

ACRS 

8605310551* 

CONTRACT 

8505060540 

WASTE RES 

8505230522* 

CONTRACT 

8505160320* 

XPORTLIC 

0505160329* 

XPORTLIC 

8505100400* 

FOfA 

0605100403* 

FOIA 

8505100405* 

FOIA 

8505100410* 

FOIA 

8505200548 

PR 

8505240006 

PR 

8506170374* 

ACRS 

8504300016 

71-540 

8504300017* 

71-540 

8505070526 

NUREG 

8506010513 

60-298 

8505030716 

50-298 

8505060384 

50-298 


P 

S 

P 

P 

P 

a 

Q 

R 

R 

F 

F 

Q 

0 

n 

s 

s 

s 

p 

s 

F 

F 


F 

R 

R 


G 


J 

J 

P 


A 

A 

F 


E 


P 

A 

H 


P 

S 

P 



CORPORATE SOURCE INDEX 439 


AUTHOR AFFILIATION 


Nebraska, Stale of 

NoiAor, B (Bob Neiner Farms, Inc ) 


Neutron Products, Inc 


Nevada, State of 

Now Hampshire, Stale of 
New Jersev, State of 

Now York Power Authority (formerly Power 
Authonly of the State of Now York) 


New York, Stale Univ. of, Albany, NY 
New York, Slate of 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

0505060385* 

50 296 

p 


8505070260 

50-290 

F 


8S05070291 

50 200 

P 


0505070298* 

50-200 

P 


0505070387 

50 200 

F 


8505080115 

50 208 

P 


8505090233 

50 298 

P 


8505090236* 

50 298 

P 


0505130449 

50-298 

P 


0505150073 

0505160009 

60-298 

50-290 

F 

P 

Newman & Holtzingor 

8605170128 

50-290 

Q 


8505210109* 

50-298 

Q 


0506230336 

50-208 

S 


8505280365 

50*298 


8605290136 

50-208 

J 


850529021 0 

50-290 

F 


0505290474 

50-290 

F 


0505310115 

50-290 

P 


8505310118* 

50*298 

P 


8505240366 

PR 


8505030705 

50-450 

G 


8505030705 

0505030707 

60-456 

50-450 

Q 

G 

Niagara Mohawk Power Corp 

8505030707 

50-456 

G 


8506030703 

60-450 

G 


0505030708 

50*456 

G 


0505030711 

60 458 

Q 


8505060447 

50 456 

Q 


8505090508 

50-456 

Q 


0505140237 

60-456 

G 


0505280007 

50 456 

Q 


05052400S3 

71-5384 



8505240145* 

71-0384 



8505240151* 

71-5364 



0506240166* 

71-5364 



0505240161* 

71-5364 



0605240165* 

71-6364 



0505240168* 

71-6304 



0505240173* 

71-6364 



0605240101* 

71-5364 



8505070302* 

PRM 



8505160209 

WASTE MQT 



8506010303 

50 443 

A 


0505200446 

PR 



0604050204 

50 286 

P 


8505010334 

60-333 

Q 


8506010427 

60 260 

Q 


8505010476 

60 333 

F 


8505010503 

60 333 

Q 


0606010509* 

60 333 

Q 


0606020012 

60 333 

P 


850502001 6* 

60 333 

P 


8505020017* 

60-333 

P 


8605030078 

60-286 

P 


8505030337 

60-206 

p 


0505030342* 

60*280 

p 


0606030346* 

60-286 

p 


0505030451 

60-286 

H 


8505030451 

60-286 

H 


6505030451 

60-286 

H 


8605060320 

60-286 

Q 


6505070260 

60*286 

P 


0605070302 

60-333 

P 


0606070306 

50-333 

Q 


8605070309* 

60*333 

Q 


8506070394 

8606070395* 

50-333 

60-333 

P 

p 

NIesho Iwal Amorfcarj Corp, 

6605000309 

60-247 

H 


6605080309 

8605090060 

60-247 

50-333 

H 

Q 

Noolor Corp 

6605160360 

0505170484 

60-200 

50-333 

H 

R 

North Carolina Municipal Power Agoncloa 

8605210077 

50-200 

P 


8505210124 

6505220004 

60-333 

60-200 

R 

F 

North Carolina Slalo Unlv , Rarolgh, NC 

8505220025 

60-206 

F 


6605290093 

0605290131 

0506290333 

60-206 

60-333 

50-333 

R 

Q 

8 

Nerlheaat Nuclear Energy Co, feubs of 
Northeast Ulilitroa) ' 

8605290360 

60-333 

S 


8605100040 

NUREQ 


8605210263* 

60-201 

p 


8505000209* 

60-322 

Q 


6505090590 

60-322 

Q 


0605090602* 

60 322 

Q 


0605100231* 

FOIA 



0605100272* 

FOIA 




ACCESSION SUBJECT 
NUMBER CATEGORY 


fl5051()030B' 

0505100320' 

8505170079 

8505170003^ 

8505200209 

850521000-4 

8505210263* 

8505290427* 

0505300334 

0505010490 

0505010490 

8505010502 

8505010502 

8505010507* 

6505010507* 

65050105M* 

8505010514* 

8505070506 

8505130410 

8505140381 

8505220066 

850524D2B1 

6502230163 

B505020235* 

8505080113 

8505080219 

8505060377 

6505080331 

OS85060393 

8S85060395* 

6585070195 

068507031 1 

85850703SO 

6505000523 

6505080530* 

8505090297 

6605130406 

8508130411* 

8505160322 

8505180132 

8505160140* 

8505180550 

6505170002 

6505170403 

0505170530 

6505200202 

6B052W22 

8505200431* 

8505210253 

0505220322 

B5D5230052 

6505230134 

6505230168 

0505230277 

6505240264 

0505240276 

6505240392 

0505240408 

0505240432* 

0505240460 

8605240470 

0505260067 

8605290166 

8605290130 

6505290355 

8505310175 

0505310456 

0605210170 

8505210173* 

8505210176* 

0505130134* 

0505130189* 

0605140287 

0505140370 

8505230310 

0505140327* 

8505310393* 

8505310412' 

8504230320 

8505070003 

8505070189 

0505070317 

6505070306 

0505070398 

8505D70546 

0505070650 

0505070656 

8505080181 


FOIA 

FOIA 

50-322 

50*322 

50*322 

50-322 

60*201 

STATE PRO 

60-322 

50-4&Q 

50*490 

60-490 

50-498 

50 498 

50 490 

60 490 

50 490 

50 498 

60 490 

50 498 

50-331 

50 490 

60 220 

60 410 

50 220 

60 410 

60 220 

60 410 

60 410 

60 410 

60 410 

60 410 

60 410 

70 2940 

70-2040 

50 410 

50220 

50 >220 

50 220 

60 410 

60 410 

50 220 

60 410 

60 410 

60 410 

60 410 

60 410 

50 410 

60-410 

60-4 ID 

60-220 

60-410 

50 410 

60-220 

50-220 

70-2948 

60 410 

50 220 

60-220 

60-410 

50-410 

50-220 

50-220 

50-410 

50-410 

50-410 

50-220 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POIA 

roiA 

60 400 

60 400 

60-400 

FOIA 

roiA 

FOIA 

CO-213 

60 423 
60-423 
60-423 
60-245 
CD-423 
60-423 
CO-423 
60 423 
CO 423 
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440 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Northeast Utilities 


ACCESSION SUBJECT 

NUMBER CATEGORY 


05O5OBO189* 

50 423 

K 

6505080345 

SO 336 

S 

6505090205 

50-336 

S 

8505090226 

50 423 

E 

8505090308 

50 245 

F 

8505090308 

SO 245 

F 

6505090303 

50 245 

F 

8505090315* 

50 245 

F 

8505090315* 

50 245 

F 

8505090315* 

50 245 

F 

8505090316 

50 423 

E 

B50S090521 

50 423 

S 

8505090552 

50-245 

1 

8505130379 

50 423 

c 

8505130384 

50-245 

p 

8505130385* 

50-423 

c 

8505130389* 

50-423 

c 

8505140253 

50-423 

F 

8505140448 

50-423 

A 

8505160110 

50-213 

P 

8506160306 

50-213 

P 

8505160452 

60-423 

Q 

8505160637 

50-245 

P 

8505160040 

50-245 

P 

8505170201 

50-245 

P 

8505170205* 

50-245 

P 

0505200456 

50 423 

S 

6505200463 

60 423 

s 

8505200471 

60 423 

5 

8505200554 

PR 


6505210297 

SO 423 

E 

8505230119 

SO 423 

S 

8505230265 

50 245 

P 

8505230270* 

50 246 

P 

8505230636 

50 336 

s 

8505230760 

70 3014 


8505240216 

50-336 

p 

8505240279 

50-245 

F 

8505240270 

50-245 

F 

8505240296 

50-245 

P 

8505240473* 

50-213 

Q 

8505280103 

50-336 

S 

8505200231 

50-423 

E 

8505280359 

50 423 

E 

8505290097 

50 423 

K 

8505290262 

50 336 

Q 

8505300414 

50 423 

S 

8505310200 

PR 


8505310221* 

PR 


0505310299 

50 423 

S 

8505310660 

50 423 

S 

8210160568* 

50 213 

P 

8504230326 

50 213 

H 

8505070003 

50 423 

A 

8505070169 

50 423 

E 

8505070317 

50 423 

Q 

8505070398 

60 423 

F 

8505070546 

50-423 

S 

8505070550 

60-423 

S 

8505070555 

50-423 

S 

6505080161 

60-423 

K 

8505090205 

60-336 

S 

6505090226 

60-423 

E 

8605090316 

60-423 

E 

6505090521 

60 423 

S 

0505090552 

50-245 

1 

6505090552 

60-245 

1 

6505090552 

50-245 

1 

8605100356 

TOPREP 


8505130379 

60-423 

C 

0505140180 

60-213 

P 

8505140253 

50-423 

F 

0505140448 

60-423 

A 

8505160110 

50-213 

P 

6505160308 

60-213 

P 

8505160452 

60-423 

Q 

8506160637 

50-245 

P 

8505160640 

50-245 

P 

8505 170201 

50-245 

P 

8505200456 

50-423 

S 

8505200463 

60-423 

s 

8505200471 

60-423 

s 

8505200664 

PR 


8505210297 

50-423 

E 

8505230116 

50 423 

s 

8505230265 

50-245 

p 

8505230636 

SO 336 

s 

8505230760 

70-3014 


8505240216 

50 336 

p 


AUTHOR AFFILIATION 


Northoasl Utilities Service Co {subs o 
Northeast UtillUes) 

Northern Stales Power Co 


Northrop Corp 
Nuclear Assurance Corp 

Nuclear Awareness Network 

Nuclear Control Inatllute 

Nuclear Data, Inc. 

Nuclear Energy Liability Insurance 
Association 

Nuclear Energy Services. Inc. 

Nuclear Fuel Services, Inc (subs of 
Getty OH Co.) 


Nuclear Information & Resource Service 


ACCESSION SUBJECT 

NUMBER CATEGORY 

8505240279 60*245 

0505240279 60-245 

8506240290 50*245 

8605240473* 60-213 

8505280103 60-336 

8505260231 60-423 

8605200359 50-423 

8505290282 50-336 

8505290463 50-245 

0505290463 60-245 

8505290463 60-245 

8505300414 60 423 

8505310209 PR 

8605310221* PR 

8505310660 50-423 

8506080106* 60-423 

8505200463 50-245 

8505020305 70-764 

8505030196 50-282 

850503020D* 60-282 

0505030218 50-282 

8505030218 60-202 

8505030260* 60-203 

0505030446 60-263 

0605030449* 50 263 

0505030454* 50 203 

8505030503 60 203 

6505030510* 60 263 

8506030514* 60 263 

8505060395 50 263 

8505060444 60 263 

6606070260 60 263 

D5O5O7O280 50 203 

6505070310 60 282 

8505070323 60 262 

8S05070323 50 282 

0505090288 50-263 

8505090208 50-263 

8505130346 60-263 

8505170460 50 282 

8505170469 50 282 

6505210573 60-203 

0505230751 70-754 

8505240207 50-263 

6505280194 50-263 

8505280198* 60*263 

8505280201* 60-263 

8505290030* 60-263 

8505290167 60-282 

8505290167 50-202 

8505290172* 60-282 

8505290417 50-202 

6505290421* 50-282 

8505300302 60*282 

6505000329 50-187 

8505030326 71-9010 

8505000463* CONTRACT 
0505160054 FOIA 

0506160057 60-402 

0505210206 PR 

0605310367* FOIA 

0606310440* FOIA 

0605000472* CONTRACT 
0605160059* CONTRACT 
0505090260 60-260 

0606090330 60 269 

0505310053* 50-322 

0506310059* 50-322 

0505310060* 60 322 

6505310060* 50-322 

0505010300 70-143 

8605020000 70-143 

8505020117 70-143 

8B0BO2O647 70-143 

850B080460 70-143 

850B090500 70-143 

8505140473 70-143 

8505160604 70-143 

8505170604 70-143 

8506200671 70-143 

0505230742 70-143 

0505240282 70-143 

0606240454 70-143 

8506200314 70-143 

8505070431 FOIA 

8505100205 50-416 P 
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CORPORATE SOURCE INDEX 441 


AUTHOR AFFILIATfON 


Miiclear fns^allalion Sorvico Co 
Nuctoar PacKoifling^ Inc 


PtMirraacy, Inc 


MiKlear Systems, Inc 

Nwioar Utility Group on Enforcomont 

Naclaar UHity Group on Equlpmonl 
Qualification 

Mucleon Loolern Associates, Inc 

01 Cap. 

Oak Ridgs Nalionaf Laboratory 


Offico of the Fedoraf Reglfttor 
OWoCrlizonsfor Responslblo Enorgy 


OWahoma Slate Univ , Stillwalof. OK 
Omaha Public Power District 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8505100406 

50-413 

8505150058 

50-309 

8505220060 

Pfl 

8505130206* 

60-362 

850507021 1 

71-9181 

8505080311 

71-102 

8505090506 

71-9200 

8505160642 

71-0073 

8505230698 

71-9073 

8505240090 

71-9132 

8505240170 

71-0196 

8505200673* 

71-9073 

0505290662* 

71-9073 

8505240120* 

FOIA 

8505240148* 

FOIA 

8505240166* 

FOJA 

8506240175* 

FOIA 

8505240239* 

FOIA 

8506240260* 

FOIA 

8505240268* 

FOIA 

8505240200* 

FOIA 

8505240204* 

FOIA 

8505240336* 

FOIA 

8505240354* 

FOIA 

8605240300* 

FOIA 

0505240413* 

FOIA 

0505240445* 

FOfA 

0505240450* 

FOIA 

0505240525* 

FOIA 

0505240530* 

FOIA 

0505240534* 

FOIA 

0505030357 

71-9180 

OS05090539* 

CONTRACT 

0605300086* 

FOJA 

8505300002* 

FOIA 

0505300358* 

FOIA 

0505300367* 

FOIA 

0505240065 

FOIA 

6505020830 

71 9163 

6505010324 

WASTE RES 

0503020423* 

GEN TEC 1 

0505030053 

WASTE RES 

0605030286 

WASTE RES 

05050601 1G 

WASTE RES 

8505060127* 

WASTE RES 

0505070006 

NUREQ 

0505070170 

NUREQ 

0505070102 

NUREG 


0505070184 

NUREQ 


0505070657 

NUREQ 


0505090305* 

FOIA 


0505180530* 

WASTE RES 


0505160576 

NUREQ 


0605160629 

NUREQ 


0505160635 

NUREQ 


0605160647 

NUREQ 


0505170010 

NUREQ 


8605210169 

WASTE RES 


8506210578 

NUREQ 


0505230203* 

FOIA 


0505 2305 19 

NUREQ 


0505230524 

NUREQ 


0505290531 

NUREQ 


8606230574 

NUREQ 


8506310134 

PR 


8505310268* 

60-200 

P 

8505230304* 

PH 


0502140101 

50-440 

Q 

0504090434* 

80-440 

A 

8505030602 

50 440 

G 

6506000262 

FOIA 


0505160002 

60*440 

G 

8505200520 

PR 


0505290005 

60 440 

G 

0505000108 

60 440 

A 

8505300242 

60*112 

V 

0505020431 

50-285 

1 

8605070100 

60-205 

F 

8505070203 

50-205 

P 

0605100107 

60 205 

S 

8605190399 

50 205 

F 

8605160370 

50*205 

R 

0606210393 

PR 


0605260230 

60*205 

R 

0605260233* 

60-205 

R 

8605260237* 

60-265 

n 

8606200127 

60-205 

P 

0605200300 

60 285 

P 


AUTHOR AFFJLIATION 

On-lif\G Computer Syaloms, Inc. 
Operations Analysis Corp 

OroQon, Slate of 

PSEAG Resoarch Corp 
Pacific Gaa A Electric Co 


Pacitlc Sdontillc 

Palinolto Alliance 
Paramotor, Inc 


ACCESSION SUBJECT 

NUMBER CATEGORY 

85052903 &d 50>285 P 

8505010 1<>3^ CONTRACT 

8505010517 50 277 P 

8505290751 60^277 Q 

B505020325 WASTE MGT 

0505030360 WASTE MGT 

8505070060 PR 
8505200181 50-272 

8502120065 50-275 

0505060526 50-275 

0505070305 50-275 

0505070305 50-276 

8505070452 60-133 

8505000173 50-275 

8505000230 50-323 

6505000246* 50-323 

6505080312 50-275 

0505080312 50-275 

6505080316" 50 275 

8505000315* 50 275 

8505090442 50 275 

8505100311 50 275 

8505100317 50 275 

8505100332 50-275 

6505100413 50 275 

8505100508 50 275 

8505100410 50 276 

8505130410 50 275 

8505130451 60-275 

8505140306 60-276 

8505150182* 50 276 

8605150211 50 276 

8505150211 50 275 

8505150446 50 276 

8505150446 50 278 

8505150455* 50 276 

8505160455* 50 276 

8606160110 BO-133 

8605170163 60-275 F 

6506170133 50 276 F 

8605170100 50 275 P 

8605170173* 50 276 F 

8505170173* 50 276 F 

0605170222* 60 276 P 

0505170220* 60 276 P 

0606200554 PR 


8605220198 

50-133 

R 

0505230020 

60-276 

F 

8505230020 

50-276 

F 

0505230034* 

60-276 

F 

8505230034* 

50-276 

F 

0605230160 

60-276 

P 

8505230160 

50-276 

P 

8505240434 

60-276 

R 

6505240434 

60-276 

R 

0605240440 

60-276 

P 

8505200063 

50-276 

P 

85052800B3 

50-275 

P 

8505280008* 

8505280004* 

8505200101* 

50-276 

P 

50-276 

P 

50-276 

P 

0505280101* 

60-276 

P 

0605280107* 

60-276 

P 

0505280107* 

60-276 

P 

0505200113 

60-276 

P 

0505200113 

60-276 

P 

0505280114* 

60-276 

P 

05O528OU4’ 

50-276 

P 

8505200110' 

60-275 

P 

8505280110' 

60-275 

P 

8505280122* 

60-275 

P 

8505260122* 

60-275 

P 

8505200124* 

50-276 

P 

0505200124* 

60-275 

P 

0505280406 

50-275 

P 

0505200406 

60-276 

P 

B6Q52003B6 

50-276 

P 

0605290543 

60-275 

F 

0505300106 

60-276 

P 

0505300347 

60-275 

P 

0505300347 

0505300360* 

60 275 

P 

50*276 

P 

8505300360* 

8400210111' 

60-275 

P 

60 395 

P 

8400210113* 

FOIA 

Q 

8505230433 

60 413 

8505010000 

8505130120' 

8505170149' 

NUREG 

CONTRACT 

CONTRACT 
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442 CORPORATE SOURCE INDEX 


AUTHOH AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Parsons, Biinkarhoff, Quada & DouQlas, 
Inc 

Palhf ndar Minas Corp 


Peabody Testing /X-Ray Enginaejirtg Co 
Pennsylvania Power & light Co 


Pennsylvania Slate Univ., University 
Park, PA 

Pennsylvania, Commonwealth ot 


Pelrotorrics Co. (formerly Qelly/Potrotom 

IcsCol 

Pfizer, Inc, 

Philadelphia Eleclrlo Co 


6505020388*' 60-272 

6505170552 40-6622 

6505230477 40*6622 

6505310639 40-2269 

6 5051 30268* FOIA 

6503040377 50-387 

6503040377 50-387 

8503040384“ 50-387 

6503040384“ 50-387 

8503040389“ 60-387 

8503040389* 50-387 

8585010005 50-387 

8505020087 50-358 

8505020181 S0-3B7 

8505020204 60-387 

8505020337 50-367 

8505020337 60-3B7 

8505020369 60-367 

8505020371 50-367 

8505020371 60-367 

8505020375 50-367 

8505020375 60-387 

8505020390 50-367 

8505020390 60-307 

8505030712 60-367 

86050307 19 60-367 

8505030719 50-387 

8505030722 50-387 

8505030722 60-387 

8505060316 50-387 

8505070346 50-387 

8505070345 60-387 

8505080516 50-387 

8505080516 60-387 

0505080525“ 60-387 

8605080526“ 60-387 

9505080532“ 50-387 

8506080532“ 60-387 

8505130194 50-387 

0505130194 50*387 

8505130227* 60-387 

8505160286 60-388 

8506160272 60-388 

8505160446 60-387 

8505160451“ 50-387 

8505160451“ 50-307 

8505170383 60-367 

8505170383 60-367 

8505170393 60-387 

8505210828 60-367 

8505220117 60-367 

6505220117 60«3e7 

6505220260 SO 387 

8505230267 60 387 

8505230287 50-387 

8505230290 50-387 

8505230290 60-387 

8505230712 71-9178 

8505240200 60 367 

8505240555 60 367 

8505290231 60 367 

8505290470 50 387 

8505290567 60-387 

8505300300 50-387 

8505300300 50-387 

8506160126 50 5 

8505200460 PR 

0505010456 50-352 

8505010459 60 352 

0505200554 PR 

3505300296 60-289 

6505300516 50 352 

6505300516 60 352 

8505300521“ 60 352 

6506300521 * 60 352 

6505310222 60289 

6605310229* 50-289 

6505060011 40 6859 

6505210084“ fOJA 

8505210091“ FOIA 

8502050642 80 352 

8504150119 80 352 

8505010521 80-352 

8506010521 50-362 

8505020106 80-352 

650602031 1 50 277 


F 


P 

P 

P 

P 

P 

P 

S 

S 

P 

S 

R 

R 

F 

F 

F 

F 

F 

F 

F 

S 

P 

P 

P 

P 

Q 

P 

P 

R 

R 

R 

R 

R 

R 

R 

R 

R 


F 

F 

F 

Q 

Q 

P 

S 

R 

R 

P 

P 

P 

P 

P 

H 

S 

Q 

P 

S 

F 

F 

S 


G 

Q 

G 

G 

3 

Q 

G 

Q 

G 


P 

F 

G 

G 

S 

s 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8S05D60010 50-352 

8505060065 50 277 

0505060065 50 277 

8505060070 SO 352 

B5O5O6O160 50-277 

8505060168 60-277 

8505060560* 60-277 

8505070115 50-352 

0505070115 50-352 

8505070551 50 352 

8505070551 50 352 

8505070560 50 352 

0505070568 50 352 

B5050B012B 50 352 

8505080490 50 352 

8505080490 50-352 

8505000534 50-278 

8505080540 60-352 

8505090030 50-352 

0505090247 SO 352 

8505090247 60 352 

6505090389 SO 352 

8505090389 SO 352 

8505000466 50 352 

8505090500 50-352 

8505090525 50-352 

0505100001 50-352 

8505100001 50-352 

0505150235 50-352 

0505150310 50-352 

B505160317 50 352 

0505150546 50 352 

8505150540 60 352 

6505150560* 50 352 

8505150550* 50 352 

8505160001 50-352 

8505160090 50 277 

8605160354 50 352 

6505160359 50 352 

0505160410 50 277 

8505160411 50-278 

8605170131 50-353 

8505170527 50-352 

8605170535* 50-352 

8505 170544 50-352 

8505170553* 50-352 

8605200193 60-277 

8605200196 50-352 

BS0S200214 50-352 

8505200492 PR 

8606200516 60-352 

8505200516 50-352 

8505200521* 50-352 

8605200521* 60-352 

8505210200 60-277 

6505210441 50-352 

8505230228 50-352 

8505230226 60-352 

8505230326 50-277 

8505230430 50-352 

6505230430 60-352 

8505230460* 60-362 

8505230450* 60-352 

8505230480 50-352 

8505230400 50-3S2 

8505230501* 60-352 

8505230501“ 60-352 

0505230605* 60-352 

8505230605* 60-352 

B505230713 50-352 

8506230738 50-277 

8505240003 50-352 

85052401 10 PR 

8505240178“ 60-352 

8505240185 60 277 

8505240227 50-352 

8505240228 60-277 

0505290107 60-352 

8505200123 60 277 

B505290123 50-277 

8605290128* 50.277 

8506290128“ 50 277 

8505290133* 60 277 

8505200133“ 50-277 

0505290224 60-277 

B505200224 60-277 

8505200648 50-352 

8505300088 50-352 

6505300088 50-352 


3 

0 

0 

s 

p 

p 

Q 

F 

F 

R 

R 

tt 

R 

P 


S 

S 

S 

R 

R 

R 

R 

S 

S 

s 

Q 

Q 

Q 

Q 


F 

F 

F 

Q 

Q 

S 

S 

P 

A 

F 

F 

F 

F 

P 

Q 

a 


Q 

Q 

Q 

F 

F 

P 

P 

P 

P 

P 

P 

F 

F 

Q 
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CORPORATE SOURCE INDEX 443 


AUTHOR AFFILIATION 


Phllleo, R E . P E 

Plioenix SI 00 ) Corp 

Pick Inatrumont Products Co , Inc , 

Pickard, Lowo & Garrick, Inc. 


Planning Research Corp 
Plateau Resources, Ltd 


Portland General Electric Co 


Prosider^t of U S & Executive Offices 

Pfofosslona! Servico Industries, Inc 
Public Clllzon Litigation Group 

PubjJc Interest Research Group, North 
Carolpna 

^bllc Service Co of Colorado 


PubiB Sorvkse Co. of Irvdfana, Inc. 
Public Service Co. of Now Hampshire 


Pubik) Service Co of Now Mexico 
Public Service Electric & Gaa Co. of Now 
Jersey 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

8505300096* 

50-352 

F 


8505300096* 

50-352 

F 


0505300330 

50-277 

R 


8S0530033D* 

FOIA 



8605300345“ 

FOIA 



0505310374 

PT21 



8605080405 

71-350 



8505070108* 

60-2Q9 

P 


8505200334* 

FOIA 



0505290233* 

FOIA 



8505070276* 

50-440 

F 


0505020042 

40-8696 



8505020052 

40-0698 



0505160479 

40-9896 



0505170190 

40-8698 



0505170195* 

40-8698 



0505230074 

40-8674 



0505010337 

SO-344 

s 


8505010343* 

50-344 

s 


8505010474 

REVIEW QR 

P 


8505070148 

50-344 

F 


8505070385 

50-344 

P 


0505070389* 

60-344 

P 


8505070301* 

60-344 

P 


0506140247 

60-344 

F 


85051 50076 

60-344 

J 


0505170477 

50-344 

S 


0505200445 

PR 


0505210443 

60 344 

F 


0505290580 

60-344 

R 


8505300461 

60 344 

R 


8505310206 

50 344 

P 


8505310212* 

50-344 

P 


OS053 10367 

50-344 

Q 


0505310391 

60 344 

P 


0505140342* 

FOIA 



050521 014S 

WASTE MGT 



8502260437 

0505060006 

8505080091* 

71-160 

PR 

PR 


Purdue Hosearch Foundalion 

Purdue Unhr., West lafayolle, IN 
Quedrex HP$, Irtc. 

8505200529 

PR 


R&D Associates 

8502260104 

8505010351 

60 267 

60-267 

P 

P 

RCA Corp 

fledlallon Manage merl Corp. 

8505010360 

50 267 

f 


8505010376 

50 267 

P 


8505010824 

60 267 

S 

Redwood Alliance 

8505060342 

0505070329 

0506070400 

50-267 

50 267 

60 267 

F 

F 

r 

Rood Collogo, Porlfand, OR 

Rhode Island, State of 

6505090203 

60 267 

r 


8505160115 

60 267 

p 


8505160163 

8605160407 

60 267 

60 267 

s 

p 

RIe Algom Corp, 

8505160509 

60-267 

p 


8505220100 

8505230060 

0505240097 

60-267 

60 267 

60 267 

R 

F 

P 

Robert Charles Moles & Assoclalos 
Rochoslof Gaa & Eloctrlc Corp 

0506260169 

60-267 

R 


0505260370 

60 267 

p 


0506300445 

60 267 

F 


8505310134 

PR 



8505070168 

60 546 

A 


8506030220 

60-443 

V 


8506030417 

60-443 

R 


8505030417 

60-443 

R 


8505030530 

60-443 

s 


8505030530 

60-443 

s 


0505060126 

60-443 

s 


0505060251 

0505100297 

60-443 

60-443 

s 

A 

RocHbostoa Co 

8505100297 

60-443 

A 


8505210294 

0505230179 

60-443 

50-443 

S 

8 

Rochwell InlornallonolCorp 

0505240099 

50-443 

F 


8505240094“ 
85062901 OG 

60-443 

60-443 

F 

Q 

Rocky Mountain Energy Co 

8505300374 

60-443 

A 


8606300374 

0505220079 

60-443 

PR 

A 

Rogov) n, Huge & Lonznor 

0504110402 

60-354 

E 

Ropoa & Gray 

0505010397 

60-354 

Q 

Rorem, B 

0505010452 

60-272 

Q 


8505020391* 

60-272 

F 


0505020394* 

50-272 

F 


8505020402* 

60-272 

F 

SEA Consullanls^ Ino, 

8505030390 

60-354 

A 

SRI International 

0505030379 

60-272 

F 

Sacramonlo Municipal Ulility Olsl/lcl 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8505030416 

6505030422' 

6505030511 

B5050305B8 

6505060023 

8505060023 

8505060026* 

8505060116 

8505080178 

6505000150 

6505090261 

65051 00275 

6505100275 

6505130314 

8505130439 

8505 H 0424 

8505140429* 

8505150088 

8505 IS 01 23 

8505160064 

B506200337 

6506210316 

6505210602 

6505220053 

0505220347 

8505230095 

8505240435 

0505200173 

6505280177* 

65062D0115 

B5O620O242 

6505200339 

6505200345 

6505200436 

6505200597 

BS05300533 

8505310275 

8505130099' 

8505170009* 

8505300006 

8505000606* 

8505030718 

8506070556* 

8505070556* 

8505000397* 

8505000397* 

6505210344 

6505160099 

6505100410' 

9505200514 

0505200S48 

9505240006 

0605080537 

8505200107 

8505240077 

8505310149* 

8505070425 

8505090556 

8505160177* 

8505150332 

8505160366 

8505160390 

8505160399 

8505170124 

8505200341 

0505210360 

9505210563 

9505220070 

9505230595 

9505030469 

9505100262 

9505100274 

9505020442* 

9505080519 

9505100379 

9505290003 

9505300003 

9505310563 

9505170119* 

8505170119* 

0505010465 

0505140117 

0505300623 

9505300623 

9505300525' 

9506000526* 

9505290221' 

9505240027* 

950501031 B 


50-354 
50-354 
50-354 
50-272 
50-272 
50-272 
SO 354 
50 272 
50 272 
50 311 
50 272 
50-272 
60-354 
50 354 
50 354 
SO 354 
50 354 
50354 
so 3S4 
50272- 
50 354 
50 311 
PR 

50 272 
50 354 
60 354 
60 272 
60 272 
60 272 
60 354 
60 354 
60 364 
60 354 
60-311 
60 354 
50 311 
CONTRACT 
CONTRACT 
FOIA 
FOIA 

XPORTLIC 

50-352 

50-352 

60-352 

50-352 

PR 

50-288 

FOIA 

PR 

PR 

PR 

40 0004 

40 0004 

40-0004 

CONTRACT 

50-244 

50-244 

50-244 

50-244 

50-244 

50-244 

60-244 

60-244 

50-244 

BO-244 

50-244 

PR 

60-244 

OAogo 

OA9Qa 

QA909 

60-400 

71-141 

QAm 

40 0300 

40-0300 

40 9300 

FOIA 

FOIA 

50-445 

50 458 

60 458 

60-450 

60 458 

50 458 

CONTRACT 

CONTRACT 

60-312 


K 


F 
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444 CORPORATE SOURCE INDEX 


AUTHOR affiliation 


Safe Power for Maine 
SaTvonlcs, Inc. 

San D;ego Gas & Electric Co, 

San Luis Obispo. CA 
Sandia Nalional leboratcries 


Sandvik Special Melais Corp, 
Sargent & Lundy, Inc, 


ACCESSION SUBvFECT 

NUMBER CATEGORY 


8505010481 

50-312 

F 

8505010483* 

50-312 

F 

8505020196 

60-312 

J 

B505020366 

60-312 

P 

0505070209 

50-312 

P 

8505070216* 

50 312 

P 

8505070224 

50 312 

P 

8505070229* 

60-312 

P 

8505070242 

50-3ta 

P 

8505070365 

60-312 

P 

6505090229 

50312 

P 

8505090234* 

50 3 1 2 

P 

8505100144 

50-312 

P 

8505100146* 

50-312 

P 

8505160378 

50-312 

P 

8505160385* 

50-312 

P 

8505200432 

50312 

F 

8505200554 

PR 


8506210095 

50-312 

F 

8505210097 

50-312 

F 

8505210300 

50 31 2 

F 

6505210309 

50-312 

P 

8505260382 

60-312 

R 

8505290432 

60-312 

P 

8505200437* 

50-312 

P 

0505310287 

50 312 

P 

8505310274* 

60-312 

P 

8505310277* 

60-312 

P 

3505310280* 

50-312 

P 

8505200472 

PR 


8B05100426* 

FOIA 


8505200527 

PR 


6505310134 

PR 


8505290543 

60-275 

F 

8302280233* 

FOIA 


8302280238* 

FOIA 


8302280244* 

FOIA 


8302260248* 

FOIA 


8309300322* 

FOIA 


8311040072* 

FOIA 


8408220518* 

FOIA 


0505020413 

GEN TEC 1 

S 

8605020417* 

GEN TEC 1 

s 

6505020640 

WASTE RES 


8505020664 

WASTE RES 


8505030229 

NUREG 


0505030252 

WASTE RES 


8505060493 

NUREG 


8605060499 

NUREQ 


8505060503 

NUREQ 


8505060514 

NUREG 


8505060534 

NUREG 


8505070505 

NUREG 


8605090480* 

FOIA 


8505090594* 

FOIA 


8505160172 

NUREG 


8505160170 

NUREG 


8605160216 

WASTE RES 


8505170085 

WASTE RES 


8505230056* 

FOIA 


8505230094* 

FOIA 


0505230113* 

FOIA 


8505230121* 

FOIA 


8505230120* 

FOIA 


8505230133* 

FOIA 


8505230160* 

FOIA 


8505230170* 

FOIA 


0505230176* 

FOIA 


850523021 1 * 

FOIA 


8605230218* 

FOIA 


8605230224* 

FOIA 


8605230246* 

FOIA 


8505230269* 

FOIA 


6505230299* 

FOIA 


850523031 1 * 

FOIA 


8605230314* 

FOIA 


8606230310* 

FOIA 


8605230325* 

FOIA 


8605230328* 

FOIA 


8505230331* 

FOIA 


8605230538 

NUREQ 


8605230604* 

FOIA 


8505280444* 

60 295 

p 

6605280444* 

60-295 

p 

8605280444* 

60-295 

P 

8605280447* 

50-295 

P 

0606280447* 

50-295 

p 

6505130145 

CA999 


8505170118* 

60-237 

p 


AUTHOR AFFILIATION 


Saxion Nuclear Experimental Corp 
Schiir« Hardin & Wade 

Schnader. Harrisott* Segal & Lewis 
Schuchat, Cook & Werner 
Science Appllcatlona international Corp 
(formerly Science Applications, Inc ) 


Scieolech. Inc 

Seacoaat Anti-Pollution League 
Senate 


Senate, Governmental Affairs 
Sensible Maine Power 
Sequoyah Fuels Corp. (subs of Kerr-McGe 
Nuclear Corp.) 

Shadyside Hosp , PIttaburgh, PA 
Shaw, Prtiman, Polls & Trowbridge 


Sierra Club 
SInkin, L.A 

Skidaway Institute of Oceanography 
Skorapa. M Z , MD, 

Slino Industrial Painters, Inc. 

Small Business Administration 

Snell & Wilmer 

South Carolina Electric & Gas Co. 


accession subject 

NUMBER CATEdORY 


8505170133* 60-237 S 

8505210418 PR 

0505200679 50 462 Q 

8505200602* 60 462 Q 

8505130463 60 277 P 

B5O5O9O401 FOIA 

8207220390* 60-327 p 

0504220448* 50 277 F 

8504240027* 60 348 F 

8504240071 50-324 F 

8504290007* 60-261 F 


0505010104* CONTRACT 
8505070182 NUREQ 
8505080268* CONTRACT 
8505100005* CONTRACT 
0505100010* CONTRACT 
0505100034 NUREG 


8505130057* 50-286 P 

8505130181* 60 247 P 

8505140391* 60-280 P 

8505150172* FOIA 

8605100263 WASTE MQT 

8505100328* 50-213 P 

8505160502* CONTRACT 

8505230551* CONTRACT 

8505230594* 50 321 V 

8605240244* 50-330 P 

8505280501 * 50-348 P 

8505200059* 60-287 P 

8505200220* 60 277 P 

8505300166* 50 302 P 

8506300423* 60-387 P 

8505310529* 50-410 P 

8505100439* FOIA 

0505200569 PR 

8505140406* FOIA 

8505300285 50 260 Q 

8505310353* 60 322 II 

8505310443* 50-468 M 

8505300060* FOIA 

8311080610* 50-300 Q 

8505230100 40 0768 


8505280180 PR 

8606160250* 70 1718 

8505020167 50 382 

8505020176 50-289 

8505020267 50*400 

8505020438 50 382 

8505030508 50 400 

8505030705 60-320 

8505070383 50 289 

8505090578 50-289 

8605130072 50*440 

8505140207 60*400 

8505140376 60 400 

6505140384 50*400 

8505160002 50-400 

0505160088 50-280 

8505160167 60 440 

8505160169* FOIA 

8505200208 50-440 

B505220013 50-440 

8505230319 60-400 

8505280009 50-289 

8605280267* 50-424 

8505290370 60-358 

8505290554 60-440 

8605290625 60-289 

6505300215 50-289 

8505300263 50-289 

0505300296 50-289 

8505300492 50-280 

8505200439 PR 

8505210183 60-201 

6605010467 60-498 

8505280469* 50-424 

8505200531 PR 

8505130264* 50-382 

8505080199* CONTRACT 
8505080387* CONTRACT 
8505260016 60-529 

8501240015 60-395 

B505030225 50-395 

8505030314 50-396 

8505030407 50-395 

8505030409* 50-396 

8505070290 60-395 


OOOOO^O— jD 0^000 
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AUTHOR AFFILIATION 


South Carolina, Sialo of 

South Dakota. State of 
Southern California Edison Co 


Southern Co Servicos, Ino 
Southern Space, Ino., 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

8505090^35 

50-395 

s 


6505000542 

50*395 

s 


6505160347 

50-395 

F 


6505200059* 

50 395 

Q 


6505230696* 

50*395 

Q 


6505240221 

50*395 

S 


6505240262 

50 305 

p 


6505240350 

50 395 

P 

* 

6505290219* 

8505290424 

8505290446 

8505310402 

50 395 

50-395 

50-395 

50*395 

Q 

S 

S 

S 

Southwest Fabncaling & Welding Co 
(subs of lU International Cora*) 

Spain, Govt, of 

B505100110* 

50-424 

F 


6505170612* 

6505210001 

WASTE MQT 
50-261 

G 

Spiegel & McDtarmld 

8505070002 

PR 



6503050426 

50 206 

F 


8505010137 

60*206 

P 


8505020116 

8505020200 

60 362 

60 206 

S 

P 

SL Louis Tea ling Laboralodes, Inc 

SL Louts Univ , SL Louis. MO 

8505020332 

B505030356 

50*361 

50*206 

s 

p 

Standard Nuclear Consultants, Ltd 

8505030416 

6505030416 

60 206 

50-206 

F 

F 

Standardized Nuclear Unit Power Plant 
System 

6505030416 

60*206 

F 

6505030419 

50-206 

P 


6505060069* 

PR 



6505060520 

50*361 

S 

Stale, Oept of 

8506070202 

50*206 

F 

State, Dept of, Bureau of Oceana & Inll 

850507034 1 

60 361 

S 

Environ & Scfentifrc Affairs 

8505060400 

50 362 

s 

8505090527 

50*362 

s 


Q50S09060S 

50-362 

s 


6505100201 

50*361 

p 


8605100201 

50-381 

p 


8505100330 

50-361 

p 

Steam Generator Owners Group 

6505100330 

60*361 

p 

Stevenson & Associates 

8505130237 

50 361 

p 

8505130237 

60*361 

p 


8605130242* 

50*361 

p 


8505130242* 

8505130263 

50*381 

50*206 

p 

p 

Slone & Webster Engineenng Corp 

0505130327 

50*206 

J 


8505130386 

60-206 

p 

Slone & Webster, live. 

6505130390* 

50*206 

P 

Structural Mechanics Assocfales 

8505130393* 

50*206 

p 

Suffolk County, NY 

6505130396 

60*206 

p 

8505130400* 

60*206 

p 


8505130401* 

50 206 

Q 


6505130429 

60 361 

S 


8505160107 

60 206 

F 


8505160107 

50*206 

F 


8505150107 

60 208 

F 


8505160304 

60*206 

F 


8505160541 

50*362 

S 


6605170420 

60-208 

P 

Sunflower Alliance 

8505210383 

PR 


Surry County, VA 

8505220017 

60-362 

S 

Sweden, Govt of 

8505230047 

60 206 

F 

8505230273 

60 362 

S 


8505230346 

60*200 

F 


8505240212 

50 361 

Q 


0606290569 

60 361 

S 


8505290571 

60-362 

S 


8505300115 

60 361 

S 

System Safety, fnc 

TDI (Transanierica Delaval, Inc) Owners 

8505300127 

60-361 

S 

8505300260 

60 362 

S 

Group 

8505310223 

50*206 

P 

8505310223 

60-206 

P 


8605310242* 

60-206 

P 


8505130420 

60-424 

E 

Tacloc Systems, Inc 

8505200276* 

60-424 

T 

Tayfoo Associates 

7910020538* 

FOIA 


8003030195* 

FOIA 



8007100354* 

FOIA 



0108110165* 

FOIA 


Tech/Ops, Inc. (formerly Technical 

0100110165* 

FOIA 


Operations, Inc), 

0100110159* 

FOIA 


8100110159* 

FOIA 



0505240100* 

FOIA 


Technadyne Engineenng Coosullenls, Inc. 
Technical SpecialUes, Inc. 

0SO524O114* 

FOIA 


8505240146* 

FOIA 


Teledyne Energy Systems 

0605240164* 

FOIA 


6505240158* 

FOIA 


Teledyne Isotopes 

8505240176* 

FOIA 


6605240182* 

FOIA 



8505240236* 

FOIA 



0505240270* 

FOIA 



8506240287* 

FOIA 


Telemecanlque, \nc 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8505240313* 

FOIA 

8505240371 * 

FOIA 

8605240388* 

FOIA 

8505240304* 

FOIA 

6505240410* 

FOfA 

8505240420* 

FOfA 

8505240442* 

FOFA 

B505280004* 

FOIA 

6505070146 

aA999 

8505160123* 

FOIA 

8505300104 

XPOflTLIC 

8505310681 

XPORTLIC 

8505200520 

PR 

8505210233 

PR 

8505210447 

PR 

8505210450* 

PR 

8505210453* 

PR 

8505070303 

71-9024 

8505070552 

NUREG 

6505210003 

FOIA 

8505240110 

FOIA 

8505020109 

50-483 

8505140331 

50-482 

8505280149 

50-482 

8505300362 

50-482 

8505300067 

XPORTLIC 

8505130115 

XPORTLfC 

8505200466 

XPORTLIC 

8505230575 

XPORTLIC 

8505290065 

XPORTLIC 

8505290363 

XPORTUC 

8505310678 

XPORTUC 

8505010474 

REVIEW GR 

8505080177* 

50-309 

8505080180* 

50-309 

05050801 B5* 

50-309 

8505100057 

NUREG 

B505070381 * 

50-338 

8505150196 

QA9g9 

8505310134 

PR 

8505100361 * 

5CM12 

8505280519* 

50-247 

8505080209* 

50-322 

8505080219^ 

50-322 

8505090598 

50-322 

8505090602^ 

50-322 

8505170079 

50*322 

8505170003* 

50*322 

8505170094* 

50*322 

8505200239 

50*322 

6505210004 

50-322 

8505300334 

50*322 

6505240600 

50-440 

8505170234* 

50-280 

8505020593 

XPORTLIC 

8505020597 

XPORTLIC 

8505160096* 

FOIA 

8505160101* 

FOIA 

8505160107* 

FOIA 

8505160112* 

FOIA 

8505160110* 

FOIA 

8505170192* 

NUREQ 

8503130167 

50*456 

8505130262* 

FOIA 

8505130266* 

FOIA 

8505160164* 

50-400 

8505240561* 

CONTRACT 

8505090472* 

CONTRACT 

8505140229 

FOIA 

8505290704* 

CONTRACT 

8505310005 

FOIA 

8505060467 

71 9141 

8505230728 

71-9000 

8506230734* 

71*9006 

8505100422 

FOIA 

8505140017* 

CONTRACT 

8505240608 

71*4683 

8505240616* 

71-4883 

8505070556* 

50*352 

8505070556* 

5(W52 

8505090397* 

50-352 

B505090397* 

50-352 

0505130201* 

50-387 

6505030501 

QA999 


P 

P 

P 

F 


P 

P 

P 

P 

P 


333300353* 03 03 <DDDOOC5DC3DOO-o> 


446 CORPORATE SOURCE INDEX 







AUTHOR AFFILIATION ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8505300425 

QA999 



8505140333 

50-390 

A 

Tennessee Valley Authority 8^08030106 

50-259 

S 


6505140345 

50-390 

F 

8504100217 

50-327 

R 


8505140345 

50-390 

F 

8504100217 

50 327 

R 


8505140347* 

50-390 

F 

8504100540 

50 327 

R 


8505140347* 

50-390 

F 

8504100540 

60 327 

R 


8505140351* 

50-390 

F 

8504110276 

50-3 90 

A 


8505140351* 

50-390 

F 

8506010047 

50-438 

S 


8505140404 

50 390 

F 

850S0 10047 

50-438 

S 


8505140404 

50 390 

F 

8505010141 

PRM 



8505140434 

50 259 

P 

0505010175 

50-438 

S 


6505140434 

50-259 

P 

8505010269 

50 3 91 

S 


0505140434 

50-269 

P 

8505010265 

50-438 

S 


8505140440* 

50-269 

P 

850501 0265 

60-430 

S 


8505140440* 

50-259 

P 

8505010290 

50-438 

S 


8505140440* 

60-259 

P 

8505010290 

50-438 

S 


8505150154 

50-390 

F 

BS050 10295 

50 438 

S 


8505150155 

60-259 

S 

8505010295 

50 433 

s 


6605160379 

50-327 

P 

6505010377 

50 390 

s 


B5051 70573 

50 328 

S 

8505010395 

50-300 

A 


8505170650 

60-296 

S 

8505010405 

50-438 

S 


8505200111 

40-1341 


850501 04B6 

60-300 

A 


B505200260 

50-390 

A 

8505010486 

60 390 

A 


8505200260 

50-390 

A 

8505010636 

60 438 

S 


8505200299 

50-390 

A 

8505010636 

50 438 

S 


8505200299 

50-390 

A 

8505010638 

50-328 

s 


8505200426 

50 390 

Q 

8505010640 

50-390 

0 


8505200429* 

50 390 

Q 

8505010640 

50-390 

s 


8505200608* 

50-438 

0 

8505020079 

60-390 

A 


8505200623* 

50-438 

Q 

8505020079 

50-390 

A 


B505210308 

50-259 

F 

6505020082* 

50-390 

A 


8505210308 

50-259 

F 

8505020082* 

50-390 

A 


8506210544* 

50-438 

0 

8505020087* 

50-390 

A 


8505210544* 

50-438 

Q 

B505020087* 

50-390 

A 


8505210600* 

50-436 

0 

8506020373 

50-250 

P 


8505220150* 

50 438 

0 

6505020373 

50-250 

f 


8505220288 

50 327 

s 

8605020373 

60-259 

f 


8505230296 

40-1341 


8505020383 

50-259 

F 


8505230505* 

50-390 

0 

8505020383 

60-259 

F 


8605230601 

40-1341 


8505020363 

50-259 

F 


8505230602* 

60-390 

Q 

0505020436 

50-259 

F 


8505230613* 

40-1341 


6505020436 

50-269 

F 


6505230646* 

50-390 

Q 

8505020436 

50-269 

F 


8505230703 

70-2910 


6505020436 

60-259 

F 


8505230732* 

50-327 

Q 

8605020436 

50-269 

F 


8505230737 

70-1966 


8505020436 

50-269 

F 


8505240048 

50-328 

S 

8505020436 

60-259 

F 


6505240446 

50 436 

R 

8605020450* 

50-327 

Q 


8505240636 

50 438 

S 

0505020468 

50-327 

F 


8505280053 

60-438 

S 

0505020468 

50-327 

F 


8505280053 

50 438 

S 

8505030260 

50-327 

S 


8505280120 

50 301 

S 

6605030576 

50-259 

s 


8505280134 

50-438 

S 

8505030710 

50-259 

s 


8505280163 

50 391 

S 

8505030721 

50-259 

n 


B505280153 

50-391 

S 

8505060063* 

PR 



6505280153 

50-391 

S 

8605060102 

50-327 

s 


85052B0163 

60-391 

S 

8505070005 

50-390 

A 


8505280165 

50 430 

S 

Q505070005 

60-390 

A 


8505280165 

60-430 

s 

0505070120 

50-390 

F 


8505280270 

50 436 

s 

8605070120 

50-390 

F 


850528028B 

50-430 

s 

8505070143 

50-390 

A 


8505260321 

50 436 

s 

8605070143 

50-390 

A 


8505280321 

50 436 

s 

8505070145 

60-390 

A 


8505280344 

50 391 

s 

8605070145 

50 390 

A 


B5052B0482 

60 390 

s 

8605O7P164* 

50-390 

A 


65052B0508 

50-438 

s 

8605070181 

50 259 

P 


85052B0516 

59-391 

s 

8605070101 

50-269 

P 


6505280526 

60-390 

s 

8505070101 

60-259 

P 


8505280528 

60-390 

s 

8505070348 

60-390 

A 


0505280555 

60 390 

s 

8505070346 

50-390 

A 


6505280555 

60-390 

s 

8505070554 

50-327 

R 


0505290161 

60 438 

s 

8605080372 

50-259 

S 


8505290161 

60-438 

s 

8505090069 

50-327 

S 


8505200155 

60-259 

Q 

8505090311 

50-259 

Q 


8505290215 

60 327 

s 

8605090553 

60-327 

S 


8505290204* 

60 269 

0 

8505090616 

50 259 

S 


6505290320 

50-259 

s 

3S051 30254 

60-259 

F 


8505290358 

60-390 

n 

0605130254 

60-259 

F 


8505290301 * 

50-390 

H 

8605130254 

60-259 

F 


6505290413 

50-327 

p 

8505130364 

50-327 

P 


6505290413 

60-327 

p 

8605130364 

50-327 

P 


0505290419* 

60-327 

p 

8605130367* 

50-327 

P 


0505290419* 

50-327 

p 

8605130367* 

50-327 

P 


8505290537 

60-390 

A 

85051 30459 

60-399 

A 


6505290607 

60-438 

s 

8505130459 

50-390 

A 


8605290607 

50-438 

s 

8505140241 

50-269 

F 


8505300261 

60-269 

s 

8505140320 

50-260 

P 


8505300394 

60-269 

p 

0505140328 

50-390 

F 


8505310399 

40-1341 


8505140333 

50-390 

A 


8505310672 

60-327 

s 



CORPORATE SOURCE INDEX 447 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFriLlATlOH 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

Toton Exploration Drilling Co , Inc 

8505020055 

40 8728 



8505300436 

50 346 

(subs> of UNC Resources, Inc ) 




Toinpkms Beckwitli, Inc 

8505130250* 

50-382 

Texas A&M Univ„ College Station. TX 

8505140296* 

FOIA 


Tonawanda, NY 

850510029^ * 

FOIA 


8505140368* 

FOIA 


Transamorlca DelavaS, Inc 

8505210323 

60-312 


8505160104 

50 602 

F 

Transnuclear, Inc 

8505130085 

XPORTLfC 


8505230263 

50.56 

S 

8505130413* 

50-330 

Texas Utilities Electric Co (formorly 

Texas Utilities Generating Co ) 

8406230402 

50.445 

T 


8505160251* 

XPORTLfC 





8605170150 

XPORTLIC 


8408230410* 

60*445 

T 


8505170160* 

XPORTLfC 


8408230410* 

50*445 

T 


8505280263 

71-9016 


8408230411* 

50*445 

T 


8605280271 * 

71-9016 


8408230411* 

60*445 

T 

Transporlatlon, Dept of 

8309160475* 

FOIA 


8408230414* 

60-445 

T 

8505030200 

50 236 


8408230416* 

50*445 

T 


8605300610* 

FOIA 


8505010235 

60*445 

S 

Trial Lawyers for Public Justice, P C 

8505130172 

50-446 


8508010246 

50-448 

s 

8505130172 

50-445 


8505010299 

50-445 

s 


8505130187* 

60-445 


8505010447 

60*445 

F 


8505130167* 

50-445 


8505010454 

50*445 

F 

UhS District Court, Southern District o 

8505290503* 

FOIA 


8505010461 

50*446 

G 

Ohio 




8505010496 

60-445 

Q 

US Ecologyjnc {formerly Nudear 

8505010596 

27-48 


0508010604 

50-445 

S 

Engineering, Inc } 




0505070320 

50*445 

F 

8505020058 

WASTE MGT 


8505090292 

50*445 

A 


8505160298 

27-40 


6S05090332 

50*445 

A 

U,S,Pipe & Foundry Co 

8505230744 

71-376 


0505140227 

50*445 

F 

8505230748* 

71-376 


0505140227 

50*445 

F 

UMETCO Minerals Corp (subs of Union 

850226D681 

40-299 


8505140265 

50-446 

G 

Carbide Cor p ) 




8505140285 

so 446 

Q 

8505160458 

40-299 


65051S044S 

50*446 

F 


8505210604 

40-8681 


8505150445 

60*446 

F 


8505230351 

40-299 


8505160447* 

50 445 

F 


8505230361* 

40-269 


8505150447* 

SO 445 

F 


8505230374* 

40-269 


8505200413 

60 445 

F 


8605310603 

40-289 


8505210030 

SO 445 

G 

UNC Resources, Ino 

8505300061 

70-371 


8505210030 

60 445 

Q 

URS Corp 

8505280391 

QA689 


8505230106 

60 445 

S 

Union 76 Minerals Exploration Co 

8505230391 

40-8584 


8505230186 

SO 445 

S 

Union Carbide Corp. 

8505140301 * 

FOIA 


8505230376 

60 446 

S 

8505310361* 

FOIA 


8505230376 

60 445 

S 

Union Electric Co. 

8505020444 

50-463 


8506240040* 

60 446 

A 


8505070333 

50-483 


8505240043* 

60 446 

A 


8505070486 

5(MB3 


850S280304 

50-446 

A 


8505090426 

50-483 


8505280304 

60 446 

A 


8505090515 

60-483 


8506280319* 

50-446 

A 


8505140367 

50-463 


8605280319* 

50-446 

A 


B505160114 

50-483 


8505200637* 

60-446 

A 


8505170473 

60-483 


8505200637* 

60 446 

A 


8505200328 

60-483 


8505200649* 

50-446 

A 


8505210374 

50-485 


8505200649* 

50-446 

A 


8505220006 

60-463 


8505300326 

60-445 

G 


8505220011* 

50-463 


8505300364 

60 446 

F 


8505220023 

50-483 

Texas, State ol 

8605010135 

PR 



6505220112 

60-463 


8505010306 

WASTE MGT 



8505220115* 

50-483 


8506030037 

WASTE MGT 



8505230214 

50-485 


8505030040* 

WASTE MGT 



8505230545 

BO-483 


8505070094 

60 498 

K 


8505240035 

50-483 


8505210194 

PR 



8505240558 

60-483 


6505210456 

PR 



8505290180 

50-483 


8605230620 

STATE PRO 

G 


8505310263 

60-483 

Texae, Univ. of, Auslfn, TX 

8505070351 

60-802 

A 

Union of Concerned Scion tista 

8505010505 

50-289 

05O6O7O35S* 

50 602 

A 


8505970356 

50-280 


0505090317 

50*102 

P 


8505060489 

50-289 


0505090328* 

50 192 

P 


8505090112 

FOIA 


0605200450 

50*602 

A 


8505090477 

FOIA 

Three Mile Island Alert 

650 61 601 B8 

50*269 

G 


8505100132 

FOIA 

8505210022 

50*269 

Q 


8505150090 

60-327 


8505230413 

60*269 

Q 


8505170261 

FOIA 


8505230423* 

60*269 

Q 


8505170324 

60-276 

Toledo Edison Co, 

8605030469 

60-34 D 

P 


8505200216 

50-289 


8505060276 

60 346 

F 


8505300146 

60-289 


8505060361 

60 346 

Q 

United Engineere & Constructors, Inc 
(subs, of Raytheon Co.) 

8505020440 

TOPREP 


6505060363 

60 346 

Q 




6605070496 

60 346 

S 

8505170229 

FOIA 


8505130374 

60 346 

F 

United States Steel Corp 

8505130246* 

50-382 


0505130567 

60 346 

S 

United States Testing Co., fno 

8505060346* 

60-461 


8505160350 

60 346 

P 

Uranerz USA, Inc, 

8505230454 

40-8783 


8605160362* 

60-346 

P 

8505300476 

40-8783 


0505160366* 

60*346 

P 


0505310600 

40-8783 


8505160269 

60*346 

P 

Uranium Resources, Inc. 

0505200090 

40-8786 


8505170197 

60-346 

Q 

Utility Oecomnnlsslonlng Group 

8505200533 

PR 


0505170411 

60-346 

Q 

Utility Ralecutteraof Kentucky 

8505200522 

PR 


8505240213 

60-346 

R 

Vermont Yankee Nucfear Power Corp, 

0505010373 

50-271 


0505240218* 

60-346 

R 

0505020627 

71-5939 


8505240569 

60*346 

fl 


8505070330 

60-271 


8505260064 

60-346 

Q 


B505080069 

60-271 


850526CMie 

60-346 

S 


8605060072* 

50-271 


0505200475 

60-346 

F 


8505100281 

60-271 


8505300292 

60-340 

F 


6505100347 

60-271 


co> 00*0 -Q QS)Ds-no>-n3)co'D~D~a~o~D~nOco~n~ncao30)0£n Cidaci 
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AUTHOR AFFILIATfON 


Vikonics, Inc 

Virairia Power tVirglnia Eleclric & Powe 


Viralnla. Commonweal Ih of 
Virginia, Univ of, CfiarloH-esvills, VA 
Walashek Enferpr^sea, Inc. 


Wald, HarKradsf A. Ross 
Watdinger Corp. 

Warren Wilson College, Swannanoa, NC 
Washington Public Power Supply System 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8505150124* 

50-309 

P 

8505170308 

50-271 

P 

0505210298 

50-271 

P 

8505200405 

50 271 

ft 

8505200506 

50 271 

n 

8505200435 

50-271 

p 

8505200443* 

50-271 

p 

0505070125* 

CONTRACT 


8501000441 

50-280 

j 

8505010441 

60-339 

s 

05O5O2DOO6 

50-339 

s 

8505020062 

50-280 

Y 

6605020199 

50-339 

S 

8605030724 

50-338 

S 

8505070361 

50-338 

P 

0505070361 

50-330 

P 

8505070364 

50-338 

P 

8505070364 

50-338 

P 

8505070367* 

50-330 

P 

8505070387* 

50-338 

P 

8505070369* 

60-330 

P 

8505070369* 

50 330 

P 

8505070373 

50-338 

P 

8505070373 

60-338 

P 

B50 5070384* 

50 030 

P 

8505090061 

50-280 

s 

8505090061 

50-200 

s 

8505100151 

50-200 

s 

8505100260 

60 281 

p 

6505130311* 

50 338 

G 

8505130311* 

60 330 

Q 

8505130404* 

50-338 

G 

8505130404* 

50-338 

Q 

8505130416* 

60 330 

G 

8505130418* 

50 330 

Q 

B505140023 

50-280 

F 

8505140367 

50-330 

F 

8505150166 

50-280 

F 

8505170023 

60-280 

P 

8505170023 

50-200 

P 

8505170027* 

50-280 

P 

8505170027* 

60-280 

P 

8505170283 

50-330 

S 

0505170352 

50-338 

S 

6505170634* 

50-280 

Q 

6505200596* 

50-33S 

0 

8505210043 

50-200 

S 

8505210047* 

60-280 

S 

0505210052* 

50-280 

s 

0505210530* 

50-338 

Q 

8505230041 

60-338 

P 

8505230045* 

50-338 

P 

8505230508* 

60-280 

Q 

S605230767* 

50-280 

Q 

0505240205 

60-280 

P 

0505240318 

60-338 

P 

8505290181 

50-280 

F 

8505290379 

50-280 

F 

8505310070 

50-338 

F 

8505310070 

50-338 

F 

8505200416 

PR 


6505200539 

PR 


6506100370 

71-536 


8506100370 

71-638 


8506100370 

71-538 


8506100370 

71-638 


8505100376* 

71-638 


8505100376* 

71-638 


8505100376* 

71-538 


8506100376* 

71-538 


05051 0038S* 

71-638 


8605100385* 

71-638 


8505100385* 

71-538 


85051003B6* 

71-538 


9505160525 

FOfA 


0505130171* 

60-302 

A 

8505060160 

60 295 

P 

0505010160 

60-397 

P 

8505010153* 

60-397 

P 

8505030723 

60-397 

P 

6505060097 

50-397 

Q 

0505060131 

60-500 

A 

0505060249 

50-397 

Q 

0505070325 

50-307 

S 

8505070376 

50-307 

S 

0505060112 

60-508 

A 

8505080161 

50-397 

P 

6505130289 

50-500 

A 


AUTHOR AFFILIATIOM 


Waahfnglon, Slate of 


Washington, State of, Oapt of Social & 
Heahli Serviced 

Washington, Univ of. Seattle, WA 

Water, Waste & Land. Inc 

We Try Harder, Inc 

West Valley Nuclear Services Co., Inc 

Wesloc Sorvlcas, Inc 

Western Nuclear, fnc (subs of Phelps 

Dodge Corp) 


Western X-flay, Inc 


Westinghouse Electric Corp. 


Westing house Hittman Nuclear, Inc. 


Westinghouse Operating Plants Owners 
Group 

Weston Geophysical Corp 
Williams & Associates 


Wisconsin Electric Power Co 


Wisconsin Public Service Corp 


ACCESSION 

NUMBER 


SUBJECT 

CATEGOflr 


6S051 40463 
8505140466' 
0505140470' 
8505150206 
B505200400 
8505220000 
8505230072 
05O52BO106 
8605290464 
8505290490* 
B505010180 
8505010282 
8505220020 
8505020345 

8505030491 

B605100163 

8505290006' 

0505140311* 

8505200016 

8506200020* 

8505160308' 

B505220329 

8505230242 

0505230307 

8505130090 

8506130090 

6505130093* 

B5050 10374 

8505060062* 

0505070233 

0505070379* 

8505000040 

8505000410 

8505060536 

8505090398 

8505100307* 

0505140316* 

0505160170 

8505160266 

8505160293 

8506200360* 

8505200668 

8505230140* 

0506230585 

6505280279 

6505290102 

6505290745 

8505310526* 

8505070403 

8505060513 

0505230724 

0505230730* 

8505310213 

8505310226* 

8505010109* 

8505060545 

8505020053 

8505020163* 

8505020307* 

8505070460 

8505090207 

8505090295* 

8505300590 

B505010346 

0505010346 

0505030542 

6505030542 

8505030553' 

8505030553* 

8505070312 

8505160198 

8505170344 

0505220055 

6B05230DB7 

8505230087 

6505230141 

6505230222 

6505300291 

8505020300* 

8505090606 

B5051 30226 

6505170536 

B5051 70551 

8605200268 

0505200446 

B50520D678 


5«P397 
50^397 
50-397 
5D 39? 

50 508 
50-397 
50-460 
PR 

50-397 

50-397 

PR 

WASTE WQT 
PR 

WASTE MGT 

50-130 

50-139 

40-B1D2 

CONTRACT 

50-529 

50-529 

CONTRACT 

40-1162 

40 6684 

40-1162 

71-632 

71-632 

71-632 

XPORTUC 

PR 

70-1151 

50-338 

70- 1151 

71- 6450 
70 1151 
XPORTLIC 
50-412 
50-275 
50 245 
XPORTLIC 
TOPREP 
70-1151 

70- 1151 
50-266 
NUREG 
TOPREP 
TOPBEP 
XPORTUC 
CONTRACT 

71- 9194 
71-9151 
71-9089 
71-9089 
TOPREP 

TOPREP 
CONTRACT 
WASTE RES 
WASTE RES 
CONTRACT 
CONTRACT 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
50-266 
50-266 
60-266 
50-286 
60-266 
60-266 
50-266 
50-266 
50-266 
50-266 
50-268 
50-266 
50-286 
50-266 
50-266 
50 305 
60-305 
50-305 
50-305 
60-305 
60-305 
PR 

50-305 


P 

P 

9 

P 

E 

a 

A 

P 


F 

F 


G 

G 


F 


A 

P 

S 


P 


P 

P 

P 

P 

P 

P 

P 

P 

Q 

S 

P 

P 

P 

R 

F 

O 

s 

p 

s 

s 

F 

s 



AUTHOR AFFILIATION 


Woorfward-Clyde Consullants, Inc 
Working Group on Nuclear Explosives 
Control Policy 

Wo/sham, Forsythe, Sampols & Woolridgo 
^formerly Worsham, Fora^ho & Sampels) 

Wyla Laboratories 
Wyoming. State ol 


Wyoming, Unlv of, Laramie, WY 
XScan inspection Co 
YaWma Indian Nation 
Yankee Atomic Electric Co. 


CORPORATE SOURCE INDEX 449 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8505210424 

50 305 

F 


85050G0OB8 

60*29 

F 

8505220034 

50*305 

P 


8505060181 

£0-29 

P 

850522003^* 

50 305 

P 


8505060181 

50*29 

P 

8505230166 

50 305 

R 


8505060181 

60-29 

P 

8505290209 

60 305 

F 


8505080172 

60-29 

F 

BS05300234 

50 305 

F 


8505080177* 

60*309 

P 

8505150039* 

CONTRACT 



8505080180* 

50-309 

P 

8505210206 

PR 



8505080185* 

50-309 

P 





8505090383 

50-29 

S 

8505010461 

50 445 

Q 


8505130346 

50-29 

P 





8505130346* 

50-29 

P 

8505010486 

50 445 

G 


8505140128 

50*29 

P 

0505020465* 

50 498 

A 


8505140146* 

50-29 

P 

8505170405 

40 8452 



8505140343 

50-29 

F 

8505170415 

40 6714 



8505140380 

50-29 

P 

8505170422 

40 8714 



8505140386* 

50-29 

P 

8505200622 

40 8697 



8505200343 

50-29 

F 

8505200626 

40 8786 



8505200519 

Pfi 


8505210633 

40 4492 



85052DD226 ^ 

50-29 

P 

8505230086 

40 8102 



8505280500 

50-29 

R 

8605290740 

40 8102 



8505200373 

50-29 

F 

850530001 1 

40 8380 



8505200393 

50-29 

0 

8505310424 

40 8348 



8505290367* 

50*29 

Q 

8505010402 

WASTE MGT 



8505290504 

PR 


8505020376 

71 9032 



8505310124 

50*26 

F 

8505160248 

WASTE MGT 


Ybarrondo Assoclalea 

8505100430* 

FOIA 


8505010470 

50*28 

P 

Zack Ce 

8505230491 

OAg09 





REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for exampie, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example. 
ACRS. 


REPORT NUMBER 

ACCESSION 

1 SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

01-0310-1305 ROO 

8505030424* 

50 206 

P 

01-0310-1392 ROO 

8505030430* 

50-206 

P 

01 -061)0-1 136 ROO 

8505310261* 

50-206 

P 

00 0870-0014 ROO 

8505230092* 

50-268 

P 

16737-2-Q03-106 fl04 

8505010472* 

50-320 

P 

15737-2-Q07-103 R03 

8505300041* 

60-320 

P 

15737-2-Q07-10S R03 

0505070104* 

60-320 

P 

16737-2-Q07-10Q R02 

8505230174* 

50-320 

P 

1 6737-2- M72 DWC01 R3 

0506010476* 

60-320 

P 

1 6737-2- M72 DWC02 fl3 

8505010479* 

60-320 

P 

23A4663 ROO 

0505030349* 

60-326 

P 

411-a0 2S 

0505100317 

60-276 

R 

411-61.66 

8505100311 

60-276 

R 

411 02 06 

8505100332 

60-276 

R 

411 03111 

8606100608 

60-276 

R 

41104. 167 

8506100413 

60-275 

R 

46116-2 

8605020466* 

50*498 

A 

6M14073D 04 R04 

0606010618* 

60-320 

P 

02-166 

6506200340* 

FOIA 


03 76 R01 

8604050206* 

60 265 

P 

04 20 ROO 

8605100127* 

50 341 

B 

OB06300674 

0505300674 

RES 

PNL-6391 

AB-553 

8505140120* 

50 335 

n 

A0-65B 

0606220057 

50-389 

R 

BAW-1860 

0505010164* 

50 302 

P 

BAW-1S72 

8505070372* 

60-338 

P 

BNL 04243 

0606160233* 

50-259 

P 

BNLNUREQ 31622 

8505290312* 

FOIA 


CEN-2(P) 

GEN 42(P) 

DOE/EA*d271 

8605170060* 

60-255 

P 

0606170070* 

60-255 

P 

8605160643* 

WASTE MQT 


DOE/NE-0025/3 

6506020036* 

WASTE MQT 


DOE/RW-0010 DRFT 

6505020306* 

WASTE MGT 


DR 1434 

8406210111* 

60-395 

P 

DR-e5407-32 R B 

8606020442* 

50 498 

A 

EDR-1 R03 ERR 

8605030550* 

60-266 

P 

EQG-EA-5643 R02 

6309300069* 

60-382 

A 

EGQ-EA-6300 

8309300076* 

60-382 

A 

EGG-EA-632d 

8605300318* 

50-245 

Q 

EQQ-EA-6734 

8505240267* 

50-324 

F GL-02-33 

EGQ-EA-6790 

6605310188* 

TOPREP 


EGG-RST-eoaO 

8505090352 

60 302 

P 

EMD-043701 

8606170118* 

60-237 

P 

ERA 620/1-83-000-1 

8505170270 

PR 

49FR46418 

ERA 620/1-03-010 

8505170288 

PR 

49FR46418 

GEZ-6876 

8505100301* 

50 443 

A 

GPU42F 

8605100324 

60-206 

R 

LR-267-2 

8505060127* 

WASTE RES 


LR-200-10 

8605160530* 

WASTE RES 

E DRF-T23-00601 

MDE'36-0206 

8505020249* 

50-461 

NEDO-11209 04A R05 

B605300046 

TOPREP 

78NE01ieR 

N EDO-23765-1 -A R1 VI 

6505210451* 

TOPREP 


NEDO 2376B-1-A R1 V2 

6506210452* 

TOPREP 


NEOO 23785-1 -A R1 V3 

8506210464* 

TOPREP 


NEDO 30883 

8506210461* 

TOPREP 


NSPNAO-8102NP R03 

850B030209* 

60-202 

P 

NU REG-001 7 R01 

8505280361 

NUREQ 


NUREG-OOaO V09 N03 

8505100053 

NUREQ 


NUnEa-0090 V07 N03 

8605160162 

NUREQ 


NUREQ-0304 V10N01 

0605240207 

NUREQ 


NU REG-0640 V07 N02 

8606160170 

NUREQ 


NUREG'0640 V07 N03 

S505210419 

NUREG 


NUREQ-0676 828 

B5051 00069 

60 275 

E 

NUREQ-074B V06 N02 

850B070582 

NUREQ 


NUREQ-0760 V21 N03 

8605280104 

NUREG 


NUREG-0844 

8505310663 

NUREQ 



These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG-0844 FC 

8605310663 

NUREG 


NUR£Q-0eB7 S06 

8505010117 

50-440 

E 

NUREG-0910 S03 R01 

8505100062 

NUREG 


NUREQ-0636 V04 NOI 

8505310669 

NUREQ 


NUREG-0940 V04 NOI 

8505100072 

NUREG 


NUREQ.I033 

8505310065 

50-508 

D 

NUREG-1061 ADDV02 

8505100057 

NUREG 


NUREG-1061 V02 

8S05060016 

NUREG 


NUREG-IOBI V05 

8505070560 

NUREQ 


NIUREQ-1104 

8504030426 

50-482 

P 

NUnEG-1117 

6504030439 

50-362 

P 

NUREG-11ia 

8505240050 

70-1151 


NUflEG-t131 

8505000346 

NUREG 


NUflEG-CB-4155 

B5O50605O3 

NUREG 

SAN 085-01 72 

NUREQ/BR-0051 V06 N6 

8505260074 

NUREQ 


NUREG/CR-1755 ADO 01 

8505070571 

NUREG 


NUREQ/CR-2000 V04 N3 

8505070667 

NUREG 

ORNL/NSIC-200 

NUREG/CR-2531 R03 

8505170007 

NUREQ 

EGQ-2164 

NUREa/CR-2728 ERR 

8505060493 

NUREQ 

SANOS2-1 137 

NUREGyCR‘3178 

8505100048 

NUREG 


NUREQ/CR.3455 

8505230685 

NUREG 

WINCO-1024 

NUREGyCR-3703 

8505070497 

50*269 

P aNL-NUREQ-51750 

NUREG/CR.3746 V02 

8505070562 

NUREG 

HEDL-TME 84-21 

NUREQ /CR‘3746 V03 

8505070543 

NUREG 

HEDL-TME 84-31 

NUREQ/Cfl.3767 

B505160176 

NUREG 

SANDa4-0814 

NUREQ/CR-3B03 

8505230538 

NUREQ 

SAN 084-0606 

NUREG/CR-3820 V03 

8505160172 

NUREG 

SAN 084-1025 

NUREG /CR-3855 

8505060534 

NUREG 

SAN 084-71 39 

NUREQ /CR-3872 

8505230574 

NUREG 

ORNL/TM 9253 

NUREQ/CR-38a5 V03 

8505230519 

NUREG 

ORNL/TM 9267/V3 

NUREG /CR-38dd 

8505160635 

NUREG 


NUREQ/CR-3905 V01 R1 

8505070102 

NUREG 

ORNL/NSIC-223 

NUREQ/CR-3905 V02 

8505070170 

NUREQ 

ORNL/N SIC-223 

MUnEQ/CR-3905 V03 

8505070006 

NUREG 

OR NL/N SIC-223 

NUREG /OR-3905 V04 

8505070184 

NUREG 

ORNL/NSIO-223 

NUnEG/CR-3944 

8505030229 

NUREG 

SAN'D84-1646 

NUREG /CR-3090 ERR 

8505070526 

NUREQ 

5526 

NUREG /CR-4004 

8505010088 

NUREG 

IES-79-26 

NUREG /CR-4009 

0505070505 

NUREQ 

SANDe5-7150 

NUREG /CR-4010 

8505060499 

NUREG 

SAND85-7151 

NUREG /CR‘4015 

0505230524 

NUREG 

ORNL/TM 9390 

NUREG /CR.4031 V01 ER 

8505160575 

NUREG 

ORNL/TM 94 23/VI 

NUREQ /CR-4031 V02 

0505170010 

NUREG 

ORNL/TM-9423V2 

NUREG/CR-4031 V03 

8505160647 


ORNL/TM 9423/V3 

NUREG/CR-4033 

8505230534 


EGG-2352 

NUREG/CR.4035 

8505070560 


UCRL-53587 

NUREG/CR-40S1 

8505010277 


PNL-5303 

NUREG/CR-4064 

8505060514 


ANL-84-41 

NUREG/CR-4071 

8505280416 


EGQ-2362 

NUREG/CR-4075 

8505280093 

Sis = 

PNL-5323 

NUREG/CR-4086 

6505160629 

?K 

ORNL/TM-9477 

NUREG/CR-4101 

B50S 100034 

! > « = 

ORNL/TM-9506 

NUHEG/CR-4105 

8505230531 

NUREG 

NUREG/CR-4114 

8505210576 

NUREG 

ORNL-6137 

NUREG/CR-4124 

8506060509 

NUREG 

ANL-85-5 

NUREG/CR-4139 

8505100041 

NUREQ 

PNL-S3ei 

NUREG/CR-4169 

8505310421 

NUREQ 

ARAP NO. 505 

NUREG/CR-4160 

6505070439 

NUREG 

PNL-5404 

NUREG/CR-4181 

6505070173 

NUREQ 

EGG -23 55 

NUREG/CR 4191 

6505100194 

NUREG 

ANL-86-13 

NUREG/CR 4210 

8505080375 

NUREQ 

BMl-2126 

NUREG/Cfl’4211 

8505080373 

NUREG 

BMI-2126 

NUREG/CR 4212 

8505070548 

NUREQ 

EQG-MS-6708 

NUREQ/CR-4226 

6505070552 

NUREG 


NUREG/CR-42a7 

6505070484 

NUREQ 

UCRL-20410 

NUREG/CR-4263 

6505280066 

NUREG 


451 



452 REPORT NUMBER INDEX 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 

REPORT NUMBER 

ACCESSION 

1 SUB- 


OTHER REPORT 


NUMBER 

JECT 

NUMBER 


NUMBER 

JECT 


NUMBER 



CATE- 




CATE- 





GORY 




GORY 



ORNL/NUREG.24 

8505310266* 

50-206 

P 

SO-3510-012 ROO 

8505200060* 

50-320 

P 


PQE-1006 64 

0505290680 

50-344 

R 

SD-3526-004 R3 

8505010308* 

50-320 

P 


PGE*1009 84 

6505300491 

50-344 

R 

SECy-76.129A 

8505090094* 

FOJA 



PLG*0191 

8505280334* 

FOIA 


SECY- 03-1 24 

8505140110* 

FOIA 



PLQ-041 1 

8505070106* 

50-269 

P 

SECY- 63-21 5 

8505140127* 

FOJA 


LBP 03 21 

PPD NT*84 001 

0505210375* 

PR 

50FR1ia32 

SECY 04-026 

8505090135* 

FOIA 



RDA-Tfl-1 27301 -001 

8505090606* 

FOIA 


SECY- 04-089 

8403120190* 

50-269 

F 


RTL-ENV 04-01 

85052001611 

50-272 

R 

SECY-04-Oa9A 

8406020307* 

50-269 

F 


SAM302-147LJ R01 

8207220398* 

50-327 

P 

SECY- 64- 100 

8403200308* 

FOIA 



SAtC 05/1514-2 DRFT 

8505290059* 

50-267 

P GL 03-28 

SECY- 84-1 73 

8405100090* 

FOIA 



SA!C-85/15ie2 

0505310529* 

60-416 

P GL-63-28 

SECY- 04-206 

8505090493* 

50-322 

A 

ALAa-769 

SAtC-85/1517-2 DRFT 

8505160328* 

50-213 

P QL 03-28 

SECY- 04-211 

8406010448* 

FOIA 



SAtC-85/1518 2 

8505130057* 

50-286 

P GL-83-28 

SECY- 65-081 

8503260250 

SECY 



SAIC-85/1510 1 DRFT 

8505300166* 

50-302 

P GL.83-28 

SECY- 05-1 47 

8505020105 

SECY 



SAtC-a5/1519 2 

8505230594* 

50-321 

P GL-83-28 

SECY- 05-1 49 

8505030630 

SECY 



SA!C-a5/1610 3DRFT 

8505290220* 

50-277 

P GL-83-28 

SECY-A-60-11B 

8505090145* 

FOIA 



SA1C'85/152a 10 

8505140391* 

50-280 

P GL.83-2a 

STD R.02-001 RO& 

8505000514* 

71-9161 



SAIC-85/ 1523-11 DRFT 

8505300423* 

50-387 

P GL-83-2a 

TER C5257-29 

8206010061* 

50-245 

P 

TAG 10137 

SA!C-85/1 623-6 DRFT 

8505280501 * 

60-340 

P GL 83-20 

TER 05506-260 

8503260410* 

50-336 

Q 

TAG 42094 

SAlC-as/l 523-7 

8505130181* 

50-247 

P QL03 20 

TER C55O0-653 DRFT 

8505010158* 

50-312 

P 

NRC-03 81-130 

SAfC-aS/l 523-8 DRFT 

8505240244* 

50-338 

P GL83 2a 

TES-3202 

8505240616* 

71 4008 


25206 

SAND77 0370 

0505230299* 

FOIA 


UCID-19140 R01 

8305160221* 

60-260 

P 


SASR 65-25 R02 

05053003 BO* 

60-331 

Q MDE-57-04aS 

WCAP-10736 

8505230149* 

60-266 

P 


SASR 85-34 

0505300390* 

60-331 

Q MDE.105 0485 

XN-NF-04.21 S02 R02 

8505030213* 

50-316 

P 






YAEC-1 370-2 R02 

85051 403B5* 

50-29 

P 




CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A, 


ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


7905040246 

8605300157 

04/11/02 

FOIA 


7005040257 

8505300167 

84/11/02 

FO)A 


7005070370 

8505210005 

04/09/25 

FOIA 


7005S90270 

0505300000 

05/03/11 

FOIA 


7607130224 

6505300008 

85/03/11 

FOIA 


7006000042 

0505130485 

05/02/26 

60 400 

O 

7008240657 

0505100006 

84/10/00 

50-302 

A 

7009120300 

8505300157 

84/11/02 

FOIA 


7010020536 

8605240072 

84/10/11 

FOIA 


8001040343 

8505210005 

04/09/26 

FOIA 


8001170240 

8505100000 

04/10/09 

50-362 

A 

8003030195 

8505240072 

84/10/11 

FOIA 


8003040132 

8505300157 

84/11/02 

FOIA 


8003190331 

0505100000 

04/10/09 

60 382 

A 

6004110294 

0505240072 

04/10/11 

FOJA 


8005200004 

8505100006 

84/10/09 

50*362 

A 

8005200886 

8605100006 

04/10/09 

50 362 

A 

8007100354 

8505240072 

04/10/11 

FOIA 


8007150427 

8505300167 

04/11/02 

FOIA 


6007160730 

0505240072 

04/10/11 

FOIA 


6007310091 

8605100000 

84/10/09 

50 362 

A 

6008110260 

8505210005 

84/09/26 

FOIA 


6008110255 

0505210006 

64/09/25 

FOIA 


6008130351 

0505300167 

04/11/02 

FOIA 


8008150234 

8505300157 

04/11/02 

FOIA 


6101060037 

8505280060 

84/10/15 

60 247 

P 

8101270772 

0505210005 

84/09/26 

FOIA 


8103110244 

0505100006 

04/10/09 

60-362 

A 

3103200412 

0605100006 

84/10/09 

60-382 

A 

3103260981 

8505100006 

04/10/09 

50-382 

A 

3104160260 

0506100006 

84/10/09 

60 362 

A 

8104260103 

0505100006 

84/10/09 

60-362 

A 

3104260540 

0505100006 

04/10/09 

60-302 

A 

8105110530 

8505100006 

04/10/09 

60 416 

A 

0105110536 

8505100000 

84/10/09 

60-416 

A 

0105110564 

0505100500 

64/09/26 

60 341 

E 

8105120613 

0505100006 

04/10/09 

60-382 

A 

81 051401 26 

8505100000 

04/10/09 

60-382 

A 

8105190011 

8505100006 

04/10/09 

B0-3B2 

A 

8 1 06020030 

8505100000 

04/10/00 

60-382 

A 

8108100507 

8505100500 

64/09/20 

50-341 

F 

8106110150 

0505240072 

84/10/11 

FOIA 


81 0B1 10155 

8S05240072 

04/10/11 

FOIA 


8106110159 

8605240072 

84/10/11 

FOIA 


8106170432 

8506100000 

04/10/00 

60-382 

A 

8106190195 

0506100006 

04/10/09 

60-382 

A 

3106210160 

0505100500 

04/09/26 

60-341 

F 

8109040009 

8605100000 

84/10/09 

60-382 

A 

8109100050 

8605100006 

84/10/00 

60-302 

A 

3109160149 

8506100600 

84/09/20 

60-341 

F 

3109260106 

0505100500 

04/09/26 

60-341 

F 

3110140470 

6505300602 

06/02/13 

FOIA 


8110230046 

8505260006 

04/10/16 

60-166 

P 

3110300023 

8505280066 

84/10/16 

60-206 

P 

9I110200QQ 

0505240072 

84/10/11 

FOIA 


3111020091 

0605240072 

04/10/11 

FOIA 


3111240153 

6505100006 

64/10/09 

50-382 

E 

3112010174 

8605100006 

84/10/09 

50-382 

A 

3112170547 

8505280066 

84/10/16 

60 166 

P 

3112210017 

0605100006 

84/10/09 

50*382 

A 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


6202040060 

8505260006 

84/10/16 

50-165 

p 

8202110243 

8505260066 

84/10/16 

50 296 

p 

8202160D94 

85052D0361 

84/12/27 

FOJA 


8202230868 

8505260066 

84/10/16 

60 352 

A 

0203020683 

8505100006 

84/10/09 

60 302 

E 

8203040058 

0505300143 

05/03/01 

FOIA 


8203050076 

8505160076 

04/09/20 

60-373 

P 

8203000786 

8505100006 

04/10/09 

60 302 

A 

6203180003 

8505100008 

84/10/09 

60382 

E 

8206010661 

6505160145 

05/05/10 

60 246 

P 

8206090230 

8505300143 

05/03/01 

FOIA 


8207060079 

6505160001 

84/11/21 

50 267 

P 

820722039B 

6505160098 

84/12/12 

60 327 

p 

8207220601 

8505100000 

84/10/09 

60382 

E 

8208040660 

8505200001 

84/09/20 

60 400 

P 

8200200082 

8505290001 

04/09/20 

FOIA 


8200240470 

6505280060 

04/10/16 

60 424 

A 

8200150100 

65051 0Q006 

04/10/09 

60 302 

A 

6209230041 

650510000G 

04/10/09 

60-302 

A 

8210050022 

6505100008 

04/10/09 

60 302 

A 

8210150506 

8505160001 

84/11/21 

50213 

P 

8210160560 

8505160001 

84/11/21 

60 213 

P 

0210150573 

8505160001 

84/11/21 

60-213 

P 

0211180509 

6505280006 

84/10/16 

60 424 

A 

6211190063 

6505200001 

04/00/20 

roiA 


6211190000 

6605209001 

04/00/20 

FOIA 


0211230642 

8505209001 

84/09/20 

FOIA 


0212070081 

8505100009 

84/10/09 

60 302 

E 

0212080563 

8505100008 

84/10/09 

60-302 

A 

0212290208 

8505280908 

84/10/16 

50-424 

A 

0301030295 

8605280008 

84/10/16 

60-424 

A 

B301860519 

0505160001 

04/11/21 

60-210 

P 

0301 060 525 

6606160001 

84/11/21 

FOIA 


0301 100030 

0605000121 

04/00/24 

FOIA 


0301 120407 

0505300602 

85/02/13 

FOIA 


8301180180 

0505230001 

64/10/02 

FOIA 


0301270522 

0505200006 

64/10/16 

60-247 

P 

6301260490 

0605200001 

64/09/20 

50-362 

A 

6301280409 

0605200091 

04/09/20 

60-352 

A 

8302020170 

0606260006 

84/10/16 

50 424 

A 

8302020220 

0505230091 

04/10/02 

60*3 

P 

8302020229 

0506230001 

84/10/02 

50-3 

P 

8302160091 

0506200001 

84/09/20 

FOIA 


8302160027 

0506100006 

84/10/OD 

60-382 

A 

0302170122 

0SOS28DO06 

64/10/16 

50*352 

A 

8302160514 

0505100000 

64/10/09 

60*382 

E 

0302280233 

0505230001 

64/10/02 

FOIA 


0302280238 

0505230001 

04/10/02 

FOIA 


8302260244 

0505230001 

64/10/02 

FOIA 


8302280248 

0505230001 

64/10/02 

FOIA 


8303230321 

0505000329 

04/10/02 

60*272 

S 

8303240249 

6505230001 

04/10/02 

FOIA 


8304050541 

0505100006 

04/10/00 

60*302 

A 

8304080408 

0505230001 

04/10/02 

FOIA 


8304130523 

0505200001 

04/09/20 

FOIA 


8304130525 

0505100006 

04/10/00 

60*382 

A 

8304100769 

0505230001 

04/10/02 

FOIA 


0305000189 

0506100474 

84/12/04 

60*801 

A 

6305160221 

0505090242 

84/12/04 

60*260 

P 

8305200077 

0505100006 

04/10/09 

60*382 

E 


453 



454 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

0S0526O251 

8505200001 

64/09/20 

FOIA 


8306160020 

8505200001 

84/09/20 

FOIA 


8303240360 

8505260066 

84/10/15 

50-295 

F 

B307 110765 

8505300602 

85/02/13 

FOIA 


8307110767 

6505230001 

84/10/02 

FOIA 


8307140087 

6505090329 

84/10/02 

50-366 

F 

8307160444 

6605230001 

84/10/02 

FOIA 


8307160445 

8505230001 

84/10/02 

FOIA 


8307200057 

8307200054 

83/06/30 

60 320 

P 

8307200061 

8505000329 

84/10/02 

SO 300 

P 

8307200433 

0605100006 

84/10/09 

50-382 

A 

8307200455 

0505090329 

84/ 10/02 

50-366 

P 

8307260073 

6505200001 

84/09/20 

FOIA 


83030401 2B 

6505200001 

84/09/20 

FOJA 


B30304057S 

6505200001 

84/09/20 

FOIA 


B3080B0152 

8505100006 

84/10/09 

50 332 

A 

8303080562 

8505200001 

84/09/20 

FOIA 


8303150063 

6505280066 

84/10/15 

50-352 

A 

8303150070 

6505280066 

84/10/15 

60-352 

A 

8303150343 

6505230001 

84/10/02 

50 3 

P 

8303150350 

6505230001 

84/10/02 

50 3 

P 

6303180119 

6505170080 

84/09/14 

FOIA 


6303160130 

8505170080 

84/09/14 

FOIA 


6303180629 

8506300143 

85/03/01 

FOIA 


8303180633 

6505300143 

05/03/01 

FOIA 


8303100516 

6505300602 

86/02/13 

FOIA 


8308240649 

8505200001 

84/09/20 

50-352 

A 

8308310473 

6505200001 

84/09/20 

FOIA 


8309130089 

8505100003 

84/10/00 

50 382 

A 

8300130363 

8505200001 

04/09/20 

FOIA 


8309 150465 

8505300602 

85/02/13 

FOIA 


8309150469 

6505300602 

85/02/13 

FOIA 


8309150476 

8505300602 

85/02/13 

FOIA 


8309220280 

8505280068 

84/10/16 

50-352 

A 

8309260346 

8505200001 

84/09/20 

60 456 

A 

6309290501 

8505100427 

84/09/24 

50 382 

A 

8309300069 

8505100003 

84/10/09 

50-382 

A 

8309300075 

6505100003 

64/10/09 

50-362 

A 

8309300322 

8505230001 

04/10/02 

FOIA 


83100S0426 

8505100003 

84/10/09 

60-362 

A 

6310050428 

6505100003 

84/10/09 

50 528 

A 

8310050434 

8505100003 

84/10/09 

50-528 

A 

8310050438 

8505100003 

84/10/09 

50-382 

A 

8310050441 

8505100003 

84/10/09 

50-302 

A 

8310070130 

8505150333 

85/05/13 

50-308 

Q 

8310070132 

6505150333 

65/05/13 

50-309 

Q 

8310070135 

6505150333 

85/05/13 

60-300 

G 

8310110473 

6505260066 

64/10/15 

60-352 

A 

8310110477 

6505260066 

84/10/16 

60-352 

A 

6310160063 

8505260066 

84/10/16 

50 302 

A 

6310200427 

8505100474 

84/12/04 

60 601 

A 

8311040072 

6505230001 

84/10/02 

FOIA 


6311060610 

6505150333 

85/05/13 

50-309 

Q 

8311140003 

6505100006 

84/10/09 

50-302 

E 

8311140081 

6505090329 

84/10/07 

50-269 

0 

8311210081 

6505280066 

84/10/15 

60 423 

A 

8311220543 

6505300602 

05/02/13 

FOIA 


6312090108 

6505200001 

84/09/20 

FOIA 


6312120007 

6505260066 

84/10/15 

50 352 

A 

6312120078 

8505300602 

85/02/13 

FOIA 


6312120082 

6505300602 

05/02/13 

FOIA 


6312120307 

6505300802 

85/02/13 

FOIA 


8312140010 

6505090329 

84/10/02 

FOIA 


8312200026 

6505300602 

85/02/13 

FOIA 


8312230029 

6505170080 

84/09/14 

FOIA 


8401090719 

8505170080 

84/09/14 

5010 

Q 

8401110373 

8505170080 

84/09/14 

FOIA 


8401120136 

8505100006 

84/10/09 

60-982 

E 

6401170078 

6505200001 

84/09/20 

FOIA 


6401170232 

65050904B3 

84/12/13 

60-239 

P 

6401170466 

8505230001 

84/10/02 

FOIA 


8401200097 

8505170080 

84/09/14 

FOIA 


8401200240 

6505100006 

04/10/09 

50-382 

A 

8401200243 

6505100006 

84/10/09 

60-382 

A 

8401250203 

6505300602 

85/02/13 

FOIA 


8401260540 

0605300602 

85/02/13 

FOIA 


8401270279 

8505090329 

04/10/02 

60-302 

F 

6402020014 

8506090242 

04/12/04 

FOIA 


6402060642 

8505200001 

04/09/20 

FOIA 


8402160551 

8505100006 

04/10/09 

60 362 

F 

6402170129 

8505130178 

84/10/30 

FOIA 


8402170131 

8505160075 

04/09/20 

60 416 

P 

8402210302 

8505200001 

64/00/20 

FOIA 


8402270333 

6505300602 

65/02/13 

FOIA 


8402280007 

6505230001 

84/10/02 

FOIA 


8403120190 

8505100459 

84/09/24 

50-269 

F 

6403200308 

8505150284 

85/01/10 

FOIA 



ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


8403280107 

8505100006 

84/10/09 

50 362 

A 

0403300215 

6505260066 

84/10/16 

50-352 

A 

6404040265 

6505160075 

84/09/20 

50 309 

F 

8404050128 

8505100006 

84/10/09 

SO 382 

E 

8404050416 

8505300321 

84/11/02 

FOIA 


8404100109 

8506300321 

04/11/02 

FOIA 


8404100113 

8505300321 

04/11/02 

FOIA 


0404110314 

8505300602 

85/02/13 

FOIA 


8404110406 

8505100006 

04/10/09 

60-362 

A 

8404110522 

650S26006B 

04/10/15 

50 295 


8404120045 

0605160076 

84/09/20 

FOIA 


6404120156 

8504240202 

85/04/22 

60 446 

A 

6404120382 

8505100006 

84/10/09 

50 382 

A 

8404130486 

8505090242 

84/12/04 

FOIA 


8404200156 

0505200001 

04/09/20 

FOIA 


8404200358 

6505200001 

04/09/20 

FOIA 


6404200375 

8505170080 

84/09/14 

50-237 

s 

6404200380 

8505170080 

04/09/14 

50-237 

s 

6404230396 

8505310347 

84/11/21 

FOIA 


8404240390 

8505130178 

84/10/30 

50-416 

s 

8404260430 

8505130178 

84/10/30 

60-206 

s 

8404300352 

8505200001 

84/09/20 

FOIA 


B4043003S0 

0505200001 

84/09/20 

FOIA 


0404300374 

6505160075 

04/09/20 

50-447 

A 

8405020146 

8505100212 

04/11/13 

50-416 

p 

8405140068 

8505100212 

84/11/13 

60-416 

p 

8405140272 

8505210193 

85/01/03 

FOIA 


8405160072 

6505310347 

84/11/21 

FOIA 


8405160268 

8505100112 

04/11/21 

FOIA 


8405160346 

8505300143 

85/03/01 

FOIA 


8405160576 

8505090320 

84/10/02 

60-247 

Q 

8405170317 

8505130316 

86/01/30 

50-412 

E 

8405170320 

0505310347 

04/11/21 

FOIA 


8405160090 

6505150264 

05/01/10 

FOIA 


8405210390 

8505130316 

05/01/30 

50-412 

E 

6405230009 

6605280066 

84/10/15 

50-295 

P 

B405290008 

8505200595 

84/10/19 

50-362 

A 

8405290184 

8505100500 

84/09/26 

60-341 

E 

8405310299 

8505280066 

84/10/16 

50-423 

A 

840601 0448 

8505140161 

84/10/29 

FOIA 


8406020307 

0505100469 

84/09/24 

50-269 

F 

6406040101 

0605170080 

04/09/14 

FOIA 


8406060310 

6505170080 

04/09/14 

FOIA 


8406070379 

8505160278 

04/09/12 

50 289 

Q 

8406080318 

8505260066 

84/10/16 

50-352 

A 

8406200520 

8505200595 

84/10/19 

50 382 

A 

8406200527 

6505200595 

84/10/19 

50 382 

A 

8406210107 

8505170060 

84/09/14 

50 250 

P 

0406210111 

0505170080 

84/09/14 

50-395 

9 

8406210113 

8505170080 

04/09/14 

FOJA 


8406230359 

8505100397 

04/10/15 

FOIA 


8406260653 

8505200595 

84/10/19 

50 445 

A 

8406280324 

8505280066 

84/10/16 

50 443 

A 

0407020563 

8505160076 

84/09/20 

50416 

0 

8407030224 

8505160075 

64/09/20 

50416 

0 

6407050011 

8505160076 

84/09/20 

50-416 

u 

8407050154 

8605170080 

84/09/14 

FOJA 


8407090357 

6505130178 

84/10/30 

50-322 

5 

8407100084 

8506170080 

84/09/14 

50-313 

P 

8407120004 

8505210193 

85/01/03 

FOJA 


8407230089 

B6061 00446 

84/12/18 

60-276 

U 

8407230091 

8605100446 

84/12/18 

60-275 

u 

8407230166 

8505280066 

84/10/16 

60 443 

A 

8407230363 

8505160195 

84/12/17 

FOIA 


8407230369 

6505160135 

64/12/17 

FOIA 


8407260395 

8505090329 

84/10/02 

50 346 

F 

8407260398 

8505200595 

84/10/19 

60-276 

P 

8407260464 

8506300602 

05/02/13 

FOIA 


0407270440 

8505170000 

84/09/14 

60-362 

S 

8408010360 

8605210312 

05/01/16 

50-322 

P 

6408060311 

8505210312 

86/01/16 

50-322 

P 

8408190148 

S505200S9S 

84/10/19 

60-482 

A 

8408220510 

0605100140 

84/12/04 

FOJA 


8408220516 

B505100140 

84/12/04 

FOJA 


8408230030 

8505200695 

84/10/19 

60-289 

P 

0408230316 

8505160060 

84/09/24 

60 462 

U 

8406230324 

6505180060 

84/09/24 

60 482 

u 

8408230403 

6406230402 

84/08/21 

50-445 

T 

8408230404 

6408230402 

84/00/21 

60 445 

T 

6408230405 

8408230402 

64/08/21 

60 445 

T 

6408230407 

6406230402 

84/06/21 

60-445 

T 

6408230408 

0400230402 

84/08/21 

50 446 

t 

8408230410 

8408230402 

84/08/21 

50-445 

7 

8408230411 

8406230402 

84/08/21 

50 44S 

T 

8408230413 

8408230402 

84/08/21 

60 446 

T 

8408230414 

8408230402 

84/08/21 

60-446 

T 

8408230418 

8408230402 

84/08/21 

50-445 

T 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 455 


ACCE^srON NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

840&a30447 
64Q&2G0452 
$40823 W90 
$408240014 
$408240156 

6S0S 160060 
8605160060 
8505280499 
0505100212 
8505160060 

84/09/24 

84/09/24 

05/05/09 

84/11/13 

04/09/24 

GO 482 U 

50 482 U 

MISC 

50^416 S 

50-482 U 

$408240162 

8409160210 

84091 B0374 
8410160091 
6410100105 

0505160060 

OS05300143 

8505130316 

8505130316 

0505130316 

84/09/24 

B5/03/O1 

85/01/30 

05/01/30 

85/01/30 

50-402 H 

FOJA 

60-412 E 

50-412 E 

FOIA 

6411190032 

$411030429 

$411030436 

6411130694 

$411140163 

0505100140 

0505100140 

0505100140 

8505130347 

8411140158 

64/12/04 

84/12/04 

84/12/04 

65/05/07 

64/11/06 

FOIA 

FOIA 

FOIA 

50-267 Q 

50 445 A 

3412060631 

$501170121 

3501240205 

3502050324 

S502050339 

8505160276 
650501 0303 
6501240199 
6502050318 
6502050332 

64/09/12 

85/04/12 

84/12/31 

85/01/28 

85/01/20 

50 289 P 

50-219 Q 

50-262 Q 

71 304 

71-6200 

S502200319 

0502280204 

3503010131 

8503040384 

8500040389 

B5 0220031 4 
6502200286 
6503010120 
8503040377 
0603040377 

85/02/12 

86/02/11 

85/02/20 

85/02/28 

85/02/28 

60415 Q 

69 206 Q 

CONTRACT 

50 307 P 

60-387 P 

8503050412 

8503070412 

8503070415 

8503070417 

8503070603 

B503050400 

0503070407 

0503070407 

8503070407 

8503070594 

85/03/01 

85/02/28 

65/02/28 

65/02/20 

85/02/26 

PR 

PR 

PR 

PR 

CONTRACT 

6503110598 

0503140043 

6503250003 

$503260410 

6504020350 

6505290329 

8503140039 

8505090167 

8505010210 

8505130347 

05/05/06 

65/02/21 

85/04/13 

65/04/17 

65/05/07 

60-458 A 

50-412 Q 

50-412 r 

50-338 Q 

60-207 Q 

8504030098 

3504030428 

8504040071 

6504050206 

6504090432 

8505290329 

8505010526 

8505020412 

8504050204 

$505020164 

85/05/06 

06/04/16 

06/04/09 

65/04/01 

85/04/24 

50-460 A 

50-313 P 

60 412 F 

60-260 P 

60-440 A 

6504090434 

8504110301 

$504110394 

$504110749 

6504150517 

6 505020184 
6504110291 
8504110366 
8505060241 
6505020520 

65/04/24 

64/12/10 

85/04/10 

85/04/26 

66/04/23 

50 440 A 

50 264 F 

60 440 K 

NUREQ 

60 283 P 

8504160072 

8504160216 

8504160627 

8504100476 

6504100467 

6504160060 

8504160212 

85051D0446 

6S05060264 

6505100064 

65/03/22 

85/04/03 

85/04/26 

85/04/26 

86/04/30 

60 336 Q 

71-534 

60 335 F 

MISC 

MISC 

6504100496 

6504100516 

6504220448 

6504240027 

8504240557 

8504 IDO 4 92 
8504100492 
6505010129 
6506220056 
8505160416 

06/02/27 

86/02/27 

85/04/19 

86/06/06 

85/05/13 

60-341 A 

60-341 A 

60 277 F 

60 340 F 

60 463 Q 

6504240710 

650425D285 

6504290003 

B504290007 

6504300017 

0505020610 

6505130162 

6505280499 

8605160466 

8504300016 

85/04/22 

86/04/30 

86/06/09 

86/06/02 

85/04/11 

60-410 F 

60-360 F 

MISC 

60 261 F 

71-540 

6504300359 

8505010027 

8505010052 

8505010055 

8505010050 

0505160043 

6505010023 

8506010049 

8505010049 

8605010054 

86/05/07 

06/04/16 

66/04/22 

66/04/22 

86/04/10 

50 466 A 

50-312 P 

70-606 

70-008 

70-764 

8505010003 

8505010103 

8505010104 

6505010109 

$505010116 

6505010060 

6505010099 

8505010091 

8505010106 

0505010113 

06/04/11 

66/04/11 

86/04/24 

85/04/22 

66/04/22 

60-528 Q 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

6505010163 

$505010161 

$505010163 

$505010104 

$505010113 

8505010150 

8505910146 

8505010157 

6506010167 

6505010181 

66/04/26 

65/04/16 

86/04/26 

65/04/26 

66/04/17 

60-397 P 

60-312 P 

60-302 P 

60-302 P 

CONTRACT 

$505010203 

$505010206 

$505010213 

$505010216 

$505010213 

8505030382 

6505010205 

0505010210 

6505010211 

8505010211 

85/04/24 

65/04/10 

85/04/17 

85/03/20 

05/03/20 

60-330 P 

WASTE MOT 
60-336 Q 

WASTE MOT 
WASTE MQT 

$505010221 

$506010222 

$505010227 

$505010230 

$505010236 

6505010214 
8505010211 
850501021 1 
0505010211 
8505010211 

85/04/16 

05/03/20 

85/03/20 

65/03/20 

86/03/20 

50-244 F 

WASTE MQT 
WASTE MQT 
WASTE MOT 
WASTE MQT 

$505010237 

$505010239 

8505010228 

0505010211 

86/04/18 

85/03/20 

60 330 F 

WASTE MOT 


AGCESSIOM NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

6505010241 

8505910211 

05/03/20 

WASTE MQT 

8505010244 

8SDS01021 1 

85/00/20 

WASTE MQT 

0505010261 

8505010254 

85/04/10 

50 424 

C50S010267 

0B05O 10254 

86/04/18 

SO 424 

6505010330 

850S200557 

86/05/09 

50 352 

6506010342 

8505010338 

05/04/03 

50-209 

6505010343 

0505010337 

85/04/ 10 

50 344 

8606010344 

8505010340 

05/04/24 

50-334 

0505010355 

8505010347 

65/04/29 

60 4SQ 

0506010369 

8505010362 

05/04/15 

50-317 

0505010376 

0505010372 

05/04/26 

SO 302 

8505010388 

0505010382 

05/04/20 

50 320 

0505010390 

8505010300 

05/04/24 

71 0162 

0506010400 

0505010307 

05/04/25 

50 271 

0505010400 

0505010397 

05/94/25 

60 271 

0605010400 

0505010307 

05/04/24 

50 213 

6505010409 

0505010491 

05/04/25 

60 200 

0505010413 

6505010403 

05/04/15 

60 277 

0505010415 

0505910307 

85/04/24 

69 213 

0505010410 

0595019410 

85/04/20 

60 287 

0505010422 

8505010410 

05/04/24 

7I'D|03 

0506010433 

8505910420 

aS/04/20 

60-207 

0505010437 

6505010435 

85/94/25 

60-330 

B605010430 

DS05019435 

66/04/26 

50-336 

0505010444 

0505010440 

85/04/80 

nEQGD 

0505010461 

850501 044G 

05/04/22 

CONTRACT 

0505010457 

8505010465 

05/04/26 

50 2Q3 

0595010462 

8505010465 

05/Q4/25 

50-293 

0505010472 

8505010400 

65/04/20 

50-320 

0605010476 

OSO SO 10408 

05/04/20 

60 320 

6505010479 

8505010460 

85/04/26 

60 320 

6595010483 

8505010401 

65/04/12 

60 312 

6595010401 

0605010407 

65/04/20 

60 205 

0505010490 

0606010494 

65/04/28 

60 247 

8505010507 

6506010502 

05/04/28 

60 400 

650591 0509 

0505010503 

05/04/20 

60 333 

6505910511 

8505010500 

05/04/22 

70 143 

6606010514 

6505010502 

05/04/20 

6Q 400 

0505010510 

6506010510 

05/04/10 

50 320 

6605010522 

6505010519 

05/04/29 

60 450 

0505010520 

0505010020 

85/04/15 

60 313 

0505010532 

0505010526 

85/04/16 

50 313 

8505010573 

6505010569 

85/04/24 

71-8771 

8506010576 

6505010580 

05/04/24 

CONTRACT 

0606010585 

65O5O1OS03 

05/94/17 

50 200 

0605010501 

0505010500 

05/04/24 

71 0801 

0505010013 

0505010610 

05/04/24 

71 8073 

0505010017 

0505010014 

05/04/24 

71-0100 

8505010623 

0505010022 

05/04/24 

71 0001 

0505010029 

0505010027 

05/04/10 

60 200 

0506010033 

8505010027 

05/04/10 

69 280 

0505010044 

8505070001 

05/04/24 

nEQGQ 

0505010040 

8505070001 

05/04/24 

REGOO 

6505020003 

0505020001 

05/03/13 

WASTE RES 

G 505020005 

05O5O2QOOI 

05/03/10 

WASTE RES 

0505020000 

850502000/ 

06/04/24 

71-0144 

0506020010 

8505020012 

05/04/20 

50 333 

0506020017 

0595020012 

05/04/20 

CO 3D3 

8506020023 

0505020022 

05/04/24 

71-G744 

0505020030 

0505020033 

85/04/09 

WASTC MQT 

0505020074 

0505029004 

05/04/19 

CO 205 

0605020001 

0505920977 

05/04/24 

TOPRIP 

0505020002 

85.05920979 

05/94/20 

60-380 

0605020003 

0505020070 

05/94/24 

Topntp 

0605020007 

0695020079 

85/04/20 

60 300 

0505020069 

0595020086 

05/04/24 

TOPREP 

B5O5020000 

0596029000 

85/04/24 

71 0272 

0505020090 

0695029004 

65/04/24 

71-0244 

0505020110 

0505920116 

85/04/10 

WASTE MQT 

0505020121 

0595020119 

06/04/10 

60 458 

8505020126 

8505020124 

85/04/10 

60-331 

8505920135 

0505020124 

85/04/10 

60-331 

8605920143 

0505020137 

85/04/10 

60-4 10 

6505920140 

8505020139 

05/04/ se 

CONTRACT 

8605020165 

0506920164 

85/04/16 

60-200 

8505020158 

0605020119 

08/04/10 

60 469 

6505020163 

0505020169 

85/04/23 

CONTRACT 

8505020166 

0505020164 

05/04/10 

60-200 

6505020171 

0605920164 

05/04/24 

50440 

6505920176 

0505020164 

05/04/24 

50449 

8606020107 

0505020179 

65/03/2$ 

50 203 

66050201 00 

0505020163 

85/04/10 

50-245 

6605020102 

0505020160 

06/04/10 

60-440 

6505020197 

0505920160 

G5/04/1D 

60 449 

6506020235 

0505920137 

00/04/10 

50 410 

6605020240 

0506020230 

05/04/15 

PROJ 

0506020249 

0505020237 

05/04/20 

5O-40V 


E 

E 

F 

Q 

S 

Q 

Q 

P 

Q 

P 

0 

Q 

P 

P 

P 

P 

Q 


0 

Q 

Q 


Q 


P 

P 

F 

Q 

Q 

G 

Q 

G 

P 

Q 

P 

P 


S 


P 

P 


P 

P 

O 

A 

A 


Q 

P 

P 

Q 

0 

Q 

Q 

A 

A 

Q 

Q 

Q 




i 



456 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL DATE 
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ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE SUBJECT 

ISSUED CATEGORY 


8505020251 

8505020253 

8505020254 

8505020262 

6505020263 

6505020265 

8505020266 

8505020272 

8505020279 

85050202B9 

8505020292 

8505020203 

8505020297 

8505020304 

8S05020306 

8505020308 

8505020321 

8505020331 

8505020333 

6505020336 

8505020358 

8505020362 

8505020367 

8S05020370 

8505020374 

8505020381 

850S020382 

8505020384 

8505020365 

8505020387 

8505020388 

8505020394 

8505020396 

8505020399 

8505020402 

8505020405 

8505020411 

8505020417 

8505020419 

6505020421 

8505020423 

8505020425 

8505020442 

8505020460 

8505020455 

8505020473 

8505020475 

8505020476 

8505020478 

3505020479 

8505020493 

8505020494 

8505020498 

8505020505 

8505020542 

8505020555 

8505020562 

8505020588 

8506020592 

8505020610 

8505020611 
8505020614 
8505020618 
8505020653 
850503001 1 

8505030030 

8505030040 

8505030050 

8505030077 

6505030093 

8505030100 

6505030159 

8505030182 

8505030189 

6505030191 

8505030194 

8505030209 

8505030213 

8505030231 

8505030243 

6505030246 

6505030258 

8505030278 

8505030311 

6505030312 

8505030315 

6505030322 


0505020242 

6505020246 

6505020239 

8505020255 

B5Q5020242 

8505020259 

8505020260 

8505020268 

B505020271 

8505020278 

8505020282 

0505020283 

B505020288 

8505020301 

8505020294 

8505020298 

8505020313 

8505020320 

8505020322 

6505020327 

8505020354 

8505020112 

8505020364 

8505020363 

8505020368 

8505020343 

8505020377 

8505020378 

8505020377 

8505020380 

8505020343 

8505020343 

8505020391 

6505020392 

8505020343 

8505020398 

6505020401 

8505020413 

8505020410 

8505020416 

8505020413 

8505020422 

6505020439 

8505020447 

8505020439 

0505020471 

8505020471 

8505020471 

8505020471 

8505020471 

6505020490 

8505020489 

8505020489 

8505020503 

8505020537 

8605020547 

8505020559 

8505170285 

8505020553 

8505020604 

6505020609 

6505020609 

8505020604 

6505020652 

8505030009 

8505030025 

8605030037 

8505030045 

6505030071 

6505030095 

8505030094 

8505030149 

6505030169 

8505030175 

8505030166 

0505030106 

8505030198 

6505030204 

8505030215 

8505030236 

0505030237 

8505030236 

8505030268 

8505030305 

8505030301 

8505030305 

8505030305 


85/03/29 

85/04/17 

05/04/15 

05/04/19 

85/03/29 

85/04/24 

85/03/22 

85/04/24 

85/03/29 

85/04/19 

85/04/19 

85/04/23 

05/04/03 

85/04/19 

85/01/15 

85/04/19 

85/03/19 

85/04/19 

85/04/19 

85/04/16 

85/04/25 

85/03/04 

85/04/29 

85/04/26 

85/04/11 

85/04/29 

85/04/12 

85/04/11 

05/04/12 

85/04/23 

85/04/29 

85/04/29 

85/04/10 

85/03/20 

85/04/29 

85/04/25 

85/03/08 

85/04/24 

85/04/29 

85/04/24 

85/04/24 

05/04/29 

85/04/30 

65/04/29 

85/04/30 

85/04/23 

85/04/23 

85/04/23 

85/04/23 

85/04/23 

85/04/24 

85/04/24 

85/04/24 

85/04/24 

85/04/15 

85/04/17 

85/04/23 

86/04/26 

05/04/23 

85/04/18 

85/04/24 

05/04/24 

85/04/18 

85/04/16 

65/04/02 

85/04/15 

85/03/19 

05/04/18 

85/04/22 

85/04/15 

85/04/04 

85/04/18 

05/04/19 

05/04/17 

85/04/26 

05/04/26 

85/04/19 

85/04/26 

86/04/29 

05/04/30 

85/04/26 

85/04/30 

05/05/01 

85/05/01 

85/04/29 

85/05/01 

85/05/01 


50*219 

Q 

8605030341 

71*373 

PROJ 

50 352 

Q 

8505030342 

8505030345 

8505030348 

50-219 

0 

8605030349 

71-5026 

WASTE MGT 

6505030354 

8505030373 

71-6574 

50*293 

Q 

8505030403 

8505030408 

50 461 

Q 

B505030409 

50-29 

0 

6505030422 

71*536 

50*454 

Q 

8505030424 

8505030426 

50*354 

0 

6505030430 

WASTE MGT 

8505030444 

50-305 

Q 

8505030449 

50-244 

Q 

8505030454 

50*483 

Q 

850503045$ 

50 354 

0 

8505030463 

CONTRACT 

60*354 

A 

8505030467 

8505030483 

71-510 

50*269 

P 

8505030484 

6505030507 

50-309 

P 

6505030509 

50-296 

P 

0506030510 

50-272 

F 

8605030514 

50-286 

P 

8505030527 

50-269 

P 

0505030633 

50-296 

P 

6505030536 

CONTRACT 

50-272 

F 

8505030544 

0505030546 

60*272 

P 

8505030549 

50 331 

F 

8505030553 

WASTE MGT 

8505030555 

50*272 

F 

6505030558 

70*1257 

50*244 

Q 

8505030563 

8605030586 

GEN TEC 1 

S 

8505030580 

70-27 

COMMISSIO 

N 

8505030834 

850S030838 

GEN TEC 1 

S 

0505030843 

50-413 

P 

8505030640 

50*498 

A 

6505030553 

50-327 

Q 

8505030681 

50-498 

A 

8505030687 

50-320 

P 

8505030591 

50*320 

P 

0605060014 

50*320 

P 

8505060019 

50*320 

P 

8506060021 

50*320 

P 

8505060022 

50-285 

P 

8505060026 

50-344 

P 

8505060028 

50-344 

P 

8505060027 

50*309 

P 

8505060036 

60-400 

Q 

8505060040 

CONTRACT 

60-414 

A 

8505060050 

8505060053 

50-323 

P 

8505060054 

71-122 

60-237 

0 

8505060056 

8505060082 

71*5795 

71-5795 

50-237 

Q 

8505060063 

8505060064 

8605060066 

TOPREP 

50*387 

0 

8505060069 

8505060077 

50-312 

Q 

8505060080 

WASTE MQT 
70*371 

60 334 

Q 

8505060084 

8505060087 

8506060092 

50-344 

Q 

8505060108 

60-322 

Q 

B605060114 

50-412 

Q 

S505060125 

50-269 

0 

8505060127 

50*322 

Q 

8505060129 

50*455 

0 

8505060143 

50*465 

Q 

6505060144 

60*282 

P 

8505060147 

50*316 

P 

8505060149 

60*251 

P 

8505060166 

50-263 

Q 

8505060196 

60 409 

Q 

8505060200 

50 263 

Q 

8505060215 

60 338 

F 

8505060217 

QA999 

60 255 

P 

8605060221 

8505060222 


QA999 

QA999 


8505060244 

8505060266 


8505030330 

8505030337 

0505030337 

8504240510 

8505030330 

8504240510 

8505030366 

8505030396 

8505030389 

8505030407 

8505030416 

8505030419 

B505030410 

6505030419 

8505030436 

6505030446 

8505030446 

8505030443 

8505030458 

B5O424O180 

8505030474 

8505030461 

8505030500 

8505030506 

8505030603 

8505030503 

8605030622 

8505030626 

0505030526 

8505030535 

8505030540 

8505030640 

8505030542 

8505030540 

8505030542 

8505030561 

8505030661 

8505030579 

8505030594 

8505030694 

6505030594 

8605030594 

6505030594 

8506030504 

8605030594 

8505030603 

8505060011 

0505D60017 

8505060018 

8605080017 

8505060017 

8505060023 

8605060024 

8505060031 

8505060038 

B505060048 

8505060049 

6505060051 

8505060049 

8605060049 

8605060049 

8505060061 

8505060049 

8505060049 

8504240202 

8504240202 

8504240202 

8504240202 

8504240202 

8505060103 

8505060107 

8505060121 

8505080119 

8606060120 

8505060139 

8505060138 
8505060139 
8505060138 
8505060163 
85050601 93 

8505060108 

8505060205 

8505060213 

8505060213 

8505060205 

8505060238 

8505080262 


85/04/26 

60 325 

P 

85/04/23 

60 286 

P 

05/04/23 

60*206 

P 

85/04/22 

60 445 

A 

85/04/26 

SO 325 

P 

85/04/22 

50*445 

A 

85/04/24 

60-213 

F 

85/04/23 

60*320 

P 

85/04/26 

60*07 

Q 

06/04/29 

60*305 

P 

05/06/01 

60*354 

K 

86/04/30 

60*206 

P 

85/04/29 

60*409 

Q 

06/04/30 

60-206 

P 

85/04/30 

40-2061 


05/04/29 

50 263 

P 

05/04/20 

50 263 

P 

85/04/29 

TOPREP 


06/04/25 

50-263 

F 

06/04/23 

60 445 

A 

85/04/25 

50*282 

F 

86/04/29 

50 334 

Q 

85/04/26 

60 237 

Q 

85/03/10 

WASTE MQT 


85/04/26 

60*263 

P 

85/04/20 

60 203 

P 

86/05/01 

60*209 

Q 

86/04/29 

60 315 

Q 

85/04/29 

60*315 

0 

85/04/29 

60*330 

G 

85/04/29 

60*387 

O 

86/04/29 

50*387 

o 

06/04/26 

60*266 

p 

85/04/29 

60*387 

o 

85/04/26 

60 260 

p 

85/04/26 

50*165 

a 

85/04/26 

60-155 

Q 

85/04/10 

60-312 

Q 

05/04/08 

WASTE MGT 


85/04/08 

WASTE MGT 


B6/04/00 

WASTE MOT 


85/04/08 

WASTE MQT 


86/04/08 

WASTE MGT 


86/04/08 

WASTE MGT 


86/04/08 

WASTE MGT 


85/04/22 

60-414 

A 

86/04/22 

50-247 

P 

85/04/29 

70-143 


85/04/22 

60-206 

P 

86/04/29 

70-143 


05/04/29 

70*143 


85/04/29 

50-272 

R 

85/04/22 

50-387 

0 

85/04/15 

50*276 

Q 

05/05/01 

60 302 

P 

85/03/19 

WASTE MQT 


85/04/16 

PR 


85/04/04 

WASTE MQT 


86/04/16 

PR 


06/04/15 

PR 



85/04/16 

86/04/22 

06/04/16 

85/04/16 

85/04/22 

85/04/22 

05/04/22 

06/04/22 

85/04/22 

86/04/19 

85/04/23 

85/04/30 

85/04/10 

85/04/22 

85/04/22 

85/05/01 

85/04/22 

85/06/01 

85/04/25 

86/04/29 

8S/04/30 

85/04/22 

86/04/29 

65/04/29 

86/04/22 

05/06/01 

85/04/30 


Pfl 

60*309 O 

PR 

PR 

60*445 A 

60 446 T 

60*446 T 

60*446 T 

60*446 T 

WASTE MQT 


WASTE MQT 
50-326 
WASTE RES 
50-260 
60-293 


60-165 

60-293 

60-165 

80-446 

50-208 

60-261 

60-3 

60-206 

50*265 

50*3 

60*483 

60*247 


P 

P 

P 

P 

P 

T 

P 

P 

P 

P 

P 

P 

O 

O 
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ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

B505060267 

6505060250 

05/04/16 

50 322 

O 

0505070332 

8505070327 

65/05/02 

50-456 

G 

G505060271 

6505000262 

85/04/30 

SO 247 

Q 

8505070337 

8505070331 

65/05/03 

40 3392 


8505060203 

0505060274 

05/04/30 

60 322 

P 

8505070340 

8505070335 

85/04/30 

50-400 

R 

8505060306 

8505060300 

05/04/18 

50-154 

Q 

8605070344 

8505070342 

85/05/01 

50 287 

Q 

8505060321 

8505060310 

06/05/02 

50-458 

Q 

0505070347 

8605070343 

85/05/02 

50 400 

Q 

6505060323 

8505060267 

85/04/10 

SO-57 

Q 

8505070354 

8505070349 

85/04/29 

PR 


6505060330 

0505060326 

85/04/19 

WASTE MGT 


0505070355 

8S05070351 

85/05/03 

50 802 

A 

8505060333 

B505060329 

85/05/02 

50 498 

K 

8505070366 

6505070360 

85/05/01 

50-481 

0 

8505060336 

8505000328 

85/05/03 

OA099 


8505070387 

6505070361 

85/05/02 

50-330 

P 

8505060337 

B5D5060331 

85/04/29 

71-5814 


8505070369 

8505070364 

85/04/30 

60-338 

P 

6505060330 

8505060312 

85/04/22 

50 346 

P 

8505070372 

8505070384 

85/04/30 

50-338 

P 

650506034B 

8505060345 

05/04/25 

50-461 

S 

8505070379 

0SO5O7O373 

65/05/02 

50-338 

P 

5505060356 

8505060354 

85/04/30 

50-322 

O 

6505070381 

0SO5O7O373 

B5/05/02 

60-333 

P 

6505060357 

8505060352 

05/04/15 

50 313 

Q 

6505070382 

0505070378 

85/01/22 

PRM 


0505060360 

8505060355 

05/04/30 

50 237 

Q 

6505070384 

0505070370 

65/05/02 

50-330 

P 

Q 505060370 

8605060365 

05/04/20 

71-5375 


8505070369 

0505070366 

85/05/02 

50-344 

P 

8505060370 

8505060373 

05/05/01 

50 440 

Q 

8505070390 

0505070366 

85/05/01 

60-440 

Q 

8505060305 

6505060384 

05/04/28 

50 293 

P 

0505070391 

8605070366 

86/05/02 

50-344 

P 

8505060307 

8505060383 

05/05/01 

50-277 

Q 

8505070395 

8605070304 

66/05/02 

50-333 

P 

8505060300 

8SO5Q0O3O8 

85/05/03 

OA999 


8505070403 

0505070401 

65/05/01 

50-237 

F 

8505060302 

0605060300 

85/06/03 

QA999 


8505070406 

8505070401 

85/05/01 

50-237 

F 

8505060305 

8505060393 

85/06/01 

50-410 

K 

8505070437 

B505070492 

85/04/23 

50-272 

Q 

8505060403 

8505060402 

85/04/15 

50-369 

H 

8605070441 

8505070430 

86/04/25 

50-410 

Q 

8505060420 

8605060427 

66/03/29 

WASTE MGT 


8505070442 

8505070438 

85/04/25 

50-410 

Q 

8505060435 

0505060433 

06/04/25 

WASTE MQT 


6505070451 

8605070443 

65/04/24 

50-266 

Q 

8505060430 

8505060434 

05/04/22 

SO 286 

P 

6505070482 

0505070479 

66/04/25 

50-265 

Q 

8506060451 

8605060446 

05/03/20 

50 390 

Q 

0505070487 

8505070479 

65/04/25 

60-266 

Q 

8505060453 

0605060449 

05/04/11 

WASTE RES 


8605070504 

0505070499 

85/04/29 

50-483 

0 

8505060460 

6505060454 

86/04/19 

50 206 

Q 

8505070508 

8505070499 

85/04/29 

50-483 

0 

8505060463 

0505060461 

85/04/30 

71-5450 


8S05070521 

8505070514 

8&/04/ao 

50-327 

P 

8505060471 

8606060465 

85/04/22 

50 260 

P 

0505070556 

8506070551 

85/04/24 

60-352 

R 

8605060473 

0506060468 

85/04/25 

71-6406 


8505070561 

8505070559 

05/95/08 

60-289 

G 

8505060476 

6505060465 

85/04/22 

50 260 

P 

6505070563 

9505070558 

85/04/15 

60-301 

Q 

8506060537 

0505060530 

85/04/29 

50 336 

F 

6505070564 

8505070559 

85/05/06 

50-289 

G 

B505060547 

8505060544 

05/04/18 

50-209 

P 

650506000$ 

B5O5O0OOO4 

85/05/01 

70-143 


8505060550 

6505060549 

05/04/26 

WASTE MQT 


8505000007 

6505000006 

05/04/30 

50-395 

P 

8505060552 

6505060549 

85/04/25 

WASTE MGT 


850500000B 

B5050B0006 

85/04/30 

50-395 

P 

8505060560 

8505000558 

86/04/19 

60-277 

Q 

6505000012 

6505080009 

85/04/29 

60-483 

P 

8505070012 

8505070004 

86/04/16 

50-312 

Q 

6505000015 

8505080009 

85/04/29 

60-4B3 

P 

8505070017 

G505070004 

85/04/10 

50-312 

0 

0505080017 

0505080011 

85/04/01 

40-6659 


0505070005 

8605070059 

05/05/02 

50-401 

Q 

8505060024 

8505080020 

85/04/29 

60-237 

Q 

8505070066 

8505070062 

B5/04/26 

50-360 

P 

8505080032 

6505000020 

05/04/29 

60 237 

Q 

8505070074 

BB0S070089 

85/04/30 

50-368 

P 

8505080049 

0505000041 

85/05/01 

70-734 


0505070077 

6505070089 

85/04/30 

50-368 

P 

8505060083 

8505000060 

06/04/20 

50-219 

P 

8505070064 

8506070079 

85/04/24 

60-334 

P 

8505060066 

8605000080 

65/04/29 

60 210 

P 

85060700B8 

8505070079 

05/04/24 

50-334 

P 

8505080072 

6505000060 

85/04/24 

SO 271 

F 

8505070106 

8605070100 

85/06/01 

70-734 


0505000091 

6505000086 

85/05/03 

PR 


8505070100 

8505070099 

05/06/01 

50-280 

P 

8505060100 

8505080097 

85/05/03 

60-496 

K 

8605070119 

8505070109 

85/04/30 

CONTRACT 


8505060144 

8505080138 

05/04/10 

60-344 

Q 

6605070126 

8506070123 

85/05/02 

CONTRACT 


8505000 148 

8505080141 

85/05/01 

60-331 

Q 

0506070131 

8505070127 

85/04/30 

60-265 

P 

8505000162 

6 5050001 SB 

85/04/26 

50-389 

P 

0506070136 

8605070127 

05/04/30 

60 255 

P 

85050 B01 77 

6505000176 

85/04/29 

60-309 

P 

0505070140 

0506070133 

05/04/24 

50 289 

P 

6505060180 

8505080176 

85/04/20 

60-300 

P 

8505070144 

6506070133 

65/04/24 

60-209 

P 

0505080185 

0505080176 

65/04/28 

60-309 

P 

0605070164 

6606070145 

85/04/30 

50-390 

A 

0505000106 

0505080181 

05/04/29 

50-423 

K 

8606070165 

0505070149 

85/04/30 

60-440 

F 

8605080180 

8505080174 

85/04/20 

60-373 

P 

8505070176 

0506070169 

85/04/28 

60 423 

E 

6505080189 

8505080181 

65/04/20 

50 423 

K 

8505070178 

B505070174 

05/05/02 

60-106 

Q 

8505080166 

8505080174 

65/04/20 

50 373 

P 

8605070189 

6505070185 

05/05/02 

TOP REP 


8605080169 

9505080194 

65/03/28 

CONTRACT 


85060701 G4 

8505070191 

85/05/01 

60-320 

P 

8505080209 

8505080201 

65/05/07 

50-322 

G 

8S05070206 

8505070202 

85/04/25 

60-31 1 

0 

6505000210 

8505080201 

85/95/07 

50 322 

Q 

8505070215 

0605070209 

85/04/24 

60 312 

P 

6505080231 

9505080224 

66/04/16 

CONTRACT 


8505070216 

6605070210 

85/05/01 

60 528 

Q 

8605080245 

9505060239 

86/04/28 

50 323 

E 

6505070218 

8505070202 

05/04/25 

60-311 

Q 

8505080266 

9505080218 

65/05/02 

CONTRACT 


8505070229 

8605070224 

05/04/15 

50-312 

P 

8605080273 

9506060259 

85/04/19 

50-450 

F 

8605070232 

0605070227 

85/04/26 

50-354 

0 

6505080265 

9505060207 

65/04 /30 

60-373 

P 

0505070236 

8505070227 

85/04/26 

50-364 

Q 

8505080266 

6505060201 

65/04/10 

71-0206 


8505070240 

0505070235 

85/04/26 

60 339 

P 

8505080296 

0505080291 

85/05/02 

50-281 

P 

8505070246 

8505070241 

65/04/25 

50-3B2 

P 

8505080269 

9605080207 

65/04/30 

60-373 

? 

8505070246 

8505070235 

05/04/25 

50 339 

P 

0505080315 

0505080312 

05/04/17 

60-276 

0 

8605070264 

8505070250 

86/05/03 

60-322 

G 

0505000357 

9505060353 

05/04/29 

50-416 

P 

8506070266 

8505070260 

86/05/03 

60-322 

G 

0505080366 

9505060303 

05/04/25 

60-10 

Q 

8505070272 

0605070263 

85/05/01 

60-346 

Q 

B 505080367 

6605000365 

85/04/05 

CONTRACT 


8506070273 

8505070260 

85/04/26 

50-354 

Q 

0505080396 

8505000392 

85/04/29 

50-440 

F 

0505070276 

8505070267 

05/05/01 

50-440 

F 

B50SQ80426 

8505080421 

85/04/24 

60-313 

P 

0505070277 

8505070268 

05/04/25 

60-354 

Q 

8505080469 

6S05080436 

86/04/11 

CONTRACT 


&&0507027B 

0506070274 

86/05/03 

50-331 

Q 

8505080472 

6505080066 

65/04/20 

CONTRACT 


8505070264 

8505070274 

85/05/03 

50-331 

Q 

8505080474 

8505080473 

65/09/22 

71-533 


8505070206 

8505070280 

86/04/30 

60-255 

P 

8505080507 

6505080505 

05/04/26 

60-282 

Q 

8505070290 

0505070280 

06/04/30 

50-266 

P 

8505080510 

8505080505 

85/04/26 

60-262 

0 

8505070204 

8505070269 

05/05/02 

60-456 

□ 

8505080514 

0505000513 

66/04/09 

71 9161 


B50507029B 

6505070291 

05/04/28 

50-298 

P 

S50SD60525 

0505080516 

65/04/20 

50387 

R 

8605070299 

0505070265 

85/04/25 

50-443 

O 

8505Q60530 

8505060523 

65/04/17 

70 2948 


8605070104 

8605070205 

85/04/25 

50-443 

Q 

8505080532 

8505080510 

65/04/29 

60-367 

H 

8605070307 

8506070302 

85/05/03 

50-333 

P 

86D5D60537 

85O5OBO530 

65/04/25 

60 312 

P 

8606070309 

8505070306 

85/06/02 

60-333 

Q 

8505090022 

8506090018 

65/04/25 

60 305 

Q 

liUUsJV f V 

0505070324 

0605070301 

05/02/07 

50-413 

P 

B505090025 

8505090018 

85/04/25 

50-305 

Q 
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8505090037 

8505090039 

8505090042 

8505090048 

8505090049 

8505090081 

8505090094 

8505090102 

8505090108 

8505090115 


8505090251 

6505090255 

8505090256 

8505090257 

8505090259 

8505090266 

8506090287 

8505090270 

8505090277 

B505090278 

8505090283 

8505090286 

8505090290 

8505090295 

6505090298 

8505090298 

8505090301 

8505090302 

B505090303 

8505090305 

8505090306 

8505090312 

8505090314 

8505090315 

8505090319 

8505090324 

8505090326 

8505090328 

B505090330 

8S05090337 

6505090338 

8505090340 

8505090343 

8505090344 

8505090347 

8505090353 

8505090354 

8505090356 

B505090357 

8505090359 

8505090362 

8505090366 

8505090387 

8505090370 

8505090371 

8505090373 

8505090376 


PRINCIPAL 

DOCUMENT 

6505090035 

8505090033 

8505090035 

6505090045 

8505090043 

8505090077 

8505090086 

8505090086 

8505090086 

8505090066 


SUBJECT 

CATEGORY 


PRINCIPAL 

DOCUMENT 


SUBJECT 

CATEGORY 


B505090121 

6505090230 

6505090249 

8505090121 

8505090264 

8505090254 

8505090121 

6505090242 

8505090121 

6505090242 

85D5D90121 

8505090271 

8505090121 

8505090287 

8505090121 

8505090271 

8505090271 

8505090121 

8505090242 

8505090271 

8505090121 

8505090271 

8505090121 

8505090308 

8505090121 

8505090242 

6505090121 

8605090317 

8505090121 

8505090121 

8505090242 

6505090334 

8505090335 

8505090121 

8505090242 

8505090329 

8505090121 

8505090242 

8505090121 

8505090329 

8505090242 

8505090121 

6505090329 

8505090242 

8505090365 

6505090121 

8505090365 


85/04/19 

85/04/28 

85/04/19 

86/04/29 

85/05/03 

05/05/02 

84/12/12 

84/12/12 

84/12/12 

84/12/12 


8505090120 

6505090086 

84/12/12 

8505090124 

8505090116 

05/05/02 

6505090126 

6505090088 

84/12/12 

8505090130 

6505090086 

84/12/12 

8505090135 

8505090121 

84/09/24 

8505090138 

8505090133 

85/04/29 

8505090139 

8505090086 

84/12/12 

8505090144 

8505090121 

84/09/24 

8505090145 

6505090088 

84/12/12 

8505090153 

6505090086 

84/12/12 

8505090154 

8505090151 

85/04/25 

8505090155 

8505090121 

84/09/24 

8505090160 

8505090151 

85/04/25 

8505090162 

85OS0Q0121 

84/09/24 

8505090164 

8505090151 

85/04/25 

8505090187 

6505090121 

84/09/24 

8505090190 

8505090121 

84/09/24 

8505090201 

8505090121 

84/09/24 

8S05090211 

8505090121 

84/09/24 

9505090217 

8505090121 

84/09/24 

6S0SO90221 

8505090215 

85/04/24 

8505090223 

0505090121 

84/09/24 

8505090232 

6505090121 

84/09/24 

8506090234 

8505090229 

85/05/06 

8505090236 

8505090233 

85/04/29 

8505090238 

8505090230 

84/12/11 

8505090239 

8505090121 

84/09/24 

8505090245 

8505090230 

84/12/11 

SSO5O90246 

8505090121 

84/09/24 

8505090250 

8505090249 

85/05/02 


84/09/24 

04/12/11 

85/06/02 

84/09/24 

85/06/03 

85/05/03 

84/09/24 

84/12/04 

84/09/24 

84/12/04 

&A/09/24 

84/11/20 

84/09/24 

85/04/16 

84/09/24 

84/11/28 

84/11/28 

84/09/24 

84/12/04 

84/11/20 

84/09/24 

84/11/28 

84/09/24 

85/04/26 

84/09/24 

84/12/04 

84/09/24 

85/05/03 

84/09/24 

84/09/24 

84/12/04 

65/04/22 

85/05/07 

84/09/24 

84/12/04 

84/10/02 

04/09/24 

84/12/04 

84/09/24 

84/10/02 

84/12/04 

84/09/24 

84/10/02 

84/12/04 

85/05/06 

64/09/24 

85/05/06 


8505090376 

8505090377 

8505090378 

6505090379 

8505090381 

8505090385 

8505090386 

8505090390 

8505090391 

8505090398 

8505090397 

8505090399 

8505090403 

8505090407 

6505090409 

8505090414 

8505090418 

0505090423 

8505090427 

850S090433 

8505090440 

8505090444 

6505090450 

6506090457 

6505090459 

8505090460 

8605090470 

8505090472 

8505090474 

8505090475 

8505090478 

6505090460 

8505090482 

8505090484 

8505090485 

8505090486 

6505090489 

8505090493 

6505090514 

8505090519 


FOIA 


8605090539 

60 275 

P 

8605090540 

SO 262 

0 

'8506090655 

FOIA 


8505090571 

60 454 

Q 

8505090577 

50 464 

Q 

8505090582 

FOIA 


8505090563 

FOIA 


8505090S69 

FOIA 


8S05090S94 

FOIA 


8505090600 

FO/A 


8505090601 

FOIA 


8605090602 

FOiA 


8505090603 

WASTE RES 


6505090606 

FOJA 


8605090622 

FOIA 


0505090624 

FOIA 


0505100005 

FOIA 


0605100010 

FOIA 


0505100014 

FO/A 


0505100050 

FOIA 


8505100083 

50-259 

P 

8505100101 

FOIA 


8505100104 

50-245 

F 

BS05100110 

FOIA 


8505100116 

FOIA 


B505100120 

FOIA 


0505100123 

50*192 

P 

0505100126 

FOIA 


0505100127 

FOIA 


8505100130 

60*275 

F 

8505100136 

50*313 

S 

8505100142 

60*409 

P 

0506100148 

FOIA 


8505100168 

50*275 

F 

8505100169 

50*272 

S 

8505100164 

FOIA 


0605100166 

50-275 

F 

8605100170 

FOIA 


0605100174 

60-272 

S 

8505100175 

FOfA 


8505100100 

FOIA 


6605100195 

60*272 

P 

8505100190 

FOIA 


0505100203 

50*416 

P 

8505100217 

FOJA 


8605100224 

50-416 

P 

8605100226 


0505090372 

85/05/03 

50-293 

0 

0505090365 

05/05/06 

50-410 

P 

6505090329 

84/10/02 

50-272 

P 

8505090242 

84/12/04 

FOIA 


8505090121 

04/09/24 

FOIA 


850S090242 

04/12/04 

50-334 

P 

8505090121 

84/09/24 

FOIA 


8505090329 

84/10/02 

60-272 

P 

8505090242 

84/12/04 

60-334 

P 

B505090121 

84/09/24 

50-276 

P 

8605090309 

85/04/24 

60-352 

n 

6505090242 

84/12/04 

50-260 

F 

6505090242 

84/12/04 

50-250 

F 

8505090400 

85/06/06 

50-324 

F 

6505090329 

04/10/02 

60-272 

Q 

8505090329 

84/10/02 

50-272 

P 

8605090329 

04/10/02 

60-272 

P 

8505000329 

84/10/02 

50-272 

S 

8508090329 

04/10/02 

50 272 

Q 

B505090329 

04/10/02 

60 219 

S 

6505090329 

04/10/02 

60 277 

S 

0505090329 

04/10/02 

60 277 

S 

0505090329 

04/10/02 

50 387 

s 

0505090329 

84/10/02 

60 337 

s 

6505090320 

04/10/02 

50*289 

Q 

8505090329 

04/10/02 

60*289 

s 

8505090329 

84/10/02 

50*259 

p 

8505000468 

66/04/26 

CONTRACT 


8505090329 

84/10/02 

60*250 

p 

8505090329 

04/10/02 

60*259 

s 

8505090329 

04/10/02 

50 368 

s 

8505090479 

04/11/27 

FOIA 


8506090329 

04/10/02 

50 360 

E 

0505090329 

84/10/02 

50 308 

E 

0505090329 

04/10/02 

60*368 

E 

0505090483 

84/12/13 

FOIA 


8505090403 

84/12/13 

FOIA 


8505090492 

84/11/13 

50*322 

A 

8505090511 

05/04/30 

60*307 

P 

850609051 1 

85/04/30 

60*307 

P 


8505090535 

8505090644 

8505090540 

6505090565 

6505090565 

6SD5090564 

6505090565 

8505090565 

8505090665 

8605090565 

8505090587 

850S09069B 

8505090565 

8605090565 

8505090621 

8506090821 

8506100003 

8505100008 

8505100013 

8506100047 

8605070401 

8505100096 

8505100096 

8505100096 

8505100112 

8505100112 

8506100119 

8505100112 

8506100124 

8505100112 

8505100112 
8505100112 
8506100144 
8505100140 
86051001 63 

8505100140 

8606100161 

8505100140 

B505100171 

B505100173 

8505100112 

8505100112 

8505100186 

8505100112 

6505100216 

8505100112 

8505100222 


85/05/01 

86/04/01 

84/12/20 

84/11/19 

84/11/19 

86/04/10 

84/11/10 

84/11/19 

84/11/19 

84/11/10 

05/04/24 

06/05/08 

84/11/19 

84/11/19 

06/04/29 

eS/04/29 

06/04/05 

06/04/30 

85/04/11 

86/04/10 

85/05/01 

86/05/03 

85/05/03 

86/05/03 

04/11/21 

04/11/21 

85/05/01 

04/11/21 

06/05/07 

04/11/21 

04/11/21 

84/11/21 

85/04/26 

04/12/04 

86/05/07 

84/12/04 

85/05/03 

84/12/04 

85/05/08 

86/05/03 

84/11/21 

84/11/21 

86/05/06 

84/11/21 

85/06/08 

84/11/21 

85/05/03 


CONTRACT 
CONTRACT 
60-320 
60 280 
50 280 


60 498 

CONTRACT 

CONTRACT 

CONTRACT 

71.639 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PBINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT ENCLOSURE 

CATEGORY 


PRINCIPAL 

DOCUMENT 


8505100230 

0505100231 

8505100244 

0505100251 

0505100255 

8505100260 

8505100267 

8505100269 

8505100270 

0605100272 

8605100276 

8505100202 

8505100265 

8505100260 

0605100200 

0606100201 

8505100204 

8505100200 

8505100300 

8605100301 

8605100305 

8505100306 

8505100307 

8505100308 

0505100310 

0506100312 

8505100316 

8505100320 

8505100321 

8505100322 

8505100327 

6605100329 

0505100334 

8505100336 

8506100337 

8505100339 

8505100352 

8505100354 

0505100360 

8505100361 

8505100360 

0505100374 

8505100376 

0505100376 

8505100378 

0505100383 
8505100386 
85051 00300 
0605100302 
8505100396 

0606100400 

0606100402 

0605100403 

0506100404 

8505100406 

8505100408 

8505100400 

0505100410 

8605100411 

8505100414 

8505100416 

8505100418 

8505100426 

8505100430 

8505100431 

850S100432 

8505100435 

8605100439 

8505100449 

8505100460 

8505100463 

8505100466 

8505100469 

8505100476 

8506100496 

8505100503 

8505100504 

8505100507 

8506100513 

8505100617 

8505130010 

8505130011 

8505130057 

8605130067 

8505130069 

8605130076 

8506190000 


0605100222 

8505100112 

0505100112 

0505100112 

8505100240 

0505100112 

8505100112 

8505100265 

8505100261 

0505100112 

0505100212 

8505100112 

0SOS1OO212 

0605100266 

0605100284 

8505100112 
8505100^87 
85051 002>2 
8605100112 
8606100297 

B50S100212 
6605100112 
6505100304 
B50 51 00302 
850 5100293 

8505100212 

0505100112 

8605100112 

8505100318 

0505100212 

0505100316 

0SOS1OO212 

0505100112 

0605100330 

Q50510021Z 

0606100112 

8505100212 

0505100212 

0605100212 

0505100360 

8605100365 

0605100373 

8505100373 

8505100370 

8505100377 

8505100381 

8505100370 

8605100212 

8605100212 

8505100212 

8505100397 

8505100212 

8605100397 

8505100401 

8505100397 

8505100396 

8505100397 

8505100397 

8605100406 

8506100397 

8605100397 

8505100412 

8505100424 

8505100424 

8505100424 

8605100424 

8505100424 

8505100424 

8605100445 

8605100452 

8605100452 

8505100452 

8505100452 

8505100452 

8605100492 

8605100502 

8505100502 

8505100506 

8505100500 

8505100500 

8505160007 

8505130008 

8505130051 

8605130062 

8605130066 

8505130072 

8505130075 


85/05/03 

84/11/21 

84/11/21 

84/11/21 

05/05/07 

04/11/21 

04/11/21 

05/05/07 

05/05/03 

04/11/21 

04/11/13 

B4/11/21 

04/11/13 

85/05/07 

85/04/20 

84/11/21 

85/04/20 

84/11/13 

84/11/21 

85/05/08 

04/11/13 

04/11/21 

05/05/06 

06/04/26 

05/05/09 

84/11/13 

04/11/21 

84/11/21 

85/05/07 

84/11/13 

85/05/07 

64/11/13 

64/11/21 

05/05/00 

64/11/13 

04/11/21 

84/11/13 

64/11/13 

04/11/13 

85/04/12 

65/03/08 

65/04/25 

65/04/26 

65/04/08 

65/05/00 

65/05/02 

05/04/08 

S4/11/13 

04/11/13 

64/11/13 

64/10/16 

64/11/13 

04/10/16 

05/04/24 

64/10/16 


05/05/06 

64/10/16 

64/10/16 

65/04/30 

64/10/16 

64/10/16 

85/05/07 

84/11/30 

64/11/30 

84/11/30 

64/11/30 

64/11/30 

64/11/30 

64/12/18 

65/02/06 

65/02/06 

05/02/06 

05/02/06 

65/02/06 

05/01/17 

65/04/30 

65/04/30 

65/05/02 

64/09/26 

64/09/26 

65/05/02 

65/05/06 

65/05/03 

65/05/03 

85/05/07 

65/05/09 

85/05/01 


60436 

FOIA 

FOIA 

FOIA 

Q 

8505130082 

8505130093 

8505130101 

8505130117 

50-368 

FOIA 

FOIA 

F 

8505130120 

8505130131 

8505130144 

50-482 

0 

8505130149 

50 317 

FOfA 

FOIA 

FOIA 

Q 

8505130153 

8505130157 

8505130158 

8505130161 

50 410 

S 

8505130160 

50 482 

P 

8505130171 

6(M50 

FOIA 

Q 

8505130181 

8505130182 

60-335 

FOIA 

FOfA 

P 

8505130184 

8505130167 

8505130189 

50-443 

A 

8505130192 

5C416 

FOIA 

P 

8505130197 

8505130201 

60-412 

A 

8505130203 

50-458 

0 

3505130204 

60-206 

P 

8505130206 

60-416 

FOIA 

FOIA 

P 

8605130211 
8505130214 
850513021 B 

60-416 

F 

8505130221 

60-416 

P 

8505130224 

60-416 

F 

8505130228 

60-416 

FOIA 

P 

6505130227 

6505130230 

50-361 

P 

6505130231 

60-416 

FOIA 

P 

6505130242 

8505130246 

60-416 

P 

6505130250 

50-416 

P 

6605130259 

60-416 

P 

6505130262 

60-412 

A 

8505130264 

60-277 

0 

6605130266 

50-2 

F 

8505130268 

60-2 

71-538 

F 

8605130260 

0605130271 

50-305 

0 

6505130273 

50-271 

71-530 

Q 

6505130276 

8505130281 

60-416 

? 

6505130290 

60-416 

P 

8505130202 

60-416 

FOIA 

P 

8505130293 

6505130301 

60-416 

FOIA 

5 

8505130304 

6505130306 

50-282 

FOIA 

F 

6505130311 

6505130316 

60-324 

FOIA 

FOIA 

P 

6505130320 

6505130325 

6505130326 

60-498 

FOIA 

FOIA 

A 

6505130330 

6505130335 

6505130338 

60-219 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

0 

8505130341 

8505130342 

8505130340 

6505130349 

8505130351 

8506130353 

6505130358 

60-276 

FOIA 

FOIA 

FOIA 

U 

6505130360 

8505130367 

6505130385 

8505130389 

60458 

A 

8505130390 

50466 

A 

6505130392 

60-413 

P 

6505130393 

50412 

F 

8605130397 

60412 

70-1161 

F 

8505130400 

6505130401 

60-^1 

£ 

6505130402 

60441 

F 

6505130404 

60452 

MISC 

Q 

6505130406 

6505130409 

60-268 

CONTRACT 

? 

6505130411 

6505130412 

60-286 

F 

8505130413 

60-440 

CONTRACT 

G 

8605130416 

8505130424 


8505 130073 
8505130090 
8505130095 
6505130114 
6505130112 

8505130123 
8505130135 
6505130135 
6505 130 151 
8505130135 

8505130151 

8505130135 

8505130164 

8505130135 

8505130167 


8505130177 

8505130135 

8505130172 

B50513013S 

8505130135 

B50513013S 
8505130194 
8505130135 
85051 30 135 
85051 30 135 

8505130208 

8505130178 

8505130135 

8505130178 

6505130135 

8505130178 

6505130194 

8505130219 

8505130135 

8505130237 

8505130135 

850S130135 

8505130135 

8505130178 

8505130135 

8505130178 

8505130135 

8505130267 

0505130135 

8505130267 

8505130135 

8505130276 

8505130287 

8505100112 

8505130207 


8505130298 

6505130204 

8505100445 

6505130294 

6505130309 

6505130313 

6505130309 

6505130316 

6505130324 

8505130331 

8505130336 

8505130336 

8505130334 

8505130345 

8505130344 

8505130340 

8505130347 

8505130354 

8505130356 

8505130364 

8505130379 

0505130379 

8505130388 

0505130387 

0505130388 

6505130394 

0505130396 

8505130391 

8505130394 

8505130294 

8505130403 

8505130204 

6505130406 

8505130407 

6505130204 

6505130204 

8505130421 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


85/05/01 

85/03/10 

85/05/01 

85/05/07 

85/05/01 

85/04/17 

84/11/05 

84/11/05 

85/05/07 

84/11/05 

65/05/07 

84/11/05 

65/05/01 

84/11/05 

65/05/03 

85/05/06 

84/11/05 

85/05/09 

04/11/05 

84/11/05 

84/11/05 

85/04/30 

84/11/05 

84/11/05 

84/11/05 

65/05/08 

84/10/30 

84/11/05 

84/10/30 

84/11/05 

84/10/30 

B5/04/30 

85/05/07 

B4/11/05 

65/05/09 

84/11/05 

84/11/05 

84/11/05 

64/10/30 

84/11/05 

84/10/30 

84/11/05 

85/05/02 

84/11/05 

85/05/02 

84/11/05 

86/05/06 

65/05/03 

84/11/21 

85/05/03 

B5/05/06 
85/05/09 
84/1 2/ ta 
85/05/09 
85/05/06 

85/05/02 

85/05/06 

85/01/30 

85/05/02 

85/05/06 

85/05/02 

85/05/02 

85/05/07 

85/05/07 

85/05/02 

05/05/07 

05/05/07 

05/06/07 

65/05/08 

85/05/06 

BS/OS/06 

65/05/06 

85/06/09 

65/05/06 

85/05/09 

85/05/08 

85/05/07 

85/05/07 

85/05/08 

85/05/09 

85/05/07 

05/05/09 

85/05/06 

85/04/29 

85/05/09 

85/05/09 

85/05/06 


70 143 

71*532 

CONTRACT 

XPORTL1C 

CONTRACT 

CONTRACT 
50*382 A 

FOIA 

50422 O 

50482 A 


50 322 

50-382 

CONTRACT 

50-302 

50-247 

50-247 

FOIA 

60-445 

FOfA 

FOIA 

50402 

50407 

50402 

60402 

50462 

50-286 

50-416 

60402 

FOIA 

50482 

FOIA 

50-387 

50417 

50-382 

50461 

50-382 

50-382 

FOIA 

FOIA 

50-382 

FOIA 

FOIA 

50-272 

50482 

5CL272 

FOIA 

50490 

5(M43 

FOIA 

50*443 

50*266 

50438 

50-275 

50438 

50420 

50-271 

50420 

50*412 

70-135 

50*209 

70-920 

70-920 

CONTRACT 

50-29 

60-245 

60-458 

50-267 

60-423 

50-237 

60427 

50-123 

50-423 

60-206 

50-269 

50-206 

50431 

50-206 

50-206 

80431 

50438 

SCMSa 

50-338 

50^220 

50429 

50-338 

5043B 

5a282 
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460 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

6505130426 

6505130432 

6505130438 

6505130441 

6505130444 

8505130423 

8505130427 

8505130436 

8505130439 

8505130431 

85/05/08 

85/05/07 

85/05/07 

B5/OS/08 

85/05/07 

50 315 

70-1143 

60-267 

50-354 

50-454 

Q 

0 

A 

P 

0505140360 

8505140361 

6505140362 

0506140364 

8505140365 

6605130445 

6505130446 

6505130448 

6505130452 

6505130455 

8505130443 

BS05130431 

8505130443 

8505130431 

8505130454 

85/05/08 

85/05/07 

85/05/08 

85/05/07 

85/05/08 

50-4SB 

50-454 

50-458 

50-454 

50-461 

Q 

P 

0 

P 

Q 

85051 4O3S0 
0505140371 
0505140374 
0505140377 
6505140376 

6505130456 

6505130468 

6505130476 

6505130478 

0505130493 

8505130431 

8505130465 

8505130473 

8505130473 

8505130485 

85/05/07 

85/01/29 

84/10/30 

84/10/30 

85/02/25 

50-454 

50-277 

FOIA 

FOIA 

50-498 

P 

P 

A 

0505140379 

0505140382 

8605140385 

6505140386 

8505140388 

6505130498 
6505130503 
B505130 517 
6505130 524 
0505130529 

8505130485 

8505130405 

8505130485 

8505130465 

8505130465 

85/02/25 

85/02/25 

85/02/25 

85/02/25 

65/02/25 

50-498 

50-408 

50 498 
50-498 

SO 498 

A 

A 

A 

A 

Q 

8505140391 

8505140392 

8505140395 

8505140397 

0505140401 

8505130542 

8505130546 

8505130551 

8505140017 

8505140033 

8505130465 

8505130485 

8505130485 

8505140015 

8505140030 

B5/02/25 

85/02/25 

85/02/25 

85/04/29 

85/05/09 

50-498 

60-490 

50-490 

CONTRACT 

50-369 

A 

A 

A 

P 

0505140402 

0505140406 

0505140410 

0505140411 

0505140413 

8505140104 

8505140110 

8505140120 

8505140127 

8505140145 

8505140083 

8505140083 

8505140114 

8505140083 

8505140126 

84/09/30 

84/09/30 

85/04/30 

84/09/30 

85/05/07 

FOIA 

FOIA 

60-335 

FOIA 

50 29 

R 

P 

0505140416 

0505140417 

0505140421 

0506140427 

0505140426 

8505140149 

8505140170 

8505140176 

8505140178 

8505140189 

8505140083 

8505140083 

8505140173 

8505140174 

8505140183 

84/09/30 

84/09/30 

85/05/08 

85/05/10 

85/05/09 

FOIA 

FOIA 

50-254 

60-458 

50 458 

Q 

K 

Q 

6505140430 

0505140431 

0505140433 

8505140440 

0505140447 

8505140206 

8505140208 

8505140214 

8505140220 

8505140221 

8505140203 

8505140083 

B5051 40161 
6505140216 
8505140161 

85/05/10 

84/09/30 

84/10/29 

05/03/07 

84/10/29 

50-482 

FOIA 

FOIA 

50-327 

FOIA 

P 

Q 

0505140449 

0505140450 

0505140466 

0505140470 

0505140405 

8505140226 

8505140231 

8505140236 

8505140239 

8505140243 

8505140083 

8505140161 

8505140161 

B5051 40161 
8505140235 

34/09/30 

84/10/29 

84/10/29 

84/10/29 

84/12/14 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


0505140490 

8505140492 

0505140494 

0505140495 

0505140497 

8505140246 

8505140249 

8505140250 

8505140256 

8505140261 

8505140181 

6505140242 

8505140235 

8505140235 

B5051 40235 

84/10/29 

84/10/12 

84/12/14 

84/12/14 

84/12/14 

FOIA 

60-352 

FOIA 

FOIA 

FOIA 

Q 

6505140498 

0505140502 

8505140504 

0505140511 

6505140513 

8505140263 
850514 0268 
8505140273 
8505140276 
8505140278 

8505140161 

8505140235 

8505140161 

8505140235 

8505140181 

84/10/29 

84/12/14 

84/10/29 

84/12/14 

84/10/29 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


6505140516 

0505140518 

0505140520 

0505140523 

0505140540 

8505140282 

8505140264 

8505140286 

8505140266 

8505140291 

8505140236 

8505140161 

8505140280 

8505140235 

8505140161 

a4/12/U 

84/10/28 

05/05/07 

64/12/14 

84/10/29 

FOIA 

FOIA 

60-277 

FOIA 

FOIA 

Q 

0505150011 

0505160016 

0505160024 

0505150039 

0505160051 

8505140205 

8505140296 

8505140297 

8505140301 

8505140303 

8505140235 

8505140161 

8505140290 

8505140161 

8505140235 

84/12/14 

84/10/29 

65/05/06 

84/10/29 

84/12/14 

FOIA 

FOIA 

50-461 

FOIA 

FOIA 

Q 

0505160056 
0605160059 
06051 S0071 
0505160074 
0505150001 

8505140305 

8505140311 

8505140312 

8505140315 

8505140316 

8505140161 

B505140299 

8505140235 

850S140161 

8505140306 

84/10/29 

85/05/06 

04/12/14 

84/10/29 

86/06/10 

FOIA 

CONTRACT 

FOIA 

FOIA 

50-276 

P 

6505150066 
85051 S0092 
8505150094 
0505160102 
8505150103 

8505140321 

8505140324 

8505140327 

8505140330 

8505140332 

8505140235 

8505140235 

8505140181 

8505140235 

8505140161 

84/12/U 

84/12/14 

84/10/29 

04/12/14 

04/10/29 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8505160113 

8505150121 

6505150124 

8505150127 

8505160132 

8505140337 

8505140340 

8505140342 

8505140344 

8505140347 

8505140235 

8505140235 

6505140161 

8505140235 

8505140345 

04/12/14 

04/12/14 

04/10/29 

04/12/14 

05/05/08 

FOIA 

FOIA 

FOIA 

FOIA 

50-390 

F 

8505150133 

8505150135 

8505150139 

8505150142 

8505160148 

8505140346 

8505140349 

8505140351 

8505140354 

8605140368 

8505140235 

8505140235 

8505140345 

6505140236 

6505140352 

04/12/14 

04/12/14 

BS/05/08 

84/12/U 

05/05/08 

FOIA 

FOIA 

50-390 

FOIA 

50-237 

F 

Q 

8505160160 

8505150158 

8505150163 

8505150167 

8505150171 

8505140358 

6505140359 

8505140350 

8505140355 

06/05/02 

85/05/09 

50-280 

50-423 

P 

Q 

8505150172 

0505150173 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 461 


ACCESSION NUMBER 


enclosure 


PRINCIPAL 

DOCUMENT 


0505150174 

0505160177 

0505160102 

05O51SO185 

0505160106 

0505150107 

0505150189 

0505150193 

0505150105 

0SO515O197 

0505150201 

0505160212 

0505150218 

0505160225 

0505160227 

0505150233 

0505150241 

8505160249 

0505150262 

0505150255 

8505150250 

8505150201 

0505150265 

8505160274 

0505160261 

0505160269 

6505160260 

8505160303 

8605150303 

8505150314 

8605150316 

0605160316 

0605150327 

0605150335 

S&05t5Q340 

0505150351 
6 605150352 
8603150350 
8605150302 
8505160364 

8505160365 

8505160371 

8505160372 

8605150376 

8605150300 

0566150302 
0505150380 
050 5150303 
0505160405 
0 505160416 

0505160422 

8505160426 

8505150426 

6605160434 

0505160447 

0505150455 

0505150400 

0505150496 

8505150502 

8505150503 

850S1 60510 
8505150611 
8505150520 
6505150527 
6505150520 

0006150650 

0505160580 

0505160583 

0505160506 

0505160595 

0505160596 
8505160504 
8505160505 
8505160007 
85051 6004Q 

8505160052 

8505160050 

6505160062 

6505160069 

6505160072 

6505160079 

6505160063 

6505160093 

0505160096 

0505160101 

6505160102 

0505160104 


8505150001 

0505160160 

8505150178 

0506150001 

8505150180 

0505 160084 
8506150001 
8506150001 
8506160004 
8506150001 

8506150001 
6505150207 
8506150084 
0505150084 
85061 50221 

8506150084 
6505150004 
6505150084 
6505140277 
6 5051 50084 

8505150247 

8505160084 

0505150084 

8505160084 

8505150084 

6505160084 

8505160084 

0505150297 

8505150084 

8505160084 

8505160307 

8606160084 

8505160084 

6505160084 

8506160064 

6505160333 

8505160340 

8505160084 

6505150359 

8505160084 

8605160359 

0605160084 

8505160367 

0505160084 

8505160303 

8606160084 
6605160064 
86051 60DD4 
8605150384 
8505150413 

8505150084 
B5051 50084 
8505150084 
8505150431 
8505160446 

0505150446 

0505160473 

0605160492 

8505150462 

8505160467 

0505160608 

8505150508 

8505160615 

8506160516 

8606160522 

8505150540 

8505160577 

8505150569 

8505160577 

8505150593 

0505160588 
0505150600 
0505150601 
8605160006 
0S03 160046 

8605160050 

8505160056 

8505160051 

8605160060 

8506160060 

8505160060 

0506160060 

8505160086 

0505160086 

8505160089 

8505160095 

8505160075 


ACCESSION NUMBER 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

84/11721 

05/05/08 

06/05/07 

64/11/21 

05/05/00 

FOIA 

60-244 Q 

60-276 Q 

60-210 P 

60-29 F 

8506160107 

8505160112 

6505160119 

8505160123 

6505160128 

8505160009 

6505160069 

B5051 60080 

8 6051 60089 
8505160122 

84/11/02 

84/11/02 

84/11/02 

84/11/02 

85/04/10 

F03A 

FOIA 

FOIA 

FOIA 

WASTE MGT 

84/12/18 

04/11/21 

84/11/21 

84/12/18 

84/11/21 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8505 160133 
6505160136 
0505160138 
8505160140 
8505160160 

8505160122 

8505160131 

8505160131 

8505160132 

8505160145 

85/04/1 B 
05/04/22 
85/04/22 
85/05/13 
85/05/10 

WASTE MGT 
40-8698 
40-6698 
60-410 

50-245 

84/11/21 

85/05/09 

84/12/18 

84/12/18 

85/05/09 

FOIA 

60-382 F 

FOIA 

FOIA 

70 887 

B60S160161 

8505160163 

8505160164 

8505160176 

8505160180 

6505160145 

8605 1601 60 
8505160162 
8505160171 
8505160177 

05/05/10 

85/04/19 

85/05/13 

85/04/24 

65/05/10 

50-245 

WASTE MGT 
50-400 

50-254 

60-493 

04/12/18 

84/12/18 

04/12/18 

85/05/07 

84/12/10 

FOIA 

FOIA 

FOIA 

50 483 P 

FOIA 

8505160185 

8505160189 

8505160194 

8505160202 

8605160203 

8505 160060 
B505150135 
8505160060 
8505160202 
8505160060 

84/09/24 

84/12/17 

84/09/24 

84/12/17 

84/09/24 

50-482 

FOIA 

60 402 

FOIA 

50-482 

aS/04/03 

04/12/18 

04/12/18 

04/12/10 

04/12/10 

40-1341 

FOIA 

FOIA 

FOIA 

FOIA 

8605160205 

8505160210 

8605160211 

8505160214 

8505160219 

8505160201 
8505160135 
S505160060 
8505160204 
8505160 135 

85/05/03 

84/12/17 

84/09/24 

85/05/06 

B4/12/17 

60-295 

FOIA 

50 482 

50 259 

FOIA 

84/12/18 

84/12/18 

85/05/10 

84/12/18 

04/12/18 

FOIA 

FOIA 

50-315 P 

FOIA 

fOPA 

8505160220 

8505160223 

6505160224 

6505160226 

6505160228 

8505160213 

8505160216 

8505160060 

8505160135 

6505160225 

05/05/09 

85/06/05 

84/00/24 

64/12/17 

85/05/02 

50 410 

60 282 

60 482 

FOIA 

50-206 

05/05/07 

04/12/10 

04/12/10 

84/12/10 

84/12/10 

60-369 P 

FOIA 

FOIA 

FOIA 

FOIA 

8505160230 

8505160233 

8 5051 60234 
8505160236 
8505160239 

8505160060 

8505160204 

6505160135 

3505160225 

8505160060 

84/09/24 

85/05/06 

84/12/17 

85/05/02 

64/09/24 

50-402 

50-259 

FOIA 

50-266 

50-4B2 

05/05/13 

05/05/08 

e4M2/18 

85/04/22 

04/12/10 

56 309 0 

76-734 

FOIA 

50-346 P 

FOIA 

6505160242 

8505160247 

8505160251 

8505160258 

8S05I60259 

8505160235 

6505160204 

6505160245 

B 5051 60255 
6505160249 

85/05/06 

85/05/06 

85/05/07 

05/04/30 

05/05/07 

50-324 

50-259 

XFORTLIC 

70-1710 

50-321 

85/04/22 

04/12/18 

85/05/10 

84/12/18 

85/05/13 

60 346 P 

FOIA 

60 458 Q 

FOIA 

60 309 G 

8505160278 

8505160280 

8S0S1 60286 
8505160286 
8505160296 

8505160270 

8505160273 

8505160273 

8505160274 

B 5051 60289 

85/05/03 

05/04/22 

05/04/22 

04/12/19 

05/04/39 

50-324 

40-0102 

40-8102 

FOIA 

40-8698 

84/12/18 

04/12/18 

84n2M8 

05/05/09 

05/05/09 

FOIA 

FOIA 

FOIA 

60 354 Q 

60 295 F 

6505160296 

6505160302 

B60S160303 

8505160305 

8505160300 

6505160291 

8505160289 

8505160292 

8505160274 

8505160301 

85/04/05 

85/04/30 

85/04/30 

04/12/19 

85/04/00 

40-8786 

40-0698 

XPOHTLIC 

FOIA 

40-0675 

04/12/18 

84/12/10 

84/12/10 

85/04/20 

65/03/26 

FOIA 

FOIA 

FOIA 

60 267 F 

60-446 F 

8505160316 

8505160316 

8505160320 

8505160321 

8505160326 

8505160276 

8505160274 

6505160311 

8506160316 

8606160316 

84/09/12 

84/12/19 

85/04/30 

85/04/30 

85/04/30 

50-269 

FOIA 

XPORTLIC 

40-3453 

40-3453 

85/04/00 

85/04/24 

85/05/02 

85/05/02 

85/04/30 

60-275 F 

40-8681 

60-340 P 

50-340 P 

REGGD 

8505160320 

6605160328 

6605160329 

6505160331 

8605160333 

8505160311 

8505160323 

6505160311 

0505160276 

8506160274 

85/04/30 

85/05/14 

85/04/30 

84/00/12 

84/12/19 

XPORTLIC 

60 213 
XPORTUC 

50 289 

FOIA 

86/04/22 

86/04/22 

86/04/22 

86/04/22 

0S/O5/O2 

40-6659 

40-6659 

40-8504 

40-0584 

CONTRACT 

6505160335 

8505160340 

8505160344 

6505160352 

6505100363 

6505100630 

8506 100274 
8505160339 
8505160274 
8505160348 

85/04/39 

84/12/19 

85/03/28 

84/12/19 

85/05/03 

COMMISSIO 

FOIA 

WASTE WQT 

FOIA 

&0SB7 

06/01/11 

85/04/23 

85/04/29 

86/04/23 

86/04/26 

50-352 F 

60-333 0 

50-266 P 

60-333 Q 

50-498 A 

e5O518035& 

8505160357 

8505160363 

8505160368 

8505160371 

0SO51 60337 
8505160348 
8505160274 
8505160274 
8505160276 

85/04/30 

85/05/03 

84/12/19 

84/12/19 

B4/09/12 

60 317 

60-907 

FOIA 

FOIA 

50 289 

85/05/08 

85/06/07 

85/04/26 

85/05/13 

85/05/07 

CONTRACT 

50-320 P 

50-334 Q 

60-440 K 

CONTRACT 

8505160372 

0606160384 

8505160365 

8505160369 

8605160401 

8505160364 

8505160276 

6505160376 

6505160363 

0505160396 

85/05/ 14 
04/09/12 
85/05/06 
85/04/26 
85/05/01 

60 219 

FOPA 

SO 312 

CONTRACT 

CONTRACT 

05/05/02 

06/05/02 

05/05/06 

04/09/24 

04/09/24 

CONTRACT 

CONTRACT 

60-352 P 

60-482 H 

60-482 H 

8505160419 

8505160422 

8505160426 

8505160432 

8505160437 

0505160395 

8505160416 

8505160395 

8505160426 

8505160395 

84/10/30 

85/05/13 

84/10/30 

05/04/25 

04/10/30 

50-445 

50-433 

50-445 

50-293 

50-445 

84/09/24 

84/09/24 

85/04/16 

84/11/02 

84/11/02 

50-482 H 

50-482 H 

40-8714 

FOIA 

FOIA 

0505160444 

0505160447 

8505160450 

8505160461 

8505160463 

8505160395 

6505160439 

6505160395 

8505160446 

6505160439 

84/10/30 

B4/0B/17 

04/10/30 

05/05/13 

04/09/17 

FOIA 

50-401 

60-445 

50-307 

50-4S1 

85/05/10 

04/09/20 

50-341 Q 

60 416 S 

6505160454 

8505160466 

8505160448 

8505160395 

85/05/02 

84/10/30 

50-200 

50-445 
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462 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8505160461 

8505160453 

84/09/28 

40-299 

8505170146 

6605170080 

84/09/14 

60-256 

Q 

8505160464 

8505160395 

84/10/30 

60-445 A 

6505170148 

8505170086 

84/10/03 

FOIA 


B5051 60465 

8505160395 

04/10/30 

50 445 Q 

8605170149 

8605170143 

05/04/22 

CONTRACT 


6505160467 

8505160466 

85/04/25 

CONTRACT 

8505170151 

8505170086 

84/10/03 

FOIA 


B5051 60468 

8505160395 

84/10/30 

50 445 Q 

8505170153 

8605170144 

85/04/25 

60-520 

Q 

8505160471 

8505160395 

84/10/30 

FOIA 

6505170154 

8505170080 

04/09/14 

60-209 

0 

8505160474 

8505160395 

84/10/30 

60-445 O 

8505170157 

8605170145 

05/05/02 

50-220 

P 

8505160477 

8505160395 

84/10/30 

60-445 0 

8505170160 

8505170156 

85/05/07 

XPORTLIC 


8505160481 

8505160395 

84/10/30 

60-445 Q 

8505170167 

B505170164 

05/05/01 

60-219 

Q 

6505160485 

B5051 60395 

84/10/30 

60-445 Q 

8505170169 

0605170160 

85/05/14 

60-324 

F 

850S1 60486 

8505160400 

85/04/12 

40-6674 

8505170173 

8605170163 

85/04/24 

60-276 

F 

8505160487 

6505160404 

85/04/22 

40-6622 

8605170174 

8505170164 

85/05/01 

50-219 

Q 

8605160489 

6505160395 

84/10/30 

50-445 Q 

8505170175 

0505170166 

85/05/14 

50-324 

F 

8505160490 

8505160484 

85/04/22 

40-6622 

8505170182 

8505170177 

85/05/01 

70-1100 


8505160491 

8505160488 

85/05/02 

60-458 A 

8505170188 

8505170184 

05/04/30 

NUREQ 


8505160500 

8505160496 

85/04/22 

40-4492 

8605170191 

8505170181 

05/05/06 

60 413 

Q 

BS051 60502 

B5051 60463 

85/05/06 

CONTRACT 

8505170192 

8605170184 

85/04/30 

NUREQ 


8505160506 

S505160501 

85/04/15 

COMMISSrO N 

6505170195 

6505170190 

84/09/27 

40 669B 


B5051 60507 

BS05160503 

86/04/30 

REQGD 

8505170196 

8605170189 

65/06/14 

60-205 

Q 

6505160515 

B505160410 

85/05/14 

60-277 P 

8505170198 

6505170080 

84/09/14 

60-320 

Q 

650S1 60516 

8505160406 

85/04/22 

40-4492 

6505170205 

6605170201 

70/06/31 

50-245 

P 

8605160528 

8505160522 

04/00/17 

60-440 H 

8605170206 

8605170000 

84/09/14 

60-361 

0 

8505160530 

8505160524 

05/04/29 

WASTE RES 

8505170207 

8605170202 

85/04/04 

WASTE MQT 


8505160531 

8505160526 

86/04/25 

40-299 

8605170213 

8505170209 

85/04/30 

70-903 


8505160534 

8505160524 

05/04/29 

WASTE RES 

8505170217 

8505170212 

85/05/07 

60-202 

F 

8505160538 

8505160526 

85/04/25 

40-299 

8605170218 

6505170000 

64/09/14 

60-373 

0 

8505160538 

8505160537 

85/03/08 

WASTE MQT 

8505170220 

8605170214 

86/04/18 

50-416 

0 

8505160566 

8505160522 

84/09/17 

50-440 H 

6506170222 

8605170168 

05/05/14 

60-276 

P 

8505160570 

6505160567 

05/04/29 

40-8698 

6506170224 

BS051 70209 

85/04/30 

70-903 


8505160571 

6505160499 

85/04/22 

40-8084 

8505170226 

8605170168 

85/05/14 

50 276 

P 

8505160573 

8505160567 

85/04/29 

40-8698 

8505170227 

8505170080 

04/09/14 

60 373 

8 

8505160576 

8505160499 

86/04/22 

40-8084 

8505170233 

8505170080 

84/09/14 

60-237 

Q 

8505160579 

6506160577 

85/04/29 

40-2259 

8505170234 

8605160289 

85/05/07 

60-200 

Y 

8505160502 

8505160577 

05/04/29 

40-2269 

8505170241 

8605170231 

05/04/12 

70-1100 


8505160584 

8505160580 

06/04/30 

40-299 

8505170243 

8605160269 

85/05/07 

60-200 

Y 

8505160595 

6505160580 

85/04/30 

40-29S 

8505170261 

8605170246 

84/09/18 

FOIA 


8505160596 

8505160524 

85/04/29 

WASTE RES 

8505170262 

8605170060 

84/09/14 

50 210 

0 

8505160626 

8505160617 

84/09/24 

60-440 F 

0605170266 

8505170246 

84/09/18 

FOIA 


8505160643 

6505160641 

85/05/06 

WASTE MQT 

8505170268 

8605170249 

06/05/14 

60-313 

0 

0505170002 

8505170001 

85/05/13 

50 315 Q 

8505170265 

8605170259 

05/05/13 

50 482 

0 

6505170006 

0505170004 

06/05/16 

50-416 P 

8505170266 

8605170260 

85/05/09 

71-305 


8505170000 

8505170004 

GS/05/15 

60-416 P 

8605170261 

8605170274 

05/04/29 

50-250 

r 

8505170016 

0505170012 

05/05/08 

70-2947 

6505170207 

8505170275 

85/04/24 

60-390 

0 

8505170016 

8505170012 

05/06/08 

70-2947 

8505170289 

8605170265 

85/04/26 

60-323 

p 

6505170018 

8505170013 

84/10/19 

60-324 Q 

8505170292 

6505170288 

05/05/06 

71-0000 


8505170021 

8505170017 

85/04/24 

COMMISSIO N 

8505170294 

84020B0093 

83/12/23 

60-490 

A 

8505170022 

8505170019 

85/05/02 

60-333 P 

8505170298 

0505170290 

85/06/02 

WASTE RES 


8505170027 

BS051 70023 

85/05/13 

60-280 P 

8505170300 

0605170295 

86/05/01 

71-6930 


0505170030 

BS05170019 

85/05/02 

60-333 P 

8505170301 

8505170080 

84/09/14 

50-265 

P 

0505170032 

8606170029 

84/06/28 

FOPA 

8505170303 

0605170080 

84/09/14 

50-266 

0 

8505170036 

8505170029 

84/06/26 

FOPA 

8505170307 

8402080093 

83/12/23 

60-400 

A 

8505170042 

8505170037 

05/04/25 

60 213 Q 

8506170313 

8505170296 

85/04/09 

60-324 

0 

8505170043 

8505170038 

05/04/23 

WASTE MQT 

8606170316 

8402080093 

83/12/23 

50-490 

A 

8505170048 

8605170036 

85/05/08 

50-289 P 

8505170316 

B5051 70080 

84/09/14 

60-320 

0 

8505170052 

8505170047 

85/04/26 

60-276 P 

8505170319 

8505170299 

85/04/30 

CONTRACT 


8505170053 

8505170045 

84/10/22 

60-265 P 

8505170336 

0505170000 

84/09/14 

60-256 

0 

0505170054 

8505170036 

85/05/00 

60-289 P 

8505170337 

8505170327 

86/04/00 

60-424 

0 

8505170055 

0505170047 

85/04/26 

60-275 P 

8505170339 

8505170329 

84/09/14 

50-276 

P 

6605170058 

8505170049 

85/05/00 

71-369 

8505170342 

8505170334 

85/04/16 

60-390 

0 

8505170060 

8505170046 

84/10/22 

50-265 P 

6606170349 

8505170080 

84/09/14 

50-265 

0 

8505170066 

8605170045 

04/10/22 

60 255 P 

8506170356 

8505170343 

85/04/29 

60-261 

0 

8505170070 

8505170045 

84/10/22 

60-255 P 

6505170358 

6505170060 

84/09/14 

60 237 

s 

8505170083 

8605170079 

86/05/15 

50-322 G 

8505170361 

8505170355 

65/05/06 

50-200 

p 

0505170084 

8505170062 

85/05/09 

71-539 

8606170364 

B6061 70080 

84/09/14 

60-237 

s 

0505170060 

8605170078 

85/05/07 

CONTRACT 

8505170369 

8605170327 

85/04/09 

50-424 

0 

8506170009 

8505170074 

65/05/01 

CONTRACT 

8505170370 

8505170357 

65/04/22 

50-414 

0 

8505170092 

0505170087 

65/05/06 

60-271 P 

8606170371 

0505170368 

05/05/13 

ACRS 


8505170093 

8506170090 

86/06/06 

71-9008 

8605170372 

0505170000 

04/09/14 

50-289 

0 

8505170094 

8505170079 

85/05/15 

50-322 G 

8506170373 

0505170367 

85/04/30 

50-327 

0 

8605170005 

8505170086 

84/10/03 

FOIA 

6506170374 

0605170368 

65/05/13 

ACRS 


8505170096 

BS051 70088 

84/10/03 

FOIA 

S605170376 

8605170285 

85/04/26 

60-323 

p 

8605170104 

8605170086 

84/10/03 

60-267 P 

8606170378 

8506170285 

85/04/26 

60-323 

p 

8505170109 

8605170066 

84/10/03 

60-267 P 

8505170379 

6605170376 

65/04/09 

50-302 

0 

8505170110 

8505170103 

85/05/01 

WASTE MGT 

8505170380 

8505170080 

84/09/14 

60-255 

0 

8505170113 

8505170080 

84/09/14 

50-219 O 

8505170382 

8605170367 

86/04/30 

60-327 

0 

8505170116 

0505170086 

84/10/03 

FOIA 

8505170305 

8505170381 

85/04/04 

60-340 

0 

8605170117 

8505170108 

05/05/13 

60-260 Q 

8505170394 

B5051 70386 

86/04/18 

60-330 

0 

8505170118 

6506170080 

84/09/14 

60-237 P 

6505170397 

6505170361 

05/04/04 

50-348 

0 

8505170119 

BS051 70086 

84/10/03 

FOIA 

6605170403 

8505170398 

85/06/13 

50-265 

p 

8505170123 

8505170086 

84/10/03 

FOIA 

8505170404 

8605170400 

05/05/14 

60-352 

p 

8505170126 

8505170122 

85/05/14 

50-461 A 

8605170408 

8505170060 

84/09/14 

60-266 

0 

8605170127 

6S051 70066 

84/10/03 

FOIA 

8505170418 

8605170407 

85/04/17 

60-430 

0 

B50S170129 

8505170080 

84/09/14 

60-237 S 

8505170419 

8506170406 

65/04/18 

50-369 

o 

0505170133 

8505170080 

84/09/14 

60-237 S 

0505170433 

8505170414 

65/04/30 

50-259 

0 

0505170138 

0505170120 

85/03/27 

60-269 Q 

6606170434 

0606170427 

65/05/10 

60-260 

F 

8605170138 

8506170130 

85/05/03 

60-260 P 

8505170430 

8505170432 

85/04/25 

60-414 

i 

8505170141 

B5051 70080 

84/09/14 

60-237 S 

8605170438 

B5051 70435 

65/05/09 

71-533 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

6595170440 

8595170441 

8595170442 

8595170456 

6595170471 

8505170427 

8505170428 

8505170432 

8505170455 

0505170080 

85/05/10 

85/04/18 

85/04/25 

85/05/14 

84/09/14 

8505170472 

8505170476 

8595170405 

6505170400 

6595170401 

0505170467 

8505170000 

8505170483 

8S 051 70407 
0505170479 

85/04/17 

04/09/14 

05/01/24 

85/05/03 

85/02/07 

8505170493 

8505170501 

8505170503 

8505170504 

6505170506 

0505170487 

0505170080 

0505170500 

8505170500 

8506170500 

85/05/03 

84/00/14 

85/04/18 

85/04/10 

05/04/18 

6505170506 

6S0S 170516 
6505170510 
6505170521 
6505170522 

8505170500 

8SD5170514 

05051 7051 6 
8505170398 
8505170520 

85/04/10 

86/04/22 

85/04/22 

65/05/13 

85/04/15 

6505170520 

6505170529 

6505170534 

6505170535 

6505170537 

0505170524 

8505170523 

8505170531 

8506170527 

8505170532 

85/04/12 

85/04/22 

85/04/10 

05/04/12 

86/04/02 

6505170540 

6505170540 

6505170553 

6505170557 

6505170562 

0505170638 

0505170546 

0505170644 

85051 70554 

85051 70B56 

85/05/09 

86/05/03 

85/04/16 

85/04/11 

85/05/06 

6505170565 

6505170567 

6505170574 

6505170577 

6506170570 

850 5170659 

85Q 51 70554 
8505170571 
8505170570 
8505170571 

05/05/06 

85/04/11 

65/04/20 

85/05/03 

65/04/20 

6505170570 

6505170580 

8505170581 

6505179584 

8605179585 

8505170572 

8505170571 

8505170666 

0505170576 

8S061 70556 

85/04/22 

85/04/20 

85/05/06 

86/04/11 

85/05/06 

6605170587 

8505170592 

6505170595 

6505170502 

6505170512 

0606170556 

0506170671 

8506170571 

85051 70507 
0506170610 

85/05/06 

85/04/20 

85/04/20 

85/04/26 

85/04/20 

6505170521 

6505170522 

8505170528 

8505170529 

6506170530 

8505170016 

8506170019 

8505170615 

8605170607 

8505170626 

05/05/02 

86/04/2B 

85/05/02 

05/05/07 

85/04/04 

6506170543 

6505170650 

6505200000 

6505200020 

6605200020 

8506170636 

8605170652 

8505200005 

8505200017 

8505200001 

86/04/05 

05/04/26 

66/04/24 

85/04/18 

04/00/20 

6605200030 

6505200034 

6505200041 

650520004B 

8505200047 

8505200026 

8505200001 

8506200001 

8505200001 

8505200040 

66/04/30 

64/09/20 

84/09/20 

64/09/20 

85/04/10 

0505200051 

8505200052 

8505200057 

8505200059 

8505200080 

8505200040 

8506200001 

8606200001 

8505200054 

0506200055 

85/05/10 

84/09/20 

84/09/20 

85/04/09 

85/05/14 

0505200064 

8505200069 

8505200070 

8505200072 

8505200073 

8505200001 

8505200001 

8505200068 

8506200001 

8505200065 

84/09/20 

84/09/20 

86/02/04 

84/09/20 

85/04/26 

8505200079 

6505200084 

esoBaooo&i 

6505200096 

6505200097 

0505200001 

8505200001 

8505200065 

8505200001 

8505200093 

84/09/20 

84/09/20 

85/05/06 

84/09/20 

65/05/07 

6505200098 

6505200104 

6505200106 

6505200108 

8505200109 

8605200092 

8605200001 

8505200086 

8505200103 

6505200060 

86/05/09 

84/09/20 

05/05/06 

86/05/10 

04/10/25 

6505200113 

6505200116 

8505200118 

6505200119 

6505200121 

8505200102 

6505200080 

8506200112 

6505200080 

8605200114 

86/04/01 

84/10/25 

65/05/06 

04/10/26 

85/04/19 

6505200122 

6505200125 

8505200030 

8605200102 

84/10/25 

85/04/01 


SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

50-260 

F 

8505200127 

8505200001 

50-200 

Q 

8505200129 

8505200080 

50-414 

O 

8505200132 

S505200080 

60 416 

F 

8505200133 

8505200001 

SO 265 

S 

8505200135 

8505200114 

SO 300 

Q 

8505200138 

8505200080 

50 255 

Q 

8505200141 

8505200080 

50 526 

F 

8505200144 

8505200080 

50 200 

Q 

8505200150 

8505200000 

SO 321 

Q 

8505200152 

8505200137 

50-230 

Q 

0505200154 

8505200148 

50-255 

O 

8505200156 

6505200148 

50-201 

Q 

8505200157 

8506200000 

60-201 

Q 

8505200164 

a50520008l> 

50 201 

Q 

8505200165 

8505200160 

50 201 

Q 

8505200166 

8505200000 

50 413 

Q 

8505200172 

6505200060 

50 335 

0 

8505200173 

8505200001 

50 255 

P 

8505200174 

8505200167 

50-390 

0 

8505200176 

8505200160 

50 400 

o 

8S05200179 

8505200171 

60 324 

Q 

8506200183 

8505200171 

60-280 

0 

8505200107 

0505200167 

60 352 

F 

8505200194 

0505200176 

60 289 

Q 

8505200190 

0505200080 

71-532 


0505200204 

8505200080 

70 824 


6505200209 

8505200001 

50 352 

f 

0505200210 

8505200080 

50 390 

O 

6505200216 

0505200080 

60-340 

Q 

8505200220 

0505200001 

60-223 

Q 

6505200223 

8505200176 

60-390 

O 

850520022S 

6505200080 

50 416 

Q 

8505200227 

OSO 5200221 

50 260 

Q 

8505200220 

8505200175 

50 416 

Q 

8505200230 

8505200080 

50 464 

S 

8505200233 

8505200001 

50 416 

Q 

8505200234 

8505200220 

60 346 

Q 

8605200235 

0505200232 

60-316 

F 

6605200236 

8505200221 

60-346 

Q 

6505200236 

8605200080 

60-348 

Q 

8505200240 

8505200228 

60-416 

Q 

8505200241 

8505200232 

50-416 

Q 

8505200242 

8505200237 

60-338 

Q 

8505200248 

8505200175 

WASTE MQT 


8505200249 

8605200243 

60-220 

P 

8505200250 

8505200245 

60-250 

Q 

8505200251 

BS05200001 

60-220 

P 

8505200253 

8505200215 

50-260 

Q 

8505200255 

8505200000 

60-419 

Q 

8505200257 

8505200001 

60-369 

Q 

6505200256 

8505200001 

50-321 

Q 

6505200261 

8505200080 

50-321 

Q 

8605200262 

8505200001 

60-419 

Q 

6505200263 

8505200001 

60-400 

P 

8505200264 

8505200001 

60-269 

Q 

6505200265 

8505200000 

60-409 

P 

8505200269 

8505200001 

FOIA 


8505200270 

0506200080 

FOIA 


0505200272 

8506200208 

60-400 

0 

8505200273 

8506200001 

50-317 

P 

8505200274 

8505200080 

60-352 

A 

8505200276 

8505200001 

60-352 

A 

8505200270 

8505200001 

60-395 

Q 

S5DS200270 

8506200080 

60-320 

P 

6505200283 

8505200001 

60-352 

A 

6605200284 

8505200060 

60-352 

A 

6505200206 

8505200282 

60-3 

F 

8505200287 

8505200001 

FOIA 


6506200206 

8505200080 

60-369 

Q 

8505200209 

85052002BO 

FOIA 


6505200209 

8505200001 

50-352 

A 

6505200203 

8505200080 

60-324 

Q 

8505200204 

8505200001 

60-362 

A 

0505200205 

8505200291 

50-280 

P 

0505200298 

8505200001 

CONTRACT 


8505200297 

8505200001 

FOIA 


8505200301 

8505200292 

60-324 

0 

8505200303 

8505200296 

60*463 

P 

8505200304 

8505200060 

FOIA 


8505200305 

8505200001 

60-321 

Q 

8505200306 

8505200001 

FOIA 


8505200308 

8505200302 

60^31 

p 

8505200309 

0505200060 

FOIA 


8505200310 

0505200001 

50-369 

FOIA 

50-321 

0 

8505200311 

. 8505200314 

0505200001 

0505200001 

Q 

8505200316 

8505200001 


DATE 

ISSUED 

84^09/20 

a4/10y'25 

S4/10/25 

S4A09/20 

ft5/04/T9 

84/10/25 

64/10/25 

84/10/25 

84/10/25 

85/05/03 

85/05/07 

85/05/07 

84/10/25 

84/10/25 

85/05/02 

84/10/25 

84/10/25 

84/09/20 

85/05/16 

85/05/02 

85/05/07 

85/05/07 

85/05/16 

85/04/16 

84/10/26 

84/10/25 

84/09/20 

84/10/25 

84/10/25 

84/09/20 

85/04/16 

84/10/25 

65/05/07 

65/04/16 

64/10/25 

84/09/20 

85/05/14 

85/04/08 

85/05/07 

64/10/25 

85/05/14 

85/04/08 

85/04/19 

85/04/16 

B5/04/09 

85/05/14 

84/09/20 

85/04/04 

84/10/25 

84/09/20 

84/09/20 

84/10/26 

64/09/20 

84/09/20 

84/09/20 

84/10/26 

84/09/20 

84/10/25 

05/04/09 

84/09/20 

84/10/25 

84/09/20 

84/09/20 

04/10/25 

84/09/20 

84/10/26 

85/05/14 

84/09/20 

84/10/25 

85/04/02 

84/09/20 

84/10/25 

84/09/20 

85/05/14 

84/09/20 

84/09/20 

85/05/14 

05/04/25 

84/10/25 

$4/09/20 

84/09/20 

86/05/16 

84/10/25 

84/09/20 

84/09/20 

84/09/20 

84/09/20 


SUBJECT 

CATEGORY 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


document 

ISSUED 

CATEGORY 

8505200317 

8505200080 

84/10/26 

60-172 

Q 

8505200403 

8505200478 

05/04/05 

50-424 

650520031B 

6505200001 

64/09/20 

FOIA 


6505200464 

8505200469 

05/05/18 

60-520 

8505200319 

8505200298 

86/04/25 

60-416 

Q 

8505200490 

8505200486 

85/06/13 

70-25 

8505200321 

8505200300 

85/04/09 

50-269 

0 

8605200467 

8505200494 

86/05/16 

60 348 

8505200323 

8505200315 

65/05/13 

50-244 

0 

8505200498 

6505200494 

85/05/16 

60-346 

8505200324 

8605200001 

64/09/20 

FOIA 


8505200499 

8505200496 

05/05/16 

60 456 

8505200326 

8505200001 

04/09/20 

50-352 

A 

0505200501 

8505200500 

85/05/16 

QAogg 

8505200327 

8505200060 

04/10/26 

FOIA 


6605200507 

BS05200S02 

86/05/16 

50 456 

8505200330 

8505200322 

85/06/14 

50-333 

0 

8505200500 

6505200503 

85/04/01 

60-321 

8505200331 

6505200001 

04/09/20 

FOIA 


8505200510 

8505200505 

05/04/30 

60-3 

8505200332 

8506200300 

05/04/09 

50-269 

Q 

8505200511 

8505200502 

85/05/16 

60-456 

0505200333 

8505200080 

84/10/25 

60-172 

W 

6506200513 

8605200602 

85/05/16 

50-458 

0505200334 

8505200001 

84/09/20 

FOIA 


8606200617 

8505200516 

05/04/09 

50413 

0506200335 

8505200001 

84/09/20 

50-352 

A 

8505200521 

8505200516 

85/04/30 

50-352 

0505200338 

8505200080 

84/10/26 

50-172 

W 

8506200637 

8506200001 

84/09/20 

FOIA 

0505200339 

8505200001 

84/09/20 

FOIA 


6605200541 

0505200001 

04/09/20 

FOJA 

8505200344 

8605200080 

84/10/26 

50-172 

w 

8605200543 

8505200001 

84/09/20 

FOIA 

8505200345 

8505200001 

84/09/20 

60-352 

A 

8505200545 

8505200001 

84/09/20 

FOIA 

8505200348 

8506200001 

84/09/20 

FOIA 


8505200560 

B605200001 

84/09/20 

FOJA 

8505200349 

8505200001 

84/09/20 

FOIA 


8505200551 

8505200536 

05/05/15 

50-237 

8505200350 

8505200060 

84/10/25 

60-172 

W 

8505200552 

8505200001 

84/09/20 

FOIA 

8505200354 

6505200080 

84/10/25 

60-172 

W 

8505200556 

8505200001 

64/09/20 

FOIA 

85052003S5 

8505200001 

04/09/20 

50-352 

A 

8506200560 

8505200001 

84/09/20 

FOIA 

8505200356 

8505200340 

85/05/14 

60-247 

0 

8505200561 

0605200001 

84/09/20 

FOJA 

0505200356 

8505200001 

84/09/20 

FOIA 


6505200563 

6505200001 

64/09/20 

FOJA 

8505200359 

0505200080 

04/10/26 

60-172 

W 

8505200566 

8505200001 

84/09/20 

FOIA 

6505200360 

6505200351 

85/04/12 

70-1161 


8505200560 

0605200001 

84/09/20 

FOIA 

8505200362 

8505200080 

84/10/25 

60-172 

W 

8605200572 

0505200001 

84/09/20 

FOIA 

0505200363 

0505200080 

64/10/25 

FOIA 


8506200573 

8505200571 

85/04/18 

60-424 

8505200364 

8505200001 

04/09/20 

FOIA 


8505200574 

8505200001 

04/09/20 

FOIA 

8505200365 

8505200001 

84/09/20 

60-352 

A 

B505200577 

B605200571 

86/04/18 

60-424 

8505200367 

8505200351 

05/04/12 

70-1151 


8505200578 

8505200001 

84/09/20 

FOIA 

8505200370 

8505200001 

84/09/20 

FOIA 


8505200581 

0605200001 

84/09/20 

FOIA 

8505200371 

8505200080 

84/10/26 

60-172 

S 

8505200563 

8505200001 

04/09/20 

FOIA 

8505200372 

8505200001 

84/09/20 

60-352 

A 

8605200567 

8506200585 

85/05/06 

50400 

8505200373 

8505200001 

84/09/20 

FOIA 


6505200580 

0505200001 

04/09/20 

FOJA 

8505200375 

8505200369 

86/04/22 

60-321 

Q 

8505200501 

8505200586 

05/04/25 

60-346 

8505200376 

8505200351 

85/04/12 

70-1151 


8605200593 

8605200436 

85/06/14 

50-255 

8505200377 

0505200001 

84/09/20 

60-352 

A 

8505200504 

8506200001 

84/09/20 

FOIA 

8505200376 

6505200060 

84/10/25 

FOIA 


8505200590 

6505200001 

64/09/20 

FOIA 

8505200379 

8505200001 

84/09/20 

FOIA 


8606200598 

0505200592 

85/04/04 

60-338 

6505200380 

6505200369 

86/04/22 

60-321 

Q 

8505200599 

8505200588 

85/04/23 

50-261 

8505200381 

0505200001 

04/09/20 

60-352 

A 

0505200602 

8505200001 

84/09/20 

FOIA 

8505200383 

8505200080 

84/10/25 

60-172 

W 

0605200600 

8505200603 

05/04/22 

50438 

6505200364 

8505200351 

86/04/12 

70-1161 


8605200612 

8505200001 

84/09/20 

FOJA 

8605200365 

6505200001 

84/09/20 

FOIA 


8505200617 

8505200001 

84/09/20 

FOIA 

8505200367 

8505200080 

84/10/25 

FOIA 


8505200618 

8505200605 

65/06/03 

60*327 

8505200390 

8505200368 

85/05/14 

60-340 

Q 

8505200619 

8505200611 

85/04/04 

50-250 

6505200391 

8505200386 

85/05/15 

50-440 

Q 

6505200823 

8505200616 

06/04/11 

50433 

8605200393 

6505200080 

84/10/25 

60-172 

W 

6505200625 

B505200606 

85/06/03 

50-327 

8605200394 

8505200001 

04/09/20 

FOIA 


8505200027 

0505200611 

06/04/04 

60-250 

8505200396 

8506200001 

84/09/20 

60-362 

A 

6506200829 

8505200595 

04/10/19 

50*382 

6605200397 

6505200388 

85/05/14 

60-440 

Q 

8505200633 

B5062006H 

86/04/04 

50-250 

6505200401 

6505200001 

84/09/20 

FOIA 


8505200636 

8505200621 

85/04/17 

50438 

S506200403 

8505200001 

84/09/20 

60-352 

A 

8505200838 

6505200632 

85/04/16 

60-395 

6505200404 

8505200001 

84/00/20 

FOIA 


6505200639 

8505200634 

85/04/26 

60-250 

6505200409 

8505200405 

86/05/16 

60-454 

0 

8606200640 

6505200595 

04/10/19 

50-382 

0505200410 

8505200001 

84/09/20 

60-362 

A 

8605200644 

8505200611 

05/04/04 

60-250 

8605200411 

0506200001 

04/09/20 

FOIA 


8605200645 

6505200634 

85/04/25 

60-250 

8505200412 

8505200001 

84/09/20 

FOIA 


8506200865 

8606200595 

84/10/10 

50-362 

6505200414 

8505200405 

86/05/18 

50-454 

0 

8505200657 

8506200595 

84/10/10 

60-382 

8605200417 

8505200001 

04/09/20 

FOIA 


8505200660 

8505200595 

84/10/19 

50482 

6505200419 

8505200001 

04/09/20 

60-352 

A 

8505200663 

8506200595 

84/10/19 

60402 

8506200420 

8505200398 

65/05/13 

60-450 

B 

6505200682 

8606200679 

86/05/17 

60462 

8505200421 

8505200001 

84/09/20 

FOJA 


8605210009 

B505210005 

84/00/25 

FOIA 

6505200428 

0505200001 

04/09/20 

FOIA 


8506210011 

0505210006 

85/04/16 

60-424 

8505200429 

6505200426 

06/05/14 

60-300 

Q 

0505210014 

6505210013 

85/05/06 

60-260 

8505200430 

8506200001 

84/09/20 

60-352 

A 

8505210019 

8505210005 

84/09/25 

FOIA 

8505200431 

8505200422 

86/06/16 

60-410 

A 

8505210025 

6505210005 

84/09/25 

FOIA 

8505200434 

8505200001 

04/09/20 

FOIA 


8505210027 

6505210005 

64/09/25 

FOIA 

6505200438 

8506200001 

04/09/20 

FOJA 


6505210031 

6605210026 

85/04/23 

50-348 

6505200440 

0605200495 

05/05/14 

60-443 

Q 

8505210092 

8505210005 

84/09/25 

FOIA 

6505200443 

8505200001 

84/00/20 

FOIA 


8505210033 

8505210028 

05/04/22 

60-335 

8505200446 

S506200001 

04/09/20 

FOIA 


8505210037 

8605210026 

05/04/23 

60-348 

6505200449 

8505200442 

05/05/14 

60-387 

Q 

8505210038 

6505210005 

84/09/28 

FOIA 

8505200451 

8505200441 

05/04/03 

50-300 

0 

8505210039 

8505210035 

85/04/22 

60-348 

6505200452 

8505200444 

06/05/15 

60-440 

0 

8505210042 

8505210005 

84/09/26 

FOJA 

8505200467 

8505200455 

05/06/02 

60-302 

Q 

8605210046 

650521 0041 

05/04/20 

60413 

8506200461 

8505200455 

05/05/02 

60-302 

Q 

6505210048 

8505210044 

85/04/19 

50-302 

8505200462 

8505200001 

04/00/20 

FOJA 


8505210047 

B505210043 

85/05/07 

50-260 

8505200407 

8505200001 

04/09/20 

FOIA 


8505210049 

8505210044 

86/04/19 

60-302 

8505200468 

8505200465 

05/04/20 

60-269 

Q 

0505210051 

6505210048 

86/04/21 

60-413 

8505200470 

6S05200460 

86/04/20 

70-143 


8505210052 

8505210043 

86/05/07 

60-260 

8506200473 

8605200001 

84/09/20 

FOJA 


8505210054 

8505210053 

86/04/04 

60400 

8505200474 

8505200465 

06/04/26 

00-269 

Q 

8505210055 

6505210053 

86/04/04 

SO 400 

8506200476 

6605200001 

84/00/20 

FOIA 


8505210056 

6505210050 

86/04/08 

50438 

0505200482 

8505200001 

84/00/20 

FOIA 


8505210059 

8505210050 

06/04/08 

60-438 


Q 

T 

O 

0 

a 

Q 

Q 

F 

0 

O 

Q 

F 


0 


O 


O 


O 


O 

O 


Q 

O 

a 


Q 

Q 

Q 

O 

O 

A 

Q 


Q 

A 

Q 

Q 

A 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


0&O52 10002 
8505210063 
8505210060 
6505210069 
0606210071 

0505210076 
050521 00B4 
E3 5052 10091 
0506210090 
0505210008 

8505210099 

0506210102 

0505210104 

0505210107 

8506210109 

0505210110 

0505210112 

6505210115 

850S210116 

6505210117 

050521Q120 

G605210126 

OS0G21O127 

6505210129 

0505210133 

0605210136 

8605210136 

8505210140 

8605210146 

0505210152 

0505210165 

6505210173 

6506210170 

6605210160 

6505210101 

6505210102 

6605210106 

B505210199 

0505210202 

8605210205 

6605210207 
6605210210 
0605210211 
8506210214 
8505 2 10221 

8505210223 

8605210224 

Q506210227 

8505210229 

8505210234 

0505210236 

0505210240 

0505210242 

0505210243 

8506210244 

8506210247 

0505210261 

0685210252 

0605210253 

0606210256 

6605210260 

6505210262 

0605210264 

8505210266 

8505210272 

6605210274 

6505210276 

8505210279 

6505210286 

6505210286 

6505210268 
050521 0302 
8505210303 
8505210307 
8505210311 

8505210313 

8506210317 

8505210320 

8505210327 

6505210331 

0505210333 

8605210337 

8505210336 

8506210340 

0505210341 

0605210362 

8605210354 


8505210005 

6505200595 

0605210005 

6506200595 

8505210005 


050S210005 

0505210005 

6505210005 

8505210090 

8505210087 

0505210005 

0505210097 

G506210Q05 

8505210103 

0505210100 

0505210005 

6505210108 

0505210108 

6505210105 

0505210113 

6505210005 

B505210121 

6605210005 

0605210005 

0505200595 

0505210123 

8505210132 

0505210132 

0505210005 

0505210161 

8505210161 

6505210170 

0505210170 

0505210171 

6605210185 

0505210005 

0505200595 

0606210193 

6505210190 

8505210193 

0505210005 

6505210190 

0505210103 

0505210005 

0505200595 

0505210005 

8505210210 

0506210193 

0505210216 

6505210193 

0605210005 

0505210226 

0505210218 

0505210005 

8505210193 

0505210005 

6505210005 

6506210250 

8505210193 

0505210005 

8505210005 

8505210260 

6505210005 

0605210259 

0605210259 

0505210005 

0605210275 

0505210259 

6505210270 

8505210259 

0605210201 

8506210005 

8505210265 

8605210301 

8605210301 

8505210306 

8506210005 

8505210005 

8505210005 

0505210005 


8505210312 

8505210005 

0505210334 

8505210312 

8505210006 


8505210326 

8505210345 


84709/25 

84/10/19 

84/09/25 

04/10/19 

04/09/25 

84/09/25 

84/09/26 

04/09/25 

85/04/04 

65/04/08 

84/09/25 

85/05/15 

64/09/25 

85/04/02 

05/05/16 

84/09/25 

85/04/11 

85/04/11 

05/03/19 

85/04/25 

04/09/25 

05/04/25 

84/09/25 

84/09/25 

04/10/19 

85/04/10 

05/04/08 

85/04/08 

64/09/26 

85/04/18 

05/04/18 

05/05/06 

05/05/05 

05/04/17 

85/05/16 

84/09/25 

04/10/19 

05/01/03 

05/04/04 

85/01/03 

84/09/25 

05/04/04 

05/01/03 

84/09/25 

84/10/19 

84/09/25 

85/04/05 

85/01/03 

85/04/05 

85/01/03 

84/09/25 

85/05/20 

86/04/05 

84/09/25 

85/01/03 

84/09/25 

84/09/25 

85/04/01 

85/01/03 

84/09/26 

84/09/25 

85/04/01 

84/09/26 

84/10/15 

84/10/15 

84/09/25 

85/05/17 

84/10/15 

85/05/16 

84/10/16 

85/05/14 

84/09/25 

86/05/16 

85/05/16 

85/05/16 

85/05/17 

84/09/25 

84/09/25 

84/09/26 

84/09/26 

85/01/16 

84/09/25 

85/06/02 

85/01/16 

84/09/25 

85/05/16 

85/05/14 


FOIA 

50-206 

FOIA 

P 

50275 

FOIA 

FOIA 

FOIA 

FOIA 

P 

50-302 

Q 

50421 

0 

FOIA 

50 312 

FOIA 

F 

60400 

0 

50-298 

Q 

FOIA 

50495 

Q 

50495 

D 

60402 

O 

60-390 

O 

FOIA 

50-302 

FOIA 

FOIA 

Q 

50-275 

? 

50-395 

Q 

50-302 

Q 

50-302 

FOIA 

Q 

60402 

Q 

50-302 

XPORTLIC 

XPORTLIC 

Q 

50-302 

Q 

50-247 

Q 

FOIA 

50-275 

P 

50-201 

P 

50400 

0 

50-201 

P 

FOIA 

50400 

Q 

50-201 

FOIA 

P 

50-275 

P 

FOIA 

50416 

Q 

50-201 

P 

50-416 

Q 

50-201 

FOIA 

QA999 

P 

60416 

FOIA 

Q 

50-201 

FOIA 

FOIA 

P 

60-395 

Q 

60-201 

FOIA 

P 

FOIA 

60495 

FOIA 

Q 

50-289 

P 

50-289 

P 

FOIA 

60-528 

FOIA 

P 

50-336 

Q 

50-289 

P 

50-289 

FOIA 

P 

50-461 

E 

50-298 

Q 

50-290 

Q 

60-282 

FOIA 

FOIA 

FOIA 

FOIA 

Q 

50422 

FOIA 

E 

50418 

Q 

50422 

FOIA 

E 

50456 

Q 

50469 

P 


8505210355 

6505210375 

8505210379 

8505210382 

8505210388 

6505210391 

8505210400 

6505210405 

6505210411 

8505210414 

85052110442 

6505210449 

6305210450 

8505210451 

8505210452 

6505210453 

6505210454 

6505210461 

8505210469 

8505210461 

6505210488 

8505210493 

0505210497 

8505210502 

6505210500 

8505210513 

6505210517 

8505210519 

8505210522 

8505210529 

8505210530 

8505210533 

8505210534 

8505210537 

8505210541 

6506210S43 

6505210544 

8505210546 

8505210553 

8505210560 

8505210565 

8505210567 

8505210571 

8505210574 

8505210501 

8505210600 

B505210609 

8505210610 

8505210611 

8505220011 

8505220014 

6505220020 

6505220021 

8505220027 

8505220033 

8505220039 

8505220040 

8505220045 

8505220048 

8505220063 

B505220066 

8505220071 

8505220072 

8505220074 

8505220075 

8505220083 

8505220084 

8505220086 

6505220OB8 

85052200B9 

8505220102 
8505220103 
05052201 OS 
8505220107 
8505220108 

8505220115 

6505220150 

8505220160 

8505220164 

8506220166 

8505220174 

8505220176 

8505220179 

8505220254 

8505220262 

8505220290 

B505220296 


6505210349 

8505210370 

8505210365 

S505210371 

8505210380 

8505210371 

8505210394 

8505210395 

8505210395 

8505210412 

8505210438 

8505210446 

8505210447 

8505210448 

8505210448 

B505210447 

8505210448 

8505210459 

8505210484 

8505210394 

8505210484 

8505210491 

8505210495 

8505210495 

B505210495 

B5052 10510 
8505210514 
8505210516 
6505210516 
6505210528 

8505210524 

8506210526 

8505210524 

6505210524 

6605210524 

8505210539 

8505210535 

8505210542 

8505210547 

6505210547 

6505210547 

6505210558 

6505210547 

8505210556 

8505210585 

8505210595 

8505210607 

8505210606 

8505210607 

8505220006 

8505220005 

8505220005 

6505220007 

6505220007 

8505220024 

8505220034 

6505220035 

8505220024 

6505220042 

8505220061 

8505220061 

8505220069 

8505220069 

8505220069 

6505220073 

6505220082 

850S220082 

85052200B5 

8505220085 

6505220037 

8505220099 

8505220100 

6505220099 

6605220090 

B505220099 

8505220112 

6505220147 

6505220005 

8505220156 

8505220005 

8505220005 

8505220170 

8505220170 

0505220248 

6505220248 

8505220266 

8505220291 


85/05/17 

85/04/22 

85/05/17 

85/05/17 

85/03/13 

85/05/17 

85/04/29 

85/05/13 

85/05/13 

85/05/15 

65/05/16 

85/05/15 

65/05/16 

65/05/14 

85/05/14 

65/05/16 

65/05/14 

65/05/17 

85/05/17 

65/04/29 

85/04/08 

85/03/26 

85/04/23 

85/04/23 

85/04/23 

65/05/02 

85/04/08 

85/04/23 

85/04/23 

85/05/02 


85/04/08 

85/05/02 

85/04/08 

85/04/08 

65/04/08 

65/04/19 

65/04/11 

65/05/03 

85/04/09 

85/04/09 

85/04/09 

85/05/14 

65/04/09 

B5/05/14 

85/04/25 

85/04/09 

65/05/01 

84/02/29 

85/05/01 

65/05/17 

85/05/01 

85/05/01 

85/05/20 

85/05/20 

65/05/20 

85/05/17 

85/04/15 

85/05/20 

85/05/20 

85/04/23 

85/04/23 

85/04/11 

85/04/11 

65/04/11 

B5/05/16 

85/05/20 

85/05/20 

B6/04/30 

85/04/30 

85/04/30 

65/04/16 

65/05/01 

85/04/16 

85/04/16 

65/04/16 

85/05/17 

85/04/17 

65/05/01 

85/04/22 

85/05/01 

65/05/01 

85/04/24 

85/04/24 

65/05/09 

05/05/09 

65/06/07 

85/04/29 


50^12 

PR 

50-237 

5(M83 

50-400 

50-483 

50-280 

50-382 

50-362 

50-255 

50-373 

50-261 

PR 

TOPREP 

TOPREP 

PR 

TOPREP 

TOPREP 

50-387 

50-2B0 

50-338 

50400 

50400 

60400 

50400 

CONTRACT 

50-269 

50-302 

50-302 

SC^302 

60-33S 

50-302 

50-338 

50-338 

50-330 

50438 

60438 

71-534 

50-324 

50-324 

50-324 

50-250 

50-324 

50-250 

50-528 

50438 

50-317 

60-369 

50417 

S0483 

70-1113 

70-1113 

60450 

50456 

50452 

60405 

50424 

50-352 

50-295 

50469 

50409 

50424 

50424 

50424 

50-237 


QA999 

QA999 

50-395 

50395 

50452 

70-27 

50-287 

70-27 

70-27 

70-27 

50483 

50430 

70-1113 

50250 

701113 

701113 

50259 

50269 

60415 

50415 

50315 

50397 


P 


P 

Q 

G 

P 

Q 

Q 

O 

O 

o 

p 


Q 

O 

o 


R 


P 

Q 

Q 


Q 

C 
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466 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCIOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOOftV 

8505220297 

8505220266 

85/05/07 

50-316 

S 

8605230172 

8505230001 

84/10/02 

60-470 

8505220303 

8505220266 

85/05/07 

50-316 

S 

0505230174 

8505230143 

85/05/20 

50-320 

8605220305 

8605220298 

85/04/08 

50-338 

Q 

6505230176 

8505230001 

04/10/02 

FOIA 

8505220306 

6505220302 

85/04/22 

40-8027 


8505230177 

8505230001 

84/10/02 

pOIA 

8505220311 

8505220308 

05/04/11 

50 302 

Q 

8505230170 

8505230001 

84/10/02 

50-470 

8505220313 

8505220308 

85/04/11 

50-302 

Q 

6505230160 

8505230001 

64/10/02 

FOIA 

8505220323 

8505220316 

65/01/16 

50-3 

F 

8505230183 

$505230001 

84/10/02 

50-470 

8505220333 

8505220327 

85/04/24 

50-416 

Q 

8505230184 

6505230001 

84/10/02 

FOIA 

8505220334 

8505220328 

85/04/16 

50-335 

Q 

8505230185 

8506230001 

84/10/02 

50 470 

8505220039 

8505220338 

85/04/10 

50-321 

Q 

6505230190 

8505230001 

84/10/02 

FOIA 

8505220341 

8505220336 

85/04/10 

50-321 

Q 

8505230193 

8605230001 

84/10/02 

FOJA 

6505220343 

8505220338 

05/04/10 

50-321 

Q 

8505230190 

8505230001 

84/10/02 

FOIA 

8505220345 

8505220340 

86/03/01 

50-269 

P 

8505230199 

8505230001 

84/10/02 

50*205 

8505220346 

8505220340 

85/03/01 

50-269 

P 

8505230202 

8505230001 

04/10/02 

50*3 

8605230003 

8505230001 

84/10/02 

FOIA 


8505230211 

8505230001 

84/10/02 

FOIA 

8505230004 

8505230001 

84/10/02 

FOIA 


8505230213 

8505230001 

04/10/02 

BO-3 

8505230005 

6505230001 

84/10/02 

FOIA 


8505230218 

8505230001 

84/10/02 

FOIA 

8505230006 

8505230001 

84/10/02 

FOIA 


8505230220 

8506230001 

84/10/02 

FOIA 

8505230007 

8505230001 

84/10/02 

FOIA 


8505230224 

6505230001 

84/10/02 

FOIA 

8505230008 

8505230001 

84/10/02 

FOIA 


8505230227 

8504190492 

85/02/27 

60-341 


6505230011 

8505230012 

8505230015 

8505230016 

8505230020 

8505230001 

0605230001 

6505230001 

8505230001 

8505230001 

54/10/02 

84/10/02 

84/10/02 

84/10/02 

84/10/02 

FOIA 

FOIA 

FOIA 

60-275 

FOIA 

P 

8505230229 

8505230236 

8S05230240 

8505230245 

8505230246 

8505230001 

8505230001 

8505230001 

8605230001 

8505230001 

8506230022 

8505230024 

8505230026 

8506230027 

8505230029 

8505230001 

8505230001 

8505230018 

8505230001 

8505230001 

84/10/02 

84/10/02 

84/03/22 

84/10/02 

04/10/02 

FOIA 

FOIA 

50-269 

FOIA 

FOIA 

R 

8505230249 

8505230251 

8505230257 

6505230260 

8505230261 

8505230001 

6505230001 

8506230001 

8506230258 

6505230001 

8505230030 

8505230033 

8505230034 

8505230035 

8505230040 

6505230001 

8505230001 

8505230028 

8505230001 

8505230001 

04/10/02 

84/10/02 

85/03/05 

84/10/02 

04/10/02 

FOIA 

FOIA 

50-275 

FOIA 

FOIA 

F 

6505230268 

8505230269 

8505230270 

8505230276 

8605230260 

8505230001 

8505230001 

6505230265 

6505230001 

8505230001 

8505230045 

8505230049 

8505230050 

8505230053 

8S052300S6 

8505230041 

8505230001 

8505230001 

8505230001 

8505230001 

85/05/17 

84/10/02 

84/10/02 

04/10/02 

04/10/02 

50-338 

FOIA 

FOIA 

FOIA 

FOIA 

P 

6505230265 

6505230286 

8506230293 

8505230295 

8505230297 

8505230001 

6505230001 

0505230001 

8505230001 

8505230286 

8506230057 

8505230056 

8505230061 

8505230063 

8505230064 

0505230001 

85D5230001 

8505230001 

860523005^ 

8506230001 

84/10/02 

04/10/02 

84/10/02 

85/04/10 

84/10/02 

FOIA 

FOIA 

FOIA 

5<M13 

FOIA 

Q 

850523029B 

6505230299 

8505230304 

8505230305 

8505230300 

0505230291 

6505230001 

0505230291 

8505230001 

8505230001 

8505230065 

8505230069 

8505230071 

8505230075 

B5O523O076 

0505230001 

8505230001 

8505230001 

8505230001 

8505230001 

84/10/02 

84/10/02 

84/10/02 

84/10/02 

84/10/02 

FOIA 

FOK 

FOIA 

5<M70 

FOIA 

A 

8505230309 

8505230311 

8505230314 

8505230315 

8605230318 

8505230291 

8505230001 

8505230001 

6505230291 

8505230001 

8505230060 

8505230088 

8505230092 

8505230094 

8505230099 

8505230001 

8505230001 

8505230087 

8505230001 

8505230001 

84/10/02 

84/10/02 

05/05/16 

84/10/02 

84/10/02 

FOIA 

FOIA 

50-266 

FOIA 

50-470 

P 

A 

8505230320 

0505230321 

8505230323 

8505200324 

6505230325 

8505230001 

8505230001 

8505230291 

8505230001 

6505230001 

8505230104 

8505230105 

6505230106 

$505230100 

8505230112 

8505230098 

8505230001 

8505230001 

6505230096 

8505230001 

85/05/17 

84/10/02 

84/10/02 

85/05/17 

84/10/02 

50-454 

FOIA 

FOIA 

50-454 

FOIA 

Q 

Q 

8505230326 

3505230329 

8605230331 

8505230332 

8505230333 

8505230001 

0505230001 

8505230001 

6505230001 

8506230001 

8505230113 

8506230115 

8505230116 

6505230118 

8506230121 

8505230001 

8505230001 

8505230001 

8505230001 

8505230001 

84/10/02 

84/10/02 

84/10/02 

84/10/02 

04/10/02 

FOIA 

50-470 

FOIA 

FOIA 

FOIA 

A 

8505230334 

8505230335 

8505230337 

8505230338 

8505230341 

8605230001 

8505230291 

0505230001 

8505230291 

8505230001 

8505230122 

8505230126 

8505230127 

8505230130 

8S05230133 

8505230001 

8505230001 

8505230001 

8505230001 

8505230001 

84/10/02 

84/10/02 

84/10/02 

84/10/02 

04/10/02 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8505230343 

850S230344 

8605230347 

8505230348 

8505230350 

8505230291 

8505230001 

6505230001 

6505230001 

8505230201 

6505230137 

8505230139 

8505230142 

8505230145 

8505230149 

6505230001 

8505230001 

8505230001 

8505230001 

8505230141 

04/10/02 

84/10/02 

84/10/02 

84/10/02 

85/05/16 

FOIA 

5(M70 

FOIA 

FOIA 

50-266 

A 

P 

8505230353 

8505230356 

6605230357 

6505230358 

6505230359 

8505230342 

0505230001 

8505230001 

6505230001 

8605230001 

6505230150 

8505230152 

8505230154 

8505230156 

8505230158 

8505230001 

8505230001 

8505230001 

8505230001 

8605230001 

84/10/02 

84/10/02 

84/10/02 

04/10/02 

84/10/02 

FOIA 

FOIA 

50-470 

FOIA 

FOIA 

A 

6505230360 

0505230361 

8505230362 

8505230363 

8505230365 

6505230291 

8505230351 

8505230001 

0505230342 

8505230001 

8505230161 

8506230162 

8505230164 

8505230167 

8505230169 

8505230001 

8505230001 

8505230001 

8505230001 

8505230001 

84/10/02 

04/10/02 

84/10/02 

84/10/02 

84/10/02 

FOIA 

50-470 

50^70 

6(M70 

FOIA 

A 

A 

A 

6505230366 

0605230367 

8505230369 

8505230371 

0505230372 

8505230291 

8505230001 

6505230291 

6505230001 

8505230001 

1505230170 

505230171 

8505230001 

8505230157 

84/10/02 

85/05/16 

FOJA 

50-29 

Q 

650523Q374 

8505230376 

8505230351 

8505230291 


84/10/02 60-3 P 

84/10/02 60^3 P 

84/10/02 FOIA 

84/10/02 FOIA 

64/10/02 FOIA 

84/10/02 60-3 P 

84/10/02 FOIA 

84/10/02 FOIA 

85/05/10 60-213 P 

84/10/02 FOIA 


84/10/02 FOIA 

84/10/02 FOIA 

85/05/16 60 246 ? 

04/10/02 FOIA 

84/10/02 FOIA 

04/10/02 60-3 P 

64/10/02 FOIA 

84/10/02 FOIA 

84/10/02 BOO P 

85/06/20 60-400 Q 

85/06/16 PR 

84/10/02 FOIA 

85/05/16 PR 

84/10/02 60*3 P 

84/10/02 FOIA 


86/05/16 PR 

84/10/02 FOIA 

84/10/02 FOIA 

05/05/16 PR 

84/10/02 FOIA 

84/10/02 SO-3 P 

84/10/02 FOIA 

85/06/16 PR 

84/10/02 FOIA 

04/10/02 FOIA 

84/10/02 FOIA 

84/10/02 FOIA 

84/10/02 FOIA 

84/10/02 FOIA 

84/10/02 FOJA 

04/10/02 FOIA 

86/06/16 PR 

84/10/02 FOIA 

05/05/16 PR 

84/10/02 FOIA 


86/06/16 PR 

84/10/02 FOIA 

84/10/02 FOIA 

84/10/02 60-3 P 

85/06/16 PR 

85/05/09 60-260 p 

84/10/02 FOIA 

84/10/02 FOIA 

84/10/02 FOIA 

84/10/02 60-3 P 

86/05/15 PR 

85/03/26 40-200 

84/10/02 FOIA 

05/05/00 50-260 p 

04/10/02 60-3 P 

86/05/16 PR 

84/10/02 FOIA 

05/05/16 PR 

04/10/02 FOIA 

84/10/02 50-3 P 


85/03/26 

85/06/16 


40-209 

PR 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 467 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


050S23037G 

0605230300 

0605230304 

0505230300 

0505230387 

0505230392 

6505230393 

8605230305 

8505230309 

0505230401 


0505230001 

8605230291 

0605230001 

0606230370 

8605230201 

8505230201 

8505230001 

8505230379 

8505230001 

8505230001 


6505230403 

0506230404 

0605230407 

0505230409 

BM5230411 

0505230414 

0505230416 

0505230417 

6605230420 

6505230421 


8505230001 

8505230388 

8505230400 

0505230001 

ft505230Q01 

8505230001 

8505230406 

8505230001 

8505230001 

8505230001 


0505230422 
0605230423 
0606230 42G 
0505230420 
0505230434 

Q506230435 

0505230430 

0505230443 

0506230444 

0505230445 


8505230001 

6505230413 

8505230001 

8505230001 

8505230001 

8506230416 

8506230001 

8505230001 

8506230001 

8505230001 


0505230440 

0505230460 

6606230450 

0505230469 

0606230463 


8505230442 

8605230430 

8505230451 

8605230001 

6605230457 


0506230464 

6506230467 

0506230469 

0505230471 

6505230472 


8605230001 

B50G230001 

8605230001 

8606230467 

8605230001 


0505230473 

0505230474 

0605230476 

6605230476 

0505230461 


8605230468 

6605230001 

6605230466 

8605230001 

8606230001 


0605230402 

8605230400 

8605230400 

0506230402 

0505230405 

0606230406 

6G05230B01 

6505230605 

0505230511 

0505230514 

8605230516 

0505230522 

0606230626 

Q50523053Q 

8606230533 


0506230001 

8605230407 

0605230487 

8505230489 

8605230494 

8505230001 

8506230480 

8505230480 

8506230508 

0505230508 

8505230001 

8505230517 

0505230521 

8505230526 

0605230528 


0505230630 

0506230640 

0505230646 

8^05230647 

8506230551 


0505230536 

8505230537 

0605230537 

0505230001 

0605230535 


8505230552 

8505230556 

8605230562 

0505230565 

0605230566 


0505230548 

0505230553 

8505230001 

0505230561 

0505230653 


8505230673 
050523 0504 
0505230586 
8505230693 
8505230594 

0606230595 

8605230599 

0605230869 

8505230602 

0505230604 

0505230600 
0505230607 
8505230611 
8506230012 
050 5230611 3 

8606230614 

8506230618 


0506230001 

8505230569 

0505230001 

6505230001 

8505230589 

8505230509 

0505230667 

0605230001 

0505230669 

8605230001 

0505230587 

8505230597 

0506230587 

0505230001 

8505230601 

8505230600 

8505230697 


DATE 

ISSUED 


84/10/02 

85/05/15 

84/10/02 

05/05/06 

85/06/16 

85/05/15 

84/10/02 

B5/05/06 

84/10/02 

84/10/02 

04/10/02 

85/05/17 

85/05/13 

84/10/02 

84/10/02 

84/10/02 

85/05/03 

84/10/02 

04/10/02 

04/10/02 

84/10/02 

85/05/22 

04/10/02 

04/10/02 

84/10/02 


05/05/21 

04/10/02 

04/10/02 

84/10/02 

84/10/02 

85/05/17 

65/04/22 

85/05/20 

84/10/02 

05/05/22 

84/10/02 

84/10/02 

04/10/02 

86/05/22 

84/10/02 

86/05/09 

84/10/02 

85/05/10 

84/10/02 

04/10/02 


84/10/02 

05/05/22 

65/05/22 

85/05/13 

85/05/17 


84/10/02 

85/05/22 

85/05/22 

85/05/16 

85/06/16 


04/10/02 

85/05/02 

05/05/13 

85/05/09 

85/05/14 

06/05/09 

05/05/06 

86/05/06 

84/10/02 

06/04/29 

85/05/09 

06/06/06 

84/10/02 

85/05/07 

85/05/06 

84/10/02 

85/04/18 

84/10/02 

84/10/02 

85/05/03 

85/04/18 

86/04/01 

84/10/02 

85/04/18 

84/10/02 


85/04/01 

05/05/06 

85/04/01 

84/10/02 

05/04/10 

65/04/17 

85/05/06 


SUBJECT 

CATEGORY 

ENCLOSURE 

FOIA 

PR 

50*3 P 

50*395 P 

PR 

8505230619 

8505230627 

8505230632 

8505230641 

8505230646 

PR 

FOIA 

50-395 P 

FOIA 

50 3 P 

8505230653 

0505230654 

8505230655 

8505230663 

8505230664 

FOIA 

50 3 F 

60*400 F 

FOIA 

FOIA 

6505230669 

8505230678 

6505230683 

8505230686 

B505230696 

FOIA 

40 8697 

FOIA 

FOIA 

FOIA 

8505230703 

8505230730 

8505230732 

8505230734 

8505230748 

FOIA 

50*269 G 

FOIA 

FOIA 

FOIA 

8505230757 

B505230763 

8505230770 

0505230775 

6505240009 

QA999 

FOIA 

50*3 P 

FOIA 

FOIA 

6505240012 

8505240013 

8505240018 

8505240023 

8505240026 

50 424 F 

60 352 F 

50*245 P 

FOIA 

QA999 

8505240027 

8505240031 

6505240032 

8505240036 

8505240038 

50*3 P 

FOIA 

FOIA 

QA999 

FOIA 

8505240040 

6505240043 

6505240047 

8505240051 

8505240055 

60*317 P 

FOIA 

60 416 P 

FOIA 

FOIA 

8605240056 

8505240059 

8505240061 

8505240062 

8505240066 

50 3 P 

QA999 

QA999 

CONTRACT 

50*16 P 

8505240071 

6505240073 

8505240076 

8505240079 

8505240082 

FOIA 

50*352 G 

50*352 6 

60*329 A 

60*329 A 

65052400B4 

8505240088 

8506240092 

8505240094 

8505240095 

CONTRACT 

50 500 D 

CONTRACT ^ 
50*266 F 

8505240102 

8505240107 

8505240108 

8505240114 

6505240117 

71-6206 

40*1162 

40-1162 

50 3 P 

CONTRACT 

8505240123 

8505240126 

8505240128 

8505240134 

8505240136 

71*9141 

40*2269 

50*3 P 

50*346 P 

40*2259 

8505240136 

8505240143 

8505240144 

8505240145 

8505240148 

60*3 P 

50 390 Q 

50*3 P 

60-3 P 

60-321 P 

8505240148 

8505240149 

8505240151 

8505240154 

6505240156 

60*390 Q 

60*280 9 

60*3 P 

50 390 Q 

FOIA 

50 200 Q 

60*414 A 

50-200 9 

60-3 P 

40*1341 

60*390 9 

60*414 A 

8505240157 

0505240158 

6505240161 

8505240165 

8505240166 

8505240168 

8505240169 

6505240173 

8505240175 

8505240176 

8505240178 

8605240181 


PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8505230587 

8505230597 

8505230626 

0505230637 

8505230643 

85/04/01 

65/05/06 

85/04/01 

85/04/04 

65/04/05 

SO 260 ( 

50-4U 

50 390 1 

50 34B 1 

50-390 1 

8505230644 

850S230645 

8505230650 

8505230650 

8505230662 

85/05/09 

65/04/03 

85/04/26 

65/04/26 

85/05/10 

£0 275 

50 390 

50-41 B 

50 416 

50-410 

8505230660 

8505230673 

6505230673 

8505230675 

8505230671 

85/05/15 

85/05/09 

85/05/09 

85/05/14 

85/04/30 

50*454 

50-285 

50-285 

50-369 

50-395 

8505230701 

0505230724 

B505230719 

8505230728 

8505230744 

65/04/24 

85/05/02 

05/04/05 

85/04/19 

85/05/02 

50-139 

71*9089 

50-327 

71-9006 

71*376 

8505230754 

8505230756 

650523076B 

8505230774 

8505240005 

85/04/25 

05/04/19 

05/04/29 

85/05/10 

84/10/24 

50-280 

CONTRACT 

CONTRACT 

CONTRACT 

FOIA 

8505240010 

8505240005 

8505240005 

8505240005 

8505240005 

65/05/17 

64/10/24 

84/10/24 

84/10/24 

84/10/24 

50-348 

SO 528 

SO 528 

50-526 

SO 526 

8505240025 

8505240028 

8505240005 

8505240028 

8505240005 

65/05/01 

65/04/29 

84/10/24 

85/04/29 

64/10/24 

CONTRACT 
50*445 
so 528 
50*445 

50 528 

6505240028 

B50524002B 

8505240005 

8505240005 

8505240005 

85/04/29 

65/04/29 

64/10/24 

84/10/24 

04/10/24 

50-445 

504 45 

50 528 

50 526 
50-528 

8505240054 

8506240005 

8505240054 

B505240060 

6505240060 

65/05/00 

64/10/24 

85/05/06 

65/05/07 

65/05/07 

70-2948 

50-528 

70*2948 

SO-333 

50-333 

8505100346 

8505240069 

6505100346 

8505240072 

8505240074 

85/05/06 

65/04/22 

85/05/08 

84/10/11 

85/04/17 

50*445 

CONTRACT 

60-445 

FO)A 

50-269 

6505240072 

8505240072 

8505240074 

8505240069 

6505240072 

64/10/11 

64/10/11 

85/04/17 

65/05/17 

64/10/11 

FOIA 

FOIA 

50 269 
50443 

FOrA 

8605240072 

8505240098 

B505240072 

8505240072 

0505240112 

84/10/11 
85/05/ 17 
84/10/11 
84/10/11 
85/05/17 

FOIA 

50*423 

FOIA 

FOIA 

50-309 

6505240072 

8505240072 

8505240120 

8505240127 

8505240120 

64/t0/1t 

64/10/11 

04/10/11 

85/06/15 

64/10/11 

FOIA 

FOIA 

FOIA 

50-187 

FOIA 

0505240072 
0505240120 
85052401 39 
8505240093 
6505240072 

64/10/11 

84/10/11 

85/04/11 

65/05/03 

64/10/11 

FOIA 

FOIA 

50-334 

71*5364 

FOIA 


8505240120 

8505240137 

8605240093 

8505240072 

8505240093 


84/10/11 

85/05/01 

85/05/03 

84/10/11 

65/05/03 


fOIA 
50-338 
71 6364 
FOIA 
71*5364 


8505240120 

8505240072 

8505240093 

8505240093 

6505240120 

6505240093 

8505240072 

6505240093 

6505240120 

8505240072 


84/10/11 

64/10/n 

65 / 05/03 

65/06/03 

$4/10/11 


FOiA 

FOIA 

7L5364 

71*5304 

FOIA 


65/05/03 

84/10/11 

05/05/03 

64/10/11 

84/10/11 


71*5364 

FOIA 

71-5364 

FOIA 

FOIA 


0505240171 

8505240093 


05/05/17 

05/05/03 


50-352 

71*5364 


Q 

0 


0 


Q 

T 

T 

T 

T 


A 

T 


A 

A 

T 

T 

T 


T 

P 

P 

T 

T 

F 


F 

F 


0 

0 


p 


F 


Q 


Q 


0-a-D-o*o OODO-o D00>0 


460 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 


8505240182 

8505240072 

84/10/11 

FOJA 


0505240512 

8605240120 

84/10/11 

FOIA 


6505240183 

8505240120 

84/10/11 

FOJA 


8505240513 

8505240509 

05/05/13 

50-331 

F 

6505240190 

6505240072 

84/10/11 

FOIA 


6505240515 

0605240514 

85/05/14 

50-366 

P 

6605240192 

8505240120 

84/10/11 

FOIA 


8505240516 

8505240514 

65/05/14 

50-366 

P 

6505240196 

8505240193 

85/05/20 

40-3392 


8505240517 

8505240120 

04/10/11 

FOIA 


8505240202 

8505240140 

05/05/23 

50 440 

F 

B505240518 

B505240120 

04/10/11 

FOIA 


8505240204 

6505240109 

85/05/09 

71-0024 


6505240521 

6505240120 

84/10/11 

FOIA 


BS05240214 

8505240208 

85/05/13 

50 298 

P 

8505240623 

8505240522 

85/05/14 

60-261 

P 

6505240215 

8505240210 

85/05/20 

50-304 

Q 

8505240625 

8505240120 

84/10/11 

FOIA 


8505240217 

8505240206 

85/05/13 

50-298 

P 

8505240626 

8S05240S22 

85/05/14 

50-261 

P 

6505240218 

8505240213 

85/05/13 

50 346 

n 

6505240630 

6605240120 

84/10/11 

FOIA 


8505240226 

8505240120 

84/10/11 

FOIA 


8505240631 

6605240529 

85/05/13 

50-281 

P 

8505240236 

8505240072 

84/10/11 

FOIA 


8505240633 

6505240529 

85/05/13 

50-261 

P 

8505240239 

8505240120 

84/10/11 

FOIA 


6505240634 

0605240120 

64/10/11 

FOIA 


0505240244 

8505240237 

05/05/14 

60-338 

p 

8505240639 

8505240120 

84/10/11 

FOIA 


8505240246 

8505240234 

86/05/20 

50-483 

Q 

8605240544 

6505240120 

04/10/11 

FOIA 


6505240249 

8505240072 

84/10/11 

FOIA 


8505240654 

0605240552 

85/05/21 

50-284 

F 

8505240266 

6505240120 

84/10/11 

FOIA 


8505240661 

8505240559 

85/05/16 

CONTRACT 


8505240260 

8505240251 

85/05/14 

50-324 

F 

8505240679 

8505240573 

85/05/16 

CONTRACT 


8505240267 

8505240251 

85/05/14 

50 324 

F 

6505240683 

8605240578 

86/05/03 

CONTRACT 


6505240268 

8505240120 

84/10/11 

FOIA 


6505240616 

6505240608 

65/04/26 

71-4888 


8505240270 

8505240072 

04/10/11 

FOIA 


8505240627 

6505240619 

05/05/10 

50-315 

P 

8505240274 

8505240072 

84/10/11 

FOIA 


8505240637 

6505240602 

85/04/30 

CONTRACT 


8505240276 

8506240120 

84/10/11 

FOIA 


B505280001 

8505240072 

84/10/11 

FOIA 


8505240231 

8505240072 

84/10/11 

FOIA 


8605280004 

8505240072 

84/10/11 

FOIA 


0505240283 

6505240269 

85/02/07 

60 413 

F 

8505260008 

6605240072 

84/10/11 

FOIA 


6605240265 

8505240120 

84/10/11 

FOIA 


8505280016 

8605240072 

04/10/11 

FOIA 


8505240287 

8505240072 

84/10/11 

FOIA 


8505280020 

8505260016 

05/05/20 

50-529 

G 

8505240290 

B505240120 

04/10/11 

FOIA 


6605260021 

0506240072 

84/10/11 

FOIA 


8505240294 

6505240120 

04/10/11 

FOIA 


6605280024 

8505240072 

84/10/11 

FOIA 


0505240300 

8505240072 

84/10/11 

FOIA 


8605280029 

8505240072 

84/10/11 

FOIA 


8505240306 

8505240072 

84/10/11 

FOIA 


6505280035 

8505240072 

84/10/11 

FOIA 


0505240308 

8505240120 

84/10/11 

FOIA 


6505280049 

6505240072 

84/10/11 

FOIA 


8505240313 

8505240072 

04/10/11 

FOIA 


8506260056 

0505240072 

64/10/11 

FOIA 


8505240323 

8B05240120 

84/10/11 

FOIA 


0505260068 

0505240072 

04/10/11 

FOIA 


0505240324 

8605240072 

84/10/11 

FOIA 


8505280072 

8505280062 

85/05/10 

60-362 

Q 

0505240330 

8505240120 

84/10/11 

FOIA 


8505260076 

8506240072 

04/10/11 

FOIA 


6505240331 

6505240072 

04/10/11 

FOIA 


6505260061 

B505240072 

84/10/11 

FOIA 


8505240335 

8505240329 

85/05/20 

50 440 

Q 

6505280090 

6505260063 

65/05/14 

50-276 

P 

S505240337 

8505240334 

85/05/15 

50-466 

Q 

8505280094 

6505260083 

85/05/14 

50-276 

P 

8505240338 

8505240120 

84/10/11 

FOIA 


8505280096 

8506240072 

84/10/11 

FOIA 


6505240342 

8505240334 

85/05/16 

60-458 

Q 

6505260101 

B605280083 

BS/05/14 

50-276 

P 

6505240349 

8505240072 

04/10/11 

FOIA 


6506280107 

6505280003 

85/05/14 

60-276 

P 

8505240354 

8505240120 

84/10/11 

FOIA 


6505280109 

0505240072 

84/10/11 

FOIA 


8505240365 

8505240072 

84/10/11 

FOIA 


8505280110 

8505280099 

85/06/10 

50-423 

Q 

0505240371 

8505240072 

84/10/11 

FOIA 


6505260114 

8505280083 

85/06/14 

50-275 

P 

85D5240375 

6505240120 

64/10/11 

FOIA 


6505260115 

8506240072 

84/10/11 

FOIA 


8505240377 

8505240072 

04/10/11 

FOIA 


6505260119 

85052601 13 

85/06/20 

60-275 

P 

8505240382 

8505240378 

65/05/09 

TOPREP 


6505260121 

850S280108 

05/05/10 

60-321 

P 

8605240383 

8505240072 

84/10/11 

FOIA 


8505280122 

8505260063 

65/05/14 

50-275 

P 

6505240385 

6605240120 

84/10/11 

FOIA 


6505280124 

8505280113 

05/05/20 

60-275 

P 

8505240366 

8605240374 

05/05/07 

60-327 

Q 

6505280130 

6505200066 

84/10/15 

60 424 

A 

8505240308 

8605240072 

04/10/11 

FOIA 


8505280142 

0505260139 

85/05/21 

50 309 

P 

6505240390 

8505240120 

84/10/11 

FOIA 


6505260143 

8605260132 

66/05/13 

60-331 

F 

0505240394 

8505240072 

84/10/11 

FOIA 


8605280147 

8506260066 

04/10/15 

50-424 

A 

6505240396 

8505240391 

05/05/21 

SO 354 

Q 

8505200167 

6605280066 

04/10/16 

60-424 

A 

8505240397 

8505240120 

04/10/11 

FOIA 


8505260166 

8505280066 

84/10/15 

50-424 

A 

8505240407 

850S240120 

04/10/11 

FOIA 


8506280175 

6505260066 

84/10/16 

60 424 

A 

6505240410 

8605240072 

04/10/11 

FOIA 


0505280177 

6505260173 

85/05/15 

60 272 

F 

6505240411 

8505240403 

85/05/20 

50'213 

Q 

8605280182 

8505260066 

84/10/15 

60-424 

A 

8505240413 

8505240120 

84/10/11 

FOIA 


6505280188 

B505280066 

84/10/16 

50-424 

A 

8505240414 

8605240072 

84/10/11 

FOIA 


6505280191 

6505280066 

04/10/15 

50-424 

A 

8505240418 

85052404D1 

85/06/00 

60-400 

A 

6506280198 

6505280194 

05/05/17 

60-263 

P 

6505240418 

8505240416 

85/04/04 

71-537 


8505280199 

8505260066 

84/10/16 

60-424 

A 

6505240420 

8505240072 

84/10/11 

FOIA 


8506280201 

8505200194 

85/05/17 

50 263 

P 

6505240428 

8505240423 

85/06/10 

60-333 

Q 

8505280207 

6505260202 

66/06/20 

60-341 

Q 

8S0S24O432 

6505240406 

85/06/13 

60-220 

R 

6505280208 

B505280066 

64/10/15 

50-424 

A 

0505240433 

6505240120 

84/10/11 

FOIA 


8505280212 

6505280202 

05/05/20 

60-341 

O 

8505240430 

6505240423 

B5/05/10 

50-333 

Q 

8505260220 

6505280066 

84/10/15 

50-424 

A 

8505240441 

0505240437 

05/05/20 

60-309 

P 

8505260221 

6505280169 

86/05/21 

60*254 

0 

8505240442 

8505240072 

04/10/11 

FOIA 


8605280224 

8505260217 

86/05/20 

60 412 

K 

8505240445 

8505240120 

04/10/11 

FOIA 


8605260233 

8505260230 

85/05/16 

50-285 

R 

8S0S24046O 

8505240120 

84/10/11 

FOIA 


8505280234 

8505260066 

84/10/16 

50-424 

A 

6506240455 

6505240463 

85/05/21 

60-245 

Q 

8505280237 

6505280230 

86/05/16 

50-205 

R 

8505240468 

6505240120 

B4/10/11 

FOIA 


8506200241 

6505280066 

84/10/16 

60-424 

A 

8505240466 

8505240120 

84/10/11 

FOIA 


8505260245 

8505260066 

84/10/16 

60-424 

A 

6505240466 

6505240462 

86/05/20 

50-213 

Q 

8506280251 

8505200066 

84/10/15 

60-424 

E 

8505240467 

8505240120 

84/10/11 

FOIA 


8505280260 

8505260066 

84/10/15 

SO 424 

A 

8505240408 

8505240462 

85/06/20 

60-213 

Q 

8505280267 

8605260066 

84/10/16 

60-424 

T 

8505240471 

8505240120 

84/10/11 

FOIA 


6505280269 

8605260247 

86/06/16 

60-316 

S 

8505240473 

8505240462 

85/05/20 

60-213 

Q 

8505260271 

6605280263 

85/04/30 

71-9016 


8505240404 

6505240481 

85/05/21 

60-387 

Q 

8605280275 

6505280066 

84/10/16 

60-424 

T 

0505240468 

6505240487 

85/05/20 

60-352 

Q 

6S052802B2 

8505200277 

85/05/21 

60-410 

Q 

8505240602 

8505240120 

84/10/11 

FOIA 


8506260287 

6505280066 

04/10/16 

60-424 

0 

8505240507 

8505240503 

66/05/13 

60-316 

S 

6605280292 

6505280284 

65/05/03 

60-187 

Q 

8605240508 

8506240120 

64/10/11 

FOIA 


6505200294 

6505260291 

66/06/21 

50-289 

P 

8505240511 

8505240503 

86/06/13 

60-316 

s 

8505280296 

6505260269 

66/06/14 

60-155 

O 



ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


8505S00300 

8505200311 

0505200314 

8505200315 

8505200319 

850520 D323 
8505200326 
8505200328 
8505200334 
8505200330 

5^06280340 
55052 Q0367 
5505200374 
5505280376 
0505200378 

5505200381 

5505280387 

5505280380 

5505280390 

0505280410 

8505280428 

8506200435 

8505280437 

0505280430 

0505280441 

6505230444 

860&230447 

6506200448 

6605260460 

05062G0469 

OB052Q0475 

8505230601 

8505260502 

8505280504 

B505200B07 


6505200291 

0505260066 

0505200305 

0505280310 

0505280304 

6605260310 

6505280305 

8505280322 

6505200066 

6505280066 

6505280066 

6505260066 

6505260369 

6505260370 

6505200369 

6605200369 

6505200383 

8505200384 

8505280384 

0505280412 

6505280066 

B505200066 

6505200432 

Q5O52OOO60 

8505200433 

8505200066 

0605280066 

0505200433 

8505200066 

8505260066 

8505280466 

8505280405 

0BO528O494 

8505200497 

6505200497 


6505200511 

6505280515 

8505200510 

6505200521 

6505200522 

&50S280534 

6505260530 

6505260542 

8505260544 

8505260540 

0505260549 

0505260552 

0505260556 

8505280560 

0505200566 


8505200497 

8505200509 

8605200086 

8606200613 

8605200509 

0505280497 

8505280532 

0505200520 

0505200066 

8505200532 

0505200536 

0505200066 

0505200550 

6505200560 

6505200563 


8505200569 

8505290006 

8503290039 

8505290049 

0505290057 

8505290059 

8505290062 

8505290070 

0505290072 

8506290064 


8505200563 

8506290005 

0505290035 

8505290046 

0505290054 

0605290055 

8505290054 

8505200066 

6505290054 

6505200066 


8505290005 

8505290009 

0505290094 

05062G0096 

0505200099 


8505290079 
8505280066 
QS05 290090 
6505290091 
8505290090 


8505200101 

8505290196 

8505200110 

8505290120 

Q60S200128 


8605280066 

0605290105 

6505200006 

6505290109 

8505290123 


0505290132 
050 5290 133 
850S290164 
8505290158 
8505200159 


0505290126 

0605290123 

0605290137 

8506280068 

8506290163 


0605200164 

0505290172 

BQ05290174 

8605290176 

8505290165 


0505260066 
0505290167 
86062901 66 
8605290162 
8505290162 


6505290189 

6506290190 

0505290192 

6505200204 

8505290219 


0505290162 

0505290162 

8505290162 

8505290162 

8505290203 


8505290220 

8505290221 


0505290213 

0505290207 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 469 


DATE 

ISSUED 

86/05/21 

84/10/16 

85/05/22 

85/05/14 

85/05/17 

05/05/14 

05/05/22 

85/05/21 

84/10/15 

84/10/15 

84/10/16 

84/10/15 

85/04/04 

65/05/09 

05/04/04 

05/04/04 

85/04/12 

85/05/21 

85/05/21 

06/05/03 

84/10/16 

84/10/15 

05/04/26 

04/10/15 

06/05/14 

84/10/15 

84/10/15 

85/05/14 

84/10/15 

84/10/15 

06/05/09 

05/05/10 

85/05/13 

85/05/17 

86/05/17 

85/05/17 

85/05/15 

04/10/15 

05/05/17 

85/05/15 

85/05/17 

85/05/13 

05/05/09 

84/10/15 

85/05/13 

85/05/01 

84/10/15 

05/05/20 

05/05/20 

85/05/13 

85/05/13 

85/04/10 

65/05/03 

85/05/10 

85/05/08 

85/06/17 

65/05/08 

04/10/15 

85/05/08 

84/10/15 

85/05/23 

84/10/16 

85/05/10 

85/05/24 

86/05/10 

84/10/16 

86/05/13 

04/10/15 

85/05/06 

85/05/23 

86/05/10 

85/05/23 

85/05/22 

84/10/15 

86/05/15 

84/10/15 

85/05/21 

85/05/09 

85/05/16 

85/05/16 

85/05/16 

85/05/22 

85/05/16 

65/05/22 

05/05/21 

85/05/16 

85/04/16 


SUBJECT 

OATEQOnV 


50 289 P 

50 247 P 

50 266 O 

50 295 Q 

50 445 A 

50 295 Q 

50 266 O 

50 410 O 

FOIA 

60^155 T 
FOIA 

50 295 P 

PR 

SO 366 P 

PR 

PR 

70*1113 
50*352 
50*352 
50 528 

50 295 
60 424 
SO 334 
50 424 
50 395 

50 295 
50 295 
50*395 
50 424 
50 424 

TOPBEP 
50*348 
50-416 
50 396 
50 396 

50396 
50*387 
50*247 
10CFR 
50*387 

50-306 
50 272 
CONTRACT 
50*352 
50*272 


F 

F 

Q 

P 

A 

F 

A 

P 

P 

P 

P 

A 

A 


60*312 

50-352 

50*193 

50*193 

50*295 

50 295 
40 8102 
50 263 
50 313 
50 462 

50*267 
50 482 
SO 322 
50 482 
60 352 

60*255 
60-352 
50 288 
50 265 
50 20B 

50 4 23 
40 8714 
50*295 
50*323 
60*277 

40*8829 

50*277 

60-259 

50*443 

50*289 

50-443 

50*282 

XPORTLIC 

60*250 

60*250 

50*250 

60*313 

60*250 

50*313 

50*395 


50*277 P 

CONTRACT 


Q 

P 

Q 

P 

O 

A 

O 

A 

P 

A 

Q 

P 

Q 


P 

Q 

P 


P 

Q 

A 

0 

A 

Q 

P 

P 

P 

Q 

P 

Q 

O 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

0505290233 

8505290230 

8505290241 

8505290247 

8505290253 

0505280066 

8505290229 

8505280066 

8505280066 

8505280066 

0505290280 

0505290271 

0505290272 

8505290279 

8505290288 

8505290254 

8505290266 

8505260066 

650S290268 

8505200066 

8505290294 

8505290305 

8505200312 

8505200321 

8505290336 

8505290206 

85D520OD66 

8505260066 

8505200066 

8505290331 

6505290338 

B50529O340 

6505290342 

8505290301 

e6052&0365 

8505290334 

8505290331 

8505290334 

B5052&0'358 

B505290353 

8505200372 

8505290390 

6505290395 

8505290397 

8505290399 

6505290r368 

8505290391 

8505290381 

8505290393 

8505290381 

6505290403 

6505290404 

8505290408 

8505290414 

6505290418 

6505290381 

850529039$ 

8505290381 

8505290381 

B5052903B1 

8505290419 

8505290421 

8505200422 

8505290427 

6505290437 

8505290413 

8505290417 

8505290381 

8505290410 

8505290432 

6505290438 

6505290441 

8505290443 

8505290440 

8505290456 

8605290381 

8505290381 

8505290435 

8505290381 

6505290381 

6505290462 

6505290466 

6505290468 

6505290470 

6505290472 

8505290381 

8505290460 

0505290454 

8505290381 

$505290460 

8505290478 

8505290479 

8505290483 

8505290487 

B505290490 

0505290381 

0505290460 

0505290381 

8505290381 

0505290464 

8505290494 

8505290495 

8505290501 

8505290503 

8505290509 

8505290081 

8505290485 

0505290498 

0505290381 

0505290381 

0505290542 

8505290549 

6505290550 

8505290553 

8505290555 

0505290535 

8505290545 

8505290546 

8505290546 

8505290552 

8505290567 

6505290561 

8505290560 

8505290616 

8605290620 

0505290554 

BS05290554 

0505290361 

0505290301 

8505290301 

0505290624 

8505290628 

8505290634 

8505290637 

8505290641 

8505290301 

8505290301 

8505290301 

8505290631) 

8505290381 

8505290646 

8505290849 

8505290650 

8505290052 

8505290055 

0505290301 

8505290630 

0505290645 

8505290301 

0505290301 

8505290661 

$505290666 

8505290671 

8505290673 

$505290682 

85OS29O301 

8505290361 

85052W361 

8505290665 

B505290665 

8505290695 

$505290704 

8505290728 

8505290737 

6505290742 

8505290693 

8505290691 

8505290715 

8505290715 

$505290723 

$506290749 

8505290766 

0505290747 

0505290765 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


84/10/15 

85/05/10 

84/10/15 

84/10/15 

84/10/15 

85/04/20 

85/05/23 

84/10/15 

85/05/23 

84/10/15 

85/05/21 

64/10/15 

84/10/15 

84/10/15 

eS/05/22 

85/05/17 
85/05/ 22 
85/05/17 
65/05/23 
85/05/23 

85/05/2! 

84/12/27 

84/12/27 

85/05/22 

84/12/27 

64/12/27 

85/05/24 

64/12/27 

04/12/27 

04/12/27 

85/05/21 

85/05/21 

84/12/27 

85/05/24 

85/^05/22 

04/12/27 

84/12/27 

85/05/10 

04/12/27 

64/12/27 

04/12/27 

85/05/21 

85/05/24 

04/12/27 

05/05/21 

04/12/27 

05/05/21 

84/12/27 

84/12/27 

05/05/22 

84/12/27 

85/05/23 

85/05/17 

84/12/27 

84/12/27 

85/05/21 

85/05/21 

85/05/22 

85/05/22 

85/05/24 

85/05/24 

65/05/24 

84/12/27 

84/12/27 

84/12/27 

84/12/27 

84/12/27 

84/12/27 

85/05/03 

84/12/27 

64/12/27 

6S/05/03 

85/05/20 

84/12/27 

84/12/27 

64/12/27 

84/12/27 

84/12/27 

85/05/23 

85/05/23 

05/05/10 

05/04/23 

05/05/06 

05/05/06 

06/05/14 

85/05/13 

05/05/15 


FOIA 
50 298 
50 424 
50*443 
50*443 

50 267 
50-285 
50*443 
50 285 
50 443 

50*259 
50 362 
FOIA 

50 247 P 

50-482 Q 

XPORTLJC 
50-482 Q 

XPORTLJC 
50 390 R 

50 295 F 

XPORTLIC 
50 350 Q 

FOIA 

50 29 0 

FOIA 

FOIA 

50*155 P 

FOIA 

FOIA 

50-350 Q 

50-327 P 

50-202 0 

50*350 Q 

STATE PRO Q 
50*312 P 

50*350 0 

FOIA 

50-271 P 

FOIA 

50 3 50 Q 


FOIA 
50*322 
50*482 
50*350 
50*322 

FOIA 
50*322 
FOIA 
FOIA 
50-397 

50-358 
50*528 
50-450 
FOIA 
50-358 

50-272 

50-482 

50-298 

50*298 

50*302 

50-440 

50-440 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-358 

50-445 

50-358 

50-358 

50-445 

CONTRACT 

FOIA 

FOIA 

FOIA 
50*358 
FOIA 
71*9070 
71 9073 


O 

F 

Q 


0 

P 

O 

Q 

P 

A 

A 


Q 

A 

Q 

□ 

A 


50-482 P 

CONTRACT 
50*237 F 

50*237 F 

71*173 

71 534 

50*220 P 


>0 350300 »>0 



470 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

&505300015 

8505300008 

85/03/11 

POIA 


6505300431 

8505300387 

84/11/00 

FOIA 

8505300018 

8505300008 

85/03/11 

FOIA 


8505300432 

8505300420 

85/05/29 

50-331 

8505300022 

8505300008 

85/03/11 

FOIA 


8505300438 

8505300420 

05/05/23 

50-331 

8505300020 

8505300008 

85/03/11 

FOIA 


8505300440 

8505300387 

04/11/08 

FOIA 

8505300032 

8505300008 

85/03/11 

FOIA 


8505300442 

8606300387 

84/11/08 

FOIA 

8505300041 

8505300037 

85/05/17 

50*320 

P 

6505300448 

0505300307 

84/11/08 

FOIA 

8605300046 

6505300040 

85/03/04 

50 412 

Q 

8505300462 

0505300307 

84/11/00 

FOIA 

8605300046 

8505300040 

85/03/04 

50 412 

F 

6505300487 

8506300478 

86/05/17 

TOPREP 

8505300053 

8505300051 

85/05/24 

50 528 

P 

6505300496 

8505300492 

85/05/24 

50 289 

B50S300056 

8505300051 

85/05/24 

50*528 

P 

8505300499 

6505300495 

05/05/08 

50-275 

6505300057 

8505300051 

85/05/24 

60-528 

P 

8505300500 

8505300492 

85/05/24 

50-289 

8505300060 

0505300055 

84/10/23 

FOIA 


8505300506 

8505300504 

04/11/08 

FOIA 

8505300062 

8505200381 

84/12/27 

FOIA 


6505300515 

8505300510 

84/11/02 

50-416 

6505300065 

8505290381 

84/12/27 

FOIA 


8505300519 

8505300510 

84/11/02 

50 416 

8505300086 

0505300055 

84/10/23 

FOIA 


6505300521 

0506300510 

85/05/24 

50-362 

8505300089 

0505290381 

84/12/27 

FOIA 


8505300522 

8505300610 

84/11/02 

50-416 

8505300073 

8505300055 

84/10/23 

FOIA 


8505300525 

8505300523 

85/05/24 

60-456 

8505300075 

0505290381 

84/12/27 

FOIA 


8505300526 

8505300510 

04/11/02 

60-416 

8505300077 

0505300055 

84/10/23 

FOIA 


8505300528 

8505300510 

04/11/02 

50*416 

8505300082 

8505290381 

84/12/27 

FOIA 


6505300531 

8505300530 

85/05/28 

60-219 

85^5300086 

0505300055 

84/10/23 

FOIA 


8505300532 

8505300527 

85/05/29 

50-322 

8505300087 

0505290381 

04/12/27 

FOIA 


6505300604 

8505300602 

85/02/13 

FOIA 

6505300002 

0505300055 

84/10/23 

FOIA 


6505300610 

6505300602 

85/02/13 

FOIA 

6505300004 

0505290361 

04/12/27 

FOIA 


8505300623 

8505300602 

85/02/13 

FOIA 

8505300006 

0505300088 

85/05/07 

50 352 

F 

8505300634 

85053D0629 

85/05/16 

50 320 

8605300100 

0505300055 

84/10/23 

FOIA 


8505300638 

8505300629 

85/05/16 

50-320 

6505300101 

0505290301 

84/12/27 

FOIA 


8505300658 

8505300654 

05/05/09 

60-368 

8605300114 

8505300110 

85/05/16 

60-333 

P 

8505300673 

8506300867 

06/05/14 

60-321 

8505300116 

0505300110 

85/05/18 

60-333 

P 

6505300660 

8605300667 

85/05/14 

60-321 

8505300124 

6505300123 

85/05/16 

71-9001 


8505310013 

8505310007 

65/05/23 

70-27 

8505300142 

6505300126 

85/05/10 

50-327 

U 

8506310016 

8S05310009 

84/11/15 

FOIA 

8505300149 

6505300146 

85/05/13 

COMMiSSIO 

N 

8505310010 

0505310009 

84/11/16 

FOIA 

6605300162 

8505300157 

84/11/02 

FOIA 


8505310022 

8505310009 

84/11/16 

FOIA 

8605300166 

0505300159 

85/05/16 

50-302 

P 

6505310027 

8605310000 

84/11/16 

FOIA 

6605300212 

8505300200 

85/05/07 

60*307 

Q 

6505310034 

8605310009 

84/11/16 

FOIA 

6605300228 

8505300157 

84/11/02 

FOIA 


6505310038 

8505310009 

84/11/16 

FOIA 

6605300232 

6505300143 

85/03/01 

FOIA 


6505310043 

8505310009 

04/11/16 

FOIA 

6605300236 

8505300157 

84/11/02 

FOIA 


8505310046 

8505310041 

05/05/28 

60-289 

6605300241 

8505300157 

84/11/02 

FOIA 


8505310061 

8505310009 

84/11/16 

FOIA 

6605300246 

8505300167 

84/11/02 

FOIA 


8505310053 

8606310047 

85/05/17 

50 322 

8605300256 

8505300143 

85/03/01 

FOIA 


8505310055 

6505310009 

84/11/16 

FOIA 

8605300257 

8505300157 

84/11/02 

FOIA 


8505310056 

8605310050 

85/05/22 

60 334 

8505300268 

8505300264 

85/05/21 

TOPREP 


0505310059 

8605310047 

85/05/17 

50-322 ^ 

8505300272 

8505300143 

85/03/01 

FOIA 


6505310060 

8505310009 

64/11/15 

FOIA 

8505300281 

6505300143 

85/03/01 

FOIA 


,8505310062 

8505310058 

05/05/21 

60-327 

6506300287 

8505300283 

85/05/24 

50-400 

Q 

8505310066 

8505310047 

06/05/17 

50-322 

6506300301 

8505300143 

85/03/01 

FOIA 


8505310067 

8505310009 

84/11/15 

FOIA 

8505300305 

8505300143 

85/03/01 

FOIA 


8606310069 

8505310047 

85/05/17 

60-322 

8506300307 

8505300280 

85/05/22 

60-246 

Q 

8505310072 

8505310009 

84/11/15 

FOIA 

8505300313 

8505300143 

85/03/01 

FOIA 


B505310078 

8605310009 

84/11/15 

FOIA 

6505300316 

6505300268 

85/05/22 

60-245 

Q 

0505310005 

8606310009 

04/11/15 

FOIA 

6506300318 

6505300312 

65/05/22 

50-219 

P 

8505310101 

8506310091 

05/05/02 

CONTRACT 

8505300322 

8505300312 

85/05/22 

50-219 

P 

6505310118 

8505310115 

85/06/15 

60-298 

6505300323 

8505300143 

85/03/01 

FOIA 


8505310123 

0506310009 

84/11/16 

60-3 

8505300331 

8505300143 

86/03/01 

FOIA 


8505310126 

8505310121 

05/05/20 

CONTRACT 

8505300-333 

8505300321 

84/11/02 

FOIA 


8605310128 

8506310009 

04/11/16 

FOIA 

6505300337 

8505300321 

84/11/02 

FOIA 


8606310129 

8505310009 

84/11/15 

FOIA 

6505300339 

8505300143 

86/03/01 

FOIA 


6505310135 

8505310009 

84/11/16 

FOIA 

8505300342 

6505300321 

84/11/02 

FOIA 


0506310140 

8506310009 

84/11/16 

FOIA 

6505300345 

6505300143 

05/03/01 

FOIA 


8505310144 

8606310009 

84/11/15 

FOIA 

8505300346 

8505300340 

86/04/29 

OA9gg 


8505310147 

8505310009 

84/11/16 

FOIA 

8505300346 

8505300341 

85/05/24 

60-331 

Q 

8505310149 

8505310136 

85/05/16 

CONTRACT 

8505300350 

8505300347 

85/05/16 

60*275 

P 

6505310152 

8505310009 

84/11/16 

FOIA 

8505300351 

8505300143 

85/03/01 

FOIA 


6505310156 

6505310009 

04/11/16 

FOIA 

8505300356 

8505300321 

84/11/02 

FOIA 


8505310161 

6505310009 

04/11/16 

FOIA 

6505300359 

6505300340 

85/04/29 

QA9g9 


8505310163 

8505310164 

65/05/26 

60-247 

6505300361 

8505300321 

84/11/02 

FOIA 


8505310165 

8505310009 

84/11/16 

FOIA 

6505300367 

8505300321 

84/11/02 

FOIA 


6505310169 

8505310009 

84/11/16 

FOIA 

8505300375 

8506300371 

86/05/13 

XPORTLIC 


6505310176 

8505310009 

84/11/16 

FOIA 

8505300378 

8505300321 

84/11/02 

FOIA 


8605310181 

8505310009 

84/11/16 

FOIA 

8505300380 

0605300341 

05/05/24 

50-331 

Q 

6505310185 

8505310009 

84/11/15 

FOIA 

6505300369 

6505300362 

85/06/08 

60-243 

Q 

8505310108 

8505310177 

86/05/22 

TOPREP 

8505300390 

8505300341 

86/06/24 

50*331 

0 

8505310189 

6505310009 

04/11/16 

FOIA 

8505300392 

8505300387 

84/11/08 

FOIA 


8505310196 

0505310009 

84/11/16 

FOIA 

8505300395 

85053003B7 

84/11/06 

FOIA 


6505310200 

6505310009 

84/11/16 

FOIA 

6505300397 

8505300341 

85/05/24 

60331 

0 

6505310204 

8505310009 

04/11/16 

FOIA 

6505300402 

8505300367 

84/11/08 

FOIA 


8605310210 

8505310009 

84/11/16 

FOIA 

8505300406 

8605300401 

85/05/23 

60-223 

Q 

8505310212 

8505310206 

86/04/29 

60-344 

8505300406 

6505300387 

84/11/08 

FOIA 


8606310214 

6505310009 

84/11/16 

FOIA 

8505300412 

6505300401 

85/05/23 

50-223 

G 

8506310219 

8506310009 

04/11/16 

FOIA 

8505300413 

8605300387 

84/11/06 

FOIA 


0506310221 

6505310209 

85/05/28 

PR 

6505300416 

6505300367 

84/11/06 

FOIA 


8505310228 

8605310213 

06/06/16 

TOPREP 

8505300422 

6505300387 

84/11/06 

FOIA 


0505310228 

B505310009 

84/11/16 

FOIA 

8505300423 

8605300406 

65/05/16 

50-367 

P 

8505310220 

6505310222 

05/06/28 

60-289 

8505300424 

8505300417 

85/05/22 

71-9139 


6505310230 

6505310223 

85/05/14 

60-208 

8505300426 

8505300420 

85/05/23 

60-331 

I 

6605310234 

8505310009 

84/11/16 

FOIA 

8505300427 

6505300387 

04/11/00 

FOIA 


0505310241 

8506310009 

84/11/16 

FOIA 


0O CD 0-0-0 13030-0. o Q. 0.0.11.0- O. o OO 



ACCESSION NUMBER 


ACCESSION NUM&ER 


ENCLOSURE 


0506310242 

0505310246 

0505310248 

0506310252 

0505310255 

0505310256 

0505310259 

0505310261 

050S310262 

0505310266 

8605310268 

0505310269 

0505310273 

8505310274 

0505310277 

8505310278 

8505310280 

0605310204 

0505310206 

0505310289 

8505310290 

BS05310291 

0605310295 

0505310208 

0505310302 

8606310304 
0505310305 
0505310307 
0505310312 
B6053 10316 

8505310322 

8505310328 

8505310331 

0505310341 

0505310353 

8505310357 

8505310361 

0505310362 

0505310365 


PRINCIPAL 

DOCUMENT 


8505310223 

8505310239 

8605310009 

8506310223 

8506310009 

6505310253 

8505310000 

8506310223 

8506310253 

8505310009 

0506310223 

8505310000 

8505310009 

0505310267 

6505310267 

8505310000 

8505310267 

8505310009 

6505310009 

6505310009 

85053 10009 
8505310009 
8505310009 
8505310009 
6505310293 

6505310009 

6505310296 

8505310009 

8505310009 

8505310009 

8505310009 

8605310009 

6505310009 

8505310333 

8505310346 

8505310347 

8505310347 

8505310356 

8505310347 


DATE 

ISSUED 

05/05/14 

05/05/23 

84/11/15 

85/05/14 

84/11/16 

85/05/28 

04/11/15 

85/05/14 

05/05/26 

84/11/15 

85/05/14 

84/11/15 

84/11/15 

85/05/23 

05/05/23 

84/11/15 

85/05/23 

84/11/15 

84/11/15 

84/11/15 

04/11/15 

04/11/15 

04/11/15 

84/11/15 

85/05/16 

84/11/15 

85/05/21 

04/11/15 

04/11/15 

84/11/15 

84/11/15 

84/11/15 

84/11/15 

05/05/15 

05/05/20 

84/11/21 

84/11/21 

85/05/20 

04/11/21 


SUBJECT 


ENCLOSURE 

CATEOORY 
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